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ALPHABETICAL  LISTING 


FOREWORD 

The  Department  of  Defense  Index  of  Specification,  Standards  and  related  standard¬ 
ization  documents  ‘is  comprised  of  two  separate  parts  as  follows: 

PART  I  -  An  Alphabetic  Listing 
PART  II  -  A  Numeric  Listing 

PART  II  Appendix  -  A  cumulative  listing  of  cancelled  documents  published 
triennially.  This  cumulative  listing  of  cancelled  documents  is  kept  current  by 
adding  thereto  cumulative  cancellation  listing  of  DODISS  Part  II  Supplement  and 
subsequent  cancelled  listing  appearing  in  the  Basic  DODISS  Part  II. 

PART  II,  Numerical  Listing  reflects  all  active  documents  in  document  number 
sequence  within  document  type.  The  alphabetic  letter  "B"  preceding  the  document 
number  reflects  all  new,  revised,  amended,  changed  or  cancelled  since  the  previous 
basic  or  supplement  edition. 

The  Department  of  Defense  Index  of  Specifications  and  Standards  (DODISS)  is 
published  under  authority  of  the  Office  of  the  Under  Secretary  of  Defense, 

Defense  Materiel  Specifications  and  Standards  Office,  and  will  be  issued  with 
supplements  effective  1  September,  1  November,  1  January,  1  March  and  1  May. 

Comments  or  suggestions  pertaining  to  the  maintenance  of  this  Index  should  be 
addressed  to: 


Commanding  Officer 

Naval  Publications  and  Forms  Center  (NPFC  106) 

5801  Tabor  Avenue 

PP”  delphia,  PA  19120 


"The  use  Index  is  mandatory  on  all  military  activities.  This  mandatory 

provision  r  as  that  the  Federal  and  Military  specifications,  standards,  and 
related  sta:.  <i  documents  be  considered  in  identifying  items  for  procure¬ 
ment  actions.  Sii  _  tications,  standards,  and  related  standardization 

documents  are  subject  to  change,  such  documents  should  be  reviewed  for  applic¬ 
ability  prior  to  procurement  use." 


A  cumulative  alphabetic  listing  of  specifications,  standards  and  related  stand¬ 
ardization  documents,  sorted  by  Federal  Supply  Classification  (FSC)  Class,  is 
also  available  as  follows: 


Military  Activities: 

Commanding  Officer 

Naval  Publications  and  Forms  Center  (ATTN:  NPODS) 
5801  Tabor  Avenue 
Philadelphia,  PA  19120 

Government  Civil  Agencies  and  Non-Governmental  Activities 
(subscription  basis  only) : 


Superintendent  of  Documents 
U.S.  Government  Printing  Office 
Washington,  DC  20402 
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NOTE 


The  DOD  Index  of  Specifications  and  Standards  (DODISS)  is  also  issued  bi-monthly 
in  Microfiche  (imaged  on  105mm  film  at  a  48x  reduction  ration) .  Each  Microfiche 
edition  completely  supersedes  the  previous  Microfiche  edition. 

The  DODISS  Microfiche  contains  three  (3)  listings  identified  on  the  "eye  readable" 
of  each  fiche  as  follows,: 

a.  DODISS  Alphabetic  Listing  -  Reflects  all  active  document's  alphabetically 
by  nomenclature  cross-referenced  to  document  number,  document  date,  preparing 
activity  and  custodians. 

b.  DODISS  Numerical  Listing  -  Reflects  all  active  documents  new,  revised, 
amended,  changed  and  documents  cancelled  since  previous  edition  in  document 
number  sequence  by  document  type  are  indicated  by  the  letter  "B"  preceding  the 
document  number. 

Cancelled  documents  in  ..he  Numerical  Listing  are  indicated  by  an  asterisk  (*) 
preceding  the  document  number.  The  letter  "C"  preceding  the  document  number 
reflects  cancelled  items  since  the  previous  edition.  Absence  of  superseding 
data  in  the  title  denotes  cancellation  without  replacement. 

The  Numerical  Listing  contains  all  the  documents  presently  listed  in  the  "hard 
copy"  DODISS  (Parts  1,  2,  Appendix  (Pt.  2)  and  FSC) . 

c.  DODISS  Federal  Supply  Class  Listing  reflects  all  current  documents  in 
FSC  sequence  (alphabetically  sequenced  by  nomenclature  within  each  FSC)  cross- 
referenced  to  document  number,  document  date,  preparing  activity  and  custodians. 
The  FSC  List  also  reflects  Reviewer /User  and  Validation  information. 

Availability  of  DODISS  Microfiche; 

DOD/DLA  Activities  are  urged  to  advise  Naval  Publications  and  Forms  Center  (Code 
3064)  of  automatic  distribution  requirements,  in  accordance  with  existing  depart¬ 
mental  procedures  for  distribution  of  the  "hard  copy"  of  DODISS. 

Indus try /Individuals  may  obtain  DODISS  Microfiche  from  Navy  Publishing  and 
Printing  Service  Office,  Fourth  Naval  District,  700  Robbins  Avenue,  Philadelphia, 
PA  19111  on  a  subscription  basis.  For  current  subscription  rate  contact  above 
address  for  a  complete  and  updated  DODISS  (bi-monthly) .  A  subscription  for  DODISS 
Microfiche  may  be  initiated  by  sending  a  check,  payable  to  Navy  Publishing  and 
Printing  Service  Office,  4ND  to:  Director,  Naval  Publishing  and  Printing  Service 
Office,  4ND. 


NOTE 


Distinctive  Numbering  of  "Hard  Metric"  Standardization  Documents.  The  symbol  "DOD" 
replaces  the  symbol  "MIL"  in  new  and  revised  specifications  and  standards  covering 
"hard  metric"  or  "hard  converted"  items,  and  other  distinctly  metric  documents,  as 
opposed  to  documents  of  "soft  converted"  items.  The  purpose  is  to  provide  ready 
identification  of  metric  documents. 
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NOTE 


Some  Military  Standards  or  Specifications  use  a  voluntary  standard  identification 
as  part  of  the  title.  Such  Military  documents  detail  unique  modifications  to  the 
identified  voluntary  standard  should  be  ordered  from  its  issuing  organization. 

GENERAL  PROVISIONS 

1.  This  publication  lists  the  unclassified  Federal,  Military  and  Departmental 
specifications,  standards,  and  related  standardization  documents,  and  those 
Industry  documents  which  have  been  coordinated  for  DOD  use. 

2.  Revisions  are  indicated  by  a  suffix  letter  to  the  basic  number,  except  for 
Air  Force-Navy  Aeronautical  Standards  (Sheet  Form)  and  Qualified  Products  Lists 
which  indicate  revisions  by  a  suffix  number. 

3.  Amendments  are  indicated  by  a  suffix  number  in  parenthesis  to  the  basic 
number. 

4.  The  number  of  a  Qualified  Products  List  is  the  number  of  the  specification 
to  which  it  is  related.  Specifications  for  which  Qualified  Products  Lists  are 
required  are  indicated  to  the  left  of  the  Specification  number  as  follows: 

Q  —  Qualified  Products  List  issued. 

NQ  -  Qualified  Products  List  not  yet  issued. 

5.  In  the  active  section  under  the  column  headed  "DATE",  the  date  listed  in  that 
of  the  latest  issue  (Revision  or  Amendment).  Notices  and  Interim  Amendments  are 
indicated  below  the  document  date  column.  In  the  active  section  under  the  column 
headed  "Date"  the  date  listed  for  Industry  Documents  is  the  date  of  the  Acceptance 
Notice  (date  of  DOD  Adoption) .  The  Acceptance  Notice  is  part  of  or  attached  to 

the  Industry  Standard  adopted  and  the  notice  states  "Date  of  Specific  Issue  Adopted". 
Date  appearing  after  title  is  the  date  of  Specific  Issue  Adopted.  In  the  cancelled 
section  under  the  column  headed  "Date"  the  date  listed  Is  normally  the  date  of 
cancellation. 

6.  "L"  to  the  left  of  the  document  number  indicates  a  limited  coordination 
document. 

"E"  to  the  left  of  the  document  number  indicates  an  exception  applies  to 
Industry  Documents  and  a  Military  Specification/Standard  has  been  established 
citing  the  exception  data. 

7.  The  asterisk  (*)  preceding  an  FSC  number  is  an  indication  that  other  FSC's 
apply. 

8.  The  following  control  symbols  pertain  to  Federal  Specifications,  Standards 
and  Qualified  Products  Lists  only  and  appear  immediately  preceding  the  "Preparing 
Activity"  column  in  the  parts  of  this  index  indicated: 

th  -  The  double  dagger  identifier  Federal  Documents  for  which  no  official  DOD 
interest  has  been  registered. 

*  -  The  asterisk  (*)  identifies  Federal  Documents  for  which  DOD  has  a 
coordination  Interest. 
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%  -  The  percent  symbol  (%)  identifies  Federal  Documents  for  which  DOD  has 
waived  coordination  interest. 

/  -  The  slash  symbol  (/)  identifies  Federal  Documents  prepared  by  a  DOD 
activity. 

9.  Certain  conventions  of  punctuation  which  depart  from  the  normal  rules  of 
English  have  been  used.  These  are  as  follows: 


Normal 

Symbol 

Name 

Character 

Printed 

Example 

> 

Semi  colon 

) 

l 

Colon 

9 

If  tf 

Quotation  marks 

9  9 

,BAR, 

f 

Apostrophe 

space 

Men  s 

9A.  Distribution  Statements  on  Technical  Documents 

In  accordance  with  the  Department  of  Defense  Directive  5230.24  of  20  November 
1984,  a  Distribution  Statement  is  required  on  all  standardization  documents. 

Documents  listed  in  this  index  with  other  than  distribution  "A"  will  appear  as 
follows: 

Example:  MIL-I-00000  Title:  (Submit  all  requests  via  the 

DISTRIBUTION  STATEMENT  "B"  Preparing  Activity  for  Approval) 

Documents  with  no  distribution  statement  annotated  below  document  identifier  are 
considered  as  distribution  statement  "A". 

10.  The  codes  listed  in  paragraph  11  are  assigned  to  identify  the  activities  of 
the  military  services  and  appear  in  the  columns  headed  "PREP"  indicating  preparing 
activities  and  "CUST"  designating  custodians  of  specifications  or  standards. 

These  codes  will  also  identify  Reviewer  and  User  activities  as  explained  in 
paragraph  13.  Military  Coordinating  Activity  for  a  Federal  document  which  was 
prepared  outside  the  Department  of  Defense  or  an  Industry  Document  is  denoted 
by  an  asterisk  preceding  the  Preparing  Activity  column. 
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CODE  ARMY  ACTIVITIES 

CE  HQDA  (DAEN-ECE-S) 

20  Massachusetts  Avenue  N.W. 
Washington,  DC  20314-1000 

CR  Commander 

U.S.  Army  Communications- 
Electronics  Command  and 
Fort  Monmouth 
ATTN:  AMSEL-ED-TO 
Fort  Monmouth,  NJ  07703-5016 

CU  Commander 

U.S.  Army  Electronics  Material 
Readiness  Activity 
ATTN:  SELEM-ME-T 
Vint  Hill  Farms  Station 
Warrenton,  VA  22186 

EA  Commander 

U.S.  Army  Chemical  Research  and 
Development  Center 
ATTN:  SMCCR-SPD-TS 
Aberdeen  Proving  Ground,  MD 
21010-5423 

ER  Commander 

U.S.  Army  Laboratory  Command 
ATTN:  AMSLC-TP-TM 
Adelphi,  MD  20783-1145 

ET  Director 

U.S.  Army  Management  Engineering 
Training  Activity 
ATTN:  AMXOM-SE 
Rock  Island,  IL  61299-7040 

GL  Commander 

U.S.  Army  Natick  Research, 

Engineering  &  Development  Center 
ATTN:  STRNC-EMS 
Natick,  MA  01760-5014 

IH  Director 

The  Institute  of  Heraldry,  U.S.  Army 
ATTN:  DAPC-PDH-T 
Cameron  Station,  Building  15 
Alexandria,  VA  22304-5050 

LM  Commander 

U.S.  Army  Logistics  Management  Center 
ATTN:  AMXMC-ACM-MA 
Fort  Lee,  VA  23801-6040 


CODE  ARMY  ACTIVITIES 

MD  Office  of  the  Surgeon  General 
HQDA  (DASG-HCL) 

Washington,  DC  20310-2300 

ME  Commander 

U.S.  Army  Belvoir  Research, 
Engineering  &  Development  Ctr 
ATTN:  STRBE-TSE 
Fort  Belvoir,  VA  22060-5606 

MI  Commander 

U.S.  Army  Missile  Command 
ATTN:  AMSMI-RD-SE-TD-ST 
Redstone  Arsenal,  AL  35898-5270 

MR  Director 

U.S.  Army  Laboratory  Command 
Materials  Technology  Laboratory 
ATTN:  SLCMT-MSR-S 
Watertown,  MA  02172-0001 

MT  Headquarters 

Military  Traffic  Management  Command 

ATTN:  MT-SA 

5611  Columbia  Pike 

Falls  Church,  VA  22041-5050 

SC  Commander 

U.S.  Army  Information  Systems 
Command 

ATTN:  AS-PLN-SS 

Fort  Huachuca,  AZ  85613-5000 

SM  Director 

AMC  Packaging,  Storage  and 
Containerization  Center 
ATTN:  SD3T0-TE-S 
Tobyhanna,  PA  18466-5097 

TE  Commander 

U.S.  Army  Test  &  Evaluation  Command 
ATTN:  AMSTE-TC-M 
Aberdeen  Proving  Ground,  MD 
21005-5055 

TM  Commander 

U.S.  AMC  Material  Readiness 
Support  Activity 
ATTN:  AMXMD-MP 
Lexington,  KY  40511-5101 

TS  Commander 

U.S.  Army  Troop  Support  Agency 
ATTN:  DALO-rTAF-S 
Fort  Lee,  VA  23801 
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CODE  NAVY  ACTIVITIES 

AS  Commander 

Naval  Air  Systems  Command 
(AIR  51122) 

Washington,  DC  20361-5110 

BC  Navy  Broadcasting  Service 

Office  of  the  Chief  of  Naval 
Operations 
ATTN:  OP-007CD 
1420  Eads  Street 
Arlington,  VA  22202 

CG  Commandant 

U.S.  Coast  Guard  (G-FLP-2) 

Washington,  DC  20593-0001 

EC  Commander 

Space  &  Naval  Warfare  Systems  Command 
SPAWAR  003-121 
Washington,  DC  20363-5100 

MC  Commandant  of  the  Marine  Corps 
Headquarters  Marine  Corps 
ATTN:  Code  LMA-2 
Washington,  DC  20380 

MS  Commander  Naval  Medical  Command 
ATTN:  MED  COM  422 
Washington,  DC  20372 

NC  Office  of  the  Chief  of  Naval 
Operations 

Communications  Plan  &  Policy  Branch 
ATTN:  OP-94 1C 
Washington,  DC  20350 

ND  Office  of  the  Chief  of  Naval 
Operations 

Standards  Section,  Systems 
Architecture  Branch 
ATTN:  OP-160E 
Washington,  DC  20370 

NI  Chief  of  Naval  Operations 
ATTN:  OP-953C1 
Washington,  DC  20350 

NO  Commander 

Naval  Oceanographic  Command 
ATTN:  NSTL  Station 
Bay  St.  Louis,  MS  39522 


CODE  NAVY  ACTIVITIES 

NU  Officer  in  Charge 

Navy  Clothing  and  Textile 
Research  Facility 
ATTN:  Code  50 
21  Strathmore  Road 
Natick,  MA  01760 

NV  Chief  of  Naval  Operations 
ATTN:  0P-09BP12 
Washington,  DC  20350 

OM  Naval  Data  Automation  Command 
NAVDAC  11 

Washington  Navy  Yard,  Bldg  116 
Washington,  DC  30374-1662 

OS  Commanding  Officer 

Naval  Ordnance  Station 
Standardization  Branch 
Code  5241 

Indian  Head,  MD  20640-5000 

PE  Chief  of  Chaplains /Director 
of  Religious  Ministries 
ATTN:  OP-09G23 
Washington,  DC  20350 

SA  Commander 

Naval  Supply  Systems  Command 
ATTN:  SUP  0323 
Washington,  DC  20376 

SH  Commander 

Naval  Sea  Systems  Command 
SEA  55Z3  (JH)  (DEPSO) 

DOD  Standardization  Program  and 
Documents  Division 
Department  of  the  Navy 
Washington,  DC  20362-5101 

TD  Commanding  Officer 

Naval  Training  Systems  Center 
ATTN:  Code  4323 
Orlando,  FL  32812-7100 

YD  Commanding  Officer 

Naval  Construction  Battalion  Center 
Code  156 

Port  Hueneme,  CA  93043 


CODE  AIR  FORCE  ACTIVITIES 

01  Air  Force  Departmental 

Standardization  Office  (DEPSSO) 

0’  HQ  USAF  (AF/SITT) 

Washington,  DC  20330 

03  HQ  USAF/SGES 
Building  5681 
Bolling  AFB,  DC  20332 

03  HQ  USAF  (AFMSC/SGSLS) 

Brooks  AFB,  TX  78235 

04  HQ  USAF  (AF/LEES) 

Building  516,  Bolling  AFB 
Washington,  DC  20332 

05  HQ  USAF/RDCM 

Washington,  DC  20330-5058 

06  HQ  USAF/XOXX ( ISO) 

Washington,  DC  20330-5058 

07  HQ  USAF  (AF/DAQD) 

Washington,  DC  20330-5024 

10  HQ  AFSC/PLEQ45433-5001 
Andrews  /FB 

Washington,  DC  20334-5000 

11  ASD/ENES 

Wright-Patterson  AFB,  OH  45433-6503 

12  Air  Force  Rocket  Propulsion 

Laboratory 

AFRPL/TSTR 

Edwards  AFB,  CA  93523 

13  ESD/ALET 
Hans com  AFB 
Bedford,  MA  01731 

14  Ballistic  Missiles  Office,  AFSC 
BMO/AWD 

Norton  AFB,  CA  92409 

15  AFWL/SUE 

Kirtland  AFB,  NM  87117 

16  AFLC/MMTRD 

Wright-Patterson  AFB,  OH  45433-5001 

17  RADC/RBE-2 

Griffis  AFB,  NY  13441-5700 


CODE  AIR  FORCE  ACTIVITIES 

18  AD/ENPQ 

Elgin  AFB,  FL  32542 

19  SD/ALM 

P.  O.  Box  92960 
Los  Angeles  AFS 
Los  Angeles,  CA  9009-1960 

20  AFWAL/MLSE 
Standardization  Manager 
Wright-Patterson  AFB,  OH  45433-6523 

23  HQ  AFLC/QA 

Wright-Patterson  AFB,  OH  45433-5001 

24  HQ  AFLC/MMT 

Wright-Patterson  AFB,  OH  45433-5001 

25  HQ  AFLC/MMA 

Wright-Patterson  AFB,  OH  45433-5001 

26  HQ  AFLC/MMLPC  (COMSO) 
Wright-Patterson  AFB,  OH  45433-5001 

28  HQ  AFLC/HC 

Wright-Patterson  AFB,  OH  45433-5001 
30  AGMC/MLSR 

Newark  Air  Force  Station,  OH 
45057-5475 

43  HQ  AFLC/DSTP 

Wright-Patterson  AFB,  OH  45433-5999 

45  AFC&TO/MMIC 

2800  South  20th  Street 
Philadelphia,  PA  19101 

50  HQ  AFESC 

Tyndall  AFB,  FL  32A03 

68  SA-ALC/SFRM 

Kelly  AFB,  TX  78241-5000 

69  HQ  AFLC/DSTZT 

Wright-Patterson  AFB,  OH  45433-5999 

70  00/ALC/MMED0 

Hill  AFB,  UT  84056-5609 

71  OC-ALC/MMEDO 

Tinker  AFB,  OK  73145-5990 


CODE  AIR  FORCE  ACTIVITIES 


CODE  DEFENSE  LOGISTICS  AGENCY  ACTIVITIES 


79  SA-ALC/SWRCS 

Kelly  AFB,  TX  78241-5000 

80  SM-ALC/MMEAM 

McClellan  AFB,  CA  95652-5609 

82  SA-ALC/MMEDO 

Kelly  AFB,  TX  78241-5990 

84  WR-ALC/MMEDTB 

Robins  AFB,  GA  31098-5609 

85  2750  ABW/'ES 
Gentile  AF  Station 
Dayton,  OH  45444-4500 

89  AFCSC/MMILS 

San  Antonio,  TX  78243 

HQ  AFCC/AITIS 

Scott  AFB,  IL  62225 

95  AFALC/PRT 

Wright-Patterson  AFB,  OH  45433 

99  AFLC  CASC/CBRS 

74  N.  Washington  Avenue 
Battle  Creek,  MI  49017-3094 

CODE  DEFENSE  LOGISTICS  AGENCY  ACTIVITIES 

CS  Commander 

Defense  Construction  Supply  Center 

ATTN:  DSCS-SS 

Columbus,  OH  43216-5000 

CT  Commander 

Defense  Personnel  Supply  Center 
ATTN:  DSPC-FS 
2800  South  20th  Street 
Philadelphia,  PA  19101 

DD  Administrator 

Defense  Technical  Information  Center 
ATTN:  DTIC-T 
Cameron  Station 
Alexandria,  VA  22304-6145 

DH  Director 

Defense  Logistics  Agency 
ATTN:  DLA-SE 
Cameron  Station 
Alexandria,  VA  22314 


DM  Commander 

Defense  Personnel  Support  Center 
ATTN:  DPSC-RSTS 
2800  South  20th  Street 
Philadelphia,  PA  19101 

DP  Commander 

Defense  Personnel  Support  Center 
ATTN:  DPSC-LS 
2800  South  20th  Street 
Philadelphia,  PA  19101 

ES  Commander 

Defense  Electronics  Supply  Center 
1507  Wilmington  Pike 
Dayton,  OH  45444 

GS  Commander 

Defense  General  Supply  Center 
ATTN:  DGSC-SEA 
Richmond,  VA  23297 

IP  Commander 

Defense  Industrial  Plant  Equipment 
Center 

ATTN:  DIPEC-TE 
Memphis,  TN  38114 

IS  Commander 

Defense  Industrial  Supply  Center 
ATTN:  DISC-ES 
700  Robbins  Avenue 
Philadelphia,  PA  19111 

LS  Commander 

Defense  Logistics  Services  Center 

ATTN:  DLSC-FE 

Federal  Center 

Battle  Creek,  MI  49016 

PS  Commander 

Defense  Fuel  Supply  Center 
ATTN:  DFSC-T 
Cameron  Station 
Alexandria,  VA  22314 

SS  Commander 

Defense  Personnel  Support  Center 
ATTN:  DPSC-STC 
2800  South  20th  Street 
Philadelphia,  PA  19101 
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12.  The  absence  of  a  custodian  notation  for  any  listed  document  indicates  that 
the  department  has  no  existing  requirement  for  the  products  or  service  covered 
by  the  document.  The  document  is  therefore  not  applicable  to  the  procurements 
of  that  department  unless  specifically  invoked  in  contracts  or  orders. 

13.  Review  and  User  Information  has  been  included  in  the  "Federal  Supply  Classi¬ 
fication  Listing  of  the  DOD  Standardization  Documents"  to  the  extent  that  such 
information  is  to  be  used  by  military  activities  for  controlling  distribution  of 
drafts  of  documents  as  specified  in  Defense  Standardization  Manual  4120. 3-M. 

14.  A  form  for  requisitioning  standardization  documents,  DD  Form  1425,  Specifi¬ 
cations  and  Standards  Requisition,  is  available  through  the  forms  distribution 
systems  of  the  Army,  Navy  and  Air  Force.  The  use  of  DOD  Form  1425  which  includes 
a  gummed  label  for  pre-addressing  by  the  requr  ;ter,  will  insure  more  expeditious 
service.  However,  all  requests  will  be  honored  despite  the  requisition  form. 

All  requests  for  Specifications,  Standards,  Handbooks,  Qualified  Products  List, 
International  Standardization  Documents  and  other  DOD,  Army,  Navy  and  Air  Force 
Standardization  documents  listed  in  this  index,  except  as  noted  below,  should 
state  the  identifying  number  and  title  of  the  document  and  be  submitted  to: 

Commanding  Officer 

Naval  Publications  and  Forms  Center 

ATTN:  NPODS 

580}  Tabor  Avenue 

Philadelphia,  PA  19120 

Exceptions: 

a.  Military  activities  having  a  requirement  for  automatic  distribution  of 
standardization  documents  in  specific  FSC's  and  Areas  should  refer  to  Defense 
Standardization  Manual  4120. 3-M  (Chapter  III,  Section  9)  for  information. 

b.  Copies  of  cancelled  or  superseded  documents  required  for  contractual 
purposes  will  have  to  be  obtained  from  the  contracting  officer  of  the  concerned 
service. 


c.  Industry  standardization  documents  adopted  by  DOD  will  not  be  furnished 
by  the  Naval  Publications  and  Forms  Center  to  commercial  concerns.  Copies  of 
these  documents  may  be  purchased  from  the  appropriate  Industry  Association. 

d.  Security  Classified  documents  are  available  only  through  the  proper 
releasing  authorities  within  the  military  services  on  a  "need  to  know"  basis. 
Departments  of  the  Navy  and  Air  Force  classified  standardization  documents  are 
stocked  by  Naval  Publications  and  Forms  Center,  Philadelphia.  Request  for  the 
specifications  should  be  submitted  to  NPFC  Philadelphia  via  the  preparing 
activity  of  -the  document.  Not  all  Department  of  the  Army  Classified  standard¬ 
ization  documents  are  stocked  by  Naval  Publications  and  Forms  Center, 
Philadelphia.  Army  activities  requiring  classified  documents  should  normally 
be  made  aware  of  the  source  upon  determination  of  their  "need  to  know".  If  the 
source  is  unknown,  submit  requests  to  Commander,  U.S.  Army  Materiel  Development 
and  Readiness  Command,  ATTN:  DRCDE-E,  Alexandria,  VA  22333. 

15.  Federal  Standardization  Documents  are  available  for  reference  at  General 
Service  Administration  Business  Service  Center  and  some  Federal  Government 
Depository  Libraries.  Federal  Standardization  Documents  (single  copies,  priced 
or  otherwise)  are  available  from: 


xi 


General  Services  Administration 

Specification  and  Consumer  Information  Distribution  Section  (WFSIS) 
Washington  Navy  Yard,  Bldg.  197 
Washington,  DC  20407 

16.  Automatic  mailing  of  standardization  documents  listed  in  this  index  is  avail¬ 
able  to  non-government  activities.  Subscriptions  will  be  accepted  by  the  Director, 
U.S.  Navy  Publications  and  Printing  Service,  Eastern  Division,  700  Robbins  Avenue, 
Philadelphia,  PA  19111  based  on  Federal  Supply  Classification  (FSC)  reflected  in 
DOD  Handbook  H2-1  and  Area  Assignments  reflected  in  para.  18  below.  Subscription 
to  an  FSC  entitles  the  subscriber  to  a  copy  of  all  new  and  revised  documents  to 
appear  in  this  index  bearing  the  applicable  FSC  except  any  document  marked  "For 
Official  Use  Only"  or  any  document  on  which  the  Military  Preparing  Activity  has 
placed  a  restriction  on  the  document  requiring  approval  of  issue  by  the  Preparing 
Activity  to  other  than  DOD  activities.  Contact  above  address  for  current  service 
charge  per  supply  class  which  will  apply  without  regard  to  the  number  of  documents 
which  may  be  issued  within  the  class.  Certified  bank  checks  or  Postal  Money 
Orders  must  be  made  payable  to  the  Treasurer  of  the  United  States. 

NOTE:  International  Standardization  Documents  listed  in  the  Department  of  Defense 
Index  of  Specifications  and  Standards  (DODISS)  are  not  available  to  private 
industry  on  a  subscription  basis.  These  documents  will  be  issued  to  private 
industry  on  an  "as  needed"  basis  from  shelf  stock.  These  documents  are  identi¬ 
fied  in  the  DODISS  as  ISDD,  ISDA,  ISDN  and  ISDF  under  the  FSC. 

NOTE:  To  obtain  by  subscription  the  documents  in  this  index  with  an  FSC  symbol 
of  two  numeric  characters  suffixed  with  "GP"  (ex:  16GP) ,  the  requester  should 
subscribe  to  the  first  numeric  FSC  listed  under  each  group  in  DOD  Handbook  H2-1. 

NOTE:  Subscription  to  this  Service  does  not  relieve  Contractors  of  the  respons¬ 
ibility  for  application  of  specification  of  appropriate  data  in  complying  with 
Military  contracts. 

17.  A  complete  file  of  Specifications,  standards  and  qualified  products  lists 
indexed  in  this  publication  will  not  be  furnished  by  the  Military  Department 
to  any  non-military  activity. 

18.  Federal  Supply  Classification  (FSC)  Codes  (numeric)  reflected  in  this  index 
are  listed  and  described  in  DOD  Handbook  H2-1.  In  aaiition,  the  following  alpha 
symbols  reflected  in  this  index  as  an  FSC  indicate  standardization  areas  (not 
listed  in  DOD  Handbook  H2-1)  and  are  defined  as  follows: 


PROGRAM  PLAN 


SYMBOL 

DESCRIPTION 

APPROVAL  DATE 

ATTS 

Automatic  Test  Technology  Standards 

CDNC 

Computer  Aided  Design  Numerical  Control 

CMAN 

Configuration  Management 

3 

MAR 

78 

CMPS 

Composite  Technology 

DCPS 

Data  Communication  Protocal  Standards 

DKPR 

DOD  Standard  Drawing  Practices 

5 

MAY 

80 

EDRS 

DOD  Engineering  Data  Micro  Reproduction  System 

1 

AP.R 

87 

EDS 

Engineering  Data  Systems 

EMCS 

Electromagnetic  Compatibility 

11 

FEB 

86R1 

ENVR 

Environmental  Requirements  and  Related  Test  Methods 

25 

MAY 

80 

FACR 

Facilities  Engineering  and  Design  Requirements 

15 

FEB 

85 

xll 


PROGRAM  PLAN 

SYMBOL  DESCRIPTION  APPROVAL  DATE 


FORG 

Forgings 

17 

MAY 

82 

GDRQ 

General  Design  Requirements 

HFAC 

Human  Factors 

21 

AUG 

85R4 

ILSS 

Integrated  Logistics  Support  Standards 

IPSC 

Information  Processing  Standards  for  Computers 

MCCR 

Mission  Critical  Computer  Resources 

MECA 

Metal  Castings 

22 

FEB 

84R1 

MFFP 

Metal  Finishes  &  Finishing  Processes  &  Procedures 

7 

JAN 

85R2 

MISC 

Miscellaneous 

MNTY 

Maintainability 

4 

SEP 

85R2 

NDTI 

Nondestructive  Testing  and  Inspection 

18 

JAN 

85R2 

NUOR 

Nuclear  Ordnance  Items 

14 

NOV 

83R1 

PACK 

Packing,  Packaging,  Preservation  and  Transportability 

6 

FEB 

85R3 

QCIC 

Quality  Control/Assurance  and  Inspection 

27 

JAN 

86R2 

RELI 

Reliability  Standardization  Document 

2 

JUL 

84R3 

SAFT 

Safety 

SLHC 

Long  Haul  Communications 

30 

MAY 

84 

SOLD 

Soldering 

5 

NOV 

85R2 

TCTS 

Tactical  Communications  Systems  Technical  Standards 

30 

MAR 

81 

*TELE 

Federal  Telecommunications  Standards 

THDS 

Screw  Threads 

30 

MAY 

84R2 

THJM 

Thermal  Joining  of  Metals 

2 

AUG 

85R2 

TMSS 

Technical  Manual  Specifications  and  Standards 

1 

JUL 

87R2 

"Copies  of  approved  program  plans  are  available  on  request  from  NPFC.  They  are 
not  issued  on  a  subscription  basis." 

*AREA  "TELE"  is  for  indexing  purposes  only.  It  is  not  a  DOD  AREA  Assignment. 

19.  International  Standardization  Documents  have  been  included  in  the  DOD  Index 
of  Specifications  and  Standards.  They  are  identified  under  areas,  ISDD,  ISDA, 

ISDN  and  ISDF  (International  Standardization  Documenters  sponsored  by  DOD,  Army, 
Navy  and  Air  Force  respectively).  However,  ISDD,  ISDA,  ISDN  and  ISDF  are  symbols 
identifying  the  documents  as  being  other  than  those  in  the  FSC  Classes  and  Areas 
reflected  in  the  Standardization  Directory  (SD-1).  Questions  relating  to 
International  Standardization  Documents  should  be  referred  to  the  respective 
Departmental  Standardization  Office  (DEPSO)  reflected  in  the  SD-1. 

20.  Colloquial  item  names  may  be  related  to  the  approved  item  names  which  appear 
in  this  index  through  use  of  the  cross-references  that  appear  in  Cataloging 
Handbook  H6-1,  Alphabetic  Index  of  Names. 

21.  "DODISS  lists  those  industry  standardization  documents  which  have  been  adopted 
officially  by  the  Department  of  Defense.  Other  standardization  documents  developed 
by  Industry,  which  may  contain  useful  information,  are  listed  in  "An  Index  of  U.S. 
Voluntary  Engineering  Standards"  prepared  by  the  National  Bureau  of  Standards. 

This  NBS  publication  is  available  "Prepaid"  from  the  Superintendent  of  Documents, 
Washington,  DC  20402  or  from  local  U.S.  Depai,  -ent  of  Commerce  Field  Offices 
(Order  by  title  citing  SD  Catalog  No.  C13.10:3_ J) •  Microfiche  copy  may  be  ordered 
"Prepaid"  from  the  National  Technical  Information  Service  (NTIS)  Springfield,  VA 
22141,  as  NBS  Spec.  Publ.  329." 
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22.  The  Federal  Information  Standards  Publications  (FIPS  PUBS)  series  is  the 
official  publication  media  within  the  Federal  Government  for  information  relating 
to  standards  which  are  adopted  and  promulgated  under  the  provisions  of  (1)  Public 
Law  89-306,  "The  Brooks  Bill",  an  act  to  provide  for  the  economic  and  efficient 
purchase,  lease,  maintenance,  operations,  and  utilization  of  automatic  data 
processing  equipment  in  Federal  departments  and  agencies,  and  (2)  Bureau  of 

the  Budget  Circular  A-86  entitled  "Standardization  of  data  elements  and  codes 
in  data  systems".  FIPS  PUBS  are  available  to  commercial  concerns  from  the 
National  Technical  Information  Service  (NTIS)  Springfield,  VA  22151. 

23.  The  President,  In  Executive  Order  11612,  has  ordered  each  Federal  department 
and  agency  to  establish  an  occupational  safety  and  health  program.  The  program, 
among  other  things,  shall  implement  and  conform  to  safety  standards  issued  by  the 
Occupational  Safety  and  Health  Administration  (OSHA)  under  the  Secretary  of  Labor. 
These  standards  are  published  in  the  Federal  Register,  CDR  Title  29,  Part  1910 
and  are  not  in  a  form  suitable  for  individual  indexing,  printing,  stocking  and 
distribution  by  the  DOD  Single  Stock  Point  at  the  Naval  Publications  and  Forms 
Center.  However,  the  Bureau  of  National  Affairs,  Inc.  has  published  an 
Occupational  Safety  and  Health  Reporter  Reference  File  covering  OSHA  Safety 
Standards.  Interested  activities  may  contact  Customer  Relations,  Bureau  of 
National  Affairs,  Inc.  1231  25th  Street,  N.W.,  Washington,  DC  20037  to  arrange 
for  copies  of  the  Reference  File. 

HOW  TO  ORDER  SPECIFICATIONS  AND  STANDARDS 

A  request  can  be  sent  in  by  TELEX,  Telephone  Order  Entry  System  (TOES) ,  telephone 
for  an  emergency  air  express  shipment  or  by  mail  in  any  form. 

All  request  should  include  the  following  information: 

1.  Your  customer  number  or  your  CAGE  number  (formerly  FSCM) .  If  this  is  your 
first  order  and  you  do  not  have  a  CAGE  number,  a  customer  number  will  be  assigned 
for  future  orders. 

2.  Indicate  your  complete  mailing  address,  include  any  special  "mark  for" 
information  required  to  identify  the  order  when  received. 

3.  List  each  desired  specification  or  standard  by  document  symbol  as  recorded 

in  the  Department  of  Defense  Index  of  Specifications  and  Standards  (DODISS) ,  e.g., 
MIL-A,  MIL-STD,  MS,  QPL,  etc. 

4.  Indicate  quantity  desired.  The  maximum  quantity  issued  per  item  is  two  (2) 
each  unless  the  customer  states  a  need  in  connection  with  a  specific  solicitation 
or  other  procurement  action,  in  which  case  up  to  ten  (10)  each  can  be  issued. 

See  note  at  end  of  Section  3  on  reproduction  of  specifications  and  standards. 

5.  All  standardization  documents  in  a  Federal  Supply  Class  (FSC)  may  be  ordered 
by  submitting  your  request  to  NPFC  1062,  Special  Assistance  Desk,  a  processing 
charge  may  be  requested  according  to  the  amount  of  documents  within  the  FSC.  If 
so,  you  will  be  advised. 

Mail  to:  Naval  Publications  and  Forms  Center 
5801  Tabor  Avenue  ' 

ATTN:  NPODS 

Philadelphia,  PA  19120-5099 
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Telephone  Order  Entry  System  (TOES)  -  (215)  697-1187 
TELEX  -  834295 

Western  Union  -  (710)  670-1685 

Telephone  (recorder)  -  (215)  697-3321  (express  shipment  or  pick-up  only) 

Inquiries  (Do  not  use  for  requests)  (215)  697-2667 

Operators  are  available  Monday  -_hru  Friday  8:30  a.m.  to  5:00  p.m. 

(Eastern  Time) 

Telephone  Order  Entry  System  (TOES)  -  (215)  697-1187 

To  use  TOES  you  must  first  obtain  a  customer  number.  If  you  have  already  used 
the  Navy  Print  on  Demand  System  (NP0DS) ,  a  customer  number  was  assigned  and  was 
shown  on  the  shipping  invoice  or  the  status  letter.  If  you  have  not  been 
assigned  a  customer  number  and  your  request  is  urgent,  you  may  obtain  one  from 
the  Special  Assistance  Desk,  (215)  697-2667. 

When  placing  an  order,  utilizing  TOES,  you  must  use  a  touch  tone  telephone. 

Since  the  telephone  does  not  have  the  letters  "Q"  or  "Z",  TOES  allows  you  to 
replace  the  letter  "Q"  with  the  number  "7"  and  the  letter  "Z"  with  the  number 
"9".  As  an  example,  to  order  MIL  Q  9858,  you  will  input  mil  79858.  With  this 
system  you  may  place  an  order  and  receive  immediate  status  or  follow-up  on  a 
previous  order. 

Three  easy  steps: 

1.  Obtain  a  customer  number. 

2.  Telephone  access  (215)  697-1187. 

3.  Available  time  8:00  a.m.  thru  8:00  p.m.,  Monday  thru  Friday, 

Eastern  Time. 

AIR  EXPRESS  SHIPMENTS  OR  PICK-UP  SERVICE  (215)  697-3321  only 

Orders  will  be  shipped  by  air  express  at  the  customer's  expense.  Place  your 
orders  thru  telephone  recording  system  available  24  hours  a  day,  seven  days  a  week. 
You  must  include  your  account  number  with  the  company  that  provides  the  service 
for  you.  This  service  will  effect  shipping  time  only. 

INQUIRIES /FOLLOW-UP  (215)  697-2667 

Customer  service  telephones  are  available  to  assist  you  with  special  inquiries 
about  out  service  or  status  on  orders  previously  placed.  Your  orders  will  not  be 
accepted  on  these  lines. 

HELPFUL  HINTS 

-  All  amendments  and  revisions  will  be  automatically  issued  with  the  basic 
specification. 

-  Only  the  specification  requested  will  be  issued.  Documents  referenced  within 
a  specification  must  be  requested  individually. 

-  Slash  sheets,  such  as  MIL-E-1/306B  must  be  individually  requested  by  document 
number.  Slash  sheets  will  not  be  issued  as  a  set. 

-  Industry  standards  must  be  ordered  from  the  preparing  technical  societies,  not 
NPFC  Philadelphia. 
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NPFC  Philadelphia  stocks  only  current  specifications  and  standards  listed  in 
the  DODISS. 

Superseded  or  cancelled  specifications  are  not  stocked  at  NPFC.  These  specifi¬ 
cations  must  be  requested  through  the  procurement  or  contracting  officer  of  the 
military  activity  citing  the  need  for  the  document. 

Do  not  submit  a  request  for  a  specification  citing  a  national  stock  number  of 
an  item  covered  by  the  specification.  NPFC  has  no  method  to  cross  reference 
a  national  stock  number  to  the  applicable  specification  number. 

NPFC  Philadelphia  does  not  maintain  a  file  of  Invitations  For  Bid.  Requests 
For  Proposals,  contracts,  etc.,  so  each  individual  request  must  list  the 
document  number  desired. 

When  submitting  multiple  requests,  place  the  mailing  address  on  each  request 
form. 

NPFC  issues  only  printed  documents.  We  do  not  maintain  microfiche,  etc. 

If  handscribed  requests  are  to  be  submitted,  please  use  black  or  dark  blue 
ink  only. 

Information  concerning  obtaining  full  sets  of  DID's  and  subscriptions  is 
contained  in  the  AMSDL,  DOD  5010. 12L,  available  from  NPFC. 
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ALPHABETICAL  LISTING 

DOCUMENT 

TITLE  NUMBER  rSC  PREP  DATE  CUSTODIAN 


(Bus  Conductor)  Bor,  Rod,  Tube,  Pipe,  &  Structural  Shopes,  Aluminum-alloy 
Extended  For  Electricol  Purpcsees  1 1  Dec  87 
(Costal  Waters)  Piles  &  Timbers,  Tar  Creosote-cool,  To  Be  Used  In  The  Treatment 
Of  Marine,  Standard  For 

(Costal  Waters)  Piles  &  Timbers,  Creosote-coal  Tor  Solution  To  Be  Used  In  The 
Treatment  Of  Marine,  Standard  For  10  Dec  87 
A  Glossory  Of  Terms  Used  In  Proof  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 
DARCOM  DRCDE.l) 

A  Glossary  Of  Terms  Used  In  Sampling  Inspection  (Edition  No.  2)  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21.  Wash,  D.c.  20360) 

A  Guide  To  The  Specifications  For  Flexible  Rubber  Products . . . , 

A  Guide  To  The  Selection  Of  Rubber  O-rings . . . . . . . . . . . 

A  Technical  Basis  For  Specifying  The  Insulation  Of  Immersion  Protective  Clothing...... 

A  Test  Method  For  Method  For  Measuring  Acousticol  Noise  (Release  To  Other  Thon 
Dod  Agencies  Require  Prior  Approval  Of  Hq  .  Arcom  (Drcird)  (ABCA-447) 

ABCA  Armies  Fuze  Prodf  Practices  For  Unguided  Tube  -launched  Projectiles  (ABCA 
626)  (Rl  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash, 

D.c.  20360) 

ABCA  Armies  Logistic  Handbook  (ABCA)  . . . . . 

ABCA  Table  Of  Medical  Equivalents  Of  Medical  Material  (Release  To  Other  Than 
DOD  Activities  Requires  Priorapproval  Of  HQ  DARCOM,  DRCIRD)  (Asbca  201) 
(Edition  No.  2) 

ACI  Detailing  Manual  •  1988 . . . . . . 

ACS  Chemicals . . . 

ADA  Programming  Language  (Ansi/mi!  Std  1815A-1983)  . . . . . . 

AF  Amplifier  AM-476(A(C-10) . . . . . . . 

AFV  Recognition  Training  Pack  . . . . 

ASCC  Form  Of  Baggoge  Tag  (CH-1  -  6  Aug  81). . . . . . 

A-frame,  Pontoon  Tug,  Prefabricated,  Knocked  Down . . . . . 

Abbreviations  For  Use  On  Engineering  Drawings  &  Associated  Data  (Req  For  Issue 
From  Other  Than  DOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ 
USAF/XOXX(ISO)  Wash.,  D.c.  20330-50 
Abbreviations  For  Use  On  Drawings,  Specifications  Standards  &  In  Technical 
Documents 

Abbreviations  For  Use  On  Drawings  (ABCA-229  W/omendments  1  And  2) . 

Abrasion  Resistance  Of  Orgonic  Coatings  By  The  Foiling  Abrasive  Tester  (30  Oct 
81)  (Reapproved  1986) 

Abrasive  Blasting . 

Abrasive  Material,  For  Blasting  . . . . . . 

Abrasive  Mats,  Non-WOVEN,  Non-METALUC . 

Abrasive  Paste,  Dental . . . 

Abrasive  Paste,  Dental . . . . . 

Abrasive  Wheels,  Use,  Core  &  Protection  Of,  Safety  Codes  For  The  •  1978...., . 

Abrasive,  Dental  (Stick  Form,  Silicon  Carbide) . . . . 

Abrasive,  Dental,  Power..... . . . . . . . . . 

Abrasives  And  Abrasive  Products,  Packaging  Of . 

Absorbent  Material,  Oil  And  Water  (For  Floors  And  Decks) . 

Absorbent  Stencil  Filing  Wrapper . . . . . . . 

Absorber,  Radio  Frequency  Radiation  (Microwave  Absorbing  Moteriol),  General 
Specification  For 

Absorber,  Vapor,  Synthetic  Solvent  Dry  Cleaning  Units . 

Absorptive  Materials  Applied  By  Trowel  Or  Spray  -  25  Jan  85  . . . 

Acacia,  Technical  (Gum  Arabic) . . . 

Accelerated  Oxygen  Aging  -  Feb  1984  . . . 

Accelerometer..., . . . . . . . . . 

Accelerometer  Aircraft,  Integrally  Lighted  ABU-4A/A  And  ABU-4B/A . 

Accelerometer  Group,  Counting  Type  Designation  MS  25447  And  MS  25448  . . 

Accelerometer  Indicators . . . . . . . 

Accelerometer  Test  Procedure  For  An  Aircraft  Inertial  Navigation  System  (Ed  1)  (Rel 
To  Other  Thon  Dod  Act  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc 
20330-5058) 

Accelerometer*  Aircraft . . . . . . . . . 

Accelerometer,  Aircraft  MX-6663/AJB-7  . . . . . 

Accelerometer,  Aircraft . . . . . 

Accelerometer,  Aircroft,  Pilot  S  Worning,  Type  MA*2 . . . 

Accelerometer,  Aircroft  MautjI/Ajp-jA  . . . . . . . . 

Accelerometer,  Aircraft  Range  *5  To  Plus  10G  Units,  Integrally  Lighted..... . 

Accelerometer,  Aircraft . . . . . . . . . . . 

Accelerometer,  Aircraft  A6U-6/A . . . . . . . 

Accelerometer,  Electrical,  Linear  ABU03/A  . . . . . . . . . 

Accelerometer,  Electrical,  Linear  TRU-3/A  . . . . . . . 

Accelerometer,  Mechanical,  Aircroft,  Pilots  Warning,  Type  MA*1  .............................. 

Acceptance  And  Description  Sheets  (For  Propellants  And  Explosives) . . 

Accessory  Drives  Aircraft  Engine,  Reference  Chart  For........ . . . . . . 

Accessory  Kit,  Warning  Device,  Demountable,  For  Emergency  Vehicles  . . 

Accessory  Set  Mark  1  Mod  1  . . . 

Accessory  Set,  Porochu’e,  Scuba  Adapting  . . . . . . 


ASTM  8317*86 

9530 

MR 

11  Dec 

88 

MR  OS 

99 

AUPA  P  13*85 

8030 

MR 

10  Dec 

87 

MR 

99 

AW PA  P12-85 

8030 

MR 

10  Dec 

87 

MR 

99 

AQAP-15 

ISDD 

AM 

15  Nov 

82 

Q*STD*449 

ISDA 

AM 

25  Feb 

85 

l  MIL.HDBK  6998 

9320 

MR 

28  Feb 

89 

MR 

Mll-HDBK  6928 

5330 

MR 

14  Oct 

83 

MR 

99 

AIR-STD-61/40 

ISDP 

06 

11  Sep 

84 

Q*STD*447  (2) 

ISDA 

AM 

29  Ocl 

80 

QSTD-626 

ISDA 

AM 

21  Nov 

83 

Q-STD-5 

ISDA 

AM 

04  Mar 

83 

QSTD-201 

ISDA 

AM 

26  Mar 

81 

ACI  SP66-88 

5610 

YD 

03  Mor 

89 

YD 

Mll.STD.1218 

6810 

EA 

06  Jun 

69 

EA 

68 

MIL-STD-18I5A 

♦MCCR02 

22  Jon 

83 

CR 

NM 

01  NS 

L  MIL*A*9286C  (1) 

5831 

84 

12  Aug 

86 

99 

NOTICE  T 

Q-STD-409 

ISDA 

AM 

08  Nov 

76 

AIR-STD-44/43B 

ISDF 

06 

12  Dec 

85 

L  MIL-A-23987A 

2020 

YD 

12  Jan 

89 

YD 

AIR-STD-104/9A 

ISDF 

06 

21  Jon 

87 

MIL-STD-12D 

DRPR 

AR 

29  May 

81 

AR 

SH 

16 

Q.STD-229  (3) 

ISDA 

AM 

14  Aug 

80 

ASTM  D968  81R86 

3010 

MR 

28  Mor 

88 

MR 

SH 

99 

L 

MIL*SrO*1504A 

MFFP 

70 

23  Aug 

78 

99 

MIL-A-213808  (1) 

5350 

AS 

15  Aug 

79 

MR 

AS 

99 

MII-A-9962A  (4) 

5350 

84 

05  Apr 

77 

MR 

AS 

99 

P-A-86A 

6520 

/DM 

14  Aug 

57 

MD  MS 

03 

P.A-0086B 

6520 

/DM 

17  Nov 

70 

MD 

MS 

03 

ANSI  B7.1-78 

34GP 

IP 

24  May 

79 

AL 

SH 

99 

A-A-53654 

6520 

/MB 

19  Aug 

88 

MD 

MS 

03 

MII-A-36826A 

6520 

DM 

15  Aug 

78 

MD 

MS 

03 

MII-A-3816E 

5350 

AR 

20  Sep 

76 

AR 

SA 

99 

P-A-1056B 

7930 

% 

24  Feb 

76 

A-A-57 

7530 

t 

21  Feb 

80 

l 

MIL-A-17161D 

EMCS 

EC 

24  Jun 

85 

EC 

MIL-A *43657  (1) 

3510 

Gl 

03  Apr 

75 

Gl 

YD 

99 

ASTM  E1042-85E1 

5610 

YD 

30  Mor 

88 

ME 

YD 

99 

JJJ-A-20 

6810 

/AR 

24  Jon 

58 

AR 

AS 

99 

EIA  RS455-101-84 

60GP 

CR 

29  Jon 

85 

CR 

AS 

85 

L 

Mll*A*82516  (2) 

1135 

OS 

23  Jun 

70 

OS 

MS-23009E 

6610 

AS 

30  Ocl 

87 

99 

L 

MIL-A-22145B  (3) 

6610 

AS 

25  Ocl 

72 

AS 

AIR-STD-10/4E 

ISDF 

06 

15  Ocl 

80 

NAT-STD-4218  (2) 

ISDF 

06 

26  Jon 

89 

NAT 

MS-28025C 

6610 

71 

23  Feb 

89 

AS 

99 

NOTICE  1 

L 

MIL-A-38307A  (1) 

6610 

71 

05  Jun 

87 

99 

Q 

MIL-A-5835D 

6610 

71 

09  Feb 

87 

AV 

AS 

99 

Q  L 

MII-A-25915A  (2) 

6610 

71 

28  Ocl 

88 

99 

j. 

MS  17329 

6615 

AS 

15  Jo" 

64 

AS 

MIL-A-25949E  (2) 

6610 

71 

19  Jun 

85 

AS 

99 

L 

MIL-A-27261A  (4) 

6610 

71 

09  Feb 

87 

99 

Q  L 

Mll-A-27195  (2) 

6610 

71 

08  Feb 

83 

99 

l 

Mll-A-81621 

1290 

AS 

25  Feb 

69 

AS 

Q  L 

MIL-A-27330B 

6610 

71 

25  Mor 

87 

99 

L 

MII-A-257I9A  (2) 

6610 

71 

09  Feb 

84 

99 

L 

MIL-STD-1171 

1376 

AR 

15  Jon 

71 

AR 

L 

MS-3336 

2995 

AS 

04  Jun 

70 

AS 

L 

Mll-A-62151 

6220 

AT 

24  Aug 

73 

AT 

L 

MIL-A-214303 

4923 

OS 

08  Apr 

87 

OS 

NOTICE  1 

Mll-A-431468 

1670 

Gl 

14  Moy 

85 

Gl 

SH 

99 
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ALPHABETICAL  LISTING 


TITLE 

Accumulator  Cylindrical,  3000  PS1  . . . . . . . . . . 

accumulators,  Hydropic,  Cylindrical  3000  Ps»,  Aircraft . . . . . . . 

Accumulators,  Hydraulic,  Cylindrical,  3,000  PSI,  Aircraft,  Type  I  1  Systems . . . . 

Acetal,  Sheeting  {For  Use  With  Ammunition)........ . . . . . . . . . 

Acetaminophen  Elixir,  U.s.p...... . . . . . . . 

Acetaminophen  Oral  Solution,  USP,  Alcohol  Free  . . . . . . . . 

Acetaminophen  Tablets,  U.s.p . . . . . 

Acetaminophen  Tablets,  USP  . . . . . . . . . 

Acetate  Esters,  Determination  Of  Water  In,  Standard  Practice  For  •  27  Apr  1984  .... 

Acetazolomide  Capsules . . . . . . . . . . . . . . . . 

Acetic  Acid,  Glaciol,  Technical . . . . . . . . . . . 

Acetic  Anhydride,  Acetic  Anhydride  Content  (Assay)  Of  *  28  Oct  77 . . . 

Acetic  Anhydride  (For  Ordnance  Use) . . . . . . . . 

Acetohexomide  Tablets,  Utp . . . . . . . . . . . . . . . 

Acefohydroxamic  Acid  Tablets . . . . . . . . 

Acetone  &  Methanol,  Permanganate  Time  Of  *  14  Nov  84...,,. . . 

Acetone  •  30  Oct  81  . . . . . . . . . . . . 

Acetone,  Technical . . . . . . . . . . . . 

Acetyl  Trlethyl  Citrate  . . . . . . . . . . . . 

Acetylcholine  Chloride  For  Ophthalmic  Solution,  USP  . . . . . 

Acetylcysteine  Solution,  N.  F . . . . . . 

Acetylcysteine  Solution,  Usp . . . . . . . . . . . . . 

Acetylene  Black  (For  Use  In  Ammunition) . . . . . . . . . 

Acetylene  Black  . . . . . . . . . . . 

Acetylene,  Technical,  Dissolved. . . . . 

Acid,  Acetic  (For  Ordnance  Use) . . . . . . . 

Acid,  Hydrofluoric:  Technical  . . . . . . . . . . . . 

Acid,  Mixed  (For  Use  In  Nitration  Of  Explosives)  . . . . . . 

Acid,  Muriatic,  Standard  Specification  For  (Technical  Grade  Hydrochloric  Acid)  ■  27 
FEB87 

Acid,  Nitric  (For  Ordance  Use) . . . . . . . . . 

Acid,  Picric  (Trinitrophenol) . . . . . . 

Acid,  Sulfutic,  And  Oleum  . . . . . . . . . . . 

Acidified  Synthetic  Sea  Water  (Fog)  Testing  •  25  Jul  75 . 

Acids,  Fatty  And  Drying  Oils,  Iodine  Valve  Of  •  31  May  1985 . . . 

Acoustic  Devices,  Minesweeping,  A  Mork  4(V)  Mod  1  And  Mark  4(V)  NM . 

Acoustic  Locating  Device  (For  Torpedo  Mk  46  Mod  0 . . . . . . 

Acousticol  Absorptive  Board,  Fibrous  Gloss,  Perforated  Tibrous  Gloss  Cloth  Faced..., 

Acousticol  And  Vibrational  Standard  Reference  Quantities  . . . . 

Acoustical  Materials,  Adhesive  For  -  1965  (Reopproved  83)  . . 

Acoustical  Noise  Level  In  Aircroft,  General  Specification  For  (Asg) . 

Acousticol  Noise  Limits  In  Helicopters  . . . . . 

Acoustical  Transmission  Loss  Barrier  Material . . . . . 

Acoustics,  Letter  Symbols  And  Abbreviations  For  Quantities  Used  In  -  17  Moy  1984 

Acrylonitrile  Butadiene  (NBR)  Rubber,  Aromatic  Fuel  Resistant,  65-75  •  1  Jan  85. . 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Hot  Oil  &  Coolant  Resistant,  Low  Swell, 

45*55  •  1  Apr  83 

Acrylonitrile  Butadiene  (NBR)  Rubber,  Hot  Oil  &  Coolant  Resistant,  low  Swell, 

65-75  ■  1  Apr  83 

Acrylonitrile  Butadiene  (NBR)  Rubber,  Hot  Oil  Rosistant,  Low  Swell,  75-85  •  1  Apr 
83 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Aromatic  Fuel  Resistant,  55*65  *  1  Jon  85 . 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Hot  Oil  &  Coolant  Resistant,  Low  Swell, 

55-65  *  1  Apr  83 

Acrylonilrile-butodiene-styrene  (ABS)  Plostc  Drain,  Waste,  &  Vent  Pipe  &  Fittings 
Stondord  Specification  For  30  Oct  1987 

Acrylonitrile-butodiene-slyrene  (Abs)  Plastic  Drain,  Waste,  4  Vent  Pipe  &  riflings 
Standard  Specification  For  30  Oct  87 

Activated  Desiccants...., . . . . . 

Aclivotor,  Antitank  Mine,  Practice,  Ml,  Ports  For  And  Loading,  Assembling  And 
Packing 

Activotor,  Ml  Loading,  Assembling,  And  Pocking . . . . 

Activator,  M2  Loading,  Assembling  And  Pocking  . . . . . . . 

Activator,  M2,  Ports  For . . . . . . . . . . . . . . . 

Active  Fuze  Catalog  (  Req  For  Issue  Other  Than  OOD  Must  Be  Sent  Via  Comdr. 
Armament  Research  &  Development  Cntr,  Attn:  SMCAR*ESC*S,  Dover,  N.J. 
07801*5001 

Actuator . . . . . . . . . . . . 

Actuator  Assembly  Test  Set,  (For  Torpedo  Mk  46  Mod  1)  . . 

Actuator  Assembly,  Rotary . . . . . . . . 

Actuator  Assembly  (For  Torpedo  Mk  46  Mod  1) . . . . . . 

Actuator  Explosive,  Linear,  M2  Ports  For. . . . . . . 

Actuator,  Aeronautical  Linear  Utility,  Hydraulic,  General  Specification  For  . . . 

Actuator,  Aircrrrf,  Electro-mechanical,  Linear,  Direct  Current  . . . 

Actuator,  Aircraft,  Efectro-mechanicol,  Linear,  Direct  Current . . . 
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6505 

MB 

17  Jun 

88 

MD 

MS 

03 

ASTM  D3621  84 

6810 

EA 

18  Mar 

87 

EA 

A-A-53529 

6505 

MB 

17  Jun 

88 

MD 

MS 

03 

0-A-76E 
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ASTM  E435-77 
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EA 
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SH 
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JAN-A-459 
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47 

AR 

OS 

Mll-A-366958 

NOTICE  1 
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DM 

29  Feb 
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MD 

MS 
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A-A-0053403 

6505 

MB 

28  Mor 

88 

MD 
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03 

ASTM  01363-84 

6810 

EA 

09  Jul 

86 

EA 

68 

ASTM  0329-81 

6810 

EA 

15  Sep 

83 

EA 

SH 

68 

OA-5IG 

6810 
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84 

EA 
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MIL-A-47059 

6810 
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AR 

A-A-53527 
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88 
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DM 

17  Sep 

76 

MD 

MS 

03 

A-A-53190 

6505 

MB 

04  Sep 
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NOTICE  1 
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JAN-A-465 
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AR 

18  Apr 

47 

AR 

OS 
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MIL-A-24641A 

6810 

SH 

27  Oct 

86 

SH 
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MIL-A-50210  (1) 
NOTICE  1 

1376 

AR 

30  Jon 

87 

AR 

ASTM  El  146-87 

6810 

EA 

08  Feb 

88 

EA 

SH 

68 

JAM-A-183  (2) 

6810 

AR 

12  Oct 
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AR 

OS 

JAN-A-187 

6310 

AR 

23  Feb 

45 

AR 

OS 

JAN-A-179 

6810 
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ASTM  G43-75R80 

9330 
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8010 

MR 

06  Feb 
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SH 
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MIL-A-19083C 
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SH 
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MIL-A-81327A 
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OS 

13  Mar 

85 
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MIL-A-23054A  (1) 
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SH 

25  Jun 

84 

SH 
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MII-STD-1621A 

ENVR 

SH 

27  Aug 

73 

SH 

ASTM  D1779-65R77 

8040 

YD 

01  Jun 

82 

MR 

YD 

M1L-A-8806A  (1) 
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AS 

12  Sep 
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AV 

AS 

11 
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AV 

12  Aug 

85 

AV 

AS 
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5640 

SH 
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SH 

ASME  Y10.11-84 

ORPR 

AR 

10  Dec 
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AR 

SH 
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AMS  3215K-85 

9320 

AS 
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MR 

AS 

20 

AMS  3226F-83 

9320 

AS 

07  Oct 
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MR 

AS 
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AMS  3228F-83 
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AS 
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MR 
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AS 
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MR 

AS 

20 

AMS  3212M-85 
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83 

MR 
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4710 

YD 
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ME 
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87 

ME 
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EA 
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EA 

SH 
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AR 
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AS 
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AS 
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ALPHABETICAL  LISTING 


TITLE 


Actuator,  Crew  Election  1000-36  Assembly  . . . . . . 

Artuotcr,  Crew  Ejection  1000-42  Assembly  . . . . . . . . . 

Actuotor,  Crew  Ejection  1000-36  Remanufoctured  Melol  Ports  Assembly..., . 

Actuator,  Crew  Ejection  1000-42  Remonufoctured  Metal  Parts  Assembly.. . 

Actuator,  Electromechanical,  Linear  . . . . . 

Actuator,  Electromechanical,  Rotary  For  AS-473/ASB-1  (Buord  Drawing  790459, 
1332290,  Azimuth  Torque  Amplifier) 

Actuator,  Electromechanical,  Linear  . . . . . . . 

Actuator,  Explosive,  Linear,  M2  Loading,  Assembling,  And  Packing . . . . 

Actuator,  Explosive,  Rotary  1000-27  Assembly.................. . . . . . 

Actuator,  Explosive,  Rotary  1000-44  Assembly................ . . . . 

Actuator,  Explosive,  Rotary  1000-44  Remanufactured  Meta!  Parts  Assembly . 

Actuator,  Explosive,  Rotary  1000-48  Remanufactured  Metal  Parts  Assembly . . 

Actuotor,  Explosive,  Rotary  1000-48  Assembly . . . 

Actuator,  Explosive  Loading,  Assembling  And  Packing . . . . . . 

Actuator,  Explosive,  Rotary  1000-27  Remonufoctured  Meta!  Parts  Arvembly  . . . 

Actuator,  Explosive,  Rotary  1000-45  Assembly....... . . . .  . . . . . . 

Actuator,  Hydraulic . . . . . . . 

Actuator,  Linear,  Electromechanical  . . . . . . . . . . . 

Actuator,  Piston,  Miniature..... . . . . . . . . . . . . . 

Actuator,  Piston,  Pa532  Loading,  Assembling,  And  Packing . 

Actuator,  Piston,  PA535  Parts  For  &  Loading,  Assembling,  &  Packing . . . 

Actuator,  Rotary  1000-34  Assembly . . . . . . . 

Actuator,  Rotary  1000-37  Assembly..,. . . . . . . . . . . . 

Actuator,  Rotary,  Hydraulic . . . . . . . . 

Actuator,  Rotary  1000-37  Remanufactured  Metal  Parts  Assembly  . . . 

Actuator,  Rotory  1000-34  Remonufoctured  Metal  Parts  Assembly  . 

Actuator,  Rotary  1000-39  Assembly . . . . . . . . . . 

Actuator,  Rotary  1000-39  Remonufoctured  Metal  Parts  Assembly  . 

Actuator,  Rotary  1000-41 ASSEMBLY . 

Actuotor,  Rotary  1000-41  Remanufactured  Meto!  Parts  Assembly . 

Actuotors,  Hydraulic,  Volves,  Pressure  Containers  &  Similar  Fluid  System 
Components, imp  Ulse  Testing  Of  •  Mar  78 

Acyclovir  Ointment . . . . . . . . . 

Acyclovir  Sodium  For  Injection . . . . . . . . . . . 

Adapter  (Right  Angle)  Coble  To  Connector . . . . 

Adopter  &  Portable  Oxygen  Recharger  Orifice . . . . . . . 

Adopter  &  Type  Xvii  Drive  Spline  . . . . . . 

Adopter  -  For  Connection  Of  Coupling  Per  MIL-C-25531B  (A$G)  To  Class  II  End 
Fitting  Pc.*  MIL-C-25531  (ASG)  Inactive  For  New  Design 
Adopter  -  Hose  To  Flored  Tube . . . . . . . . . 

Adopter  •  Hydraulic  Bleeder  Valve,  Aircraft  Wheel  Broke  . . . . 

Adopter  *  Oxygen  Filler . . . . . . . . . . . . 

Adapter  •  Parachute  Harness  Strop . . . . . . . 

Adapter  -  Type  Xii-j  And  Type  XiMc  Drive  Spline . . . . . 

Adapter  And  Fuze,  Assemb!y;  M624,  Loading,  Assembling  And  Packing  . . . . 

Adopter  And  Fuze,  Assembly:  M624,  Parts  For . . . . . . . . 

Adopter  Assembly,  Flored,  Straight,  Tube  To  Hose  *  With  Swivel  Nut . . . 

Adapter  Assembly  •  3/16  Inch  Conduit  . . . . . . 

Adapter- Assembly,  Flored,  45  Dea^Elbow,  Tube -To  Hose  •  With -Swivel  Nut . 

Adopter  Assembly,  Reusable,  Flexible  Hose,  Low  Pressure . . . . . . . . 

Adopter  Assembly,  Fforeless,  45  Deg,  Elbow,  Tube  To  Hose  With  Swivel  Nut . 

Adapter  Assembly,  Flareless,  90  Deg.  Elbow,  Tube  To  Hose  With  Swivel  Nut.. . . 

Adopter  Assembly,  Glide  Angle  light  To  Stoke  Or  Cone.................... . . . . . 

Adopter  Assembly,  Floreless,  St.oight ,  Tube  To  Hose  -  With  Swivel  Nut . . . . 

Adapter  Assembly,  Flared,  90  Degrees  Elbow,  Tube  To  Hose  •  With  Swivel  Nut........ 

Adapter  Assembly,  Flareless,  Straight,  Tube  To  Hose  With  Swivel  Nut . . 

Adapter  Assembly,  Flareless,  45  Deg  Elbow,  Tube  To  Hose  With  Swivel  Nut . . 

Adopter  Assembly,  Floreless,  90  Deg  Elbow,  Tube  To  Hose-  With  Swivel  Nut . .... 

Adopter  Assembly,  Floreless,  45  Deg  Forged  Elbow,  Tube  To  Hose*  With  Swivel  Not 
Adapter  Assembly,  Floreless,  90  Oeg  Forged  Elbow,  Tube  To  Hose  With  Swivel  Nut 
Adopter  Assembly  . . . . . . . 
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NOTICE 
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NOTICE  1 
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OS 
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L 

Mll-A-85802 

1095 

AS 

10  Oct 

86 

AS 

l 

MIL-A-19401 

1680 

AS 

21  Mor 

56 

AS 

l 

MIL-A-85072A 

1095 

AS 

01  May 

87 

AS 

l 

Mtl-A-465568 

NOTICE  1 

1375 

AR 

22  Apr 

88 

AR 

L 

Mll-A-60692 

NOTICE  1 

1377 

OS 

23  Jun 

86 

OS 

l 

MtL-A-60848 

NOTICE  1 

1377 

OS 

26  Mar 

87 

OS 

l 

MIL-A-60849  (I) 

1377 

OS 

21  May 

87 

OS 

L 

Mll-A-60838  0) 

1377 

OS 

21  May 

37 

OS 

l 

MIL-A-60837 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

l 

MIL-A-48826 

NOTICE  1 

1135 

AR 

08  Apr 

87 

AR 

l 

Mll-A-60693  (1) 

1377 

OS 

15  Jul 

86 

OS 

L 

Mll-A-60888 

NOTICE  ) 

1377 

OS 

29  Mor 

87 

OS 

l 

MIL-A-47312 

1420 

Ml 

30  Sep 

87 

Ml 

L 

Mll-A-85046 

1095 

AS 

07  Sep 

76 

AS 

MIL-A-851 16 

1370 

AS 

25  Nov 

80 

AS 

t 

MIL-A-48690 

1345 

AR 

23  Apr 

87 

AR 

l 

MI1.-A-70827 

1375 

AR 

09  Sep 

88 

AR 

l 

MIL-A-14897 

NOTICE  1 

1377 

OS 

29  Aug 

88 

OS 

l 

Mll-A-60681 

NOTICE  1 

1377 

OS 

23  Jun 

86 

OS 

L 

MIL-A-24533A 

1377 

SH 

03  Apr 

79 

SH 

l 

MIL-A-60682  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

Mll-A-14898 

NOTICE  1 

1377 

OS 

20  J  in 

86 

OS 

l 

MIL-A-60657 

NOTICE  1 

1377 

OS 

23  Jun 

86 

OS 

l 

MIL-A-60658  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

M1L-A-50372 

NOTICE  1 

1377 

OS 

29  Aug 

88 

OS 

l 

Mll-A-50373 

NOTICE  1 

1377 

OS 

29  Aug 

88 

OS 

ARP  1383-78 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

A-A-51040 
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85 

MD 

MS 

03  DM 

A-A-51041 
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85 

MD 

MS 

03  DM 

MS-18225 

5935 

SH 

28  Nov 

66 

AN6044 

1660 

71 
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74 

AS 

99 

REV  4 

AN4182 

3040 

AS 

5  Aug 

49 

AV 

AS 

99 

l 

MS-180398 

4730 

AS 

18  Dec 

87 

AS 

99 

AN841 

REV  5 

4730 

82 

19  Apr 

82 

AV 

99 

l 

MS-27612F 

1630 

70 

21  Nov 

84 

99 

AND10070 

REV  3 

4730 

82 

24  Jul 

70 

AS 

99 

MS-22047C 

1670 

82 

02  Jon 

86 

CL 

AS 

99 

L 

AN4141 

REV  3 

3040 

82 
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49 

99 

l 

MII-A-7060SA 

1345 

AR 

31  May 

88 

AR 

l 

MU.-A-70609A 
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AR 
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88 

AR 

l 
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AN3C69 
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l 
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17  Mor 
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l 
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ME 

l 
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4730 

82 

17  Mar 

71 

99 

l 

MS-27618 

4730 

82 

17  Mor 

71 

99 

MS-27381A 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27382A 

NOTICE  1 

4730 

82 

16  Jon 

89 

AV 

AS 

99 

MS-27383A 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27384A 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27385A 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-90401 

5990 

AS 

06  Jun 

67 

AR 

AS 

11 
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ALPHABETICAL  LISTING 


TITLE 

Adopter  Assembly,  Flored,  Straight,  Tube  To  Hose  (With  Swivel  Nut)  . . 

Adapter  Assembly,  Straight,  Swivel  Flange  To  Hose  ................ .............  .................. 

Adaplc'  Assembly,  Flored,  45  Oeg  Elbow,  Tube  To  Hose  *  With  Swivel  Nut....... . 

Adopter  Assembly,  45  Deg  Elbow,  Swivel  Flange  To  Hose  . . . . . . . 

Adapter  Assembly,  Flored,  90  Deg  Elbow,  Tube  To  Hose  *  With  Swivel  Nut.... . 

Adopter  Assembly,  90  Deg  Elbow,  Swivel  Flange  To  Hose  . . . . 

Adopter  Assembly,  Flared,  45  Deg  Forged  Elbow,  Tube  To  Hose*  With  Swivel  Nut  .. 
Adapter  Assembly,  flcred,  90  Degree  forged  Elbow,  Tube  To  Hose*with  Swivel  Nut 

Adapter  Body,  Automotive  Air  Brake  Hose . . . . 

Adapter  Booster,  Bomb,  Nose,  Thermally  Projected,  M148EJ,  loading.  Assembling 
And  Packing 

Adapter  Booster,  Bomb,  Nose,  M14SE1  Paris  For . . . . . . 

Adopter  Connector,  UG-144I/U  <7win  Binding  Post  »  Bnc  Mcfe)...— . . ...» . 

Adapter  For  Electric  Terminal  (Hermetic  Seal) . .............................. 

Adopter  For  Rear  Mounting  Jam  Nut,  MIL-C26482  Electric  Connectors,  (Moc!iv*  \ 

Jul  82) 

Adapter  Installation  •  Type  Xii  Or  Xvi  Drive  Starter  Jaw . . . . . 

Adapter  Kit,  Gravity  Feed,  For  5  Gallon  Military  Gasoline  Con  AtvJ  55 
Drum 

Adopter  Kit,  MO  Cap;  For  Canteen,  Water,  Insulotud.... . . . ...» . . 

Adopter  Male  By  Male  Quick  Disconnect,  Cam  locking  Type,  Type  Xxi . . . 

Adapter  Port  Connection  Ring  locked  To  Flared  Tube  End  •  18  Jul  1988  ..  . . . 

Adopter  Set,  Engine  Electrical  Test . . . . . . . 

Adapter  Tube,  Distilling . . . . . ...» . . . . . 

Adapter  Unit,  Input,  Ntds  Interface . . . . . . . 

Adopter  Yoke,  Compressed  Gas  Cylinder  Volve  Connections,  U.S.  Adapters  To 
Dutch,  French  Or  German  Acetylene  Valves 

Adapter.  Hydraulic  Starter  To  Engine,  Mounting  . . . . . . . . 

Adapter>compensotor,  Compcss  MX*2826/AJB*3A  . . . . . . 

Adapter-control  lever  Connection  (Inactive  For  DESIGN*26  Oct  1972) . 

Adapter-for  Connection  Of  Coupling  Per  Mil*c  25531  To  MS17833  . . . 

Adapter,  (Step  Up)  Cable  To  Connector  . . . . . . . . . 

Adapter,  (Step  Up)  Coble  Seoling  And  Gripping... . . . . . . . . . . 

Adapter,  Air  Lock,  Must... . . . . . 

Adapter,  Air  Pressure  Goge . . . 

Adopter,  Air  Turbine  Starter  To  Engine,  Mounting . . . . . 

Adapter,  Aircraft,  Jacking  Point,  Design  And  Installation  Of . . 

Adapter,  Aircraft,  Jocking  Point,  Design  And  Installation  Of . 

Adapter,  Antenna . . . 

Adapter,  Anting  Suit . . . . . . . 

Adapter,  Arctic,  Drive  Type  Picket . . . 

Adopter,  Automatic  Retractor  Holder . . . . . . . . . 

Adapter,  Base  *  Aircraft  Novigationcl  light,  Flasher  Inactive  10*1*73  . . 

Adapter,  Battery  Termlnoi  . . . . . . . . . . . 

Adopter,  Battery  Terminal  (Storage  Battery) . . . . . . . 

Adapter,  Battery  Terminol  . . . . . . . . 

Adapter,  Bomb  Cluster,  750  Pound,  M30E2 . . . . . 

Adopter,  Bomb  Rack,  30  Inch,  Aero  1A . . . . . 

Adapter,  Booster,  Bomb,  Tall,  XM150,  Parts  For.. . . . . . . . . . 

Adopter,  Boss  Connection  Ring  Locked  To  Floreless  Tube  -  Jun  1980  . . 

Adopter,  Boss  Connection,  Ring  locked  Fluid  Type,  Standard  Dimensions  For  -  Aug 
75  W/dod  Exceptions 

Adapter,  Boss  Connection,  Ring  Locked  To  Flareless  Tube  Design,  Installation  & 
Removal  Of  •  Aug  75  W/dod  Exceptions 

Adopter,  Coble  Clomp  To  Coble,  Bushing,  Telescoping . . . 

Adopter,  Catheter*TO*LUER  Syringe,  Tuohy... . . . 

Adapter,  Catheter  To  Luer  Syringe,  Small  Lumen . . . 

Adapter,  Catheter*to*luer  Syringe,  Eynord . . . . . 

Adopter,  Catheter  To  Luer  Syringe . . . . . . . . 

Adapter,  Cluster,  Bomb,  750  Pound,  M30  And  M30A1  . . . . . . 

Adopter,  Coaxial  To  Waveguide,  General  Specification  For . . . . . . . . 

Adopter,  Coaxioi  To  Wovcguidc  (Series  N  To  Waveguide  Ooss  I) . . . . 

Adopter,  Coaxial  To  Waveguide  (Class  3  *  7/8  Inch)  Types  UG-405/U,  UG*522/U, 
UG0622/U  And  UG0663/U 

Adapter,  Coaxial  To  Waveguide  (Class  2  -  5/8  Inch),  Types  UG*403/U,  UG-404/U, 
UG-445/U,  UG-520/U,  UG-521/U,  UG-523/U,  UG0647/U  Thru  UG0652/U 

Adopter,  Coaxial  To  Waveguide  (Tnc  To  Waveguide  *  Class  4)  . . . . 

Adapter,  Coaxial  To  Waveguide  (Smo  To  Waveguide  *  Class  5) . . . . 

Adapter,  Coaxial  To  Waveguide  (Series  N  To  Waveguide  •  Class  I),  Pressureixoble.. 
Adapter,  Coaxiol  To  Waveguide  (Double  RIDGE)  (Bandwidth  Ratio  2.4  1)  (Series 
Sma  To  Waveguide  •  Class  5) 

Adapter,  Coaxial  To  Waveguide  (Double  Ridge)  (Bandwidth  Ratio  2.4.1)  (Series  N 
To  Waveguide  -  Class  1) 

Adopter,  Compensating,  MA-1  Compass  System . . . . . . . . 
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MS-27053C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27054C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27055C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27056C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27057C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27058C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27059C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-27060C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-39137D 

4730 

ME 

15  Aug 

80 

ME 

99 

L 

MIL-A-48027A  (1) 

1325 

AS 

23  Oct 

87 

AS 

L 

MII-A-48028A 

1325 

AS 

30  Jun 

75 

AS 

NOTICE  1 

MS-90578A 

5935 

CR 

30  Jon 

70 

CR 

EC 

85 

l 

MS-17021 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-31848 

5935 

CR 

10  M ay 

82 

AS 

MS  33509A 

2925 

AS 

25  Aug 

87 

AV 

AS 

99 

NOTICE  1 
MII-A-10957G 

7240 

Gl 

09  Dec 

86 

Gl 

YD 

99 

Mll-A-44264 

8465 

GL 

17  Dec 

86 

Gl 

NU 

99 

MS-39352C 

4730 

ME 

16  Jul 

80 

ME 

YD 

99 

AS  1986-88 

4730 

82 

21  Dec 

88 

99 

MII-A-13092F 

4910 

Al 

23  Oct 

85 

Al 

YD 

MS-36280 

6640 

EA 

05  Jan 

83 

EA 

MS 

99 

l 

MIL-A-28782  (1) 

5895 

EC 

14  Dec 

72 

EC 

MIL-A-16288/12 

8120 

ME 

01  Oct 

73 

ME 

YD 

68 

» 

MS-14118 

2995 

AS 

06  Jan 

72 

AS 

MS-17390 

6615 

AS 

15  Jan 

64 

AS 

MS-9227A 

5355 

AS 

26  Oct 

72 

AS 

11 

l 

MS-180408 

4730 

AS 

V  Jon 

89 

AV 

AS 

l 

MS-173428 

5935 

EC 

01  Jul 

66 

EC 

85 

MS-90569 

5935 

EC 

25  May 

67 

CR 

EC 

85 

l 

MIL-A-43759A 

5410 

Gl 

21  May 

81 

Gl 

AN6285 

REV  3 

4730 

82 

21  Mar 

79 

99 

L 

MS-14117 

2995 

AS 

06  Jp#» 

72 

AS 

Mll-STD-8098 

1730 

AS 

01  Dec 

86 

AV 

AS 

99 

MS-335590 

1730 

AS 

30  Ocl 

86 

AV 

AS 

99 

MS-25050A 

5985 

AS 

18  Jun 

76 

AS 

85 

L 

MS-17966C 

8475 

AS 

10  Moy 

78 

AS 

l 

MIL-A-52401B 

5660 

ME 

25  Mar 

81 

ME 

A-A-51853 

6505 

MB 

27  Jun 

08 

MD  MS 

03 

l 

MS-24578C 

NOTICE  1 

5945 

85 

31  Mar 

88 

85 

MIL-A-55059D 

5940 

AT 

16  Feb 

se 

AT 

MC 

85 

MS-75004G 

5940 

AT 

28  May 

87 

AT 

MC 

85 
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NOTICE  1 

5940 

AT 

20  Ocl 

86 

AT 

SH 

85 
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MIL-A-51372 

1325 

AR 

13  Jul 

73 

AR 

MIL-A-5034B 

NOTICE  1 
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AS 

02  Mar 

87 

AV 

AS 

18 

MIL-A-14995  (1) 

1325 

AS 

08  Oct 

87 

AS 

AS  1299A-80 

4730 

AS 

20  Jul 

84 

AV 

AS 

11 

E 

AS  1300-75 

4730 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

AS  1301-75 

4730 

AS 

15  Sep 

78 

AV 

AS 

11 

MS-3420C 

5935 

AS 

19  Apr 

78 

AR 

AS 

85 

A-A-51605A 

6515 

/MB 

21  May 

87 

MD  MS 

03 

A-A-51036 

6515 

/MD 

20  Sep 

85 

MD  MS 

03 

A-A-53296 

6515 

MB 

11  Dec 

87 

MD  MS 

03 

A-A-51019 

6515 

/MB 

70  Sep 

85 

MD  MS 

03 

l 

MIL-A-50013B 

1325 

EA 

26  Aug 

86 

EA 

NOTICE  1 
MIL-A-22641C  (3) 
SUPP  1A 
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EC 

21  Sep 
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ER 

EC 

85 
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5985 

EC 

21  Sep 

78 

ts 

tC 

85 

MIL-A-22641/17A 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

NOTICE  1 
MIL-A-22641/18 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

NOTICE  1 
MIL-A-22641/19 

5985 

EC 

02  Moy 
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ER 

EC 

85 
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5985 

EC 

21  Sep 
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ER 

EC 

85 
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MIL-A-22641/2' 

5985 

EC 

24  Jun 
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EC 

MIL-A-22641/22 
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EC 

21  Sep 

78 

ER 

EC 
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AS 
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65 
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ALPHABETICAL  LISTING 


TITLE 

Adopter,  Compressed  Air  Breathing  Apparatus,  M4. .............. .......... . 

Adapter.  Compressed  Gas  Cylinder  Valve  Connections,  Class  200-510,  Acetylene . 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S.  Regulator  To  British 
Oxygen  Volve 

Adapter,  Compressor  Gas  Cylinder  Volve  Connections,  U.S.  Regulator  To  French 
Oxygen  Valve 

Adapter,  Compressed  Gos  Cylinder  Volve  Connections,  Gencrcl  Specification  Fcr  .... 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections.  Closs  510-200,  Acetylene . . 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  Closs  200-520,  Acetylene...... 

Adapter,  Compressed  Gas  Cylinder  Volve  Connections.  Class  300-510,  Acetylene . 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections,  Class  510-300,  Acetylene . 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections.  Class  300-520,  Acetylene...... 

Adapter,  Compressed  Gas  Cylinder  Volve  Connections,  Class  520-300,  Acetylene . 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections.  Class  510-520,  Acetylene . 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections,  Closs  52^  "10,  Acetylene . 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections.  Closs  580-v  /"*  Nitrogen . 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections.  Class  000-580,  Nitrogen . 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S.  Regulator  To  Japanese 
Oxygen  Valve 

Adapter,  Compressed  Gas  Cylinder  Volve  Connections,  U.S.  Regulator  To  Dutch 
Oxygen  Valve 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S,  Regulator  To  German 
Oxygen  Valve 

Adapter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S.  Regulator  To  British 
Acetylene  Volve 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulator  To  Dutch 
Acetylene  Valve 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S.  Regulator  To  German 
Acetylene  Volve 

Adapter,  Compressed  Gas  Cylinder  Volve  Connections,  U.S.  Regulator  To  French 
Acetylene  Valve 

Adopter,  Compressed  Gas  Cylinder  Valve  Connections,  U.S.  Regulator  To  French 
Hydrogen  Volve 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulator  To  German 
And  Dutch  Hydrogen  Valve 

Adapter,  Conductive  Neoprene,  Endotrocheol  Anesthesia  Set . . . 

Adapter,  Connector  Type  UG-1531/U,  7/8  Coupling  Flange  *  Ql  Male  Connector  .... 

Adapter,  Connector,  Series  lc,  UG-216B/U.... . . . 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Series  BNC  To  Series  N),  Class  2  .. 

Adapter,  Connector,  Series  Lc,  UG-155B/U . . . 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&l  136/U .... 

Adapter,  Connector  Type  UG-1532/U,  7/8  Coupling  Flange  -  Ql  Female  Connector.. 
Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  BNC  Hermetic  And 
Non  Hermetic),  Closs  2,  Straight  Receptacle 

Adopter,  Connector  Type  UG-1373/U,  Ql  Female-female  . . . 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  General 
Specification  Tor 

Adapter,  Connector,  Type  UG0374  ,ql.  Female  *  ,c.  Female...... . . . . . 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  BNC),  Class  2,  Right 
Angle  Plug 

Adopter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG-703A/U 
(Series  C  Jack  To  Series  Hn  Plug) 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG-1 137B/U.... 

Adopter,  Connector,  Coaxial,  Rcdiofrequency,  Between  Series,  Type  UG-702/U 
(Adopts  Series  C  Plug  To  Series  Hn  Jack) 

Adopter,  Connector,  W5F1  (Troining)  &  Cable  Assembly,  Speciol  Purpose,  Electrical, 
W6FE1  (Training) 

Adopter,  Connector,  Series  lc,  UG-157B/U . . . . . . . 

Adapter,  Connector,  Coaxiol,  Rodiofrequency,  Between  Series,  Type  UG&1142/U .... 

Adopter,  Connector,  Scries  lc,  UG-287B/U . . . . . 

Adapter,  Connector,  Coaxiol,  Radio  Frequency,  (Within  Serios  BNC),  Class  2, 
Straight  Plug 

Adapter,  Connector,  Series  lc,  UG-219B/U... . . . . . . . . 

Adapter,  Connector,  Coaxiol,  Rodiofrequency,  Between  Series,  Type  UG&1143/U .... 

Adapter,  Connector,  Series  Lc,  UG-208B/U . . . . . . . . . . . . 

Adapter,  Connector.  W5F-1  And  Cable  Assembly.  W6FE1. . . . . . 

Adapter,  Connector,  Series  Uhf  To  Series  Bnc,  UG-273/U  . . . 

Adopter,  Connector,  Coaxiol,  Rodiofrequency,  Between  Series,  Type  UG&1144/U.,.. 

Adopter,  Connector,  Type  UG-1375/U  ,ql„  Female  *  ,c„  Female  Jam  Nut  Mounted .. 
Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  BNC),  Class  2, 
Straight  Plug 

Adopter,  Connector,  Bnc  Female  -  GR874  . . . . . 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&1146/U .... 
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MIL-A-50093A  (1) 

4240 

EA 

19  Sep 

86 

EA 

NOTICE  1 

M1L-A-16288/13 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/1 

8120 

ME 

01  Ocl 

73 

ME 

YD 

68 

MIL-A-16288/2 

8120 

ME 

28  Nov 

73 

ME 

YD 

68 

MIL-A-16288D 

8120 

ME 

02  Nov 

73 

ME 

YD 

68 

MIL-A-16288/14 

8120 

ME 

01  Teb 

74 

ME 

YD 

68 

MIL-A-16288/15 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MtL-A-16288/16 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/17 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/18 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/19 

8120 

ME 

31  Jon 

74 

ME 

YD 

68 

MIL-A-16288/20 

8120 

ME 

31  Jon 

74 

ME 

YD 

68 

MIL-A-I6288/2I 

8120 

ME 

31  Jan 

74 

ME 

YD 

68 

MIL-A-16288/22 

8120 

ME 

31  Jon 

74 

ME 

YD 

68 

MIL-A-16288/23 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/3 

8120 

ME 

28  Nov 

73 

ME 

YD 

68 

MIL-A-16288/4 

8120 

ME 

29  Nov 

73 

ME 

YD 

68 

MIL-A-16288/5 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/6 

8120 

ME 

01  Oct 

73 

ME 

YD 

68 

MIL-A-16288/7 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/8 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/9 

8120 

ME 

01  Oct 

73 

ME 

YD 

68 

MIL-A-I6288/10 

8120 

ME 

01  Feb 

74 

ME 

YD 

68 

MIL-A-16288/1 1 

8120 

ME 

01  Oct 

73 

ME 

YD 

68 

MIL-A-36665 

6515 

DM 

22  Apr 

70 

MD 

MS 

03 

MS-90572A 

5935 

CR 

25  Jul 

68 

CR 

EC 

85 

MS-91596B 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

MIL-A-55339/1A  (2) 

5935 

CR 

20  Jul 

82 

CR 

EC 

85 

MS-91614A 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

Mll-A-27434/28 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 

MS-90573A 

5935 

CR 

25  Jul 

68 

CR 

EC 

85 

M1L-A-55339/13A  (1) 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MS-9057 4A 

5935 

CR 

25  Jul 

68 

CR 

EC 

85 

MIL-A-27434A  (2) 

5935 

CR 

21  Nov 

67 

CR 

EC 

85 

SUPP  ID 

NOTICE  1 

MS -90575 A 

5935 

CR 

25  Jul 

68 

CR 

EC 

85 

MIL-A-55339/14  (1) 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MS-90261C 

5935 

CR 

10  Apr 

61 

CR 

EC 

85 

MII-A-27434/29A 

5935 

CR 

5  Feb 

62 

CR 

EC 

85 

NOTICE  1 

MS -90253 A 

5935 

CR 

10  Apr 

61 

CR 

EC 

85 

MIL-A-45877A 

1135 

AR 

18  Jul 

83 

AR 

MS-91616A 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

MIL-A-27434/30 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 

MS-91618A 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

MIL-A-55339/15  (1) 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MS-916198 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

MIL-A-27434/31 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOllCb  1 

MS-916208 

5935 

EC 

02  Oec 

60 

CR 

EC 

85 

MIL-A-48822 

1135 

AR 

06  Apr 

87 

AR 

NOTICE  1 

MS-90577 

5935 

CR 

22  Aug 

68 

CR 

EC 

85 

M1L-A-27434/32A 

5935 

CR 

25  Mor 

66 

CR 

EC 

85 

NOTICE  1 

MS-90579 

5935 

CR 

25  Jul 

68 

CR 

EC 

85 

MIL-A-55339/16  (1) 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MS-75093 

5935 

CR 

13  Mor 

69 

CR 

EC 

85 

MIL-A-27434/33 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 


5 


ALPHABETICAL  LISTING 


TITLE 

Adapter,  Connector,  Coaxial,  Radio  Frequency  M,  (Within  Series  Bnc  Plug  To  2 
Series  Bnc  Jacks),  Class  2 

Adapter,  Connector,  Coaxial,  Radiofrequency,  Between  Series,  Typs  JG-108A/U  .... 

Adapter,  Connector,  Fiber  Optic,  Bulkhead  Mount,  For  Single  Fiber . . . . 

Adapter,  Connector,  Coaxial,  Radiofrequency,  Between  Series,  Type  UG-213A/U  .... 

Adapter,  Connector,  Coaxial,  Radio  Frequency  (Series  SMA),  Class  2,  Right  Angle, 
Male  To  Female 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG-1306/U...... 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  N),  Class  2,  Right 
Angle  Plug 

Adapter,  Connector,  Coaxial,  Radiofrequency,  Between  Series,  Type  UG8.637/U ...... 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Within  Series  N  (Hermetic  & 
Nonhermetic)),  Class  2,  Straight  Receptacle 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&217A/U.... 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  BNC  To  Series  N), 
Class  2,  Straight  Plug 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  Between  Series,  Type  UG&218A/U.. 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  N  To  Series  C),  Closs  2, 
Straight  Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  Between  Series,  Type  UG8.259A/U.. 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  BNC  To  Series  N), 
Closs  2,  Stroighf  Plug 

Adopter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&270A/U.... 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  N),  Closs  2,  Straight 
Plug 

Adopter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&271A/U.... 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  N),  Class  2,  T  Plug.... 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&327A/U.... 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  N),  Class  2,  Straight 
Plug 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&497A/U.... 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  C),  Class  2,  Straight 
Plug 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&516A/U.... 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  C),  Class  2,  Straight 
Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  Between  Series,  Type  UG-559B/U.... 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  C),  Closs  2,  Right 
Angle  Plug 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG&586B/U .... 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  C),  Class  2,  T  Plug  .... 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG&587B/U .... 

Adopter,  Connector,  Coaxial,  Rodio  Frequency,  (Within  Series  C  (Hermetic)),  Gass 
2,  Straight  Receptode 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG*605/U... . 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Series  And  Within  Serbs), 
Generol  Specification  For 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG&690/U . 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Series  C  To  Series  N), 
Closs  2,  Straight  Plug 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&691/U. . 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  BNC  To  Series  C), 
Goss  2,  Straight  Plug 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG*966A/U  .... 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  C  To  Series  BNC), 
Goss  2,  Straight  Plug 

Adopter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type  UG&970/U . 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  BNC  To  Series  N), 
Closs  2,  Receptacle 

Adapter,  Connector,  Coaxial,  Rodiofrequency,  Between  Scries,  Type  UG8.971/U . 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  In-line,  Jomnut  Mounted  (Between 
Series  BNC  Jack  To  Series  N  Jack),  Class  2 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

M!l*A*55339/17A  (!) 

5935 

CR 

02  Mar 

89 

CR 

EC 

85 

MH.-A-27434/36A 
NOTICE  1 

5935 

CR 

03  Jun 

64 

CR 

EC 

85 

MiL-A-83522/3:- 

6060 

85 

30  Dec 

88 

CR 

EC 

85  NA 

MH.-A-27434/38A 

5935 

CR 

03  Jun 

64 

CR 

EC 

85 

NOTICE  1 

MIL-A-55339/2A  (1) 
NOTICE  1 

5935 

85 

03  Nov 

88 

85 

MIL»A*27434/39 

NOTICE  1 

5935 

CR 

09  Jun 

61 

Cfi 

EC 

85 

MIL-A-55339/3  (1) 
NOTICE  ) 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A‘27 434/5 

NOTICE  1 

5935 

CR 

10  May 

60 

CR 

EC 

85 

MIL-A-55339/4A  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

Mll-A-27434/6 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mll*A*55339/18  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/7 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

MIL-A-55339/19  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

Mll-A-27434/8 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mll-A-55339/20  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/9 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

MIL-A-55339/5  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/10 
NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

MIL-A-55339/6A 

5935 

CR 

13  Jul 

87 

CR 

EC 

85 

MIL-A-27434/11 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mll-A-55339/7 

5935 

CR 

06  May 

75 

CR 

EC 

85 

Mll-A-27434/13 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mlt-A-55339/8  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/14 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 
Mll-A-55339/9 

5935 

CR 

06  May 

75 

CR 

— 

85 

Mll-A-27434/15 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 
Mll-A-55339/10 

5935 

CR 

06  May 

75 

CR 

EC 

85 

Mll-A-27434/16 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 
Mll*A*55339/ll  (1) 

5935 

CR 

11  Jon 

77 

CR 

EC 

85 

MIL-A-27434/17 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mll*A*55339/12  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

Mll-A-27434/18 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

MIL-A-55339A 

SUPP  1 

5935 

CR 

20  Jul 

82 

CR 

EC 

85 

MIL-A-27434/20 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Ml  L'A  *55339/21  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

Mll*A*27434/21 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

Mll-A-55339/22  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/22A 
NOTICE  1 

5935 

CR 

5  Feb 

62 

CR 

EC 

85 

MIL-A-55339/23  (1) 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MII-A-27434/23A 
NOTICE  1 

5935 

CR 

14  Mar 

66 

CR 

EC 

85 

MIL-A-55339/24A 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-A-27434/24 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

NOTICE  1 

MIL-A-55339/25B  (1) 

5935 

CR 

31  Oct 

88 

CR 

EC 

85 

6 


ALPHABETICAL  LISTING 


TITLE 


Adapter,  Connector,  Coaxial,  Radiofrequency,  Between  Series,  Type  UG-977C/U  .... 

Adopt!!,  Connector,  Coaxial,  Radio  Frequency,  In  Line,  Jamnut  Mounted,  (Within 
Series  SMA  Plug  To  Series  SMA  Plug  (Hermetic)),  Chss  2 
Adapter,  Connector,  Coaxial,  Radiofrequency,  Between  Series  Type  UG-1013A/U.... 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  In  line,  (Within  Series  SMA  Plug  To 
SMA  Plug),  Class  2 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (With  Scries  SMA),  Class  2,  (T), 
Plug,  Male  To  Female 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  In  Line,  (Within  Series  SMA  Jack 
To  SMA  Series  Jack),  Class  2 

Adapter,  Connector  UG-1312(  . . . . . . . . . . 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  TNC)  Right  Angle, 
Male  To  Female 

Adapter,  Connector,  Coaxial,  Radio  Frequency  (Between  Series  BNC  To  Series 
TNC),  Class  2,  Straight  Plug 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  BNC  To  Series 
TNC),  Class  2,  Straight  Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency  (Between  Series  BNC  To  Series 
TNC),  Class  2,  Straight  Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  SMA  (Male)  To 
Series  TNC  (Female)),  Class  2,  Straight  Plug 
Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  TNC),  Cass  2, 
Straight  Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  TNC,  (Hermetic)), 
Class  2,  Receptacle 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  TNC),  Class  2,  (T) 
Plug 

Adapter,  Connector,  Coaxial,  Rodio  Frequency,  (Within  Series  TNC),  Goss  2, 
Straight  Mug 

Adapter,  Connector,  Coaxial,  Radio  crequency,  (Between  Series  SMA  (Female)  To 
Series  TNC  (Female)),  Class  2,  Straight  Plug 
Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  SMA  (Female)  To 
Series  TNC  (Male)),  Class  2,  Straight  Plug 
Adopter,  Connector,  Coaxiol,  Rodio  Frequency,  (Between  Series  SMA  (Male)  To 
Series  TNC  (Male)),  Class  2,  Straight  Plug 
Adapter,  Connector,  Coaxial,  Radio  Frequency  (Between  Series  SAAA  To  Series 
BNC),  Class  2,  Straight  Plug 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  In  line,  (Between  Series  SMA  Plug 
To  Series  BNC  Plug),  Class  2 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  SMA  To  Series 
BNC),  Class  2,  Straight  Plug 

Adopter,  Connector,  Coaxial.  Rodio  Frequency,  In  Line,  (Between  Series  SMA  Plug 
To  Series  BNC  Jack),  Class  2 

Adopter,  Connector,  Coaxial,  Rodio  Frequency,  (Between  Series  SMA  To  Serins 
TNC),  Class  2,  Straight  Plug 

Adopter,  Connector,  Coaxiol,  Rodio  Frequency,  (Between  Series  N  Jock  To  Series 
BNC  Plug) 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency  (Within  Series  TNC  Jock  To  Two 
Series  TNC  Jacks),  Closs  2,  (T),  Jomnut  Mount 
Adopter,  Connector,  Coaxiol,  Rodio  Frequency,  (Between  Series  TNC  To  Series  N), 
Class  2.  Straight  Plug 

Adopter,  Connector,  Electricol,  Coaxial,  Radio  Frequency,  (Between  Series  Sma  To 
N) 

Adapter,  Connector,  Electrical,  Coaxiol,  Radio  Frequency,  Pin  Contact  (Within 
Series  Smo),  Right  Angle 

Adapter,  Connector,  Electricol,  Coaxial,  Radio  Frequency,  (Between  Series  Sma  To 
N) 

Adapter,  Coupling/bulkhead,  Speedometer-tachometer  Drive . 

Adopter,  Demineralized  Water  Servicing,  Usaf  Ground  Equipment  To  Rof  Aircraft . .. 

Adopter,  Drill  Chuck,  Motor  Shaft . . . . . . 

Adopter,  Ear  Cannula  To  Tubing  (.hough) . . . . . . . . . 

Adopter,  Electrical  Conduit,  Rigid  To  Flexible..... . . . . . . . 

Adopter,  Electrical  Connector,  Series  I  And  li  . . . . . 

Adapter,  Electrical  Connector,  Nonmctollic,  Series  I  &  li  (Inactive)  . . . . . 

Adapter,  Engine  Oil  Servicing,  Us  Ground  Equipment  To  Rof  Aircraft.................. . 

AJopIvi,  Filler  . . . . . . . . . . . . 

Adopter,  Fhreloss  Metric  To  Inch . . . . . . . . . 

Adap'*r.  Floreless  Tube  To  An  Flared  Tube . . . . . . . . . . . 

Adopter,  Flareless  Tube,  Bulkhead  And  Universal  To  Flared  Tube . . . . 

Adopter,  Flareless  Tube  For  3/8  Bulkhead  And  Universal  To  An  Flared  Tube  (Asg).... 

Adapter,  Flareless  Tube  To  An  flared  Tube,  Precision  Type....... . . . . . . 

Adapter,  Flight  Director  Signal  MX-2912A/AJB-3A . . . . . . . . . . . 

Adopter,  Fluid  Tank  Filler . . . . . . . . . . . . 

Adopter,  Fluorescent,  Screw  In,  20  Watt . . . . . . . . . . . 

Adapter,  Fluorescent,  Screw  In,  24  Walt . . . . . . . . . . 

Adopter,  Fluorescent,  Screw-in,  36  Watt . . . . . . . 

Adopter,  Fluorescent,  Screw  In,  48  Watt. . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-A-07434/25A 

5935 

— CR 

5  Feb 

62 

CR 

EC 

85 

NOTICE  1 
MII-A-55339/28B 

5935 

CR 

23  Mor 

88 

CR 

EC 

85 

Mll-A-27434/26 

NOTICE  1 

5935 

CR 

28  Sep 

60 

CR 

EC 

85 

MIL-A-55339/29A 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MII-A-55339/30A 

5935 

CR 

08  Feb 

89 

CR 

EC 

85 

NOTICE  1 
MIL-A-S5339/31A 
NOTICE  1 

5935 

CR 

26  Aug 

88 

CR 

EC 

85 

MH-A-55512A 

5935 

CR 

29  Aug 

69 

CR 

MIL-A-55339/32 

5935 

CR 

11  Jan 

77 

CR 

EC 

85 

MIL-A-55339/37 

5935 

CR 

11  Jan 

77 

CR 

EC 

85 

Mll-A-55339/38 

5935 

CR 

11  Jan 

77 

CR 

EC 

85 

MIL-A-55339/39 

5935 

CR 

11  Jan 

77 

CR 

EC 

85 

MIL-A-55339/40A  (1) 

5935 

CR 

27  Sep 

83 

CR 

EC 

85 

MIL-A-55339/33 

5935 

CR 

11  Jon 

77 

CR 

EC 

85 

Mtl-A-55339/34  (1) 

5935 

CR 

14  Jon 

83 

CR 

EC 

85 

MII.-A  -55339/35 

5935 

CR 

11  Jon 

77 

CR 

EC 

85 

MU.-A-55339/36A 

5935 

CR 

01  Feb 

83 

CR 

EC 

85 

MIL-A-55339/41A  (2) 
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ALPHABETICAL  LISTING 


TITLE 


Adopter,  Fluorescent,  Screw  In,  60  Wott . . ...» . . . . 

Adapter,  Generator  To  Air  Duct,  Radiol,  3  Inch . . . 

Adopter,  Generator  To  Air  Duct  Radio),  2  Inch  . . . . . . . 

Adopter,  Grease  Gun  Coupling,  Hydraulic  Type  Inlet  Fitting,  Pin  Typo  Nrzzle . 

Adopter,  Grenade  Projection,  Chemical,  M2A1 . . . . . . . . . . 

Adapter,  Heodiet-microphone  M83529-01  . . . . . . . 

Adapter,  Heodsel  &  Microphone  Mx  &  1646............................. . . . 

Adapter,  Hose  To  Tube,  Pipe  And  Flange,  Reusable,  Hydraulic,  Fuei  And  Oil  Lines.... 

Adapter,  Hypodermic  Needle-lo-tubing  . . . . . . . . . . . 

Adapter,  Laboratory  Glassware,  Bushing  Type . . . . . . 

Adapter,  Laboratory..... . . . . . . . . . . . 

Adopter,  Laboratory  Glassware,  Curved  . . . . . . 

Adapter,  Laboratory  Glassware  Three-  Way . . . . . 

Adapter,  Laboratory  Glassware,  Suction  Type........ . . . . . . . 

Adapter,  Launcher,  Aircraft,  ADU-299/E  . . . . . . . . . . . 

Adapter,  Launcher,  Aircraft,  ADU-299A/A . . . . . . . . 

Adapter,  Leod  To  Terminal,  Spark  Plug  Coble  (Other  Than  Aircraft)...... . 

Adopter,  Line,  Filling,  1&TON  Container,  Ml  . . . . . . 

Adapter,  Luer  Needle,  Gloss  . . . . . . . . . . . . . . . . . 

Adapter,  Mounting  MX-4773(*)/ASQ-56A  . . . 

Adapter,  Mounting,  Indicator  Light. . . . . . . . 

Adapter,  Nitrogen  Servicing,  Usaf  Ground  Equipment  To  Rof  Aircraft  ...................... 

Adopter,  Oxygen  Supply,  Chemical  Biological  Mask,  ABC  M8  . . . . 

Adapter,  Oxygen  Servicing,  Usof  Ground  Equipment  To  Raf  Aircraft  . . 

Adopter,  Pallet,  Steel  For  Projectiles,  Rocket  Heads,  Cartridge  Containers  And  Bomb 
Fins 

Adapter,  Pallet,  Steel  For  Cylindrical  Containers  . . . . . 

Adopter,  Parachute  Harness  Quick  Fit . . . . . . . 

Adapte,,  Parachute  Harness  Adjusting  Strap . . . 

Adopter,  Parachute  Harness  Reversible  Quick  Fit... . . . . . 

Adopter,  Pipe  To  Hose,  Straight  low  Pressure . . . . . 

Adopter,  Pneumatic  Starter  Duct  Nipple  And  Flange  (Mole) . . . . . 

Adopter,  Pressure  Fuel  Servicing,  Aircroft,  General  Specification  For  . . . 

Adapter,  Pressure  Fuelseivicing,  Nominal  2.5-INCH  Diameter  . . . . 

Adapter,  Pressure  Fuel  Servicing,  Nominal  2.5  Inch  Diameter  . . 

Adopter,  Pressure  Lubricating  Oil  Servicing,  Aircraft . . . 

Adapter,  Pressure  Lubricating  Oil  Servicing,  Aircraft . . . . . . . 

Adapter,  Pressure  Fuel  Servicing,  Types  A-l  8.  A-6  (Inactive  See  Ms  24484)  . 

Adapter,  Pressure-reducer,  In-line  CRU-43/A . . . . . 

Adapter,  Pressure  Fuel  Servicing  Varioble  Configuration,  Type  A*5 . 

Adopter,  Priming.  M1A4  . . . . . 

Adapter,  Pump . . . . . . . . . 

Adapter,  Quick  Disconnect,  Passenger  Seat  To  Floor . . . . . . 

Adapter,  Quick  Disconnect,  Passenger  Seat  To  Floor  (Asg) . 

Adapter,  Quick  Fit,  Parachute  Harness . . . 

Adapter,  Radio  Frequency,  MXO0158/BRC.... . . . . . 

Adapter,  Ratchet,  Socket  Wrench  . . . . 

Adapter,  Recoil  Mechanism  Armament  Subsystem,  Helicopter,  20MM,  M97E1  & 
M97E2 

Adapter,  Reducer,  Emr  Hardware,  For  MIL-C-38999  Connectors  . . . . 

Adapter,  Refrlgeront  Cylinder,  External  Flarex  Straight  Pipe,  Refrigeration . 

Adapter,  Reversible,  Quick  Fit,  1-3/4  Inch . . . . . . 

Adapter,  Reversible,  Quick  Fit,  500  Lbs  1*3/4  Inch . . . . 

Adapter,  Right  Angle,  Rfi  And  Environmental  For  Coble  To  Connector  . 

Adapter,  Socket  Wrench . . . . . . . 

Adapter,  Speedometer*  Tachometer,  90  Deg,  Drive . . . . . . 

Adopter,  Speedometer*  Tachometer  Straight  Drive  . . . . . . . . . . . 

Adapter,  Straight,  Tube  To  Hose . . . . . . 

Adapter,  Straight,  Pipe  To  Hose&  Automotive  Air  Broke  Hose  . . 

Adapter,  Straight  Or  Reducing  Pipe  Thread  To  Hose  Thread . . . . . 

Adopt*  ,  Straight,  Tube  To  Boss,  Long,  O-ring,  Flareless  Type,  Hydraulic  . . . 

Adapter,  Straight,  Pipe  To  Hose  . . . . . . 

Adapter,  Straight,  Pipe  To  Tube,  Mole  Pipe  End,  For  Air  lines.  Spherical  Sleeve ...... 

Adapter,  Straight,  Pipe  To  Tube  . . . . . . . . . 

Adapter,  Straight,  Pipe  To  Hose  *  Mole,  Reusable....... . . . . 

Adopter,  Straight,  Pipe  To  Tube,  Female  Pipe  End,  37  Degrees  Flared . . . 

Adopter,  Straight,  Pipe  To  Tube,  Male  Pipe  End,  Flareless  Type,  Hydraulic................ 

Adapter,  Straight,  Tube  To  Boss,  O-ring,  Flareless  Type,  Hydraulic . ............... 

Adopter,  Straight,  Tube  To  Boss,  O  Ring,  37  Degrees  Flared  (Long) . . 

Adapter,  Straight,  Tube  To  Hose  •  37  Deg.  Flore,  Female,  Rcusoble . . 

Adopter,  Straight,  Mole,  Refrigeration  Pipe  To  Flared  Tube  . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Adopter,  Straight,  Pipe  Thread  To  Tube,  Male  Solder-joint,  Refrigeration . 

Adopter,  Straight,  Reusable,  Tube  To  Hose,  Low  Pressure . . . . 

Adapter,  Straight,  Pipe  To  Tube,  External  flare  To  Female  Solder-joint, 

Refrigeration 

Adapter,  Straight,  Pipe  To  Tube,  Pipe  Thd  To  Female  Solder-joint,  Refrigeration  ...... 

Adapter,  Straight,  1/2*14  To  Hose,  Distillation  Bag  . . . . . . 

Adapter,  Straight,  Tube  To  Hose  ■  Reusable,  Hydraulic,  Fuel  And  Oil  Lines . 

Adapter,  Straight,  Tube  To  Boss,  Precision  Type  . . . . . 

Adapter,  Telescope,  M9A1 . . . . . 

Adopter,  Test  MX-3413/GWM-4 . 

Adopter,  Test  MX-4050/PSM-6 . . . . . . . . . 

Adapter,  Test  TS&1371-GWM&4 . 

Adopter,  Test,  MX-9042/G . 

Adapter,  Tire  Inflating,  Usaf  Ground  Equipment  To  Raf  Aircraft . . 

Adapter,  Tone  Signalling  TA-977(  )/pt  . . . . . . . 

Adopter,  Universal,  Endotrccheol  Anesthesia  Set,  15MM.  . . 

Adapter,  Warhead  Section,  H4252A  . . . . . 

Adapter,  Warhead  Section,  H4251  . . . . 

Adapter,  Water  Methanol  Servicing,  Usaf  Ground  Equipment  To  Raf  Aircraft. . 

Adapter,  Waveguide-to-ooox.- . . . . . . . . . . 

Adapter,  1/4  Inch,  Pneumatic  Servicing,  Usaf  Ground  Equipment  To  Raf  Aircraft . 

Adapter,  1/4  Inch  Hydraulic  Servicing,  Usaf  Ground  Equipment  To  Raf  Aircraft . 

A  ’opter,  13/16-20  To  1/2*14,  Air  Hand  Pump  . . . . . . 

Adopter,  3/8  Inch,  Hydraulic  Servicing,  Us  Ground  Equipmen*  To  Raf  Aircraft . . 

Adapter,  37-DEGREE  Flare  To  ,o.  Ring  Boss . . . . . . 

Adopter,  37-DEGREE  Flore,  Female  Swivel  To  Weld  Socket,  3/4-INCH  To  1-INCH  .. 
Adopter,  45,  Femole  Thread  Swivel  Collar,  Quick  Disconnect  Com  Locking,  Mole 
(Tank  Cor) 

Adopter,  9*16  ln*h  Pneumatic  Servicing,  Usof  Ground  Equipment  To  Rof  Aircraft . 

Adapters  For  G„s  Cylinder  Volves  And  Regulating  Equipment . 

Adapters,  Coaxial  To  Waveguide  Selection  Of . . . 

Adapters,  Compensating,  MS28107,  MA-1  Compass  System . 

Adopters,  For  Bridge,  Floating,  Aluminum,  Highway  Type,  Deck  Bc'k  Supersta’Ctcre 
On  Pneumatic  Floats. 

Adapters,  Pallet,  Wooden,  For  Metal  Container  For  105MM  &  12  )MM  Tank 
Ammunition 

Adopters,  Straight,  Pipe  To  Tube  Safety  Sleeve  Compression  Type,  Mwi.  Pipe  End 
(Inactive  Use  MS  51819) 

Adapters,  Straight.  Pipe  To  Tube  Safety  Sleeve  Compression  Type,  Female  Pipe  End 
(Inactive  Use  MS  51816) 

Adaption  Kit,  Atomic  Warhead  To  Guided  Missile,  Training,  XM255  . 

Adoption  Kit,  Atomic  Warhead  To  Guided  Missile,  Training,  M246  (Type  W) . 

Adoption  Kit,  Atomic  Warhead  To  Guided  Missile.  M238E1 . . . . . . 

Adaption  Kit,  Atomic  Warhead  To  Guided  Missile.  M238 . 

Adaption  Kit,  Subassembly,  Atomic  Weapo . 

Adoption  Kit,  Wh,  Gm,  M75  With  Auxiliaries  Package  3  Of  4 . . 

Adoption  Kit,  Wh,  Gm,  M75  With  Auxiliaries  Packages  1,  2,  And  4  Of  4 . . 

Adoptomefer,  Radioactive  Ploque,  Night  Vision . . . . . 

Adaptor  Kit,  Marine  Morker,  Mk  34  Mod  0  . . . . . . . . . 

Adoptor,  CONNECTOR-31  WAY  No.  12,  14  And  16  A.w.g.  Waterproof . 

Adoter,  Straight,  Pipe  To  Tube,  Femole  Pipe  End,  FJareless  Type,  Hydraulic  . . . . 

Additional  Controls  For  Use  With  ASCII  (With  Ansi  X3.64-1979) . 

Additive,  Antifreeze  Extender,  Liquid  Cooling  Systems. . . . 

Additive,  Fuel  Oil  Stabilizer . . . . . . . . . . . 

Aden  &  Defa  30  Mm  Gun  Barrel  Chambers  For  Aircraft  (Edition  7)  (Req  Other 
Than  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

Adcnctcme,  Lcfcrcs  . . . . . 

Adhesion  By  Tope  Test,  Measuring  -  27  Oct  78 . . . . . . . 

Adhesive . . . . . . . . . . . . . 

Adhesive  (Rubber,  For  Paper  Bonding). . . . . . . . 

Adhesive  (ror  Plastic  Inhibitors)  . . . . . . 

Adhesive  And  Sealing  Compounds,  Cellulose  Nitrate  Bose,  Solvent  Type  (For 
Ordnance  Use) 

Adhesive  And  Sealing  Compound,  Cellulose  Nitrate  Bose  Solvent  Type . 

Adhesive  And  Sealing  Compounds  Cellulose  Nitrate  Base,  Solvent  Type . . 

Adhesive  And  Seoling  Compound,  Epoxy,  Metal  Filled....... . . . . . 

Adhesive  Bond,  Test  For  Strength  Properties  Of,  In  Shear  By  Compression  Loading  • 
01  DEC65  (Reapproved  1981) 

Adhesive  Bonded  Metol  Foced  Sandwich  Structures,  Acceptance  Criteria  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Adhesive  Bonded  Aerospace  Structure  Repair  . . . . . . . . . 

Adhesive  Bonding,  Process  And  Inspection  Requirements  For . . . . . 

Adhesive  Bonding  (Structural)  For  Aerospace  And  Other  Systems,  Requirements  For 

Adhesive  Bonds  To  Chemical  Reagents,  Standard  Method  For  -  24  Feb  84 . . . 

Adhesive  Bonds,  Test  For  Peel  Cr  Stripping  Strength  Of  -  01  Dec  65(REAPPROVED 
1978) 

Adhesive  Bonds,  Effect  Of  Moisture  And  Temperature  On  *  24  Feb  84 . 

Adhesive  Bonds,  Test  For  Strength  Of,  On  Ffexurol  Loading  •  9  May  69 
(Reapproved  1977) 

Adhesive  Bonds,  Test  For  Tensile  Properties  ■  31  Mar  78  . . 

Adhesive  Bonds,  Test  For  Impact  Strength  Of  ■  31  Mar  78 . 

Adhesive  Coated  Dielectric  Films  For  Use  As  Cover  Sheets  For  Flexible  Printed 
Wiring  -  1  Sep  83 

Adhesive  For  Acoustical  Materials  . . . . . . . . . . 

Adhesive  For  Acoustical  Materials  Standard  Specification  For  -  26  Oct  65. . . 

Adhesive  For  Bonding  Chipboard  To  Terneplate,  Tinplate,  And  Zincploto . 

Adhesive  For  Bonding  Demolition  Charges  To  Structural  Surfaces . 

Adhesive  for  Fastening  Gypsum  Wallboard  To  Wood  Framing  »  R85 . . . 

Adhesive  For  Plastic  Vibration-damping  Tile........ . . . . . . . . . 

Adhesive  Joints  Stressed  In  Shear  By  Tension  Loading,  Standard  Test  Method  For 
Determining  Durability  Of  *  7  Sept  84 

Adhesive  layers,  Test  Far  Blocking  Point  Of  •  26  Sep  66  (Reopproved  1981).... . 

Adhesive  liquid,  Surgical  (Aerosol) . . . . . . . 

Adhesive  MR-23  (For  Use  In  Ammunition)  . . . . . . . . . . 

Adhesive  Pad,  Colostomy-ileostomy-trocheostomy  . . 

Adhesive  Sealants,  Silicone,  Rtv,  General  Purpose....... . . . . . . . 

Adhesive  Solids,  Dried,  Applied  Per  Unit  Area  Of,  Test  For  -  9  MAY69  (Reopproved 
I960) 

Adhesive  System,  Adhesive  &  Primer,  For  Bonding  Ethylene-PROPYIENE  Rubber  To 
Metal 

Adhesive  System,  Epoxy,  For  Dissimilar  Metal  8onding . . . . . . . 

Adhesive  System,  Epoxy-elastomeric,  For  Glass  To  Metol . . 

Adhesive  Tape,  Surgical,  Elastic . . . . 

Adhesive  Tape,  Surgical,  1  Inch  By  1  1/2  Yards,  1005  . . . 

Adhesive  Tope,  Surgical . . . . . . . 

Adhesive  Topes,  Surgical  (Paper  Type)  » . . . . . 

Adhesive.  Bonding,  Chloroprene,  Air  Field  Membrane  Surfacing  . 

Adhesive-sealant,  Silicone,  Rtv,  High  Temperature  . . . . 

Adhesive-seolants,  Silicone,  Rtv,  Non-corrosive  (Fo'  Use  With  Sensitive  Metals  And 
Equipment) 

Adhesive/seolant,  Fluorosilicone,  Aromatic  Fuel  Resistant,  Gnc-port  Room 
Temperature  Vulcanizing  •  1  Apr  86 

Adhesive,  Acrylic  Bose,  For  Acrylic  Plastic . 

Adhesive,  Air-drying,  Si'icone  Rubber . . . . . . . . 

Adhesive,  Aircraft,  For  Structural  R-_  xrir . . . . . . . 

Adhesive,  Animol-glue . . . . . . . 

Adhesive,  Aspholt,  Cut-back  Type  (For  Aspholt  And  Vinyl  Asbestos  Tiles)..... . 

Adhesive,  Aspholt,  Woter  Emulsion  Type  (For  Aspholt  And  Vinyl  Asbestos  Tile) . 

Adhesive,  Bonding  Vulcanized  Synthetic  Rubber  To  Steel . .  . . . . 

Adhesive,  Brake  Lining  To  Metol . . . . . 

Adhesive,  Butadiene  Acrylonitrile  Bose,  Medium  Solids,  General  Purpose . . . 

Adhesive,  Cossin-type,  Water-and  Mold  Resistant . . . 

Adhesive,  Climbing  Drum  Peel  Test  For  -  27  Aug  76  (Reopproved  1981 . . . 

Adhesive,  Contact,  For  Custom  Fit  Helmet  liners . . . . . . 

Adhesive,  Contoct..... . . . . . . . . . . . . . 

Adhesive,  Copolymer  Polyurethane.................. . . . . . . . 

Adhesive,  Cyanoacylote,  Rapid  Room  Temperature  Curing,  Solventlcss  . . . . 

Adhesive,  Dextrin,  For  Use  In  Ammunition  Con  Tamer:  . . 

Adhesive,  Epoxy  Resin,  Metol  To  Metol  Structural  Bonding . . . . . . 

Adhesive,  Epoxy  Res’?  8ase  . — 

Adhesive,  Epoxy  Resin  Bose  Low  d  Intermediate  Strength,  Generol  Purpose . . 

Adhesive,  Epoxy  (For  8ondmg  Gla.  Reinforced  Polyester) . . . . 

Adhesive,  Epoxy  Resin  With  Polyamide  Curing  Agent . . . . . 

Adhesive,  Epoxy,  Silver  Filled,  Conductive . . . 

Adhesive,  Epoxy,  Modified,  Flexible,  Two  Component . . . . . . 

Adhesive,  Epo>y,  Flexible,  Fitted  (For  Binding,  Sealing  And  Grouting).......... . 

Adhesive,  Film  Form,  Metallic  Structural  Sandwich  Construction  . . . 

Adhesive,  Fire  Resistant,  Thermal  Insulotion . . . . . . . . . 

Adhesive,  Fire-resistant,  Thermal  Insulation . . . . . . . 

Adhesive,  Flexible  Unicelluior-plostic  Thermo!  Insulation  . . . 

Adhesive,  Foaming,  Honeycomb  Core  Splice,  Structural  *67  Deg,  To  col80  Deg.  F 
(-55  Deg.  ooo  oo80  Deg.  C)  -  1  Oct  81 
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TITLE 


Adhesive,  Foaming,  Honeycomb  Core  Splice,  Structural  *67  Deg.  To  oo350  Deg.  F 
(■55  Deg.  To  oo!75  ueg,  C)  1  Oct  81 

Adhesive,  For  Bonding  Plastic  Tobin  Top  Materio!  To  Aluminum  . 

Adhesive,  Grinding  Disk.. . . . . . . . . 

Adhesive,  Heat  Resistant,  Airframe  Structural,  Metal  To  Metal  . . 

Adhesive,  Impression  Material,  Dental  (Rubber  Bose) . . . . 

Adhesive,  Liquid,  Test  For  Applied  Weight  Per  Unit  Area  OF*l  Jun  65  (Reapproved 
1982) 

Adhesive,  Metal  Filled,  Conductive,  Electrical  And  Thermol  . . . . . . . 

Adhesive,  Metal  To  Wood,  Structural  . . . . . . 

Adhesive,  Methods  Of  Testing  . . . . . . . . . . . 

Adhesive,  Modified  Epoxy  Resin  With  Polyamine  Curing  Agent . 

Adhesive,  Modified  Epoxy,  Flexible,  Two  Part  (Metric) . . . 

Adhesive,  Natural  Or  Syntheticmaiural  Rubber  . . . . 

Adhesive,  Nccprer.c  Bose,  Medium  Viscosity  . . . . 

Adhesive,  Optical,  Thermosetting  . . . . . . 

Adhesive,  Patching  For  Chloroprene  Coated  Or  Chlorosulphonoted  Polyethylene 
Coated  Fabrics 

Adhesive,  Phenol,  Resorcinol,  Or  Melamine  Base . . . . . . 

Adhesive,  Phenol  And  Resorcinol  Resin  Base  (For  Marine  Service  Use) . 

Adhesive,  Plastic  Resin . . . . . . . . 

Adhesive,  Polyamide  Epoxy  M753  8  Inch  Projectile . . . . 

Adhesive,  Polychloroprene  . . . . . . 

Adhesive,  Polyester,  Thixotropic . . . . . 

Adhesive,  Polymide  Resin  Film  And  Paste  High  Temperature  Resistant,  3)5  Deg.  600 
Deg.  F  •  15  Sep  75 

Adhesive,  Polyurethane . . . 

Adhesive,  Polyvinyl  Acetate  Emulsion . . . . . . . . . . 

Adhesive,  Resilient  Deck  Covering . . . 

Adhesive,  Resilient  Flooring  (Water  Soluble) . . . . . 

Adhesive,  Rubber . . . . . . . . . 

Adhesive,  Rubber  (For  Paper  Bonding).. . 

Adhesive,  Rubber  Bose,  (In  Pressurized  Dispensers) . . . 

Adhesive,  Rubber  Base,  General  Purpose . . . 

Adhesive,  Sealing,  For  Aromatic  Fuel  Cells  And  General  Repair . 

Adhesive,  Sealing  (For  Filters) . . . . . . 

Adhesive,  Semi  Solid,  Stick  Form,  With  Dispensers . . . . . . . . 

Adhesive,  Semhsolid,  Stick  Form,  With  Dispensers . . . 

Adhesive,  Starch..... . . . . . . . 

Adhesive,  Synthetic  Rubber,  Thermoplastic  General  Purpose  . . 

Adhesive,  Synthetic  Rubber  . . . . . . . . . . . . . 

Adhesive,  Urea>resin*type  (Liquid  And  Powder) . . . . . 

Adhesive,  Watcr'resistont  (For  Closure  Of  Fiberboard  Boxes) . . . 

Adhesive,  Wotewesistont,  (For  Sealing  Waterproofed  Poper)............,... . . 

Adhesive:  Paper  lobel  . . . . 

Adhesives  *  A  Guide  To  Their  Properties  And  Uses  As  Described  By  Federal  And 
Military  Specifications 

Adhesives  For  Structural  Laminated  Wood  Products  For  Use  Under  Exterior  (Wet 
Use)  Exposure  Conditions  •  24  Jun  1984 

Adhesives  In  Shear  By  Tension  loading  (Metal  metol).  Standard  Testmeihod  For  1 
Mar  73 

Adhesives,  Emulsion,  Polyvinyl  Acetote*based,  Standard  Specification  For  29  April 
86 

Adhesives,  Epoxy . . . . . . . . . . . . 

Adhesives,  Fire>resistont,  Thermal  Insulotion . . . . 

Adhesives,  Metal  To  Metal,  Conducting  Creep  Tests  Of  -  28  Jul  72  (Reopproved 
1979) 

Adhesives,  Non  Conductive,  For  Electronics  Application . . . . . . . . 

Adhesives,  Phenol/Resorcinol,  &  Melamine,  Filler  Content  Of,  Standard  Test  Method 
For  *31  Jan  86 

Adhesives,  Standard  Test  Method  For  Nonvolatile  Content  Gf  28  Apr  87 . 

Adh^siv^s,  Test  For= Amylaceous  Ma>*er  it  *  26  Sep  66  (Recpprcyed  1981) . . 

Adhesives,  Test  Method  For  The  Determination  Of  The  Odor  Of  *  24  Feb  1984 . 

Adhesives,  Test  For  Density  Of,  In  Fluid  Form  (Tentative)  -  9  May  69....... . 

Adhesives,  Test  For  Resistance  Of,  To  Cyclidaboratory  Aging  Conditions  (Tentative) 

•  19MAR  70  (Reopproved  1981) 

Adhesives,  Test  For  Peel  Resistance  Of,  (T*peel  Test)  (Tentative)  ♦  28  Jul  72 
(Reopproved  1978) 

Adhesives,  Test  For  Strength  Properties  Of,  In  Shear  By  Tension  Loading  (Metol  To 
Metal)'  28  Jul  72  (Reopproved  1978) 

Adhesives,  Test  For  Consistency  Of  Adhesives  -1963  (Reopproved  1981)  . . . . 

Adjuster  Assembly,  Safety  Shoulder  Harness  Belt............. . . . . 

Adjuster,  lap  Belt,  13/4  Inch  Webbing . . . . . . . . . . 

Adjuster,  Lap,  Aircraft  Safety  Belt . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AMS  3689A-81 

8040 

AS 

22  Oct 

84 

MR 

AS 

20 

MIL-A-21366A 

8040 

SH 

16  Feb 

66 

MR 

SH 

Mll*A*14064C 

8040 

MR 

05  Mo y 

80 

MR 

99 

Q 

MMM-A-132A  (3) 

8040 

/AS 

12  Apr 

84 

MR 

AS 

20 

A-A-53385 

6520 

MB 

12  Feb 

88 

MD  MS 

03 

ASTM  0899*51  R84 
NOTICE  2 

8040 

MR 

20  Apr 

88 

MR 

SH 

11 

l 

MIL-A-47089 

NOTICE  1 

8040 

Ml 

01  Moy 

74 

Ml 

Q 

MMM-A-138A  (1) 

8040 

/AS 

19  Jon 

75 

MR 

AS 

99 

FED.STO-175B 

NOTICE  1 

8040 

/MR 

31  Oct 

88 

MR 

SH 

11 

l 

MIL-A-81253  (1) 

8040 

OS 

16  Nov 

66 

OS 

L 

DOD  A-82720  (1) 

8040 

OS 

01  No  v 

84 

OS 

0 

MMM-A-139A  (1) 

8040 

/AS 

31  Jon 

77 

MR 

AS 

11 

L 

Mll-A-82569 

8040 

OS 

12  Jon 

69 

OS 

Q 

MIL-A-3920C 

8040 

AR 

21  Feb 

77 

AR 

OS 

l 

MIL-A-43316A  (1) 

8040 

Gl 

29  Dec 

69 

GL 

MMM-A-181D 

8040 

/MR 

23  Jon 

80 

MR 

YD 

99 

Q 

MIL-A-22397 
(INT  AMD  1  ) 

8040 

SH 

8  Sep 

60 

MR 

SH 

99 

L 

MIL-A-47073  (1) 

8040 

OS 

15  Jon 

87 

OS 

L 

MIL-A-63187 

NUORAR 

25  Jun 

82 

AR 

Q 

MIL-A-5540B  (2) 

8040 

AS 

28  Dec 

73 

MR 

AS 

99 

MII-A-22434A 

8040 

OS 

7  Mor 

61 

MR 

OS 

AMS  3486*75 

8040 

AS 

05  Dec 

77 

MR 

AS 

20 

Mll-A-47315 

8040 

Ml 

08  May 

87 

Ml 

MMM-A-180C 

8040 

♦AS 

06  Aug 

79 

MR 

AS 

99 

Q 

MIL-A-21016E 

8040 

SH 

26  Jon 

67 

MR 

SH 

99 

MMM-A-137D 

8040 

•MR 

10  Feb 

87 

MR 

YD 

99 

NOTICE  1 
MMM-A-182A 

NOTICE  1 

8040 

/EA 

23  Sep 

88 

EA 

MMM-A-185B 

INT  AMD  2 

8040 

•AS 

04  Nov 

74 

MR 

AS 

99 

MMM-A-1058A 

INT  AMD  1 

8040 

•AS 

16  Jon 

75 

AS 

20 

Q 

MMM-A-1617  (2) 

8040 

/AS 

18  Jun 

81 

MR 

AS 

99 

Mll-A*91 17D 

8040 

84 

19  Apr 

71 

MR 

AS 

99 

Mll-A  *35628 

8040 

EA 

02  Oct 

59 

EA 

YD 

A-A-342A 

8040 

t 

08  Jon 

80 

MMM-A-002015 

8040 

t 

06  Apr 

77 

MIL*A*17682E 

8040 

MC 

11  Mor 

82 

MC  99 

MMM-A-189C 

8040 

/MR 

18  Mor 

85 

MR 

84 

t 

Mll-A-81270  (1) 

8040 

OS 

09  Sep 

68 

OS 

MMM-A-188C 

8040 

/AS 

02  Jan 

75 

MR 

AS 

99 

MMM-A-250C  (1) 

8040 

/MR 

12  Aug 

76 

MR 

99 

MMM-A-260C 

8040 

/MR 

10  Me y 

84 

MR 

AS 

11 

MMM-A-179B 

8040 

/MR 

22  Mor 

88 

MR 

AS 

99 

Mll-H-SK  725 

8040 

MR 

01  Moy 

72 

MR 

AS 

99 

ASTM  D2559-84 

8040 

YD 

24  Apr 

87 

YD 

99 

ASTM  D3166-73R79 

8040 

MR 

02  Dec 

87 

MR 

AS 

99 

ASTM  04317*88 

8040 

MR 

13  Jon 

89 

MR 

AS 

99 

l 

Mll-A-47280 

8040 

AR 

09  Aug 

74 

AR 

Q 

MIL-A-3316C 

INT  AMD  2 

8040 

SH 

20  Ocl 

87 

MR 

SH 

ASTM  01780*72 

8040 

MR 

15  Mcr 

74 

MR 

SH 

11 

L 

MIL-A-87135 

8040 

11 

20  Jon 

89 

11 

ASTM  D  1579*86 

8040 

MR 

06  Moy 

86 

MR 

SH 

20 

ASTM  01489*89 

8040 

MR 

02  Dec 

87 

MR 

AS 

99 

AST.'.*.  D1438-66 

(VN  ,  f\ 

VWHW 

MR 

26  Sep 

66 

M  A 

mft 

SH 

t  i 

ASTM  04339-64 

8040 

MR 

11  Jun 

37 

MR 

SH 

20 

ASTM  01875*69 

8040 

AS 

27  Oct 

72 

MR 

AS 

11 

ASTM  01183*70 

8040 

MR 

27  Oct 

72 

MR 

AS 

11 

ASTM  01876*72 

8040 

MR 

27  Oct 

72 

MR 

AS 

11 

ASTM  01002*72 

8040 

MR 

15  Mor 

74 

MR 

ASTM  D10S4.63R81 
NOTICE  2 

8040 

MR 

20  Apr 

88 

MR 

SH 

11 

MS-22007K 

1670 

82 

15  Jul 

87 

AV 

AS 

99 

l 

Mll*A*83469 

1680 

82 

19  Jul 

76 

99 

MS-22004C 

1680 

82 

03  Jul 

86 

AS 

99 

11 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  fSC  PREP  DATE 


CUSTODIAN 


Adjusting  Tool,  Brake  Shoe  (Spoon  Type) . 

Adjusting  Tool,  Valve  Tappet  . . . 

Adjustment  Ol  Artillery  Fire  (Edition  4)  (Req  For  Issue  Other  Thon  DOD  Must  Be 
Sent  Via  U.S.  Army  Security  Affairs  Command,  Atlm  AMSAC-MC/S,  5001 
Eisenaower  fyte,  Alexandria  Vo  22333*000) 

Administrative  Facilities  . . . . . 


Adoption  Of  A  Standard  Cannon  Artillery  Firing  Tobie  Format . . . . 

Adoption  Of  A  Standard  Ballistic  Meteorological  Messcge  (Edition  3) . . . . 

Adoption  Of  A  Standard  Atmosphere  (Edition  2) . . . 

Adoption  Of  A  Standard  Artillery  Ccrputer  Meteorological  Message  (Edition  1) . 

Adoption  Of  A  Standard  Artillery  Computer  Meteorological  Message  (Release  To 
Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird)  Abea  252 
Adoption  Of  A  Standard  Cannon  Artillery  Firing  Table  Format  (Release  To  Other 
Than  DOD  Activities  Requires  Prior  Approvol  Of  HQ  DARCOM,  DRCIRD)  Abca 
220  (Edition  No.  2) 

Adoption  Of  A  Standard  Character  Meteorological  Message  Formal  (Edition  1  )...... 

Adsorbent  Material  (Oils,  Acids,  Cavstics,  Solvents  And  Toxics) . . 

Advanced  Data  Communication  Control  Procedures  (Adccp)  (With  ANSI 
X3.66-1979) 

Adi  . . . 

Aerial  Film  Spools  70  Mm,  5  Inch  (126  Mm)  And  9  1/2  Inch  (240  Mm)  (Edition 
No.  2) 

Aerial  Refueling  Receiver  Subsystems  Requestfor  Issue  Other  Than  Ood  Must  Be 
Sent  Via:  Asd/enes,  Wrlghl-palterion  Afo  Oh  45433-6503 

Aero  Acoustics  Test  Programs  . . . . . . . 

Aerodynamic  Fairing  Compound  *55  Deg.  To  co85  Deg.  C  (-65  Deg.  To  185  Deg. 

F) .  1  July  83 

Aerodynamic  Fairing  Compound  *55  Deg.  To  ool50  Deg.  C  (-65  Deg.  To  oo300 
Deg.  F)  -  1  July  83 

Aerologicol  Display  Equipment . . . . . 

Aeromedical  Aspects  Of  Aircraft  Accidents/incidents  Investigation  (Edition  4)  (Req 
Other  Than  DOD  Ref  To  HQ  USAF/XOXX-lSO  Wash.  DC  20330-5058) 
Aeromedical  Aspects  Of  Aircraft  Accidenl/incidenl  Investigations . . . 

Aeromedical  Evacuation  By  Helicopter  (P.el  To  Other  Than  DOD  Act  Req  Pr  Appr 
Of  CNM,  MAT  09B21.  Wosh  D.c.  20360)  (Chg  1  •  12  Feb  1986) 

Aeromedical  Evacuation  (Ed  4)  Request  Other  Thon  Dod  Must  Be  Sent  Via  Hq 
Usaf/xoxx(iso),  Wash,  Dc  20330-5058 

Aeromedical  Training  Of  Flight  Personnel  (Edition  6)  Requestother  Thon  Dod  Must 
Be  Sent  VIA  HQ  USAF/XOXX  ISO  Wash  DC  20330-5058 
Aeronautical  Briefing  Facilities  (Ed  4)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of 
Hq  Usaf/xoxx  (Iso)  Wosh,  Dc  20330-5058) 

Aeronautical  Chart  Catalogues  Request  For  Issue  Other  Than  Dod  Must  Be  Sent 
Via:  Hq  Usaf/xoxx  (lso)wash,dc  20330-5058 

Aeronautical  Equipment  Service  Record . . . 

Aerosol  Containers,  Safe  Fill  Of  -  30  May  80 . 

Aerosol  Fixative  Locquer  . . . 

Aerosol  Fluorescent  lacquer . . . . . 

Aerosol  Generator,  Non  Thermal,  Insecticide,  Ultra  low  Volume . . . 

Aerosol  Products,  Moisture  In  -  30  May  80 . . . . . 

Aerosol  Products,  Oelivery  Rate  Of  -  23  Feb  79 . . . 

Aerosol  Products,  Standard  Definitions  Of  Terms  &  Nomenclature  Relating  To  -  4 
Dec  72 

Aerosol  Products,  Test  For  Flammability  Of  *  4  Dec  72 . . . . — . . 

Aerospace  Fluid  Power  Systems,  Tubing  Installations  For,  Reccomendcd  Practice  For 
The  Design  Of  -  Apr  76 

Aerospace  Fluids,  Cryogenic,  Sampling,  Standard  Method  Of  -  14  Aug  70 . 

Aerospace  Vehicle  Structures,  Metallic  Materials  &  Elements  For . 

Afocal  Assembly,  AN/VSG.2 . . . 


Afterbody  Shells,  Steel,  Welded . 

Afterbody  Test  Set  Mk  486  Mod  O  (For  Torpedo  Mk  46  Mod  0/1)......... 

Age  Contra's  Ol  Age-sensttt.e  Elastamcr.c  Mctcr.e!  (For  Aerospace  Appli 


Aggregate  By  Abrasion  &  Import  In  The  los  Angeles  Machine,  Resistance  To 
Degradation  Of  large-size  Coarse,  Standard  Test  Method  For  -  24  Aar  1981 


Aggregate  For  Road  &  Bridge  Construction  •  27  Mar  1986 . . 

Aggregate,  (For)  Portlond-ccment-concrete  (For  DOD  Use;  ASTMC33) . . 

Aggregate,  Coarse,  Stondard  Test  Method  For  Specific  Gravity  &  Absorption  Of  - 


27  Apr  84 

Aggregate,  Coarse,  Resistance  To  Degradation  Of  Smoll  Size  By  Abrasion  &  Impact 


In  The  los  Angeles  Machine  •  24  Apr  81 


Aggregate,  Fine,  For  Bituminous  Paving  Mixtures  -  8  Jan  81 


GGG-A-145A  5120 

GGG-A-00147  5120 

NAT-STD-201)  ISDA 

MIL-HDBK  1034  MISC 

NOTICE  1 

NAT.STO-4119  (2)  ISDA 

NAT-STO-4061  ISDN 

NAT-STD-4044  ISDN 

NAT-STD-4082  (1)  ISDN 

Q -STD-252  (1)  ISDA 

Q -STD-220  ISDA 

NAT-STD-4131  (1)  ISDN 

l  A-A-50086  7930 

FIPS-71-1  IPSC 

GGG-A-151D  5110 

NAT-STD-3419  (1)  ISDF 

l  MIL-A-87166  (2)  1680 

MIL-STD-1197  MISC 

AMS  3696A-83  8010 

AMS  3697A-83  8010 

l  MIL-A-21059E  6660 

NAT-STD-3318  (4)  ISDF 

AIR-STD-61/34  ISDF 

AIR 

AIR-STD-44/36B  ISDF 

NAT-STD-3204  (4)  ISDF 

NAT-STD-3114  (7)  ISDF 

NAT-STD-3052  (3)  ISDF 

NAT 

AIR-STD-64D/29C  ISDF 

l  Mll-STD-2172  76GP 

ASTM  D3068-80  6810 

NOTICE  1 

A-A-I420  8010 

A-A-713  8010 

MII-A-52940C  3740 

ASTM  D3057-80  6810 

NOTICE  1 

ASTM  D3069-79  6810 

NOTICE  1 

ASTM  03061-72  6810 

NOTICE  1 

ASTM  D3065-72  6810 

NOTICE  1 

ARP  994-76  1650 

ASTM  F310-70R76  6830 

Mll-HDBK  5E  1560 

CHG  NOTICE  2 

l  MIL-A-49382  5855 

NOTICE  1 

l  MII-A-17051A  1355 

l  MIL-A-82446A  (5)  4921 

Mil  STD  1523A  '5330 

ASTM  C535-81R87  5610 

ASTM  D448-86  5610 

SS-A-281B  (1)  5610 

ASTM  027-84  5610 

ASTM  031-81  5610 

ASTM  D1073-81  5610 

NOTICE  1 

ASTM  028-84  5610 

NOTICE  1 
ASTM  D 1863-86 


•Gl 

06  Aug 

65 

GL 

SH 

99 

t 

03  Feb 

65 

AM 

10  Jun 

87 

YD 

31  Mar 

88 

AM 

26  May 

80 

NM 

19  May 

69 

NM 

10  Apr 

69 

NM 

12  Mar 

70 

AM 

28  Apr 

80 

AM 

08  Oec 

81 

NM 

03  May 

76 

/Gl 

24  Nov 

86 

Gl 

02 

11  Jun 

82 

OM 

02 

•Gl 

26  Feb 

64 

GL 

SA 

99 

06 

26  Sep 

73 

11 

05  Dec 

88 

11 

YD 

11  Mor 

88 

AS 

05  Mor 

85 

AS 

20 

AS 

05  Mor 

85 

AS 

20 

AS 

10  Dec 

81 

AS 

06 

23  Sep 

87 

06 

11  Sep 

84 

06 

01  Feb 

83 

06 

03  Sep 

87 

06 

04  Oct 

83 

06 

27  Jan 

89 

06 

18  Apr 

86 

AS 

25  Jun 

84 

AS 

EA 

06  Mor 

87 

EA 

SH 

68 

* 

06  May 

80 

» 

14  May 

80 

MD 

01  Nov 

87 

MD 

YD 

99 

EA 

06  Mor 

87 

EA 

SH 

68 

EA 

27  May 

88 

EA 

SH 

68 

EA 

2 1  Moy 

88 

EA 

SH 

68 

EA 

27  Moy 

88 

EA 

SH 

68 

AS 

30  Apr 

84 

AV 

AS 

99 

68 

01  Feb 

79 

68 

11 

01  May 

87 

AV 

AS 

11 

CR 

28  Apr 

86 

CR 

OS 

04  Mor 

76 

OS 

OS 

31  Oct 

69 

OS 

OS 

01  Feb 

84 

ME 

OS 

99 

•YD 

09  Oec 

87 

YD 

YD 

30  Apr 

87 

ME 

YD 

99 

t 

25  Jon 

57 

YD 

20  Jul 

84 

ME 

YD 

99 

YD 

01  Jun 

82 

YD 

99 

YD 

15  Moy 

87 

YD 

99 

YD 

25  Nov 

88 

ME 

YD 

99 

Aggregate,  Gravity  &  Abtorption  Of  Fine  Stondord  Test  Method  For  Specific  -  27 
Apr  84 

Aggregate,  Mineral,  Used  On  Built  Up  Roofs,  Standard  Specification  Far  •  3  Oct  86 
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ALPHABETICAL  LISTING 


Aggregate,  Minerd,  Used  On  Built-up  Roofs,  Standard  Specification  For  •  3  Oct 
1986 

Aggregate,  Unit  Weight  &  Voids  In,  Standard  Test  Metnod  For  *  13  July  1987 
Aggregates  {Chemical  Method),  Standard  Test  Method  For  Potential  Reactivity  Of  * 
May  1986 

Aggregates  For  Masonrygrout  •  28  Aug  87 . .  . . . . 

Aggregates,  (Chemical  Method),  Potential  Reactivity  Of,  Standard  Test  Method  For 
■  27  Mar  87 

Aggregates,  Fine  &  Coarse,  Sieve  Analysis  Of,  Standard  Method  For  -  26  Oct  84„„ 

Aggregates,  Soundness  Of,  By  Use  Of  Sodium  Sulfate  Or  Magnesium  Sulfate  •  26 
Oct  83 

Aids  For  Cobol  Program  Conversion  (Ftps  21  To  21*1)  .  ...  . . . 

Aiguillette,  AF  Command  Bands  . ,  ,  . . . .  ..  .... ......  . . . . . 

Aiming  Circle,  M2  And  M 2A2  With  Equipment  . . . . . . 

Air  Analyzer  Procedures,  General  Ambient  -  23  Feb  79...... . . . . . 


Air  Cleaner  Assembly  ....  . . . . . . . . . . . . . 

Air  Cleaner  Test  Code  •  Feb  70  (Reapproved  Oct  83).  .  . . . . . . 

Air  Cleaner.  Engine,  Hecvy-duty,  Oil-bath  Type  (Fo»  Internal-combustion  Engines) 
Air  Cleaner,  Intake,  Dry  Type,  For  Internal  Combustion  Engines  (Class  I  And  Closs 


A'f  Cleaner,  Intake,  Dry  Type  (For  Interna1  Combustion  Engine)  . 

Air  Cleaner,  Intake-compressor  . . .... ..  .  . . . . 

Air  Cieoner,  fnteke.  Oil  Bath  Type,  For  industrial  Engines . 


Air  Oeoners,  Automotive,  Heovy  Duty,  Dry  Type  (For  Internal  Combustion  Engines) 
Air  Cleaning  For  Chemicol  Dem.litonzction,  Enginering  Design  Handbook  .... ... ........ 

Air  Conditioner  (Remote  Condensing  Unit,  Single  Phase) . .  . . 

Air  Conditioner  A  E32C-30  ..  . . .  . . . . . . . . 

Air  Conditioner  (Window.  Heat  Pump)  . . .  . 

Air  Conditioner  &  Heat  Pumps  Umtory,  Seasonal  EFiCiefy  *  1983 . . . .  . 

Air  Conditioner  (Window,  Heat  Pump)  . . . . .  „„ . . . . . 

Air  Conditioner  A  M32C-10A  Air  Cycle  For  Aircraft  Ground  Support  . .............. 

Air  Conditioner  A  E32C-25 . . . . . .  . . 

Air  Conditioner  A  S32C-39  .  .  ...  . . .  ,, 

Air  Conditioner.  Base  Mounted.  Self*ccnto>ned,  Multipcckoge-type.  Air-cooled, 
Electric-motor-driven,  18,000-BTU  HR 

Air  Conditioner,  With  Remote  Condensing  Units  Or  Remote  A*r-cooted  Condenser 
Units 

Air  Conditioner,  Family  Of  Environmental  Control  Units,  Genercl  Application 
Characteristic* 

Air  Conditioner,  H  M32C-5,  Trailer  Mounted,  Vopor  Cycle,  Electric  Motor  Driven  . 

A<r  Conditioner,  Electric  Motor  Driven  Self  Contained  (For  Shore  Use) . 

Air  Conditioner,  Seif  Contained  Spoce  Types,  Water-,  Air-,  Or  Evaporative  Cooled  . 

A-r  Conditioner,  A  M32C-18  Commercial,  Trailer  Mounted,  Diesel  Engine  Driven . 

Air  Conditioner,  Mechanically  Refrigeroted  . . . . . . . . .  . 

Air  Conditioner,  Wotj  Or  Base  Mounted,  Self  Contained.  Multipcckage.  Stondcrd 
Weight,  Air  Coo’ed,  6.000  5TU  HR 

Air  Conditioner,  A  M32C-4,  Trailer  Mounted.  Vapor  Cycle,  Electee  Motor  Drive. 

Air  Conditioner,  Verficcl  And  Horizontal,  Compcct . .  . . 

Ai'  Conditioner,  Trailer&mounted,  Freon  Cycle,  11&I-2  Ton  Refrigerating  Capacity, 
Type  MA&3 

Ai>  Conditioner,  Bose  Mounted,  Air  Coo'ed,  208  Volt,  3  Phase,  50*  &  60-  Hertz, 

AC.  Single  Package,  36,000  BTU  HR 

Air  Conditioner,  Fon-coil  Assembly . . . . . . . .  . . . 

Air  Conditioner,  Split  Pockcge  208  Volt.  3  Photo,  400  Hertz,  AC,  18,000  3TU  HR 
Cooing,  30,000  BTU  HR  Heating 

Air  Conditioner,  Trailer  Mounted,  Efectr.c  Moto'  Dr.ven  18,000  BTU  HR  . . 

Air  Conditioners,  Electric  Motor  Driven  Self  Contained  (For  Shore  Use)  . . . . 

Air  Conditioners,  Terminal,  Packaged  *  18  Seo  81 . . .  . .  ........ , . 

Air  Conditioners  W»tr»  Remote  Condensing  U  >ts  .... ,  ..  . . . . . . 

Air  Conditioners!  Vertical  And  Horizonte!,  Compcct,  Multiple  Powermput  ....  .......  ... 

Air  Conditioning  Equipment,  Commercial  &  Industrial  Unitary.  Standard  Fo'  *  1985  .. 

Air  Concti&ning  Component,  Fen  Coil  Room  Units  . . . . . . . . .  .  ... 

Atr  Conditioning  Connections  (Edition  4)  Corrigendum  •  3*3*83  (Rel  To  Other  Than 
DOD  Act  Req  Pr  Appr  Of  Cnm,  MAT  09325) 

Generol  Specification  For 

A»r  Conditioning,  Fan  Coil,  Room,  Standard  For  *  1984  . . . . . . 

Am  Conditioning  Connections,  Ground  Half  Connecto's  (Edition  2)  (Rel  To  Other 
Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09321) 

Air  Control  Terms  And  Definitions  (Request  For  issue  Other  Than  OOD  Refer  To 
HO  USAF  X0XX*!$O  Usohington.  DC  20330*5058 
Air  Data  Systems  Request  For  issue  Other  Than  Dod  Must  Be  Sent  Via  Aso  enes, 
Wnghf.pofferson  Afb  Oh  45433-6503 

Air  Drop  Rescue  Equipment  (Sea)  . . . . . . . . . . . .  , ... .. 

Air  Drop  Systems  For  Personnel  &  Supply  equipment  (Edition  No.  1)  ... 

Air  Dryer  Mo'k  12  Mod  0 . . . . . . .  . . . . 

Air  Ehminotor  Assembly,  Recessed,  Aircraft  Fuel  Filter,. 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAF 

ASTM  01863-86 

5610 

YD 

29  Mo/ 

87 

YD 

99 

ASIM  C29-87 

5610 

YD 

30  Mor 

88 

ME 

YD 

ASTM  089-86 

5610 

YD 

02  Sep 

86 

ME 

YD 

ASTM  C404-87 

5610 

YD 

16  No, 

87 

CE 

YD 

ASTC  C289-87 

5610 

MD 

12  Apr 

88 

ME 

YD 

ASTM  036-8 -IA 

5610 

YD 

25  Nov 

88 

CE 

YD 

NOTICE  I 

ASTM  C88-83 

5610 

YD 

12  Dec 

83 

ME 

YD 

FIPS-43 

1PSC 

02 

01  Dec 

75 

OM  02 

MIL-A-14641B 

8455 

IH 

30  Jun 

86 

IH 

11 

NOTICE  1 

MII-A-I3338E  (1) 

1290 

AR 

24  Oei 

88 

NOTICE  I 

ASTM  03249-79 

6810 

EA 

06  Mor 

87 

EA 

SH 

68 

NOTICE  I 

Mll-A-62337 

2040 

AT 

03  Sep 

86 

AT 

SAS  77268-70 

2940 

AT 

30  Sep 

81 

AT 

SH 

99 

MH.-A-I3488C  (1) 

2940 

AT 

12  Moy 

78 

at 

MS-39247 

2940 

ME 

14  Dec 

87 

me 

99 

NOTICE  1 

Mll-A-523638 

2940 

ME 

17  Jon 

83 

me 

99 

MS-530O5C 

2530 

AT 

12  Oec 

83 

at 

99 

MS-35875A 

2940 

ME 

14  Dec 

87 

me 

NOTICE  1 

MII-A-62048A  (1) 

2940 

AT 

19  Feb 

87 

AT 

MIL-HDBIC  144 

4240 

EA 

15  Dec 

78 

EA 

99 

A-A-2050 

4120 

82 

25  May 

82 

ME 

YD 

99 

MIL-A-38402B  (11 

4120 

82 

14  Nov 

77 

99 

A-A-22S2 

4120 

! 

3)  May 

85 

ASHRAE  116-83 

4120 

20  Jut 

88 

AA-  -2282 

4120 

: 

31  Moy 

85 

MH.-A-830393  (3) 

4120 

82 

14  Jyn 

84 

99 

MIL-A-38346D  (2) 

4120 

82 

18  Dec 

78 

99 

Mll-A-832163 

4120 

99 

25  Moy 

76 

99 

MII-A-1I2I0G  (2) 

4120 

ME 

02  Dec 

81 

ME 

INT  AMD  I  (ME) 

00-A-374A 

4120 

YD 

17  Dec 

86 

ME 

YD 

99 

INT  AMD  1  (YD) 

MII-STD-1408A 

4120 

ME 

09  Apr 

75 

me 

YD 

MU-A-266249 

4120 

82 

10  Sep 

81 

99 

A-A-932 

4120 

s 

10  Oec 

80 

OO-A-3733 

4120 

YD 

25  Moy 

84 

YD 

99 

MII-A-83477A 

4120 

82 

26  Mor 

80 

99 

Mll-A-)98655 

4120 

SH 

28  Apr 

67 

SH 

Mll-A-524243 

4120 

ME 

10  Feb 

84 

me 

Mll-A-268463 

4120 

82 

14  Moy 

84 

99 

MII-A-52767C 

4120 

ME 

24  Apr 

86 

me 

MC 

MII-A-26107D 

4120 

82 

5  Ocr 

60 

99 

MH-A-52435D  (I) 

4120 

ME 

07  4yg 

87 

mE 

mil-a-237983 

4120 

SH 

29  Moy 

73 

SH 

.  MIL-A-529635 

4120 

ME 

09  Sep 

86 

me 

MII-A-5256SC 

4120 

ME 

OS  Apr 

82 

mo 

A-A-93) 

4120 

: 

28  Nov 

80 

ARI  310-76 

4130 

YD 

18  Sep 

81 

mE 

YO 

99 

A-A-930 

4120 

: 

20  Feb 

81 

MH-A-S3089 

4120 

ME 

09  Feb 

89 

me 

MC 

99 

ARi  360-85 

4120 

YD 

30  Nov 

85 

me 

YD 

99 

MIL-A-52670A  .1) 

4130 

YD 

22  Aug 

S3 

mE 

YD 

NAT-STD-3208  (4) 

ISDF 

06 

16  Feb 

88 

■v."  A  83--6S, 

114ft 

” 

31  ,v.o 

7! 

ARI  440  84 

4130 

YD 

30  Nov 

85 

YD 

99 

NAT-STD-3917 

ISDF 

06 

18  Jun 

84 

naTSID-STD-3993 

ISDF 

06 

01  Jvl 

88 

MU.-A.S72 11  (1) 

6610 

11 

15  Apr 

86 

11 

AIR-STD-51  8 

ISDF 

06 

15  Moy 

85 

AIR 

naT-STD-3922  ()) 

ISDF 

06 

16  Dee 

86 

MH-A  21713  (2) 

4440 

OS 

30  Jun 

65 

OS 

,  MH-A-26891C 

4930 

82 

07  Jyl 

70 

99 

ALPHABETICAL  LISTING 


HUE 


Air  filter  Medium . . . . . . . . 

Air  Hondling  Unlit,  Central  Station,  Stcndard  for  ■  1985  . . . . 

Air  Imagery  Interpretation  Annotation  (Rel  To  Other  Thon  Dod  Act  Req  Pri  Appr  Of 
Usaf  xoxx  ((to)  Wcsh,  Dc  20330-5058)  (Ed  1) 

Air  Inlet  Port  . . . . . . . . 

Air  Inlet,  Axict.  Generator . . . . . . . . . . . 

A*r  Intel,  Combat  Aircraft,  Ground  Cooling  . . . . . . . . . . . . 

Air  launched  Weapons  Designed  for  Ready  Use  Storage  (All  Up  Round)  Rel  To 
Other  Than  Dod  Act  Require  Pr  Appr  Of  Cnm,  Mat  09321,  Wash.  D.c.  20360) 

Air  Lock,  (Must) . . . . . .  . . . . . . . . «... 

Air  Miss  Reporting  And  Investigation  (Edition  3)  . . . . . 

Air  Movement  &  In-tronsit  Storage  Of  Cargo  Requiring  Controlled  Temperature 
Conditions  (Req  for  Issue  Other  Than  DOD  Must  8e  Sent  Via  HO 
USAf  XOXX-ISO  Wash  DC  20330-5058  (Edition  3) 

Air  Movements,  Data  for  Planning  (Rel  To  Other  Than  DOD  Act  Req  Prior  Appr  Of 
CNM,  MAT  09321) 

Air  Reconnoissonce  Intelligence  Reporting  Nomenclature . . . 

Air  Reconnoissonce  Intelligence  Report  forms  •  Chg  1  Did  3  Sep  86  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  Hq,  USAF  XOXX(ISO)  WASH.  DC  20330-5058) 
Air  Reconnaissance  Request'tosk  form  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr 
Of  HQ  USAF'-XOXXOSO)  Wash.  DC  20330-5058 
Air  Reconnaissance  Intelligence  Reporting  -  Nomenclature  Of  Equipments  And 
Installations  (Edition  No.  2) 

Air  Reconnoissonce  Requesting  &  Target  Reporting  Guide  (Ed,  No,  4)  Req  For 
Other  Than  OOD  Refer  To  HO  USAF  "XOXX-tSO  Wash,  DC  20330-5058 
Air  Reconnaissance  Request- task  form  (Edition  No.  6)  (Req  Other  Than  DOD  Ref 
To  HQ  USAF  'XOXX-ISO  Wash  D.c.  20330-5058) 

Air  Reconnaissance  Intelligence  Report  Forms  (Edition  No.  5)  (Req  Other  Than  DOD 
Ref  To  HQ  USAF  "XOXX-ISO,  Wash.  D.c.  20330-5058) 

Air  Refueling  Store  System,  D-704..., . . . . . . . . 

Air  Refueling  Systems,  General  Specification  for.... . . . . . 

Air  Supply  &  Test  Connections  (Change  1  •  23  Moy  79) . . . . . 

Air  Supply  &  Test  Connections  (Releose  To  Other  Than  Dod  Refer  To  Hq 
Usaf'xoxx(iso)  Wash,  Dc  20330-5055 

Air  Switches,  Bus  Supports,  &  Switch  Accessories,  American  Notional  Standard 
Schedules  Of  Preferred  Ratings,  Manufacturing  Specifications  &  Application 
Guide  For  High  Voltage  -  4  May  72 

Air  To  Air  Refueling  Cockpit  Controls  And  Display  (With  Amendment  1)  . 

Air  Traffic  Control  Central  AN,  TSW-7A  . . . . 

Air  Traffic  Control  Procedures  For  Arrestment  Of  Aircraft  ♦  Chg  1  Dto  14  Aug  1986 
(  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAf/XOXX  (ISO) 

Wash  DC  20330-5058 

Air  Transport  Bcggoge  Tags  (Ed  2)  (Rel  To  Other  Than  Dod  Ac!  Req  Pn  Appr  Of 
Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Air  Tronspor!  Corgo/possenger  Handling  Systems  •  Request  for  Information 
(Request  Other  Thon  Dod  Must  Reques  Via  Hq  Usaf/xoxx(iso),  Wash,  Dc 
20330-5058  (Ed  3) 

Air  Tronspor!,  Nontacticol,  Packing  for . . . . 

Air  Transportation  Of  Dangerous  Cargo  (Edition  2) . . . . . 

Air  Weopons  Ranges  •  Identifications  Of  Control  Installations  And  Spectator  Sites 
During  Doylight  Operations  (Edition  No,  2) 

Air-conditioner  (Room  Cooler)  Electric,  Motor-driven,  Self-contained  (For  Shore  Use) 

Air-conditioners,  Packaged  Terminal,  Standaro'  For  -  1985 . . . . 

Air,  Compressed,  for  Breathing  Purposes.................. . . . 

Air,  liquid.  For  Breathing  Purposes  . . . . . . . . . . 

Airborne  And  Structureborne  Noise  Measurements  And  Acceptance  Criteria  Of 
Shipboard  Equipment 

Airborne  Data  Annotation  System  AN/AYA*I0(  ) . . . . . 

Airborne  Electronic  And  Associated  Equipment,  Applicable  Documents  (Use 
Appendix  A  Of  MIL-E-MOO  Or  MIL-E-8189) 

Airborne  Rodlo  Controlunits  (Ed  1)  (Rel  To  Other  Thon  Dod  Act  Req  Pri  App  Of 
Hq  Usof/.toxx  (Iso)  Wash,  Dc  20330-5058) 

Airborne  Radio  Control  Units  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM 
MAT  09B21,  WASH,  D.c.  20360) 

Airborne  Stores,  Suspension  Equipment  And  Aircraft-store  Inferfoce  (Carriage 
Phase);  Geneiol  Design  Criteria  For 

Airbrush,  Artist  (Kit) . . . . . .  . . . . . . 

Aircraft  Accessory  Mounting  . . . . . . . . 

Aircroft  And  Missile  System  Peculiar  Storoge  Mcnuols  . . . . . 

Aircraft  Anti  Hijacking  Procedures  (Chg  1  •  6  Aug  81) . . . . . . . 

Aircraft  Arresting  System  BAK-13A/F48A,  Portoble,  Rotary,  Hydraulic . . 

Aircroft  Arresting  Gears  For  Airfields  -  Chg  1  Dtd  14  Aug  1986  (  Req  for  Issue 
Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash  OC 
20330-5058 

Aircraft  Arresting  System  BAK-12A/E32A,  Portable,  Rotary  Friction . . 

Aircroft  Arresting  Systems  (Edition  3)  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr 
Of  CNM,  MAT  09B21,  Wash,  O.c.  20360} 

Aircraft  Arresting  Sysems,  Information  For  Flips  Request  For  Issueother  Thon  Dod 
Must  8esent  Via?  Hq  Usaf/xoxx(»so)wosh  Dc  20330-5058 
Aircroft  Cobin  Pressurizing  Test  Connectors  (Edition  7)  (Req  Other  Thon  DOD  Ref 
To  HO  USAF/XOXX-ISO  Wash.  OC  20330-5058) 


DOCUMENT 


NUMBER 

ESC 

FREP 

DATE 

CUSTODIAN 

M1L-A-51009A 

4240 

EA 

29  Jon 

62 

Sa 

99 

ARI  430-85 

4130 

YD 

22  Nov 

86 

ME  YD 

99 

NAT-STD-3884  (2) 

NAT 

1SDF 

06 

08  Feb 

89 

L 

MS-17969B 

8475 

AS 

15  Apr 

83 

AS 

MS-251598 

4730 

82 

01  Sep 

86 

AS 

99 

L 

MS- 160528 

1660 

AS 

28  Jun 

85 

AS 

NAT-STD-3932  (2) 

ISDA 

06 

13  Od 

86 

L 

MIL-A-43820B 

5410 

Gl 

26  Jun 

81 

Gl 

NAT -STD-3750  (2) 

ISDF 

06 

11  Nov 

86 

NAT-STD-3775  11) 
NAT 

ISDF 

06 

20  Feb 

89 

AIR-STD-44  10E 

ISDF 

06 

01  Feb 

83 

AlR-STD-101  6A 

ISDF 

06 

29  Dec 

75 

ASCC  AIRSTD 
AIR-STD-101  1G 

ISDF 

06 

10  Jul 

78 

AIR-STD-101  3C 

ISDF 

06 

10  Jon 

83 

NAT-STD-3483  (2) 

ISDF 

06 

09  Mar 

79 

NAT-STD-3596  (5) 

ISDF 

06 

07  Od 

88 

NAT-SID-3277  (5) 

ISDF 

06 

01  Jul 

87 

NAI -STD-3377  (6) 

ISDF 

06 

03  Sep 

88 

l 

Mll-A-22847  (1) 

1680 

AS 

31  Moy 

61 

AS 

MIL-A-19736A  (2) 

1680 

AS 

16  Mar 

66 

AV  AS 

AIR-STD-I7-33B 

ISDF 

06 

27  Jun 

75 

AIR-STD-25'  15 

ISDF 

06 

10  Sep 

86 

ANSI  C37.32-72 

6110 

YD 

14  Nov 

83 

ME  YD 

99 

AIR-STD-10/49 

ISDF 

06 

06  Od 

71 

l  MII-A-49067A 

5895 

CR 

30  Mor 

84  CR 

AIR-STD-65,24 

ISDF 

06 

02  Od 

84 

NAT-STD-3770  (2) 

NAT 

ISDF 

06 

04  Nov 

88 

NAT-STD-3543  (1) 

ISDF 

06 

27  Feb 

87 

l 

MII-A-25175C  (1) 

PACK 

43 

03  Moy 

76 

69 

NAT-STD-3327  (2) 

ISDF 

06 

27  Feb 

75 

NAI-STD-3783  (4) 

ISDF 

06 

02  Feb 

87 

00-A-00372B  (1) 

4120 

i 

10  Mor 

71 

ARI  310-85 

4130 

YD 

13  Oct 

86 

ME 

YD 

99 

8B-A-10343 

6830 

'AS 

20  Dec 

85 

ME 

AS 

68 

l 

Mll-A-27420 

6830 

12 

30  Apr 

70 

12 

l 

Mll-STD-7408 

HFAC 

SH 

22  Jun 

65 

AV 

SH 

NOTICE  1 

22  JUNE  1965 

l 

Mil- A -55368 

5895 

CR 

19  Oec 

72 

CR 

ANA-BUll  400 

MISC 

AS 

30  Nov 

71 

EL 

AS 

1! 

REV-X 

NAT-STD-3388 

ISDF 

06 

03  Mor 

89 

NAT 

AIR-STD-I0/70A 

ISDF 

06 

03  Jun 

84 

MIL-A-8591G  (4) 

15GP 

AS 

07  Moy 

87 

AV 

AS 

18 

A-A-1533 

7520 

t 

24  Aug 

81 

L 

MS-14165 

6115 

AS 

28  Jon 

76 

AS 

L 

Mll-A-38813 

TMSS 

16 

01  Mor 

74 

16 

AIR-STD-44/48 

ISDF 

06 

16  Sep 

80 

l 

MIL-A-83183B 

1710 

82 

06  Apr 

87 

99 

AIR-STD-65/23 

ISDF 

06 

02  Oct 

84 

l  MII-A-38202C  (1) 

1710 

82 

02  Sep 

86 

99 

NAT-STD-3697  (1) 

ISDF 

06 

02  Feb 

87 

AIR-STD-64A/36 

ISDF 

06 

18  Apr 

86 

NAT-STO-3315  (4) 

ISDF 

06 

27  Nov 

87 

14 


ALPHABETICAL  LISTING 


TITLE 

Aircraft  Coble  Assembly . . . 

Aircraft  Communications  Radio  Set.  AN/ARG114  Series  . . . . 

Aircraft  Communications  Rcdio  Set,  AN/ARC-115 . . . . . 

Aircraft  Communications  Rcdio  Set,  AN/ARC-116...... . . . . . 

Aircraft  Compressed  Air  Replenishment  Connections  . . . . .  .  . . 

Aircraft  Compressed  Air  Replenishment  Connections  {Reteose  To  Other  Tha  -4 
Refer  To  Hq  U*af/xoxx(iso)  Wash,  Dc  20330*5058) 

Aircraft  Cross  Servicing  Chg  3  10  Sep  86)  Requests  Other  Than  Dod  Must  Be  Sent 
Via*  HQ  USAF/XOXX  (ISO)  WoshdC  2033C-5058 

Aircraft  Cross-servicing  Guides. . . . . . . . . . . . . . . . . . 

Aircraft  Display  Symbology  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
ASD/EN6S,  Wrlght-potterson  AFB  OH  45433-6503) 

Aircraft  Electric  Power  Characteristics  . . . . . . . . . 

Aircraft  Electrical  Systems  Characteristics..... . . . . . . . . 

Aircraft  Electrical  Support  (Release  To  Other  Than  Dod  Hq  Usaf/xoxx(iso)  Wash, 

Dc  20330*5058) 

Aircraft  Electrical  Systems  Characteristics,  Request  Other  Than  DOD  Must  Be  Sent 
Via  Hq  USAFZXOXX(ISO)  Wash,  DC  20330*5058 

Aircraft  Electrical  Circuit  Identification  (Edition  No.  4  . . . . . . 

Aircraft  Electrical  Sstem  Characterist  Ics  (Edition  No.  4)  W/corrigendum  . . 

Aircraft  Emergency  Towing  Attachments  (Releose  To  Other  Than  Dod  Refer  To  Hq 
UsofZxoxx(iso)  Wash,  Dc  20330*5058 

Aircraft  Emergency  Towing  Attachments...... . . . . . . 

Aircraft  Fasteners  Installation  &  Removal  Methods  For  MS14218  120  Deg.  Rivets  .... 
Aircraft  Fastener  Installation  &  Removoil  Methods  For  Attached  Retention  Element 
(A.R.E.)  Self-locking  Floating  N"t  Assemblies 
Aircraft  Fosteners  tnstolTa'ion  And  Removal  Methods  For  Mil  B  8831  &  Mil  B  85667 
Expandable  Straight  Shank  Bolt*  (Sleevebolts) 

Aircraft  Fasteners  Jsage  And  Installation  For  Mil  S  85069  Fostenersleeves  . . 

Aircraft  Firewall,  Sealing  Compound,  One-part  Silicone  *  1  Apr  1982 . . . 

Aircraft  Firing  Circuit  Test  Set  AN/AWM-54 . . . . . . . . . 

AIrcrcft  Fitting  For  Pressure  Replenishment  Of  Gcs  Turbine  Engines  With  Oil 
(Edition  3)  (Req  Other  Than  DOD  Ref  To  HO'USAF/XOXX-ISO  Wash.  DC 
20330-5058) 

Aircraft  Fuel  Caps  &  Fuel  Cop  Access  Covers  (Ed  3)  (Rel  To  Other  Than  Dod  Act 
Req  Pri  A ppr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330*5058) 

Aircraft  Fuelling  (Release  To  Other  Than  Dod  Hq  Usaf/xoxx(iso)  Wash,  Dc 
20330-5058) 

Aircraft  Fuelling  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Aircraft  Gaseous  Oxygen  Replenishment  Connection . . . . . 

Aircraft  Gaseous  Oxygen  Replenishment  Connections,  Request  Other  Than  DOD 
Must  Be  Sent  Via  HQ  USAF  'XOXX(ISO)  Wosh,  DC  20330*5058 

Aircraft  Gaseous  Oxygen  Replenishment  Couplings  (Edition  No.  3) . 

Aircraft  Gaseous  Nitrogen  Replenishment  Connections,  Request  Other  Than  DOD 
Must  Be  Sen*  Via  Hq  USAF/XOXX(lSO)  Wash,  DC  203305058 

Aircrcft  Gaseous  Air^nitrogen  Systems  Replenishment  Connectors  (Edition  1) . 

Aircroft  Gaseous  Nitrogen  Replenishment  Connections  (With  Amendment  2) . 

Aircroft  Generol  Purpose  Dispenser  M-130  (Rel  To  Other  Than  DOD  Act  Req  Pr 
Appr  Of  CNM,  MAT  09321) 

Aircraft  Hydrouhc  System  Servicing  (Releose  To  Other  Thon  Dod  Hq  Usaf'xoxx(iso) 
Wash,  Dc  20330*5058) 

Aircroft  Hydraulic  System  Servicing  (Change  6  -  1  Feb  79)...... . 

Aircroft  Hydrcullc  &  Pneumatic  Systems,  Graphic  Symbols  For  *ju!  75..... . . 

Aircroft  Inferior  Colour  Schemes  (W*chgs  1*3)  . . . . 

Aircroft  Interior  Colour  Schemes  (Ed  2)REQUESTS  For  »ssue  Other  Thon  Dod  HO 
Usaf'xoxx  (Iso).  Wash.,  D.c.,  20330*5058 

Aircraft  tnternol  Time  Division  Commond/response  Multiplex  Data  Bus . . . 

Aircra*»  decking  (Ed  9)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq 
Usof  xoxx  (tso)  Wash,  Dc  20330*5058) 

Aircroft  Jacking  Pads  (Ch  1  10  Sept  86)  Request  Other  Thon  DOD  Must  Be  Sent 
Via  Hq  USAF'XOXX(ISO)  Wash,  DC  20330*5058 

Aircroft  lemps  . . . . . . . . . . . . . . 

Aircraft  lock  wire  (Edition  No.  2).., . . . . . .  . . . . . 

Aircraft  Main  Battery  Electric  Plug  (Ed  2)  (Rel  To  Other  Than  Dod  Req  Pri  Appr  Of 
Hq  Usof -xoxx  (Iso)  Wash,  Dc  20330*5058) 

Aircrcft  Mam  Bctteries  (Ed.  3)  Req  For  Issue  Other  Then  DOD  Must  Be  Sent  Via 
HO  USAF'XOXX-lSO  Wash  Dc  20330*5058 
'  'craft  Maintenance  Chemicals,  Total  Immersion  Corrosion  Test  For  -  25  Mar  1977 

M'crofl  Markings,  Servicing  And  Preccutioning  (Asg)  . . . 

•irereft  Markins,  Access  Numbering  System . . . . . . . . 

Aircroft  Marsholling  Slgncls  (Edition  No.  5)..................... . . . . . . 

Aircraft  A.ock  Up  Inspection  Techniques..  ..............  . . . 

Aircrcft  Navigation  And  Anti*co‘lision  lights  (Edition  No.  6).......,,,....., . . 

Aircraft  Nonnucfecr  Survivability  Terms 

Aircraft  Pressure  Fuelling  Connections  (Edition  No.  3)  (Rel  To  Other  Than  DOD  Act 
Req  Prior  Appr  Of  CNM,  MAT  09B21,  V/ASH.D.C.20360) 

Aircraft  Ouolity  Steel  Oeonl-ness,  Morfns  H<c  Corrosion*  Reststcn!  Steels,  Mognetic 
Particle  Inspection  Procedure  ■  1  Jan  1987 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-A-48284  (2) 
NOTICE  1 

1345 

AR 

23  Apr 

87 

AR 

Q-STD-399 

ISDA 

AM 

24  Mar 

76 

Q-STD-400 

ISDA 

AM 

24  Mar 

76 

Q-STD-401 

ISDA 

AM 

24  Mar 

76 

AIR-STD-I4/1SC 

ISDF 

06 

30  May 

77 

AIR-STD-25/36 

ISDF 

06 

10  Sep 

86 

AIR-STD-11/13G  (!) 

ISDF 

06 

22  Mar 

76 

AlR-STD-ll/20 

ISDF 

06 

18  Feb 

74 

MU.-STD-1787A 

HFAC 

11 

31  Jul 

87 

11 

NOTICE  1 
MIL-STD-704D 

NOTICE  1 

MISC 

AS 

31  Mar 

88 

AV 

AS 

11 

AIR-STD-12/10C 

ISDF 

06 

06  Mar 

84 

AIR-STD-25/38 

ADV  PUB  25/38 

ISDF 

06 

10  Sep 

86 

AIR-STD-25/20 

ISDF 

06 

10  Sep 

86 

06 

NAT-STD-3347  (1) 

ISDF 

06 

12  Feb 

86 

NAT-STD-3456  (4) 

ISDF 

06 

02  Feb 

87 

AlR-STD-25/10 

ISDF 

06 

10  Sep 

86 

AIR-STD-I7/9C 

ISDF 

06 

23  May 

79 

MU.-HDBK  271/102 

5320 

AS 

15  Aug 

84 

AS 

Mll-HDBK  271/ 103 

53GP 

AS 

14  Jon 

86 

AV 

AS 

11 

Mll-HDBK  271/ 104 

53GP 

AS 

15  Nov 

85 

AV 

AS 

11 

MIL-HDBK  271/105 

53GP 

AS 

01  Dec 

85 

AV 

AS 

11 

AMS  3374-82 

8030 

AS 

29  Nov 

85 

MR 

AS 

20 

MIL-A-81917 

4925 

AS 

07  Mar 

73 

AS 

NAT-STO-3595  (3) 

ISDF 

06 

03  Dec 

87 

NAT-STD-3294  (3) 

NAT 

ISDF 

06 

26  Otl 

88 

AIR-STD-25/4 

ISDF 

06 

10  Sep 

86 

AIR-STD-11/3F 

ISDF 

06 

30  Jul 

82 

AIR-STD-14/13D 

ISDF 

06 

30  May 

77 

AIR-STD-25/34 

ISDF 

06 

10  Sep 

86 

06 

NAT-STD-3296  (2) 

ISDF 

06 

27  Feb 

87 

AIR-STD-25/35 

ISDF 

06 

10  Sep 

86 

06 

NAT-STD-3806  (4) 

ISDF 

06 

09  Jul 

86 

AIR-STD-14/14B  (4) 

ISDF 

16 

29  Aug 

74 

O-STD-701 

ISDA 

AM 

16  Mor 

84 

AIR-STD-25/6 

ISDF 

06 

10  Sep 

86 

AIR-STD-11/14D  (4) 

ISDF 

06 

09  Apr 

76 

AS  1290-75 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

AIR-STD-10/58C 

ISDF 

06 

25  No. 

85 

NAT-STD-3701  (4) 

ISDF 

06 

09  No. 

87 

MIL-STD.1553B 

NOTICE  1 

NOTICE  2 

MISC 

11 

12  Feb 

80 

AV 

AS 

11 

NAT-STD-3098  (1) 

NAT 

ISDF 

06 

28  Oct 

88 

AIR-STD-I7/IC 

ISDF 

06 

23  May 

79 

AIR-STD-I2/2C 

ISDF 

06 

06  Mor 

84 

NAT-STD-3625  (3) 

ISDF 

06 

19  Feb 

80 

NAT-STD-3660  (5) 

NAT 

ISDF 

06 

09  Feb 

89 

NaT-STD-3514  (5) 

ISDF 

06 

22  Sep 

88 

ASTmF  483-77 

6850 

AS 

29  Dec 

86 

MR 

AS 

20 

MS-33739G 

1500 

AS 

28  Aug 

87 

AV 

AS 

99 

MS-90327A 

1500 

AS 

14  Jon 

66 

AS 

11 

NAT-STD-3117  (2) 

ISDF 

06 

24  Oct 

86 

AIR-STD-10'64A 

ISDF 

06 

15  Oct 

80 

NAT-STD-3153  (5) 

ISDF 

06 

02  Feb 

87 

MIL-STD-2089 

15GP 

AS 

21  Jul 

81 

AV 

AS 

11 

NAT-STD-3105  (8) 

ISDF 

06 

23  Sep 

85 

AMS  23038-87 

ndti 

MR 

1  Jun 

87 

MR 

AS 

20 

15 


ALPHABETICAL  LISTING 


TITLE 


Aircraft  Recognition  Training  (ABCA  699)  (Ret  To  Other  Then  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH  D.c.  20360) 

Aircraft  Recognition  Training  (ABCA  699)  (Rel  To  Other  Then  OOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360 
Aircraft  Servicing  hazard  Markings  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

Aircraft  Servicing  hazard  Markings  (Release  To  Other  Than  Dod  Hq  Usof  xoxx(iso) 
Wash,  Dc  20330-5058) 

Aircraft  Storage  Batteries  (Chg  2  10  Sept  86)  Request  Other  Then  DOD  Must  Be 
Sent  Via  HQ  U$AF  XOXX(lSO)  Wash,  DC  20330-5058 
Aircraft  Storage  Electric  Plug  (Ch  1  10  Sept  86)  Request  Other  Then  DOD  Most  Be 
Sent  Via  HO  USAF  XOXX(ISO)  Wash,  DC  20330-5058 

Aircraft  Storr  Electrical  Interconnection  System..... . . . . . . . 

Aircraft  Stare  Ejecto'cartndges  (Edition  2JREQUESTS  For  This  Document  Other 
Than  COD  Must  Be  Sent  V-a;  HO  UsA*  XOXX-ISO  Washington,  DC  20330-5058 
Aim'ofi  Stores  Ejector  Recks  (Ed.  2)  (Request  For  Issue  Must  Be  Sent  Via  HQ 
USAF  XOXX-ISO  Wash  D.c.  20330-5058 

Aircraft  Stores  Interface  Manual  (ASlM)  Aircroft  MANUAt-AOP-12  (Ed.  1)  Request 
Other  Than  Dod  Refer  To  Aq  USAF  XOXX-ISO  Washington,  Dc  20330-5058 
A'tcrcft  Stores  Electncol  Interconnection  System  (Edition  2)  Request  For  Issue  Other 
Than  DOD  Must  Be  Sent  V,a.  HO  USAF  XOXX-ISO  WASH  DC  20330-5058 
Aircroft  Structural  Integrity  Program,  Airplane  Requirements  . . . . . . 

Aircrcft  Structures,  General  Spec  For  Request  For  Issue  Other  Thandod  Must  Be 
Sent  Via-  Asd  enes,  Wright-patterson  Afb  Oh  45433-6503 
Aircrcft  Tfre  life  Cycle  Costing  (ICC),  Procedures  For... . . . . 

Aircroft  Towing  A'fcchments  (Relcose  To  Other  Than  Dod  Refer  To  Hq 
Usof  xoxx(iso)  Wash,  Dc  20330-5058) 

Aircroft  Towing  Attachments  . . . . . . . . . . 

Aircroft  Weapons  Release  Set  AN  AWE-1  . . . . . . . . . 

Aircrcft  store  Efectricol  Interconnection  System . . . . . . . . . 

Aircrcft  stores  CerNflcahon  Procedures  . . . . . . . . . . . 

Aircroft,  Hydrcuhc  &  Pneumatic  Systems  Nomenclature  -  10  Jun  65  . 

Aircraft,  Mclntencnce  And  Engineering  Inspection  Requirements . . . . . . . 

A»rcrcft,  Pointed  Surfcces,  Effects  Of  Oecmng  4  Chemical  Maintenance  Materials 
On  -  30  Sept  1983 

Aircrew  Anthropometric  Sccle  Models  For  Engineering  Design . . . 

Aircrew  Automated  Escape  Systems  Reliability  And  Maintainability  (R  m)  Program 
Requirements  For 

Aircrew  Automated  Esccpe  Systems.  General  Specification  For............ . . . 

Aircrew  Automated  Escope  Systems,  Test  Vehicles  For  Ground  Track  Performance 
Testing,  Rocket  And  or  Jet  Engine  Propelled,  Genera!  Specification  For 
Aircrew  Entry  Hecrings  Standards  (W  chg  1)  (Rel  To  Other  Thon  DOD  Aery  Req 
Pri  Appr  Of  CNM,  MAT  09321,  Wosh,  D.c.  20360) 

Aircrew  Environment!,  Escope  And  Survival  Cockpit  Capsule  System,  General 
Specification  For 

Aircrew  Esccpe  Propulsion  Systems,  Vibrotlon  And  Shock  Tests  For  . . . 

Aircrew  Escope  Propulsion  Systems  (AEPS),  Procurement  Specification  for..... . . 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Ccfcpult  Mork  16  Mod  1 
flooded  Assembly) 

Aircrew  Escope  Propulsion  Systems  (AEPS)  Cotcpult  Cartridges,  Mork  198  Mod  i  4 
Mcrk  205  Mods  0  4  1 

Aircrew  Escope  Proputsion  Systems  (Aeps),  Rocket  Motor  Assembly,  Mark-79  Mod 
0 

Aircrew  Esccpe  Propulsion  Systems  (Aeps),  Rocket  Motor  Assembly,  Mcrk  80  Mod 
0 

Aircrew  E'ccpe  Propulsion  Systems  (Aeps),  Rocket  Motors,  Mork  82  Mod  0 
(Mon  SiOt  Separator,  left)  And  Mark  90  Mod  0  (Mon  sea*  Separator,  Right) 
(loaded  Assemblies) 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Motors  Mcrk  83  Mods  And 
Mark  85  Mods  (loaded  Assemblies) 

Aircrew  Esccpe  Propulsion  Systems  (ASPS),  Rocket  Mo*or  Mork  84  Mods  1  4  2 . 

Aircrew  Escope  Propulsion  Sys  (AEPS)j  Rocket  Motors,  Under  Seot,  Gas  Initiated 
(Mcrk  74  Mod  0,  Mcrk  75  Mod  0,  Mork  76  Mod  0,  Mork  77  Mod  0,  Marie  86 
Mod  0,  Mark  87  Mod  0,  Mark  83  Mod  0,  Mcrk  92  Mod  0,  Mcrk  100  Mod  0,  4 
Mcrk  101  Mod  0)  flooded  Asiembly) 

Aircrew  Esccpe  Propulsion  Systems  (Aeps),  Rocket  CatepulrMark  12  Mod  1 
(loaded  Assembly 

Aircrew  Escope  Propulsion  Systems  (AEPS),  Rocket  Motor,  Under  Seot, 

Mechonlcc’Iy  Initialed,  Mork  54  Mod  O  (loaded  Assembly) 

Aircrew  Escope  Propulsion  Systems  (Aeps):  Rocket  Motor  Assembly,  Mk  113  Mod 
O 

Aircrew  Escope  Propulsion  Systems  (Soeps),  Rocket  Cotopu'i  Mark  18  MOD  O 
(loaded  Assembly) 

Aircrew  Esccpe  Propulsion  Systems  (AEPS),  Rocket  Mo'or,  Ccnopy  Jetmon,  Mork 
109  Mod  O  (loaded  Assembly 

Aircrew  Escope  Propusion  Systems  (AEPS);  Rocket  Cotopuli  Mork  1  Mod  1  (loaded 
Assembly) 

Aircrew  Esccpe  PropuH.on  System  (AEPS)  Rocket  Motor,  Mark  121  Mod  0 


DOCUMENT 
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PREP 

DATE 

CUSTODIAN 

Q-STD-699 

ISDA 

AM 

20  Jen 

84 
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84 
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82 

AIR-STD-25.  3 

ISDF 

06 
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86 
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ISDF 

06 

16  Jul 

74 

AIR-STD-12  18 

ISDF 

06 
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68 

AIR-SID-20  22 

ISDF 

06 

22  Jen 

85 

NAT-STD-3556  (11) 
DIST  STMT  C 

ISDF 

06 
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86 

NaT-STD-3575  (5) 

ISDF 

06 
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86 

NAT-STD-3898 

ISDF 

06 

23  Aug 

88 

NAT-STD-3837  (1) 

ISDF 

06 

25  Mor 

88 

l 

MII-STD-1530A 

NOTICE  1 

1500 

11 

26  Feb 

88 

u 

l% 

Mll-A-87221  (1) 

15)0 

11 

15  Apr 

86 

l 

mS-14193 

NOTICE  1 

2620 

AS 

14  Mo y 

87 

AS 

AIR-SIO-25-9 

ISDF 

06 

10  Sep 

86 

AIR-SID-17  7F 

ISDF 

06 

23  Mo y 

79 

l 

MII-A-813J9 

1280 

AS 

04  Jun 

70 

AS 

MII-STD-1760A 

GDROll 

30  Jon 

87 

AS 

Mll-SID-1763 

MISC 

18 

01  No, 

79 

AV 

AS 

18 

ARP  2438*65 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

l 

MIL-A.19S313 

15GP 

AS 

24  Dec 

58 

AS 

ASTm  8502*83 

6850 

AS 

29  Dec 

86 

MR 

AS 

20 

AIR-STD-61  36 

ADV  PUB  61  36 

ISDF 

06 

11  Sep 

84 

Mll-STD-2067 

1680 

AS 

17  Oc> 

78 

AS 

l 

Mll.A-81815 

1680 

AS 

31  Me  y 

74 

AS 

l 

Mll-A-81973  (1) 

1680 

AS 

25  Jun 

74 

AS 

AIR-STD-61  31 

ISDF 

06 

25  No/ 

85 

MIL-A-2312IC 

1630 

AS 

23  Jun 

70 

AV 

AS 

l 

Mll*STD*2102A 

NOTICE  1 

1377 

OS 

20  Jun 

86 

OS 

l 

MII-A-S5097B  A  (2) 

1377 

AS 

08  Aug 

84 

AS 

l 

MIL*A*85097  >A 

1377 

AS 

31  Oc> 

85 

AS 

L 

Mtl-A-85097  2C 

1377 

AS 

16  Jul 

86 

AS 

l 

Mll-A-85097  38 

1377 

AS 

17  Oc 

85 

AS 

l 

Mlt*A*S5097  4A 

1377 

AS 

17  Oc 

85 

AS 

l 

Mll-A-85097  5A 

1377 

AS 

17  Oc 

85 

AS 

l 

Mll-A-85097  6a 

1377 

AS 

17  Oc 

85 

AS 

l 

Mll-A-85097  7C 

1377 

AS 

26  Jun 

85 

AS 

Mll-A-85097  83  (1) 

1377 

AS 

21  Jul 

87 

AS 

l 

Mll-A-85097 

9A 

1377 

AS 

24  Aug 

84 

AS 

l 

Mll-A-85097 
NOTICE  1 

10  A 

1377 

AS 

10  Apr 

87 

AS 

l 

Mll-A-85097 

I1A 

1377 

AS 

17  Oc 

85 

Mll-A-85097 

12 

1377 

AS 

21  Jun 

84 

AS 

l 

Mll-A-85097 

13 

1377 

AS 

24  Aug 

84 

AS 

Mll-A-85097 

148 

1377 

AS 

08  Dec 

88 

AS 

l 

Mll-A-85097 

15 

1377 

AS 

27  May 

87 

16 


ALPHABETICAL  LISTING 


TITLE 

Aircrew  Escape  System  Descriptive  And  Performance  Dato  Presentations, 
Requirement  And  Formots  For  General  Specification  For 

Aircrew  Flying  Time  And  Rest  Periods  (Edition  1  W/omds  1  Thro  4) . . . . 

Aircrew  Nuclear  Flash  Blindness  Protection  (Ed  1)  (Rel  To  Other  Than  Dod  Act  Req 
Pri  Appr  Of  Hq  Uiaf/xcxx  (Iso)  Wosh,  Dc  20330-5058) 

Aircrew  Protection  Requirements  Nonnuclear  Weapons  Threat . . . . 


Aircrew  Station  Displays  And  Associated  Equipment,  Definitions  Of . . . . 

Aircrew  Station  Control  Panels... . . . . . . 

Aircrew  Station  Vision  Requirements  For  Military  Aircroft . . . . . . 

Aircrew  Station  Control  Panels  (Chg  2  -  15  Oct  85) . . . . . 

Aircrew  Station  Controls  And  Displays  For  Rotary  Wing  Aircroft  . 

Aircrew  Station  Dimensional  Design  Factors  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Cf  CNM,  MAT  09821,  WASH  D.c.  20360 

Aircrew  Station  Geometry  For  Military  Aircraft,. . . . . . 

Aircrew  Station  Warning,  Cautionary  And  Advisory  Signals  (Rel  To  Other  Than  Dod 
Act  Req  Pr  Appr  Of  CNM,  Mat  09B21,  Wash,  D.c.  20360 

Aircrew  Station  Controls  And  Displays  For  Fixed  Wing  Aircroft  . . 

Aircrew  Station  Dimensional  Oesign  Factors  (ED-3)  Request  Other  Then  Dod  Must 
Send  Request  Via  Hq  UsafZxoxx(iso),  Wash,  0c  20330-5058 
Aircrew  Station  Signals . . . . . . . . . 


Aircrew  Station  lighting  (Edition  5)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO  Wash  DC  20330-5058) 

Aircrew  Station  Warning,  Cautlonory  &  Advisory  Signals  (Edition  No.  4)  (Req 
Other  Than  DOD  Ref  To  HQ  USAF/X-OXX-ISO,  Wosh.  D.c.  20330-5058) 

Aircrew  Stations  &  Passenger  Accommodations  (Request  For  Issue  Other  Than  DOD 
Must  8e  Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433-6503) 

Airdrop  Of  Door  Bundles  With  Sticks  Of  Parachutists  From  Fixed  Wing  Aircraft  (Rel 
To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360) 
Airdrop  Of  Door  Bundle  With  Sticks  Of  Parachutists  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM,  Mot  09B21) 

Airfield  Appr«  ach  lighting  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ 
USA'vaoaX  (ISO)  Wosh  DC  20330-5058) 

Airfield  Clearance  Plones  (Rel  To  Other  Than  DOD  Act  Ruq  Pr  Appr  Of  CNM,  MAT 
09821,  Wash,  D.c.  20360) 

Airfield  lighting  For  Category  11  Operations  -  Chg  1  Dtd  14  Aug  1986  (  Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wosh  DC 
20330-5058 

Airfield  lighting  (Edition  No.  7)(REQ  For  Issue  Other  Than  D&od  Must  Be  Sent  Via 
HQ  USAF/OXXX  Wash  Dc  20330-5058) 

Airfield  lighting  Control  Systems  •  Chg.  1  Dtd  14  Aug  86  (  Req  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via  HQ  USAF/KOXX  (ISO)  Wash  DC  20330-5058) 
Airfield  lighting  Circuitry  •  Chg.  1  Dtd  14  Aug  86  (  Req  For  Issue  Other  Than  DOD 
Must  Be  Sent  Via  HO  USAF/XOXX  (ISO)  Wash  DC  20330-5058) 

#'n'?eld  Marking  @  lighiing  Colour  Standards  •  Chg.  1  Dtd  14  Aug  86  (  Req  For 
Issue  Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wosh  DC 
20330-5058) 

Airfield  Marking  Tone-down  (Ed  1)  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso), 
Wosh,  Dc  20330-5058 

Airfield  Marking  &  lighting  Colour  Standards(edition  1)  (Rel  To  Other  Thon  DOD 
Act  Req  Pri  Apr  Of  CNM,  MAT  09B21,  Wosh,  D.C.20360 
Airfield  Portoble  lighting  (Ed  4)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso) 

Wosh,  Dc  20330-5058 

Airfield  Portoble  lighting  Systems . . . . . . . . . 

Airfield  Portoble  Morking  (Ed  2)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso) 

Wosh,  Dc  20330-5058 

Airfield  Signs  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21, 
Wash,  D.c.  20360) 

Airfield  Toxiway  Markings  (  Req  For  Issue  Other  Than  DOD  Must  8e  Sent  Via  HQ 
USAF/XOXX  (ISO)  Wash  DC  20330-5058) 

Airmobile  Operations  (Abca  665) . . . . . . . . . . 

Airplane  Slrenght  And  Rigidity  Special  Weopons  Effects  (Supersedes  MU-A-8629-ln 
Port  And  M1L-A-5700  Series  In  Port) 

Airplane  Strength  And  Rigidity  Vibration,  Flutter,  And  Divergence  . . . 

Airplane  Strength  And  Rigidity  (for  Future  Procure.  See  MIL-A‘67221).......„,.......„... 

Airplane  Strength  And  Rigidity  Flight  Loads . . . . . . . . 

Airplane  Strength  And  Rigidity  Ground  loads  For  Navy  Procured  Alrplcnes.., . 

Airplane  Strength  And  Rigidity  Reliability  Requirements,  Repeated  loads,  Fatigue 
And  Damage  Toleronce 

Airplane  Strength  &  Rigidity  Ground  Tests  . . . . . . . . . 

Airplane  Strength  And  Rigidity  Data  And  Reports . . . . . . . . 

Airport  Rescue  &  Fire  Fighting  Services  «  Identification  Cat  Gories  (Ed.  2)  Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  Dc 
20330-5058 

Airspeed  Indicators  (Imperial  &  Metric)  (Edition  3)  (Req  Other  Thon  DOD  Ref  To 
HQ  UAF/XOXX-ISO  Wosh,  DC  20330-5058) 

Airspeed  Indicators . . . . . . . . . . . . 
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85 

MIL-STD-1333B 

1500 

AS 
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87 

AV 
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11 

AIR-STD-10/30K 

ISDF 

06 

22  Nov 

85 

MIL-STD-203F 
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AS 

28  Dec 

73 

AV 

AS 

11 

NAT-STD-3639  (4) 

ISDF 

06 

03  Dec 

87 

MIL-STD-4110 

NOTICE  1 

1500 

AS 

30  Aug 

74 

AV 

AS 
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30  AUG  1974 
NAT-S7D-3224  (6) 

ISDF 

06 

20  Jon 

86 

NAT-S7D-3370  (10) 

ISDF 

06 

25  Jan 

88 

MIL-STD-1776 

GDRQ11 

15  Apr 

86 

11 

NOTICE  1 
NAT-STD-3777  (3) 

ISDF 

06 

30  Jon 

84 

A1R-STD-44/27D 

ISDF 

06 

01  Feb 

83 

AIR-S7D-65/4E 

ISDF 

06 

14  Aug 

86 

AIR-STDA5/22 

ISDF 

06 
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84 

AIR-STD-65/12A 

ISDF 

06 

12 Apr 

83 

NAT-STO-3316  (1) 

ISDF 

06 

29  Jul 

87 

AIR-STD-65/10A 

ISDF 

06 

02  Ocl 

84 

AIR-STD-65/15A 

ISDF 

06 

02  Ocl 

84 

AIR-STD-65/14A 

ISDF 

06 

02  Oct 

84 

NAT-STD-3111 

ISDF 

06 

07  Nov 

86 

NAT-STD-3711  (4) 

ISDF 

06 

15  Ocl 

86 

NAT-STD-3534  (2) 

ISDF 

06 

30  Nov 

88 

AIR-S7D-65/8A 

ISDF 

06 

18  Dec 

80 

NAT-S7D-3685  (3) 

ISDF 

06 

29  Nov 

88 

AIR-STD-65/17A 

ISDF 

06 

02  Oct 

84 

AIR-STD-65/6C 

ISDF 

06 

14  Aug 

86 

Q-STD-665 

ISDA 

AM 

05  Jun 

81 

MII-A-8869B 

1510 

AS 

20  Moy 

87 

AS 

Mll-A-88708 

1510 

AS 

20  Moy 

87 

AS 

mii-a-C*J8860a 

1510 

11 

31  Mar 

71 

AV 

11 

MIL-A-8861B 

1510 

AS 

07  Feb 

86 

MIL-A-8863B 

1510 

AS 

06  Moy 

86 

AS 

MII-A-8866C 

1510 

AS 

20  Moy 

87 

AS 

MII-A-8867C 

1510 

AS 

10  Jun 

87 

AS 

MIL-A-864S3 

1510 

AS 

20  Moy 

87 

AS 

NAT.STD-3712  (3) 

ISDF 

06 

01  Aug 

88 

NAT.STO-3636  (3) 

ISDF 

06 

03  Dec 

87 

AIR-STD-10/41D 

ISDF 

06 

22  Nov 

85 

17 


ALPHABETICAL  LISTING 


TITLE 

Airway  Esophageal  Obturator,  Plastic,  Adult . . . . 

Airway,  Pharymgeal,  Rubber  . . . . . . . . . . . . . . . 

Airways,  Pharyngeal.... . . . . . . . . . 

Alarm  Set,  Anti  Intrusion  (PSID)  AN/GSG-151 . . . . . . . 

Alarm  Set,  Anti  Intrusion,  Restricted  Area,  Minisid  III,  AN/GSQ-154  . . 

Alarm  Set,  Anti  Intrusion,  Restricted  Area,  AN/G$Q*159  (DSID) . . . . 

Alarm  Switchboards,  Alarm  Panels,  Remote  Sentry  Alarm  Switch,  Signal  Units,  & 
Special  Alarm  Connection  Box,  Navol  Switchboard 

Alarm  System,  Interior,  Security,  Components  For . . . . 

Alarm  Unit,  Chemical  Agent  Automatic  Alarm,  ABCA-M42  . . . . . ...... 

Alarm,  Audible  BZ*204/FS$*9(V) . . . . . 

Alarm,  Chemical  Agent,  Automatic,  Portable,  M8  &  M8A1  With  Accessories  (Edition 
2) 

Alarm,  Chemical  Agent,  Automatic,  Portable  ABCA-M8 ................. . . . . 

Albumin  Human,  Usp,  Heal  Treated  . . . . . . . . 

Albumin,  Normal  Human  Serum,  With  Injection  Apparatus  . . . . 

Albuminometer . . . . . . . . . . . . . . 

Alcohol  Content  &  Purity  Of  Acetate  Esters  By  Gas  Chromatography  -  30  Od  81.... 

Alcohol,  Dehydrated,  Analyzed  Reagent.................. . . . . . 

Alcohol,  U.s.p. . . . . . . . . . . . . . 

Alcohol,  USP  . . . . . . . . . 

Aldehydes,  Ketones,  And  Peroxides,  Technical  Grode  . . . . . . 

Alfentonll  Hydrochloride  Injection . . . . . . . . . 

Alginate  Compound  Solution,  Dental . . . . . . . . . . 

Alidade,  Surveying,  Telescope  . . . . . . . . . . . . 

Alidade,  Telescopic,  Marino,  Mark  8  &  Adopter  Rings . . . . . 

Alidades,  Surveying!  Telescope,  With  Case . . . . . . . 

Alignment  Device,  Optical,  Gun  Bore . . . . . . . . . . 

Alignment  Device,  Cortridge  To  Atomic  Warhead,  H4168 . . . . . 

Alignment  Equipment,  Wheel,  For  Military  Wheeled  Vehicles..... . 

Alignment  Service  Unit  Motor  Vehicle  With  Frame  Straightening  &  Alignment 
Capabilities 

Alignment  Tool,  Electric  Equipment . . . . . . . . . . . . . 

Alkali,  Laundry . . . . . . . 

Alkali,  Laundry,  Containing  Carboxymethyl  Cellu’ose  . . . . 

Alkoline  Detergents,  Sfondord  Method  Of  Sampling  &  Chemical  Anolysis  Of  -  31 
May  1985 

Alkalinity  In  Acetone,  Standard  Test  Method  For  *  27  Apr  84... . 

Alkyd  Resins  &  Resin  Solutions,  Unsoponifioble  Matter  In  -  1  Aug  80.... . . . 

Allied  Anti-submarine  Warfare  Manual  -  ATP-28  (Ed  11) . 

Allied  Doctrine  Of  Mine  Warfare  Policy  And  Principles  •  ATP*6(A)  Volume  1 
(Edition  No  4) 

Allied  Doctrine  Of  Mine  Worfore  •  Planning  And  Evaluation  Of  Mine  Warfare 
Principles  •  ATP*6(A)  (Navy/oir)  Vol  2  (Edition  No.  4) 

Allied  Explosive  Ordnance  Disposal  Publication  AEODPO  (Navy)  Edition  No.  1 
(Release  To  Other  Than  DOD  Agencies  Must  8e  Approved  By  Hq  Dorcom 
(DRCIRD) 

Allied  Guide  To  Mosters  (Edition  No.  2) . . . . . . . 

Allied  Moritime  Messages  -  APP-4  (Novy/oir)  Edition  2 . 

Allied  Maritime  Tactical  Signal  And  Maneuvering  Book  ATP-l(C)  Vol  li  (Navy  Air) 
Edition  7 

Allied  Moritime  Voice  Reporting  Procedures  APP«1(A)  (Novy/air)  (Edition  8)... . 

Allied  Maritime  Tactical  Instructions  And  PROCEDURES*ATP*l(C)  Vol  I  (Novy*oir) 
Edition  8 

Allied  Material  Standards  Publication  (Ed.  No.  1)...,. . . . . . 

Allied  Navel  Communications  Exercises  •  AXP*3(B)  (NAVY/AIR)  (Edition  No.  10)  .... 

Allied  Naval  Control  Of  Shipping  Manuo!  ATP2  Volume  1  (Edition  13)  . . 

Allied  Novel  Control  Of  Shipping  Monuol  Merchant  Ship  Reporting  &  Control 
(Merco)  System  ATP  2  Volume  1  Supp  1  (Edition  2) 

Allied  Quality  Assurance  Publications  (Edition  No.  3) . . . . . . 

Allied  Quolity  Assurance  Publications  •  Edition  No.  4 . . . . . . 

Allied  Reliability  &  Maintainability  Publications  (Edition  No.  1)  (Request  For  Issue 
Other  Than  DOD  Must  Be  Sent  Via  U.s.  Army  Security  Affairs  Office,  Attn: 
AMSaC-MP/5,  5001  Eisenhower  Ave,  Alexandria  ,  VA,  22333*0001) 

Allied  Spotting  Procedures  For  Novo!  Gunfire  Support  *  ATP*4(B)  (Navy)  (Edition 
7} 

Allied  Submarine  &  Anti  Submarine  Exercise  Manual  (Edition  20)  (Re!  To  Other 
Than  DOD  Act  Req  Pr  A ppr  Of  CNM,  MAT  09B21) 

Allopurfnol  Tables,  Usp . . . . . . . . . . 

Alfopurincl  Tablets,  USP . . . . . . . . . 

Alfowoble  Deterioration  limits  For  NATO  Armed  Forces  Fuels,  lubricants  & 
Associated  Products  (Edition  No.  6) 

Allowable  Deterioration  limits  For  Fuels,  Lubricants  &  Allied  Products  (Rel  To  Other 
Then  DOD  Act  Rcq  A  ppr  Of  CNM,  MAT  09821)  (Chg  1  -  4  Od  1985) 

Al'oy  (Nickel  Silver)  Copper  Nickel  Zinc  &  Copper  Nickel  Rod  &  Bor  -  29  Jul  83 . . 

Alloy  Bor,  Forgings,  &  Rings,  Corrosion  &  Heot  Resistant  40CO  •  22CRNI  *  I4.5W  - 
0.07 LA  -  15  Ju?  80 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

MlL-A-37934  (1) 

6515 

DM 

25  Jon 

83 

DM 

MIL-A-36163 

6515 

DM 

04  Ocl 

63 

MD 

MS 

03 

A-A-30088 

6515 

•DP 

10  Jun 

83 

MD 

MS 

L 

MIL-A-52873 

6350 

MC 

17  Jul 

75 

ME 

l 

MIL-A-52839 

6350 

MC 

27  Jon 

75 

ME 

L 

MIL-A-52832A 

6350 

MC 

19  Jul 

76 

ME 

Q  L 

MIL-A-17196E 

6320 

SH 

07  Od 

77 

SH 

Q 

W-A-00450B 

6350 

t 

16  Feb 

73 

l 

MIL-A-51384B 

6665 

EA 

23  Nov 

88 

EA 

MIL-A-52879B 

6350 

ME 

21  Apr 

80 

ME 

EC 

99 

INT  AMD  1  (ME) 

Q-STD-251 

ISDA 

AM 

31  Mo, 

84 

l 

MIL-A-51383A 

6665 

EA 

12  Sep 

85 

EA 

A-A-0051834 

6505 

MB 

19  Feb 

87 

MD 

MS 

03 

MIL-A-36561A 

6505 

DM 

26  Feb 

88 

MD 

MS 

03 

NOTICE  1 

GG-A-438A 

6630 

/DM 

30  Jul 

56 

ASTM  D3545-81 

6810 

EA 

19  Od 

83 

EA 

68 

U-A-408A 

6505 

/DM 

26  Mor 

76 

MD 

MS 

03 

MIL-A-37570A 

6505 

DM 

03  Aug 

78 

MD 

MS 

03 

A-A-53880 

6505 

MB 

31  Mar 

89 

MD 

MS 

03 

MIL-S7D-608B 

6810 

EA 

18  Dec 

85 

EA 

YD 

68 

A-A-0053616 

6505 

MB 

29  Aug 

88 

MD 

MS 

03 

A-A-53563 

6520 

/MB 

15  Jul 

88 

MD 

MS 

03 

GG-A-440C 

6675 

/ME 

18  Nov 

81 

ME 

YD 

99 

l 

MIL-A-I9642B 

6605 

SH 

16  Feb 

82 

SH 

A-A-502I6A 

6675 

ME 

10  Jun 

88 

ME 

YD 

99 

l 

MIL-A-48449A  (2) 

4931 

AR 

29  Nov 

85 

AR 

l 

MIL-A-45870 

1190 

AR 

08  Apr 

87 

AR 

NOTICE  1 

MIL-A-I4295C 

4910 

Al 

18  Nov 

85 

AL 

99 

l 

MIL-A-45016C 

4910 

AL 

06  Feb 

85 

AL 

GGG-A-00450 

5120 

t 

13  Apr 

64 

A-A-876 

7930 

t 

08  Aug 

80 

P-A-450B  (1) 

7930 

•Gl 

06  Jun 

77 

GL 

99 

ASTM  D 501 -85 

6810 

EA 

30  Apr 

87 

EA 

99 

ASTM  D1614-84E1 

6810 

EA 

25  Jul 

86 

EA 

68 

ASTM  D1397-80 

8010 

MR 

14  Mor 

88 

MR 

SH 

11 

NOTICE  1 

NAT-STD-1152 

ISDN 

NM 

21  May 

87 

NAT-STD-1242 

ISDN 

NM 

29  Mor 

85 

NAT-STD-1243 

ISDN 

NM 

29  Mor 

85 

NM 

NAT-STD-2884 

ISDA 

AM 

09  Apr 

86 

NAT-STD-1318 

ISDN 

SH 

19  Nov 

86 

NAT-STD-1258 

ISDN 

NM 

31  Jon 

85 

NAT-STD-1174 

ISDN 

NM 

20  Dec 

85 

NAT-STD-II75  (1) 

ISDN 

NM 

22  Jun 

87 

NAT-STD-1173 

ISDN 

NM 

20  Dec 

85 

NAT-STD-4165  (2) 

ISDF 

06 

04  Jul 

85 

NAT-STD-1063 

ISDN 

NM 

29  Nov 

84 

NAT-STD-1040 

ISDN 

NM 

29  Nov 

85 

NAT-STD-1313 

ISDN 

NM 

29  Nov 

35 

NAT-STD-4108  (1) 

ISDF 

06 

16  Jun 

83 

NAT-STD-4108  (1) 

ISDA 

AM 

14  Aug. 

86 

NAT-STD-4174 

ISDA 

AM 

23  Moy 

86 

NAT-STD-1034 

ISDN 

NM 

29  Jun 

84 

NAT-STD-1052 

ISDN 

NM 

07  Jun 

84 

MIL-A-37487 

NOTICE  1 

6505 

DM 

29  Feb 

88 

MD 

MS 

03 

A-A-0051936 

6505 

MB 

10  Apr 

87 

MD 

MS 

03 

NAT-STD-IIIO  (2) 

ISDN 

NM 

18  Oct 

88 

AIR-STD-15/4E 

ISDF 

06 

12  Mar 

84 

ASTM  B151-83A 

9530 

MR 

03  Aug 

84 

MR 

SH 

AMS  5772A-80 
NOTICE  1 

9530 

20 

15  Mor 

88 

MR 

AS 

20 

18 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC  PREP 

DATE 

CUSTODIAN 

Alloy  Bor,  Forging i  &  Ring*,  Corrosion  &  Heot  Resistant,  62NI  *  21.5CR  •  9.0MO  - 
3.65(CB  &  To)  •  15  Jan  81 

AMS  5666B  81 

9510  20 

30  Od 

81 

MR 

AS 

20 

Alloy  Bar,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistant  54NI  ■  19CR  •  10CO  - 
10MO  ■  2.6TI  ■  l.OAl  *  0.006B  Vacuum  Melted,  Solution  &  Precipitation  Treated 
•  15  Jul  77 

AMS  5757B-77 

NOTICE  l 

9510  20 

15  Mar 

88 

MR 

AS 

20 

Alloy  Bar,  Forgings  &  Rings,  Corrosion  &  Heat  Resistant  47.5NI  •  22CR  *  1.5CO  * 

9.0MO  •  Q.60W  •  18.5FE  -  15  Jul  77 

AMS  5754G-77 

9510  20 

27  Feb 

81 

MR 

AS 

20 

Alloy  Bars  &  forging,  Corrosion  &  Heat  Resistant  15CR  *  45NI  -  4.1MO  •  4.1W  - 
3.0TI  -  10AL  -  31FE  Consumable  Electrode  Vacuum  Melted  Solution  & 

Precipitation  Heat  Treated  ■  1  Jul  87 

AMS  5746D-87 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars  &  Forgings,  Corrosion  &  Heat  Resistant  42.5NI  *  12.5CR  -  6.0MO  -  2.7TI 
•  34FE  Consumable  Electrode  Or  Vacuum  Induction  Melted  Solution,  Stabilization, 

&  Precipitation  Heat  Treated  ■  1  Jul  81 

AMS  56607*81 

9510  11 

04  Mor 

88 

MR 

AS 

11 

Alloy  Bars  &  Forgings,  Corrosion  &  Heal  Resistant  42.5NI  -  12.5CR  -  6.0MC  -  2.7TI 
•  34FECONSUMA8LE  Electrode  Or  Vacuum  Induction  Melted  Solution, 

Stabilization,  &  Precipitation  Heat  Treated  •  1  Apr  88 

AMS  5660G-88 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars  &  Forgings,  Corrosion  &  Heat  Resistant  58NI  ■  19.5CR  •  13.5CO  • 

4.3MO  •  3.0TI  1.4A1  •  0.05ZR  ■  0.006B  Consumable  Electrode  Or  Vacuum 

Induction  Melted  1975  Deg  F  (V079  Deg  C)  Solution,  Stabilization  &  Precipotion 

Heat  Treated  ■  1  Jul  88 

AMS  5709E-88 

9510  11 

17  Mar 

89 

MR 

AS 

11 

Alloy  Bars  &  Forgings,  Low  Expansion  Glass  Sealing  53FE  •  29NI  •  17CO  •  1  Jul  88 

AMS  77278*88 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Auoy  Bars  &  Forgings,  Corrosion  &  Heat  Resistant  58NI  •  19.5CR  •  13.5CO  • 

4.3MO  ■  3.0TI  ■  1.441  Consumable  Electrode  Or  Vacuum  Induction  Melted  1975 

Deg.  F  (1080  Deg.  C),  Solution  Heat  Treated  •  1  Jan  82 

AMS  5708E-81 

NOTICE  1 

3439  1) 

14  Nov 

88 

MR 

AS 

11 

Alloy  Bars  And  Forgings,  Corrosion  And  Heat  Resistant  21CR  •  32.5NI  -  0.38TI  - 
0.83A1  *  45FE  Solution  Heal  Treated  -  1  Jan  88 

AMS  5766B-88 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars,  Forgings,  &  Rings,  Corrosion  8.  Heat  Resistant  21CR  *  20NI  •  20CO  - 
3.0MO  •  2.5W  •  1.0(CB  oo  To)  •  0.15N  •  31FE  Solution  &  Precipitation  Heal 

Treated  1  July  88 

AMS  5768H*88 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars,  Forgings,  8.  Rings,  Corrosion  8.  Heat  Resistant  21CR  -  20NI  -  20CO  • 

3.0MO  •  2.5W  -  1.0(CB  aata)  •  0.15N  -  32FE  Solution  Heat  Trected  1  Oct  87 

AMS  5769D-87 

9510  11 

17  Mar 

89 

MR 

AS 

11 

Alloy  Bars,  Forgings,  8.  Rings,  Corrosion  &  Heat  Resistont  64NI  *  5.GCR  *  24.5MO  - 
5.5FE  Solution  Heat  Treated  «  1  Jan  88 

AMS  5755D-88 

9510  1 1 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars,  Forgings  8.  Rings,  Corrosion  8.  Heat  Resistont,  58NI  -  19.5CR  -  13.5CO 
•  4.3MO  .  3.0T1  •  1 .4 A 1  -0.05ZR *0.0068  -  1  Apr  81 

AMS  5707F-8I 

NOTICE  1 

3439  11 

04  Mar 

88 

MR 

AS 

11 

Alloy  Bars,  Forgings  8.  Rings,  Corrosion  &  Heat  Resistant  72NI  -  15.5CR  -  7.0FE  * 

2.5TI  •  1.0(CB  &  To)  -  0.70A1  2100  Deg  F  (1095  Deg  C)  Solution  &  Precipitation 

Heat  Treated  -  1  Oct  87 

AMS  5668G-87 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars,  Forgings  8»  Rings,  Corrosion  And  Heat  Resistant,  72NI  -  15.5CR-*  7.CFE 
-  2.5TI  •  1.0(CB8>TA)  -  07.0A1,  2100  Deg.  F  (1095  Deg.  C)  Solution  & 

Precipitotes  Heat  Treated  -  15  JAN81 

AMS  5668F-81 

NOTICE  1 

9510  11 

04  Mor 

88 

MR 

AS 

11 

Alloy  Bars,  Forgings,  8.  Rings,  Corrosion  8.  Heat  Resistont  53NI  -  19CR  *  11CO  * 

9.8MO  -  3.771  •  1.6A1  •  0.006B  Vacuum  Melted,  Solution  Heat  Treated  •  1  Oct 

1985 

AMS  57'2E*85 

3439  20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Bars,  Forgings,  &  Rings,  Corrosion  8.  Heat  Resis'ont  53NI  •  19CR  •  11CO  • 

9.8MO  ■  3.2TI  •  1.6A1  •  0.0068  Vacuum  Melted,  Solution  8.  Precipitation  Heal 

Treated  •  l  Oct  1985 

AMS  5713E-85 

3439  20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Bars,  Forgings,  8»  Rings,  Corrosion  8.  Heat  Resistont  Stni  -  19.5CR  -  13.5CO  • 
4.3MO  •  3.0TI  •  1.4A1  *  0.006B  •  0.05ZR  Consumable  Electrode  Orvacuum 

Induction  Melted  1825  Deg  •  1900  Deg  F  (995  Deg  *  1040  Deg  C),  S  Heat 

AMS  5706F-82 
NOTICE  1 

3439  11 

14  Nov 

88 

MR 

AS 

n 

Alloy  Bars,  Forgings,  8.  Rings, corrosion  &  Heat  Resistant  45.5NI  •  25.5CR  *  3.2CO  - 
3.2MO  ■  3.2W  -  18.5FE,  Solution  Heat  Treated  -  1  Jen  82 

AMS  5717E-82 

9510  20 

01  Od 

82 

MR 

AS 

20 

Alloy  Bars,  Forgings  8.  Rings,  Corrosion  8i  Heot  Resistont  74NI  -  15.5CR  -  8.0FE  -  1 

Apr  81 

AMS  56651*81 

9530  20 

01  Od 

82 

MR 

AS 

20 

Alloy  Bars,  Forgings,  &  Rings,  Corrosion  8.  Heat  Resistant  52.5NI  •  19CR  *  3.0MO  - 
5.1  (Cbooto)  ■  0.90TI  ■  0.50A  1  -  18FE  Consumable  Electrode  Or  Vacuum 

Induction  Melted  1775  Deg.  F  (950  Deg.  C)  Solution  Heot  Treated  •  1  Oct  1985 

AMS  5602E-85 

9510  20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Bars,  Forgings,  &  Forgings,  &  Rings,  Corrosion  &  Heat  Resistant  57NI  * 

19.5CR  -  13.5CO  •  4.3MO  -  3.0TI  •  1.4A1  ■  0.006B  -  0.05ZR,  Consumable 

Electrode  Or  Vocuum  Induction  Melted  995  Deg  ■  1040  Deg  C  Solution  Heat 

Treated  •  1  Oct  87 

MAM  5706-87 

9510  11 

17  Mor 

89 

MR 

AS 

11 

Alloy  Bars,  High  Strength,  Corrosion  Resistant  20CR  -  35NI  -  35CO  -  10MO  • 

Solution  Heot  Treated,  Cold  Drown,  And  Aged  •  16  Jul  79 

AMS  5845A-79 

9530  20 

31  Mar 

80 

MR 

AS 

20 

Alloy  Bcrs,  Work  Strengthened,  Corrosion  Resistant  20CR  -  35NI  .  35CO  -  10MO  - 
Solution  Heot  Treated  And  Cold  Drown  •  16  Jul  79 

AMS  5844A-79 

9530  20 

31  Mar 

80 

MR 

AS 

20 

Alloy  Billets  &  Preforms  Corrosion  &  Heot  Resistant  59.5NI  -  12CR  •  10CO  •  3 

OMO  -  60W  -  3.0TJ  -  1.5TA  -  4.5A1  -  0.015B  *  0.10ZR  (0.30  •  0.35C),  Power 
Metallurgy  Product  •  1  Oct  81 

AMS  5856A  81 

95GP  20 

01  Od 

82 

MR 

AS 

20 

Alloy  Costings,  Rodiogrcphs  Fo'  Copper  -  Bose  &  Nickfe  *  Copper  -  26  Dec 75,....,.. 

ASTM  E272-75R79 

NDTI  AS 

78  Sep 

84 

MR 

AS 

20 

Alloy  Costings,  Investment,  Corrosion  &  Heot  Resistant  53.5NI  -  53.5NI  -  16.5CR  ■ 

17MO  -  4.5W  •  5.8rc  -  0.4GV  As  Cost  *  1  July  lv85 

AMS  53885*85 

MECA20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Costings,  Centrifugo!,  Corrosion  &  Heat  Resistont  64NI  •  16CR  •  15MO  • 

0.30A1  •  0.05LA  Solution  Heot  Treated  -  1  Apr  1985 

AMS  5408*85 

MECA20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Castings,  Investment,  Corrosion  &  Heal  Resistont  50.5CO  *  26CR  •  1.5NI  » 

6.0MO  As  Cast  1  Jor  1986 

AMS  53805*86 

MECA20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Costings,  Investment,  Corrosion  &  Heat  Resistont  54CO  -  25.5CR  -  10.5NI  - 
7.5W  -  1  Jon  82 

AMS  5382G-82 
NOTICE  1 

MECA20 

04  Nov 

88 

MR 

AS 

20 

Alloy  Costings,  Investment,  Corrosion  8i  Heot  Resistont  53NI  •  18CR  *  18CO  - 
4.0MO  *  2.9TI  *  2.9A  1  ■  0.006B  Vacuum-melted,  Vacuum-cast,  Solution  & 

Precipitation  Heot  Treotcd  *  1  Apr  1985 

AMS  5384C-85 

MECA20 

01  Aug 

86 

MR 

AS 

20 

Alloy  Castings,  Investment,  Corrosion  And  Heot  Resistant  62CO  -  27CR  -  2.8NI  - 
5.5MO  As  Cost  1  Jon  1986 

AMS  5385F-86 

MECA20 

30  Sep 

86 

MR 

AS 

20 

Alloy  Castings,  Investment,  Corrosion  And  Heal  Resistant  *  1  Jon  88  ....................... 

AMS  5401*88 

MECA11 

17  Mor 

89 

MR 

AS 

11 

19 


ALPHABETICAL  LISTING 


TITLE 

Alloy  Costing*,  Investment,  Corrosion  &  Heat  Resistant  50NI  -  9.5CR  •  15CO  * 
3.0MO  ■  4.8TI  »  5.5A1  *  0.015B  *  0.95V  •  0.06ZR  Vocuunvmelted,  Vacuum  Cast 
As  Cast  *  1  Apr  1985 

Alloy  Costings,  Investment,  Corrosion  &  Heat  Resistant  59N1  *  12.6CR  *  9.0CO  * 
J.9MD  *  4.2W  -  4.0TI  •  4.2TA  *  3.4A1  ■  0.015  -  0.10ZR  *  0.90HF  Vacuum  Melted, 
Vacuum  Cast  Solution  &  Precipitation  Heat  Treated  -  1  Jan  83 
Alloy  Designation  System  For  Wrought  And  Cost  Copper  And  Copper  Alloys...........* 

Alloy  For  Dental  Amalgam  •  Feb  80.. . . 

Alloy  Forgings,  Corrosion  &  Heat  Resistant  57Nt  -  19.5CR  •  13.5CO  *  4.3MO  • 

3.0TI  ■  1.4A1  »  0.05ZR  *  0.006B  Consumable  Electrode  Or  Vacuum  Induction 
Melted  1825  Deg  •  1900DEG.F  (995DEG  •  1040DEG  C),  Solution,  Stab.  &prec. 
Alloy  Nomenclature  And  Temper  Designation  System  For  Magnesium  Base  Alloys  .... 
Alloy  PM  Shapes,  Corrosion,  Wear,  &  Heat  Resistant  56CO  -  30CR  •  8.25W  (1.10 

•  1.90C)  •  1  Jan  86 

Alloy  PM  Shapes,  Corrosion,  Wear,  &  Heat  Resistant  60CO  *  29CR  •  4.5W  (0.90  - 
1.40C)  ■  1  Jan  86 

Alloy  Powder,  Corrosion  &  Heat  Resistant  59.5NI  -  12CR  *  10CO  *  3.0MO  -  6.0W 

•  3.0TI  -  1.5TA  «  4.5A1  -  0.015B  -  0.10ZR  (0.30  -  0.35C)  •  01  Jul  81 

Alloy  Rivets,  Corrosion  And  Heat  Resistart  74NI  -  15.  Cr  •  8.0FE  -1  Oct  87  . . 

Alloy  Sheet  Strip,  Corrosion  &  Heat  Resistant  55NI  •  19CR  •  10CO  •  10MO  * 
2.5TI  ■  1.0A1  -  0.00ZB  Consumable  Electrode  Or  Vacuum  Induction  Melted 
Solution  Heat  Treated  •  15  Oct  79 

Alloy  Sheet  &  Strip,  Corrosion  3  Heat  Resistant  70NI  *  15.5CR  *  0.62TI  •  3.25A1  • 

1  Apr  81 

Alloy  Sheet  And  Strip, corrosion  And  Heat  Resistant  80NI  -  15.5CR  -0.62TI  •  3.25A1 
Annealed  *  1  Jon  88 

Alloy  Sheet  Strip,  &  Plate,  Corrosion  &  Heat  Resistant  Nickel  Base  •  19CR  ■  3.1MO 

•  5.1  (Ch  &  To)  •  0.90TI  -  0  50A1  Consumable  Electrode  Or  Vacuum  Induction 
Melted  195C  F  (1065.6  C)  Solution  Treated  ■  1  Nov  67 

Alloy  Sheet,  Corrosion  &  Heat  Resistant  52CO  -  20CR  •  101NI  -  15W  -  15  Oct  79.. 

Alloy  Sheet,  Corrosionand  Heat  Resistont  52CO  •  20CR  •  10NI  *  15W  Solution 
Heat  Treated  »  1  Jul  88 

Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant,  58NI,  15.5CR  16  Mo, 

3.8W,  5.5FE  -  01  Apr  81 

Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistont  52.5NI  •  19CR  •  3.0MO  * 
5.1(CB  &  Ta)  •  0.90TI  *  0.50A1  •  18FE  Corsumoble  Electrode  Or  Vacuum 
Induction  Melted  1750  Deg.f  (955  Deg.c)  Solution  Heat  Treated*  1  Apr  81 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  52.5NI  -  19CR  -  3.0M0 
■  5.1  (Cb  And  Ta)  •  0.90TI  -  0.50A1  •  18FE  Consumable  Electrode  Or 
Vaccuminduciion  Melted  1950  Deg.f  (1067  Deg  C)  Solution  Heat  Treated  •  1  JUL 
88 

Alloy  Sheet,  Strip,  &  Plote,  Corrosion  &  Heat  Resistant  72NI  -  15.5CR  •  0.95  iCb 
o©  Ta)  •  2.5TI  ■  0.70A1  *  7.0FE  Consumable  Electrode  Or  Vacuum  Induction 
Melted  Solution  Heat  Treated  •  1  Oct  81 

Alloy  Sheet,  Strip,  &  Plate,  low  Exponsion  Gloss  Sealing,  53FE  *  29NI  »  17CO  •  15 
Jon  81 

Alloy  Sheet,  Strip,  And  Plate,  low  Exponsion,  Gloss  Sealing  53FE  *29NI  *  17CO 
Annealed  *1  Apr  88 

Alloy  Sheet,  Strip,  And  Plote,  Corrosion  Andheat  Resistont  58NI  •  15.5CR  -  16MO  • 
3.8W  *5.5FE  Solution  Heat  Treated  •  1  Jan  88 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant,  62NI  *21.5CR  ■  9.0MO 
.  3.7(CB  And  To)  Anneoled  •  10CT  87 

Alloy  Sheet,  Strip,  And  Plote,  Corrosion  Andheat  Resistant,  72NI  *15.5CR  -  0.95(CB 
And  To)  *  2.5TI  •  070A1  ■  7.0FE,  Consumable  Electrode  Or  Vacuum  Induction 
Melted  Solution  Heat  Treated,  Precipitation  Hordenable  •  1  Oct  87 
Alloy  Sheet,  Strip,  &  Plote,  Corrosion  &  Heat  Resistant  3CF6  •  2 ICR  -  20NI  -  20CO 
.  3.0MO  -  2.5W  .  1.0(CB  Plus  To)  •  0.15N  •  15  Jul  77 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistont  57NI  •  19.5CR  -  13.5CO  * 
4.2MO  -  3.0TI  «  1.4A1  «  0.05ZR  •  0.006B  Consumable  Electrode  Or  Vacuum 
Induction  Melted,  Anneoled  *  31  Aug  78 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistont  46FE  •  20.5CR  •  32N1  - 
1.1TI  Anneoled  -  1  Jan  82 

Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  46FE  *  20.5CR  ■  32NI  * 
1*111  •  1  Jul  88 

Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistont  54NI  •  19CR  «  11CO  - 
9.8MO  •  3.2TI  •  1.5A1  -  0.0063  Vocuum  Induction  &  Consumable  Electrode 
Melted,  Solution  Heat  Treated  ■  15  Jul  78 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistont  54NI  *11C0  -  9.8MO  * 
3.2TI  •  1.5A1  *  0.006B  Vocuum  Induction  And  Consumable  tlectrode  Melted, 
Solution  Heot  Treated  Precipitation  Heal  Treatable  Adopted  1  Jon  85 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant,  47.5N1  -  22CR  *  1.5CO 
■9.0MO  •  0.60W  *  18.5FR  -  1  Apr  81 

Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant  21CR  *  32.5NI-  0.38TI  » 
0.38A1  -46FE  -  01  Jul  81 

Alloy  Sheet,  Strip,  AnJ  Plate,  Corrosion  Andheot  Resistont  21CR  -  32.5NI  -  0.38TI  * 
0.38A1  *  45fE  Solution  Heal  Treated  -  1  Jon  88 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heal  Resistont  65NI  -  15.8CR  *  15.2MO  * 
0.30A1  •  0.05LA,  Consumable  Electrode  Melted  •  1  Oct  81 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheot  Resistant  65NI  -  15.8CR  - 
15.2MO  *  0.30A1  *  0.51A  Consumable  Electrode  Melted,  Solution  Heat  Treotcd  - 
1  Jon  88 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AMS  5397B-85 

MECA20 

01  Aug 

86 

MR 

AS 

20 

AMS  5404-83 
NOTICE  1 

MECA20 

04  Nov 

88 

MR 

AS 

20 

MIL-STD-455B 

95GP 

MR 

24  Dec 

75 

MR 

SH 

20 

ADA  1-80 

6520 

DM 

10  Jul 

81 

MD 

MS 

03 

AMS  5704C-82 

FORG20 

01  Oct 

82 

MR 

AS 

20 

MIISTD-409A 

96GP 

20 

05  Dec 

66 

MR 

AS 

20 

AMS  7238-86 

3)20 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  7239-86 

3120 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5855A-81 

59GP 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  7232G-87 

5320 

11 

17  Mar 

89 

MR 

AS 

1) 

AMS  5551A-60 
NOTICE  1 

9515 

11 

04  Mor 

88 

MR 

AS 

11 

AMS  5550C-81 
NOTICE  1 

9515 

11' 

04  Mar 

88 

MR 

AS 

11 

AMS  5550D  88 

9515 

11 

17  Mar 

89 

MR 

AS 

11 

AMS  5597 A-67 

9515 

11 

29  Jan 

7) 

MR 

AS 

11 

AMS  5537D-79 
NOTICE  1 

95)5 

11 

04  Mar 

88 

MR 

AS 

1) 

AMS  5537E 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5530E-8) 
NOTICE  1 

9515 

20 

04  Mor 

88 

MR 

AS 

20 

AMS  5596D-81 

9515 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  5597C-88 

9515 

11 

17  Mar 

89 

MR 

AS 

11 

AMS  5598A-81 

9515 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  7728D-81 

9515 

20 

30  Oct 

81 

MR 

AS 

11 

AMS  7728E-88 

9515 

11 

17 'Mor 

89 

MR 

AS 

11 

AMS  5530F-88 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

MAM  5599-87 

9515 

11 

17  Mar 

89 

MR 

AS 

11 

MAM  5598-87 

9515 

11 

17  Mar 

89 

MR 

AS 

11 

AMS  5532C-77 

9515 

20 

27  Feb 

81 

MR 

AS 

20 

AMS  5544E-7E 

9515 

20 

27  Feb 

81 

MR 

AS 

20 

AMS  5552C-02 

9515 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5552D-88 

9515 

11 

17  Mor 

39 

MR 

AS 

11 

AMS  5545A-78 

9515 

20 

27  Feb 

81 

MR 

AS 

20 

AMS  55458-85 

9515 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5536H-8T 

9515 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  5871A-81 
NOTICE  l 

9515 

11 

15  Mor 

88 

MR 

AS 

n 

AMS  587 IB 

95)5 

11 

17  Mor 

89 

MR 

AS 

n 

AMS  5873A-81 

9515 

20 

01  Oct 

82 

MR 

AS 

20 

AMS5873B-88 

9515 

1) 

17  Mor 

89 

MR 

AS 

11 

20 


ALPHABETICAL  LISTING 


TITLE 


Alloy  Sheet,  Strip,  And  Plote,  Corrojion  Andheot  Resistant  47.5NI  *  22CR  -  1.5CO  • 
9.0MO-  0.60W  -  18.5FC  Solution  Heat  Treated  *  1  Oct  87 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  72NI  *  15.5CR  -  0.95(CB 
And  To)  *  2.5TI  *  0.70A1  •  7CFE  Consumable  'Jectrode  Or  Vocuum  Induction 
Melted  Solution  Heattreoted,  PrecipitationharJenable  •  1  Oct  87 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  72NI  -  15.  Cr  •  0.95(CB 
And  To)  •  2.5TI  -  0.70A1  •  7.0FE  Annealed  •  1  OCT88 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant,  72NI  -  15.5CR* 

0.95(CBTTA)  *  2.5TI  -  0.70A1  -  7.0FE  ■  01  Apr  81 
Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant, 
A2NI-2l.5CR*9.0MO.3.7(CB&TA)  •  15  Jan  78 
Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheot  Resistant  62NI  -  21.5CW  -  9.0MO 
■  3.7{CB  And  To)  Annealed  ■  10CT  87 

Alloy  Sheet,  Strip,  &  Plate,  Corrosion  &  Heat  Resistant  40CD  •  22CR  •  22NI  • 

14.5W  -  0.07 LA  •  15  Oct  79 

Alloy  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  40CO  •  22CR  -  22NI  ■ 
14.5W  •  0.77LA  Solution  Heat  Treated  •  1  Apr  88 
Alloy  Steel  Socket  Welding  Flanges  And  Flanged  Nipples,  1/4  Inch  And  3/8  Inch, 
600  Pounds  Per  Square  Inch  At  850  Deg.  F  (Maximum) 

Alloy  Strip  ■  49FE  -  5.3CR  -  42NI  •  2.5TI  •  0.55A1  Solution  Heal  Treated,  Cold 
Rolled,  10  Percent  Reduction  -  1  Apr  82 

Alloy  Strip  49FE  ■  5.3R  «  42NI  •  2.5TI  *  0.55A1  Solution  Heat  Treated,  Cold  Rolled, 
10  Per  Cent  Reduction  •  1  Oct  88 

Alloy  Strip,  49FE  •  5.3CR  •  42  Ni  •  2.5TI  -  0.55AI,  Solution  Heat  Treated,  Cold 
Rolled,  50  Percent  Reduction  •  1  Apr  82 

Alloy  Tubing,  Seamless,  Corrosion  &  Heat  Resistant  74NI  •  15.5CR  -  8.0FE  *  15  Jan 
79 

Alloy  Tubing,  Seamless,  Corrosion  &  Heat  Resistant  52.5NI  -  19CR  ■  3.0MO  • 

5.1(CB  &  Ta)  •  0.90TI  •  0.50A1  -  18FE  Consumable  Electrode  Or  Vacuum 
Induction  Melted  1950  Deg.f  (1065  Oeg.c)  Solution  Heat  Treated  •  1  Apr  81 
Alloy  Tubing,  Welded  &  Drawn,  Corrosion  &  Heat  Resistont  47.5NI  •  22CR  •  1.5CO 

•  9.0MO  -  0.60W  -  18.5FE  -  15  Oct  80 

Alloy  Welding  Electrodes,  Covered,  Corrosion  &  Heat  Resistont  75NI  •  5CR  *  1.5(CB 
Plus  TA)  -  1.9TI  •  0.55A  -  5.5 FE  -  15  Apr  80 
Alloy  Welding  Electrodes,  Covered,  Corrosion  &  Heal  Resistant  48NI  ■  22CR  - 
1.5CO  -  9.0MO  •  0.60W  •  18.5FE  -  l  Jan  1986 
Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  52CO  -  20CR  *  10NI  -  15W  •  15 
Oct  80 

Alloy  Welding  Wiro,  Corrosion  And  Heat  Resistant  47.5N1  •  22CR  •  1.5CO  *  9.0MO 

-  0.60W  •  18.5FE  -  1  July  1985 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistont  57NI  *  19.5CR  .  13.5CO  •  4.2MO 

*  3.1TI  ■  MAI  *  0.006B,  Vocuum  Induction  Molted  •  1  Jc!  81 

Alloy  Welding  Wire,  Corrosion  And  Heat  Resistant  72N  •  15.5CR  •  l.O(CBooTA)  • 
2.4TI  -  0.70A1  •  7.0FE  -  1  Oct  87 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  39CO  .  22CR  -  22NI  •  14.5W  - 
0.071A  •  1  Jon  1986 

Alloy  Welding  Wire,  Corrosion  And  Heat  Resistant  57NI  •  19.5CR  •  13.5CO  • 

4.2MO  •  3.1TI  -  1.4A1  •  0.0068  Vacuum  Induction  Melted,  Solution  Heat 
Treated  *  1  Oct  87 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  52.5NI  -  19CR  •  3.0MO  • 
5.1(CB6TAJ  -  090TI  •  0.50A1  -  18FE  Consumable  Electrode  Or  Vacuum  Induction 
Melted  -  1  July  1985 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  62NI  •  21.5CR  •  9.0MO  *  3.7 
(Cb&to)  •  1  July  1935 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  31  FE  *  21CR  *  20NI  -  20NI  * 

20CO  *  3.0MO  ■  2.5W  .  1.0  (Cb  8.  Ta)  •  0.15N  -  15  Oct  80 
Alloy  Welding  Wire,  Corrosion  And  Heat  Resistant  31FE  -  21CR  •  20NI  •  20CO  » 
3.0M0  -  2.5W  .  l.O(CBcoTA)  .  0.15NANNEALEO  -  1  Oct  87 
Alloy  Welding  Wire,  Corrosion  And  Heat  Res'slont  54CO  *  25.5CR  *  10.5NI  •  7.5W 

-  1  Oct  87 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistont  62.5NI  •  5.0CR  *  24.5MO  *  5.5FE 

-  16  Jul  79 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  72NI  <  15.5CR  *  l.O(CBooTA)  * 
2.4Ti  -  Q.70AI  .  7.0FE  -  1  Ju!  81 

Alloy  Welding  Wire,  Corrosion  &  Heat  Resistant  73NI  •  15.5CR  •  2.2  (Cb  oo  To)  - 
8.0FE  -  I  Jul  81 

Alloy  Wire,  Corrosion  And  Heal  Resistant,  72NI-l5.5CR*0.95(C88JA)  •  2.5TI  • 
0.70A1  -7,  Ofe  No.  1  Temper  1  JUL83 

Alloy  Wire,  Corrosion  &  Heat  Resistant,  72NM5.5CR*2.5TI*0.95  (CBooTA)-0.70Al  - 
7.0FE  Spring  Temper  1  Jon  87 

Alloy  :foo!  And  Stoir.loss  Stool  Bolting  Motoric!;  For  High4e»«p«ra.u<e  Scime  27 
February  1987 

Alloy,  Aluminum,  Bar,  Rod  &  Wire  ■  27  Sep  1988............ . . . . . 

Alloy,  Tin-lead  (Solder  Plate)  Eleetrodeposited  Coatings  Of  -  29  Mar  73 . . . . 

Alloys  Zinc,  Castings  Die,  In  Ingot  Form  For  28  Jon  88 . . . . . 

Alloys,  Aluminum,  Plane  Strain  Fracture  Toughness  Testing  OF«24  Feb  1984 . . . 

Alloys,  Aluminum,  Frccture  Toughness  Testing  Of  -  29  Sep  78  (Reopproved  1984  .... 
Alloy;,  Aluminum,  To  Be  Adhesively  Bonded  In  Honeycomb  Shelter  Panels,  Surfpce 
Preparation  Of  *  26  Mar  82 

Alloys,  Aluminum  &  Aluminum  Bose,  Chemical  Analysis  Of,  Standard  Test  Methods 
For  *  26  Od  84 

Alloyt,  Chemical  Checkanolysis  limits  Wrought  Corrosion  And  Heat  Resistant  Steels 
And  Alloys,  Moroging  And  Other  Highly-olloyed  Steels,  And  Iron 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AMS  5536K-87 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5598B-87 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  55421-88 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  55421-81 

9515 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  55998-78 

9515 

20 

31  Aug 

78 

MR 

AS 

20 

AMS  5599D-87 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5608A-79 

9515 

11 

04  Mor 

88 

MR 

AS 

11 

NOTICE  1 

AMS  56088-88 

9515 

11 

17  Mor 

89 

MR 

AS 

11 

MS-18308 

4730 

SH 

18  Jun 

76 

SH 

AMS  5223C-82 

9515 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5223D-88 

9510 

■  1 

17  Mor 

89 

MR 

AS 

11 

AMS  5225C-82 

9515 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5580F-7P 

4710 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5590A-81 

NOTICE  1 

4710 

11 

04  Mor 

88 

MR 

AS 

11 

AMS  5588C-80 

4710 

11 

04  Mar 

88 

MR 

AS 

11 

NOTICE  1 

AMS  5779A-80 

3439 

20 

27  Feb 

81 

MR 

AS 

20 

AMS  5799C-86 

3439 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5796A-80 

3439 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5798C-85 

3439 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5828C-81 

NOTICE  1 

3439 

11 

15  Mor 

88 

MR 

AS 

11 

AMS  577BC-87 

3439 

11 

17  Mor 

39 

MR 

AS 

11 

AMS  5801B-86 

3439 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5828D-87 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5832C-85 

3439 

IP 

01  Aug 

86 

MR 

AS 

20 

AMS  5837C-85 

3439 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5794B-80 

3439 

.0 

01  Oct 

82 

MR 

AS 

20 

AMS  5794C-87 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5789B-87 

3439 

11 

17  Mor 

89 

S\R 

AS 

11 

AMS  5786B-79 

3439 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  5778B-81 

3439 

11 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 

AMS  5679D-81 

3439 

20 

01  Od 

82 

MR 

AS 

20 

AMS  5698D-83 

9505 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  56990-87 

9505 

11 

17  Mor 

89 

MR 

AS 

11 

AS 7m  A193A/AS93M-87 

9510 

YD 

01  Jun 

57 

AR 

YO 

ASTM  8211-88 

9530 

YD 

2/  Sep 

88 

MR 

YD 

99 

ASTM  B579-73R82 

MFFP 

AS 

12  Apr 

86 

MR 

AS 

20 

ASTM  B240-87 

MECAMR 

28  Jon 

88 

MR 

AS 

99 

ASTM  8645-84 

45GP 

YO 

13  Jul 

84 

MR 

YD 

99 

ASTM  B646-78 

95GP 

YO 

27  Od 

80 

MR 

YD 

99 

ASTM  E864-82 

MFFP 

Gl 

03  Nov 

83 

Gl 

20 

ASTM  E34-84A 

95GP 

YD 

03  Od 

85 

MR 

YD 

AMS  2248C-88 

95GP 

MR 

25  Aug 

88 

MR 

AS 

11 

21 


ALPHABETICAL  LISTING 


TITLE 


Alloys,  Chemicol  Checkonolysii  limits  Wrought  Niclcel  Alloys  And  Coboll  -  1  Jul  88,. 
Ally  Bars,  Forgings  &  Rings,  Corrosion  &  Heat  Resistant  57NI  -  19.5CR  -  13.5CO  - 
4.3MO  •  3.0TI  *  1.4A1  *  0.0065  •  0.05ZR  Consumcbte  Electrode  Or  Vacuum 
Induction  Melted  1825  Deg  •  1900  Deg  F  Solution  Heat  Treated  •  1  Oct  87 

Alpho-nltronophthalene  (For  Use  In  Explosives)  . . . . . 

Alprazolam  Toblets,  Usp . . . . . . . . 

Alproxolom  Tablets,  USP . . . . . . . . . . . . . . 

Altar,  Lectern  And  Pulpit  Hangings  (Ecclesiastical) . . . . . . . . 

Altar,  Portable . . . . . . . . . . 

Alternator  Rectifier  (For  Torpedo  Mk  46  Mods  O,  1,  2,  And  4) . . 

Alternator,  Turbine  (Air  Driven)  . . . . . . 

Altimeter  AAU-31/A... . . . . . . . . . . 

Altimeter  Set,  Electronic  AN/APN*l4l(V) . . . . . . . . . . 

Altimeter  Set,  Electronic  AN/APN*209(V)  (Units  Of) . . . . . . 

Altimeter  Set,  Electronic  AN/APN-194(V) . . . . . . . . . . 

Altimeter  Set,  Electronic  AN/APN-171(V) . . . . . . . . . . . . 

Altimeter-encoder,  AAU-21/A. . . . . . . . . . . . . 

Altimeter-encoder  AAU-32/A . . . . . . . . . . . 

Altimeter/barometer,  Pocket  Size,  With  Case  . . . . . 

Altimeter,  Pressure,  Station  . . . . 

Altimeter,  Pressure  AAU-16/A  . . . . . . . . . . 

Altimeter,  Pressure,  Porcchutist  $.. . . . . . . 

Altimeter,  Pressurized  Comportment,  Integrally  Lighted  0-50,000  Feet,  1-7/8  Inch 
Dial 

Altimeter,  Pressure  AAU-27/A  . . . . 

Altimeter,  Pressure  AAU-7-A . . . . . . . . . . . . . 

Altimeter,  Servo  Controlled,  Automatic  Pressure  Standby . . . . . 

Altimeter,  Standby,  Types  T  &  It  . . . . . . . . . . . . 

Altitude  Immersion  FOTP  15 . . . . . . . . . . . . . . 

Aluminum  &  Aluminum  Alloy  Bar,  Rod,  Wire,  Or  Special  Shapes,  Rolled,  Drawn,  Or 
Cold  Finished,  General  Specifications  For 
Aluminum  &  Aluminum  Alloys,  Processing  &  Performance  Requirements,  Hard 
Coating  Treatment  Of  -  1  Oct  84 

Aluminum  &  Aluminum  Alloy  Seamless  Pipe  &  Seamless  Extruded  Tube  -  24  Apr 
1987 

Aluminum  &  Aluminum  Alloy  Extruded  Bars,  Rods,  Shapes  6.  Tubes  »  29APR  88 . . 

Aluminum  &  Aluminum  Alloy  Extruded  Bars,  Rods,  Wire,  Shapes,  &  Tubes  (Metric)  « 
27  Sep  1988 

Aluminum  &  Aluminum-alloy  Rivets  &  Cold-heading  Wire  &  Rodg,  Shear  Testing  Of, 
Stondord  Method  For  -  30  Oct  1987 

Aluminum  &  Magnesium  Products,  Packaging/pocking  Of,  Standard  Practices  For  - 
26  Apr  85 

Aluminum  Acetate  &  Acetic  Acid  Solution . . . . . 

Aluminum  Acetate  Solution  Tablets  Effervescent . . . . 

Aluminum  Acetate  Solution  Tablets,  Effervescent . . . . . 

Aluminum  Alloy  Afclad  7075,  Plate  And  Sheet  (Improved  Exfoliation  Resistant) . 

Aluminum  Alloy  Armor,  Extruded,  Weldable . . . . . . 

Aluminum  Alloy  Alclad  2024,  Plate  And  Sheet . . . . . 

Aluminum  Alloy.  Aimor,  Forged . . . 

Aluminum  Alloy  Alctod  7075,  Plate  And  Sheet . . . . . 

Aluminum  Alloy  Armor,  2219,  Rolled  Plate  And  Die  Forged  Shapes  . . . . . . . 

Aluminum  Alloy  Aided  2014,  Plate  And  Sheet . . . . . . . 

Aluminum  Alloy  Armor  Rolled  Plote  (1/4  To  4  Inches  Thick),  Weldable  (Allay  2519) 

Aluminum  Alloy  Alclad  7178,  Plote  And  Sheet . . . . . 

Aluminum  Alloy  Alclad  One  Side  7075,  Plate  And  Sheet . . . . . 

Aluminum  Alloy  Bar,  Rod,  Shapes,  And  Tube,  Extruded,  6070 . . . 

Aluminum  Alloy  Bar,  Rod,  And  Wire,  Rolled,  Drawn,  Or  Cold  Finished,  6262 . . . 

Aluminum  Alloy  Bar,  Rod,  And  Wire,  Rolled,  Drown,  Or  Cold  Finished,  1100. . 

Aluminum  Alloy  Bor,  Rod,  And  Wire,  Rolled,  Drawn,  Or  Cold  Finished,  3003 . 

Aluminum  Alloy  Bor,  Rod,  And  Wire,  Rolled,  Drawn,  Or  Cold  Finished,  201 1 ............ 

Aluminum  Alloy  Bor,  Rod,  Wire,  And  Special  Shapes,  Rolled,  Drawn,  Or  Cold 
Finished,  2014 

Aluminum  Alloy  Bor,  Rod,  Shapes,  Tube,  And  Wire,  Extruded,  2014. . . . 

Aluminum  Alloy  Bar,  Rod,  Shapes,  Tube,  And  Wire  Extruded,  5454  . . . 

Afuminum  Aifoy  Bor,  Rod,  Shapes,  Tube,  And  Wire,  Extruded,  6063. . . . . . 

Aluminum  Alloy  Bar,  Rod,  And  Wire,  Rolled,  Drawn,  Or  Cold  Finished,  2024 . . 

Aluminum  Alloy  Bar,  Rod,  And  Wire,  Rolled,  Drawn,  Or  Cold  Finished,  5052 . . 

Aluminum  Alloy  Bar,  Rod,  Shapes,  Tube,  And  Wire,  Extruded,  5456..., . . . 

Aturinum  Alloy  Bor,  Rod,  Wire,  And  Speciol  Shapes,  Rolled,  Drown,  Or  Cold 
Finished,  7075 

Aluminum  Alloy  Bar,  Rod,  Shapes,  Tube,  And  Wire,  Extruded,  7178, . . 

Afuminum  Alloy  Bar,  Rod,  Shapes,  And  Wire,  Extruded,  7178-T76,  (IMPROVED 
Exfoliation  Resistanl) 

Aluminum  Alloy  Bor,  Rod,  And  Shapes,  Extruded,  7075-T76  (Improved  Exfoliation 
Recisfant) 

Afuminum  Alloy  Duct  Sheet . . . . . . 

Aluminum  Alloy  Die  Costings  . . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AMS  22690*38 

95GP 

MR 

25  Aug 

88 

MR  AS 

11 

AMS  5706G-87 

9510 

11 

17  Mar 

89 

MR  AS 

11 

l 

MIL-A-23894 

6810 

OS 

17  Oct 

63 

os 

A-A-51038B 

6505 

/MB 

11  Jun 

87 

MD 

MS 

03 

A-A-0051038A 

6505 

MB 

26  Sep 

86 

MD 

MS 

03 

MII-A-615E 

9925 

GL 

13  Jun 

74 

Gl 

PE 

28 

MIL-A-43326A 

9925 

Gl 

05  Dec 

83 

GL 

PE 

28 

L 

MIL-A-81C83C  (3) 

1355 

OS 

14  Mar 

79 

OS 

MIUA-63991 

1390 

AR 

29  Mor 

88 

AR 

MIL-A-318518  (1) 

6610 

AS 

25  Jon 

88 

AV 

AS 

L 

MIL-A-23887A  (1) 

5841 

AS 

01  Mor 

66 

AS 

l 

MII-A-49079A 

5841 

CR 

09  Jun 

86 

CR 

Q  L 

MII-A-8I605D  (1) 

5826 

AS 

29  Jul 

85 

AS 

L 

Mll-A  812960 

5326 

AS 

22  Jul 

85 

AS 

MIUA-81403  (2) 

6610 

71 

18  Feb 

86 

AS 

Q 

MIL-A-81852A  (1) 

6610 

AS 

25  Jan 

88 

AV 

AS 

A-A-52005 

6675 

ME 

09  Sep 

87 

ME 

YD 

99 

L 

MS-24134A 

6660 

80 

20  May 

69 

99 

Q  L 

MIL-A-38140B 

6610 

71 

01  Aug 

77 

99 

l 

MIL-A-58066A  (3) 

6610 

Gl 

11  Mar 

71 

GL 

NOTICE  1 

O  L 

MIL*A*25933B 

6685 

82 

29  Mor 

85 

99 

MIL-A-83212A  (1) 

6610 

71 

06  Apr 

83 

AV 

11 

i_ 

MIL-A-27198B 

6610 

71 

29  Dec 

87 

99 

L 

MIL-A-83419C  (2) 

6610 

71 

14  Dec 

87 

99 

L 

MIL-A-85505 

6610 

AS 

14  Nov 

83 

AS 

EIA  RS45S-I5-83 

60GP 

CR 

15  Jul 

85 

CR 

AS 

85 

QQ-A-225F/F 

•9525 

/AS 

27  Nov 

84 

MR 

20 

AMS  2469D-84 

MFFP 

10  Dec 

84 

MR 

AS 

20 

ASTM  B241/B241M-87 

4710 

YD 

20  Jul 

87 

ME 

YD 

99 

ASTM  B221-88 

9530 

YD 

05  Sep 

88 

MR 

YD 

99 

ASTM  B221M  88 

9530 

YD 

27  Sep 

88 

MR 

YD 

99 

ASTM  B565-87 

95GP 

YD 

29  Jan 

88 

MR 

YD 

99 

ASTM  B660-85E) 

PACK 

SM 

30  Jun 

86 

AV 

AS 

84  DH 

A-A-51096 

6505 

/MB 

26  Dec 

85 

MD 

MS 

03 

A-A-53833 

6505 

MB 

28  Feb 

89 

MD 

MS 

03 

MII-A-37194A 

6505 

DM 

29  Feb 

88 

MD 

MS 

03 

NOTICE  1 

QQ-A-250/25A 

9535 

/AS 

25  Jun 

74 

MR 

AS 

11 

L 

MIL-A-46083C 

FORGMR 

29  Jul 

88 

MR 

NOTICE  1 

QQ-A-250/5F  (1) 

9535 

/AS 

07  Jun 

83 

MR 

AS 

20 

INT  AMD  2 

l 

MIL*A*45225E 

FORGMR 

30  Jan 

87 

MR 

NOTICE  1 

QQ-A-250/13E  (1) 

9535 

/AS 

28  Dec 

73 

MR 

AS 

20 

L 

M'L*A*46118C 

9535 

MR 

19  Dec 

83 

MR 

QQ-A-250/3F 

9535 

/AS 

21  Sep 

78 

MR 

AS 

20 

MIL*A*46192A 

9535 

MR 

09  Sep 

SB 

MR 

QQ-A-250/15E 

9535 

/AS 

79  Jon 

71 

MR 

AS 

11 

QQ-A-250/18F 

9535 

/AS 

21  Sep 

78 

MR 

AS 

11 

L 

MIL-A-46104 

9530 

MR 

25  Jan 

89 

MR 

QQ.A-225/10B 

•9525 

/AS 

15  Jun 

83 

MR 

AS 

20 

QQA-225/1D  (1) 

•9525 

/AS 

1 1  Apr 

83 

MR 

AS 

20 

QQ-A-225/2D 

•9525 

MS 

09  Jun 

71 

MR 

AS 

11 

QQ-A-225/3D 

9530 

AS 

09  Jun 

71 

MR 

AS 

11 

QO-A-225/4E 

•9525 

/AS 

15  Nov 

82 

MR 

AS 

20 

QQ-A-.200/2F 

•9530 

/AS 

09  Sep 

83 

MR 

AS 

20 

OQ-A-200/6E  (1) 

•9530 

/AS 

08  Sep 

83 

MR 

AS 

20 

GQ-A-2C0/90 

*9530 

‘AS 

23  Aug 

83 

MR 

AS 

20 

QQ-A-225/6E  (1) 

•9525 

/AS 

29  Mar 

85 

MR 

AS 

11 

QQ-A-225/70 

•9525 

/AS 

30  Jun 

83 

MR 

AS 

20 

QQ  A-200/7E  (1) 

‘9530 

/AS 

15  Jun 

83 

MR 

AS 

11 

QQ-A-225/9E 

•9525 

/AS 

10  May 

82 

MR 

11 

QQ-A-200/13C 

9530 

/AS 

23  Aug 

83 

MR 

AS 

20 

QQ-A-200/14B 

•9525 

/AS 

27  Dec 

84 

MR 

AS 

11 

QQ-A-200/158 

*9525 

/AS 

30  Nov 

83 

MR 

AS 

20 

MIL-A-52174B 

9535 

MR 

21  Mar 

72 

MR 

99 

QQ-A-591F 

MECAJ 

19  Jan 

81 

22 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Aluminum  Alloy  Die  Forging*  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr  (7175-T66),  Solution 

AMS  41488-87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

And  Precipitation  Heot  Treated  -1  Jan  87 

Aluminum  Alloy  Die  Forgings,  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr  (7075-T73),  Solution 

AMS  4141082 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

And  Precipitation  Heat  Treated  •  1  Jul  82 

Aluminum  Alloy  Extrusions,  7.7ZN  -  2.4MG  ■  1.6CU  -  0.16CR  (7049-T7351 1) 

AMS  4157 A-82 

9525 

AS 

15  Jul 

87 

MR 

AS 

20 

Solution  Heot  Treated,  Stress  Relieved,  &  Precipitation  Heat  Treated  ■  1  July 

1982 

Aluminum  Alloy  Extrusions  6.2  ZN-2.3  CU-2.2  MG-0.I2ZR  (7050-T76511)  -  15  Jul 

80 

Aluminum  Alloy  Extrusions  7.7  ZN-2.4  MG-1.6  CU-0.16CR  (7149-T7351 1)  -  15  Jon 

80 

Aluminum  Alloy  Forgings,  Heot  Treated . 

AMS  4340A-80 

9525 

AS 

13  Aug 

82 

MR 

AS 

20 

AMS  4343-80 

9525 

AS 

13  Aug 

82 

MR 

AS 

20 

MIL-A-22771D 

FORGAS 

30  Jan 

84 

MR 

AS 

20 

Aluminum  Alloy  Forgings,  6.3  CU-0.3  MN-0.18  ZR-0.1  V-0.06  Ti  (221946),  Solution 

AMS  41438-84 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

And  Precipitation  •  1  Jul  84 

Aluminum  Alloy  Forgings  1.0  MG-0.60  SI-0.28  Cu  0.20  Cr  (6061-T4),  Solution  Heat 

AMS  4146084 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

Treated  And  Naturally  Aged  ■  1  JUL  84 

Aluminum  Alloy  Forgings  . . . . . 

QQ-A-367H  (2) 

FORG/20 

03  Jan 

83 

MR 

AS 

20 

Aluminum  Alloy  Foil  1.0MG-0.6SI-0.30CU-0.20CR  *  1  Mar  74 . 

AMS  4009-74 

9535 

AS 

13  Aug 

82 

MR 

AS 

20 

Aluminum  Alloy  Forgings  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr  (7075-T74),  50  JTION 

AMS  4131B-86 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

And  Precitat  Ion  Heot  Treated  -  1  Apr  86 

Aluminum  Alloy  Forgings,  0.90  Sl-0.62  MG-0.25  Cr  (6151-T6),  Solut.on  And 

AMS  4125G-85 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

Precipitation  Heat  Treated  *  1  Jul  85 

Aluminum  Alloy  Formed  &  Arc  Welded  Round  Tube  -  27  Aug  82  . 

ASTM  B547-82A 

4710 

CS 

10  May 

83 

ME 

SH 

99 

Aluminjm  Alloy  Hand  Forgings  5  6ZN-2.5MG  -1.6  Cu  -  0.24  Cr  (7175-T736)  -  4  Jon 

81 

Aluminum  Alloy  Hand  Forgings  And  Rings  6.3  CU-0.3  MN-0.18  Zr  0.10  V-0.06  Ti 

AMS  4109A-81 

FORGAS 

14  Jul 

81 

MR 

AS 

20 

AMS  4144085 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

(2219-T852), SOLUTION  Heat  Treated,stress  Relief  Compressed  And  Precipitation 

Heat  Treated  •  1  Jul  85 

Aluminum  Alloy  Hand  Forgings  7.7  ZN-2.4  MG-1.6  CU-0.16  Cr  (7049-T7352), 

AMS  4247-87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

Solution  Heat  Treated,  Stress  Relieved  By  Compression,  And  Precipitation  Heat 
Treated  -  1  Jan  87 

Aluminum  Alloy  Impacts  . . . . . . 

1 

MIL-A-12545C 

95GP 

MR 

08  Dec 

72 

MR 

Aluminum  Alloy  Ingot  (For  Remelting)  . . . . . 

QQA-371F 

9650 

/MR 

17  Jon 

86 

MR 

SH 

84 

Aluminum  Alloy  Permanent  And  Semi-permanent  Mold  Castings  . . . . . 

GO-A-596E 

MECA/MR 

03  Jun 

86 

MR 

SH 

99 

NOTICE  1 

Aluminum  Alloy  Plole  6.2ZN-1.8CU-2.4MG-C.13ZR  (7010-T7351)  Solulion  Heal 

AMS  4203-82 

9535 

AS 

01  Jun 

83 

MR 

AS 

20 

Treated,  Stress  Relieved  &  Precipitation  Heat  Treated  •  1  Jul  82 

Aluminum  Alloy  Plate  5.7ZN-2.2MG-1.6CU-0.22CR  •  16  Oct  78 . 

AMS  4089A-78 

9535 

AS 

13  Aug 

82 

MR 

AS 

20 

Aluminum  Alloy  Plole  5.7ZN-2.2MG-1.6CU  0.22CR  -  16  Otl  78 . 

AMS  4090A-78 

9535 

AS 

13  Aug 

82 

MR 

AS 

20 

Aluminum  Alloy  Products,  High  Strength,  Determining  Susceptibility  To  Stress 

ASTM  G47-79 

95GP 

AS 

25  Jul 

80 

MR 

AS 

11 

Corrosion  Cracking  Of  -  31  Aug  79 

Aluminum  Alloy  Plate  6.2ZN-1.8CU-2.4MG-0.13ZR  (7010-T7651  . 

AMS  4204.82 

9535 

AS 

01  Jun 

83 

MR 

AS 

20 

Aluminum  Alloy  Plate  6-2ZN-l.8CU-2.4MG-0.13ZR  (7010-T73651)  Solulion  Heal 

AMS  4205-82 

9535 

AS 

01  Jun 

83 

MR 

AS 

20 

Treated,  Stress  Relieved  &  Heot  Treated  •  1  Jul  82 

Aluminum  Alloy  Parts,  Heat  Treatment  Of  Wrought  -  1  Jul  82  . . . 

E 

AMS  277OD-80 

95GP 

AS 

10  Jon 

33 

MR 

AS 

20 

Aluminum  Alloy  Ports,  Hardness  &  Conductivity  Inspection  Of  Heat-treated  -  15  Ar 

AMS  2658-80 

95GP 

MR 

30  Mor 

88 

MR 

AS 

11 

80 

NOTICE  2 

Aluminum  Alloy  Parts  Wrought,  Heat  Treatment  Of  -  1  Jul  82  . . 

AMS  2770D-82 

95GP 

AS 

10  Jan 

83 

MR 

AS 

20 

Aluminum  Alloy  Rings,  Rolled  Or  Forged  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr 

AMS  4310A-83 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

(7075-T651,  7075-T652),  Solution  Heat  Treated,  Mechanically  Stress  Relieved  And 
Precipitotion  Heat  Treated  -1  Jan  83 

Aluminum  Alloy  Rod  And  Wire,  For  Rivets  And  Cold  Heading . 

QQ-A-430C 

•9525 

/AS 

14  Dec 

84 

ME 

AS 

11 

Aluminum  Alloy  Rings,  Rolled  Or  Forged  5.6  ZN-2.5  MG-1.6  CU-0.26  Cr, 

AMS  4311-76 

5365 

AS 

13  Aug 

82 

MR 

AS 

20 

Mechonicolly  Stress  Relieved  -  1  Jul  76 

Aluminum  Alloy  Sheet,  8280  . . . . . . . . . . . . . 

L 

MIL-A-11267C 

9535 

MR 

17  Sep 

70 

MR 

Aluminum  Alloy  Strip,  Stainless  Steel  Clod . . . . . . . 

i 

MILA-46158 

9535 

MR 

13  Mor 

72 

MR 

Aluminum  Alloy  Sheet,  Aldad  5.7ZN-2.2MG-1.6CU-0.22CR  (7457-T61)  Solulion  & 

AMS  4207-82 

9535 

AS 

01  Jun 

83 

MR 

AS 

20 

Precipitation  Heat  Treated  •  1  Jul  82 

Aluminum  Alloy  Sheet  Alcold  5.7ZN-2.2MG-1.6CU-0.22CR  *  16  Jul  79  . 

AMS  4100-79 

9535 

AS 

13  Aug 

82 

MR 

AS 

20 

Aluminum  Alloy  Structural  Shapes,  Extruded,  6061  . . . . . 

QQ-A-2C0/16A 

9530 

/AS 

09  Jon 

74 

MR 

AS 

20 

Aluminum  Alloy  Sheet  And  Plate  Aldad,  1.0  MG-0.60  SI-0.28  CU.-0.20  Cr.  (Aldod 

AMS  4022E-77 

9535 

AS 

02  Jul 

79 

MR 

AS 

20 

6061,44  SHEET,-T451  Plate)  -  15  Jan  77 

Aluminum  Alloy  Sheet  &  Plate,  Aldad,  1.0  MG-0.60  SI-0.28  CU.-0.20  Cr.  (Aldod 

AMS  4023E-77 

9535 

AS 

02  Jul 

79 

MR 

AS 

20 

6061,46  SHEET, 4651  Plate)  -  15  Jan  77 

Aluminum  Alloy  Sheet  &  Plate,  Aldad  1,0  MG.0.60SI  -  0.28  Cu  *  0.20  Cr  (Aldod 

AMS  4021D-77 

9535 

AS 

14  Jul 

81 

MR 

AS 

11 

6061-0)  -  15  Jon  77 

Aluminum  Alloy  Tope . . . . . . . . . . . . . 

MII-A-2877C 

9535 

SH 

16  Jul 

85 

MR 

SH 

Aluminum  Alloy  Wrought  Products  For  Aerospace  Applications,  Ultrasonic  Inspection 

ASTM  8594  82 

NDTI 

AS 

22  Jul 

83 

MR 

AS 

20 

Of  •  27  Aug  82 

Aluminum  Alloy  2017,  Bor,  Rod  And  Wire;  Rolled  Drawn  Or  Cold  Finished  . . . 

QO-A-225/5E  (2) 

•9525 

/AS 

31  Jon 

86 

MR 

20 

Aluminum  Alloy  2024,  Bar,  Rod,  Shcoes,  Tube  And  Wire,  Extruded  . . . . . 

00-A.200/3F 

4710 

/AS 

23  Sen 

83 

MR 

AS 

11 

Aluminum  Alloy  2024,  Plate  And  Sheet . . . . . . . . . . . . 

QQ-A-250/4E  (1) 

INT  AMD  2 

9535 

/AS 

22  Oel 

74 

MR 

AS 

11 

Aluminum  Alloy  2124,  Plate  . . . . . . . . . . . . . . . . 

QQ-A-250/29A 

9535 

/AS 

18  Nov 

77 

MR 

AS 

11 

Aluminum  Alloy  2219,  Plate  And  Sheet  . . . . . . . . 

QQ-A-250/30A  (1) 

9535 

/AS 

20  Nov 

84 

MR 

AS 

20 

Aluminum  Alloy  3003,  Plate  And  Sheet  . . . . . . . . . . . . . . . 

QO-A-250/2E 

9535 

/AS 

08  Jul 

83 

MR 

AS 

20 

Aluminum  Alloy  3003,  Bor,  Rod,  Shapes,  Tube  And  Wire,  Extruded  . 

QQ-A-200/1D 

‘9530 

/AS 

23  Jun 

83 

MR 

AS 

20 

Aluminum  Allay  5083,  Bor,  Rod,  Shapes,  Structural  Shapes,  Tube  And  Wire, 

QQ  A-200/4D  (1) 

*9530 

/AS 

09  Sep 

83 

MR 

AS 

20 

Extruded 

Aluminum  Alloy  5083,  Plate  And  Slice t  . . . . . . 

OQ-A-250/6G 

9535 

/AS 

21  Sep 

78 

MR 

AS 

11 

Aluminum  Alley  5086,  Plate  And  Sheet  . . . . . . . 

QQ-A-250/7E 

9535 

/AS 

23  Nov 

70 

MR 

AS 

11 

Aluminum  Alloy  5456,  Plate  And  Sheet  ............ . . . . . . 

QQ-A-250/9F 

9535 

/AS 

18  Jan 

71 

MR 

AS 

11 

Aluminum  Alloy  5454,  Plate  And  Sheet  ............. ....... . . . . . 

QQ-A-250/10E 

9535 

/AS 

21  Sep 

78 

MR 

AS 

11 

23 


ALPHABETICAL  LISTING 


TITLE 

Aluminum  Alloy  5086,  Bar,  Rod,  Shapes,  Tube  And  Wire,  Extruded  . . . . 

Aluminum  Alloy  6061,  Bor,  Rod,  Wire  &  Special  Shapes,  Rolled,  Drawn  Or  Cold 
Finished 

Aluminum  Alloy  6066,  8ar,  Rod,  Shapes,  Tube  And  Wire,  Extruded . . 

Aluminum  Alloy  6061,  Plato  And  Sheet  . . . . . . . . 

Aluminum  Alloy  6162,  8ar,  Rod,  Shapes,  Tube  And  Wire,  Extruded  . . . . 

Aluminum  Alloy  6061,  Bor,  Rod,  Shapes,  Tube  And  Wire,  Extruded . . . . . . 

Aluminum  Alloy  7475,  Rod . . . . . . . . . . . . . . 

Aluminum  Alloy  7075,  Bar,  Rod,  Shapes,  Tube  And  Wire,  Extruded  . . . 

Aluminum  Alloy  7075,  Plate  And  Sheet  . . . . . . . . . 

Aluminum  Alloy  7178,  Plate  And  Sheet  . . . . . . 

Aluminum  Alloy  7178476,  Plate  And  Sheet,  Afdod  (Improved  Exfoliation  Resistant).. 

Aluminum  Alloy,  7075,  Plate  And  Sheet  (Improved  Exfoliation  Resistant)  . 

Aluminum  Alloy,  Bar,  Rod,  Shapes.  Structural  Shapes,  Tube  And  Wire,  Extrudeds...... 

Aluminum  Alloy,  5052,  Plate  And  Sheet... . . . . . . . . 

Aluminum  Alloy,  7178-T76,  Plate  And  Sheet,  (Improved  Exfoliation  Resistant).... . 

Aluminum  Alloy,  7011  Alclad  7075,  Plate  And  Sheet . . . . 

Aluminum  Alloy,  7011  Alclad  7178,  Plate  And  Sheet . . . 

Aluminum  Alloys  In  Ingot  form  For  Sand  Castings,  Permanent  Mold  Castings,  &  Die 
Castings  -  25  Apr  1986 

Aluminum  Alloys,  Fracture  Toughness  Testing  Of,  Standard  Practice  For  *  27  Feb 
1987 

Aluminum  And  Aluminum-olloy  Seamless  Pipe  And  Seamless  Extruded  Tube  For  Gas 
And  Oil  Transmission  And  Distribution  Piping  Systems  •  29  Apr  1983 

Aluminum  And  Atuminum-alloy  Sheet  And  Plate  (Metric)  *  31  Jan  1986  . 

Aluminum  And  Aluminum-alloy  Sheet  And  Plate  •  31  Jan  1986 . . . . . 

Aluminum  And  Aluminum  -alloy  Formed  And  Arc-welded  Round  -  29  Apr  88 . . 

Aluminum  And  Aluminum-alloy  Seamless  Pipe  And  Seamless  Extruded  Tube  29  Apr 
88 

Aluminum  And  Aluminum-alloy  Drawn  Tubes  For  Generol  Purpose  Applications  -  26 
Apr  1985 

Aluminum  And  Aluminum  Alloy  Plate  And  Sheet,  General  Specification  For  . . 

Aluminum  And  Aluminum  Alloys . . . . . 

Aluminum  And  Magnesium  Castings,  Standard  Reference  Radiographs  For  Inspection 
Of -11  Jon  1985 

Aluminum  Bronze  Plate,  Sheet,  Strip  And  Rolled  Bor  -  26  July  1985 . 

Aluminum  Chloride  (Anhydrous)  (For  Use  In  Ammunition)  . . 

Aluminum  Coating  -  15  Jun  76 . . . . . . . . . 

Aluminum  Conduit,  Rigid,  Standard  For  -  7  Mar  1983 . . . 

Aluminum  Foil . . . . . . . . . . 

Aluminum  Foil . . . . . . . . . . . . . 

Aluminum  Foil  (Food  Handling  &  Processing) . . . 

Aluminum  Foil  For  Sandwich  Construction  . . . 

Aluminum  Hydroxide  Gel  And  Magnesium  Carbonate  Suspension . . . 

Aluminum  Hydroxide  Gel,  Dried,  Magnesium  Trisilicote,  And  Sodium  Bicarbonate 
Tablets 

Aluminum  Hydroxide  Gel,  USP . . . . . . . 

Aluminum  Hydroxide  Gel,  Dried,  Capsules . . . . 

Aluminum  Hydroxide  Gel,  Dried,magnesium  Hydroxide,  And  Simethicone  Toblet . 

Aluminum  Hydroxide  Gel,  Dried,  Tablets.  U.s.p . . . 

Aluminum  Mill  Products,  Dimensional  Tolerances  For  -  22  Oct  1985  . . . 

Aluminum  Mill  Products,  Dimensional  Tolerances  For  •  22  Oct  1985  . . . 

Aluminum  Mill  Products,  Dimensionol  Tolerances  For  (Metric)  •  22  Oct  1985  . . 

Aluminum  Mill  Products,  Dimensional  Tolerances  For  •  22  Oct  1985  (Metric  . . 

Aluminum  Oxide  Coolings,  lubricotive.  For  Aluminum  And  Aluminum  Alloys . 

Aluminum  Oxide  Scrub  Cleanser . 

Aluminum  Oxide,  Anhydrous,  Analyzed  Reagent  (Metric)  . . . 

Aluminum  Powder  &  Paste,  Sampling  &  Testing  *2  •  4  Dec  70  (Reopproved)  . . 

Aluminum  Powder,  Flaked,  Grained  And  Atomized  . . . 

Aluminum  Powder,  Atomized  (For  Use  In  Explosives). . . . . . 

Aluminum  Powder,  Spherical  . . . . . . . 

Aluminum  Powder,  Atomized,  Technical . . . . 

Aluminum  Powder,  Sphericol  . . . . . . . . . 

Aluminum  Products,  Identification  Marking  Of  •  03  Mor  80 . . . 

Aluminum  Products  (Metric)  identification  Marking  Of  •  25  Jon  85.... . . . 

Aluminum  Sulfate,  Technical . . . . . . 

Aluminum  Wool . . . . . . . . . . . 

Aluminum  1100,  P'ote  And  Sheot. . . . . . . . . . . . . 

Aluminum  1350-  H19  Wire  For  Electrical  Purposes  •  30  Aug  1985.... . . 

Aluminum-  Alloy  Permanent  Mold  Castings  *  27  Feb  1987., . . . . . . . . . 

Aluminum-olloy  Castings,  High-Strength . . . . . . . 

Aluminum-alloy  Drawn  Seamless  Tubes  (Metric)  •  21  Nov  1986  . . . . . 

Aluminum-olloy  Die  Forgings,  Hand  Forgings,  And  Rolled  Ring  Forgings,  Adopted  25 
Apr  86 

Aluminum-olloy  Sond  Costings . . . . . . . . . 

Aluminum-olloy  Sond  Castings . . . . . . . . 

Aluminum-olloy  Sond  Costings  -  Aug  88 . . . . . . . . . 

Aluminum-olloy  6061-T6STANDARD  Structural  Shapes,  Rolled  Or  Extruded  •  29  Apr 
88 


DOCUMENT 

NUMBER  FSC  PREP  0ATE  CUSTODIAN 


QQ-A-200/5D 

•9530 

/AS 

12  Apr 

84 

MR 

AS 

20 

QQ-A-225/8E 

*9525 

/AS 

28  Moy 

82 

MR 

AS 

20 

QQ-A-200/10E 

•9530 

/AS 

28  Sep 

83 

MR 

AS 

20 

QQ-A-250/11F 

9535 

/AS 

03  Aug 

82 

MR 

AS 

20 

QQ-A-200/17A 

9530 

/AS 

14  Jut 

83 

MR 

AS 

20 

QQ-A-200/8F 

*9530 

/AS 

08  Nov 

83 

MR 

AS 

20 

Mlt-A-63547  (1) 

9530 

AR 

14  Sep 

84 

AR 

QQ-A-200/11E 

•9530 

/AS 

03  Nov 

83 

MR 

AS 

20 

QQ-A-250/12F 

9535 

/AS 

15  Nov 

92 

MR 

AS 

20 

QQ-A-250/I4E 

9535 

/AS 

28  Jon 

71 

MR 

AS 

11 

QQ-A-250/22A 

9535 

/AS 

27  Jun 

74 

MR 

AS 

20 

QQ-A-250/248 

9535 

/AS 

26  Jun 

74 

MR 

AS 

11 

QQ-A-200E  (1) 

•4710 

/AS 

21  Feb 

83 

MR 

AS 

20 

QQ-A-250/8F 

9535 

/AS 

21  Sep 

78 

MR 

AS 

20 

QQ-A-250/21B 

9535 

/AS 

30  M or 

84 

MR 

AS 

20 

QQ-A-250/26A 

9535 

/AS 

14  Sep 

73 

MR 

AS 

84 

QQ-A-250/28A 

9536 

/AS 

14  Sep 

73 

MR 

AS 

20 

ASTM  8179-86 

9650 

MR 

24  Sep 

86 

MR 

ASTM  B646-87 

95GP 

YD 

01  Jun 

87 

MR 

YD 

99 
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86 

99 

ASTM  B209M-86 
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YD 
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86 

MR 
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99 
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YD 
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86 

MR 

YD 

99 

ASTM  8547-88 

4710 

CS 
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89 

ME 

SH 

99 

ASTM  8241 824 1M-88 

4710 

YD 

05  Sep 

88 

ME 

YD 

99 

ASTM  B483-83 

4710 

CS 

24  Jul 

86 

ME 

99 

QQ-A-250F 

9535 

/AS 

25  Sep 

78 

MR 

AS 

11 

MIL-HDBK  694A 

MISC 

MR 

14  Jan 

87 

MR 

NOTICE  1 

AS’M  E 155-85 

NDTI 

MR 

22  Nov 

85 

MR 

AS 

20 

ASTM  8 169-85 A 

9535 

MR 

20  Feb 

86 

MR 

SH 

Mll-A-6347) 

6810 

AR 

05  Feb 

87 

AR 

NOTICE  1 

NAS  4006-76 

MFFP 

AS 

30  Jul 

82 

AV 

AS 

11 

REV  1 

ANSI  C80.5-83 

5975 

YD 

20  Mor 

87 

ME 

YD 

99 

A-A-1008 

9535 

1 

15  Apr 

85 

QQ-A-1876 

•8135 

/MR 

29  Jul 

74 

MR 

AS 

84 

A-A-1676 

8135 

t 

26  Feb 

81 

MIL-A-81596A 

9535 

AS 

30  Jun 

85 

MR 

AS 

20 
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/MB 
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85 
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03 
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DM 
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75 

MD 

MS 

03 
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MB 
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88 
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03 
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/DP 
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81 

MD 

MS 

03 
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/MB 
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81 
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03 
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6505 

DM 

07  Jun 

76 

ID  MS 

03 

ANSI  H35.2-85 

95GP 

AS 

15  Mor 

88 

Mrt 

AS 

11 

ANSI  H35.2-85 

95GP 

AS 

15  Mor 

88 

MR 

AS 

11 

ANSI  H35.2M-85 

95GP 

AS 

15  Mor 

88 

MR 

AS 

11 

ANSI  H35.2M-85 

95GP 

AS 

15  Mor 

88 

MR 

AS 

11 

MII-A-63576A 

MFFP 

AR 

06  Dec 

85 

AR 

A-A-50830 

6505 

/MB 

30  Dec 

81 

MD  MS 

03 

DOD-A-10825A 

6810 

EA 

22  Oct 

79 

EA 

68 

ASTM  D480-70 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 
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6810 

EA 
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69 

EA 

OS 
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6810 

OS 
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84 

OS 
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AS 
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84 

AS 
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OS 
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78 

OS 
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6810 

OS 
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65 

OS 

ASTM  8666-80 

95GP 

YD 

05  Dec 

80 

MR 

YD 

16 

ASTM  B666M-85 

95GP 

YD 

18  Jul 

85 

MR 

YD 

16 

0-A-429D 

6810 

/EA 

03  Jul 

84 

EA 

68 

MII-A-4864A 

5350 

84 

10  Feb 

60 

99 

QQ-A-250/1F 

9535 

/AS 

30  Jun 

83 

MR 

AS 

20 

ASTM  8230  85 

6145 

YD 

27  Moy 

87 

CR 

YD 

85 

ASTM  B  108*87 

MECAMR 

09  Jun 

87 

MR 

20 

MIL-A-21 180D 
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05  Nov 

84 

MR 

AS 

20 
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4710 

YD 
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87 

MR 

YD 
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86 

MR 

YD 
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88 

MR 

11 
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03  Moy 

84 

MR 

SH 

99 
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88 

MR 

11 

NOTICE  1 

ASTM  8308-88 

9540 

MR 

13  Jun 

88 

MR 

OS 

99 
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ALPHABETICAL  LISTING 


TITLE 

Aluminum-alloy  6201-T81  Conductors,  Concentric-lay-stonded  •  27  Jun  1986 . . 

Aluminum-alloy  6061 -T6  Standard  Structural  Shapes, rolled  Or  Extrudes  (Metric)  ♦  24 
Feb  1984 

Aluminum-pigmented  Asphalt  Roof  Coatings  •  26  Apr  1985...... . 

Aluminum,  Alloy  &  Temper  Designation  Systems  For,  American  National  Standard  • 
22  Oct  1985 

Aluminum,  Alloy  &  Temper  Designation  Systems  For,  American  National  Standard  * 
22  Oct  1905 

Aluminum,  American  National  Standard  Alloy  &  Temper  Designation  Systems  For  * 

22  Oct  1985 

Aluminum,  Anodic  Oxide  Coatings  On  -  25  May  79  . . 

Aluminum,  Standard  Method  For  Measurement  Of  Stain  Resistance  Of  Anodic 
Coatings  Of  •  27  Apr  84 

Aluminumware,  Bokeshop  And  Kitchen,  Pockaging,  Packing,  And  Marking  Of . 

Amantadine  Hydrochloride  Capsules,  Usp..... . . . . . . . 

Ambient  Light  Susceptibility  •  Nov  83 . . . . . . . . . . . 

Ambulance  Emergency  Medical  Care  Surface  Vehicle.......... . . . 

Amcinonide  Cream,  USP..., . . . . . . . . 

Amcinonide  Ointment,  USP  . . . . . . . . . . . . . 

American  National  Standard  For  Plastic  Shower  Receptors  And  Shower  Stalls  •  2 
May  80 

American  National  Standard  For  Plastic  Lavatories  •  2  Moy  80 . . . . . 

American  National  Standard  For  Exit  Devices  -  24  Oct  78 . . . . 

Amikacin  Sulfate  Injection,  USP . . . . . . . . . 

Amine  Bonding  Agent..... . . . . . . . . . 

Amino  Acid  And  Urea  Cervical  Cream  . . 

Amino  Acid  Injection,  Without  Electrolytes . . . . . . 

Amino  Acids  &  Glycerin  Injection  Wihh  Electrolytes . . . . 

Amino  Acids  And  Dextrose  Injection  Pack . . . . . . . . . 

Amino  Acids  Injection . . . . . 

Amino  Propyl  Alkyl  Amine . . . . . . . . . 

Amlnogluthetimide  Tablets,  Usp  . . . . . . . . . . 

Aminophylline  Injection,  Usp . . . . . . . . . . 

Amlnophylline  Tablets,  U.s.p . . . . . . . . 

Aminophylline  Tob!ets,uSP  . . . . . . . . 

Amlodarone  Hydrochloride  Tablets.,... . . . . . 

Amitriptyline  Hydrochloride  Tablets,  USP . . . . 

Ammeter,  DC,  Switchboard,  8-3/4  Inch,  250  Degree  Scale . . . . 

Ammeter,  Direct  Current . . . . . 

Ammeter,  Direct  Current,  Split-core,  Portoble . 

Ammeter,  Voltmeters,  And  Loadmeters,  Direct  Current . 

Ammonia,  Aromatic  (Inhalants)  . . . . . . . . . 

Ammonia,  Technical . . 

Ammonium  Chloride,  Technical . . . . . 

Ammonium  Dichromate,  Photographic,  (Ammonium  Bichromate)  . 

Ammonium  Hydroxide,  Technical  . . . . . 

Ammonium  Lactote  Lotion  . . . . . . 

Ammonium  Nitrate,  Prilled  (For  Use  In  Ammunition)  . 

Ammonium  Nitrate,  Technical  (Metric) . . . 

Ammonium  Nitrate  (Uncooted) . . . 

Ammonium  Perchlorate. . . . 

Ammonium  Perchlorate  For  Solid  Propellant  Grains . . . . . 

Ammonium  Perchlorate,  Generol  Specification  For . . . . . . 

Ammonium  Perchlorate . . . . . . . 

Ammonium  Perchlorate,  High  Purity . . . 

Ammonium  Perchlorote  Speciol  Coarse  Grade  For  Solid  Propellant  Grains . 

Ammonium  Perchlorate,  Conditioned  . . . . . . 

Ammonium  Picrate  (Explosive  D) . . . . . . . . . . 

Ammunition  (Except  Ammunition  Of  A  Calibre  Below  20MM)  The  Nato  Code  Of 
Colours  For  The  Identification  Of  (Ed  4)  (Rea  For  Issue  Othan  Dod  Must  Be  Sent 
Via  Hq  Darcom)  Drcird 

Ammunition  Color  Coding  . . . . .  . . . 

Ammunition  Data  Card.............. . . . . . . . . 

Ammunition  For  Aircraft  Guns  (Ed  2)  Other  Than  Dod  Refer  Hq  UsafZxoxx(iso), 
Wash,  Dc  20330-5058  20MM 

Ammunition  Manufacturers  And  Thier  Symbols............................... . . . . 

Ammunition  Marking  Of  (And  its  Packaging)  Of  A  Colibre  Below  20  Mm(req  For 
Issue  Other  loan  Dod  Must  Be  Sent  Via  Us  Amc  Attn  Amclp-aa-n,  5001 
Eisenhower  Ave,  Alexandria,  Va  2233-0001)  (Ed  3) 

Ammunition,  Generol  Specification  For  . . . . . . . . . . 
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NUMRPR  FSC  PREP  DATE  CUSTODIAN 


ASTM  B399-86 

6145 

YD 

24  Dec 

86 

CR 

YD 

85 

ASTM  B308M-84 

9540 

MR 

18  Aug 

86 

MR 

OS 

99 

ASTM  D2824-85 

8030 

YD 

08  Apr 

86 

YD 

99 

ANSI  H35.1-85 

95GP 

AS 

15  Mar 

88 

MR 

AS 

11 

ANSI  H35.1M-85 

95GP 

AS 

15  Mor 

88 

MR 

AS 

11 

ANSI  H35.1-85 

95GP 

AS 

15  Mor 

88 

MR 

AS 

11 

ASTM  8580*79 

MFFP 

MR 

10  Feb 

87 

MR 

99 

NOTICE  1 

ASTM  B136  84 

9535 

YD 

30  Aug 

84 

MR 

YD 

PPP-A-1182B 

7330 

•GL 

19  Dec 

74 

GL 

SA 

99 

A-A-53081 

6505 

MB 

21  Jul 

87 

MD 

MS 

03 

EIA  RS455-22-83 

60GP 

CR 

15  Jul 

85 

CR 

AS 

85 

KKK-A-1822B 

2310 

•AT 

01  Jun 

85 

AT 

99 

A-A-53J26 

6505 

MB 

17  Jun 

88 

MD 

MS 

03 

A-A-0051817 

6505 

MB 

28  Jon 

87 

MD 

MS 

03 

ANSI  Z124.2-80 

4510 

YD 

16  Jon 

81 

YD 

99 

ANSI  Z124.3-80 

4510 

YD 

16  Jan 

81 

YD 

99 

ANSI  A156.3-78 

5340 

YD 

28  Nov 

80 

AR 

YD 

99 

A-A-53530 

6505 

MB 

17  Jun 

88 

MD 

MS 

03 

Mll-A-70604 

6810 

AR 

22  Apr 

88 

A*A*005lo07 

6505 

MB 

13  Jon 

87 

MD 

MS 

03 

A-A-0053249 

6505 

MB 

08  Ocl 

87 

MD 

MS 

03 

A-A-0051651 

6505 

MB 

02  Sep 

86 

MD 

MS 

03 

A-A-00531 13 

6505 

MB 

07  Jul 

87 

MD 

MS 

03 

A-A-0051740 

6505 

/MB 

21  Ocl 

86 

MD 

MS 

03 

MIL-A-47062 

6810 

Ml 

10  Moy 

74 

Ml 

AA0053173 

6505 

MB 

20  Aug 

87 

MD 

MS 

03 

AA-53522 

6505 

/MB 

01  Jun 

88 

MD 

MS 

03 

MIL-A-375I5A 

6505 

DM 

26  Feb 

88 

MD 

MS 

03 

A-A-53762 

6505 

MB 

18  No v 

88 

MD 

MS 

03 

AA-0051813 

6505 

MB 

30  Jon 

87 

MD  MS 

03 

A-A-53631 

6505 

MB 

12  Aug 

88 

MD  MS 

03 

Mll-A-16034/18 

6625 

SH 

19  Sep 

66 

SH 

AN3201 

6625 

82 

5  Sep 

45 

AV 

AS 

99 

REV  2 

MIL-A-18204A 

6625 

SH 

9  Apr 

59 

SH 

MILA-6752A  (3) 

6625 

AS 

01  Mor 

78 

AS 

99 

NOTICE  2  (AS) 

U-A-500B 

6505 

•DM 

30  Mor 

76 

MD 

MS 

03 

OA-445B  (1) 

6830 

/ME 

05  Moy 

83 

ME 

AS 

68 

0-A-491E 

6810 

/Gl 

06  Apr 

67 

Gl 

NOTICE  1 

0-A-498B 

6750 

/OS 

07  Sep 

66 

OS 

NOTICE  1 

0*A*45IF  (1) 

6810 

l 

10  Dec 

75 

A-A-0053256 

6505 

MB 

20  Ocl 

87 

MD 

MS 

03 

MIL*A*50460A 

6810 

AR 

15  Sep 

73 

AR 

MII-A-175C 

6810 

EA 

06  Mor 

89 

EA 

OS 

68 

NOTICE  ) 

MIL-A-47240A 

6810 

Ml 

28  Nov 

79 

Ml 

Mtl-A-1928 

6810 

AR 

10  Apr 

86 

AR 

AS 

14 

NOTICE  1 

MIL-A-23946  (1) 

1336 

AS 

23  Dec 

87 

AS 

NOTICE  1 

MU-A-82667A  (1) 

6810 

OS 

23  Sep 

85 

OS 

MU-A-23442A  (1) 

6810 

OS 

18  Apr 

85 

OS 

MIL-A-82667/1  (1) 

6810 

OS 

06  Ocl 

78 

OS 

Mll-A-23948  (1) 

1336 

AS 

23  Dec 

87 

AS 

NOTICE  1 

MIL-A-82667/2  (2) 

6810 

OS 

27  Jun 

85 

OS 

MIL-A-166C 

1376 

AR 

25  Apr 

88 

AR 

OS 

99 

NOTICE  1 

NAT-STD-2321  (1) 

ISDA 

AM 

31  Dec 

74 

MIL-STD-709C 

NOTICE  2 

1395 

AR 

28  Sep 

84 

AR 

OS 

90 

MII-STD-1167C 

NOTICE  1 

1395 

AR 

12  Mor 

86 

AR 

OS 

99 

NAT-STD-3585  (5) 

ISDF 

06 

17  Jun 

88 

MIL-STD-1461D 

NOTICE  1 

13GP 

AR 

31  Mar 

88 

AR 

OS 

99 

NAT-STD-2316  (4) 

ISDA 

AM 

20  Apr 

88 

MII-A-002550C 

1395 

AR 

17  Nov 

77 

AR 

ALPHABETICAL  LISTING 


TITLE 

Ammunition,  General  Specification  For  ................... . . . . . . . 

Ammunition,  Standard  Quality  Assurance  Provisions,  General  Specification  For  .... 

Amoxopine  Tablets . . . . . . . . . . . 

Amoxicilli  For  Oral  Suspension,  USP  . . . . . . . . . 

Amoxicillin  &  Potassium  Clavulanate  Tablets  . . . . . . . . 

Amoxicillin  And  Potassium  Clavulanate  For  Oral  Suspension  . . . 

Amoxicillin  Capsules,  USP  . . . . . . . 

Amoxicillin  Capsules,  USP  . . . . . . . . . . . . . . 

Amoxicillin  For  Oral  Suspension,  USP  , . . . . . . 

Amphibious  Operations  -  Ship-to-shore  Movement  -  ATP-36  (Edition  No.  4).., . 

Amphotericin  8  Lotion  UP  . . . . . . . . . . . 

Amphotericin  B  Lotion  . . . . . . . . . . . . . . . 

Ampicillin  Capsules,  USP  . . . . . . . . . . . . . 

Ampicillin  For  Oral  Suspension,  Usp. . . . . . 

Ampicillin  For  Oral  Suspension,  Usp . . . . . . . . 

Ampicillin  For  Oral  Suspension,  USP  . . . . 

Ampicillin  Sodium,  Sterile,  U.s.p. . . . 

Ampicillin  Sodium,  Sterile  Usp . . . . . . 

Amplifer,  Doppler,  Assembly  11740261  . . . . . . 

Amplifier  *  Detector,  10525674  . . . . . . . . . . . . 

Amplifier  AM-203C/ARA-19 . 

Amplifier  Assembly,  AM-23 16/SIA.,... . . . . . 

Amplifier  Channel  (For  Torpedo  Mark  37  Mods  0,  2,  And  3) . . . 

Amplifier  Converter  •  AM-6879/URC . . . . . . . . 

Amplifier  Converter  AM-3127(*)/APS-82 . . . 

Amplifier  Mark  140  Mods  O,  1,  And  2 . . . 

Amplifier  Mixer  AM-7157/DKT-59. . . . . . . 

Amplifier  Power  SupplyaM-598/U . . . . . . . 

Amplifier  Radio  Frequency  &  Microwave,  Solid  State,  Low  Noise,  Wideband, 
Coaxial  Configuration 

Amplifier  System,  Audio,  Low  Noise,  High  Input  Impedance  . . 

Amplifier-control  Group,  Type  AN/SIA-119 . . . . . 

Amplifier-control  Group,  AN/SIA-120  . . . . 

Amplifier-control  Group,  AN/SIA-122(V) . . . 

Amplifier-control  Group,  AN/SIA-1 15 . . . . . 

Amplifier-control  Group,  AN/SIA-1 16 . 

Amplifier-indicator  Group,  Altitude-vertical  Speed  A/A24G-7 . . . . . . 

Amplifier-indicator  Group,  Indicated  Airspeed  A/A24G-10  . . . . 

Amplifier-indicator  Group,  Altitude-vertical  Speed  A/A24G-11 . 

Amplifier-oscillator  Group,  AN/SIA-1 17  . . . . 

Amplifier-oscillator  Group,  AN/SIA-1 18  . . . 

Amplifier-oscillator  Group  AN/SIA-1 14 . . . . . . . . 

Amplifier-power  Supply  AM-1931  /A JB-3 . . . . . 

Amplifier-power  Supply-receiver  AM-2349(*)/ASQ-19  . . . . . . . 

Amplifier-power  Supply-receiver  AM-23 10(*)/ASQ  And  Antenna 
AS-909(*)/ARA-48 

Amplifier,  A 7  Nose  Geor  Steering . . . . . . . 

Amplifier,  Audio  Frequency,  And  Amplifier-control  Groups-shlpboard  Announcing 

Amplifier,  Audio  Frequency  . . . . . . . . 

Amplifier,  Audio  Frequency,  AM-3597C/A. . . . 

Amplifier,  Audio  Frequency  AM>6747(  (/v,.„ . . . 

Amplifier,  Audio  Frequency,  AM  4326B/A . . . . . . . . . 

Amplifier,  Audio  Frequency  AM-1780A/VRC . . . . . . . . . 

Amplifier,  Audio  Frequency,  AM  7067/A..... . . . 

Amplifier,  Audio  Frequency-emergency  Report  System..... . . . . . 

Amplifier,  Audio  Frequency,  Booster  Amplifier  •  Audio  »  20  Watt  Shipboard 
Announcing 

Amplifier,  Audio  Frequency  AM-3 198()/URC . . . . . 

Amplifier,  Audio  Frequency,  AM-3729(  (/sr . . . . . . 

Amplifier,  Audio  Frequency  AM-944/AIC-13 . . . . . 

Amplifier,  Audio  Frequency  AM-243/U  . . . . . . . . 

Amplifier,  Audio  Frequency,  Sound  Powered  Telephone  System... . 

Amplifier,  Audio  Frequency,  10512508 . . . . . . . 

Amplifier,  Audio  Frequency  (Amplifier  Loudspeaker  Equipment,  Frequency  Range 
100  To  7000  CPS) 

Amplifier,  Compass  Servo,  Type  MF-1  Compass  . . . . . . 

Amplifier,  Compass,  Servo  (Type  MF-1  Composs) . . . . . 

Amplifier,  Compulation................. . . . . . 

Amplifier,  Control,  Single  Channel,  S-2  Composs . . . . . 

Amplifier,  Control,  Single  Channel,  S-2  Composs . . . . . 

Amplifier,  Distribution  AM-2123(V)/U  . . . . . . . . . . . 

Amplifier,  Doppler  Board  Assembly,  1 1740262  . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MU-A-2550B  (1) 

1395 

AR 

24  Apr 

73 

AR 

OS  99 

L 

MIL-A-48078A 

1395 

AR 

16  Dec 

88 

AR 

A-A-51037 

6505 

/MB 

11  Oct 

85 

MD 

MS  03 

A-A-53867 

6505 

MB 

31  Mor 

89 

MD 

MS  03 

A-A-51574A 

6505 

MB 

01  Jul 

87 

MD 

MS  03 

A-A-0051672 

6505 

MB 

16  Sep 

86 

MD 

MS  03 

MIL-A-3737BA 

NOTICE  1 

6505 

DM 

26  Feb 

88 

MD 

MS  03 

A-A-53736 

6505 

MB 

30  Sep 

88 

MD 

MS  03 

MIL-A-37380A 

NOTICE  1 

6505 

DM 

26  Feb 

88 

MD 

MS  03 

NAT-STD-1180 

ISDN 

NM 

18  Apr 

86 

A-A-53832 

6505 

MB 

28  Feb 

89 

MD 

MS  03 

Mll-A-37772 

6505 

DM 

26  Feb 

88 

MD 

MS  03 

NOTICE  I 

A-A-53050 

6505 

MB 

02  Jul 

87 

MD 

MS  03 

MIL-A-37480 

6505 

DM 

26  Feb 

88 

MD 

MS  03 

NOTICE  1 

A-A-0051959 

6505 

MB 

28  Apr 

87 

MD 

MS  03 

A-A-53695 

6505 

MB 

16  Sep 

88 

MD 

MS  03 

MIL-A-37377A 

NOTICE  1 

6505 

DM 

26  Feb 

88 

MD 

MS  03 

A-A-0053365 

6505 

MB 

29  Feb 

88 

MD 

MS  03 

L 

MH.-A-48607A 

NOTICE  1 

1285 

AR 

07  Apr 

88 

AR 

L 

MIL-A-14822  (2) 

1290 

AR 

19  Oct 

70 

AR 

L 

MIL-A-6348D  (2) 
NOTICE  1 

5826 

84 

20  Aug 

86 

99 

L 

MIL-A-21577/6A  (1) 

5830 

SH 

29  Oct 

82 

SH 

L 

MH..A-18977D 

1355 

OS 

07  Jun 

71 

OS 

L 

MtL-A-29420 

5820 

M  C 

22  Oct 

85 

MC 

L 

Mll-A-22980 

5841 

AS 

10  Aug 

61 

L 

MIL-A-22055  (3) 
NOTICE  1 

1290 

OS 

23  Feb 

89 

OS 

L 

MIL-A-85652 

5815 

AS 

08  Nov 

84 

AS 

L 

MIL-A-10894C  O) 

5820 

CR 

04  Jan 

60 

CR 

MIL-A-28875/6 

5985 

EC 

27  Jul 

83 

ER 

EC  85 

L 

MtL-A-24366 

6625 

SH 

15  Apr 

69 

SH 

L 

Mll-A-21577/78 

5830 

SH 

15  Aug 

68 

SH 

L 

MII-A-21S77/8A 

5830 

SH 

27  Feb 

67 

SH 

L 

Mll-A-21577/9 

5830 

SH 

31  Jon 

64 

SH 

L 

Mll-A-21577/2  (1) 

5830 

SH 

29  Oct 

82 

SH 

L 

Mll-A-21577/3  (1) 

5830 

SH 

29  Oct 

82 

SH 

L 

MIL-A-27328  (6) 

6610 

71 

28  Oct 

86 

99 

L 

MII-A-27670C  (3) 

6410 

7) 

01  Dec 

86 

99 

l 

MIL-A-27671B  (3) 

6610 

71 

06  Aug 

86 

99 

L 

MII-A-21577/4B 

5830 

SH 

15  Aug 

68 

SH 

L 

MII-A-21577/5A  (1) 

5830 

SH 

15  Aug 

68 

SH 

L 

MII-A-21577/1A  (1) 

5830 

SH 

29  Oct 

82 

SH 

L 

MS-17378 

6615 

AS 

15  Jon 

64 

AS 

L 

MIL-A-22765  (2) 

5821 

AS 

15  Oct 

67 

AS 

L 

MIL-A-22669  (1) 

5895 

AS 

15  Dec 

61 

AS 

L 

M1L-A-85881 

1620 

AS 

05  Jon 

88 

AS 

L 

MIL-A-21577A  (1) 

SUPP  IA 

5830 

SH 

29  Oct 

82 

SH 

L 

MIL-A-62488  (1) 

5820 

AT 

27  Moy 

87 

AT 

Mll-A-23595/1  (1) 

5831 

AS 

17  Mor 

89 

AS 

l 

MIL-A-49095A 

5830 

CR 

07  Jul 

78 

CR 

MIL-A-23595/2B  (1) 

5831 

AS 

17  Mor 

89 

AS 

L 

Mll-A-49277 

5820 

CR 

26  Jun 

85 

CR 

MII-A-23595/3B  (1) 

5831 

AS 

17  Mor 

89 

AS 

L 

Mll-A-21577/10 

5830 

SH 

31  Jul 

68 

SH 

L 

Mll-A-21577/11  (1) 

5830 

SH 

17  Jon 

83 

SH 

L 

MIL-A-23088A 

5820 

EC 

24  Jun 

63 

SH 

L 

MIL-A-28716  (1) 

5820 

EC 

28  Mor 

77 

EC 

L 

MII-A-25546C  (1) 
NOTICE  I 

5831 

84 

04  Aug 

86 

99 

L 

Mll-A-12945 

5895 

CR 

5  Aug 

53 

CR 

L 

MIL-A-16749E  (2) 

5805 

SH 

17  Jun 

68 

SH 

L 

MIL-A-14819  (1) 

1290 

AR 

13  Jul 

70 

AR 

l 

MIL-A-16294C 

5830 

SH 

18  Apr 

63 

SH 

L 

MS-28100A 

6605 

AS 

18  Aug 

59 

AS 

Q  L 

Mll-A-22165  (5) 

6605 

AS 

15  Moy 

61 

AS 

L 

M1L-A-22339  (2) 

1290 

OS 

27  Jon 

87 

OS 

L 

MS-28082 

6605 

AS 

10  Jun 

57 

AS 

Q  L 

MIL-A-19940 

6605 

AS 

3  Jun 

57 

AS 

QL 

MIL-A-22305C  (7) 

5820 

EC 

18  Dec 

86 

EC 

L 

MIL-A-48&08A 

NOTICE  1 

1285 

AR 

07  Apr 

88 

AR 

26 


ALPHABETICAL  LISTING 


TITLE 


Amplifier,  Electronic  Control,  Single  Channel,  Type  A -2 . . . . . 

Amplifier,  Electronic  Control,  2  Chonnel,  Approach  And  Navagational,  Type  MB&4 .. 

Amplifier,  Electronic  Control,  Synchro  Signal  AM-6015/A . . 

Amplifier,  Electrical  Control  ASU&3-A . . 

Amplifier,  Electronic  Control,  10527247 . . . . . . . . . 

Amplifier,  Error  Light,  Assembly . . . . . . . . . . 

Amplifier,  Error  Level,  Assembly . . . . . . . . 

Amplifier,  Hybrid,  Radio  Frequency  For  XM122  Firing  Device  Receiver . 

Amplifier,  Interphone,  AM-40/AIC  (For  Aircraft) . . . . . . . ...... 

Amplifier,  Intermediate  Frequency  AM0063/MS  &  AM-1064/MS.... . . . 

Amplifier,  Intermediate  Frequency,  AM*761{  )/TPX . . . . 

Amplifier,  MA-1  Compass  System  A  . . . . . 

Amplifier,  MA*1  Compass  (System  B)  . . . . . 

Amplifier,  Operational  Triple  Programmable  Micropower.... . . . 

Amplifier,  Pneumatic . . . . . . . . . . . . . . 

Amplifier,  Power  Supply  AM-7152/GRC-213  &  Adopter  Kit,  Vehicle 
MK-2154/GRG213 

Amplifier,  Power  Supply  Group  OA-3633(  )/GRC  . . . . . . . . 

Amplifier,  Radiofrequcncy  &  Microwave,  Solid  State  Selection  Of . . . . . . 

Amplifier,  Radio  Frequency  &  Microwave,  Solid  State,  low  Noise,  Wideband, 
Flatpack  Configuration 

Amplifier,  Radio  Frequency  AM-7177A/ARC . . . . 

Amplifier,  Radio  Frequency,  AM-7074/BRC  . . . . . . 

Amplifier,  Radio  Frequency,  AM-6545/GRC-193  . . . . 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State,  Power,  Wideband,  To 
Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State,  Wideband,  Coaxial 
Configuration 

Amplifier,  Rodlofrcquency  &  Microwave,  Solid  State,  Power,  Wideband,  Coaxial 
Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  Slate,  Wideband,  To  Configuration  .. 
Amplifier,  Radio  Frequency  And  Microwave,  Solid  State,  General  Specification  For.. 

Amplifier,  Radio  Frequency  &  Microwave,  Solid  State,  Narrowband,  01 P 
Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State,  Narrowband,  Coaxial 
Configuration 

Amplifier,  Rcdiofrequency  &  Microwave,  Solid  State,  Low  Noise,  Narrowband, 
Coaxial  Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State  logarithmic.  Coaxial 
Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State,  Low  Noise,  Wideband,  To 
Configuration 

Amplifier,  Radiofrequency  &  Microwave,  Solid  State,  Wideband,  low  Profile,  To 
Configuration 

Amplifier,  Resolver,  General  Specification  For . . . . . . 

Amplifier,  Resolver  Isolation . . . . . . . . 

Amplifier,  Resolver . . . . . . . . . . . 

Amplifier,  Servo  (For  Torpedo  Mark  37  Mods  O  And  1)... . . . . . 

Amplifier,  Servomotor,  General  Specification... . . . . . . . 

Amplifier,  Solution  Servo,  400  Cycle . . . 

Amplifier,  Synchro  Servo,  6  Wall  400  Cycle . . . 

Amplifier,  Synchro  Servo,  6  Watt,  60  HZ  . . . . . . . 

Amplifier,  Synchro  Signal  (Navy) . . . . . . . . . . 
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Antenna  Group  OE-4(  )/GR  . . . . . 

Antenna  Group  OE-303(  }/grc . . . . . 

Antenna  Group  OE-254/GRC . . . . . . . . . 

Antenna  Group  P/O  Direction  Finder  Set  AN/TRQ-30(  )  (V) . . . 

Antenno  Group,  OE-207/8R  . . . . . . . 

Antenna  Group,  OE-415(V)/SRC  4-MHZ  To  12-MHZ  Transmitting  Twin  Whip  . . 

Antenno  Group,  OE-82(  )1W$C.1(V) . 

Antenno  Group,  0E-416(V)/SRC,  4-MHZ  To  30-MHZ  Receiving  Twin  Whip . . . 

Antenna  Group,  OE-4l8(V)/SRC  10-MHZ  To  30-MHZ  Transmitting  Twin  Whip  . . 

Antenno  Group,  TACAN,  OE-273(V)/URN . 

Antenno  Subsystem  For  Aircraft  Marker  Beccon  Equipment  General  Specification 
For 

Antenno  Subsystem,  Airborne,  Criteria  For  Design  And  location  Of . 

Antenna  Subsystems  For  Airborne  Identification  And  Navigation  Equipments, 

General  Specification  For 

Antenna  Support  AB-105/FRC  Tower  AB-127/FR  . . . . . 

Antenno  System,  Broordband  Identification  Friend  Or  Foe. . . . . . . 

Antenno  Systems  For  Uhf  Airborne  Communications  Equipment,  Generol 
Specification  For  Design  Of 

Antenno  Systems,  Submarine,  Design,  Locatio  »,  And  Installation,  General 
Specification 

Antenna,  AS-O/GRC,  Microwave. . . . . . . . . . . . 

Antenno,  AS-1018A/URC  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
Comdr,,  (SPAWAR-003-121),  Wash,  DC  20363-5100) 

Antenno,  Blade,  UHF  *  Bond,  General  Specif!  Cation  For  . . 

Antenno,  Blade,  UHF,  AT-256A/ARC  (Series  N  Connector) . . . . . 

Antenna,  Blade,  AS-2685/A. . . . . . . . . . 

Antenna,  Blade,  l-band.  General  Specification  For  . . . . . . . . . 

Antenna,  Blode,  AT-741B/B  (HN  Connector)  . . . 

Antenna,  Blade,  AS-2686/A  (Hn  Connector)  . . . . . . . 
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TITLE 

Antenna,  Blade,  L-band  (4  Hole  Mount,  N-connector)  . . . . . 

Antenna,  Broadband  A$-3 191/A,  AS-3792/A,  ANDAS-3793/A  . . . 

Antenna,  Fixed  High  Frequency,  Vertical  Log  Periodic  (Dipole) . . . . 

Antenna,  Fixed  High  Frequency  General  Specification  For........ . . . . . . 

Antenna,  Fixed  High  Frequency,  High  Toke-off  Angle..... . . . . 

Antenna,  Fixed,  High  Frequency,  Vertical  Omnidirectional  Broadband ........................ 

Antenna,  Fixed,  High  Frequency,  Horizontal  Omnidirectional  Broadband. . . 

Antenna,  Fixed,  High  Frequency,  Vertico!  Polarization,  Omnidirectional,  Broadband 
Antenna,  Fluih  Mount,  Type  AT ‘740/A . . 

Antenna,  Flush  Mount  (Radius  Of  Curvature  *  14.90  Inches)  . . . 

Antenna,  Flush  Mount  (Radius  Of  Curvature  *  66.50  Inches)  . . . . .. . 

Antenna,  Flush  Mount,  L'band,  General  Specification  For . . . 

Antenna,  Group,  OE-417(V)/SRC  2-MHZ  To  30*MHZ  Transmitting  Whip  (Tilting)  .... 

Antenna,  High  Frequency  (Hf)  Fixed  Rotatable  Log  Periodic . . . 

Antenna,  Hf,  AS-1288'  (  )3  Meters(  (10  Feet),  AS.2189  (1.8  Meters  (6  Feet){ . 

Antenna,  Liaison  Communications  Equipment,  General  Specification  For  Design  Of  .. 

Antenna,  Omnidirectional  Receiving  Equipment,  General  Specification  For  Design  Of 
(Supersedes  X7197) 

Antenna,  Transmission  Line,  AS‘3437/BRC.... . . . . . . . . . . . . 

Antenna,  Vhf  Airborne  Communications  Equipment,  Generol  Specification  For 
Design  Of 

Antenna:  AS'3569/VCR  . . . . . . . . . . . . . . 

Antennae,  Glide  Path  Rodio  Receiving  Equipment,  General  Specification  For  Design 
Of 

Antennas,  AT-500  (*)/op  And  AT-929(*)/AP,  And  Antenna  Base  Ab  1 17(#)/AP  ...... 

Antennas,  Definitions  Of  Terms  •  Nov  1983... . . . . . . . 

Anthracene,  Technical  (Metric) . . . . . 

Anthralin  Cream . . . . . . . . 

Anthropometric  Criteria  For  Litters  Standards  (Req  For  Issue  Must  Be  Sent  Via  HQ 
USAF/XOXX  (ISO)  Wash,  DC  20330-5058) 

Anthropometric  limitations  For  The  Selection  Of  Aircrew  And  For  Aircroft  Crew 
Stations  IN  The  ASCC  Notions 

Anthropometry  Of  U.s.  Military  Personnel  (Metric)  . . . 

Anti  Gorment,  Cutaway,  CSU-13B/P  . . . . . . . . 

Anti  Seize  Compound,  Mica  Bose  (For  Threaded  Fitting) . . . 

Anti  Tank  Mine  Dispensing  System,  Packaging  Of . . . . . . 

Anti-FOGGING  Kit,  Ml . . 

Anti*G  Gorment,  Cutaway,  Aramid  CSU-15/P . . . . 

Anti-fogging  Compound  . . . . . . . 

Anti-friction  Bearing  Identification  Code . 

Anti-g  Air  Inlet  Port . . . . . . . 

Anti-g  Suits  (Edition  No.  4) . . . . . . . 

Anti-icing  And  Deicing  •  Defrosting  Fluid . . . . . . 

Anti-icing  Equipment  For  Aircroft,  Heated  Surface  Type  Generol  Specification  For.... 

Antidote,  Nerve  Agents,  Injector  . . . . . . . 

Antifogging  Compound  3  Kept . . . . . . . . . . . 

Antifogging  Compound,  Transparent  Aircraft  Enclosures  . . . . 

Antifreeze/  Coolant,  Engine:  Ethylene  Glycol,  Inhibited  Concentroted . . . . 

Antifreeze/coolont,  Engine,  Ethylene  Glycol,  Inhibited,  Concentroted . . . . . . 

Antifreeze,  Arctic-type . . . . . 

Antifreeze,  Ethylene  Glycol,  Inhibited,  Heavy  Duty,  Single  Package . . . . . . . . 

Antimony  Sulfide  (For  Use  In  Ammunition) . . . . . . . . . . 

Antimony  Trioxide,  Anoltzed  Reogent. . . . . . . . . 

Antimony,  Technicol  (Metric)  . . . . . . . 

Antioxidant  N-phenyl-n,-cyc!ohexyl-p-pheny(ene  Diamine . . . . . . . 

Antioxidant,  T-butyfpheno!  Type,  2,  2,-METHYlGNGBIS 
(4-METHYL-6-T-BUTYLPHENOL) 

Antipyrine  And  Benzocoine  Solution . . . . . . . . 

Antipyrine  And  Benzocoine  Solution . . . . . . . 

Antipyrine  And  Benzocoine  Solution,  USP . . . . 

Antipyrine  And  Ethyl  Amlnobenzoate  Solution  (Ear  Drops) . . . . . 

Antirobies  Serum,  Usp . . . . . . . . . . . . . . . . 

Antiseize  Thread  Compound,  High  Temperature . . . . . . 

Antiseptic  Anesthetic  Solution,  Phcnoloted . . . . . . 
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Antiseptic-anesthetic  Solution,  Phenolofed . . . . . . . . 

Antiselting  Compound,  Decontaminating  Slurry,  M2  . . . . . 

Antivenln,  Crotaline,  Polyolent,  Usp  . . . . . . . . . . 

Anvil,  Blacksmiths . . . . . . ........ 

Anvil,  Optician  S,  Riveting..,,. . . . . . . . . . . . . . . 

Anvil,  Optician  S,  Riveting . . . . . . . . . . . . . 

Aperture  Of  Terminol  Ring  Or  Link  Of  Aircraft  lifting  Slings  (Ed  3)  (Rel  To  Other 
Thon  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Apparatus,  Anaerobic  Culture  . . . . . . . . . . . 

Apparatus,  Pilling,  Field,  Land  Mine,  M2  . . . . . . . . . 

Apparatus,  Ring  8.  Ball,  Softening  Point  By  •  8  Sep  67  (Reapproved  1982) . . 

Apparent  Density  Of  Industrial  Aromatic  Hydrcarbons  •  24  Apr  81 . 

Apple  Dessert,  Tray  Pack . . . . . . . 

Apple  Dessert,  Tray  Pack . . . . . 

Apple  Pie,  Semi-solid,  Thermostabilized  Tube  Pack  . . . . . 

Applesauce,  Instant...... . . . . . . . . 

Applesauce,  Semi-solid,  Thermostabilized  Tube  Pack  . . . . . . 

Applesauce,  Tray  Pack . . . . . . . . . 

Appliances,  Electric  Heating  -  15  June  1987  . . . . . . 

Appliances,  Motor  Operated,  Standard  For  •  20  Jan  72......... . . . 

Application  Form  For  Overflight  &  Landing  Clearence  (Edition  No.  1)  (Req  Other 
Than  DOD  Ref  To  HQ  USAF/XOXX-lSO  Wash.  D.c.  20330-5058) 

Application  Guidelines  For  MIL-STD-1540B;  Test  Requirements  For  Space  Vehicles.... 
Application  Of  Electrical  Resolvers . . . . . . 

Application  Of  Polyurethane  Fuel  Tank  Coatings . . . . . . 

Application,  Disposable,  Povidone  Iodine  Impregnated . . . . . . 

Applicator  Nasal,  Farrell  . . . . . . . . . 

Applicator,  Acetone  Alcohol  Impregnated.. . 

Applicator,  Craniol  Immobilization  Ring . 

Applicator,  Disposable,  (Wood  Or  Plastic,  Cotton  Or  Polyester  Tipped  End) . 

Applicator,  Disposable  (Sterile  And  Nonsterile) . . . . . . . . 

Applicator,  Disposable . . . . . . . . . . . . 

Applicator,  Glycerin  Lemon  Oit  Impregnated  . . . . . . 

Applicator,  Metol . . . . . . . . 

Applicator,  Nasal,  lothbury . . . . . 

Applicator,  Wax . . . . . . . . . 

Apron,  Construction  Worker  S . . . . . . . . . . . . . 

Apron,  Dental  (Plastix,  Disposable)  . . . . 

Apron,  Dental,  Plastic...,. . . . . . . . 

Apron,  Food  Handlers  . . . . . . 

Apron,  Food  Handler  S  . 

Apron,  Food  Handler  S  . . . . . . . . 

Apron,  Laboratory,  Plastic . . . . . . . . . 

Apron,  Laboratory . . . . . . . . . . . 

Apron,  Meotcutter  S  . 

Apron,  Toxicologicol  Agents  Protective,  M2 . 

Apron,  Utility,  Disposable . . . . . . . . . 

Apron,  Utility,  Impermeoble,  Rubber  Coated  Fabric  (General  Purpose) . . . 

Apron,  X  Ray  Protective . . . . . 

Apron,  X-RAY  Protective  (Dentol  Potient)  . . . . . 

Apron,  X-roy  Protective  . . . . . . 

Aquarium,  laboratory . 

Arbor,  Depth  Charge,  Mk  7  Mod  3 . 

Arbor,  Drill  Chuck,  Straight  Shonk . . . . . . . . . . . . . 

Arbor,  Drill  Chuck,  Toper  Shank  With  Tang . . . . . . . 

Arc  Welding  Procedures  For  Constructional  Steels . . . . . . . . 

Arch  And  Clip  8oord  Files,  Wood  Or  Composition  Hardboard  Back  . . . . 

Arch  And  Clip  Board  Files,  Composition  Hardboard  Back  . . 

Arch  Board  File  And  Box,  Prescription  Filing  . . . . . 

Arch  Supports  . . . . . . . . . . 

Architectural  Symbols . . . . . . . . . . . 

Arctic  Cushions  •  Clothing,  CHU*10/P  And  CHU-11/P . . . . . . . .... 

Area  Predictor,  Radiologies!  Fa1 'cot,  MS A2  (Abes  223)  (Release  To  Other  Thon  Do 
D  Agencies  Must  Be  Approved  By  Hq  Dorcom,  Drcird) 

Area  Predictor,  Radiological  Fallout,  ABC-M5A2  . . . . . . . . 

Argon,  Technical.................. . . . . . . . . . 

Arm  Safe  Oevice,  Atomic  Weapon,  XM134E1 . . . . . . . 

Arm  Sleeve,  Radioactive  Contaminants,  Protective........................ . . . . 

Arm-safe  Device  Atomic  Weapon  M38  Assembly,  Pocking,  And  Marking  . . . . 

Arm-safe  Device,  M120  . . . . . . . . . . . 

Arm,  Rearview  Mirror............ . . . . . . . . 

Arm,  Windshield  Wiper,  Blode,  Windshield  Wiper,  And  Blade  Refill,  Windshiefded 
Wiper  (Vehicular) 

Arm,  Windshield  Wiper,  Adjustable,  Light  Duty . . . . . . . . . 

Arm,  Windshield  Wiper  Heavy  Duty  (Adjustable) . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Armoment  Subsystem,  Helicopter,  7.62MM  Machine  Gun.  Door  Mounted,  Light 
Weight,  M24  (Less  M60D  Mochine  Gun) 

Armoment  Subsystem,  Helicopter,  7.62MM  Mochine  Gun.  Door  Mounted,  Light 
Weight,  M23  (Less  M60D  Machine  Gun) 

Armament  Subsystem,  Helicopter,  7.62MM  Machine  Gun,  Ramp  Mounted,  light 
Weight,  M41  (Leu  M60D  Machine  Gun) 

Arming  Cell  Mark  2  Mods  1  And  2 . . . . . 

Arming  Device  (Unloaded  And  Loaded)  Mark  2  Mods  1  And  3  (Inactive  For  New 
Design) 

Arming  Device  Mark  6  Mod  O  (Torpedo  Practice)  (Inactive  For  New  Design) . 

Arming  Firing  Device,  Rocket  Motor,  Mark  28  Med  0 . . . . . . . . 

Arming  Firing  Unit . . . . . . . . . . . 

Arming  Plug,  Mine,  Anti  ank  M4  (Practice)  And  M4A1  . . . 

Arming  Wire  Assemblies . . . . . . . . . 

Armor  Plate,  Aluminum  Alloy,  Weldable  5083  And  5456........... . . . 

Armor  Plate,  Aluminum  Alloy,  7039  . . . . . . . . . . 

Armor  Plote,  Control  Rolled,  Steel,  Wrought,hIgh  Strength,  High  Quality . . . 

Armor  Plate,  Steel,  Wrought,  High  Strength,  High  Quality  . . . . 

Armor  Plate,  Steel,  Roll-bonded,  Dnal  Hardness  (0.187  Inches  To  0.700  Inches 
Inclusive 

Armor  Plate,  Steel,  Wrought,  High-hardness  . . . . . . . . . . 

Armor  Plate,  Titanium  Alloy,  Weldable.............................. . . . 

Armor  Test  Data  Reporting  . . . . . . . . . . 

Armor,  Body,  Fragmentation,  Protective,  Footwecr . . . . . 

Armor,  Lightweight,  Ceramic-faced  Composite,  Procedure  Requirements  . 

Armor,  Steel  Plate  Sheet,  Wrought,  Homogeneous  (1/8  To  Less  Than  1/4  Inch 
Thick) 

Armor,  Steel,  Cast,  Homogeneous,  Combot-vehide  Type  (1/4  To  8  Inches,  Inclusive) 

Armor,  Steel,  Plate,  Wrought,  (Esr)  (3/16  Through  3  lines.  Inclusive) . . 

Armor,  Steel,  Sheet,  Strip  And  Fabricated  Forms,  Rolled,  Non-magnetic,  For  Helmets 
And  Personnel  Armor  Requirements 

Armor,  Transparent,  Gloss,  Gloss/plostic,  Plastic  Laminates  (Genero!  Specification) .. 

Armor,  Woven  Glass  Roving  Fabrics . . . . . 

Armor:  Aluminum-oramid,  Laminate-composite  . . . . . . . . . . 

Armored  Reconnaissance,  Airborne  Assault  Vehicle:  Full  Tracked,  152MM,  M551A1 .. 
Armored  Reconnalscnce  /  Airborne  Assault  Vehicle,  Full  Tracked,  152MM,  M551, 
Processing  For  Storcge  &  Shipment  Of 

Armored  Reconnolssonce/oirborne  Assault  Vehicle,  Full  Tracked,  152MM,  XM551  .... 

Armour  Plate,  Steel,  Wrought,  Homogeneous  (For  Use  In  Combat  Vehicles  6.  For 
Ammunition  Testing) 

Armour  Protection  For  Aircrews . . . . . . . . 

Army  Nomenclature  System . . . . . . . . . . . . 

Aromatic  Hydrocarbons,  Standard  Test  Method  For  Acid  Wash  Color  Of  Industrial  • 
24  Apr  81 

Arrester,  Aircraft  lightning . . . . . . . 

Arrester,  Aircraft  lightning... . . . . . . . 

Arrester,  Electrical  Surge,  F*1483(  )/g  And  F-1495(  )/g  . . . . . . 

Arrester,  Flash,  Moin  Storage  Bottery,  (Submarine  Use),  General  Specification  For 

Arrester,  Flash,  Submarine  Main  Storoge  Battery,  Type. . . . . . 

Arrester,  Flash,  Submarine  Moin  Storoge  8attery,  Type  II . . . 

Arrester,  Flash,  Submarine  Moin  Storage  Bottery,  Type  III..... . . . . . 

Arrester,  lighting  (Aircraft)  . . . . . . . . . . 

Arrester,  lighting  (Aircraft)  . . . . . . . . . 

Arrester,  lightning  (Aircraft)  . . . . . . . . . 

Arrester,  lightning,  General  Specification  For  Design  Of . . . . . . . 

Arrester,  Spark,  M  1941  . . . . . . . 

Arresters,  Surge,  For  Ac  Powe,  Circuits,  leee-Stondord  For  17  Dec  84, . 

Arresters,  Water  Hammer  •  31  Dec  84... . . . . . . . 

Arresting  Hook  Installations  Aircraft 

Arresting  Hook  Installation,  Runway  Arresting  System,  Aircraft,  Emergency . . 

Arrow  Sets,  Surveying  . . . . . . . . . . . . 

Arsenate,  Chroma  ted  Copper  *  24  Feb  71 . . . 

Arsenic  Pentoxide,  Analzed  Reagent  . . . . . . . . . . 

Arsenic  Trioxide,  Technical . . . . . . . . . . . . . 

Articles,  Iron  Or  Steel,  Tests  For  Weight  Of  Coating  On  Zinc  Cooled  (Golvonixed)  • 
26  Jun  81 

Articulator,  Dental . . . . . . . . . . . . . . 

Articulator,  Dental . . . . . . . . . . . 

Articulator,  Dental  (Semi-adiustoble,  Arcon  Style)  &  Plote,  Mounting,  Denlol 
Articulator 

Articulator,  Dentol  (Plain  Line,  lingual  Access  Design)  .............. . . . . . 
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Artificial  Leather  (Cloth  Coated),  Vinyl  Resin,  Expanded  layer,  (Upholstery) . . . 

Artillery  Fire  Control  Matrix  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM 
NAT  09*621,  Wash, 

Artillery  Fire  Control  Matrix  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09B21) 

Artillery*  Tfccjfccl  Tosks  &  Responsibilities  For  Control  Of  (Release  To  Other  Than 
DOD  Activities  Require*  Prior  Approval  Of  HQ  DARCOM,  DRCIRD  (ABCA  217) 
(Edition  No.  2) 

Asbestos  &  Synthetic  Rubber  Sheet,  Hof  Oil  Resistant  -  15  Jon  77 . * . 

Asbestos  Cement  Flat  Sheets,  Roofing  And  Siding  Shingles  And  Clapboards, 

Sampling  And  Testing  -  30  Sept  1963  (Reapproved  1984) 

Asbestos  Cement  Sheelsfor  Bulkheading  *  28  July  1978  (Reapproved  1984).............. 

Asbestos  Felt  Or  Mat,  Resin  Impregnated  . . . . 

Asbestos  racking  &  Gasketing  Material,  Impregnated  (Issue  Contro’.led-requests  By 
Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The 
Spec.) 

Asbestos  Rubber  Compressed  Sheet,  For  Fuel,  Lubricont,  Coolant,  Water  & 
Temperature  Resistant  Gaskets 

AKc  Personnel  For  Equipment  Design;  He!mets(req  For  Issue  Other  Than  DOD  Must 
Be  Sent  Via;  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058 

Ascenders,  Cam  Action . . . . . . . . . . . . . 

Ascorbic  Acid  Tablets,  Usp . . . . . . . . . . 

Ascorbic  Acid  Table ts.uSP  . . . . . . . . . . . . 

Ash  In  D7ing  Oils  &  Fatty  *  :ids  -  27  Mar  86 . . . . 

Ash  Receiver,  Tobacco,  (Cigarette)  . . . . . . . . . 

Ash  Receiver,  Tobacco  (Woll  Mounted,  Paraboloidal  Shape,  2  Quart  Copacity) . 

Ash  Receiver,  Tobacco  . . . . . . . . . . 

Ash  Receiver,  Tobccco,  (Desk  Type)  . . . 

Ash,  Sulfoted,  From  lubricating  Oils  &  Additives  •  27  Aug  82....... . . . 

Asher,  Low  Temperature,  Radio  Frequency . . . . . . . . 

Asphalt  (Bitumens)  Kinematic  Viscosity  Of,  Standard  Test  Method  For  *  16  Jun  85  .. 
Aspholt  Cement,  Penetration  Graded,  For  Use  In  Pavement  Construction  -  5  Feb  82.. 

Asphalt  Cut  Bock  (Medium  Curing  Type),  -  9  Apr  1976  (Reapproved  1986) . 

Asphalt  Cut  Back  (Rapid  Curing  Type  »  9  Apr  1986  (Recpproved  1986)...... . 

Asphalt  Glass  Felt  Used  In  Roofing  &  Waterproofing  -  26  Sept  1986 . 

Aspholt  Mastic  Used  In  Waterproofing  •  27  Apr  79  (Reopproved  1983) . 

Asphalt  Primer  Used  In  Roofing,  Dompproofing,  &  Waterproofing,  Stondord 
Specification  For  -  21  Oct  85 

Aspholt  Roll  Roofing  (Organic  Fell)  Surfaced  With  Mineral  Gronules  •  8  Jan  81  ...... 

Aspholt  Roll  Roofing  (Gloss  Felt)  Surfaced  With  Mineral  Granules  -  29  Aug  1986 .... 

Asphalt  Roll  Roofing  (Organic  Felt)  Surfaced  With  Mineral  Granules,  Wide  Selvage 
•  30  May  80  (Reapproved  1984) 

Aspholt  Shingles  Made  From  Gloss  Felt  &  Surfaced  With  Mineral  Granules  •  17  Aug 
83 

Aspholt  Shingles  (Organic  Fell)  Surfaced  With  Mineral  Granules  •  31  May  1985 . 

Asphalt  Used  in  Roofing  •  30  Nov  84 . . . . . 

Aspholt  Used  In  Dompproofing  &  Waterproofing  •  27  Apr  79  (Reapproved  1983) .... 
Asphalt*  Saturated  Asbestos  Felt  Used  In  Roofing  &  Waterproofing  -  29  Aug  1986 .. 
Aspholt*  Saturated  &  Coated  Organic  Fell  Bose  Sheet  Used  In  Roofing  •  29  Aug 
1986 

Aspholt-saturoted  Asbestos  Felt  Used  In  Roofing  &  Waterproofing,  Standard 
Specification  For,  13  June  88 

Aspholt,  Cotionlc  Emulsified,  Stondord  Specification  For  •  22  Feb  85 . . . 

Aspholt,  Cut  Back,  (Slow  Curing  Type  *  29  Dec  72  (Reopproved  1985) . 

Aspholt,  Emulsified,  Stondord  Specification  For  *  17  Jul  86 . . . . 

Asphalt,  Emulsified,  Used  A*  A  Protective  Cooting  For  Roofing,  Standard 
Specification  For 

Aspholt,  Liquid,  Slow  Curing,  Medium  Curing,  And  Rapid  Curing  . . . . . . 

Aspholt,  Petroleum  (Primer,  Roofing  &  Waterproofing) . . . . . 

Atpholt,  Petroleum  (Built-up  Roofing,  Water-proofing  And  Dampproofing) . . 

Aspholt,  Petroleum  (Primer,  Roofing,  And  Waterproofing). . . . . 

Asphalt,  Roofing  (Hot  Cement,  Mopping  Coat) . . . . 

Asphalt,  Waterproofing  (For  Use  In  Manufacture  Of  Fiber  Ammunition  Containers) .. 

Aspholtum  (Gitsonile).,... . . . . . . . . . . . . 

Asphats,  Standard  Method  Of  Testing  Emulsified  *  23  Jun  83.... . 

Ajp;ro*o'  Bu'b  Assembly  ...  . . . . . 

Aspirator  Unit,  Suction-pressure  Apparatus . . . . . . 

Aspirin  Aluminum  Hydroxide  Gel,  Dried,  &  Magnesion  Oxide  Tablets . 

Aspirin  Suppositories,  USP . . . . . . . . . 

Aspirin  Tablets,  U.s.p . . . . . . . . . . . 

Aspirin,  Aluminum  Hydroxide  Gel,  Dried,  And  Magnesium  Oxide  Tablets . . . 

Aspirin,  Aluminum  Hydroxide  Gel,  Dried,  And  Magnesium  Hydroxide  Tablets . . 

Aspirin,  Caffeine  And  Phenocetfn  Tablets . . . . . . . 

Asprin  Tablets,  USP . . . . . . . . . . . 

Assemblies,  Electrical  Backplane,  Printed  Wiring,  General  Specification  For  . . . 

Assemblies,  Moving  Mechanical,  For  Space  &  launch  Vehicles, . . . . 

Assembly  Procedures,  Gyro  . . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Assembly  Procedures,  GImbol . . . • . . . 

Assembly,  Center  Stotlon  65A132F6 . . . . . . . . . . 

Assembly,  Klystron  Power  Supply,  10548905...... . . . 

Assembly,  left  Right  Station  65A132F5 . . . . . . . •• 

Assembly,  Priority  Logic  65A132F8  . . . . ■••■»••• . 

Assembly,  Qucntity  Select  65A132F9 . . . . . . 

Assembly,  Station  Tronsfer  65A132F7  . . . . . . 

Assembly,  Surgicol  IrriQotor . . . . . . .  . . — — . . . 

Assessment  Of  Outgoing  Nonconforming  Levels  In  Ports  Per  Million  (Ppm) . 

Associated  Lists  For  Arradcom  Engineering  Drawings . . . . . . . 

Asw  Dead  Reckoning  Tracker  Plotting  Charts  (Chg  1  Dtd  18  Apr  86)  Request  Other 
Then  Dodmust  Be  Sent  Viai  Hq/usaf/xoxx  (Iso)wosh  Dc  20330-5058 

Atenolol  Tablets . . . . . . - . . . . . 

Atmosphere  And  Plant  Tissues  (Manual  Procedures),  Analysis  For  Fluoride  Content 
Of  •  23  Feb  79 

Atomic  Demolition  Munitions  (ADM)  Operations  Order  (Edition  No.  2)  (Release  To 
Other  Than  DOD  Agencies  Must  Be  Approveo’  8  HQ  DARCOM  (DRCIRD) 

Atropine  Sulfate  Ophthalmic  Oinment,  USP,... . . . . . . . . . 

Atropine  Sulfate  Ophthalmic  Ointment............ . . . . . . . 

Atropine  Sulfato  Tablets,  Usp,  Hypodermic  . . . . . . 

Attached  Organic  With  Conical  Mandrel  Apparatus,  Elongation  Of  •  19  Sep  60 
(Reapproved  1979) 

Attachment  Plugs  And  Receptacles,  Standard  For  •  3  Nov  86  •  Eleventh  Edition . 

Attachment,  Tow  And  Push  For  Demolition  Kit,  Projected  Chorge,  M157  Parts  For 
And  Packing 

Attachments  For  Lifting  Vehicles  &  Heavy  Military  Equipment  8y  Land  &  Sea 
(Edition  1) 

Attachments,  Cutting  For  Torches,  Oxyacefylene  Welding  And  Cutting  . . 

Attenuation  Measurements  For  Enclosures,  Electromagnetic  Shielding,  For  Electronic 
Test  Purposes,  Method  Of 

Attenuator  CN-29(  (-up,  CN-42)  (*up,  CN-43)  (-up . . . . . 

Attenuator,  CN  45/UP... . . . . . 

Attenuator,  Fixed,  Cooxiol  line  (SMA  Connectors),  Frequency  Rangei  DC  To  12.4 
Ghr,  Class  IV,  low  Power 

Attenuator,  Fixed  &  Variable,  Selection  Of  . . . . . . 

Attenuator,  Fixed,  Coaxiol  Line  (SMA  Connectors),  Frequency  Ronge:  DC  To  18 
Ghr,  ClassiV,  low  Power 

Attenuator,  Fixed,  Coaxiol  Line  (TNC  Connectors),  Frequency  Ranger  DC  To  18 
Ghz,  Class  IV,  Low  Power 

Attenuator,  Fixed,  Coaxial  Line  (Series  N),  Frequency  Rangei  DC  To  12.4  GHZ,  & 

DC  To  18  Ghr,  Class  lii,  low  Power 

Attenuator,  Fixed,  Coaxial  Line  (BNC  Connectors),  Frequency  Ranges  DC  To  4.5 
Ghr,  Class  lii,  low  Power 

Attenuator,  Fixed,  Waveguide  Frequency  Range,  7  To  18  GHZ,  Class  Ui . . . 

Attenuator,  Fixed,  Cooxiol  line  (Type  N  Connectors)  Frequency  Range,  DC  To  500 
MHZ,  Class  III 

Attenuator,  Fixed,  Sfripline,  Class  Iv,  Low  Power . . . . . . . . . . 

Attenuator,  Fixed,  TO«5  Configuration,  Class  Iv,  Low  Power . . . . . . 

Attenuator,  Fixed,  Coaxiol  Line,  (SMA  Connectors),  Bulkhead,  Closs  Iv,  low  Power .. 
Attenuator,  Fixed,  Minafure,  Coaxiol  line  (SMA  Connectors),  Frequency  Range:  DC 
To  18  Ghr,  Class  Iv,  low  Power 

Attenuator,  Fixed,  Cooxiol  line  (Series  N),  Frequency  Ranges  0.4  To  18  Ghr,  Class 
Iv,  low  Power 

Attenuator,  Fixed,  Coaxiol  line.  Frequency  Ranges  1  To  4  Ghr,  Class  liB  Medium 
Power 

Attenuator,  Fixed,  Coaxiol  Line  (Series  N),  Frequency  Ranges  DC  To  3  Ghz,  Class 
HA,  low  Power 

Attenuator,  Variable  (Cooxiol  And  Waveguide)  General  Specification  For . 

Attenuator,  Variable  (Waveguide)  Class  14 . . . . . •••••• . 

Attenuator,  Variable  CN-7/URA0 1 . . . . . . . . . . . * . 

Attenuator,  Variable  (Waveguide,  Rotating  Vone)  Class  14........ . . . 

Attenuator,  Vorioble  (Cooxiol,  Step)  Closs  7 . . . . . . . . 

Attenuator,  Variable  (Cooxiol),  Frequency  Range  Dc  To  2  Ghz . . . 

Attenuator,  Vorioble  (Cooxiol),  Class  5  (Smo) . . . . . . . 

Attenuator,  Vorioble  (Step)  Coaxiol,  Closs  7  (Bnc) . . . . . . . 

Attenuator,  Vorioble  (Cooxiol),  Frequency  Range  Dc  To  1  Mhz  (Low  Frequency) . 

Altenuotor,  Vorioble  (Cooxiol),  Class  1  (N) . . . . . . . . . 

Attenuator,  Vorioble  (Cooxiol,  Step)  Closs  5  (Smo)... . . . . . . . 

Attenuator,  Vorioble  (Cooxiol,  Step)  Class  4  (TNC)  . . . 

Attenuators,  Fixed  General  Specification  For........ . . . . . . . . . 

Attenuators,  Fixed,  Coaxiol  line  (Series  N),  Frequency  Ranges  DC  To  1.5  GHZ, 

Closs  IIA,  low  Power 

Attenuotors,  Fixed,  Cooxiol  lii.''  (Series  N),  Frequency  Ranges  DC  To  4  GHZ,  Closs 
110,  low  Power 

Attenuators,  Fixed,  Coaxial  line  (Series  N),  Frequency  Ranges  DC  To  4.5  GHZ, 
Class  III,  low  Power 
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02  Jul 

86 

ER 

EC 

85 

MIL-A-24215/10 

5985 

EC 

27  Jun 

75 

ER 

EC 

85 

Mll-A-24215/1 1 

5985 

EC 

27  Jun 

75 

ER 

EC 

85 

MIL-A-24215/12A 

5985 

EC 

22  Sep 

75 

ER 

EC 

85 

MIL-A-24215/13 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

NOTICE  1 

MIL-A-24215/14 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

NOTICE  1 

MIL-A-3933E  (1) 

5985 

EC 

06  Nov 

85 

ER 

EC 

85 

SUPPl  1 

MIL-A-3933/68 

5985 

EC 

24  Apr 

85 

ER 

EC 

85 

MIL-A-3933/8B 

5985 

EC 

24  Apr 

85 

ER 

EC 

85 

MIL-A-3933/98 

5985 

EC 

24  Apr 

85 

ER 

EC 

85 

34 


ALPHABETICAL  LISTING 


TITLE 

Attenuators,  Fixed  Coaxial  Line  (Series  N),  Frequency  Rangei  DC  To  18  GHZ,  Class 
111,  Medium  Power 

Altenuators,  Fixed,  Coaxial  Line  (Series  N),  Frequency  Range:  DC  To  1.5  GHZ, 

Class  111,  Medium  Power 

Attenuators,  fixed,  Coaxial  Line  (Series  N),  Frequency  Ranges  1  TO  10  GHZ,  Class 
HB,  Low  Power 

Attitude  Director  Indicator  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 

MAT  09B21) 

Altitude  Director  Indicators  (Edition  3)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-lSO  Wash.  DC  20330-5058) 

Attitude  Heading  Reference  Set  AN/ASN-76., .......... . . . . 

Attitude  Heading  Reference  System  AN/A5N-50(*)  . . . . . . . . 

Attitude  Heading  Reference  System  AN/ASN-73 . . . . . . 

Attitude  Indicators  (Self-contained  &  Remote  Driven)  (Edition  2)  (Req  Other  Than 
DOD  Ref  To  HQ  USAF/XOXX-ISC  Wash.  DC  20330-5058) 

Attitude  Indicating  System,  Remote,  Standby,  Two  Inch . . . 

Attitude  Indicators  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  WASH,  D.c.  20360) 

Audible  Signals:  Alarms,  Bell,  Buzzers,  Horns,  Sirens,  And  Electronic  Shipboard . 

Audio  Devices  &  Components,  Selection  &  Use  Of . . . . . 

Audio  Entertainment  System  Equipment,  Shipboard . . . . . . 

Audio  Equipment  . . . . . . . . . . . . . . 

Audiometer.... . . . . . . . . . . 

Audiometer  (Dual  Channel)  . . . . . . . 

Audiometer,  Automatic . . . . . . . . . . . . . 

Audiometer,  Automatic, portoble . . . . . . . . . . 

Audiometer,  Automatic . . . . . . . . . . . 

Audiometer,  General  Diagnostic. . . . . . . . . . . 

Audiometer,  Manually  Operated,  Portoble,  110/220  Volt,  50/60  Hz,  Ac . . 

Audiometer,  Portable . . . . . 

Auger  Machine,  Pipe  And  Sewer,  Power  Operated . . . . . 

Auger  Machine,  Pipe  And  Sewer  Cleoner.  Gosoline-engine-driven,  Trailer  Mounted  .. 

Auger,  Earth,  Portable,  Hand  Held,  Two  Man,  Gasoline  Engine  Driven . 

Auger,  Earth,  Skid  Mounted,  And  Auger,  Earth,  Truck  Mounted,  Turntoble  Base, 
Power  Driven 

Auger,  Earth,  Truck  Mounted,  36  Inch  Diameter  Hole,  60  Foot  Maximum  Depth . 

Auger,  Earth,  Truck-mounted,  4  By  4,  Diesel  Engine  Driven  28,000  LB  Minimum 
GVW,  With  Pole  Setter  &  Wire  Reel 

Auger,  Pipe  And  Sewer,  Hand,  And  Auger,  Water&closet,  Hand . 

Auger,  Posthole,  Hand  . . . . . . . 

Aural  Protector,  Sound . . . . . . . 

Aural  Protector,  Sound . . . . . . . . . . . 


Auramine  Hydrochloride  (For  Colored  Smoke  Mixtures) . 

Austenitic  Gray  Iron  Costings  •  27  Jon  84..... . . . . . 

Authorized  And  Release  For  Highway  Shipment  Only . . . . . 

Automated  Acceptance  Inspection  Equipment  For  Non-electronic  Components, 

Design,  Testing  &  Approval,  Of 

Automated  Dota  Processing  Equipment,  (Major  Components)  Packaging  Of . . . 

Automated  Data  Systems  (ADS)  Documentation  . . . . 

Automated  Engineering  Document  Preparation  System,  Resistors,  Variable  . . 

Automated  Engineering  Document  Preparattion  System . . . 

Automated  Engineering  Document  Preparation  System  Resistors,  Fixed . 

Automated  Engineering  Document  Preparation  System,  Knobs,  Dials,  And  Pointers.... 
Automated  Engineering  Document  Preparation  System,  Lubricants,  Oil  And  Grease  .. 
Automoted  Engineering  Document  Preparation  System,  Clamps,  Hardware . 

Automated  Engineering  Document  Preparation  System,  Heat  Sinks . . . 

Automoted  Engineering  Document  Preparation  System,  Porting  Compounds  .............. 

Automated  Engineering  Document  Preparation  System,  Switches,  Pressure . 

Automoted  Engineering  Document  Preparation  System,  Insulation,  Thermal  And 
Acoustic 

Automated  Engineering  Document  Preparation  System,  Coble,  Fiber  Optic . . . . 

Automated  Engineering  Document  Preparation  System,  Lenses,  Filters,  And  Mirrors 
(Optical) 

Automoted  Engineering  Document  Preparation  System,  Eyeiots,  Ferrules,  And 
Grommets 

Automoted  Engineering  Document  Preparation  System,  Insulators,  Electrical  . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-A-3933/10C 

5985 

EC 

24  Apt 

8S 

ER 

EC 

85 

MIL-A-3933/38 

5985 

EC 

23  Apt 

85 

ER 

EC 

85 

MIL-A-3933/5B 

5985 

EC 

24  Apt 

85 

ER 

EC 

85 

AIR-STD-10/54E 

ISDF 

06 

22  Nov 

85 

NAT-STD-3640  (6) 

ISDF 

06 

03  Dee 

87 

l 

MIL-A-55503 

NOTICE  1 

6605 

AV 

IS  Dec 

87 

AV 

L 

MIL-A-23670A  (3) 

6605 

AS 

12  Oct 

72 

AS 

L 

MIL-A-8I423  (2) 

6610 

AS 

12  Oct 

72 

AS 

NAT.STD-3637  (8) 

ISDF 

06 

03  Dee 

87 

Q  l 

MIL-A-22858A  (5) 

6610 

AS 

20  Jut 

73 

AS 

AIR-STD-10/42D 

ISDF 

06 

03  Juti 

83 

Q  l 

MIL-A-15303B 

6350 

SH 

19  Nov 

86 

SH 

MIL-STD-2115 

5965 

EC 

25  Mot 

82 

CR 

EC 

35 

l 

MIL-A-17053E 

5830 

SH 

03  Nov 

67 

SH 

MIL-HD3K  173A 

5965 

CR 

23  Sep 

86 

CR 

SH 

85 

NOTICE  1 

A-A-53815 

6515 

MB 

31  Jon 

89 

MD 

MS 

03 

A-A-5T649 

6515 

/MB 

19  Sep 

86 

MD 

MS 

03 

MIL-A-36247A 

6515 

DM 

18  Jun 

70 

MD 

MS 

03 

A-A-53814 

6515 

MB 

31  Jon 

89 

MD 

MS 

03 

MIL-A-37192 

6515 

DM 

08  Oct 

75 

MD 

MS 

03 

MIL-A-36495A 

6515 

DM 

28  Oct 

75 

MD 

MS 

03 

A-A-53777 

6515 

MB 

10  Dec 

88 

MD 

MS 

03 

MIL-A-36494 

6515 

DM 

07  Nov 

66 

MD 

MS 

03 

GGGA-825A 

4940 

. 

03  Apr 

67 

l 

MIDA-28672B 

4940 

YD 

25  Mot 

85 

YD 

l 

MIL.A-28624B 

3320 

YD 

31  May 

84 

YD 

MIL-A-516J 

3820 

ME 

01  Sep 

81 

ME 

YD 

99 

l 

MIL.A-52470 

3820 

ME 

01  Nov 

65 

ME 

MIL-A-29247 

3820 

YD 

24  Oct 

86 

YD 

GGG-A-821C 

5120 

•Gl 

23  Sep 

87 

GL 

SH 

99 

MIL-A-3908C  (1) 
NOTICE  T 

5120 

GL 

20  May 

87 

GL 

YD 

84 

Ql 

MILA-23899B 

4240 

AS 

17  Aug 

84 

AS 

MIL-STD-1431 

NOTICE  1 

31  JAN  73 

4240 

EA 

31  Jan 

73 

EA 

SH 

99 

MIL-A-3664 

1365 

OS 

9  Jon 

52 

OS 

ASTM  A436-84 

MECAYD 

05  Jul 

84 

MR 

YD 

l 

Mll-STD-1320/194 

8140 

OS 

15  Jun 

79 

OS 

MIL-A-70625 

5220 

AR 

20  Oct 

86 

AR 

MIL-A-83995A 

NOTICE  1 

PACK 

84 

17  Feb 

89 

SM 

SA 

99 

DOD-STD-7935A 

IPSC 

SC 

31  Oct 

88 

SC 

OM  99  DC 

DOD-STD-35/134 

EDS 

Ml 

22  Sep 

78 

l 

DOD-STD-35P 

NOTICE  1 

29  JUN  1977 

EDS 

Ml 

29  Jun 

79 

Ml 

l 

DOD-STO-35/3E 
NOTICE  1 

EDS 

Ml 

26  Sep 

86 

Ml 

L 

MIL-STD-35/88A 

EDS 

Ml 

28  Sep 

84 

Ml 

DODSTD-35/112 

EDS 

Ml 

05  Moy 

78 

Ml 

DOD-STO.35/114 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

l 

DODSTD-35/115 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

DOD-STD-35/116 
NOTICE  1 

EDS 

Ml 

27  Sep 

85 

Ml 

l 

DOD-STD-35/T 17 
NOTICE  1 

CDS 

Mi 

31  Aug 

87 

H  i 

l 

DOD-STD-35/118 

EDS 

Ml 

23  Jun 

78 

Ml 

l 

DOD‘STD'35/119 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

DOD-STD-35/120 

EDS 

Ml 

17  Jul 

78 

Ml 

DOD-STD-35/12) 

EDS 

Ml 

02  Jun 

78 

Ml 

DOD-STD-35/122 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

09  Dec 

88 

Ml 

35 


ALPHABETICAL  LISTING 


TITLE 

Automoted  Engineering  Pocument  Preparation  System,  Socket,  Electrical . 

Automated  Engineering  Document  Preparation  System,  Displays,  Electro-optical 
300878 

Automated  Engineering  Document  Preparation  System,  Motors,  Ac  And  Dc . 

Automated  Engineering  Document  Preparation  System-paint.  Varnish,  Lacquer,  And 
Enamel 

Automated  Engineering  Document  Preparation  System,  Connector  Accessories  . . 

Automated  Engineering  Document  Preparation  System,  Gages,  Hydraulic,  Pneumatic, 
And  Vacuum 

Automated  Engineering  Document  Preparation  System,  Oscillators  . . . . . 

Automoted  Engineering  Document  Preparation  System*  Pumps-hydraulic,  Pneumatic, 
And  Vacuum 

Automated  Engineering  Document  Preparation  System,  Regulators,  Current  And 
Voltage,  Ac  And  Dc 

Automated  Engineering  Document  Preparation  System,  Networks,  Resistor..... . . 

Automated  Engineering  Document  Preparation  System,  Capacitors,  Variable . 

Automated  Engineering  Document  Preparation  System,  Cable  Assemblies . . . 

Automated  Engineering  Document  Preparation  System,  Regulators  And  Nonpowered 
Values  (Hydraulic,  Pneumatic,  And  Vacuum) 

Automated  Engineering  Document  Preparation  System,  Reloys,  Solid  State . 

Automated  Engineering  Document  Preparation  System-printed  Wiring,  Flexible . 

Automated  Engineering  Document  Preparation  System,  Universal  Joints  . . . 

Automated  Engineering  Document  Preparation  System,  Thermocouples . 

Automated  Engineering  Document  Preparation  System,  Counters,  Reciprocating  And 
Rototing 

Automated  Engineering  Document  Preparation  System-connectors  -  Jack,  Plug,  And 
Test  Point 

Automated  Engineering  Document  Preparation  System-transmitters  •  Validated  Jun 
88 

Automated  Engineering  Document  Preparation  System,  Indicators,  Pointer  . 

Automated  Engineering  Document  Preparation  System  Bonds,  Decals,  Markers  And 
Plates 

Automoted  Engineering  Document  Preparation  System  Insulation,  Electrical . 

Automated  Engineering  Document  Preparation  System,  Cylinders,  Actuating,  linear  .. 
Automated  Engineering  Document  Preparation  System,  Switches,  Transducer  Or 
Solid  State 

Automoted  Engineering  Document  Preparation  System,  Capacitors,  Fixed . 

Automated  Engineering  Document  Preparation  System,  Washers,  Spacers,  And 
Shims 

Automoted  Engineering  Document  Preparation  System,  Switches,  Rotary  . 

Automated  Engineering  Document  Preparation  System,  Switches,  Reed . . . 

Automoted  Engineering  Document  Preparation  System,  Transformers... . . . . . 

Automated  Engineering  Document  Preparation  System,  Relays . . . . . 

Automoted  Engineering  Document  Preparation  System,  Terminal  Boards . . 

Automated  Engineering  Document  Preparation  System,  Fuses  . . . . 

Automated  Engineering  Document  Preparation  System,  Fuseholders . . . 

Automated  Engineering  Document  Preparation  System,  Meters . . . 

Automated  Engineering  Document  Preparation  System,  Solenoids . . . . 

Automated  Engineering  Document  Preparation  System,  Synchros.......... . . . 

Automated  Engineering  Document  Preparation  System,  Microcircuit  Devices,  Digital.. 

Automated  Engineering  Document  Preparation  System,  Screws . . . . . 

Automated  Engineering  Document  Preparation  System,  Pipe  And  Tubing,  Rigis.......... 

Automoted  Engineering  Document  Preparation  System,  Terminol  lugs  And  Strips . 

Automated  Engineering  Document  Preparation  System,  Fittings  And  Couplings . . 

Automated  Engineering  Document  Preparation  System  Hose  And  Tubing,  Flexible...... 

Automated  Engineering  Document  Preparation  System*  Nuts . . 

Automated  Engineering  Document  Preparation  System,  Fasteners  . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

OOD-STD.35/123 

EDS 

Ml 

09  Dec 

88 

Ml 

NOTICE  1 
DOD-STD-35/125 

EDS 

Ml 

30  Aug 

78 

Ml 

L 

MIL-STD-35/89A 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

MIL-STD-35/90 

NOTICE  1 

EDS 

Ml 

27  Sep 

85 

Ml 

l 

OOD-STD-35/91A 
NOTICE  2 

EDS 

Ml 

09  Dec 

88 

Ml 

l 

MIL-STO-35/93 

EDS 

Ml 

26  Jan 

76 

Ml 

l 

MIL-STD.35A/94 

EDS 

Ml 

26  Sep 

86 

Ml 

l 

MU..STD-35/95 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

MIL-STD-35/96 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

MIL-STD-35/97A 

EDS 

Ml 

09  Dec 

83 

Ml 

L 

MIL-STD.35/98A 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

DOD-STD-35/99A 
NOTluC  1 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD-STD-35/100A 
NOTICE  1 

EDS 

Ml 

28  Sep 

84 

Ml 

L 

MU.-STD-35/101 
NOTICE  1 

19  OCT  1976 

EDS 

Ml 

19  Ocl 

76 

Ml 

L 

MIL-STD-35/102 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

MU.-STD-35/I04A 

EDS 

Ml 

26  Sep 

86 

Ml 

L 

MIL-STO-35/105 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

Mll-STD-35/106 
NOTICE  1 

3  SEP  1976 

EDS 

Ml 

03  Sep 

76 

Ml 

L 

MIL-STD-35/107A 

EDS 

Ml 

09  Dec 

88 

Ml 

NOTICE  1 
MIL-STO-35/108 
NOTICE  2 

EDS 

Ml 

21  Jun 

88 

L 

MIL-STD-35/109 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

Mll-STD-35/llOA 

EDS 

Ml 

27  Sep 

85 

Ml 

L 

DOD-STD-35/111B 
NOTICE  1 

EDS 

Ml 

09  Dec 

88 

Ml 

DOD-STD-35/126 

EDS 

Ml 

30  Jun 

78 

Ml 

DOD-STD-35/127 

EDS 

Ml 

15  Sep 

78 

Ml 

L 

DOD-STD-35/4C 
NOTICE  1 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

DOD-STD-35/5E 
NOTICE  1 

EDS 

Ml 

31  Aug 

87 

Ml 

L 

DOD-STD-35/6B 
NOTICE  1 

30  MAY  1980 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD.STD-35/128 

EDS 

Ml 

24  Sep 

78 

Ml 

L 

DOD.STD-35/7C 
NOTICE  1 

EDS 

Ml 

0°  Dec 

88 

Ml 

l 

MIL-STD-35/8B 
NOTICE  2 

EDS 

Ml 

21  Jun 

88 

Ml 

L 

DOD.STD-35/9C 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

MIL-STD-35/10C 

EDS 

Ml 

27  Sep 

85 

Ml 

L 

MIL-STD-35/11C 

EDS 

Ml 

27  Sep 

85 

Ml 

l 

DOD-STD-35/12A 

EDS 

Ml 

14  Apr 

86 

Ml 

NOTICE  1 

NOTECE-2 

MII-STD-35/13A 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

MII-STD-35/14A 

EDS 

Ml 

28  Sep 

84 

Ml 

L 

DOD.STD-35/16C 
NOTICE  1 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

DOD.STD-35/17A 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

Mll-STD-35/18 
NOTICE  3 

NOTICE  4 

EDS 

Ml 

21  Jon 

87 

Ml 

MII-STD.35/19A 

EDS 

Ml 

15  Mor 

84 

Ml 

os 

DOD-STD-35/20C 
NOTICE  3 

EDS 

Ml 

26  Sep 

86 

Ml 

MIL-STD-35/21A 

EDS 

Ml 

15  Mor 

84 

Ml 

OS 

OOD-STD-35/22A 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD-STD-35/23A 

EDS 

Ml 

09  Dec 

88 

Ml 

NOTICE  2 


36 


ALPHABETICAL  LISTING 


TITLE 

Automated  Engineering  Document  Preparation  System,  Bearings 


Automated  Engineering  Document  Preparation  System  filter.  Electronic 


Automated  Engineering  Document  Preparation  System  Springs 


Automated  Engineering  Document  Preparation  System,  Switches,  Illuminated  . 

Automated  Engineering  Document  Preparation  System,  Switches,  Sensitive . 

Automated  Engineering  Document  Preparation  System,  Wire,  Electrical... . . 

Automated  Engineering  Document  Preparation  System,  Cables,  Special  Purpose, 

Automated  Engineering  Document  Preparation  System,  Switches,  Flow,  Air  And 
Liquid 

Automated  Engineering  Document  Preparation  Systenvcoils . . . . 


Automated  Engineering  Document  Preparation  System  Circuit  Breakers . . . 

Automated  Engineering  Oocument  Preparation  System,  Meters,  Flow  . . . 

Automated  Engineering  Document  Preparation  System,  Timers,  Interval,  Sequential, 
Stdp 

Automated  Engineering  Document  Preparation  System,  Shielding,  RFI,  EMI . . . 

Automated  Engineering  Document  Preparation  System,  Connectors,  Electrical, 

Coaxial 

Automated  Engineering  Document  Preparation  System,  Connectors,  Electrical,  Power 

Automated  Engineering  Document  Preparottion  System  Bolts  And  Studs . . . . 

Automated  Engineering  Document  Preparation  System,  Adopters,  Electrical  . 

Automated  Engineering  Document  Preparation  System,  Semiconductor  Devices . 

Automated  Engineering  Document  Preparation  System,  Pins  And  Keys  . 

Automated  Engineering  Document  Preparation  System,  Inserts . 

Automated  Engineering  Document  Preparation  System  Networks . . . .. . 


Automated  Engineering  Document  Preparation  System,  Connectors,  Electrical, 

Circular 

Automated  Engineering  Document  Preparation  System  Electrical  Connectors,  Printed 
Wiring  Board,  Coax,  And  Power 

Automated  Engineering  Document  Preparation  System,  Cord,  Electrical... . 

Automated  Engineering  Document  Preparation  System  Seals,  Gaskets,  And  Pocking.. 

Automated  Engineering  Document  Preparation  System,  Inductors . . . . 

Automated  Engineering  Document  Preparation  System,  Crystal  Units,  Quartz . . 

Automated  Engineering  Document  Preparation  Systenvboileries  . . 

Automated  Engineering  Document  Preparation  System,  Retaining  Rings . 

Automated  Engineering  Document  Preparation  System,  Filters,  Mechanical,  liquid. 
Got/air 

Automated  Engineering  Document  Preparation  System,  Waveguides . . . . .... 


Automated  Engineering  Document  Preparation  System,  Antennas 


Automated  Engineering  Document  Preparation  System......... . . 

Automated  Engineering  Document  Preparation  System,  Resolvers,  Electrical 
Automated  Engineering  Document  Preparation  System,  Volves  (Powered) ... 
Automated  Engineering  Document  Preparation  System,  Transducers  . 

Automated  Engineering  Document  Preparation  Systcnvgcars . . . . 

Automated  Engineering  Document  Preparation  System,  Pulleys  . . 

Automated  Engineering  Document  Preparation  System,  Sprockets . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

DOD-STO-35/:  4A 
NOTICE  2 

28  SEP  84 

EDS 

Ml 

28  Sep 

84 

Ml 

l 

DOD-STD-35/25A 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

14  Apr 

86 

Ml 

DOD.STD-35/27A 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

21  Jon 

87 

Ml 

l 

OOD-STD-35/137 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD-STD-35/138 
NOTICE  3 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

DOD-STD-35/139 
NOTICE  1 

EDS 

Ml 

26  Sep 

86 

Ml 

L 

DOD-STD-35/141 
NOTICE  1 

EDS 

Ml 

02  Feb 

79 

Ml 

L 

DOD-STD-35/129 

EDS 

Ml 

24  Jul 

78 

Ml 

MIL-STD-35/28 
NOTICE  2 

18  NOV  1976 

EDS 

Ml 

18  Nov 

76 

Ml 

os 

L 

DOD-STD-35/30A 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

DODSTD-35/130 

EDS 

Ml 

26  Jul 

78 

Ml 

DOD-STD-35/131 

EDS 

Ml 

18  Aug 

78 

Ml 

DOD-STD-35/133 

EDS 

Ml 

22  Sep 

78 

Ml 

L 

DOD-STD-35/134 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD-STD-35/135 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

DODSTD-35/31A 
NOTICE  1 

EDS 

Ml 

27  Sep 

85 

Ml 

os 

L 

DODSTD-35/53A 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

NOTICE  2 
MU..STD-35/54A 

EDS 

Ml 

09  Dec 

88 

Ml 

NOTICE  1 
Mll.STO-35/328 

EDS 

Ml 

27  Sep 

85 

Ml 

os 

MIL-STO-35/34A 

EDS 

Ml 

28  Sep 

84 

Ml 

L 

Mll-STD-35/35 
NOTICE  2 

NOTICE  3 

EDS 

Ml 

21  Jan 

87 

Ml 

L 

DOD-STD-35/65A 
NOTICE  1 

EDS 

Ml 

15  Dec 

78 

Ml 

L 

DOD-STD-35/66A 
NOTICE  1 

EDS 

Ml 

01  Dec 

78 

Ml 

L 

DOD-STD-35/67A 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

OOD-STD-35/36B 
NOTICE  1 

EDS 

Ml 

26  Sep 

86 

Ml 

OS 

L 

OOD.STD-35/37A 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

l 

DOD-STD-35/38A 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

MIL-STO-35/39 
NOTICE  1 

31  DEC  1974 

EDS 

Ml 

31  Dec 

74 

M! 

L 

DOD-STD-35/40A 
NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

DOD-STD-35/41A 

EDS 

Ml 

14  Apr 

86 

Ml 

MIL-STD'35/42 
NOTICE  2 

NOTICE  3 

EDS 

Ml 

14  Apr 

86 

Ml 

OS 

L 

Mll-STD-35/43 
NOTICE  2 

NOTICE  3 

EDS 

Ml 

21  Jan 

87 

Ml 

L 

MIL-STD'35/44 
NOTICE  1 

31  DEC  1974 

EDS 

Ml 

31  Dec 

74 

Ml 

L 

MIL-STD-35/45A 

EDS 

Ml 

31  Aug 

87 

Ml 

L 

DOD-STD-35/46B 

EDS 

Ml 

26  Sep 

86 

Ml 

L 

Mll-STD-35/48 
NOTICE  1 

20  FEB  1975 

EDS 

Ml 

20  Feb 

75 

Ml 

L 

MII-STD-35/49A 

EDS 

Ml 

28  Sep 

84 

MI 

DOD-STD-35A/50 

EDS 

Ml 

31  Aug 

87 

Ml 

OS 

L 

Mll-STD-35/51 

EDS 

Ml 

21  Jan 

87 

Ml 

NOTICE  1 
NOTICE  2 


37 


ALPHABETICAL  LISTING 


TITLE 

Automated  Engineering  Document  Preparation  System-lamps....................... . . 

Automoted  Engineering  Document  Preparation  System-electrical  Cables,  Coax  And 
Special  Purpose 

Automoted  Engineering  Document  Preparation  System,  Connectors,  Electrical, 
Rectangular 

Automated  Engineering  Document  Preparation  System,  Switches  (Toggle).... . 

Automated  Engineering  Document  Preparation  System,  Switches  (Thermal)... . 

Automated  Engineering  Document  Preparation  System,  Actuators,  Explosive.......... 


Automoted  Engineering  Document  Preparation  System  Microwave/waveguide 
Components 

Automoted  Engineering  Document  Preparation  System,  Thermistors . . . 

Automated  Engineering  Document  Preparation  System,  Adhesives.. . . . 

Automoted  Engineering  Document  Preparation  System,  Attenuators,  Fixed  And 
Variable 

Automoted  Engineering  Document  Preparation  System,  Belts,  Transmission  And 
Conveyor 

Automated  Engineering  Document  Preparation  System,  Containers . 

Automoted  Engineering  Document  Preparation  System-  Converters  And  Inverters  ...... 

Automoted  Engineering  Document  Preparation  System,  Motor-generator  Sets  And 
Dynamotors 

Automated  Engineering  Document  Preparation  System,  Dummy  loads........... . . 

Automoted  Engineering  Document  Preparation  System-  Fans  And  Impellers . . 

Automoted  Engineering  Document  Preparation  System-lampholders . . . 

Automated  Engineering  Document  Preparation  System,  Holders,  Supports,  And 
Brackets  (Crystal) 

Automated  Interchange  Of  Technical  Information . . . 

Automated  Separation  And  Collection  Of  Porticulate  oo  Acid  Gaseous  Flouoride  In 
The  Aimosphere  (Double  Paper  Tope  Sompler  Method)  •  23  Feb  79 

Automatic  Battery  Charger  And  Tester . . . . . 

Automatic  Data  Processing  (Adp)  War  Reserve  Stock  File  For  Maps  &  Aeronautical 
Charts  (Ed  2)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx  Washington,  Dc 
20330-5058 

Automatic  Data  Processing  (Adp)  Master  File  For  land  Mops  8.  Aeronouticol  Charts 
(Ed  3)  Request  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx-iso  Washington,  Dc 
20330-5058 

Automatic  Flight  Control  System  (AFCS)  In  Aircraft  •  Design  Standards  &  location 
Of  Controls  (Edition  6)  (Req  Other  Than  DOD  Ref  To  Hq  USAF/XOXX-ISO 
Wash.  DC  20330-5058) 

Automatic  Flight  Control  Systems  (AFCS)  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09821,  WASH,  D.c.  20360) 

Automotic  Pilot  Test  Set  (For  Torpedo  Mk  46  Mod  0  And  Mod  1) . . . 

Automobile,  Hearse,  Commercial . . . . . 

Automobile,  Truck,  Truck'  Tractor,  Troiler,  &  Motor  Coach  Wiring,  SAE 
Recommended  Practice  *  June  1980  (Revised  Oct  1981) 

Automobile,  Trucks,  Truck-tractors  And  Trailer  Dollies,  Preservation  And  Packaging 
Of 

Automobiles,  light  Trucks,  &  Medium  Trucks  •  1986  (Combined  With  FED  STDS 
292M,  307 N  &  794B) 

Automotive  Air  Brake  Hose  &  Hose  Assemblies  -  1  Jul  76 . . . 

Automotive  Air  Brake  Systems,  Non  Metallic  Tubing  &  Fitting  Assemblies  Used  In  • 
Jan  76  (Reopproved  Oct  83) 

Automotive  Pipe,  Filler,  And  Drain  Plugs  •  Dec  73........... . . . . . . . 

Auxiliary  Control,  Video  PU1402/UA . . . . . . . . 

Auxiliary  Power  Systems,  Airborne  (Request  For  Issue  Other  Than  DOD  Must  Be 
Sent  Via  ASD/ENES,  Wrighl-potlerson  AFB  OH  45433-6503) 

Auxiliary  power  Unit  Connections  For  Star!  Ng  Wheeled  Transport  Vehicles  (Edition 
1)(REL  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c. 
20360) 

Availability  Of  Weight  &  8a!once  Requirements  &  loading  Criteria  For  Fixed  Wing 
Aircraft  (Ed.  No.  3)  (Req  For  Other  Than  DOD  Refer  To  Hq  Usaf/xoxx-iso,  Wash 
D.c.  20330-5058 

Availability  Of  Cross-servicing  Support  On  Selected  Airfields  (With  Amendment  1) 
(Change  2  -  20  Jan  78) 

Aviation  Fuel  Design  Parameter  For  Future  NATO  land  Based  Turbine  Powered 
Military  Aircraft  (Edition  No.  1) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

DOD-STD-35/52A 
NOTICE  1 

EDS 

Ml 

14  Apr 

86 

Ml 

DOD-STD-35/68A 

NOTICE 

EDS 

Ml 

14  Apr 

86 

Ml 

os 

l 

DOD-STD-35/69A 
NOTICE  2 

EDS 

Ml 

09  Dec 

88 

Ml 

L 

DOD-STD-35/70A 
NOTICE  2 

EDS 

Ml 

31  Aug 

87 

Ml 

l 

MIL-STD-35/71A 
NOTICE  1 

EDS 

Ml 

09  Dec 

88 

Mi 

l 

MIL-STD-35/74 

NOTICE  2 

NOTICE  3 

EDS 

Ml 

21  Jon 

87 

Ml 

l 

MIL-STD-35/75A 

EDS 

Ml 

30  Sep 

88 

Ml 

l 

DOD-STD-35/76A 

EDS 

Ml 

28  Aug 

78 

Ml 

l 

DODSTD-35/78A 
NOTICE  1 

NOTICE  2 

EDS 

Ml 

21  Jan 

87 

Ml 

l 

DOD-STD-35/79A 
NOTICE  1 

EDS 

Ml 

31  Aug 

87 

Ml 

l 

Mll-STD-35/80 
NOTICE  1 

NOTICE  2 

CDS 

Ml 

21  Jan 

87 

Ml 

L 

MIL-STD.CS/61A 

EDS 

Ml 

27  Sep 

85 

Ml 

l 

DOD-STD-05/B2A 

NOTICE 

EDS 

Ml 

14  Apr 

86 

Ml 

l 

MIL-STD-35/83 

NOTICE  1 

EDS 

Ml 

21  Jun 

88 

Ml 

l 

DOD-STD-35/84A 

NOTICE 

EDS 

Ml 

14  Apr 

86 

Ml 

L 

DOD-STD-35/85A 
NOTICE  2 

EDS 

Ml 

31  Aug 

87 

Ml 

l 

MIL-STD-35/86A 

NOTICE 

EDS 

Ml 

14  Apr 

86 

Ml 

l 

MIL-STD-35/87 

EDS 

Ml 

11  Mar 

■’o 

Ml 

NOTICE  1 

11  MAR  1976 
MIL-STD-1840A 

IPSC 

16 

22  Dec 

87 

16 

NOTICE  1 

ASTM  D3266-79 
NOTICE  1 

6810 

£A 

06  Mar 

87 

EA 

SH 

l 

MS-25278 

6130 

AS, 

19  Nov 

57 

AS 

NATO-STD-3754 

ISDF 

ot 

27  Oct 

88 

NAT-STD-3721 

ISDF 

06 

05  Jun 

85 

NAT-STD-3221  (5) 

ISDF 

06 

30  Sep 

87 

AIR-STD-10/16K 

ISDF 

06 

22  Nov 

85 

l 

MIL-A-82450B 

4921 

OS 

25  Apr 

72 

OS 

MIL-A-46771B 

2310 

AT 

29  Sep 

82 

AT 

99 

SAE  J1292-81 

2920 

AT 

21  May 

87 

AT 

MUSTD-281A 

NOTICE  1 

23  NOV  1965 

PACK 

AT 

23  Nov 

65 

AT 

YD 

99 

FEDSTD-122A 

2310 

•AT 

01  Oct 

87 

AT 

YD 

SAE  J1402C-76 

4720 

ME 

29  Sep 

81 

ME 

99 

SAE  J844D-76 

4720 

AT 

30  Sep 

81 

AT 

99 

SAE  J531A-73 

4730 

AT 

29 

80 

AT 

L 

MIL-A-49167A 

5855 

CR 

03  i..~ 

87 

CR 

NOTICE  1 
Mll-A-87229  (1) 

2835 

11 

15  Apr 

86 

11 

NAT-STD-4074  (3) 

ISDA 

AM 

18  Moy 

84 

NAT-STD-3462  (7) 

ISDF 

06 

18  Oct 

88 

AIR-STD-11/18B 

ISDF 

06 

24  Jan 

72 

NAT-STD-4270  (1) 

ISDF 

06 

05  Jul 

85 

38 


ALPHABETICAL  LISTING 


TITLE 

Aviotion  Gasoline  (F-18),  Guide  Specification  (Minimum  Quality  Standards)  For 
(Edition  l)  (Not  Releasable  To  Other  Than  OOD  Without  Prior  Approval  Of 
HQUSAF/XOXXflSO)) 

Aviation  Medicine/physiologicol  Training  Of  High  Altitude  Porochutists  (Requests 
For  Issue  Other  Than  000  Must  Be  Sent  Vio:  HQ  USAF/XOXX  (ISO)  Wash,  DC 
20330-5058 

Aviation  Medicine/physiologicol  Training  Of  Aircrew  . . . . 

Avionics  integrity  Program  (AVIP)  (Request  For  Issue  Other  Than  OOD  Must  Be 
Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433-6503 

Avionics  Interface  Design  Standard  (Metric)  . . . . . . 

Avionics  System  Architecture  Guidelines  (Rel  To  Other  Than  Dod  Act  Rcq  Pri  Appr 
Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Avionics  System  Performance  Specification  For  A-4M/AV-8  Bombing  Set,  Angle 
Rote  AN/A$B-19(V) 

Avionics/electronics  Integrity  Program  Requirements  (Requests  For  Issue  Other  Than 
DOD  Must  Be  Sent  Via  ASD/ENES,  Wright-patterson  AFB,  OH  45433*6503 
Aw) . . . . . . . . . . . . . . . . . . . . 

Ax,  (Single  Bit,  Double  Bit,  Pick  Head  And  Mattock  Head).................. . 

Axe,  Ice  . . . . . . . 

Axle  »ei  jeformed  &  Plain  Bars  For  Concrete  Reinforcement  -  8  Jan  1987 . . 

Ax'e,  ru-27  (For  laying  Field  Wired  . . . . . 

Azathloprine  Tablets,  Usp . . . . . . . 

Aziridine,  Substituted  (Metric)  (Request  Foriss*.?  Must  Be  Sent  Via  Commanding 
Officer,  Naval  Ordnance  Station,  Standardization  Division  (524)  Indian  Head,  Md 
20640-5000) 

Azlreonam  For  Injection . . . . . . . . . 

B,  B  -d-hydroxydiethyl  Sulfide . . . . . . . . . 

Babbitting  Of  Bearing  Shells  (Metric)......... . . . . 

Bacitracin  And  Neomycin  Sulfate  Ointment . . . . . 

Bocitracin  Ointment,  Usp . . . . . . . . . . . 

Bacitracin  Zinc,  Neomycin  Sulfate  And  Polymyxin  B  Sulfate  Ophthalmic  Ointment  .... 

Back  Rest,  litter,  Nonodjustoble . . . . . . . 

Backflow  Prevention  Devices  Reduced  Pressure  Principle  And  Double  Check  Vclve 
Types  -  28  Jon  1978  (Rcopproved  1983 

Backing  Material,  C18 . . . . . . . 

Backing  Materia),  C18 . . . . . . . 

Backing  Plates,  Insignia,  Branch  Of  Service  And  Cap,  Infantry,  Army . 

Bookplate,  Retaining  Strap  &  Ams  5510  (Asg) . 

Backshell  Straight,  Coble  Seohng  &  Shield  Termination  Connector,  Elelric  (Inactive  1 
Ju!  1982) 

Backshell,  Shield  Termination,  For  Electric  Connectors  (Inactive  1  Jul  1982)  . 

Backshell,  45  Deg.,  Coble  Sealing  &  Shield  Termination  Connector,  Electric  (Inactive, 
Use  Mll-C-85049/6,  /7,  /23) 

Backshell,  9/DEG.  Cable  Sealing  &  Termination  Connector,  Electric,  (Inactive  1  Jul 
82) 

Bockshells  Heal  Shrinkoble  Boot,  For  Electric  Connector  (Inactive  After  1  JUL  82  Use 
MIL  85049/60 

Bockshells,  Straight,  For  Electric  Connectors  (toad!  'e  Use  Mll-C-85049/31,  60) . 

Baclofen  Tablets . . . . . . . . . . . 

Bacon  Bits,  Imitation . . . . . . . . . . . . . . . 

8ocon,  Conodion-style.curcd,  Smoked,  Sliced.m  Brine,  Thermostabihzed,  Troy  Pock.... 

Boeon,  Slab  Or  Sliced,  Chilled  Or  Frozen  . . . . . . 

Bacon,  Sliced,  Precooked,  Canned  . . . . . . . . . . 

Bacon,  Sliced,  Precooked . . . . . . . . . . . 

Bacon,  Sliced,  Precooked . . . . . . . . . . . . . . 

Bacterial  Standards  For  Starches,  Flours,  Cereals,  Alimentary  Pastes,  Dry  Milks,  And 
Sugars  Used  In  The  Preparation  Of  Conned  Foods  For  The  Armed  Forces 

Badge  Qualification,  Missile  With  Operation  Crew  Designotor,  Air  Force . . 

Badge  And  Insignia,  Identification,  General  Specification  For . . 

Badge  Clasp,  Badge,  Qualification,  Basic,  Jriver,  Mechanic,  And  Crew  Chief,  Army.. 
Badge  CIosd,  Bodge  Qualification  Basic  Morin*  Corps 

Badge  Clasp,  Requalificotion,  Bodge,  Qualification,  Expert,  Rifle  And  Pistol,  Marine 
Corps 

Badge  Identification,  Presidential  Service . . . . . . . . . . 

Badge,  Bodge  Clasp,  8or  And  Pendant,  Qualification,  Generol  Specification  For . 

Badge,  Breast,  Identification  (U.s.  Coast  Guard....... . . . 

Bcdge,  Clasp,  Badge  Qualification,  Basic,  Expert,  Sharpshooter,  And  Marksman, 
Army 

Badge,  Identification,  Joint  Chiefs  Of  Stoff . . . . . . . . . . 

Bcdge,  Identification,  Recruiting  Service,  Air  Force  . . . . . . . 

Badge,  Identification  And  Insignia,  Service  Cop  Civilian  Police  And  Cilviliar.  Guord, 
OOD 

Bodge,  Identification,  General  Stoff,  Army,.,,. . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3824  (5) 

ISDF 

06 

06  Apr 

88 

AIR-STD-61/45 

DIST  STMT  C 

ISDF 

06 

30  Jul 

86 

AIR-STD-61/16 

ISDF 

06 

20  Sep 

79 

Mll-STD-1796 

GDRQ11 

31  Jul 

86 

11 

DOD-STD-1788 

GDRQ11 

15  May 

85 

AV 

AS 

11 

AIR-STD-50/6 

AIR 

ISDF 

06 

31  Dec 

88 

l 

Mll-A-85055 

NOTICE  1 

1280 

AS 

15  Apr 

87 

AS 

l 

MIL-A-87244A 

GDRQll 

30  Sep 

87 

11 

GGG-A-891A  (3) 

5120 

•GL 

26  Dec 

63 

GL 

SH 

99 

INT  AMD  (5) 
GGG-A-926C 

5110 

•ME 

13  Jul 

61 

ME 

SH 

99 

INT  AMD  (2) 

A-A-50116 

8465 

Gl 

20  May 

87 

GL 

ASTM  A617/A617M-87 

5680 

YD 

01  Jun 

87 

CE 

YD 

99 

MIL-A-1 19288 
ADDENDUM  (1 

3895 

CR 

26  Mar 

88 

CR 

99 

L 

Mll-A-37852 

NOTICE  1 

6505 

DM 

26  Feb 

88 

DM 

l 

DOD-A-82743 

6810 

OS 

22  Jan 

86 

OS 

A-A-0053549 

6505 

/MB 

12  Aug 

88 

MD 

MS 

03 

l 

MII-B-I4130A 

6810 

EA 

26  Feb 

86 

EA 

L 

DOD-STD-2188 

3120 

SH 

01  Apr 

87 

SH 

U-B-50A 

6505 

/DM 

02  Apr 

76 

MD 

MS 

03 

Mll-B-37478 

6505 

DM 

29  Feb 

88 

MD 

MS 

03 

NOTICE  1 

U-P-560A 

6505 

/DM 

07  Apr 

76 

MD 

MS 

03 

MIL-B-36120 

6530 

DM 

08  May 

62 

MD 

MS 

03 

AWWA  C506-78 
NOTICE  1 

4820 

YO 

01  May 

87 

ME 

YD 

99 

l 

M1L-8-0051097D  (1) 

4240 

EA 

26  Aug 

87 

EA 

l 

MII-B-51097B 

INT  AMD  3  (MU) 

4240 

EA 

30  Sep 

64 

EA 

l 

MII-B-43049C 

NOTICE  1 

8455 

IH 

23  May 

88 

IH 

L 

MS-9395 

5340 

AS 

21  Dec 

62 

AS 

L 

MS-3437D 

5935 

AS 

10  May 

82 

AS 

l 

MS-34I9C 

5935 

AS 

10  May 

82 

AS 

l 

MS-31898 

5935 

AS 

10  May 

82 

AS 

l 

MS-3I88B 

5935 

AS 

10  May 

82 

AS 

l 

MS-3158C 

5935 

AS 

10  May 

82 

AS 

l 

MS-34I6E 

5935 

AS 

10  May 

82 

CR 

AS 

85 

A-A-51203 

6505 

/MB 

27  Nov 

85 

MD 

MS 

03 

A-A-20101 

8940 

/Gl 

17  Jul 

84 

GL 

SA 

50 

MIL-B-44232A 

8905 

Gl 

29  Oec 

88 

Gl 

SA 

50 

PP-B-81H  (2) 

8905 

t 

18  May 

77 

A-A-20081A 

8905 

J 

28  Mar 

83 

MIL-B-44158A 

8905 

Gl 

29  Oec 

88 

Gl 

SA 

50 

PP-B-2016A 

8905 

/GL 

27  Sep 

78 

Gl 

SA 

50 

MIL-STD-900C 

89GP 

Gl 

09  Apr 

85 

Gl 

SA 

50 

8-3628/7  /A 

8455 

IH 

09  Mar 

89 

IH 

11 

l 

MIL-B-41809C 

SUPP  1 

8455 

IH 

31  Oec 

78 

IH 

L 

MIL-B-3628/22D 

8455 

IH 

10  Feb 

88 

IH 

M'l-8-362S'20A 

8455 

!H 

30  J"r. 

67 

IH 

PE 

MIL-B-3628/18G 

8455 

IH 

10  Feb 

88 

IH 

NU 

l 

MIL-B-41809/1B 

8455 

IH 

31  Dec 

78 

IH 

MIL-B-3628E 

SUPP  1 

8455 

IH 

10  Feb 

88 

IH 

11 

Mll-B-24947 

8455 

NU 

14  Jun 

88 

l 

MIL-B-3628/15E 

8455 

IH 

10  Feb 

88 

IH 

MIL-B-41809/2C 
NOTICE  I 

8455 

IH 

30  Jun 

86 

IH 

SA 

;i 

MIL-B-41809/3D 

8455 

IH 

31  Dec 

78 

IH 

li 

M1L-B-41809/4E 

8455 

IH 

25  Mar 

85 

IH 

99 

Mll-8-41809/58 

8455 

IH 

31  Dec 

78 

IH 

PE 

11 

39 


ALPHABETICAL  LISTING 


TITLE 

Badge,  Identification,  Office  Of  The  Secretory  Of  Defense . . . . . 

Badge,  Identification,  Honor  Guard,  Tomb  Of  The  Unknown  Soldier,  Army . . . 

Badge,  Identification,  Security  Police,  Air  Force . . . 

Badge,  Identification,  Drill  Sergeant,  Army . . . . . . . . . 

Badge,  identification.  Officer  In  Charge,  USPHS  . . . . . 

Bodge,  Identification,  Military  Postal  Service . . . . . . . . . . . . . 

Badge,  Identification,  Us  Army  Recruiter,  Army  . . . . . . . 

Badge,  Identification,  Permanent  Professor,  U.s.  Air  Force  Academy  . . 

3adge,  Identification,  Recruiting  Service,  Navy  . . . . 

Bodge,  Identification,  Army  ROTC  Student  Nurse  Program  . . 

Bodge,  Identification,  Honor  Unit,  U.s.  Coast  Guard  . . . . 

Badge,  Identification,  US  Army  National  Guard  Recuiter, . . . . 

Badge,  Identification,  Chief  Of  Party,  NOAA  . . . . . . 

Badge,  Identification,  Defense  Mapping  Agency  . . . . 

Badge,  Identification,  Instructor  Air  Force  Training  Command  . . 

Badge,  Identification,  Fire  Protection,  Air  Force....  . . 

Badge,  Identification,  Vice  Presidential  Service  . . . 

Badge,  Identification}  US  Army  National  Guard,  Recruiter.... . . . . . 

Badge,  Identification,  Recruit  Company  Commander,  Navy  . . . . 

Badge,  Identification,  Career  Counselor,  Navy . . . . . . . 

Badge,  Identification,  Senior  Enlisted  Advisor,  Navy  . . . . . . . 

Badge,  Identification,  Us  Army  Reserve  Recruiter,  Army..,, . . . . . . . 

Badge,  Identification,  United  States  Postal  Service,  Delivery  Services  Employees . 

Bodge,  Identification,  Army  Continuing  Education  System  Personnel . . . 

Bodge,  Identification,  Naval  Investigative  Service . . . . . . . . . . 

Badge,  Identification,  Career  Counselor,  Army..,....., . . . . . . . 

Badge,  Identification,  Junior  Rote  Instructor,  Air  Force  . . . 

8adge,  Identification,  Military  Police,  Army . . . . 

Bodge,  Identification,  Forest  Service  Volunteer . . . . . . . 

Bodge,  Identification,  Outdoor  Recreation  Services,  Army . . . . . . . . 

Bodge,  Qualification,  Rifle,  Marine  Corps,  Pendont  And  Suspension  Bor . 

Bodge,  Qualification,  ROTC  Academic  Achievement  Wreoth  And  ROTC  And  NDCC 
Honor  Unit  Stars 

Bodge,  Qualification,  Aviation,  General  Specification  For . . . 

Bodge,  Qualification  Air  Assault,  Army . . . 

Bodge,  Qualification,  Aviation,  Flight  Surgeon,  Army  . . . 

Badge,  Qualification,  ROTC  Acodemic  Achievement  Wreoth,  Army . 

Bodge,  Qualification,  Aviation,  Senior  Flight  Surgeon,  Army . . . . . . . . 

Badge,  Qualification,  Star,  ROTC  And  NDCC  Honor  Units,  Army, . . . . 

Badge,  Qualification,  Aviation,  Master  Flight  Surgeon,  Army  . . . . . . 
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88 

IH 

ii 

L 

MII-B-3628/34H 

8455 

IH 

10  Feb 

88 

IH 

NOTICE  1 
MIL.B-3428/35C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MII-3-3428/34C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MIL-B-3428/37C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MII-B-3428/38C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MII.B-3428/39D 

8455 

IH 

10  Feb 

88 

IH 

NU 

41 


ALPHABETICAL  LISTING 


TITLE 

Badge,  Qualification,  Marine  Corps  Rifle  Competition . . . . . 

Badge,  Qualification,  Marine  Corps,  Pistol  Competition . . . . . . 

Badge,  Qualification,  Marine  Corps,  Division  Rifle  Competition... . . 

Bodge,  Qualification,  Marine  Corps,  Division  Pistol  Competition . . . 

Badge,  Qualification,  Annual  Rifle  Squad  Combat  Practice  Competition,  Marine 
Corps 

Badge,  Qualification,  Inter-division  Rifle  Team,  Marine  Corps  . . . 

Badge,  Qualification,  lnter*division  Pistol  Team,  Marine  Corps  . . . . . 

Badge,  Rating  And  Qualification,  Dungaree  Uniform . . . . . . . . 

Baffle  And  Inerting  Material,  Aircraft  Fuel  Tank.. . . . . . . . . 

Bag  And  Enevelope,  Cellophane,  For  Packoging . . . . . ...., 

Bog  Assembly,  For  Charge  Demolition,  8lock,  M5A1  &  Charge  Assembly, 
Demolition,  MI83 

Bag  Loading  Assembly  For  M36A2  Propelling  Chorge  . . . 

Bag,  Ammunition  . . . . . . . . . . . . . . . 

Bag,  Bailey  Bridge  Parts  And  Tools,  Cloth,  Cotton-duck... . . . . . 

Bag,  Barracks . . . . . . . . . . . . . . . . , 

Bag,  Barrier,  Elastomeric  . . . . . . . . . 

Bag,  Barrier,  Neoprene,  For  Use  With  152MM  Cartridges.... . . . ...... 

Bag,  Barrier,  With  Volatile  Corrosion  INHIBITOR  Treated  Liners . . . 

Bag,  Blood  Worming  (Disposable) . . . . . . . . . . . 

Bog,  Buckshot . . . . . . . . . . . . . . . 

Bog,  Canvos,  Carrying  For  Demolition  Equipment  . . . . . . . 

Bag,  Canvas,  Hardware . . . . . . . . . . . . . . 

Bag,  Carrying,  Protective  Ensemble,  Nuclear,  Biological,  Chemical  (NBC) . 

Bag,  Carrying,  Protective  Suit,  Explosive  Ordinance  Device  (Eod) . 

Bog,  Chemical  Protective  Clothing  Outfit . . . . . . . . . 

Bog,  Conductive  Plastic,  Heat-sealablc,  Flexible  . . . . . 

Bog,  Cooper  S  Tools . . . . 

Bog,  Cotton  Drill  . . . . . . . . . . . 

Bog,  Cotton  Duck,  Cool,  1  8ushel  . . . . 

Bog,  Cotton  Duck,  Nail . . . . . . . . . . . . . 

Bag,  Cotton  Duck . . . . . . 

Bag,  Cotton  Duck  (Soli  And  Groin)... . . . . . . . . . . . 

Bog,  Cotton  Duck,  Tools  And  Maintenance  Ports,  Stove,  Cooking  Outfit . 

Bag,  Cotton  Duck . . . . . 

Bog,  Cotton  Duck  (Soil  And  Grain) . . . . . . . 

Bog,  Cotton,  Moiling  . . . . . . 

Bag,  Delousing . . . . . . . . . . . . . 

Bog,  Dental  Prosthesis,  Plastic . 

Bag,  Drinking  Water  Storage,  Dispensing,  Cloth,  Cotton  Duck,  Porous .............. 

Bog,  Duffel... . . . . . . . . 

8og,  Dye,  Propellant  And  Bose  Charge,  For  Anti-personnel  Artillery  Projectiles .. 

Bog,  Field  Cooking  Outfit,  Cutlery . . . . . . . 

Bag,  Flyer  S  Helmet . . . . . 

Bag,  Food  Sample,  Polyethylene,  Disposable . . . 

Bag,  Gun  Crew  First  Aid  Kit,  Empty  . . . 

Bag,  Hot  Woter  Ice  . . . . . . . . 

Bag,  Ice  And  Hot  Woter  . . . . . 

Bog,  Ice  And  Hot  Water  . . . . . . . . . . 

Bag,  loundry  (Woter  Soluble  Plastic) . . . . . . . 

Bag,  Laundry,  Nylon... . . . 

Bog,  laundry.  Submarine . . . . . 

Bog,  Lineman  S  Tool,  Round  . . . . . . . . . . . 

Bag,  lineman  S,  Glove . . . . . . . . . 

Bog,  Money . . . . . . . . . 

Bag,  Motion  Sickness . . . . . . . . . 

Bog,  Motion  Sickness. . . . . 

Bag,  Poper  (Burn  Bag) . . . . . 

Bag,  Paper  (Glassinc)  . . . 

Bog,  Poper  (Hardware)  . . . . . . . . . . 

Bag,  Paper  (Grocers) . . . . . . . . . 

Bag,  Poper  (Hardware)  . . . . . . . . . . . 

Bog,  Poper  (Insulated)  . . . . . . . . . . . 

Bag,  Paper  Grocer  S  (Wet  Strength)..... . . . . . . . 

Bag,  Paper  Merchandise....... . . . . 

Bag,  Poper,  Foil  laminated.  Flame  Retordanl . . . . . . 

Bag,  Paper,  Insulated . . . . . . . . . . . . . . 

Bag,  Paper,  Merchandise . . . . . . . . . . 

Bog,  Paper,  Shopping  . . . . . . . . 

Bog.  Paper,  Shopping  . . . . . . . . 

Bog,  Paper,  Waste  Receptacle . . . . . . . . . 

Bag,  Poper,  Woste-rcceptacle . . . . . . 

Bag,  Poper,  Waxed  (Field  Bread).......... . . . . . . . . 

Bag,  Patient  S  Effects . . . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-B-3628/40C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MIL.B-3628/41C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MIL-B-3628/42C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MII-B-3628/43C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MUB-3628/44C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MII.B.3628/45C 

8455 

IH 

10  Feb 

88 

IH 

NU 

MIL-B-3628/46C 

8455 

IH 

10  Feb 

88 

IH 

NU 

L 

MII-B-2H17D 

8455 

NU 

21  Feb 

85 

NU 

Q  L 

Mll-B-830548  (2) 

9330 

84 

07  Mor 

84 

99 

PPP.B-15C 

8)05 

•Gl 

06  Jun 

75 

GL 

SA 

69 

L 

MIL-B-60023A 

1375 

AR 

14  May 

71 

.AR 

L 

M1L-8-48088A  (2) 

1315 

AR 

16  Jul 

87 

AR 

MIL-B-10042D 

NOTICE  1 

8465 

GL 

25  Jan 

88 

GL 

99 

L 

MIL-B-20179D 

5420 

ME 

03  Mar 

86 

ME 

MIL.B-2378H 

8465 

GL 

20  Mo y 

85 

Gl 

l 

MII-B-50873A  (3) 

1320 

AR 

31  May 

77 

AR 

L 

MIL-B-50432 

NOTICE  1 

1320 

AR 

20  Jun 

88 

AR 

MII.B-40028B 

8105 

AR 

12  Apr 

76 

AR 

AS 

99 

MIL-A-B-A53423 

65)5 

MB 

23  Mar 

88 

MD  MS 

03 

MIL.B-36538A 

6530 

DM 

26  Sep 

74 

MO 

MS 

03 

L 

MIL.B-127I9C 

1375 

AR 

09  Moy 

86 

AR 

A-A-2110 

8105 

X 

08  Dec 

82 

MII-B-44168A 

8465 

GL 

04  Moy 

88 

Gl 

NU 

MIL-B-44332 

8465 

GL 

12  Apr 

88 

MIL-B-43587C 

8465 

GL 

16  Jon 

87 

GL 

NU 

99 

L 

MIL-B-82647A 

8105 

OS 

28  Jul 

86 

OS 

L 

MII.B-14075B 

5140 

ME 

02  Dec 

75 

ME 

PPP-B-1088A  (1) 

8105 

X 

21  Jon 

77 

MII..B-1290C  (1) 
NOTICE  1 

8105 

GL 

25  Jun 

87 

GL 

SA 

69 

L 

MIL-B-43166B 

8105 

GL 

25  Aug 

87 

GL 

NOTICE  1 

A-A-301 

8105 

X 

01  Oct 

79 

PPP-B-10878 

8105 

X 

31  Mar 

83 

MIL-B-1291D  (1) 

5140 

GL 

01  Oct 

87 

GL 

SA 

69 

NOTICE  l 
PPP-B-1358A  (2) 

8105 

% 

17  May 

76 

A-A-1017 

8105 

X 

05  Mor 

80 

PPP-B-20D 

8105 

♦GL 

19  Mor 

80 

Gl 

SA 

69 

L 

Mll.B-50012 

4230 

EA 

18  Jun 

59 

EA 

M1L-B-36528A 

6520 

DM 

30  May 

86 

MD 

MS 

03 

MII.B-273E 

4610 

Gl 

17  Sep 

85 

GL 

VD 

99 

MIL-B'829M 

8465 

GL 

16  May 

88 

Gl 

NU 

99 

L 

MIL-B-48169  (1) 
NOTICE  1 

1315 

AR 

27  Moy 

87 

AR 

MII-B-1658D 

7360 

GL 

30  Jul 

82 

Gl 

99 

MII-B-43290H 

8415 

GL 

07  Dec 

87 

GL 

99 

Mll-B-36882 

6695 

DM 

20  Jul 

72 

MD  MS 

03 

MIL-B-36039A 

6545 

DM 

15  Feb 

68 

MD 

MS 

03 

A-A-51294A 

6530 

/MB 

31  Jan 

89 

MD 

MS 

03 

ZZ-B-586D 

6515 

/DM 

15  Dec 

76 

MD 

MS 

03 

A-A-50982A 

6530 

/MB 

31  Jon 

89 

MD 

MS 

03 

A-A-1223A 

8465 

X 

02  Jul 

87 

L 

MIL-B-21332E 

8465 

NU 

15  Sep 

78 

NU 

L 

MII-B-29110B 

8465 

NU 

25  Feb 

81 

NU 

GGG-B-50A 

INI.  AMO.  (1) 

5140 

•GL 

08  Feb 

66 

GL 

SH 

99 

l 

MII-B-28599B 

4240 

YD 

16  Apr 

84 

YD 

L 

MIL-B-87018A 

8460 

NU 

04  Jun 

82 

NU 

PPP-B-23S 

8105 

/69 

31  Jan 

74 

GL 

SA 

69 

A-A-871 

8105 

X 

14  Jan 

80 

A-A-1669 

8105 

/GL 

18  Oct 

82 

GL 

MC  69 

A-A-1636 

8105 

X 

20  Sep 

82 

A-A-156B 

8105 

X 

07  Dec 

83 

UU-B-36J  (3) 

8105 

•GL 

08  Feb 

74 

GL 

SA 

69 

UU-B-388  (3) 

8105 

% 

20  Sep 

75 

UU-B-25C  (2) 

8105 

• 

01  Jul 

/5 

A-A-2273 

8105 

• 

01  Nov 

84 

A'A-3098 

8105 

t 

03  Moy 

87 

A-A-304A 

8105 

X 

10  Moy 

85 

A-A.688A 

8105 

X 

16  Sep 

86 

UU.B-39E 

8105 

•/♦ 

21  Mar 

76 

A.A-302C 

8105 

X 

15  Apr 

86 

UU-B-40C  (1) 

8105 

X 

31  Aug 

77 

A.A-3108 

8105 

X 

16  Sep 

86 

UU  B-430  (4) 

8105 

X 

25  Aug 

77 

MII.B-43611A 

NOTICE  T 

8105 

GL 

25  Jan 

88 

Gl 

SA 

69 

MIL-B-2619A 

6530 

DM 

30  Dec 

57 

MD 

MS 

03 

42 


ALPHABETICAL  LISTING 


TITLE 


Bag,  Patient  S,  Effects , . . . . . . . . . . . . . 

Bag,  Personal  Effects  . . . . . . . . . . 

8ag,  Personal  Effects  . . . . . . 

Bag,  Pilot  Relief  (Male) . . . . . . 

Bag,  Plastic  (Bread) . . . . . . . . . . . . 

Bag,  Plastic  (Cushioned) . . . . . . . . . 

Bag,  Plastic  (Garment).. . . . . . . . . 

Bag,  Plastic  (Interlocking  Seal  Closure)  . . . . 

Bog,  Plastic  (Produce  And  Poultry).. . . . . . . . 

Bag,  Plastic  (Sandwich) . . . . . . . . . 

Bag,  Plastic  (Produce  And  Poultry) . . . 

Bog,  Plastic  (Sandwich)  . . . . . . 

Bag,  Plastic,  (General  Purpose)  . . . . . . . . 

Bag,  Plastic,  Bread . . . . . . . . . . 

Bag,  Plastic,  Contaminated  Waste  Disposal . . . . . . . 

Bag,  Plastic,  Entomological  Specimens . . . . . . . . . . . 

Bog,  Plastic,  General  Purpose  . . . . . . . . 

Bag,  Plastic,  General  Purpose  . . . . . . . . . . 

Bag,  Plastic,  Mortuary . . .  . . . . . 

Bag,  Plastic,  Protective  (Garment) . . . . . . . . . 

Bag,  Plastic,  Waste  Receptacle,  Square . . . . . . . . . . . 

Bag,  Politzer, . . . . . . . . . . . . . . . . 

Bag,  Propelling,  Charge,  M67,  Empty . . . . . . . . . 

Bog,  Rodent  (Plastic,  Entomological  Specimens)............ . . . . . . 

Bag,  Sample  Collection . . . . . . . . . . . 

Bag,  Sand.  Burlap  And  Cotton. . . . . . . . . . . . . 

Bog,  Sand,  Acrylic . . . . . . . 

Bag,  Sand,  Polypropylene  . . . . . . . 

Bag,  Shipping,  Burlap . . . . . . . . . . 

Bag,  Signol  Equipment,  Waterproof . . . . . 

Bag,  Sleeve  And  Tubing  -  Interior  Packaging . . . . . . 

Bag,  Soiled  Clothes  . . . . . . . . . . . 

Bag,  Soiled  Clothes,  Nylon . . . . . 

Bog,  Soiled  Clothes,  Self-closing,  Ropeless..... . . . 

Bag,  Soiled  Clothes  (Water  Soluble  Plastic  . . . . . . . 

Bog,  Soiled  Cloths,  Self-closing,  Ropeless . 

Bag,  Storage,  Drinking  Water . . . . . 

Bag,  Storage,  Mask,  Air  Line.... . 

Bog,  Stowage,  Vehicular  Accessories . . . . 

Bog,  Stuff,  Extreme  Cold  Weather  Sleeping  System  (ECWSS)  . 

Bag,  Textile,  Shipping,  Burlop,  Cotton  And  Waterproof  Laminated . ...... 

Bag,  Tissue  Specimen...... . . . 

Bag,  Tool  Satchel . . . 

Bag,  Tool,  Envelope  Type . . . . . 

Bag,  Tool,  Satchel . . . . . . 

Bag,  Transparent,  Flexible,  Sealable,  Volatile  Corrosion  Inhibitor,  Treated . . . 

Bog,  Tube  Feeding  Sterile  . . . . . . . . . . . 

Bog,  Tube  Feeding . . . . . . . . . 

Bag,  Tube,  Feeding . . . . . . . . . . . 

Bag,  Urine  Collection  . . . . . . . . . . 

Bag,  Urine  Collection . . . . . . . . . . 

Bag,  Urine  Collection . . . . . . . 

Bag,  Urine  Collection,  Pediatric . . . . . 

Bag,  Urine  Collection,  Pediatric,  Plastic,  Disposable . . . . . . 

Bog,  Valuables,  Numbered,  With  Tog,  Metal  Identification  . 

Bag,  Waste  Receptable  . . . . . . . . . . . . 

tag.  Water  Repellent,  Signol  Equipment,  Bg  102  Validated  Jun  1972 . . . 

Bag,  Woterproof,  Chemical  Biological  Mask,  Ml . . . . . . 

Bog,  Waterproof,  Chemical  Biologicol  Mask,  M1A1, . . . . . . . 

Bag,  Woterproof,  Load  Carrying,  Speciol  Operations  Waterproof  (50WB) . 

Bag,  Wet  Weather  Clothing  (Parka  And  Trousers)... . . . 

Bag,  Wet-dressing  . . . . . . . 

Bag, money  . . . . . . . . ................. 

Bogging  Machine,  Fruit  And  Produce . . . . . 

Bags  And  Envelope,  Cellophane,  For  Pockoging . . . . . 

Bogs,  Paper  (Grocer  S) . . . . . 

Bogs,  Shipping.  Woven  Polypropylene...................... . . . 

Bail  (Portal)  Lugs  For  The  Suspension  Of  Aircraft  Stores  For  Fixed  Wing  Aircraft  & 
Helicopters  (Edition  No.  3)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  OfcNM, 
MAT  09B21,  Wash,  D.c.  20360) 

Bakery  Equipment,  Including  Units.  Assemblies,  Repair  Ports  And  Tools,  Preparation 
For  Delivery  Of 

Bakery  Island  Merchandiser . . . . . . . 

Bakery  Mixes,  Prepared . . . . . . . . . 

Bakery  Oven,  Trailer  Mounted,  M-533..... . . . . 

Bakery  Plant,  Field,  Portable  . . . . . . . . 

Baking  Powder, . . . . . . . . . . . 

Baking  Powder . . . . . . . . . . . . . . . . . 

Boklng  Soda  (Sodium  Bicorbonotc)  . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-B-002619B 

6530 

DM 

13  Aug 

64 

MD 

MS 

03 

Mll-B-37829 

8465 

DM 

18  Aug 

78 

MD 

MS 

03 

MII-B-3759E 

8465 

GL 

23  Sep 

85 

GL 

NU 

L 

MIL-B-83665B 

8105 

69 

02  Jun 

81 

69 

A-A-1728 

8105 

•GL 

07  Aug 

81 

GL 

69 

A-A-872 

8105 

t 

06  Mor 

80 

A-A-1696 

8105 

•Gl 

10  Sep 

81 

GL 

99 

A  A- 1799 

8105 

•GL 

20  Oct 

81 

GL 

SA 

69 

A-A-1246 

8105 

t 

02  May 

80 

A-A-148A 

8105 

t 

25  Sep 

79 

PPP-B-1089C 

8105 

% 

10  Jul 

78 

PPP-B-28A  (1) 

8105 

% 

29  Aug 

77 

PPP-3-26E  (2) 

8105 

/GL 

29  Feb 

80 

Gl 

SA 

69 

MIL-B-43706A 

8105 

GL 

20  Mor 

80 

GL 

69 

MIL-B-43444A 

8105 

GL 

30  Mo y 

75 

Gl 

SA 

69 

MU-B-43255A 

NOTICE  1 

8105 

GL 

27  Feb 

87 

GL 

MS 

69 

A-A-2299 

8105 

• 

08  Apr 

86 

A-A-1668A 

8)05 

X 

07  Dec 

87 

MIL-B-43861A 

9930 

Gl 

09  Jul 

86 

Gl 

MS 

MIL-B-437I6B 

8105 

GL 

30  Sep 

85 

GL 

99 

A-A-1569 

8105 

1 

09  Jan 

81 

ZZ-B-71B 

6515 

/DM 

16  Jun 

44 

MD 

MS 

03 

L 

MIL-B-50984 

1315 

AR 

30  Dec 

71 

AR 

A-A-1835 

6640 

•DP 

18  May 

82 

GL 

MS 

69 

MS-34363 

6640 

EA 

07  Jan 

83 

EA 

MS 

99 

MIL-B-12233E 

8105 

Gl 

3)  Dec 

86 

Gl 

69 

MIL-B-52598B 

8105 

GL 

03  Dec 

69 

GL 

SA 

69 

L 

MIL-B-52472C 

8105 

GL 

08  Sep 

87 

Gl 

99 

A-A-881A 

8)05 

» 

24  Jon 

85 

GL 

SA 

69 

L 

MIL-B-I0930C 

8465 

GL 

17  Oct 

83 

GL 

NU 

99 

MIL-8-1 17F 

8105 

GL 

30  Jun 

88 

GL 

SA 

69 

MII-B-13842C  (1) 
NOTICE  1 

8465 

GL 

25  Jon 

88 

Gl 

NU 

99 

K-B-I378A 

8465 

t 

28  Jun 

74 

MIL-B-36076 

8465 

DM 

14  Jul 

61 

MD 

MS 

03 

L-B-1283A 

8465 

% 

07  Od 

77 

MILB0036076B 

8465 

DM 

13  Mor 

67 

MD 

MS 

03 

MIL-B-8571D  (1) 
NOTICE  1 

8465 

82 

05  Aug 

78 

GL 

AS 

99 

L 

MIL-B-24222A 

2090 

SH 

26  Jun 

78 

SH 

L 

MS-53076 

2540 

AT 

15  Jul 

64 

AT 

L 

MIL-B-44306A 

8465 

GL 

27  Apr 

88 

Gl 

PPP-B-35C 

8105 

•Gl 

09  Apr 

76 

GL 

SA 

69 

MS-34364 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

GGG-B-0060A  (1) 

5140 

% 

05  Od 

70 

MIL-B-43648A 

5140 

GL 

10  Sep 

82 

Gl 

YD 

L 

MIL-B-43663A 

5140 

Gl 

12  Aug 

82 

GL 

MIL-B-22020C  (1) 

8105 

AS 

26  Jul 

80 

GL 

AS 

A-A-51082 

6515 

/MB 

06  Dec 

85 

MD 

MS 

03 

A-A-30046A 

6515 

» 

13  Od 

82 

A-A-0053255 

6515 

MB 

23  Od 

87 

MD 

MS 

03 

L 

MIL-B-0037189A 

6530 

DM 

11  Apr 

78 

A-A-30082A 

6530 

» 

01  Jul 

86 

MIL-B-37189 

6530 

DM 

29  Apr 

75 

MD 

MS 

03 

A-A-51435 

6530 

MB 

20  May 

86 

MD 

MS 

03 

MIL-B-36444A 

6530 

DM 

02  Feb 

77 

MD 

MS 

03 

L 

MIL-B-1977C  (1) 

8105 

MC 

14  Od 

77 

MC 
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ALPHABETICAL  LISTING 


TITLE 

Balance,  Analytical . . . . . . . . . . 

Balance,  Prescription  . . . . . . . . . . . 

Balance,  Scale,  And  Accessories,  Packaging  And  Packing  Of..... . . . . 

Balance,  Specific  Gravity  Determination  Westphal.. . . . . . . 

Bolonce,  Specific  Gravity  (Chain  Gravitometer  Type) . . . . . . 

Balance,  Torsion,  500  Gram  Capacity  . . . . . . . . . 

Balance,  Torsion . . . . . . . . . . . . . 

Balance,  Trip,  Laboratory . . . . . . . . . . . . 

Balancer,  Vehicle  Wheel,  On-vchicte  Type  . . . . . . . . . 

Botanccr,  Vehicle  Wheel,  Bubble-type,  Portable  . . . . . . 

Balances,  Trip,  Laboratory . . . . . . . . . . . 

Bale  Rod..... . . . . . . . . . . . . . . 

Bole  Tie  . . . . . . . . . . . . . 

Baler,  Automatic,  Vertical...... . . . . . . . . . . 

Baler,  Automatic,  Horizontal . . . . . . . . 

Baling  Presses . . . . . . . . . . . . . 

Balk,  Deck . . . 

Ball  And  Roller  Bearing,  Steel,  High-carbon  . . . . . . . . . . . . 

Boll  Bearing  Greases,  Low  Temperature  Torque  Of,  Standard  Test  Method  For  •  29 
Aug  1980 

Boll  End,  Wire  Rope,  Swaging,  Single  Shank........ . . . . . . . . . . . 

Ball  End,  Wire  Rope,  Swaging,  Parachute  Ripcord  Cable . . . . . 

Ball  End,  Wire  Rope,  Swaging,  Double  Shank  (Supersedes  AN663)  . . . 

Ball  Point  Pen,  Single  Cartridge  . . . . . . . . 

Ball  Powder,  Igniter  (BP1)  (For  Use  In  Charges,  Propelling  For  Artiilery  Systems) . 

Ball  Screw  Linear  Actuator . . . . . . . . . . 

Ball  Volve  (Drop-out  Type:  Line:  Suction:  Discharge) . . . . . . . 

Ball,  Absorbent-cotton,  Nonsterife  . . . . . . . . . . 

Boll,  Absorbent,  Cotton  Or  Rayon  . . . . . . . 

Ball,  Bearing,  Ferrous  And  Non  Ferrous  (For  Use  In  Bearings  And  Valves) . . 

Ball,  Bearing,  Ferrous,  Chrome  Alloy  Steel . . . . . . . 

Ball,  Bearing,  Ffrrous,  Corrosion  Resisting  Steel . . . . . . . 

Ball,  Bearing,  Ferrous,  Carbon  Steel . . . . . . . . . . . 

Balt,  Bearing,  Grade  10,  Aircraft  Quality  Steel . . . . 

Ball,  Bearing,  Non-ferrous,  Brass  . . . . . . . . . . 

Ball,  Bearing,  Non-ferrous,  Bronze  . . . . . . 

Boll,  Bearing,  Non-ferrous,  Nickel-copper  Alloy  (K-monel  Metol) . . . . 

Ball,  Gauze  . . . . . . . . . . . . . 

Boll,  Gauze  . . . . . . . . . . 

Boll,  Wrecking . . . 

Ballast,  Emergency  Light,  Fluorescent  . . . . . . . . 

Ballast,  Fluorescent  Lamp . . . . . . 

Ballasts,  Fluorescent-lamp,  Standard  For  *  Seventh  Edition  •  Chg  Notice  4  Did  4 
Nov  1988 

Ballistic  Acceptance  Test  Requirements  For  Solid  Propellant  For  Cannon . . . . . 

Ballistic  Computer  Subassembly,  8635275  (Output  Unit) . . 

Ballistic  Modifier  IC*12*15 . . . . . . . . . 

Ballistic  Standards  And  Test  Method  For  Evaluating  And  Selecting  5.56MM 
Ammunition  For  M16/M16A1  Weapon  Acceptance  Tests 

Ballistic  Test  For  Armor  . . . . . . . . . . . 

Ballistics  Computer  Subassembly,  8635274  (Zeroing  Control  Unit) . . 

Ballistics  Computer  Subassembly,  8635276  (Input  Unit) . . . . . . . 

Ballistics  Computer,  Subassembly,  8635370  (Computer  Unit) . . . 

Ballistics  Computer  Subassembly,  863512  (Cant  Unit) . . . . . . . . 

Ballistic*  Computer  Subassembly,  8635273  (Control  Unit)  . . 

Ballistics  Computer  Subossembly,  10552928  (Cant  Unit)  . . . . 

Ballistics  Computer,  Subossembly,  10543800  (Computer  Unit) . . 

Ballistics  Computer,  Subossembly,  10543700  (Commander  S  Control  Unit) . 

Ballistics  Computer,  Subossembly,  10543600  (Gunner  S  Control  Urn!)..... . 

Ballon,  Aeroloyico1 . . . . . . . . . . 

Bollonet,  Cartridge  Activated  (MXU-695/B) . . . . . . . 

Balloon,  Meleorologicol,  ML-537(1UM) . . . . . . . . 

Balloon,  Pilot  And  Ceiling........................ . . . 

Balls,  Bearing,  Ferrous  co  Non-ferrous  (For  Use  In  Bearings,  Valves  oo  Bearing 
Applications) 

Bolls,  Bearing,  Aircraft  Quality  Steel  . . . . . . . . . 

Bolls,  Bearing,  Aircraft  Quality  Steel,  Metric . . . . . . . . 

Balls,  Bearing,  Corrosion  Resistant  Steel,  Metric  . . 

Bolls,  Scoring,  Steel,  Carbon,  Metric  . . . . . . . . 

Bolls,  Bearing,  Nickel-copper  Alloy  (K-monel)  Metric  . . . . . . . 

Bananas,  Fresh . . . . . . . . . . 
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ALPHABETICAL  LISTING 


HUE 


Band . . . . . . . . . . . 

Band  Marker,  Blank.  Two-prong  Crimp  Style  Band.......................... . 

Bond  Marker,  Blank,  Three  Prong  Crimp  Style  Bond  . . . . . 

Band  Marker,  Blank.  Single  Belt  Style  Band . . . . . . 

Band  Marker,  Blank,  Double  Belt  Style  Band  . . . . . 

Band  Marker,  Blank,  Single  Crimp  Style  Band  . . . . . . 

Bond  Sow  Blades  (Metal  Cutting  -  28  Feb  1985  . . . 

8and  Set,  Matrix,  Dental,  Strip,  Matrix  Dental,  And  Band,  Matrix,  Oento! . . 

Band,  Abrasive  (Silicon-carbide),  For  Dental  Lathes. . . . . . . . . . 

Bond,  Abrasive,  (Silicon  Carbide) . . . . . 

Band,  Centering  For  Projectile  105MM  DISCARDING  Sabot  . . . . 

Band,  Circling  (Silicone) . . . . . . . . . 

Band,  Copper,  Dental  (Replaced  By  A-a  50987) . . . . . . . 

Band,  Copper,  Dental . . . . . . . 

Band,  Handling,  Mk  84  Mod  0... . . . . . . . . . 

Band,  Handling,  Missile  And  Booster . . . . . . . . . 

Band,  Helmet,  Camouflage . . . . . . . . . . . 

Band,  Ligature,  Dental,  Rubber....... . . . . . . . 

Band,  Ligature,  Dental,  Rubber . . . . . . . . . 

Band,  Marker,  Blank . . . . . . . . . . . . 

Band,  Matrix,  Dental  (Contoured) . . . . . . . . . 

Band,  Obturating,  For  175MM,  Projectile  . . . . . 

Band,  Paper,  Currency . . . . . . . 

Bond,  Paper,  Shirt  Wrapping . . . . . . . 

Band,  Patient  Identification,  Plastic..... . . . . . 

Bond,  Projectile  Rotating  . . . . . . . . 

Bond,  Rotating,  Nylon  Glass  Filled  Projectile,  105MM,  M73 7  TPDS-T . . 

Band,  Rotating,  Copper  Alloy,  Centrifugal  Cast  (For  Critical  Applications . . 

Bond,  Spring,  Parachute  Pack  Opening . . . 

Band,  Wraparound  Tope  Reel  (For  Computer  Tape  Storage) . 

Band, allergy  Identifi  Cation  . . . 

Bandage  Elastic  . . . . . 

Bandage,  Absorbent,  Adhesive . . . . . . . . . . . . . 

Bandage,  Absorbent,  Adhesive . . . . . . . 

Bondage,  Adhesive . . . . . . . . . . 

Bondage,  Canton  Flannel . . . . . . . . . 

Bondage,  Cost,  Fiberglass  Resin  Impregnated . . . . . . . 

Bondage,  Cast,  Pfoster  Of  Paris  Impregnated  (Hard  Coated) . . . . . 

Bondage,  Cotton,  Elastic  . . . . . 

Bondage,  Cotton,  Elastic  Rubber  Worp  Threads . . . . . . . . . 

Bondage,  Gauze  (Two  Ply)  . . . . . . . 

Bondage,  Gauze,  Tubular . . . . . . . . . 

Bondage,  Gauze,  Elastic . . . . . 

Bondage,  Gouze,  Gelatin-zinc  Oxide  Impregnated . . . 

Bondage,  Gauze,  (Fine  Mesh) . . . . . . . . . . . 

Bondage,  Gauze,  Roller  And  Compressed  . . . . . . . . . 

Bondage,  Gauze,  Elostic,  2  Ply,  3  Inches  By  5  Yards,  12S... . . . . . 

Bandoge,  Muslin  (Unbleached),  Roller . . . . . . . . . . 

Bondage,  Self  Adherent . . . . . . . . . 

Bandoleer  Assembly  For  Cartridge,  40MM,  M397,  M397E1  &  M433  . . 

Bandoleer  For  Mine,  Antipersonnel  M86, . . . . . 

Bandoleer  XM  86  Mine  . . . . . . 

Bandoleer,  Apers,  Mine,  M7,  Assembly . . . . . . . 

Bandoleer,  Ml . .  . . . . . 

Bandoleer,  M2  . . . . . . . . . . . . . . 

Bandoleer,  M3  . . . . . . . . . . . . 

Bandoleer,  M4  . . . . . . . . . . . . . 

Bandoleer,  M8 . . . . . . . . . 

Bandoleer,  200  Round  Magazine  (M249  Machine  Gun).......... . . 

Bandoleer,  40MM  Ammunition,  Support,  Plastic  For  . . . . . . . . 

Bondolcers  For  Cartridges,  40MM  Ammunition  . . . . . . . . 

Bunds,  Personal  Identification. . . . . . . 

Bar  &  Forging,  Steel,  Carburizing  1.8NI  -  0.25MO  (0.11  -  0.17C)  (SAE  4615)  . . 

Bar  &  Forgings,  Steel,  Carburizing  1.8NI  -  0.25MO  (0.15  *  0.20C)  (SAE  4617)  -  15 
Oct  80) 
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ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREf>  DATE 


CUSTODIAN 


Bor  &  forging*,  Steel,  Corrosion  &  Moderate  Heat  Resistant,  15.5CR  •  4.5NI  - 
2.9MO  ■  0.1  ON,  Heot  Treated,  170,000  Psi  (1172MPA)  Tensile  Strength  ■  1  Apr 
81 

8ar  &  Forgings,  Alloy,  low  Expansion,  Glass  Sealing,  53FE  •  29NI  •  17CO  •  15  Jan 
81 

Bor  &  Forgings,  Alloy,  Corrosion  4  Heat  Resistant  58N1  *  19.5CR  ■  13.5CO  • 

4.3MO  •  3.0TI  -  1.4A1  Consummate  Electrode  Or  Voc.  Induction  Melted  1975 
Deg.  F  (1080  Deg  C)  Solution,  Stabilization,  &  Precipitation  Heat  Treated 
eor  4  Forgings,  Alloy,  Corrosion  &  Heat  Resistant  15CR  *  45NI  *  4.1  MO  ■  4.1W  - 
3.0TI  -  1.0A1  •  31FE  Consumable  Electrode  Vacuum  Melted  •  1  Apr  81 
Bar  &  Forgings,  Alloy,  Corrosion  &  Heat  Resistant  53NI  ■  15CR  *  18.5CO  -  5.0MO 
*  3.2TI  -  4.2A1  •  0.03B  Double  Vacuum  Melted  Solution,  Slabi!izol:on,  & 
Precipitation  Heat  Treated  *  1  Apr  83 

Bar  &  Forgings,  Steel,  Corrosion  Resistant,  12CR  -  8.5NI  -  2.0CU  •  1.1TI,  Vacuum 
Induction  Plus  Vacuum  Consumable  Electrode  Melted  Solution  Heat  Treated  •  1 
Apr  81 

Bar  &  Shapes,  Stainless  &  Heat  Resisting  Steel  -  29  Jon  1988  ...  . . . . ... 

Bar  4  Wire,  Stainless  Steel,  For  Surgical  Implonts  (Special  Quality)  *  26  Mar  76 . 

Bar  4  Wire,  Stainless,  For  Surgical  Implants  *  26  Mar  76 . . . 

Bar  Alining,  Bridge  Truss  . . . . . . . . . . . . . . . 

Bar  Alloy,  Forging,  4  Ring,  Corrsion  4  Heat  Resistant,  52.5NI-19CR-3.0MO-5.1  (Ca 
Plus  Ta)  -  0.90TI-0.50A1  *  ’.9FE,  Consumable  Electrode  Or  Vacuum  Induction 
Melted  1950  Deg  F  (1065  Deg.c)solution  Treated  -  15  Oct  80 
Bar  Alloy,  Forgings  4  Rings,  Heat  Resistant  44FE  •  18.5CR  »  35.5NI  •  1.1  SI  Solution 
Heat  Treated  •  1  Jon  82 

Bar  Code  Symbology,  Standard  Department  Of  Defense . 

Bar  Mats,  Fabricated  Deformed  Steel,  For  Congrete  Reinforcement  •  27  Oct  1986.... 

Bor  Square,  Tool  Steel,  Type  W1  . . . . . . . 

Bar,  Adjuster,  lap  Aircraft  Safety  Belt...... . . . . . . 

Bar,  Alloy  Steel,  Subject  To  End  Quench  Hardenobility  Requirements . 

Bar,  Alloy,  4  Forgings,  Corrosion  4  Heat  Resistant  55NI  •  17.5CR  -16.5CO-4.0MO 
-  2.9TI  *2.9Al  *  0.006B  Vacuum  Melted,  Solution  Heat  Treated  •  1  Oc*  82 
Bor,  Alloy,  Corrosion  Resistant  20CR  -  35NI  *  35CO  •  10  Mo  Solution  Heat  Treated 
For  Work  Strengthening  •  16  Jul  1979 

Bar,  Alloy,  Forgings,  4  Rings,  Corrosion  4  Heot  Resistant  52CO  •  20CR  ■  10NI  - 
15W  ■  15  Jon  80 

Bor,  Alloy,  Forging,  4  Ring,  Corrosion  4  Heat  Resistant,  52.5NI  . 
19CR*3.0MO'K91(CB  Plus  TA)0.90T!-050A1-19FE  Consumofc'e  Electrode  Or  Voc. 
Induction  Melted  1750  Deg  F  (955  Deg.c)  Solution  4  Prec.  Heot  TREAT.-15  Oct 
80 

Bor,  Alloy,  Forgings,  And  Rings,  Corrosion  And  Heat  Resistant  52.5NI  •  19CR  • 
3.0MO  •  5.1  (Cb  4  To)  .  0.90TI  -  0.50A1  •  18FE  Consumable  Electrode  Or 
Vacuum  Induction  Melted  1775  DEG.F(970  Deg  c)  Sol  Heat  Treated  *16  Jul  79 
Bar,  Alloy,  Forgings  4  Rings,  Corrosion  4  Heat  Resistant,  64NI  -  5.0CR  •  24.5MO  ■ 
5.5FE  Solution  Heat  Treated  •  1  Apr  81 

Bor,  Alloy,  Forgings,  4  Rings,  Corrosion  4  Heat  Resistant  54  Ni  •  19CR  -  10CO  • 
10MO  •  2.6TI  •  1.0A1  *  0.006B  Vacuum  Melted,  Solution  Treated  *  15  Jul  77 
Bor,  Alloy,  Forgings,  And  Rings,  Corrosion  And  Heot  Resistant  72NI  •  15.5CR  *  0.95 
(Cb  -  Ta)  •  2.5TI  ■  0.70A1  -  7.0F6  -  16  Jul  1979 
Bor,  Alloy,  Forging,  4  Ring,  Corosion  4  Heot  Res.  72NI-15.5CR-0.95(CB  Plus 
TA)-2.5TI-0.70Al*7  Off  Consumable  Electrode  Or  Voc  Induction  Melte.*  1800  Deg. 
F  (9820C)  Solution  Heot  Treotcd  -  15  Oct  79 

Bar,  Aluminum,  For  Electrical  Purposes  (Bus  Bors)  -  28  Jan  83  . . . 

Bar,  Carrying,  light  Tactical  Bridge . . . . . 

Bar,  Corrying,  Multiple  And  Single,  M4  Bolk  . . . . . . 

Bor,  Chisel,  Pinch,  Pry,  Wrecking,  Digging,  Tamping,  Digging  And  Tamping,  And 
Crowbar 

Bor,  Chisel,  Pinch,  Pry,  Wrecking,  Digging,  Tamping,  Digging  And  Tamping,  And 
Crowbars 

Bar,  Combination  Pry  And  Scraper  . . . . . . . 

Bar,  Connecting,  Bridge,  Steel,  For  Ponton  Float,  Half,  Sectional,  Pneumatic, 
124TON 

Bar,  Copper,  Silver  Bearing  (For  Commutators) . . . . . . . 

Bar,  Flat  Aluminum  Alloy  5086.......... . . . 

Bar,  Flat,  Steel,  Carbon,  Medium . . . . . 

Bar,  flat.  Tool  Steel,  Type  W1 . . . . . . . 

Bar,  Flat,  Tool  Steel,  Type  W2 . . . . . . . 

Bcr,  Flmder...... . . . . . . . . . . . . . . . 

Bar,  Foralnas,  4  Rings,  Steel,  Corrosion  4  Moderate  Heat  Resistant,  14.5CR  - 
6.5NI-0.72TI  Solution  Heat  Treated  4  Moroged,  155,000  Psi  (1069MPA)  Tensile 
Strength  •  1  Apr  81 

Bcr,  Holf  Round,  Steel,  Carbon,  Medium  . . . . . . 

Bar,  Hexagon,  Steel,  Carbon,  Medium . . . . . 

Bar,  Hexcgon,  Tool  Steel,  Type  Wl.. . . . . . . . . . 

Bar,  Hexagon,  Tool  Steel,  Type  01  . . . . . . 

Bar,  Hexagon,  Tool  Steel,  Type  02  . . . .  . 

Bor,  Hexagon,  Tool  Steel,  Type  SI  . . . . . . . . 

Bar,  Hexagon,  Tool  Steel,  Type  S5  . . . . . . 

Bar,  Hexagonal,  Aluminum  Alloy  2014 . . . . . . 

Bar,  Hexagonal,  Aluminum  Alloy  2024 . . . . . . . . . . . 

Bar,  Hexagonol,  Aluminum  Alloy  6061 . . . . . . 

Bar,  Hexagonal,  Alumium,  Alloy  7075  . . . . . . . . . 

Bar,  Hexagonol,  Aluminum,  Alloy  2017  . . . . . . . . . . 


AMS  5744 B-81  9510 

NOTICE  1 

AMS  7727A-81  9510 

NOTICE  l 

AMS  5709D-81  3439 

NOTICE  1 

AMS  5746G81  3439 

NOTICE  1 

AMS  5846  83  9510 

AMS  5617E-81  9510 

NOTICE  1 

ASTM  A276-88  9510 

ASTM  FI 38-76  6515 

ASTM  F55-76  6515 

L  MII-B-52785A  5420 

AMS  5664B-80  9510 

NOTICE  1 

AMS  57 16C-82  9510 

MIU>TD*1 189A  PACK 

ASTM  A184/A184M-86  5680 

MS-52083  9510 

MS-22005E  1680 

ASTM  A304-79R85  9510 

AMS  5753B-82  9510 

AMS  5758B-79  9530 

AMS  5759F-80  9510 

AMS  5663D-80  9510 


AMS  56620-79  9510 

AMS  5755081  9510 

NOTICE  1 

AMS  5756B-77  9510 

AMS  5667H-79  9510 

NOTICE  1 

AMS  5671D-79  3439 

NOTICE  1 

ASTM  B236-83  9530 

l  MII-B-52467C  5420 

l  MH-B-52097A  5420 

GGG-B-101D  (3)  5120 

GGGB00101E  5120 

GGG-B-110A  5120 

l  M11-B-52239C  5420 

l  MII-B-19231A  9530 

•14350  9530 

MS-90501  9510 

MS -52081  9510 

MS -52082  9510 

L  MII-B-1163A  6605 

AMS  57408-81  9510 

MS-90500  9510 

MS -90503  9510 

MS-52085  9510 

MS-52072  9510 

MS-52073  9510 

MS -52074  9510 

MS-52^’  9510 

MS-14246  9530 

MS-14247  9530 

MS- 14248  9530 

MS-14249  9530 

MS* 14250  9530 
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ALPHABETICAL  LISTING 


TITLE 

Bar,  Machined  Flat  &  Square  Tool  Steel  *  27  Jul  84 . . . . . 

Bar,  Metal  And  Blanks, steel  (Under  2  Inches  In  Diameter)  For  Barrels  Of  Small  Arms 
Weapons 

Bar,  Metal  And  Wire  (Nonelectrical),  Carbon  And  Alloy  Steel,  Cold  Drawn  For  Ap 
Bullet  Cores  And  Shot 

Bar,  Metal,  Flat,  Copper  Base  Alloy  360  . . . . . . . . 

Bor,  Metal,  Flat,  Alloy  Steel  4130  Chrome  *  Molybdenum  (Aircraft  Quality). . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  302..... . . . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  304 . . . . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  316......... . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  316L.. . . . 

Bor,  Metal,  Flat,  Corrosion  Resistant,  Type  321 . . . . . . . . . 

Bor,  Metal,  Flat,  Corrosion  Resistant,  Type  347 . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  410 . . . . . . . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant,  Type  440C.... . . . . . 

Bar,  Metal,  Flat,  Copper  Base  Alloy  260 . . . . . 

Bar,  Metal,  Flat,  Steel,  Carbon,  1035  . . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant  Stnel.type  303  . . . 

Bar,  Metal,  Flat,  Corrosion  Resistant  Steel,  Type  303  SE . . . . . 

Bar,  Metal,  Flat,  Steel,  Carbon  1045 . . . . . . 

Bar,  Metal,  Flat,  Copper  Base  Alloy  268  ...................  . . . . . . 

Bar,  Metal,  Flat,  Copper  Base  Alloy  342  . . 

8ar,  Meta),  Flot,  Corrosion  Resistant  Steel,  Type  416 . . . . . . 

Bar,  Metal,  Hexagon,  Corrosion  Resistant  Steel,  Type  303  . . . . . . 

Bar,  Meiol,  Hexagon,  Corrosion  Resistant  Steel,  Type  416 . . . 

Bor,  Metal,  Hexagon,  Corrosion  Resistant  Steel,  Type  303  SE . . . 

Bar,  Metal,  Hexagon,  Steel,  Carbon  1018 . . . . . . 

Bar,  Metal,  Hexagon,  Steel,  Carbon,  1020 . . . 

Bar,  Metal,  Hexagon,  Copper  Base  Alloy  268 . . . . . . . 

Bor,  Metal,  Hexagon,  Corrosion  Resistant,  Type  302.. . . . . . 

Bor,  Metal,  Hexagon,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft  Quality) . 

Bar,  Metal,  Hexagon,  Corrosion  Resistant,  Type  304 . . . 

Bar,  Metal,  Hexagonal.alioy  Steel  E4340 . . . . . . . 

Bar,  Metal,  Hexagon,  Copper  Bose  Alloy  342 . , . . . . . 

Bar,  Metal,  Hex^^on,  Copper  Base  Alloy  360 . . . . . . . . . 

Bar,  Me»al,  Hexagon,  Corrosion  Resistant,  Type  316 . . . . 

Bar,  Metal,  Hexogon.  Corrosion  Resistant,  Type  321 . . . . . 

Bar,  M-'tol,  Hexagon,  Corrosion  Resistont  Type  347  . . . 

Bor,  Metal,  Hexogon,  C.'TOsion  Resistant,  Type  403 . . . 

Bar,  Metal,  Hexagon,  G  jsicn  Resistant,  Type  410 . . . . . 

Bar,  Metal,  Hexagon,  Corrosion  Resistant,  Type  420 . 

Bar,  Metal,  Oval,  Copper  Bose  Alloy  268  . . . . . 

Bar,  Metal,  Rectangular,  Alloy  Steel  £4340 . . . . . . . 

Bor,  Metal,  Rectangular,  Tool  Steel,  Type  M2 . . . . . . . . . 

Bar,  Metal,  Rectangular,  Tool  Steel,  Type  Tl. . . . . . 

Bar,  Metal,  Round,  Corrosion  Resistont  Steel,  Type  303  SE . . . 

Bar,  Metol,  Round,  Steel,  Carbon  1018 . . . . . . . . 

Bar,  Metol,  Round,  Corrosion  Resistant  Steel,  Type  416  . . . . 

Bar,  Metol,  Round,  Alloy  Steel  E4340  . . . 

Bar,  Metol,  Round,  Corrosion  Resistont,  TYPE403  . . . . . 

Bar,  Metal,  Round,  Corrosion  Resistant,  Type  410 . . . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistont,  Type  420 . . . . 

Bor,  Metol,  Round,  Corrosion  Resistant,  Type  430 . . . . . . 

Bar,  Metol,  Round,  Corrosion  Resistont  Steel,  Type  430  F..„ . . . . 

Bar,  Metol,  Round,  Steel,  Carbon,  1020 . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistont,  Type  302 . . . . . . . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistant,  Type  304....... . . . . 

Bar,  Metol,  Round,  Corrosion  Resistont,  Type  304t . . 

Bor,  Metol,  Round,  Corrosion  Resistont  Steel.  Type  303  . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistant,  Type  309..... . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistont,  Type  310.... . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistont,  Type  316....... . . . . 

Bor,  Metol,  Round,  Corrosion  Resistant,  Type  316L  . . . . . 

Bor,  Metol,  Round,  Corrosion  Resistont,  Type  321 . . . . . . . 

Bor,  Metol,  Round,  Corrosion  Resilient,  Type  347 . . . . . . . . 

Bor,  Metal,  Round,  Steel,  Corbon,  1035 . . . . . . . . . . 

Bar,  Metal,  Round,  Steel,  Corbon,  1045 . . . . 

Bar,  Metol,  Round,  Steel,  Corbon,  1141 . . . . . . 

8or,  Metol,  Round,  Tool  Steel,  Type  Me . 

Bor,  Metal,  Round,  Tool  Steel,  Type  Tl  „ , 

Bor,  Metal,  Round,  Corrosion  Resistant,  Type  440C . . . . . . 

Bar,  Metol,  Round,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft  Quality) . 

Bar,  Metol,  Round,  Copper  Bose  Alloy  268  . . . . . . . . 

Bar,  Metal,  Round,  Copper  8osc  Alloy  360 . . . . . . . . . 

Bar,  Metol,  Square,  Copper  Base  A'loy  260  . . . . . . 

Bar,  Metal,  Square,  Copper  Bose  Alloy  268  . . . . . . . . 

Bor,  Metal,  Square,  Copper  Base  Alloy  360  . . . . . . . . 

Bar,  Metol,  Square,  Alloy  Stee'  4130  Chrome  Molybdenum  (Aircraft  Quality  . . 

Bar,  Metal,  Square,  Tool  Steel,  Type  M2 . . . . . . . . . . 

Bar,  Metol,  Square,  Tool  Steel,  Type  Tl  . . . . . . . . . 

Bor,  Metol,  Square,  Corrosion  Resistant,  Type  302 . . . 

Bar,  Metol,  Square,  Alloy  Steel  E4340....... . . . . . . . . . . 

Bar,  Metol,  Square,  Corrosion  Resistont,  Type  304  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 
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99 

MS-14431 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-52009 

9530 

MR 

25  Oct 

84 

MR 

SH 

99 

MS-500104 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-500133 

9510 

MR 

21  Apr 

87 

20 

MS-500134 

9510 

MR 

21  Apr 

87 

20 

MS-500105 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-52010 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52011 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-500135 

9510 

MR 

21  Apr 

87 

20 

MS-500128 

9510 

MR 

21  Apr 

87 

20 

MS-500129 

9510 

MR 

21  Apr 

87 

20 

MS-500130 

9510 

MR 

21  Apr 

87 

20 

MS-500111 

9510 

MR 

05  Mar 

87 

MR 

AS 

MS-500112 

9510 

MR 

05  Mar 

87 

MR 

AS 

MS-52013 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-14432 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14297 

9510 

AS 

09  Od 

84 

MR 

A  c 

99 

MS-14433 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14529 

9510 

AS 

21  Dec 

87 

MR 

AS 

99 

MS-52014 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52015 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-14434 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14435 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14436 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14437 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14438 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14439 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-52018 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-14527 

9510 

AS 

21  Dec 

87 

MR 

AS 

99 

MS-500136 

9510 

MR 

23  Jun 

87 

MR 

SH 

11 

MS-500137 

9510 

MR 

23  Jun 

87 

MR 

SH 

11 

MS-500125 

9510 

MR 

21  Apr 

87 

20 

MS-500106 

9510 

MR 

05  Mar 

87 

MR 

AS 

MS-500126 

9510 

MR 

21  Apr 

87 

20 

MS-14528 

9510 

AS 

21  Dec 

87 

MR 

AS 

99 

MS-14419 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14420 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14421 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14422 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-500127 

9510 

MR 

21  Apr 

87 

20 

MS-500107 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-14410 

9510 

AS 

28  Feb 

85 

MR 

99 

MS-14411 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14412 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-500124 

9510 

MR 

21  Apr 

87 

20 

MS-14413 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14414 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14415 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14416 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14417 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14418 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-500108 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-500109 

9510 

MR 

05  Mar 

87 

MR 

AS 

MS-500110 

9510 

MR 

05  Mar 

87 

MR 

AS 

MS-500138 

9510 

MR 

23  Jun 

87 

MR 

SH 

11 

MC.</v>tno 

9510 

III) 

23  Jun 

87 

,V,R 

SH 

1  1 

MS-14423 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14294 

9510 

AS 

09  Od 

84 

MR 

AS 

99 

MS-52016 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52017 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52019 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52020 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-52021 

9530 

MR 

25  Od 

84 

MR 

SH 

99 

MS-14295 

9510 

AS 

09  Od 

84 

MR 

AS 

29 

MS-500140 

9510 

MR 

23  Jun 

87 

MR 

SH 

11 

MS-500141 

9510 

MR 

23  Jun 

87 

MR 

SH 

11 

MS-14440 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14530 

9510 

AS 

21  Dec 

87 

MR 

AS 

99 

MS-14441 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

47 


ALPHABETICAL  LISTING 


TITLE 

Bar,  Metal,  Square,  Steel,  Carbon,  1018.... . . . . . . . . . 

Bar,  Metal,  Square,  Steel,  Carbon,  1020 . . . . . . . . 

Bar,  Metal,  Square,  Corrosion  Resistant  Steel,  Type  303, . . . 

Bar,  Metal,  Square,  Corrosion  Resistant,  Type  316  . . . . . . . . . 

Bar,  Metal,  Square,  Corrosion  Resistant,  Type  321  . . . . 

Bar,  Metal,  Square,  Corrosion  Resistant,  Type  410  . . . . . . . . . . . . 

Bor,  Metal,  Square,  Corrosion  Resistant  Steel,  Type  303  SE . . . . . 

Bar,  Metal,  Square,  Steel,  Carbon,  1035 . . . . . . . . . . . 

Bar,  Metal,  Square,  Steel,  Carbon,  1045..... . . . . . 

Bar,  Octagon,  Tool  Steel,  Type  01..,.., . . . . . . . . . . . . . 

Bor,  Octagon,  Tool  Steel,  Type  Wl. . . . . . 

Bor,  Octagon,  Tool  Steel,  Type  S5  . . . . . . . . . 

Bar,  Octagon,  Tool  Steel,  Type  Si  . . . . . . . . . . . 

Bar,  Octagonal,  Aluminum  Alloy  2024  . . . . . 

Bar,  Pry,  Wheeled  Type,  Hand  Operated,  MA-I,  Commercial  . . 

Bar,  Rectangular,  Square  Corners,  Aluminum  Alloy  2024 . . . . . . 

Bar,  Rectangular  Tool  Steel,  Type  01...... . . . . . . . . 

Bar,  Rectcngulor,  Tool  Steel,  Type  02  . . . . . . . . 

Bar,  Rectangular,  Tootstcel,  Type  0  3  . . . . . 

Bar,  Rectangular,  Square  Corners,  Aluminum  Alloy  6061 . . . 

Bor,  Rectangular,  Tool  Steel,  Type  SI  . . . . . . . . 

Bar,  Rectangular,  Square  Corners,  Aluminum  Alloy  6063 . . . . . 

Bor,  Rectongulor,  Square  Corners,  Aluminum  Alloy  7075 . . . 

Bar,  Rectongulor,  Square  Corners,  Aluminum  Alloy  2014 . . . . . 

Bar,  Rectangular,  Square  Corners,  Aluminum  Alloy  5052  . . . . . 

Bar,  Repeatable  Release  Holdback,  Aircraft  Launching,  General  Design  Requirements 
For 

Bar,  Rod  6  Wire,  Aluminum  Alloy  (Metric)  *  29  Apr  88 . . . 

Bor,  Rod,  &  Shapes,  Copper  Bus,  Standard  Specification  For  •  31  Jon  86  . . 

Bor,  Rod,  8.  Wire,  Aluminum  Alloy,  (Metric)  27  May  33 . . . . . . . . 

Bar,  Rod,  &  Wire,  Aluminum  Alloy  •  27  Mo y  83  . . . . . . 

Bar,  Round  Tool  Steel,  Type  A2 . . . . . . . . . 

Bor,  Round  Tool  Steel,  Type  01 . . . . . . . . . 

Bar,  Round  Tool  Steel,  Type  02 . . . . . . . . . 

Bar,  Round  Too!  Steel,  Type  S5 . . . . . . 

Bor,  Round  Tool  Steel,  Type  D2........ . . . . . . . 

Bar,  Round  Tool  Steel,  Type  06 . 

Bar,  Round,  Steel,  Carbon,  Medium . . . . . 

Bar,  Round,  Tool  Steel,  Type  H21  . . . 

Bor,  Round,  Tool  Steel,  Type  Wl . . . 

Bar,  Round,  Tool  Steel,  Type  W2 . . . . . 

Bor,  Sine,  Plate  Sine  (And  Fixtures) . . . 

Bar,  Spin,  Magnetic,  Micro,  Laboratory..., . . . 

Bar,  Spin,  Magnetic,  Laboratory  . . . . 

Bar,  Spin,  Magnetic,  Egg  Shape,  Laboratory . . . . . 

Bor,  Square  Aluminum  Alloy  5086  . . 

Bar,  Square,  Aluminum  Alloy  2014 . . . 

Bor,  Square,  Aluminum  Alloy  2024 . . . . . 

Bar,  Square,  Aluminum  Alloy  6061............ . . . . . . . 

Bor,  Square,  Aluminum  Alloy  7075 . . . . . . . 

Bar,  Square,  Steel,  Carbon,  Medium . . . . . 

Bar,  Square,  Too!  Steel,  Type  W2 . . . . . . . . 

Bor,  Square,  Tool  Steel,  Type  01 . . . . . . 

Bar,  Square,  Tool  Steel,  Type  02 . . . . . . . 

Bor,  Square,  Tool  Steel,  Type  S5 . . . 

Bar,  Steel  Forgings  &  Rings,  Corrosion  Resistant  9.0MN  »  20CR  •  6.5NI  •  0.27N  - 
15  Apr  78 

Bar,  Steel,  And  Forgings,  Corrosion  And  Moderate  Heat  Resistant  13CR  (0.30  • 
0.40C)  (Soe  51420F)  Free*mochining  •  1  Jul  1976 
Bor,  Steel,  Forgings  &  Tubing  0.80CR  •  0.85  Ni  -  0.20MO  •  0.04V  •  0.003B  (0.38  • 
0.43C)  (Modified  90BV4O)  -  15  Oct  79 

Bar,  Steel,  Forging,  &  Tubing  0  8RCR  ■  1.8NI  .  0.42MO  -  0.08V  (0.28  -  0.33C)  15 
Oct  79 

Bor,  Steel,  Forgings,  Tubing,  &  Rings  0.78CR  •  1.8NI  •  0.35MO  •  0.20V  (0.32  • 
0.38C)  Special  Grade  *  15  Jon  80 

Bor,  Steel,  1.0CR  ■  0.20MO  ■  0.015TE  (0.39  -  0.48C)  D.e  Drown,  130,000  Psi 
(895MPA)  Yield  Strength  Free  Machining  (4142H  Modified)  -  1  Apr  83 

Bar,  Stirring,  Magnetic,  Octogonol,  laboratory . . . . . . . . 

Bor,  Stirring,  Magentfc,  Octogonol,  Colored,  Laboratory . . . . . 

Bor,  Stirring,  Magnetic,  Tinned,  laboratory . . . . . . 

Bar,  Stirring,  Magnetic,  Round,  Laboratory . . . . . . . . . . 

Bor,  Stirring,  Magnetic,  Round,  laboratory . . . . . . . . . . . . 

Bar, forging  &  Rings,  Alloy,  Corrosion  &  Heat  Resistant, 
4l.5Nl*16CR»37FE‘2.9CEM.8Tl  Consumable  Electrode  Or  Vac.  Ind.  Melted  1800 
Deg.  F  (980  Deg.  C)  Solution  Heat  Treated  •  01  Apr  81 

Barbed  Tape,  Concertina  . . . . . . 

Barbed  Tope,  Steel,  Zinc  Cooled,  Flat,  Serrated  Edges,  50  Meter  Reels,  And 
Carrying  Cose 

Barber  Kit,  With  Case  . . . . . .................. . . . . . . . 

Barge,  Deck  Cargo,  Nonpropclled,  Steel,  Scctionclized,  Nesting,  81 -FOOT,  Design 
7001  (ABCA-47) 

Barge,  Deck  Or  Liquid  Cargo,  Nonpropelled,  Steel,  578  Ton  Or  4,160  Barrel,  120 
Foot,  Design  231C 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-500113 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-500114 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-500131 

9510 

MR 

21  Apr 

87 

20 

MS-14442 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14443 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14444 

9510 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-500132 

9510 

MR 

21  Apr 

87 

20 

MS-500115 

9510 

MR 

05  Mot 

87 

MR 

AS 

MS-500116 

9510 

MR 

05  Mor 

87 

MR 

AS 

MS-52076 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52086 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52078 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52077 

9510 

MR 

31  Jul 

85 

MR 

99 

14245 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MIL-B-87983 

3920 

84 

15  Jun 

88 

84 

MS-14251A 

9530 

AS 

30  Mar 

84 

MR 

AS 

99 

MS-52065 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52066 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52067 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-14252 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS-52068 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-14253A 

9530 

AS 

30  Mar 

84 

MR 

AS 

99 

MS-14254 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS -14255 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS-14256 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MIL-8‘85110 

1720 

AS 

21  Jun 

79 

AS 

ASTM  8211M-8S 

9530 

YD 

05  Sep 

88 

MR 

YD 

99 

ASTM  B 187-86 

6150 

YD 

07  Jul 

86 

ME 

YD 

99 

ASTM  B211M-83 

9530 

YD 

08  Aug 

83 

MH 

YD 

99 

ASTM  821 1-83 

9530 

YD 

08  Aug 

83 

MR 

YD 

99 

MS-52058 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52060 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52061 

9510 

Mi\ 

31  Jul 

85 

MR 

99 

MS-52062 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52063 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52064 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-90499 

9510 

YD 

29'Jon 

85 

MR 

YD 

99 

MS-52059 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52079 

9510 

MR 

31  Jul 

■85 

MR 

99 

MS-52080 

9510 

MR 

31  Jul 

85 

MR 

99 

GGG-B-121B 

5220 

•AR 

04  Jun 

64 

AR 

AS 

99 

MS-36455 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36457 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36458 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-14351 

9530 

AS 

30  Apr 

84 

MR 

AS 

99 

MS-14265 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS-14266 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS- 14267 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS- 14268 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS-90502 

9510 

YD 

29  Jon 

85 

MR 

YD 

99 

MS-52084 

9510 

MR 

31  Jul 

85 

MR 

99 

MS -52069 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52070 

9510 

MR 

31  Jul 

85 

MR 

99 

MS-52071 

9510 

MR 

31  JuJ 

85 

MR 

99 

AMS  5656A-78 

9510 

11 

04  Mor 

88 

MR 

AS 

11 

NOTICE  1 

AMS  5620C-76 

9510 

20 

31  Mor 

80 

MR 

AS 

20 

AMS  6422E-79 

9510 

20 

15  Mor 

88 

MR 

AS 

20 

NOTICE  2 

AMS  6427F-79 

95 10 

20 

27  Feb 

81 

MR 

AS 

20 

AMS  6430080 

9510 

20 

15  Mor 

88 

MR 

AS 

20 

NOTICE  1 

AMS  6378083 

9510 

20 

01  Sep 

83 

MR 

AS 

20 

MS-36438 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36417 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36463 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36441 

6640 

ER 

26  Jul 

82 

ER 

MS 

99 

MS-36442 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

AMS  5701A-81 

9530 

11 

04  Mor 

88 

MR 

AS 

11 

NOTICE  1 

MIL-B-52489E 

5660 

ME 

26  Mor 

87 

ME 

MIL-B-52488A 

5660 

ME 

03  Jul 

74 

ME 

MIL-B-1771G 

3590 

GL 

30  Jun 

88 

GL 

MC 

99 

Q-STD-47  (1) 

ISDA 

AM 

20  Dec 

79 

MIL-B-101220 

1930 

ME 

19  Ocl 

84 

ME 

48 


ALPHABETICAL  LISTING 


TITLE 

Borg®,  Pier,  Self  Elevating,  Steel,  300  Feet  By  80  Feet  By  13  Feet . 

Barge,  Pier,  Self  Elevating,  Steel,  150  Feet  By  60  Feet  By  10  Feet.... . 

Barium  Carbonate  (For  Use  In  Ammunition) . . . . . 

Barium  Chromate . . . . . . . . . . . . . . . . 

Barium  Hydroxide  Lime,  Usp,  Granular,  7  Lb  (3.18  Kg) . . . 

Barium  Nitrate,  Technical . . . . . . . 

Barium  Oxalate  (For  Use  In  Ammunition).... . . . . . . . . 

Barium  Perchlorate,  Anhydrous,  Analyzed  Reagent.... . . . . . 

Barium  Peroxide . . . . . . . . . . . 

8orium  Sulfate . . . . . . . . . . . 

Borium  Sulfate  For  Suspension,  Usp,  Disposable  Enema  Unit . 

Barium  Sulfate  Suspension  . . . . . . . . . . . . . . 

Barometer,  Aneriod  MI-448  UM . . . . . . . . . . 

Barometer,  Aneroid  ML-102 . . . . . . . . . 

Barometer,  Aneroid  . . . . . . . . . . . 

Baroswitch  Assembly,  M5 . . . . . . . . . 

Baroswitch  Simulator  Assembly  . . . . . . . . . . 

Baroswitch  Standards,  T-4167A  &  T-4168A . . . . . 

8arrel  (Tube)  105MM  *iank  Gun  L.7  A.1  (EDITION  2)  (Rel  To  Other  Than  DOD  Act 
Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Barrel  And  Kegs.  Wood  Slack . . . . . . . . . 

Barrel,  Machine  Gun,  CAL  .50,  Recoil  Amplifier,  Practice,  M3.... . . . 

Barrel,  Mobile,  Plastic,  With  Lid . . . . . . . . . . 

Barrel,  Test,  Small  Arms  Ammunition  General  Specification  For... . 

Barrier  Coating  Solution,  Lubricant  Migration  Deterring . . . . . 

Barrier  Materials,  Watervaporproof,  Greaseproof,  Flexible,  Heat  Sealable  . . 

Barrier  Maferiol,  Waterproofed  Flexible . . . . . . . . . 

Barrier  Material,  Water  Voporproof,  Flexible . . . . . 

Barrier  Materials,  Transparent,  Flexible,  Sealoble,  Volatile  Corrosion  Inhibitor 
Treated 

Barrier  Material,  Greaseproofed,  Waterproofed,  Flexible  . . . 

Barrier  Material  Vooor  (For  Pipe,  Duct  And  Equipment  Thermal,  Insulation)  . . . 

Barrier  Materials,  Flexible,  Electrostatic  Free  Heat  Sealable . 

Barrier  Material,  Transparent,  Flexible,  Heat  Sealable . 

» errier  Material,  Flexible,  Watervaporproof,  Puncture-resistant,  Heat  Sealable  For 
Packaging  Ammunition 

Barrier  Material,  Waterproof,  Flexible,  lumber  Protective . . . 

Barrier  Moteriol,  Heavy  Duty,  For  Flexible  Engine  Containers  . .. . . . 

Barrier  Materiel,  Waterproof,  Flexible  . . . . 

Barrier  System,  Floating,  Oil  And  Deb.is  Containment  (For  Permament  Installation)  .. 
Bars  &  Forgings  Steel  5.0CR  -  1.3MO  «  0.50V  (0.38  -  0.43C)  Premium  Quality, 
Consumable  Electrode  Vacuum  Melted  •  15  Jon  77 

Bars  &  Forgings  Steel  5.0CR  -  1.3MO  •  0.50V  (0.38  -  0.43C)  •  15  Jon  77 . 

Bars  &  Forgings  Steel,  4.0  Cr  -  4.25MO  •  1.0V  (0.77  •  0.85C)  Premium  Bearing 
Quality,  Consumable  Electrode  Vacuum  Melted  •  15  Dec  74 
Bars  &  Forgings,  Steel,  Corrosion  Rcsistont  17CR  •  7NI  *  1A1  *  30  Jon  74.....  . . 

Bars  &  Forgings,  Steel,  Corrosion  &  Heat  Resistant  13.5CR  -  26NI  «  1.75MO  •  3TI 
Consumable  Electrode  Vacuum  Melted  ■  15  Mor  66 
Bars  &  Rods,  Aluminum  Alloy,  Rolled,  Drown  Or  Cold  Finished 
5.6ZN-2.5MG.1.6CU-0.26CR  (7075-F)  -  1  Jun  74 
Bcrs  &  Rods,  Copper  Beryllium  Alloy,  98  OJ*1.9  Be  (Cda  172),  Hard  Temper  •  15 
Apr  78 

Bars  Alloy  &  Forgings,  Corrosion  &  Heat  Resistant  Nickel  Base  ■  12.5CR  •  5.8MO  - 
2.9TI  -  34FE  Consumable  Electrode  Or  Vacuum  Induction  Melted  1750F  (954.4C) 
Solution  »  30  Jun  74 

Bars  Alloy,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistant  Nickel  Bose  -  15.5CR  • 
16MO  *  4W  -  6F6  Solution  Treated  • 

Bars  And  Shapes,  Stainless  And  Heat-resisting  Steel,  For  Use  In  Boilers  And  Other 
Pressure  Vessels  •  28  Aug  87 

Bars  Forgings  &  Tubing  -  4. ICR  4.2MO  1.0V  (0.80-0.85 C)  Premium  Bearing 
Quality,  Double  Vacuum  Melted  *  15  Jon  76 
Bars  Steel  &  Forgings,  Corrosion  &  Heat  Resistant  13.5CR  •  26NI  -  3MO  •  1.8TI  • 

15  Mar  66 

Bars  Steel  And  Forgings,  Corrosion  &  Moderote  Heot  Resistant  12.5CR  -  0.75NI « 
1.0MO  -  LOW  -  0.24V  -  15  Jon  77 

Bars  Steel,  Forgings,  Tubing,  &  Rings,  Corrosion  Resistant  11.8CR  -  2.5NI  •  1.8MO 
-  0.33V  (0.08 .0.15C)«1  Nov  70 

Bars  Steel,  Forgings,  Tubing,  &  Rings,  Corrosion  Resistant  U.8CR  •  2.5N1  •  1.8MO 
*  0,33V  (0.08  •  0.15)  Premium  Quality,  Vacuum  Consumable  Electrode  Melted  -  1 
Nov  70 

Bars  Steel,  Forgings,  &  Rings,  Corrosion  Resistant  14CR  •  13.5CO  *  5.0MC  « 

0.50NI  -  0.20V  Premium  Quolity,  Con  Jmoble  Electrode  Melted  .  1  Nov  69 
Bars  Steel,  Forgings,  &  Tubing  0.50CR  -  1.8NI  -  0.25MO  (0.17  -  0.23C)  (Sae 
4320H)  -  15  Dec  74 

Bars  Steel,  Forgings,  &  Tubing  1.05  Cr  -  0.55NI  1.0MO  -  0.1 11  (0.43  -  0.49C)  • 

15  May  73 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-B-52620A 

1945 

ME 

10  Jon 

84 

ME 

l 

MIL-B-52606A 

1945 

ME 

10  Jon 

84 

ME 
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AR 
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69 

AR 

OS 
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67 
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AS 
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74 

MD 
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03 
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INI  AMO  2  (AR) 

6810 

AR 

07  Feb 
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48 
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OS 
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EA 
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70 

EA 

68 
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AR 

17  Jun 

88 

AR 

AS 

l 

Mlt-B-48177 
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AR 
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73 

AR 

l 
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DM 
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76 

DM 
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6505 

/MB 
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86 

MD 

MS 

03 

l 
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6685 

AS 

26  Sep 

57 

AS 

MIL*B- 1 181 8D 

6660 

CR 

17  Dee 

85 

CR 

99 

Q  L 

MIL-B-17896C 

6685 

SH 

08  Nov 

78 

SH 

l 

Mll-B-48817 

1135 

AR 

09  Jun 

75 

AR 

L 

MIL-B'48834 

NOTICE  1 

1135 

AR 

08  Apr 

87 

AR 

l 

MIL-B'60909A 

1190 

AR 

10  Apr 

87 

AR 

NOTICE  1 

Q-STD-86 
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AM 

23  Jon 

85 

PPP-B-1806 

8110 

/Gl 

28  Sep 

73 

GL 

SA 

69 

l 

Mll-B'70448 
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AR 

30  Ocl 

87 

AR 
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t 
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79 

l 
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AR 
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88 

AR 
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76 

AR 

AS 

11 

Q 
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87 

GL 

AS 
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/GL 
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83 

GL 

SA 

69 

MS-20999 
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69 

16  Dec 

58 

O 

MIL-8-22019C  (2) 
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AS 

28  Nov 

86 

GL 

AS 

69 

MIL-B-121E  (4) 

8135 

GL 

16  Sep 

82 

GL 

SA 

69 
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5640 

•YD 

28  Sep 

73 

ME 

YD 

Q 

MIL-B-81705C 

8135 

AS 
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Gl 

AS 

69 

Q 

MIL-B-2219ID 

8135 

AS 

24  May 

85 

GL 

AS 

69 

l 
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8135 

AR 
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72 

AR 
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84 
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88 

69 
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1945 

YD 
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77 

MR 
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75 

MR 

AS 

20 
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88 

MR 

AS 

11 
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11 
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88 

MR 

AS 
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9530 

AS 

13  Aug 

82 

MR 

AS 

20 

AMS  4651A-78 

9530 

AS 

06  Nov 

78 

MR 

AS 

20 

AMS  56613-74 

9510 

20 

15  Jul 

75 

MR 

AS 

20 

AMS  57508-74 

9510 

20 

15  Mor 

88 

MR 

AS 

20 

NOTICE  1 

ASTM  A479/A479M-87B 

9510 

YD 

20  Nov 

87 

MR 

YD 

AMS  6491-76 

9510 

20 

01  Apr 

77 

MR 

AS 

20 

AMS  5733D-66 

9510 

11 

01  Mor 

88 

MR 

AS 

11 

NOTICE  > 

AMS  5655A-77 

9510 

20 

08  Jul 

77 

MR 

AS 

11 

AMS  5718-70 

9510 

20 

15  Nov 

74 

MR 

AS 

20 

AMS  5719-70 

9510 

20 

15  Nov 

74 

MR 

AS 

20 

AMS  5748-69 

3439 

11 

04  Mor 

88 

MR 

AS 

11 

NOTICE  1 

AMS  62998-74 

9510 

20 
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75 

MR 

AS 

20 

AM5  6432A-73 

9510 

20 

15  Jul 

75 

MR 

AS 

20 

NOTICE  2 


49 


ALPHABETICAL  LISTING 


TITLE 

Bors,  Alloy  Forgings,  &  Rings,  Corrosion  &  Heat  Resistant  74NI  -  7.0CR  •  16.5MO, 
Solution  Heat  Treated  *  l  Jan  82 

Bars,  Alloy,  Forgings,  oo  Rings,  Corrosion  oo  Heat  Resistant  54NI  •  17.5CR  ■ 

16.5CO  •  4.0MO  *  2.9TI  •  2.9A1  •  0.006B  Solution,  Stabilization,  oo  Precipitation 
Treated  Consumable  Elec.  Or  Voc.  Ind.  Melted  *  1  Jon  82 

Bars,  Aluminum,  For  Electrical  Purposes  (Bus  Bars)  (Metric)-  28  Jan  83  . 

Bars,  Billets  &  Forgings,  Stainless  &  Heat  Resisting,  General  Requirements  For  •  29 
Jar,  1988 

Bars,  Billets  &  Forgings,  Stainless  &  Heat-resisting,  General  Requirements  For  •  27 
Mar  1987 

Bars,  Bucking,  Rivet  . . . . . . . . . . . . . . 

Bars,  Deformed  And  Plain  Billet-steel,  For  Concrete  Reinforcement  (Metric)  29  Jan 
88 

Bars,  Epoxy  Coated  Reinforced  Steel  -  18  May  88  . . . . 

Bars,  Forging,  &  Rings,  15CR  5N1  4CU  •  1  Jut  76.. . . . . . . . . 

Bars,  Forgings  &  Rings,  15CR  Ni  0.33(CB  Plus  Ta)  4CU,  Con.  Elect.  Melted  1  Jul  76 
Bars,  Forgings  &  Mech.  Tubing  -  15  Cr  26N1  1.3MO  2.TI  0.006B  0.30V  Consumable 
Electrode  Melted,  1650  Degrees  F  Sol  Treated  -  15  Jon  76 
Bars,  Forgings  &  Tubing,  Witriding  -  1.1CR  3.5NI  0.25MO  1.25A1  (0.21-0.26C)  * 

15  Jun  75 

Bars,  Forgings,  Tubing  &  Rings  •  15CR-26NI-1.3M0.2.1TI-0.006B-0.30V  Consumable 
Electrode  Melted,  1800  Deg  F.  Sol.  &  Precip.  Treated  •  15  Jon  76 
Bars,  Forgings,  &  Tubing  Steel  1.45CR  (0.95  •  1.10C)  (Sae  52100)  Premium  Quality 
•  15  Nov  72 

Bars,  Forgings,  Extrusions,  &  Rings  -  22CR  12.5NI  5MN  2.2MO  0.20CB  0.3ON 
0.20V  -  15  Jan  76 

Bars,  Forgings,  &  Tubing  1.6SI  0.82CR  1.8NI  0.40MO  0.08V  (0.40  -  0.45C), 
Premium,  Con.  Elect,  Melted  *  15  Jan  76 

Bars,  Forgings,  Mech.  Tubing  -  0.43CR  -  0.30NI  -  0.12MO  •  0.003  (0.38  -  0.43C) 
81B40  •  1  Jun  74 

8ars,  Forgings,  Mech.  Tubing  0.88CR  1.8NI  0.42MO  0.08V  (0.28  -  0.33C),  Premium 
Quality,  Con.  Elect.  Melted  •  15  Jan  76 
Bars,  Martensitic  Stainless  Steel,  Forgings, forging  Stock  For  Hightemperoture 
Service,  Standard  Specification  For  •  27  December  85 

Bars,  Nonsparking  And  Nonmagnetic..... . . . . . . . . . 

Bars,  Rods,  Wire,  Shapes,  &  Tubes,  Aluminum  &  Aluminum  Alloy  Extruded,  (Metric) 
25  Jon  85 

Bars,  Steel,  &  Shapes,  Carbon  Rolled  From  (T)  Roils,  Standard  Specification  For  - 
31  Jul  81 

Bars,  Steel,  Carbon,  Merchant  Quality,  Mechanical  Properties  •  29  Mar  1985  . 

Bars,  Steel,  Carbon  8.  Alloy,  Hot  Wrought  &  Cold  Finished,  General  Requirements 
For  -  27  Dec  85 

Bars,  Steel,  Carbon,  Hot  Wrought,  Special  Quality,  Mechonicol  Properties  •  29  Mar 
1985 

Bars,  Steel,  Forgings,  &  Rings  0.50  Cr  •  0.55NI  -  0.20MO  (0.28  •  0.33 C)  (SAE 
8630)  -  16  Oct  78 

Bars,  Titanium  Alloy,  Forgings,  &  Rings,  6.0  A1-4.0  V,  Solution  &  Precipitation  Heat 
Treoted  •  1  Apr  85 

Bars,  Titanium  Alloy,  Forgings,  &  Rings  6AL-4V  Annealed,  120,000  PSI(825  Mpa) 
Yield  Strength  ■  1  Oct  84 

Bors,  Titanium,  Forgings,  And  Rings,  Annealed,  70,000  PSI  (485MPA)  Yield  Strength 
-  1  July  1985 

Bors,  Tubing,  &  Forgings,  Magnetic  Alloy,  50NI  •  50FE  -  1  Jon  82 . 

Bortium  Stearate  . . . . . . . . . . . . . 

Base  And  Accessories,  Airport  Marker  lights  Generol  Specification  For  (Asg) . 

Bose  Assembly  For  M56  Training  Mine  Canister . . . . . . . 

Bose  Coupling,  Firing  Device,  Non-metollic,  M2,  looding.  Assembling  And  Packing.... 

Base  Plate  Assembly,  Runway  Marker  Lamp . . . . 

Base  Plate,  Theodolite,  Aluminum . . . . . . . 

Bose  Plug  Assembly  . . . . . . 

Base  Plug,  Training,  Metal  Parts . . . . . . . 

Base,  Airport  Marker  Light . . . 

Base,  Brazing  Alloy  Nickel  •  4SI  •  16.5CR  -  4FE  •  3.88  •  Low  Carbon  •  1  Jul  56  ...... 

Bose,  Brazing  Alloy  Nickel  -  4SI  •  7CR  -  3FE  *  3B  •  15  Aug  55 . . . . 

Base,  Brazing  Alloy  Nickel  -  4.5SI-2.9B  -  30  Jun  60  . . . . . . 

Base,  Brazing  Alloy  A.angonese  •  16NI  •  16CO  •  0.8B  -  30  Jun  62 . 

Base,  Mounting  (For  Gyroscope  Assembly  CN-494A/AJB-3  MS  17382)...., . . . 

Base,  Mounting,  Large-size  (For  Use  With  Electronic  Equipment  In  Aircraft) . . 

Base,  Mounting,  Small-size  (For  Use  With  Electronic  Equipment  In  Aircraft) . . 

Bose,  Traversing,  Jock,  50  Ton  Jack  . . . . . . . . 

Baseplate,  Dental . . . . . . . . . 

Baseplate,  Dental . . . . . . . . 

Basic  Elements  Of  A  Calibration  Progrommi  (Prepared  Under  Project  Z-52)  . ....... 

Basic  Guidelines  For  Chemical  Warfare  Hardening  Of  New  Military  Facilities.... . 

Basic  Issue  Items  For  Military  Vehicles,  Carriages  And  Equipment,  Preparation  For 
Shipment  And  Storage  Of 
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99 
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YD 
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YD 
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MR 
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ALPHABETICAL  LISTING 


TITLE 

Basic  Military  Hospital  (Clinical)  Records  {Edition  2)  (Req  Other  Than  DOD  Ref  To 
US  AMC,  Altai  AMCICP*AA*N,  5001  Eisenhower  Ave.,  Alexandria,  Va 
22333*0001) 

Basic  Military  Rood  Traffic  Regulations  (Release  To  Other  Than  Dod  Agencies  Must 
Be  Approved  By  Hq  Darcom  (DRCIRD)  (Abca  591) 

Basic  Military  Road  Traffic  Regulations  (Edition  No.  4)  Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Basic  Range  Of  Electro  Mechonicol  Pathology  Equipment  For  Use  In  The  field 
(Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of  HQ 
DARCOM,  DRCIRD) 

Basic  Requirements  For  Electronic  Surveillance  Of  Patients  Ir.  The  Field  (Abca  343.... 

Basic  Symbols  For  Aircraft  Electrical  Circuits  (Edition  No.  2)... . . . 

Basic  Voltage  &  Current  Characteristics  Of  Electro  Medical  Equipment  (Edition  1).... 
Basic  Voltage  And  Current  Characteristics  Of  Electro-medicol  Equipment  (Abca  344) 

Basin,  Emesis . . . . . . . . . . . . 

Basin,  Emesis  (Disposable,  Single*  Patient  Use) . . . 

Basin,  Emesis,  Bosin,  Wash,  (Corroslomresisting  Steel)  . . 

Basin,  Emesis,  Basin,  Wash,  (Corrosiomresisting  Steel)  . . . . . . 

Basin,  Emesis,  Corrosion  Resisting  Steel..................... . . . . . . . . 

Basin,  Wash  (Plastic  Autoclavoble) . . . . . . . 

Basin,  Wash  And  Tub,  Foot,  Oval . . . . . . . . . 


Basin,  Wash,  Corrosion  Resisting  Steel  . . . . . . 

Basket,  Frame  Mounted,  Removable  Cloth  Or  Plastic  Liners  And  Nonremovable  Cloth 
Liners 

Basket,  Frame  Mounted . . . . . . . . . . . . 

Basket,  Frame  Mounted  . . . . . . . . . . . . . . . 

Basket,  Pipel  . . . . . . . . . . . . . . 

Basket,  Pipet,  Plastic  (Used  In  Lieu  Of  MIL*B*34670) . . . . . 

Basket,  Pipet,  Plastic  . . . . . 

Basket,  Test  Tube . . . . . . . . . 

Basket,  Test  Tube . . . . . . . . . . . 

Basket,  Test  Tube,  Rigid  Type  . . . . . 

Basket,  Wastepaper,  Metol,  Office  And  lobby  . . . . . 

Bosket,  Wastepaper,  Plastic . . . . . . . . . 

Bosket,  Woven  Wire  . . . . . . . 

Bassinet  And  Dressing  Toble  Combination,  Hospital,  Corrosion*resisting  Steel . 

Bassinet  And  Dressing  Toble,  Combination,  Hospital  . 

Bat,  Clothing,  Waterproof . . . . . . . 

Batching  Plant,  Aggregate,  (Wheel-mounted,  30-TON  Capacity) . . . 

Botching  Plant,  Aggregate,  Mobile,  Three  Compartment,  60  Ton  Copacity  . 

Bath  Unit,  Automated,  Multi  Head . . . . . . . 

Bath  Unit,  Portable,  8  Showerheod,  M-1958  . 

Bath,  Constant  Temperature . . . . . . . 

Bath,  Constant  Temperature . . . . . . . . . 

Bath,  Paraffin. . . . . . . . . . 

Bath,  Paraffin. . . . . . . . . . 

Both,  Water,  Dental  Impression  Compound . . . . . . . 

Bath,  Water,  Dental  Impression  Material,  Low  Temperature . 

Bath,  Water,  Dental  Impression  Materiol,  Low  Temperatjre . 

Bath,  Water,  Dental  Impression  Compound,  Thermostatically  Controlled  . . 

Both,  Whirlpool.  Crm . . . 

Bath,  Whirlpool,  Leg  . . . . . . . . . 

Bath,  Whirlpool,  Arm . . . . . . . . 

Bath,  Whirpool,  Corrosion-resisting  Steel . . . 

Bothtab  '>its,  Plostic  •  2  May  80 . . . . . 

Bathythermograph  -  Transmitter  Set  AN/SSQ-36  . . . 

Bolter  Breeder  Machine,  Electric  . . . . . . . . . 

Batteries  &  Cells,  Storage,  Nickel  Cadmium,  Aircraft  Generol  Specification  For . 

Batteries,  Non  Rechargeable  . . . . . . 

Botteries,  Non  Rechargeable, lithium  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 
CNM,  MAT  09B21,  Wash  20360) 

Botteries,  Non*rechargeable,lithium  Mangone  Se  Dioxide..... . 

Batteries,  Non-rechargeoble,  Lithium  Thionylchlorlde  . . . . 

Batteries,  Nonrechargeoble,  Packaging  Of . . . . . 

Batteries,  Primary,  Water  Activated  (Dunk  Type) . . . . . . . 

Botteries,  Rechorgeoble,  Lead  Acid,  Vented  (Release  To  Other  Than  DOD  Agencies 
Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABDA  347) 

Batteries,  Rechargeable,  Nickel  Cadmium  Sealed . . . . . . 

Batteries,  Rechargeable,  Nickel  Cadmium,  Scaled  . . . . . . 

Botteries,  Storage,  Aircraft  Two  Pert,  Threaded  Post  Connected,  large . . 

Botteries,  Storage,  (Cells),  Vented,  Nickel  Cadmium  . . 

Botteries,  Storage:  Lead-acid  . . . . . . . . . . 

Batteries,  Storage,  Aircraft,  Dimensions  For.. . . . . . . . . . . . . . 

Batteries,  Storage  Lead  Acid  (Low  Maintenance)... . . . . . 

Batteries,  Storage,  Aircraft,  24  Volt,  General  Purpose.... . . . . . . . 

Batteries,  Storage,  Industrial,  Automotive  And  Navy  Portable  (Except  Aircraft)* 
Packaging  Of 
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ALPHABETICAL  LISTING 


TITLE 


Battery  Assembly,  Storage,  11737972  . . . . . 

Battery  Cell,  Storage,  Silver  Zinc  Alkaline  Type  (For  Dolphin)  (Metric) . . 

Battery  Cell,  Storage,  Silver  Zinc  Alkaline  Type  (For  NR-1)  (Metric)..... . . . . 

Battery  Cells  &  Elements,  Lead  Acid,  Main  Storage,  Submarine,  Type  Guppy  I, 

MOD  D  (Metric) 

Battery  Cells  And  Elements,  Lead  Acid,  Main  Storage,  Submarine,  General 
Specification  For  (Metric) 

Battery  Cells  And  Elements,  Lcad-acid.lead-antimony,  Main  Storage,  Submarine, 

Type  Sargo  I  (Metric) 

Battery  Cells  And  Elements,  Leod  Acid,  Lead  Antimony,  Main  Storage,  Submarine, 
General  Specification  For  (Metric) 

8atfery  Cells  And  Elements,  Lead  Acid,  Lead  Antimony,  Main  Storage,  Submarine, 
Type  Sorgo  li  (Metric) 

Battery  Cells  And  Elements,  Lead-acid,  Lead-antimony,  Main  Storage,  Submarine, 

Type  Guppy  I  (Metric) 

Battery  Cells  And  Elements,  Lead  Acid,  Lead  Antimony,  Main  Storage,  Submarine, 
Type  Guppy  I,  Mod  A  (Metric) 

Battery  Cells  And  Elements,  Lead  Acid,  Main  Storage,  Submarine,  Type  Guppy  I 
(Metric) 

Battery  Cells  And  Elements,  Lead-acid, (main  Storage,  Submarine,  Type  Guppy  I, 

Mod  C  (Metric) 

Battery  Cells  And  Elements,  lead  acid.tmain  Storage,  Submarine,  Type  Trident 
(Metric) 

Battery  Cells,  Main  Storage,  Leap  Acid,  Deep  Submergence  Vehicles  (Metric)  . . 

Battery  Charger  Mobile,  High  Rate,  For  6  And  12  Volt  Batteries  . . 

Battery  Charger  (For  6/12/18/24  Volts) . . . . . . . 

Battery  Charger  And  Analyxer,  Mobile,  For  6  And  12  Volt  Batteries . . . 

Battery  Charger  And  Analyzer,  Mobile  High  Rate,  For  6-,  12,  And  24  Volt  Batteries 

Battery  Charger,  Portable,  For  6  And  12  Volt  Batteries . . . . . . 

Battery  Charger,  Portable,  Slow  Rate,  For  24-  Or  36-VOLT  Batteries . . . 

Battery  Charger,  Single  Phase,  For  Charging  6  Cell  Industrial  Storage  Batteries . . 

Battery  Charger,  Three  Phase,  F  Or  Charging  6  Cell  Industrial  Storage  Batteries  . 

Battery  Charger,  Single  Phase,  For  Charging  9  Cell  Industrial  Storage  Batteries . 

Battery  Charger,  Three  Phase,  For  Charging  Nine  Cell  Industrial  Storoge  Batteries .... 
Battery  Chorger,  Single  Phase,  For  Charging  12  Cell  Industri*!  Storag  Batteries ........ 

Battery  Chorger,  Three  Phase,  For  Chorging  16  Cell  Industrial  Storoge  Batteries . 

Battery  Charger,  Three  Phase,  For  Chorging  12  Cell  Industrial  Storoge  Batteries . 

Bat  “*v  Chorger,  Single  Phose,  For  Charging  15  Cell  Industrial  Storoge  Batteries . 

3atfe>y  Charger,  Three  Phose,  For  Charging  15  Cell  Industrial  Storage  Batteries. . 

Battery  Charger,  Single  Phase,  For  Charging  16  Cell  Industrial  Storage  Botteries . 

Battery  Charger,  Portoble,  Slowrate  For  Series  Chorging  Of  6  To  84  Volt  Batteries.. 
Battery  Chorger,  Dual  Circuit,  Slow  Rote,  For  Series  Charging  Of  72  Or  144  Volts 
Of  Batteries 

Battery  Chorger,  Single  Phose,  For  Charging  18  Cell  Industrial  Storage  Batteries . 

Battery  Chorger,  Three  Phase,  For  Charging  18  Cell  Industrial  Storage  Batteries . . 

Battery  Charger,  Single  Phose,  For  Chorging  24  Cell  Industrial  Storage  Batteries . 

Battery  Chorger,  Three  Phose,  For  Charging  24  Cell  Industrial  Storoge  Batteries . 

Battery  Charger,  Three  Phase,  For  Chorging  36  Cell  Industrial  Storage  Batteries . 

Battery  Chargers,  Standard  For  •  Second  Edition  •  27  Apr  81  (Chg  Notice  1) . . 

Battery  Chargers  (Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval 
Of  Chief  Of  Navol  Material  Dept  Of  Navy,  Mat  09B21,  Wash,  D.c  20360 
(ABCA  684 

Battery  Containers  Mode  From  Hard  Rubber  Or  Equivalent  Materials . 

Battery  Dry  BA*  402/U  . . . . . 

Battery  Filler,  Gravity . . . . . . . . . 

Battery  Mark  46  Mod  1  Primary  Type,  Silver-zinc-alkali  . . . . . . . . . 

Battery  Mk  53  Mod  O  Secondary  Type,  Silvcr*zinc-olkali . . . . 

Battery  Non-rechargeoble,  Lithium  Sulfur  Dioxide  BA-51 12/U . 

Battery  Power  Supply  PP-6607(  )/VVG*1,  11738841  . . . . . 

Battery  Relay  Control  Unit,  Aircroft . . . . . . 

Battery  Section  Assembly . . . . . . . . 

Battery  Storoge  For  Gasoline  Operated  Industrial  Trucks  And  Tractors . 

Battery  Storage,  Aircroft . . . . . . . . . . . 

Battery  Support  System . . . . . . . . . . 

Battery  Thermal,  M16 . . . . . . . . 

Battery  Water  . .  . . . . . . . . . . . 

Battery,  Aircraft  Storoge,  Nickel-cadmium  24  Volts,  22  Ampere  Hour,  27  Deg.  C 
(80  Deg  F) 

Battery,  Aircroft  Storage,  Nickel  cadmium  24  Volts,  34  Ampere  Hour,  27  Deg.  C 
(80  Deg  F) 

Battery,  Aircroft,  Storage,  Nickel-cadmium,  24V,  5  Amp  Hour  (1  Hr  Rate)  25  Deg. 

C 

Battery,  Aircroft  Storage,  Nickel-cadmium  24  Volts,  11  Ampere  Hour,  27  Deg.  C 
(80  Deg.  F) 

Battery,  Dry . . . . . . . . . . . . . . 

Battery,  Dry  . . . . . . . . . 

Battery,  Dry . . . . . . . . . . . . . . ... 

Battery,  Dry  (Alkoline) . . . . . . . 
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ALPHABETICAL  LiSTING 


TITLE 


Baltery,  Dry  ^Special  Purpoie) . . . 

Bctjery,  D7  BA-1393A/U  . 

Battery,  Dry  8A-1579/U . . . 

Battery,  Dry  BA-1083/U . 

Battery,  Dry  BA-1086/U . 

Battery,  Dry  BA-1389/U . 

Battery,  Dry  BA-1391/U . 

Battery,  Dry  BA-1396/U . 

Battery,  Dry  For  XM122  Firing  Device 

Battery,  Dry,  BA-803/U . 

Battery,  Dry,  BA-3955/TA . . . 

Baltery,  Drv,  BA-233/U . . . . 

Battery,  Dry,  BA-15A . . . . . 

Battery,  Dry,  BA-334/U . . . 

Battery,  Dry,  BA-505/U . . . 

Battery,  Dry,  BA-386(/PRC-25) . 

Battery,  Dry,  BA-23 . . . . 

Battery,  Dry,  BA-222/U . 

Battery,  Dry,  BA-216/U . 

8attery,  Dry,  BA-232/U . . . 

Battery,  Dry,  BA-26  . . . . 

Battery  Dry,  BA-27 . 

Battery,  Dry,  BA-28 . 

Battery,  Dry,  BA-30 . 

Baltery,  Dry,  BA-31 . . . . . 

Battery,  Dry,  BA-33 . . . . 

Battery,  Dry,  BA-34 . . . . 

Battery,  Dry,  BA-35 . . . 

Battery,  Dry,  BA-36 . . . 

Battery,  Dry,  BA-37 . . . 

Battery,  Dry,  8A-38 . . . 

8attery,  Dry,  BA-39 . 

Battery,  Dry,  BA-40 . . . 

Battery,  Dry,  BA-42  . . 

Battery,  Dry,  BA-58 . . . . 

Battery,  Dry,  BA8 . . 

Battery,  Dry,  BA-8  . . . 

Battery,  Dry,  BA-3030/U . 

Battery,  Dry,  BA-44 . . . 

Battery,  Dry,  BA-221/U  . . . . . 

Batter/,  Dry,  BA-2042/U . 

Battery,  Cry,  BA-223/U . 

Batter/,  Dry,  BA-225/U . 

Baltery,  Dry,  BA*22o/U  . . 

Battery,  Dry,  BA-3058/U . . 


Battery, 

Bottery, 

Battery, 

Battery, 

Battery, 

Bottery, 

Battery, 

8attery, 

Bottery, 

Bottery, 

Battery, 

8attery, 

Battery, 

Baltery, 

Battery, 

Bottery, 

Baltery, 

Battery, 

Battery, 

Battery, 

Bottery, 

8attery, 

Battery, 

Battery, 

Battery, 

Battery, 

Battery, 

Battery, 

Battery, 

Battery, 

Battery, 

Bottery, 


Dry,  BA-228/U . 

Dry,  BA-230/U . 

Dry,  BA-231/U . 

Dry,  BA-59 . 

Dry,  BA-70 . 

Dry,  BA-65 . . 

Dry,  BA-67 . 

Dry,  BA-70 . . 

Dry,  BA-200/U . 

Dry,  BA-202/U . 

Dry,  BA-203 /U . 

Dry,  BA-205/U . 

Dry,  BA-207/U . 

Dry,  BA-203/U . 

Dry,  BA-210/U . 

Dry,  BA-48 . . 

Dry,  BA-4I7/U . 

Dry,  BA-418/U . 

Dry,  BA-419/U . 

Dry,  BA  420 'U  .. 

Ory,  BA-42 1/U . 

Dry,  BA-422/U ..... 

Dry,  BA-424/U . 

Dry,  BA-1015A/U. 
Dry,  BA  1030/U  ... 
Dry,  BA-1CM/U  . 
Dry,  BA-I2j2/U  ... 
Dry,  BA-1234/U ... 
Dry,  BA-1277/U  ... 
Dry,  BA-1278/U  ... 

Dry,  BA-266/U . 

Dry,  BA-272/U . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

L 

MIL-B-55679  (1) 
NOTICE  1 

6135 

ER 

14  Apr 

77 

ER 

L 

MIL-B-18/266A 

6135 

ER 

28  May 

85 

ER 

L 

MIL-B-49041  (1) 

6135 

ER 

26  Apr 

77 

ER 

L 

MIL-8-18/256A 

6135 

ER 

28  May 

85 

ER 

l 

MIL-B-18/257A 

6135 

ER 

28  May 

85 

ER 

l 

MIL-B-18/259A 

6135 

ER 

28  May 

85 

ER 

L 

MIL-B-18/260 

6135 

ER 

07  Oct 

68 

ER 

l 

MIL-B-18/261A 

6135 

ER 

28  May 

85 

ER 

L 

MtL-B-631168 

NOTICE  1 

1375 

AR 

18  Mar 

88 

AR 

MIL-B-18/270A 

6135 

ER 

21  May 

85 

ER 

L 

MIL-B-49030/9 
NOTICE  1 

6135 

ER 

06  Sep 

88 

ER 

MIL-8-18/59D 

6135 

ER 

21  May 

85 

ER 

MIL  B-18/4D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/209C 

6135 

ER 

21  May 

85 

ER 

L 

MIL-B-18/251A 

6135 

ER 

28  Moy 

85 

ER 

L 

MIL-B-18/244C 

6135 

ER 

28  May 

85 

ER 

MIL-B-18/5C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-18/50D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/46D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/58D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/6D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/7D 

6135 

ER 

21  May 

35 

ER 

MIL-B-18/8D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/9C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-18/10D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/11D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/12D 

6135 

ER 

21-May 

85 

ER 

MIL-B-18/13D 

6)35 

ER 

21  May 

85 

ER 

MIL-B-18/14D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/15C 

6135 

ER 

21  Aug 

76 

ER 

MIL-S-18/16D 

6)35 

ER 

21  Moy 

85 

ER 

MIL-8- '3/17D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/18D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/20C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-18/28C 

6135 

ER 

21  Aug 

76 

ER 

MIL-8-18/2D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/3D 

6135 

ER 

21  May 

85 

ER 

L 

MIL-B-49030/1 
NOTICE  1 

6135 

ER 

06  Sep 

88 

ER 

MIL-B-18/210 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/49D 

6135 

ER 

21  Moy 

85 

ER 

l 

MIL-B-49030/3 
NOTICE  1 

6)35 

ER 

06  Sep 

88 

ER 

MIL-B-18/510 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/52D 

6135 

ER 

21  Moy 

85 

ER 

MIL-3-18/53D 

6135 

ER 

21  Moy 

85 

ER 

l 

MIL-B-49030/6 
NOTICE  1 

6135 

ER 

06  Sep 

88 

ER 

MIL-B-18/55D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/56D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/57C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-18/29D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/30D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/31D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/32D 

6)35 

ER 

21  Moy 

85 

ER 

MIL-B-18/33D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/34D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/35C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-I8/36D 

6)35 

ER 

21  Moy 

85 

ER 

MIL-B-18/38D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/40D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/41D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/43D 

6)35 

ER 

21  May 

85 

ER 

MIL-B-18/231, 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/95D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/96D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/97D 

0135 

ER 

21  May 

85 

ER 

i"iL-B-i8/9oD 

6135 

FR 

21  May 

35 

ER 

MIL-B-18/99D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/100D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-I8/102D 

6135 

ER 

21  May 

85 

ER 

MIL-8-18/104D 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/106C 

6135 

ER 

21  Aug 

76 

ER 

MIL-B-18/1150 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/125D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-I8/I27D 

6135 

ER 

21  Moy 

85 

ER 

MIL-B-18/I30D 

6135 

ER 

21  Moy 

35 

ER 

MIL-8-18/1310 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/198C 

6135 

ER 

21  May 

85 

ER 

MIL-B-18/199C 

6135 

ER 

21  Moy 

85 

ER 

CUSTODIAN 


SH  99 


SH  99 
SH  99 
SH  99 


SH  99 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 
SH 


SH 

SH 


SH 

SH 

SH 


SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 
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ALPHABETICAL  LISTING 


TITLE 


Battery,  Dry,  BA-29 1/U . . . . 

Bottery,  Dry,  BA-305/U . . . . . . . 

Battery,  Dry,  BA-314/U . . . . 

Battery,  Dry,  BA-33 1/U  . . . . . . . . . 

Battery,  Dry,  BA-332/U  . . . . . . . . . 

Battery,  Dry,  BA-333/U . . . . . . . . . . . . 

Battery,  Dry,  BA-51 . . . . . . . 

Battery,  Dry,  BA-1264/U  . . . . . . . . . . . 

Battery,  Dry,  BA-12 10/U . . . . . . . . 

Battery,  Dry,  BA-1307/URC-1O  . 

Battery,  Dry,  BA-1087/U . . . . . . . . . . . . . . . 

Battery,  Dry,  BA-399/U . 

Battery,  Dry,  BA-801/PRC  . . . . . . . . . . . . . . 

Bottery,  Dry,  BA-358/U . . . . . . . 

Battery,  Dry,  BA-47 1/U . . . . . . . . . 

Battery,  Dry,  BA-1006/U . . . . . . . 

Battery,  Dry,  BA-1288/U . . . . . . . . . 

Battery,  Dry,  BA-1293/U  . . . . . . . . 

Battery,  Dry,  6A-1312/U . . . . . . 

Battery,  Dry,  BA-13 <5/U  . . . . . . . . . . . 

Battery,  Dry,  3A-1318/U  . . . . . . . . . . . . 

Battery,  Dry,  BA-1328/U  . . . . . . . . 

Battery,  Dry,  BA-1330/U . . . . . . . . 

Battery,  Dry,  BA-1363/U  . . . . . . 

Battery,  Dry,  BA-381/U  . . . . . . 

8attery,  Dry,  BA-387,  J  . . . . . . . 

Battery,  Dry,  BA-53  . . . . . . 

Battery,  Dry,  BA-234/U . . . . . . 

Battery,  Dry,  BA-243/U . . . 

Battery,  Dry,  BA-26 1/U . . . . . . . . . 

Battery,  Dry,  8A-270/U . . . . . . . . 

Battery,  Dry,  BA-279/U . . . . . . . . . . 

Battery,  Dry,  BA-401/U . . . . . . . 

Bottery,  Dry,  BA-402/U . . . . . . 

Battery,  Dry,  BA-403/U  . . . . . 

Battery,  Dry,  BA-404/U  . . . . . . . . . . 

Battery,  Dry,  BA-405/U . . . 

Bottery,  Dry,  BA-406/U  . . . . . . . . 

Battery,  Dry,  BA-407/U . 

Battery,  Dry,  BA-408/U . . . . . 

Battery,  Dry,  BA-409/U  . . . . . . . . . . . 

Battery,  Dry,  BA-4 10/U  . . . . . . . . . . 

Battery,  Dry,  BA-41 1/U . . . . . 

Battery,  Dry,  BA-412/U  . . . . . . . . . . 

Battery,  Dry,  BA-413/U . 

Battery,  Dry,  BA-414/U . . . . . . . . . . . 

Bottery,  Dry,  BA-415/U  . . . . . . . 

Battery,  Dry,  BA-416/U . . . . . . . . . 

Bottery,  Dry,  BA-56 . . . . . . . 

Battery,  Dry,  BA-804/U . . . . . . . . 

Battery,  Dry,  BA-1098/U  . . . . . . . . . . 

Battery,  Dry,  BA-1425/U . . . . . . . 

Battery,  Dry,  BA-802/U . . . 

Battery,  Dry,  BA-805/U  . . ....... 

Battery,  Dry,  BA-1010/U . ...... 

Battery,  Dry,  BA-1093/U . . . . . 

Battery,  Dry,  BA-1094/U . . . . . 

Bottery,  Dry,  BA-90 . . . . . . . 

Battery,  Dry,  BA-1100/U  . . .. 

Battery,  Dry,  BA*  11 10/U . . . . . 

Battery,  Dry,  BA-1509/PRC-64 . •••• 

Battery,  Hed,  Single  Cell,  Primary  Reserve . . . . . 

Battery,  Lithium  Thiony)  Chloride,  Single  Cell  Reserve  . . . . 

Battery,  Magnesium,  Dry  . . . 

Battery,  Non  Rechargeable,  Ba  3090/U . . . . 

Battery,  Non  Rechargeoble,  lithium  Sulfur  Dioxide  . . . 

Battery,  Non  Rechargeable,  Lithium  Sulfur  Dioxide  BA-5599/U . . . . 

Battery,  Non  Rechargeoble,  lithium  Sulfur  Dioxide  BA-5557/U . . 

Bottery,  Non  Rechargeoble,  lithium  Sulfur  Dioxide,  BA-5800/U  . . . 

Battery,  Non  Rechargeoble,  Lithium  Sulfur  Dioxide  BA-5590/U . . . 

Battery,  Non  Rechorgecbie,  lithium  Sulfur  Dioxide  5A-56G0/U . . . 

Battery,  Non-chargeoble,  lithium  Thionyl  Chloride  BA-6704/U . 

Battery,  Non -rechargeable.  Lithium  Manganese  Dioxide,  BA-5372/U .............. 

Battery,  Non-rechorgeable,  lithium  Sulfur  Dioxide,  BA-5093/U  . . . . . 

Battery,  Non-rechorgeable,  BA-3590/U  . . . . . . 

Battery,  Non-rechargeable,  lithium  Thionyl  Chloride,  BA-6598/U . . . 

Bottery,  Non-rechorgeable,  Lithium  Sulfur  Dioxide  BA-5847/U.. . . . . 

Battery,  Non-rechargea  . . . . . . . . .  . . 

Battery,  Nonrechargeoble,  lithium  Sulfur  Dioxide  BA-5588/U  . . 

Bottery,  Prlmcry,  lithium  Sulfur  D  (For  AN/PRC  96  Radio  Transceiver) 

Battery,  Primary,  Lithium  Sulf«r  D  oxide  8A-5567/U  . . . .......... 

Battery,  Primary  Reserve,  Ammonia  5  Milliomperc  Hour  Capacity .................. 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-B-I8/200C 

6135 

ER 

21  Moy 

85 

ER 

:.i 

99 

Mll-8- 18/202C 

6135 

ER 

21  Mo  y 

85 

ER 

SH 

99 

M1L-B-18/204C 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

M1L-B-18/206C 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MIL-B-18/207C 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MIL-B-13/208C 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/25D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MtL-d-18/245C 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MiL-B-18/2478 

6135 

ER 

21  Aug 

76 

ER 

SH 

MII-B-18/248B 

6135 

ER 

21  Moy 

85 

ER 

SH 

l 

MIL-B-18/249A 

6135 

ER 

21  Moy 

85 

ER 

L 

MIL-B-18/250A 

6135 

ER 

28  Moy 

85 

ER 

L 

MIL-B-18/252A 

6135 

ER 

28  Moy 

85 

ER 

MIL-B-18/211C 

6135 

ER 

21  Moy 

85 

ER 

SH 

MIL-B-18/215C 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MII-B-18/217B 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

M1L-B-18/2I8B 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

MIL-B-18/219C 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MIL-B-18/220B 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

MIL-B-18/222C 

6)35 

ER 

21  May 

85 

ER 

SH 

99 

MH-8-18/223C 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/224B 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

MIL-B-18/225B 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

MIL-B-18/226C 

6135 

ER 

21  May 

85 

ER 

SH 

99 

L 

MIL-B-18/239 

6135 

OS 

01  Mar 

63 

OS 

L 

MIL-B-18/240 

6135 

OS 

01  Mar 

63 

OS 

MII-B-18/26D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/60D 

6135 

ER 

21  May 

85 

ER 

SH 

99 

l 

M1L-B-18/67A 

6135 

OS 

15  F.b 

61 

OS 

MIL-B-18/74D 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MU-B-18/75D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/77D 

6135 

ER 

21  May 

85 

ER 

SH 

99 

M1L-B-18/79C 

6135 

ER 

21  Aug 

76 

ER 

SH 

99 

M1L-B-18/80D 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MIL-B-I8/81D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/82D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-8- 18/83D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/840 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/85D 

6)35 

ER 

21  May 

85 

ER 

SH 

99 

MU-B-18/86D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-8-18/870 

6135 

ER 

21  Mov 

85 

ER 

SH 

99 

Mll-B-18/f  3D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

Mll-B’o/8VD 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

’„l-B-18/90D 

6)35 

ER 

21  Moy 

85 

ER 

SH 

99 

MIL-B-18/9ID 

6135 

ER 

21  May 

85 

ER 

SH 

99 

M1L-B-I8/92D 

6135 

ER 

21  Moy 

85 

ER 

SH 

99 

MII-B-18/93D 

6135 

ER 

2)  May 

85 

ER 

SH 

99 

MII-B-18/94D 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MII-B-18/27D 

6135 

ER 

21  Moy 

85 

ER 

SH 

88 

MII-B-18/271A 

6135 

ER 

21  May 

85 

ER 

SH 

99 

MII-B-I8/274A 

6135 

ER 

21  Moy 

85 

ER 

99 

MIL-B-18B/275 

6135 

ER 

28  Nov 

88 

ER 

SH 

99 

L 

MIL-B-18/267A 

6135 

ER 

28  Moy 

85 

ER 

l 

MIL-3-18/26JA 

6135 

ER 

28  May 

B5 

ER 

L 

MIL-B-1 8/264 

6135 

ER 

01  Apr 

69 

ER 

i 

MII-B-18/265A 

6135 

ER 

28  Moy 

85 

ER 

L 

MIL-B-18/268A 

6135 

ER 

23  May 

85 

ER 

MIL-B-18/269A 

6135 

ER 

21  May 

85 

ER 

SH 

99 

l 

MII-B-18/253A 

6135 

ER 

28  Moy 

85 

ER 

L 

MIL-B-18/254 

6135 

ER 

26  Feb 

68. 

cR 

l 

MIL-B-18/2J5A 

6135 

ER 

28  May 

85 

ER 

l 

MU-B-63524A 

1345 

AR 

12  Jon 

es 

AR 

l 

MIL-B-70824 

6135 

AR 

09  Sep 

68 

AR 

L 

MIL-B-55252A  (1) 

6135 

ER 

10  Mar 

77 

ER 

MIL-B-49030/1 1 

6135 

ER 

09  May 

88 

i 

MIL-B-49430B  (3) 

6135 

ER 

23  Nov 

88 

ER 

l 

MIL-B-49430/1E  (1) 

6135 

ER 

09  Jun 

88 

ER 

i 

MIL-B-49430/6D 

6135 

ER 

26  Apr 

88 

ER 

MIL-B-49430/11D 

6135 

ER 

22  Nov 

88 

ER 

L 

MIL-B-49430/3E 

6135 

ER 

25  Apr 

B8 

ER 

l 

on- 

CR 

26  Apr 

S3 

CJJ 

t 

MIL-B-49461/3 

6)35 

ER 

04  Sep 

86 

ER 

l 

MIL-8-49458/1 

6135 

ER 

25  Jun 

86 

ER 

MIL-B-49430/12B 

6135 

ER 

26  Apr 

88 

ER 

L 

Mll-B-49030/10 

6135 

ER 

09  May 

88 

ER 

L 

MIL-B-49461/2A 

6135 

ER 

10  Jul 

87 

ER 

L 

MIL-B-49430/5E 
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ALPHABETICAL  LISTING 


Tine 


Battery,  Primary  Reserve,  Ammonia  8  Milllompere  Hour  Capacity,  For  Mine, 
Anti-personnel:  M86 

Battery,  Rechargeable,  Nickel  Cadmium  Sealed . . . . . . . . . . . . 

Battery,  Rechargeable,  Sealed  Nickel  Cadmium  BB-590/U . . . 

Battery,  Rechargeoble,  Nickel-cadium,  Vented,  Aircroft,  BB-716/A,  Cell  . . 

Battery,  Rechargeable,  Seoled  Nickel  Cadmium  BB-557/U . . . . 

Battery,  Rechargeable,  Sealed  Nickel  Cadmium  BB-588/U . 

Battery,  Rechargeable, sealed  Nickel  Cadium  BB-586/U  . . . . 

Battery,  Rechargeoble.nlckel-cadium,  Vented.aircroft,  BB-716/A.. . . . . . . 

Battery,  Rechargeoble,  Seoled  Nickel  Cadmium  BB-4 11 /U . . . . 

Battery,  Rechargeoble,  Seoled  Nickel  Cadmium  BB-412/U . . . . . 

Battery,  Rechargeable,  Sealed  Nickel  Cadmium  BB-416/U . 

Battery,  Rechargeable,  Seoled  Nickel  Cadmium  BB-417/U . . . 

Battery,  Rechargeoble,  Sealed  Nickel  Cadmium  BB-625/U . . . . 

Battery,  Rechargeable,  Sealed  Nickel  Ccdmium  BB-541/U . 

Battery,  Rechargeoble,  Sealed  Nickel  Cadmium  BB-516/U . . . . 

Battery,  Rechargeable,  Sealed  Nickel  Cadmium  BB-507/U ....  . 

Battery,  Rechargeable,  Sealed  Nickel  Cadmium  8B-506/U . . 

Battery,  Rechargeable,  Sealed  Nickel  CodmiumbB-505/U...... . . . . . 

Battery,  Rechargeable,  Sealed  Nickel  CadmiumbL-503/TAS  . . . 

Battery,  Rechargeable, seoled  Nickel  Cadmium,BB-593/U . . . - . 

Battery,  Rechargeable,  Nickel-cadium,  Vented,  Aircraft,  BB-716/A,  Intercell 
Connectors 

Bottery,  Rechargeable,  Nickel-cadium,  Vented,  AIrcroft,  8B-716/A  ,  Diode  Assembly 
'•attery.  Rechargeable,  Nickel-cadium,  Vented,  Aircraft,  BB-716/A,  Belleville  Springs 
'‘attery,  Rechargeable,  Nickel-codium,  Vented,  Aircraft,  BB-716/A,  Cell  Vent 
Assembly 

Battery,  Rechargeable,  Nickel-codium,  Vented,  Aircraft,  BB-716/A,  Harness  Assembly 
Battery,  Rechargeable,  Nickel-cadium,  Vented,  Aircraft,  BB-716/A,  Low  Capacity 
Cell 

Battery,  Rechargeoble,nickel-codmium,  Vented,  Aircraft,  BB-716/A . 

Bottery,  Sea  Water . 

Battery,  Silver  Zinc  Alkali,  Gen  . . . . . . . 

Bottery,  Single  Ceil,  Primary  Reserve . 

Battery,  Storage,  Lead  Acid,  Automotive  And  Navy  Portoble  (Except  Aircraft), 
Packaging  And  Pocking  Of  (Refer  To  PPP-B-140B) 

Battery,  Storage.  Silver-zinc,  Vented,  Generol  Specification  For . . . . . 

Bottery,  Storage,  Vehicular,  Ignition,  Lighting,  And  Storting  . . 

Bottery,  Storage,  Aircraft,  Heavy  Duty,  2  Ampere  Hours,  Sealed  Cells,  26  Volts 
With  115V  400  HZ  Integral  Charger 

Battery,  Storage,  Alkaline,  Nickel-cadium.... . . . . . . 

Battery,  Storage,  AIrcroft,  Nickel  Cadium,  Cell . 

Bottery,  Storage.  Silver-zinc,  Vented,  BB-560(  (/PRC-104,  6  Vdc  )nominol(  . 

Battery,  Storage,  BB&411()/U . . . . . . . . . . 

Bottery,  Storage,  Aircroft,  Medium  Rate  Maintenance  Free,  Type  I,  24-VOLT,  9.5 
Ampere-hour 

Battery,  Storage,  Aircraft,  Nickel-cadmium,  Vented  Filler  Cop . . . . 

Battery,  Storage,  Alokline,  Nickel  Cadmium,  BB-634/*J,  12  Volf,  70  Amp  Hr 
Capacity 

Bottery,  Storage  BB&4)2()/U  . . . . . 

Battery,  Storage  BB-40(  )/U  . . . . . . . . 

Battery,  Storage,  Aircroft,  Nickel  Cadmium  Connector,  Strop . 

Battery,  Storage,  Silver  Zinc  Alkaline  Type  (For  Dsrv)  (Metric) . 

Battery,  Storage  BB&416()/U  . . . . . . . . . 

Battery,  Storage,  Aircroft,  Medium  Rote,  No  Maintenance,  24-VOLT,  15 
Ampere-HOUR 

Battery,  Storage,  Aircraft,  Nickel-cadmium,  Connector,  Tob . . . 

Bottery,  Storage,  Silver  Zinc  Alkoline  Type  (For  Trieste),  Generol  Specification  For 
(Metric) 

Bottery,  Storage  BB&417()/U  . . . 

Bottery,  Storage,  Aircraft,  Medium-RATE,  Type  1,  Mointenonce-FREE,  24-VOLT,  7.5 
Ampere-nOufc 

Bottery,  Storage,  Aircroft,  Nickel  Cadium,  Connector,  Curved . . . . 

Battery,  Storage,  Lead  Acid,  Portable,  General  Specification  For  (Metric)  . . . 

Battery,  Storage  (Lead  Acid,  Industrial  Portoble  Service).. . . . 

Battery,  Storage,  Aircraft,  Medium-rote,  Type  1,  Maintenance  Free,  24  Volt,  30 
Ampere-hour 

Battery,  Storage,  Aircroft,  Nickel  Cadium,  24  Volts,  10  Ampere  Hours  (BB-432/A)  .. 

Battery,  Storage,  Lead  Acid,  Portoble,  Type  2V  -  20  AH  L/D  A  (Metric) . 

Battery,  Storage,  (Lead-acid,  Industrial,  Floating  Service)  . . . . . 

Battery,  Storage,  Aircroft.  Medium-RATE,  Type  1,  Maintenonce-PREE,  24-VOLT,  1.5 
Ampere-HOUR 

Battery,  Storage,  Aircraft,  Nickel-cadmium,  24  Volts,  20  Ampere-hour  (BB-434/A).... 
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ALPHABETICAL  LISTING 


TITLE 


Battery,  Storage,  lead  Acid,  Portable,  Types  6V  *  50  AH,  L/D,  A  Or  B  &  12  V  *  50 
AH,  L/D,  A  Or  B  (Metric) 

Battery,  Storage,  (Nickel-alkaline,  Industrial,  Floating  Service) . . . . . 

Battery,  Storage,  Aircraft,  Medium-rate,  Type  1,  Maintencnce-free,  24-VOLT, 
24-AMPERE-HOUR 

Battery,  Storage,  Aircraft,  Nicke!  Cadmium,  24  Volts,  30  Ampere  Hour 
(BB-433A/A) 

Battery,  Storage,  Lead  Acid,  Portable,  Types  6V  -  205  AH  H/S  A  Or  B  &  8V  205 
AH  H/S  A  Or  B  (Metric 

Battery,  Storage,  Lead-acid,  Waterproof  24  Volt . . . . . . 

Battery,  Storage,  Lead  Acid,  Portable,  Type  12V  *  15  AH  -  L/D  -  A  Or  B  (Metric)  .. 
Battery,  Storage,  Nickel  Cadmium  (For  Talos  Missile) . . . . . 

Battery,  Storage,  Lead  Acid,  Portable,  Types  6V  -  100  AH  L/D  A  Or  8,  8V  100  AH 
L/D  A  Or  B,  &  12V  .  100  AH  L/D  A  Or  B  (Metric) 

Battery,  Storage,  Lead-acid,  Waterproof . ,.. . 

Battery,  Storage,  Lead  Acid,  Portable,  Types  6V  •  130  AH  -  H/s  •  A  Or  B,  8V  ■ 

130  AH  •  H/s  -  A  Or  8,  And  12V  130  AH  -  H/s  -  A  Or  B  (Metric) 

Battery,  Storage,  Silver-zinc,  Rechargeable,  General  Specification  . . . . . 

Battery,  Storage,  Lead  Acid,  Portable,  Types  6V  300  AH  L/D  A  Or  B  &  8V  300 
A/H  L/D  A  Or  B  (Metric) 

Battery,  Storage,  Lead  Acid,  Non  Waterproof  (Inactive  Use  MS  35000) . 

Battery,  Storage,  Silver-zinc  Alkaline  (Emergency),  General  Specification  For 
(Metric) 

Battery,  Storage,  Aircraft,  Nickel  Cadmium  23  Volts,  6  Ampere  Hour . 

Battery,  Storage,  Silver-zinc  Alkaline  (Emergency),  For  DSV.  Type  25  V  •  12  AN 
(Metric) 

Battery,  Storage  -  Alkoline,  Nickel-cadmium  12  Volt,  35  Ampere-hour  Capacity . 

8attery,  Storage,  Silver  Zinc  Alkaline  (Emergency),  For  Dsvr,  Type  25  V  -  70  Ah 
(Metric 

Battery,  Storage,  Aircraft,  Nickel  Cadmium  24  Volts,  20  Ampere  Hour  (Low 
Frequency  Vibration) 

Battery,  Storage  Nickel-cadmium . . . . . 

Battery,  Storage  •  Alkaline,  Nickel-cadmium  12  Volt,  70  Ampere-hour  Capacity . . 

Battery,  Storage,  Silver  Zinc  Alkaline  (Emergency),  For  Trieste,  Type  12  V  -  100  Ah 
(Metric) 

Battery,  Storage,  Aircraft,  Nickel-cadmium  Forced-air  Cooled,  Chorge  Controlled, 
24-VOLT,  30  Ampere-hour 

Battery,  Storage,  Silver  Zinc  Alkoline  (Emergency),  For  Trieste,  Type  24  V  -  200  Ah 
(Metric) 

Battery,  Storage,  Aircraft,  Installation  Of  . 

Battery,  Storage,  Silver  Zinc  Alkoline  (Emergency),  For  DSV,  Type  27  V  -  30  Ah 
(Metric) 

Battery,  Storage,  Aircraft,  Nickel-cadmium  24  Volt,  30  Ampere  Hour . 

Battery,  Storage,  Aircraft,  Nickel-codmium,  General  Specification  For  . 

Battery,  Storage,  Lead  Acid,  (Low  Maintenance) . . . 

Battery,  Storage,  Aircroft,  Type  MA-2-1  . . . . . 

Battery,  Storage,  Silver  Zinc,  Rechargeable,  BB-646/U,  6VDC,  (Nominol)... . 

Battery,  Storage,  Silver-zinc  Alkoline  Type  (For  Trieste)  Propulsion  (1000 
Ampere-hour),  (Metric) 

Battery,  Storage,  lead-acid.  Portable,  BB-46 . . . 

Battery,  Storage,  Silver  Zinc  Alkoline  Type  (For  Trieste)  Auxiliary  (5000  Ampere 
Hour)  (Metric) 

Bottery,  Storoge,  Silver  Zinc,  Rechargeable,  6B-451/U,  24VDC  (Nominal)  . . 

Battery,  Storoge,  For  Electric  Powered  Industrial  Trucks  And  Tractors . . . . . 

Battery,  Storoge,  Silver  Zinc  Rechorgcoble,  BB-606/U,  6VDC(NOMINAl . 

Battery,  Storoge,  Lead-odd,  Portable,  BB-50 . . . . . . 

Battery,  Storoge,  Vented,  Nickel  Codiium  . . . . . 

Battery,  Storoge,  lead-odd.  Portable,  BB-236/U . . . . . . . . 

Bottery,  Storoge  BB-431/U  . . . . 

Battery,  Storage,  leod-odd.  Portable,  BB-237/U . . . . 

Battery,  Storoge,  lead  Add,  Generol  Specification  For . . . . . . 

Battery,  Storage,  Leod-odd,  Portable,  BB-238/U . . . . . . 

Bottery,  Storage  BB-418/U  . . . . . 

Battery,  Storoge,  Leod-odd,  Portable,  BB-239/U . . . . . . 

Bottery,  Storoge  BB-436/U  . . . . . . . . . 

Bottery,  Storoge,  lead-odd,  Portoble,  BB-240/U . . . 

Battery,  Storage  CC-437/U  . . . . . . . . . . . .., 

Battery,  Storage,  Lead  add,  Portoble,  BB-241/U . . . . . . . 

Battery,  Storage  8B-438/U  . . . . . . . . . . . . 

Battery,  Storage,  Aircroft,  Heavy  Duty,  3/4  Ampere-hour,  24-VOLT . . . 

Battery,  Storage  B8-613/U  . . . . . . . . . 

Battery,  Storage,  Aircraft,  Heovy  Duty,  0.4  Ampere-hour . . . 

Bottery,  Storage  BB-616/U  . . . . . . . . . . 

Battery,  Storage,  Aircraft,  Heovy  Duty,  2  1/2  Ampere-hour,  24-VOLT,  Heated......... 

Bottery,  Storage,  lead  Add,  BB-638/U  . . . . . . . . . . . 

Battery,  Storage,  Leod-odd,  Portable,  6B-242/U . 

Battery,  Storoge,  Lead  Ac  Id,  BB-639/U . . . 

Bottery,  Storoge,  Aircraft,  24  Volt,  Heovy  Duty,  1/3  Ampere  Hour  . . 

Battery,  Storage,  lead  Acid,  BB-640/U . . . . . . . . . . . . 

Bottery,  Storage,  Lead-odd,  Portoble,  BB-243/U . . . . 
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ER 

MS-91319C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

Q 

MIL-B-83769D  (I) 

SUPP  1 

6140 

AS 

13  Feb 

87 

ER 

AS 

99 

MS-91320C 

6140 

AT 

1 1  Jun 

64 

AT 

YD 

99 

L 

MIIB-55118/I 

6140 

ER 

29  Nov 

71 

ER 

MS-91321C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

L 

MIL-B-55118/3 

6140 

ER 

29  Nov 

71 

ER 

MS-91322C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

L 

MH-8-5SU8/4 

6140 

ER 

29  Nov 

71 

ER 

MS-91323C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

L 

MIL-B.JJ118/5 

6140 

ER 

29  Nov 

71 

ER 

L 

MS-3319D 

6140 

AS 

24  Sep 

82 

AS 

L 

Mll-B-55118/6 

6140 

ER 

29  Nov 

71 

ER 

L 

MS-3337C 

6140 

AS 

21  Jun 

71 

AS 

L 

MILB.55118/7 

6140 

ER 

29  Nov 

71 

ER 

L 

MS-3346A 

6140 

AS 

25  Oct 

68 

AS 

MIL-B-83769/1D 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

MS-9I324C 

6140 

AT 

11  Jun 

64 

AT 

SH 

MII-B-83769/2D 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

L 

MS-I7334P 

6140 

AS 

22  Apr 

82 

AS 

MIL-8-83769/3D 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

MS-91325C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

56 


ALPHABETICAL  LISTING 


TITLE 

Battery,  Storage,  Lead  Acid . . . . . . . . 

Battery,  Storage,  lead-odd,  Portable,  BB-246/U  . . . . . . . . 

Battery,  Storage,  Lead  Acid . . . . . 

Battery,  Storoge,  Type(EX)  for  4,000  71800KG)&  6,000  (2700KG)  Pound 
Capacity,  Fork  Lift  Trucks 

Battery,  Storage,  Lead  Acid . . . . . . . . . 

Battery,  Storage,  Lead-acid,  Portable,  BB-247/U . . . . . . . . 

Battery,  Storage,  Threaded-post-connected,  Lead-acid . 

Battery,  Thermal. . . . . . . . . . . 

Battery,  Thermal.  M8 . . . . . 

Battery,  Thermal.  M9 . . . . . . . 

Battery,  Thermal,  M17 . . . . . .  . . . . 

Battery,  Thermal,  XM97 . . . . . 

Battery,  Wet  Primary  For  AN/DKT*37(V)  Telemetry  Package  . 

Battery,  Wet,  Non-rechargeable,  BA-472  ()  /u  . . . . 

Batting,  Aramid  Or  Novloid  Fiber,  Quilted  . . . . . 

Batting,  s.otton,  Nonabsorbent  Unbleoched . . . . . 

Batting,  Fibrous  Glass,  lifesoving  Equipment . . . . . . . 

Batting,  Synthetic  Fibers,  Quilted,  Aramid  . . . . 

Batting,  Synthetic  Fibers,  Polyester,  (Quilted  And  Unquilted) . 

Battlefield  Illumination  (Release  To  Other  Than  DOD  Activities  Requires  Prior 
Approval  Of  HQ  DARCOM,  DRClRD)  (ABCA  182)  (Edition  No.  2) 

Battlefield  Illumination  (Edition  5)  . . . . . . . . . . . 

Battlefield  Spectrum  Management  HF  (1.5-30  MHZ  Band)  Releose  To  Other  Than 
DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360 
Battlefield  Spectrum  Management  UHF  (225-400  Mhz  Bonds  (ABCA  718)  (Rel  To 
Other  Than  DOD  Ad  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360' 
Battlefield  Spectrum  Management  Tactical  Radio  Relay  8.  Tropospheric  Scatter 
Systems  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21, 
WASH,  D  C20360) 

Battlefield  Spectrum  Management-radar,  Position  Navigation,  Tocticol  Sensor 
Systems  &  Multifunction  Information  Distribution  Systems  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Nash,  D.c.  20360) 

Bayonet  &  Knives . . . . . . . 

Bayonet  Type  Vent  Cap . . . 

Beacon  Set,  Rodar  AN/APN-202 . . . 

Beacon  Set,  Radio  AN/TRN-30(  )  (Units  Of)  . 

Beacon  Set,  Radio  AN/URT-33 . . . . . 

Beacon,  Radar  AN/APN-154(  ( . . . . . . . . 

Beacon,  Underwater  Acoustic  Aircraft  General  Specification  For . 

Beacons,  Personal  Locator,  General  Characteristics  Of  . . . 

Bead  Bteaker,  Pneumatic  Tire . . . . . . 

Beod  Breaker,  Pneumatic  Tire,  Portable  Air  Or  Air  Over  Hydraulic  Operated. . . 

Bead  Breoker,  Pneumatic  Tire,  Portable  (Tires  Sizes  14.00  X  24  Through  37.50  X 
33) 

Bead,  (Gloss  Spheres).  Retro-reflective  . . . . . . 

Beod,  Gloss . . . . 

Bead,  Gloss,  loborotory . . . . . 

Bead,  Laboratory . . . . . . . . . . . 

Bead,  Loborotory,  Glass . . . . 

Beodlng  Machine,  Sheetmetol,  Rotary,  Manually  Operated . . . . . . 

Beoker  Flask,  Loborotory . . . . . . 

Beaker,  Loborotory,  Conical,  Polystyrene,  Disposable. . . . . . . 

Beoker,  Loborotory,  Borosilicate  Glass . . . . 

Beoker,  Loborotory,  Polypropylene . . . . 

Beam,  Hoisting,  Liquid  Gos  Tank,  Ml  . . . . 

8cams  &  Girders  For  Building  Construction,  Flexurcl  Tests  On  23  Sep  83 . 

Bean  Sprouts,  Canned . . . . . . . . . . 

Bcon,  Dried,  Conned  (In  Tomato  Sauce  Or  Brine,  With  Or  Without  Meat  Or  Meat 
Product) 

Bean,  Green,  Thermostobilized,  Troy  Pock . . 

Beans  In  Tomoto  Sauce, flavored  With  Bacon,  Thermostobilized,  Tray  Pock . . . 

Beans  With  Frankfurter  Chunks  In  Tomoto  Sauce,  Canned..... . . . . 

Beans  With  Pork.  Thtrmotfahlized,  Troy  Pock 

Beons  With  Tomoto  Sauce,  Thermostobilized,  For  Meal,  Ready  To  Eat . 

Beans,  Green,  Dehydrated . . . . . . 

Beans,  Green,  Dehydrated,  Compressed . . . . . . . . . . .., 

Beans,  Green,  Thermostobilized,  Tray  Pock  . . . . . . . . 

Beans,  Lima,  Thermostobilized,  Troy  Pock . . . . . . . . 

8eorer,  Laboratory  Griffin  Design  . . . 

Bearing  -  Rod  End,  Internal  Thread,  Self  -  Aligning,  Ploin,  Airframe-inactive  14  May 

71 

Bearing  And  Bushing,  8ross  And  Bronze,  Machined  Or  Formed . . . . . 

Bearing  Components,  Bonded  Synthetic  Rubber,  Water  Lubricated  . . . 

Bearing  Restoring  By  Raceway  Grinding  . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL*B*83769/4C 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

MS-91326C 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

MIL-8-83769/5C 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

MS-16974A 

6140 

SA 

18  Jul 

86 

ER 

SA 

99 

MIL-B-83769/6C 

6140 

AS 

04  Apr 

83 

ER 

AS 

99 

MS-91327A 

6140 

AT 

11  Jun 

64 

AT 

YD 

99 

L 

MIL-B-83769/7A 

6140 

AS 

05  Nov 

82 

AS 

L 

MIL-B-55291C  (1) 
NOTICE  1 

6135 

EA 

17  Jul 

73 

EA 

L 

MIL-B-50897A  (2) 

NUORAR 

31  May 

73 

AR 

L 

Mll-B-50957  (2) 

NUORAR 

31  May 

73 

AR 

L 

MIL-B-48304  (2) 

NUORAR 

30  Jon 

87 

AR 

NOTICE  1 

L 

MIL-B-48008 

1135 

AR 

07  Jul 

77 

AR 

L 

Mll-B-85099 

6135 

AS 

15  Jun 

78 

AS 

L 

MIL-B-55I50A 

6135 

ER 

21  Nov 

83 

ER 

MII-B-8I813B  (2) 

8320 

Gl 

28  Dec 

82 

GL 

AS 

99 

CCC-B-606 

8320 

/GL 

27  May 

66 

Gl 

99 

MIL-B-2766C 

4220 

SH 

23  Mar 

87 

Ml 

SH 

MIL-B-87002A 

8320 

NU 

10  Jun 

80 

NU 

99 

MIL-B-41826F  (1) 

8320 

GL 

21  Apr 

87 

GL 

99 

Q-STD-182 

ISDA 

AM 

14  Nov 

30 

NAT-STD-2088  (1) 

ISDA 

AM 

25  May 

83 

Q-STD-715 

ISOA 

AM 

15  Apr 

85 

QSTD-718 

ISDA 

AM 

22  Apr 

85 

Q-STD-719 

ISDA 

AM 

25  Feb 

85 

Q.STD-721 

ISDA 

AM 

22  Feb 

85 

l 

MIL-B-1309E 

NOTICE  1 

1005 

AR 

28  May 

87 

AR 

l 

MS-75046B 

6140 

ER 

29  Jun 

70 

ER 

L 

Mll-B-81856 

NOTICE  1 

5841 

AS 

15  Apr 

88 

AS 

L 

Mll-B-55366 

5825 

CR 

03  Aug 

72 

CR 

L 

MII-B-38401A 

5821 

82 

05  Mar 

73 

99 

l 

MIL-B-23431A  (1) 
NOTICE  1 

5841 

AS 

17  Nov 

88 

AS 

l 

Mll-B-85130  (1) 

5845 

AS 

19  Mar 

82 

AS 

AIR-STD-51/5C 

ISDF 

06 

01  Dec 

86 

Mll-B-87986 

4910 

82 

28  Apr 

89 

VD 

99  CS 

l 

MILB-45993 

4910 

AL 

21  Feb 

84 

AL 

MII-B-45548D 

4910 

AL 

10  May 

88 

AL 

TT-B-1325B 

8010 

•84 

25  Apr 

78 

99 

Mll-B-3473 

6640 

DM 

23  Apr 

51 

MD 

99 

MS-36259A 

6640 

EA 

07  Jul 

87 

EA 

MS 

NOTICE  1 

A-A-53020 

6640 

MB 

19  Jun 

87 

MD 

MS 

03 

MIL-B-003473A 

6640 

DM 

23  Mar 

72 

MD 

MS 

03 

A-A-50082 

3441 

/IP 

30  Sep 

86 

AL 

99 

Mll-B-37484 

6640 

DM 

29  Jul 

76 

MD 

MS 

03 

Mll-B-37405 

6640 

DM 

24  May 

76 

MD 

MS 

03 

AA-51101 

6640 

/MB 

30  Jan 

86 

MD 

MS 

03 

Mll-B-36268 

6640 

DM 

24  Aug 

64 

MD 

MS 

03 

l 

MIL-B-12264A 

1730 

EA 

27  Mor 

61 

EA 

ASTM  £529*83 

95GP 

YD 

13  Feb 

85 

YD 

99 

A-A-20042 

8915 

*GL 

18  Sep 

81 

A-A-20134 

•8915 

/GL 

03  Jul 

86 

Gl 

SA 

50 

HHH-B002166 

8915 

/GL 

31  Mor 

83 

MIL-B-44242A 

8915 

GL 

25  Mar 

88 

GL 

SA 

50 

MIL-B-1065F  (3) 

8940 

GL 

30  Mar 

78 

Gl 

SA 

50 

HHH.V.002I40 

8915 

/GL 

26  Jv« 

82 

Gl 

MIL-B-44066A 

8940 

GL 

30  Sep 

83 

GL 

SA 

50 

MIL-B-3501  IE 

8915 

GL 

30  Jun 

87 

GL 

SA 

50 

MIL-B-43930B 

8915 

GL 

30  Jun 

87 

Gl 

SA 

50 

MIL-B-44245A 

8915 

GL 

25  Mar 

88 

Gl 

SA 

50 

HHH-B-002179 

8915 

/GL 

23  Jun 

83 

Gl 

MS-35992C 

6640 

EA 

16  Mor 

87 

MS 

99  MB 

AN943 

REV  1 

3120 

AS 

28  Feb 

50 

AT 

AS 

99 

L 

MIL-B  13501C 

3120 

Mi 

30  Sep 

86 

Ml 

Q  l 

MIL-B-17901B  (2) 

3130 

SH 

10  Jun 

88 

SH 

Mll-B-58105 

3110 

AV 

17  Apr 

87 

AV 

AS 

99 

NOTICE  1 


57 


ALPHABETICAL  LISTING 


TITLE 

Bearing  Rod  End,  External  Thread,  Sell  Aligning,  Anti-friction  -  3]  May  71  W/DOD 
Exceptions 

Bearing  Roller,  Tapered  Double  Row  Of  Rollers,  Steep  Angle,  Two  Single  Cones, 
One  Double  Cup,  Adjustable,  Type  763  (TDOS) 

Bearing  Steels,  High  Hardenabilily  13  Oct  87  . . . . . . . 

Bearing  Unit,  Main  Thrust,  Submarine  Propulsion  System . . . . . 

Bearing-rod  End,  External  Thread,  Self-aligning,  Plain,  Airframe  -inactive  14  May 
1971 

Bearing,  Annular  Boll,  High  Grade . . . . . . . . . . . 

Bearing,  Ball  Airframe,  Antifriction  Extra  Wide,  Double  Row,  Intermediate  Duty . 

Bearing,  Ball  And  Roller,  Rod  En'.,  Anti  Friction,  Airframe  W/DOD  Exception  *  Oct 
74 

Bearing,  Ball,  Airframe,  Antifriction  . . . . . . . . . . 

Bearing,  Boll,  Annular,  Antifriction,  Accessory,  High  Speed  Turbine,  Aircraft . 

Bearing,  Boll,  Annular,  Generator  And  Motor  Generator . . . . . 

Bearing,  Boll,  Annular,  Generator  And  Motor-generator  . . . . . . . 

Bearing,  Ball,  Airframe,  Antifricilon,  External  Self  Aligning,  Extra  light  Duty . 

Bearing,  8a!l,  Annular,  For  Quiet  Operation  . . . . . . 

Bearing,  Ball,  Annular,  Open  Type  (For  Torpedo  Gyroscopes).... . . . . . . 

Bearing,  Boll,  Anti-friction,  Airframe . . . . . . . 

Bearing,  Balt,  Airframe,  Antifriction,  Intermediate  Duty  . . 

Bearing,  Ball,  Airframe,  Antifriction,  Intermediate  Duty  . . . . 

Bearing,  Boll,  Airframe,  Antifriction  Pulley  Type. . . . . . 

Bearing,  Ball,  Airframe,  Antifriction,  Extrc  light  Duty,  Precision  . 

Bearing,  Ball,  Airframe,  Extra  light  Duty  . . . . . . . . . 

Bearing,  Ball,  Annular,  Primarily  For  Aircraft  Motor-generators,  Type  I . . . 

Bearing,  Ball,  Airframe,  Antifriction,  Selfoligning,  Double  Row,  Heavy  Duly  . . 

Bearing,  Ball,  Airframe,  Antifriction,  Double  Row,  Heovy  Duty  . . . . . 

Bearing,  Ball,  Airframe,  Antifriction,  Selfaligning  light  &  Heovy  Duty . 

Bearing,  Boll,  Airframe,  Antifriction,  Exlro  light  Duty  . . . 

Bearing,  Ball,  Airframe,  Antifriction,  Heavy  Duty  . . . . . . . . 

Bearing,  Ball,  Annular,  Primarily  For  Aircraft  Generator,  Type  li . 

Bearing,  Boll,  Bellcrank,  Anti  Friction,  Airframe . . . . . 

Bearing,  Boll,  Thrust,  Metric,  Self-aligning . . . 

Bearing,  Boll,  Thrust,  Inch  And  Metric  Sixes,  Grooved  Race  Surface  Rigid  Or  Flat 
Seat  Type 

Bearing,  Boll,  Thrust,  Inch  Size,  Single  Direction,  Flat  Race  Surface,  Staggered  Ball 
Type 

Bearing,  Double  Row,  Ball,  Sealed  Rod  End,  Anti  Friction,  Self  Aligning . 

Bearing,  Double  Row,  Boll,  Rod  End,  Precision,  Solid  Shank,  Self-aligning, 
Anti-friction,  Airframe,  Type  I,  *65  Degree  To  350  Degrees  F 
Bearing,  Double  Row,  Ball,  Rod  End,  Precision,  External  Thread,  Self  Aligning,  Anti 
Friction,  Airframe,  Type  II  Minus  65  Deg  To  350  Deg  F 
Bearing,  Double  Row,  Ball,  Rod  End,  Precision,  Hollow  Shank,  Self  Aligning,  Anti 
Friction,  Airframe,  Type  lii.  Minus  65  Deg.  To  350  Deg.  F. 

Bearing,  Double  Row,  Boll,  Precision,  Internal  Thread,  Self  Aligning,  Anti  Friction, 
Airframe,  Type  Iv,  Minus  65  Deg.  To  300  Deg.  F 

Bearing,  Fiber  Reinforced  Plastic,  Sleeve,  Plain  Self  lubricating;  8250  Deg.  F . 

Bearing,  Fiber  Reinforced  Plostic,  Sleeve,  Flanged,  Self-lubricating,  oo250  Deg.  F. . 

Bearing,  Jewel  -  Olive  Hole,  Double  Cup. . . . 

Bearing,  Jewel  •  Olive  Hole,  Single  Cup  . . . . . . . . . . 

Bearing,  Jewel  -  Bar  Hole,  Bombe, . . . . . 

Beoring,  Jewel  *  Olive  Hole,  Bombe . . . . . . . 

Bearing,  Jewel  -  Olive  Hole,  Ringstone  . . . . . 

Bearing,  Jewel  *  Vee . . . . . . . . . 

Bearing,  Jewel  -  Bor  Hole  . . . . . . . . . 

8earing,  Jewel-bar  Hole,  Bombe' . . . 

Beoring,  Jewel-bar  Hole,  Bombe' . . . . . . . . 

Beoring,  Jewel,  Sapphire  Or  Ruby,  Synthetic . . . 

Beoring,  Jewel,  Cup  (Industrial  Type)  (Inactive  9-11-69) . . . . 

Bearing,  Jewel,  Bar  Hole  (Inoctive  For  Design)  . . . . . 

Bearing,  Jewel,  Vee  (Industrial  Type)  Inactive . . . . . 

Beoring,  Journo!  Ploin  And  Flanged,  Tfelined . . . . . 

Bearing,  Plain,  Rod  End,  TFE  lined,  Self-oligning . . . . . 

Beoring,  Plain,  (Scif-AUONtNG,  Siceve  &  Thrust)  Seif-lUSxtCATlNG,  nigh  Speed 
Oscillation 

Bearing,  Plain,  Self-oligning,  All-metal . . . . . . 

Bearing,  Plain,  Self-lubricating,  Self-oligning  low  Speed,  Narrow,  Grooved  Outer 
Ring,  *65  Oeg.  To  325  Oeg.  F 

Bearing,  Plain,  Sliding  Spherical,  Self  lubricating.  Self  Aligning,  High  Speed 
Oscillation 

Bearing,  Plain,  Self  Aligning  Grooved  Cuter  Ring . . . 

Bearing,  Plain,  Rod  End,  Self&alignlng,  Seif&lubricating.... . . . . . . 

Beoring,  Plain,  Self-aligning,  Tfe  lined,  Narrcw . . . . . 

Bearing,  Pfcin,  Rod  End,  Self-aligning,  Self -lubricating.  Externally  Threaded,  -65 
Degrees  F  To  Plus  325  Degrees  F 

Bearing,  Plain,  Rod  End,  Self-aligning,  Tfe  Lined,  Externally  Threaded... . . 
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PREP 
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E 

NAS  659-71 

REV  2 

3110 

AS 

05  Dec 

80 

AV 

AS 

11 

L 

MS-19087A 

3110 

OS 

13  Jan 

82 

OS 

99 

ASTM  A485-87 

9640 

MR 

13  Oct 

87 

MR 

OS 

l 

DOD-B-24668 

3130 

SH 

27  Aug 

86 

SH 

AN947 

REV  1 

3120 

AS 

14  May 

71 

AT 

AS 

99 

L 

MIL-8-22446 

3110 

OS 

01  Sep 

64 

OS 

MS-27647C 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

E 

NAS  661-74 

REV  4 

3110 

AS 

05  Dec 

80 

AV 

AS 

11 

Q 

MIL-B-7949E  (1) 

SUPP  1 

3110 

AS 

02  Jul 

87 

AV 

AS 

99 

MIL-B-83175  (1) 

3110 

84 

21  Jun 

85 

AV 

SH 

99 

l 

MIL-8-0022227B 

3110 

AS 

14  Aug 

79 

AS 

Q 

MIL-B-22227A 

3110 

AS 

23  Jan 

76 

AV 

AS 

MS-27648C 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MIL-B-17931E 

3110 

SH 

27  Jul 

87 

AV 

SH 

99 

Q 

MIL-B-16129B 

3110 

OS 

10  Dec 

74 

AT 

OS 

MS-202183 

3110 

AS 

20  Apr 

70 

AT 

AS 

99 

MS-27649D 

31)0 

AS 

28  May 

82 

AV 

AS 

99 

MS-27641D 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-21443 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-21428A 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-27642D 

3110 

AS 

09  Apr 

8) 

AV 

AS 

99 

MS-17107A 

3110 

AS 

20  Apr 

70 

AT 

AS 

MS-27643D 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-27644C 

3110 

AS 

09  Apr 

8) 

AV 

AS 

99 

MS-27645C 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-27646D 

3110 

AS 

30  Nov 

82 

AV 

AS 

99 

MS-276400 

3110 

AS 

09  Apr 

81 

AV 

AS 

99 

MS-17108A 

3110 

AS 

20  Apr 

70 

AT 

AS 

MIL-B-6038A 

3110 

AS 

28  Mar 

61 

AT 

AS 

11 

MS-I7102A 

3110 

AT 

20  Feb 

68 

AT 

MS-17161C 

3110 

AT 

30  Jun 

80 

AT 

99 

MS-17162A 

3110 

AT 

20  Feb 

68 

AT 

99 

Q 

MIL-B-6039D 

3110 

84 

12  Oct 

84 

AS 

99 

MS-21 150C 

3110 

84 

16  Aug 

82 

AT 

AS 

99 

MS-21 151C 

3110 

84 

16  Aug 

82 

AT 

AS 

99 

MS-21152C 

3110 

84 

16  Aug 

82 

AT 

AS 

99 

MS-211530 

3110 

84 

02  Feb 

83 

AT 

AS 

99 

MIL-B-85560/1  (1) 

3120 

AS 

30  Sep 

85 

AV 

AS 

99 

MIL-B-85560/2  (1) 

3120 

AS 

30  Sep 

85 

AV 

AS 

99 

MS-27042C 

NOTICE  1 

6695 

82 

17  Aug 

88 

AR 

SH 

99 

MS-27048B 

6695 

82 

20  Moy 

70 

AR 

SH 

99 

MS-27049B 

6695 

82 

09  Dec 

88 

AR 

SH 

99 

NOTICE  1 

MS-27043B 

6695 

82 

17  Aug 

88 

AR 

SH 

99 

MS-27044C 

6695 

82 

15  Aug 

88 

AR 

SH 

99 

MS-27045B 

6695 

82 

15  Aug 

88 

AR 

SH 

99 

M5-27041D 

6695 

82 

30  Aug 

73 

AR 

SH 

11 

MS-27046B 

6695 

82 

09  Dec 

88 

AR 

SH 

99 

NOTICE  1 

MS-27047B 

NOTICE  1 

6695 

82 

09  Dec 

88 

AR 

SH 

99 

MIL-B-27497C 

6695 

82 

27  Apr 

78 

AR 

SH 

99 

MS-24595B 

6695 

AR 

11  Sep 

69 

AR 

SH 

MS-35450A 

3120 

SH 

17  Aug 

62 

AR 

SH 

MS-24598B 

6695 

AR 

11  Sep 

69 

AR 

SH 

O 

MIL-B  8943A  (3) 

3120 

AS 

10  Feb 

78 

AV 

AS 

99 

O 

MIL-B-8948A  (1) 

3120 

AS 

10  Feb 

78 

AV 

AS 

99 

MIL-B  515155 

3120 

AS 

Ct  Jun 

57 

AV* 

AS 

99 

Q 

MIL-B-8976  (2) 

3120 

AS 

11  Feb 

82 

AV 

AS 

99 

MS-14101G 

3120 

AS 

21  Apr 

07 

AV 

AS 

99 

MIL-B-81819/1 

3120 

AS 

14  Jan 

83 

AV 

AS 

99 

MS-21154D 

3120 

AS 

15  Sep 

80 

AV 

AS 

99 

Q 

MIL-B-81935A 

3120 

AS 

01  Jun 

87 

AV 

AS 

99 

MS-21233B 

3120 

AS 

03  Aug 

67 

AT 

AS 

99 

MIL-B-81935/18 

3120 

AS 

24  Jun 

83 

AV 

AS 

11 

MS-21242C 

3120 

AS 

04  Jun 

82 

AV 

AS 

99 

58 


ALPHABETICAL  LISTING 


TITLE 

Bearing,  Plain,  Self-aligning,  Self-lubricating,  low  Speed  Oscillation,  General 
Specification  For 

Bearing,  Plain,  Self  Aligning . . . . . . . . . . . 

Bearing,  Plain,  Sod  End,  Self-aligning,  Self-lubricating,  Internally  Threaded,  -65 
Degrees  F  To  Plus  325  Degrees  F 

Bearing,  Plain,  Self -aligning.  Grooved  Outer  Ring  Tfe  lined,  Wide . 

Bearing,  Plain,  Self  Aligning,  Becu  Bo'l,  Cres  Race,  (With  Staking  Groove),  -  650 
Deg.  F.  To  Plus  350  Deg.  F 

Bearing,  Plain,  Self-aligning.  Tfe  lined.  Wide . . . . . . . 

8earing,  Plain,  Rod  End,  Self-oltgnmg,  Self-lubricating,  Narrow,  Externally  Threaded, 
-65  Deg.  F.  To  PIUS325  Deg.  f 

Bearing,  Plain,  Self-aligning,  Groove  Outer  Ring,  Tfe  lined,  Narrow . 

Bearing,  Plain,  Rod  End,  Self  Aligning,  Self  lubricating,  Narrow,  Internally  Threaded, 
•65  Deg.  F.  To  Plus  5  Deg.  F. 

Bearing,  Plain,  Self-lubricating,  Sel’-alignlng,  low  Speed,  Wide,  Chamfered  Outer 
Ring,  -65  Deg.  To  325  Deg.  F 

Bearing,  Plain,  Self  lubricating,  Self-aligning,  low  Speed,  Wide,  Grooved  Outer 
Ring,  -65  Deg.  To  325  Deg.  F 

Bearing,  Plain,  Self-lubricating,  Self-aligning,  low  Speed,  Narrow,  Chamfered  Outer 
Ring,  -65  Deg.  To  325  Deg.  F 

Bearing,  Plain,  Rod  End,  Self  Aligning,  Tfe  lined,  Intemolly  Threoded . . . 

Bearing,  Propulsion  line  Shaft,  Oil  Disc  lubricated . . . . . . . 

Bearing,  Roller  Rod  End.  External  Thread  Self-oligning,  Anti-friction,  Airframe,  Heavy 
Duty,  Type  I  -67  Degrees  To  350  Degrees  F,  Sealed 

Bearing,  Roller,  Rod  End,  Antifriction  Seif  aligning.... . . . . 

Bearing,  Roller,  Thrust  . . . . . . . . . 

Bearing,  Roller,  Tapered,  Single  Row  Of  Rollers  (Metric  Series) . . . 

Bearing,  Roller,  Self-aligning,  Airframe,  Antifriction . . . . . . . 

Bearing,  Roller,  Needle,  Airframe,  Antifriction.  Inch . . . . . 

Bearing,  Roller,  Rod  End,  Internal  Thread,  Self  Aligning,  Anti-friction,  Airfrcme 
Heavy  Duty,  Type  li,  *67  Degrees  F  To  350  Degrees  F,  Sealed 

Bearing,  Roller.  Needle,  Assembly  (Thick  Outer  Race) . . . 

Bearing,  Roller,  Rod  End,  External  Thread  Self-aligning,  Anti-friction,  Airframe  Heavy 
Duty,  Type  li,  -67  Degrees  F  To  350  Degrees  F,  Seofed 

Bearing,  Roller,  Tapered . . . . . 

Bearing,  Roller,  Anti-friction,  Rod  End,  External  Thread,  Self-aligning,  Air  Frame,  *67 
Degrees  F  To  350  Degrees  F,  Type  f,  Heovyduty,  Scaled 
Bearing,  Roller,  Self-oligning  Single  Row  Anti-friction,  Sealed  -65  Degrees  To  350 
Dzgrees  F,  Type  1 

Beoring,  Roller,  Needle,  Single  Row,  Heavy  Duty,  Track  Roller,  Seated,  Type  V, 
Antifriction,  Inch 

Bearing,  Roller,  Needle,  Track  Roller  Crown  Radlused  O.d.  Integral  Stud,  Type  VII 
Antifriction,  Inch 

Bearing,  Roller,  Self  Aligning  Single  Row,  Barrel  Roller,  Torque  Tube,  Airframe, 
Antifriction,  Sealed  Type  V 

Beoring,  Roller,  Needle,  Double  Row,  Heavy  Duty,  Track  Roller,  Seoled,  Type  Vi, 
Antifriction,  Inch 

Bearing,  Roller,  Needle,  Track  Roller,  Integrol  Stud,  Sealed,  Type  Viii,  Antifriction, 
Inch 

Bearing,  Roller,  Tapered,  Double  Row  Of  Rollers,  Normal  Angle,  Two  Single  Cones, 
One  Double  Cup,  Non  Adjustable,  Type  764  (TNA) 

Beoring,  Roller,  Topered,  Double  Row  Of  Rollers,  Steep  Angle,  Two  Single  Cones, 
One  Double  Cup,  Non  Adjustable,  Type  767  (TNA) 

8eoring,  Roller,  Tapered  Single  Row  Of  Rollers,  Normol  Angle . . . . . 

Bearing,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Tow  Roller  Retaining  Ribs  On 
Inner  Ring,  Cylindrical  Outer  Ring,  Non-locating 
Bearing,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Cylindrical  Inner  Ring,  Two  Roller 
Retaining  Ribs  On  Outer  Ring,  One  Direction  locating 
Bearing,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Cylindrical  Inner  Ring,  Two  Roller 
Retaining  Ribs  On  Outer  Ring,  Non-locating 

Bearing,  Roller,  Needle,  Track  Roller,  Integral  Stud,  Type  Vii,  Antifriction,  Inch . 

Bearing,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Two  Roller  Retaining  Ribs  On 
Inner  Ring,  One  Roller  Retaining  Rib  On  Outer  Ring,  One  Direction  locating 
Beoring,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  One  Roller  Retaining  Rib  On 
Inner  Ring,  Two  Roller  Refoining  Ribs  On  Outer  Ring,  One  Direction  locating 
Bearing,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Two  Roller  Retaining  Ribs  On 
Inner  Ring,  Two  RoPer  Retaining  Ribs  On  Outer  Ring,  Two  Direction  locating 
Beoring,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Two  Roller  Retaining  Ribs  On 
Inner  Ring,  Two  Roller  Retaining  Snap  Rings  On  Outer  Ring,  Non-locoling 
Beoring.  Roller  Topered,  Sing!*  Row  QfrolWt,  Normol  Angle  I  longed  Cup,  Type 
755  (Tsf) 

Bearing,  Roller,  Tapered,  Single  Row  Ofrollers,  Sleep  Angle,  Type  753  (Tss) , . . 

8eoring,  Roller,  Tapered,  Single  Row  Ofrollers,  Steep  Angle,  Flanged  Cup,  Type  759 
(Tssf) 

Bearing,  Roller,  Needle,  Track  Roller,  Integrol  Heavy  Stud,  Seoled,  Type  lx. 
Antifriction,  Inch 

Bearing,  Roller,  Needle,  Track  Roller,  Sealed,  Type  X,  Antifriction,  Inch  . . . 

Bearing,  Roller,  Tapered,  Two  Rows  Of  Rollers,  Type  757  (TDI)  &  770  (TDIS).......... 

Bearing,  Roller,  Tapered,  Double  Row  Of  Rollers,  Normol  Angle,  Two  Single  Cones, 
One  Double  Cup,  Adjustable,  Type  761  (TOO) 

Beoring,  Roller,  Needle,  Single  Row,  Heavy  Duty,  Type  I,  Antifriction,  Inch................ 

Bearing,  Roller,  Needle,  Single  Row,  Thin  Shell,  Type  11,  Antifriction . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

Q 

MIL-B-81820E  (1) 

3120 

AS 

31  Mar 

88 

AV 

AS 

11 

MS-21 155B 

3120 

AS 

15  Sep 

80 

AV 

AS 

99 

MII-B-81935/2D 

3120 

AS 

01  Jun 

87 

AV 

AS 

11 

MS-21230B 

3120 

AS 

03  Aug 

67 

AT 

AS 

99 

MIL-B-81936/1  (2) 

3120 

AS 

15  Mar 

78 

AV 

AS 

11 

MS-21231B 

3120 

AS 

03  Aug 

67 

AT 

AS 

99 

MII-B-81935/4A 

3120 

AS 

24  Jun 

83 

AV 

AS 

11 

MS-21232A 

3120 

AS 

15  Nov 

65 

AT 

AS 

99 

MIL-B-81935/5B 

3120 

AS 

01  Jun 

87 

AV 

AS 

11 

MS-14102G 

3120 

AS 

21  Apr 

87 

AV 

AS 

99 

MS-14103G 

3120 

AS 

21  Apr 

87 

AV 

AS 

99 

MS-14104G 

3120 

AS 

21  Apr 

87 

AV 

AS 

99 

MS-21243C 

3120 

AS 

04  Jun 

82 

AV 

AS 

99 

L 

MIL-B-18558B 

2010 

SH 

24  Feb 

88 

SH 

MS-212218 

3110 

AS 

19  Nov 

76 

AS 

99 

Q 

M11-B-8952A 

3110 

AS 

19  Nov 

76 

AS 

11 

MII-B-I7380A 

3110 

AT 

7  Apr 

54 

AT 

OS 

99 

DS-3225 

3110 

OS 

13  Jon 

82 

AT 

OS 

99 

Q 

MIL-B-8914B  (2) 

3110 

AS 

12  Sep 

84 

AT 

AS 

99 

Q 

MIL-B-3990D  (1) 

3110 

AS 

12  Sep 

84 

AT 

AS 

99 

MS-212208 

3110 

AS 

19  Nov 

76 

AS 

99 

MS-500072C 

3110 

AT 

24  Jan 

75 

AT 

OS 

11 

MS-21223B 

3110 

AS 

19  Nov 

76 

AS 

99 

Q 

Ff-B-187A 

3110 

/SH 

1  Jul 

60 

SH 

1) 

MS-21429 

3110 

AS 

19  Nov 

76 

AS 

99 

MS-21431 

3110 

AS 

22  Nov 

76 

AT 

AS 

99 

MS-21438A 

3110 

AS 

31  Mar 

81 

AT 

AS 

99 

MS-21447 

3110 

99 

12  Sep 

84 

AT 

AS 

99 

MS-21446 

3110 

99 

12  Sep 

84 

AT 

AS 

99 

MS-21439A 

3110 

AS 

31  Mar 

81 

AT 

AS 

99 

MS-21440A 

3110 

AS 

31  Ma- 

81 

AT 

AS 

99 

L 

MS-19088A 

3110 

OS 

13  Jan 

82 

OS 

l 

MS-17089A 

3110 

OS 

13  Jan 

82 

OS 

99 

MS-19081B 

3)10 

OS 

20  Aug 

76 

AT 

OS 

99 

MS-19074 

3)10 

OS 

30  Apr 

59 

AT 

OS 

MS-19075 

3110 

OS 

30  Apr 

59 

AT 

OS 

MS-19076 

3110 

OS 

30  Apr 

59 

AT 

OS 

MS-21432A 

3110 

AS 

21  Mar 

77 

AT 

AS 

99 

MS-19077 

3110 

OS 

30  Apr 

59 

AT 

OS 

MS-19078 

3110 

OS 

30  Apr 

59 

AT 

OS 

MS-19079 

3110 

OS 

30  Apr 

59 

AT 

OS 

MS-19073 

3110 

OS 

30  Apr 

59 

AT 

OS 

l 

MS-19087A 

3110 

OS 

01  Oct 

86 

AT 

OS 

99 

NOTICE  1 

MS-19083A 

31)0 

OS 

20  Mar 

78 

AT 

OS 

99 

l 

MS-19084A 

NOTICE  1 

3110 

OS 

01  Oct 

86 

AT 

OS 

99 

MS-21441A 

3110 

AS 

31  Mar 

Cl 

AT 

AS 

99 

MS-21442A 

3110 

AS 

Mpr 

31 

AT 

AS 

99 

l 

MS-19035A 

3110 

OS 

13  Jan 

82 

OS 

99 

l 

MS-19086A 

3110 

OS 

13  Jan 

82 

OS 

99 

MS-24461G 

3110 

AS 

16  Jun 

77 

AT 

AS 

99 

MS-24462G 

3110 

AS 

17  Jun 

77 

AT 

,\S 

99 

59 


ALPHABETICAL  LISTING 


TITLE 

Bearing,  Roller,  Needle  Single  Row,  Heavy  Duty,  Self  Aligning,  Type  Jii,  Antifriction, 
Inch 

Bearing,  Roller,  Needle-double  Row,  Heavy  Duty,  Self  Aligning,  Type  lv.  Antifriction, 
Inch 

Bearing,  Roller,  Needle  Single  Row,  Heavy  Duty,  Track  Roller,  Type  V,  Antifriction, 
Inch  (inoctlve  Use  Ms  21438) 

Bearing,  Roller,  Needle  Double  Row,  Heavy  Duty,  Track  Roller,  Type  Vi  Antifriction, 
Inch 

Bearing,  Roller,  Needle,  Thick  Outer  Race  W/rollers  And  Retainer  . . . . . . 

Bearing,  Roller,  Thrust,  Two  Channeled  Race  Surface,  Rigid  Or  Flat  Seat  Type..... . 

Bearing,  Roller,  Needle,  Drawn  Outer  Ring,  Cogod,  Without  Inner  Ring  Open  And 
Closed  End,  Stondard  Type 

Bearing,  Roller,  Needle,  Drawn  Cuter  Ring,  Full  Complement,  Without  Inner  Ring, 
Open  End,  Extra  Precision  Type 

Bearing,  Roller,  Needle,  Thick  Outer  Ring  W/rollers,  Cage  And  Seals . . . . 

Bearing,  Roller,  Needle,  Drawn  Outer  Ring,  Full  Complement,  Without  Inner  Ring, 
Open  And  Closed  End,  Standard  Type 

Bearing,  Roller,  Self-aligning,  Double  Row . . . . . 

Bearing,  Roller,  Thrust,  Ground.  Single  Direction,  Inch  Size,  Flat  Race  Surfoce,  Rigid 
Or  Flat  Seat  Type  ,  With  Retainer 

Bearing,  Roller,  Self&aligning  &  Double  Row,  Airframe,  Antifriction,  Sealed,  Type 

11 

Bearing,  Roller,  Self&aligning  &  Double  Row,  Wide  Inner  Race,  Airframe, 
Antifriction,  Sealed,  Type  111 

Bearing,  Roller,  Self&aligning  &  Double  Row,  Torque  Tube,  Airframe,  Antifriction, 
Sealed,  Type  IV 

Bearing,  Roller,  Self&aligning  &  Single  Row,  Airframe,  Antifriction,  Sealed,  Type  1  .. 

Bearing,  Sleeve  (Steel  Backed)...... . . . . . 

Bearing,  Sleeve,  Washers,  Thrust,  Sintered,  Metal  Powder,  Oil  Impregnated, 

General  Specification  For 

Bearing,  Sleeve,  Plain  And  Flanged,  Self  lubricating  . . . . . . 

Bearing,  Sleeve,  Plain  Type,  Sintered  Bronze,  Oil  Impregnated  . . . . 

Bearing,  Sleeve,  Plain,  Self-lubricating,  325  Degrees  F. . . . 

Bearing,  Sleeve,  Steel-backed  Bimetal,  Split  Type,one  Piece  . . . . . 

Bearing,  Cktre,  Flanged,  Self  Lubricating,  325  Deg.  F  . . . . . 

Bearing,  Sleeve,  Flange  Type,  Sintered  Bronze,  Oil  Impregnated . . 

Bearing,  Sleeve,  Plain,  Bronze . . . . . . . . . . 

Bearing,  Sleeve,  Flanged,  Copper  Alloy  . . . . 

Bearing,  Sleeve,  Plain,  Sintered  Iron  Base,  Oil  Impregnated . 

Bearing,  Sleeve,  (Bronze,  Plain  Or  Flanged) . . . . . 

Bearing,  Sleeve,  Plain,  Tfe  lined  . . . . . . . 

Bearing,  Sleeve,  Engine,  Plain,  1-1/2  Inch  X  3/4  Inch . . . 

Bearing,  Sleeve,  Flanged,  Tfe  lined . . . . . . . 

Bearing,  Spin  (Sidewinder) . 

Bearing,  Spin  (Sidewinder) . . . . . . . . . 

Bearing,  Washer,  Thrust,  Sintered  Bronze,  Oil  Impregnated . 

Bearings  And  Bushings,  Plain,  Preferred  For  Design,  Listing  Of . . . . 

Bearings,  Anti-friction,  Corborizing  Steel  FOR-8  Jon  87 . 

Bearings,  Antifriction,  Associated  Parts  And  Subassemblies,  Preporc  don  For  Delivery 
Of 

Bearings,  Boll,  Annulor  (Genera)  Purpose) . . . 

Bearings,  Boll,  Annulor,  For  Instruments  &  Ppecision  Rotating  Components . 

Bearings,  Control  System  Components,  And  Associated  Hordware  Used  In  The 
Design  And  Construction  Of  Aerospace  Mechanical  Systems  And  Subsystems 

Beorlngs,  Elastomeric  General  Specification  For . . . 

Bearings,  Elastomeric  General  Specification  For . . . . . . . . . . . 

Bearings,  Fiber  Reinforced  Plastic,  Sleeve,  Plain  And  Flonged,  Self-lubricating; 
Generol  Specification  For 

Bearings,  Iron-base  Sintered  (Oil  Impregnated)  -  25  Mor  83 . . . . 

Bearings,  Plain,  TFE  Lined, self  Aligning . . . . . 

Bearings,  Plain,  Self-aligning  (BeCU,  CRES  Roce) . . . . . 

Bearings,  Ploin,  Self  Aligning,  Becu  Boll,  Cres  Roce,  65  Deg.  F  To  Plus  350  Deg.  F  .. 
Bearings,  Pulleys,  And  Cables  (Requests  For  Issue  Other  Than  DOD  Must  Be  Sent 
Via  ASD/ENES,  Wright  Patterson  AFB  OH  45433-6503) 

Bearings,  Roller,  Cylindrical,  And  Bearings,  Rolcr,  Self&  Aligning  . . . . 

Beater,  Forest  Fire  . . . . . . . . . . 

Bedomethasone  Dipropionale  Inholation  Aerosol . . . . . . . . 

Bedomelhasone  Dipropionate  Inholotion  Aerosol,  Nasal  . . . . . . . 

Bed  Pan  . . . . . . . . . . . . . . . . . . . . 

Bed  Plate . . . . . . . . . . . . 

Bed  Shirt,  Cotton  Hospital  (Use  DDD-G-001377)  . . . 

Bed,  Adjustable  . . . . . . . . . . . . . . 

Bed,  Adjustable  (Manual) . . . . . . . . . 

Bed,  Bunk,  Steel,  Square  Tube,  WITH  Er.d  Panels,  Single  &  Double  Deck . . 

Bed,  Bunk,  Steel,  Round  tube.  Single  &  Double  Deck  (Convertible  Type)  . . . 

8ed,  Folding,  Steel, . . . . . . . . . . . . . 

Bed,  Orthopedic . . . . . . . . . . . . . . . . 

Bedpan. . . . . . . . 

Bedpan . . . . . . . . . . . . . . 

Bedpan........ . . . . . . . . . . . 

Bedpan,  Corrosion-resisting  Steel . . . . . . . . . . . 

Bedpans  (Plastic)  . . . . . . . . . 


DOCUMENT 

NUMBER  FSC  PREP  0ATE  CUSTODIAN 


MS  24463G 

3110 

AS 

17  Jun 

77 

AT 

AS 

99 

MS-24464G 

3110 

AS 

17  Jun 

77 

AT 

AS 

99 

MS-24465H 

3110 

AS 

21  Nov 

80 

AT 

AS 

99 

MS-24466H 

3110 

AS 

21  Nov 

80 

AT 

AS 

99 

MS-51961F 

3110 

AT 

30  Apr 

80 

AT 

OS 

99 

MS-I7169A 

3110 

AT 

20  Feb 

68 

AT 

99 

MS-52141 

3110 

AT 

30  Apr 

80 

AT 

OS 

11 

MS-52142A 

3110 

AT 

28  Oct 

86 

AT 

OS 

99 

NOTICE  1 

MS -52 143 

3110 

AT 

28  Oct 

86 

AT 

OS 

11 

MS-17131H 

3110 

AT 

08  Nov 

83 

AT 

OS 

99 

MS-17133B 

3110 

AT 

08  Mor 

68 

AT 

99 

MS-17 103A 

3110 

AT 

18  Oct 

66 

AT 

YD 

99 

MS-28913C 

3110 

AS 

15  Nov 

73 

AT 

AS 

99 

MS-28914C 

3110 

AS 

15  Nov 

73 

AT 

AS 

99 

MS-28915C 

3110 

AS 

15  Nov 

73 

AT 

AS 

99 

MS-28912D 

3110 

AS 

15  Nov 

73 

AT 

AS 

99 

MU.-B-13506C 

3120 

AT 

28  Aug 

84 

AT 

OS 

99 

MIL-B-5687D  (1) 

3120 

84 

06  Apr 

88 

AT 

OS 

99 

MIL-B-81934A 

3120 

AS 

24  Sep 

87 

AV 

AS 

99 

MS-17795A 

3120 

OS 

09  Nov 

84 

AT 

OS 

99 

MIL-B-81934/1C 

3120 

AS 

25  Sep 

87 

AV 

AS 

11 

MS-35794A 

3120 

OS 

03  Nov 

72 

OS 

MIL-B-81934/2C 

3120 

AS 

04  Jon 

88 

AV 

AS 

11 

MS-17796A 

3120 

OS 

09  Nov 

84 

AT 

OS 

99 

MS-35771C 

3120 

AT 

21  Feb 

75 

AT 

AS 

99 

MS-35772C 

3120 

AT 

25  Aug 

80 

AT 

99 

-21782 

3120 

84 

21  Feb 

84 

AT 

OS 

99 

FF-8-195 

3120 

•OS 

8  Feb 

60 

AT 

OS 

MS-212400 

3120 

AS 

08  May 

80 

AV 

AS 

99 

MS-13836D 

2805 

ME 

02  Sep 

83 

ME 

MS-212410 

3120 

AS 

16  Aug 

77 

AS 

99 

Mll-B-85684 

3110 

AS 

19  Nov 

85 

AS 

MIL-B-85107A 

3110 

AS 

26  Feb 

85 

AS 

-21783 

3120 

84 

21  Feb 

84 

AT 

OS 

99 

MIL-STD-1762 

3120 

84 

20  Aug 

79 

AR 

11 

ASTM  A 534-87 

9640 

MR 

12  Aug 

88 

MR 

OS 

99 

MIL-B-197F  (1) 

PACK 

SH 

21  Oct 

80 

AR 

SH 

99 

INI  AMD  2  (CR) 

FF-B-171A  (1) 

3110 

. 

31  Moy 

57 

AT 

SH 

11 

MIL-B-C1793C 

3110 

AS 

25  Sep 

87 

AT 

AS 

99 

INT  AMD  1 

M1L-S7D-1599 

31GP 

84 

30  Apr 

86 

AV 

AS 

99 

NOTICE  3 

M1L-B  8559/8 

3120 

AS 

04  Jon 

88 

AR 

AS 

99 

M1L-B-85598 

3120 

AS 

04  Jan 

88 

AR 

AS 

99 

MIL-8-85560  (1) 

3120 

AS 

30  Sep 

85 

AV 

AS 

99 

ASTM  B439-83 

3110 

YD 

15  Nov 

85 

AT 

YD 

99 

MIL-B-8942A  (2) 

3120 

AS 

10  Feb 

78 

AT 

AS 

99 

Mll-B-81936  (3) 

3120 

AS 

10  Oct 

85 

AV 

AS 

99 

MIL-8-81936/2  (2) 

3120 

AS 

15  Mor 

78 

AV 

AS 

11 

MIL-B-87146  (1) 

31GP 

11 

07  Feb 

86 

11 

NOTICE  1 

FF-B-185  (4) 

3110 

/SH 

26  Dec 

63 

AR 

SH 

11 

MIL-8-3434C 

4210 

ME 

12  May 

81 

ME 

99 

A-A-30020A 

6505 

/DP 

31  Mor 

83 

MD  MS 

03 

A-A-0051753 

6505 

/MB 

19  Nov 

86 

MD  MS 

03 

RR-B-00191E  (1) 

6530 

/DM 

23  May 

72 

MD  MS 

03 

MS-3356 

6615 

AS 

10  Jon 

69 

AS 

DDD-B-145  (1) 

6532 

/DM 

01  Jul 

51 

GL 

MIL-8-36558A 

6530 

DM 

14  Sep 

78 

MD 

MS 

03 

A-A-30110A 

6530 

t 

23  Apr 

85 

MIL-8-28644A 

7105 

YD 

19  Nov 

88 

GL 

YD 

99 

MIL-8- 15228G 

7105 

YD 

17  Nov 

88 

GL 

YD 

99 

MIL-B-1861A 

6530 

DM 

G2  Jun 

64 

MO 

MS 

03 

MIL-8-36492 

6530 

DM 

13  Jun 

66 

MD 

MS 

03 

A-A-51354 

5530 

MB 

14  Mar 

86 

MD 

MS 

03 

A-A-50383A 

6530 

/MB 

31  Jon 

89 

MD  MS 

03 

A-A-51763 

6530 

/MB 

30  Jon 

87 

MD  MS 

03 

RR-B-191B 

6530 

/DM 

28  Sep 

62 

MD  MS 

03 

A-A30058E 

6530 

/MB 

24  Mor 

87 

MD  MS 

03 

60 


ALPHABETICAL  LISTING 


TIRE 


Beds,  Adjustable  (Electric) . . . . . . . 

Bedspread  (lightweight.  Cotton,  White)......... . . . . . . . 

Bedspread,  Cotton,  Colton/rayon,  Cotfon/polyester  Or  Polyester/rcyon  Blend... . . 

Bedspring,  Box-type  . . . . . . . . 

Beef  And  Carrots  In  Gravy,  Thermostabilized,  Tray  Pack......... . . . . . 

8eef  Gravy,  Powder  (For  Oral  liquid  Feeding)  . . . . . 

Beef  In  Barbecue  Sauce,  Thermostabilized,  Tray  Pack  . . . . . . . . 

Beef  in  Barbeque  Sauce,  Thermostobitized,  Troy  Pack  . . . . . . . . 

Beef  liver.  Chilled  Or  Frozen  (Whole) . . . . . . . 

Beef  Patties  In  Broth.thermostabilized,  Traypack  . . . . . . . . 

Beef  Patties,  Dehydrated,  Uncooked . . . . . . . . . . . . 

Beef  Patties,  Precooked,  Dehydrated,  For  Meal,  Ready  To  Eat . 

Beef  Pot  Roost,  With  Gravy,  Thermostabilized,  Tray  Pack . 

Beef  Pot  Roast,  With  Gravy,  Thermostabilized,  Troy  Pack,.... . 

Beef  Slices  With  Barbecue  Sauce  &  Meat  Balls  With  Barbecue  Sauce, 
Thermostabilized,  For  Meal,  Ready  To  Eat 

Beef  Stew,  Cooked,  Dehydrated  (Operational  Ration  Component) . 

Beef  Stew,  Thermostabilized,  Troy  Pack . . . . . . . 

Beef  Stew,  Thermostabilized,  For  Meal,  Ready  To  Eat . . . 

Beef  Stew,  Thermostabilized,  Tray  Pack...... . . . . . . . . . . 

Beef  Strips  With  Green  Peppers  &  Gravy,  Thermostabilized,  Tray  Pack  . . . 

Beef  Strips  With  Green  Peppers  &  Grovy,  Thermostabilized,  Troy  Pack  - . . 

Beef  Swiss  Steak,  With  Gravy,  Thermostabilized,  Tray  Pack . . 

Beef  Swiss  Steak,  With  Gravy,  Thermostabilized,  Troy  Pock . . . . . . 

Beef  Tips  With  Gravy,  Thermostabilized,  Tray  Pack . . . . . . . . . . 

Beef  Tips  With  Gravy,  Thermostabilized,  Troypock  . . . . . 

Beef  With  Rice,  Dehydrated,  Cooked . . . . . . . . 

Beef,  Cooked,  Thermostabilized,  For  Meal,  Ready  To  Eot . . . 

Beef,  Diced,  Dehydrated,  Uncooked . . . . . . . . . . 

Beef,  Diced,  With  Gravy,  Therostobilizsd  For  Meal,  Ready  To  Eot . . . 

Beef,  Ground,  Creamed,  Thermostabilized,  Tray  Pack  . . . 

Beef,  Ground,  Creamed,  Artifiolly  Whitened,  Thermostabilized,  Troy  Pack . . 

Beef,  Ground,  Creamed,  Thermostabilized,  Tray  Pock  . . . . . . . 

Beef,  Ground,  With  Spiced  Sauce,  Thermostob:lized,  For  Meal,  Ready  To  Eat . . 

Beef,  Roast,  Chunked  &  Formed  With  Mushroom  Gravy,  Thermostabilized,  Troy 
Pack 

Beef,  Roast,  With  Mushroom  Grovy,  Thermostobilized,  Tray  Pack.... . . . . 

Beef,  With  Natural  Juices,  Corned,  Chunked,  Formed,  Precooke.*  Frozen . . . . 

Beefsteak,  Dehydrated,  Uncooked  . . . . . . 

Bell,  Electrical,  low  Voltage,  Buzzer,  Electrical,  Low  Voltage . 

Bell,  Sanctus. . . . . . . . . . . . . . 

Belladonna  Alkaloids  With  Phenobcrbital  Tablets . . . . . . . . 

Belladonna  Alkaloids  With  Phenobarbetal  Elixir  . . . . . . 

Bellow  Assembly,  Flexible,  For  Launching  System,  Missile  Mark  17  MODS  0,  1,  2  & 
3 

Bellows,  Expandable  Shelter  (Must) . . . . . . 

Bellows,  Hand;  Foundry,  Section  4  (Part  5) . . . . . . . 

Belt  Assembly,  Troop  And  Turret  Gunner  S  Safety  . . . . . 

Belt  Conveyers,  Placing  Concrete  With  •  1975  (Revised  1985)... . . . 

Belt,  (V)  Industrial  (Norrow  Type)  (5V)  &  (15N)  Sectional  Designation  . . . . 

Belt,  (V)  Industrial  (Multiple  Drive)  (A)  &(13C)  Cross  Section..... . . . . . . 

Belt,  (V)  Industrial  (Multiple  Drive)  (D)  &  (32C)  Cross  Section . . . . 

Belt,  ,v.  Industrial  (Norrow  Type)  ,8V,  And  ,25,  Sectionol  Designation  . . 

Belt,  ,v,  (ndustriol  (Norrow  Type),  ,3V,  And  ,9N,  Sectionc!  Designation . 

Belt,  ,v.  Industrial  (Multiple  Drive)  ,b.  And  ,16C,  Cross  Section.. . 

Bell,  ,v,  Industrial  (Multiple  Drive)  ,c,  And  ,22C,  Cross  Section . . . . . 

Bell,  Abrasive  (Cooled  Cloth,  Power  Machine  . . . . . . . . 

Belt,  Aircraft  Safety,  lap.  Troop  Type  MC&lA . . . . . . . . . 

Belt,  Aircraft  Safety,  Lop,  Troop,  Types  MD*1  And  MD-2 . . . . . . 

Belt,  Aircraft  Sofety,  lop . . 

Belt,  ASrcroft  Safety,  Pilot  S  Automatic  Release,  Cartridge  Operated . 

Belt,  Aircraft  Sofety,  Crewman  S . . . . . . 

Belt,  Coot,  Man  S,  Webbing,  Cotton,  WHITE................. . . . 

Belt,  Coal,  Mon  S,  Wool,  Polyester  Wool . . . . 

Belt,  General  Officer  . . . . . . . . 

Belt,  Gunner  S  Safety  . . . . . . . . . . . . . . 

Bell,  Individual  Equipment,  M*1936  . . . . . . . . . . . . . 

Belt,  Individual  Equipment,  IC'2 . . . . . . . . . 

Belt,  lint-man  S,  And  Strop,  Pole  lineman  S  Type . . . . . . 

Belt,  Man  S,  Ceremonial,  Officers . . . . . 

Belt,  Mon  S,  Waist,  Blue  334  (Army  Band  Uniform)  . . . . . . 

Belt,  Military  Police,  1*3/4  Inch  Wide,  Man  S . . . . . . 

Belt,  Military  Police,  Colton  Webbing,  White . . . 

Bell,  Military  Police  (White).............,  . . . . . . . . 

Belt,  Round  (Dental  Engines) . . . . . . . . . . . . . 

Belt,  Round,  (Engine) . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-30107B 

6530 

t 

23- Apr 

85 

A-A-50864 

7210 

/MB 

31  Oct 

88 

MD 

MS 

03 

DDD-B-151J 

7210 

/NU 

30  Jun 

88 

NU 

99 

AA-B-260F 

7210 

•GL 

30  Jul 

75 

GL 

YD 

99 

MII-B-43062D 

8305 

GL 

14  Mor 

88 

GL 

NU 

99 

l 

MIL-B-44169 

8940 

GL 

30  Jun 

85 

MIL-B-44224A 

8940 

GL 

02  Jun 

88 

Gl 

SA 

50 

l 

PP-8-002212 

8940 

GL 

27  Sep 

84 

Gl 

PP-B-00351 

8905 

/GL 

06  Mor 

63 

GL 

SA 

50 

Mll-B-44353 

8905 

GL 

30  Sep 

88 

GL 

MIL-B-43143E 

NOTICE  1 

8905 

GL 

30  Jun 

86 

GL 

SA 

50 

MIL-B-44078A 

8905 

GL 

30  Sep 

83 

Gl 

SA 

50 

PP-B-002214 

8940 

/GL 

26  Sep 

84 

MIL-B-44229 

8940 

GL 

30  Jun 

86 

GL 

SA 

50 

MIL-B-44057A  (1) 

8940 

GL 

27  Sep 

84 

GL 

SA 

50 

l 

Mll-B-44140 

8940 

GL 

28  Mor 

85 

GL 

l 

PP-B-002215 

8940 

Gl 

27  Sep 

84 

GL 

MIL-B-44059C 

8940 

GL 

05  Oct 

88 

Gl 

SA 

50 

MIL-8-44294 

8940 

GL 

30  Jun 

87 

GL 

SA 

50 

PP-B-002213 

8940 

/GL 

28  Sep 

84 

MIL-B-44228A 

8940 

Gl 

02  Jun 

88 

GL 

SA 

50 

EE-B-002157 

8940 

/Gl 

31  Mar 

83 

GL 

MIL-B-44227A 

8940 

GL 

02  Jun 

88 

GL 

SA 

50 

l 

PP-B-002203 

8940 

/GL 

03  Aug 

84 

GL 

MIL-B-44230A 

8940 

GL 

02  Jun 

88 

GL 

SA 

50 

MIL-B-43750G 

8940 

GL 

29  Jun 

84 

GL 

SA 

50 

MIL-B-44058A 

8905 

Gl 

30  Sep 

83 

Gl 

SA 

50 

MIL-B-43311E 

8905 

GL 

05  Jun 

87 

GL 

SA 

50 

MIL-B-44055A 

8940 

GL 

30  Sep 

83 

GL 

SA 

50 

l 

PP-B-002176A 

8940 

GL 

10  Jun 

85 

MIL-B-44337 

8940 

GL 

22  Aug 

88 

GL 

SA 

50 

PP-B-2176 

8940 

GL 

28  Jun 

83 

MIL-8-44056A  (1) 

8940 

GL 

26  Sep 

84 

Gl 

SA 

50 

Mll-B-44286 

8940 

GL 

29  Jun 

87 

GL 

SA 

50 

EE-B-00218IA 

8940 

/GL 

30  Dec 

85 

l 

M1L-B-44133 

8905 

Gl 

29  Jun 

84 

GL 

MIL-B-43188E 

8905 

Gl 

07  Apr 

8) 

Gl 

SA 

50 

W-B-820A 

6350 

t 

<8  Sep 

78 

MIL-B-43395A 

NOTICE  1 

9925 

GL 

12  Feb 

88 

Gl 

PE 

28 

A-A-30021 

6505 

/MB 

28  Oct 

81 

MD 

MS 

03 

MIL-B-37474 

NOTICE  1 

6505 

DM 

29  Feb 

88 

MD 

MS 

03 

l 

MIL-B-21518A 

1440 

OS 

04  Apr 

61 

OS 

l 

MIL-B-43909A 

5410 

Gl 

26  Se„' 

88 

Gl 

111*8*2)1  (1) 

5120 

% 

04  De 

50 

AN6506 

REV  5 

1680 

82 

02  Dec 

76 

AV 

AS 

99 

ACI  304.4R-75R85 

5610 

YD 

11  Oct 

88 

YD 

MS-39278A 

3030 

AT 

22  Jun 

81 

AT 

99 

MS-392558 

3030 

ME 

22  Jun 

81 

AT 

YD 

99 

MS-39258B 

3030 

AT 

22  Jun 

81 

AT 

YD 

99 

MS-39279A 

3030 

A1 

22  Jun 

81 

AT 

99 

MS-39277A 

3030 

AT 

22  Jun 

81 

AT 

99 

MS-39256B 

3030 

ME 

22  Jun 

81 

AT 

YD 

99 

MS-392578 

3030 

ME 

22  Jun 

81 

AT 

YD 

99 

A-A-1014 

5345 

/84 

21  Apr 

8) 

MR 

99 

L 

MIL-B-8437B 

1680 

82 

22  Nov 

85 

99 

l 

MIL-8-83787  (1) 

1680 

82 

25  Aug 

78 

99 

l 

MS-22033E 

1680 

AS 

06  Apr 

82 

AS 

l 

MS-16036C 

1680 

AS 

16  Oct 

61 

AS 

l 

MS-16070E 

1680 

AS 

20  Apr 

81 

AS 

99 

L 

MIL-B-18184B 

NOTICE  1 

8440 

MC 

23  Oct 

87 

MC 

l 

MIL-B-17693E 

8405 

MC 

13  Feb 

86 

MC 

l 

MIL-B-1462P 

8440 

Gl 

06  Jon 

88 

GL 

AN7508 

1680 

AS 

09  Apr 

52 

AS 

REV  2 

MIL-B-1 107G 

8465 

82 

27  Nov 

86 

Ml 

MC 

99 

MIL-B-43826B 

8465 

GL 

21  Dec 

82 

GL 

NU 

99 

KK-B-151H  (2) 

4240 

/YD 

04  Jun 

82 

EA 

YD 

99 

L 

MIL-B-29378  (1) 

8440 

MC 

21  Nov 

85 

MC 

l 

MIL-B-43515A 

8405 

GL 

22  Mar 

77 

Gl 

MIL-B-1718H 

8465 

GL 

15  Sep 

86 

GL 

MC 

99 

MIL-B-211548 

NOTICE  1 

8465 

MC 

25  Jun 

87 

GL 

MC 

L 

MIL-B-21880D 

8465 

NU 

13  Jun 

78 

NU 

JJ-B-I78B  (1) 

3030 

/DM 

19  Sep 

57 

MD 

MS 

03 

A-A-51644 

3030 

MB 

09  Mar 

87 

MD 

MS 

03 

61 


ALPHABETICAL  LISTING 


TITLE 

Bolt,  Round,  Dental  Engine, . . . . . . . . . . . . 

Belt,  Safety  (linemans) . . . . . . . . . 

Belt,  Safety,  Boat..... . . . . . . . . . . . . . 

Belt.  Safety,  Lap,  Troop,  Type  C&3A.. . . . . . . 

Bell,  Safety,  Shoulder,  Harness,  Troop,  Type  D-2  . . . . . 

Bell,  Seat,  Passenger  Type,  Automotive,  Commercial  Vehicles . . 

Belt,  Security  Police,  2  1/4  Inch  Wide...... . . . . . . 

Bell,  Trousers,  Cotton  Webbing,  With  Clip  . . . . . . . . . 

Belt,  V,  Engine  Accessory  Drive  (0.380  Inch  Nominal  Width)....... . 

Bell,  V.  Engine  Accessory  Drive  (0.500  Inch  Nominal  Width)... . . . 

Belt,  V.  Engine  Accessory  .  'Ive  (11/16  Inch  Nomina!  Width)  . . . 

Belt,  V,  Engine  Accessory  Dr.  e . . . . . . 

Belt,  V,  Engine  Accessory  Drive  (3/4  Inch  Nominal  Width) . . . . 

Belt,  V,  Engine  Accessory  Drive  (0.380  Inch  Nominal  Width) . 

Belt,  V,  Engine  Accessory  Drive  (7/8  Inch  Nominal  Width) . . . . . . . 

Belt,  V,  Engine  Accessory  Drive  (0.500  Inch  Nominal  Width)....... . . . . 

Belt,  V,  Engine  Accessory  Drive  (1  Inch  Nominal  Width) . . . . . 

Belt,  V,  Engine  Accessory  Drive  (7/8  Inch  Nominal  Width) . . . 

Belt,  V,  Engine  Accessory  Drive  (11/16  Inch  Nominal  Width) . . . . . . 

Belt,  V,  Engine  Accessory  Drive  (3/4  Inch  Nomin  Al  Widt) . 

Belt,  V,  Engine  Accessory  Drive  (1  Inch  Nominol  Width). . . . . . 

Belt,  V,  Fractional  Horsepower  (51  Cross-sectional  Designation . . . . . 

Belt,  V,  Fractional  Horsepower  (2L  Cross-sectional  Designation) . . . . . . 

Belt,  V,  Fractional  Horsepower  (3L  And  9R  Cross  Sectional  Designation) . . . 

Belt,  V,  Fractional  Horsepower  (4L  &  13R  Cross  Sectional  Designation) . 

Bell,  V,  Industrial  Drive,  Narrow  Type  . . . . . . . 

Bell,  V,  Industrial  (Multiple  Drive)  E  Cross  Section  . . . 

Belt, aircraft  Safely,  HBU-12/A . . . . . . . . . . 

Belli  For  Coat,  Man’s  All-weather  . . . . . . . . 

Belt:  For  Coat,  Woman's  All-weather............ . . . 

Belting  System,  Ammunition,  Mark  2  Mod  0  (For  20MM  Mark  100  Series 
Ammunition) 

Belting,  Flat,  Conveyor  Or  Power  Transmission,  Cotton  (Solid  Woven) . . . 

Belling,  Flat,  Conveyor,  Rubber  Industrial  Synthetic  Reinforcement . . . 

Belting,  Rubber  Covered,  Conveyor,  Ditching  Machine,  Discharge  With  Cleats  And 
Guide  Strip,  Fully  Molded 

Belts  And  Bands,  Abrasive  (Coated  Cloth,  Power  Machine) . 

Belts,  V  Engine  Accessory  Drivc,minus  40  Deg  F  General  Secificotion  Foor . 

Belts,  V,  Industrial  (Multiple  Drive) . . . . . . . . . . . 

Belts,  V,  Light-duty  Or  Fractional-horsepower  . . . 

Belts,  Vi  Polyurethane,  Metric  . . . . . . . . . . 

Bench,  Work,  General  Purpose . . . . . 

Bend  Data,  Minimum,  Hydraulic,  Pneumotic,  Fuel  And  Oil  Hose.... . . 

Bend,  Electrical  Conduit,  90  Deg.  And  45  Deg.  Zinc  Coated  Thin-woll  Steel  (Emt)  .... 

Bender,  Electrical  Conduit,  Hand  (Portable) . . . . 

Bender,  Thread-forming  Pin,  Dental . . . 

Bender,  Tube,  Hand,  (Portable)  . . . 

Bending  Machine,  Angles,  Bars,  &  Shopcs,  Vertical  Bending  Plane  Or  Horizontal 
Bending  Plone,  Power  Operated 

Bending  Machine,  Sheet  And  Plate,  Cylindrical,  Resilient  Roller . . . . 

Bending  Machines,  Pipe  &  Conduit,  Hydraulic  Or  Mechanical,  Bench  Mounting, 
Pedestol  Mounted,  Or  Porlobte 

Bending  Machines,  Rolory  Head,  Horizontal,  Hydraulicolly  Operated,  Floor  Mounted 
Bending  Machines,  Rotary  Heod,  Tubing,  Hydraulicolly  Operated,  Numerically 
Controlled 

Bending  Of  Pipe  Or  Tube  For  Ship  Piping  Systems . . . . . . 

Bending  Press,  Verticol  Ram,  Hydroulic,  Pipe,  Tubing,  And  Structurol  Shopes . . . 

Bends,  Electrical  Conduit  90  Deg.  And  45  Deg.  Zinc  Coated  Sid  Thk  Wall  Steel........ 

Benite  Strands  . . . . . . . . . . . . . 

Bcnzalkonium  Chloride  Solution,  USP . . . . . . 

Benzene  Hexochloride,  Gamma,  Lotion,  Usp  . . . 

Benzene,  Nitration  Grade  . . . . . . . . . 

Benzene,  loluene.  Xylenes,  Solvent  Napthas  &  Similar  Industrial  Aromatic 
Hydrocarbons,  Acidity  Of  -  29  Oct  82 

Benzil,  Technical . . . . . . . . . . 

Benzion  Tincture  Compound,  USP . . . . . . . . . . . 

Benzocaine  Oral  Topica . . . . . . . . . . 

8enzocaino,  Butamben  And  Tetracaine  Hydrochlorde  Topical  Aerosol . . . . . 

Benzoin  Tincture,  Compound,  Usp  . . . . . . . 

Benzoin  Tincture  Topical  Aerosol . . . . . . . 

Benzoyl  Peroxide  Get . . . .  . . . . 

Benzoyl  Peroxide  Gel,  USP  . . . . . . . . . 

Benzoyl  Peroxide  Gel,  USP  . . . . . . . . . . 

Benzoyle  Peroxide  Cleansing  liquid  . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 
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JJ-B-00178C 

3030 

/DM 

29  Sep 

67 

MD 

MS 

03 

A-A-1977 

4240 

X 

12  Jun 

84 

l 

MII-B-5I492A 

4240 

CG 

20  Nov 

87 

MIL-B-8242C 

1680 

AV 

01  Feb 

79 

AV 

AS 

99 

MU-B-5428B 

NOTICE  1 

1680 

82 

01  Aug 

88 

99 

l 

MS-500030 

2540 

AT 

18  Jon 

66 

AT 

l 

MIL-0-83475  (1) 
NOTICE  1 

8465 

11 

26  Feb 

88 

11 

MIL-B-833G 

*8440 

GL 

27  Moy 

88 

Gl 

NU 

11 

MS-51065D 

3030 

ME 

26  Jon 

81 

ME 

99 

MS-51C46D 

3030 

ME 

26  Jon 

81 

ME 

99 

MS-510570 

3030 

ME 

26  Jon 

81 

ME 

99 

Q 

MIL-B-11040E 

3030 

ME 

15  Oct 

80 

ME 

99 

MS-51058D 

3030 

ME 

26  Jon 

81 

ME 

99 

Z2-B-190/IA 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

MS-51059D 

3030 

ME 

26  Jon 

81 

ME 

99 

ZZ-B-I90/2A 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

MS-51070D 

3030 

ME 

26  Jon 

81 

ME 

99 

ZZ-B-190/5A 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

ZZ-B-190/3A 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

ZZ-B-190/4A 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

ZZ-B-190/6A 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

MS-39243B 

3030 

ME 

22  Jun 

81 

AT 

99 

MS-39240B 

3030 

ME 

22  Jun 

81 

AT 

99 

MS-392418 

3030 

ME 

22  Jun 

81 

AT 

99 

MS-39242B 

3030 

ME 

22  Jun 

81 

AT 

99 

MII-B-52919A 

3030 

ME 

29  Jun 

81 

ME 

99 

MS-39259B 

3030 

AT 

22  Jun 

81 

AT 

YD 

99 

L 

Mlt-B-87167 

1680 

11 

16  Dec 

85 

99 

l 

MIL-B-29407 

NOTICE  1 

8405 

MC 

23  Ocl 

87 

MC 

l 

MIL-B-29408 

NOTICE  1 

8410 

MC 

23  Ocl 

87 

MC 

l 

MIL-B-21418 

1305 

AS 

28  Moy 

58 

AS 

JJ-B-191A 

3030 

X 

01  Mor 

67 

l 

Mll-B-52761 

3030 

ME 

11  Sep 

73 

ME 

MS-3928) 

3030 

AT 

11  Mar 

66 

AT 

99 

P-B-172B 

5345 

m 

16  Mor 

73 

MR 

99 

Q 

ZZ-8-190C 

3030 

/AT 

13  Nov 

81 

AT 

YD 

99 

Q 

ZZ-B-225B 

3030 

/AT 

29  Jon 

80 

AT 

YD 

99 

ZZ-B-215B 

3030 

/AT 

03  Mor 

80 

AT 

YD 

99 

DOD-B-53061 

3030 

AT 

05  Dec 

85 

AT 

YD 

99 

L 

MII-B-4173B  (1) 

7195 

84 

28  Jul 

75 

99 

MS -33790 

4720 

82 

6  Ocl 

58 

AS 

99 

MS-75023A 

NOTICE  1 

5975 

85 

25  Mor 

88 

ME 

85 

GGG-B-175  (3) 

5)20 

•GL 

01  Apr 

64 

GL 

99 

A-A-53233 

6520 

/MB 

29  Sep 

87 

MD 

MS 

03 

GGG-B-19IA 

5120 

•GL 

01  Mor 

63 

Gl 

SH 

99 

(INI.  AMD.  2 
MIL-B-80115B 

3441 

IP 

30  Jun 

86 

AR 

99  GS 

Mll-B-802478 

3441 

IP 

29  Moy 

87 

AL 

SH 

99 

MIL-B-80223A 

3441 

IP 

31  Mor 

86 

AR 

SH 

99 

M1L-B-80083C 

344) 

IP 

15  Aug 

86 

AL 

SH 

99 

MII-B-80161C 

3441 

IP 

11  Sep 

87 

AL 

SH 

99 

l 

MIL-STO-I627B 

4710 

SH 

02  Sep 

81 

SH 

MII-B-80160B 

NOTICE 

3441 

IP 

18  Sep 

87 

AR 

SH 

99 

MS-75022A 

5975 

ME 

08  Jan 

73 

ME 

85 

l 

MIL-B-45451B  (4) 
NOTICE  1 

1375 

AR 

28  Ocl 

88 

AR 

MIL-B-37451 

6505 

DM 

16  Jul 

76 

MD 

MS 

03 

MIL-B-37823 

6505 

DM 

29  Aug 

77 

DM 

MIL-B-3137  (1) 

6810 

AR 

27  Apr 

50 

AR 

OS 

ASTM  0847-82 
NOTICE  2 

8010 

MR 

27  Ocl 

88 

MR 

SH 

99 

l 

MIL-B-565A 

6810 

EA 

30  Sep 

58 

EA 

A-A-53873 

6505 

MB 

31  Mor 

89 

MD 

MS 

03 

A-A-0053414 

6505 

/MB 

01  Jun 

88 

MD 

MS 

03 

A-A-0051783 

6505 

MB 

16  Dec 

86 

MD 

MS 

03 

MIL-B-37798 

6505 

DM 

23  Mor 

88 

MD 

MS 

03 

NOTICE  ) 
A-A-0051568 

6505 

/MB 

14  Jul 

86 

MD 

MS 

03 

Mll-B-37799 

6505 

DM 

25  Jul 

77 

DM 

A-A-53877 

6505 

MB 

31  Mor 

89 

MD 

MS 

03 

A-A-50845 

6505 

/MB 

10  Aug 

82 

MD 

MS 

03 

A-A-51432 

6505 

/MB 

23  Sep 

86 

MD 

MS 

03 

62 


ALPHABETICAL  LISTING 


TITLE 

Benzquinamide  Hydrochloride  For  Injection  . . . . . . . . 

Benztropine  Mesylate  .Tablet}.  Usp . . . . . . 

Benztropine  Mesylote  Tablets,  USP  . . . . . . . . . . . 

Benzyldimethylamine  *  N  . . . . . . . 

Beret,  Man  S  Wool . . . . . . . . . . . 

Beret,  Womon  S . . . . . . . . . . . 

Berm  Liner  Asserblies . . . . . . . . . 

Beryllium  Sheet,  And  Plate,  General  Requirements  For........ . . . . 

Betamethasone  Benzorte  Gel,  USP.. . . . . 

Betamethasone  Benzoate  Gel,  Usp . . . . . . 

Betamethasone  Dipropionate  Lotion,  USP  . . . . . . . 

Betamethasone  Sodium  Phosphate  And  Betamethasone  Acetate  Suspension,  Sterile, 
NF 

Betamethasone  Sodium  Phosphate  &  Betamethasone  Acetate  Suspension,  Sterile, 
USP 

Betamethasone  Valerate  Cream,  Nf . . . . . . . 

Betamethasone  Valerate  Cream,  USP.................. . . . . 

Betaxolol  Hydrochloride  Ophthplmic  Solution . . . . . . . . 

Bethanechol  Chloride  Tablets,  Usp . . . . 

Bethanechol  Chloride  Tablets,  USP..... . . . . . . 

Bevel,  Sliding  T,  Universal  And  Ship  Carpenters . . . . . 

Bevels,  Sliding  T . . . . . . . . . . . . 

8everage  Base,  Grange,  Compressed  (Operational  Ration  Component) . 

Beverage  Base,  Po.vdered  -  (Operational  Rations  Component) . 

Beveroge  Base,  Power,  Apple  Cider,  Natural  &  Artificial  Flavored  (Operational 
Ration  Component) 

Beverage  Bases  (Powdered) . . . 

Beverage,  Nonalcoholic,  Carbonated  (Ginger  Ale  . . . 

Biaxial!/  Oriented  Styrene  Plastics  Sheet  •  26  Jun  81 . . . . . 

Bibliograhy  On  Electromagnetic  Compatibility  (Edition  1)  (Rel  To  Other  Than  DOD 
Refer  To  HQ  USAF/XOXX-ISO  Wash,  DC 

Bicycles,  Men  S,  &  Women  S . . . 

Bill  Of  Material,  Preparation  Of  . . . . . 

Bin,  Display,  Portable,.... . . . . . 

Bin,  Ingredient,  Mobile,  150  And  250  Pound  Capacity . 

Bin,  Ingredient,  Mobile,  250  Lb.copacity  . . . 

Bin,  Storage . . . 

Bin,  Storage  And  Display,  Rotary  . . . . . . 

Bin,  Storage,  Aggregate,  Portoble,  60-TON . . . . . 

Binder  And  Filler,  Flexible,  loose  leaf  Flight  Crew  Check  List . . . 

Binder  Clip . . . . . 

Binder,  Cellulose  Nitrate  Camphor  (For  Pyrotechnic  Mixtures) . . . 

Binder,  Flexible,  Technical  Manual  . . . . 

Binder,  Load . . . . . . . 

Binder,  load . . . . . 

Binder,  Load,  Corgo  Tie  Down,  10,000  Pounds  (44.5  Kn)  Capacity . . . 

Binder,  loose  Leof,  Flexible  Prong . . . . . 

Binder,  Loose  Leaf  (Equipment  Logbook) . . . . 

Binder,  Loose  Leof,  Post,  Solid  And  Telescopic  . . . . 

Binder,  Loose  leof,  (With  Or  Without  Flexible  Pronq)..... . . 

Binder,  Loose  Leaf  (For  Tabuloting  Machine  Paper),  And  Accessories  . . 

Binder,  Loose  Leof,  Sectional  Post  Type . . . . . 

Binder,  Loose  Leaf,  Ring............ . . . . . . . . . 

Binder,  Loose-leaf,  Sectional-post-type . . . . . . . . . . . 

Binder,  Loose-leaf,  Ring.  One-piece  Cover . . . . . . 

Binder,  loose-leof,  Spring  Bock  . . . . . . . . . 

Binder,  Loose-leaf,  Post-type,  (Storage-type) . . . . . . . 

Binder,  Loose-leaf,  Flexible-fope-type . . . . . . . . . 

Binder,  loose-leof,  Post . . . . . . . . . . . . 

Binder,  Loose-leof,  Ring,  Engineer  S  Field  Book . . . . . . . . . 

Binder,  loose-leof,  .Ring,  Engineer  S  Field  Book . . . . . . 

Binder,  Loose-leaf,  Multiple  Ring  Type . . . . . . 

Binder,  Loose-leaf,  Ring  . . . . . . . . . . 

Binder,  Note  Pad,  Spring-back............ . . . . . . . . . 

Binder,  Note  Pod  . . . . . . . . . . 

Binding  Assembly,  Snowshoe  . . . . . . . . . . . . 

Binding  Machine,  Plastic  Binding  Element,  And  Punching  Machine,  Paper  . 

Binding  Textile,  Cotton,  Bias-cut. . . . . . . . 

Binding,  Assembly,  Ski,  Downnil!  &  Cross  Country..... . . . . . . . 

Binding,  Textile,  Bore  Cleaning.  And  Swobs,  Smoll  Arms,  Cleaning . . 
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PREP 
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A-A-51042 

6505 

/MB 

04  Od 

85 

M  D 

MS 

03 

Mll-B-37743 

6505 

DM 

02  Mar 

88 

MD 

MS 

03 

NOTICE  1 

A-A-51541A 

6505 

26  Aug 

87 

Mll-B-81267 

6810 

OS 

10  May 

65 

OS 

MIL-B-43172E 

8405 

GL 

21  Sep 

87 

GL 

11 

MIL-B-83268B 

8410 

11 

30  Sep 

88 

Gl 

NU 

11 

NOTICE  1 

Mll-B-53081 

5430 

ME 

29  Jul 

88 

MIL-B-8964 

9535 

AS 

17  Jon 

69 

AS 

20 

A-A-53868 

6505 

MB 

24  Mar 

89 

MD 

MS 

03 

Mll-B-37859 

6505 

DM 

01  Feb 

78 

ON 

A-A-0053730 

6505 

MB 

31  Oct 

88 

MD 

MS 

03 

MIL-B-37690A 

6505 

DM 

09  Mar 

88 

MD 

MS 

03 

NOTICE  1 

A-A-53869 

6505 

MB 

31  Mar 

89 

md 

MS 

03 

MIL-B-37527 

6505 

DM 

19  Jan 

77 

MD 

MS 

03 

A-A-53704 

6505 

MB 

16  Sep 

88 

MD 

MS 

03 

A-A-0053550 

6505 

/MB 

12  Aug 

88 

md 

MS 

03 

A-A-51762A 

6505 

MB 

02  Jul 

87 

MD 

MS 

03 

A-A-0051762 

6505 

/MB 

01  Dec 

86 

MD 

MS 

03 

GGG-B-211B 

5210 

% 

05  Apr 

67 

INT  AMD  l(GSA) 

A-A-2532 

5210 

• 

15  Jan 

87 

9? 

MIL-B-44135A 

8960 

Gl 

31  Aug 

88 

GL 

MIL-B-35023H 

8960 

GL 

06  Sep 

88 

GL 

SA 

50 

MIL-8-44281 

0960 

Gl 

06  Aug 

87 

GL 

A-A-20098 

8960 

/GL 

08  Apr 

83 

GL 

SA 

50 

A-A-20068A 

-8940 

t 

23  Dec 

83 

ASTM  D1463-81 

9330 

ER 

13  Jan 

83 

ER 

SH 

NAT-STD-3731 

I5DF 

06 

15  Apr 

88 

A-A-271 

2330 

t 

25  Feb 

80 

Mll-STD-295 

DR  PR 

cs 

30  Oct 

56 

OS 

16 

A-A-50074 

7125 

/Gl 

28  Mar 

85 

Gl 

MIL-8-433868 

7320 

Gl 

27  Feb 

87 

GL 

VD 

99 

NOTICE  1 

A-A-50028 

7320 

/GL 

27  Jul 

82 

Gl 

YD 

99 

A-A-51493 

7125 

MB 

20  Jun 

86 

MD 

MS 

03 

GC.G-B-351B 

7125 

•/. 

18  Oct 

63 

MIL-B-13587D  (1) 

3895 

ME 

03  Jon 

77 

ME 

MIL-B-83963A 

7510 

84 

06  May 

86 

GL 

SA 

99 

NOTICE  1 

A-A-403A 

7510 

J 

18  Aug 

86 

MIL-B-10S54 

6850 

EA 

22  Jen 

51 

EA 

MIL-B-83931B 

7510 

84 

22  Jul 

86 

99 

NOTICE  1 

GGGB-325C 

3990 

-ME 

17  Jul 

87 

ME 

SA 

GGG-B-00325 

3990 

ME 

07  Jui 

87 

MIL-B-43021D  (1) 

1670 

Gl 

09  Sep 

81 

GL 

99 

NOTICE  1 

UU-B-340A 

7510 

% 

28  Mor 

73 

MIL-B-43064C  (1) 

7510 

GL 

28  Feb 

83 

GL 

99 

UU-B-00320D  <2> 

7510 

» 

15  Oct 

72 

UU-B-335A 

7510 

*/. 

9  Aug 

57 

INT  AMD  (2) 

UU-B-336D 

7510 

•/. 

24  Sep 

73 

INT  AMD-1 

UU-B-003668  (2) 

75(0 

l 

15  Oct 

72 

UU-B-00356C 

7510 

» 

02  Jun 

83 

UU-B-366A 

7510 

V. 

27  Dec 

62 

UU-6-C01254  <2> 

7510 

t 

06  A';g 

75 

UU-8-368A  (5) 

7510 

% 

04  Aug 

75 

UU-B-370A 

7510 

% 

11  Api 

58 

UU-B-338C 

7510 

•4 

20  Mar 

64 

UU-B-32CA  (4) 

7510 

r. 

15  Mar 

63 

UU-8-342A 

7510 

7. 

07  Sep 

65 

INT  AMD  (1) 

UU-B-C0342C  (1) 

7510 

1 

31  Oct 

75 

UU-B-00344  (2) 

7510 

t 

15  Oct 

72 

UU-B-356A 

7510 

V. 

08  Mar 

67 

INf  AMD  (3) 

RR-B-00300 

7510 

t 

21  Apr 

66 

UU-8-4003 

7510 

-Gl 

25  Aug 

78 

GL 

99 

MIL-B-43246C  (1) 

8465 

GL 

19  Mor 

85 

Gl 

NU 

99 

MII-B-433088 

3610 

GL 

01  Sep 

87 

Gl 

NOTICE  1 

DDD-8-1199A 

8315 

/GL 

27  Feb 

87 

GL 

SA 

11 

NOTICE  1 

A-A-50092A 

8465 

Gl 

25  Mor 

88 

GL 

99 

MIL-8-43318A 

*8315 

GL 

15  Jan 

69 

Gl 

NU 

63 


ALPHABETICAL  LISTING 


HUE 


Binocolor  M19  . . . . . . . . . . . 

Binocular,  Infrared,  M18 . . . . . . . . . 

Binocular,  Prismatic,  Hand-held  (For  Aeronautical  Use)  (7  X  50  And  6  X  42  (Wide 
Field)  (Asg) 

Binocular,  Ship,  20-POWER,  And  Accessories  . . . . . . . . . 

Binoculars,  Electronic  AN/PAS -5 . . . . . . . . 

Bins,  Cabinets,  Shelving,  And  Worktables,  Packoging  Of, . . . . . 

Biodegradability  Abs  &  Las  •  Test  Procedure  &  Standards  •  Jan  66  . . . . 

Biological  Agent,  Simulant,  Bacillus  GLOBIG11,  Dispenser,  AN-M1 . . . 

Biological  Indicators  For  Sterilization  Processes . . . . . . . . 

Bipod,  Rifle,  M2 . . . . . . . 

Birdstrike  Risk/warning  Procedures  (Europe)  (Ed  2)  (Rel  To  Other  Than  Dod  Req  Pri 
Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Bis  (Chloromethyl)  Ether  (Bis  CME)  In  Workplace  Atmosphere  (Gas 
Chromatography  •  Mass  Spectrometry,  Standord  Test  Method  For  •  23  Feb  79 

Bisacodyt  Suppositories,  Nf . . . . . . . . . . 

Bisacodyl  Suppositories,  USP . . . . . . . . . 

Bismuth  Subsalicylate  Tablets . . . . . . . . . . . 

Bismuth  Subsalicylate  Suspension.... . . . . . 

Bistable  Multivibrator  Assembly  Ld  546989  (For  Guidance  Control  Test  Set  Mk  443 
Mod  0  And  Mod  1) 

Bit  Sequencing  Of  The  Code  For  Information  Interchange  In  Serial  By  Bit  Data 
Transmission  (With  ANSI  X3.15-1976) 

Bit,  Auger,  Ship,  With  Screw  Point . . . . . . . . . 

Bit,  Button,  Rock  Drill,  For  Drifter  Drills,... . . . . . . . 

Bit,  Screw-driver . . . . . . . . . . 

Bit,  Screwdriver,  Hi-torque,  Type  I....... . . . . . . . 

Bit,  Screwdriver,  Insert  Type,  Torq-set,  Ribbed,  Offset  Cruciform,  External  Hexagon 
Shank,  Manually  Driven 

Bit,  Screwdriver,  Hi  Torque,  Type  II.. . . . . . . . . . . 

Bit,  Screwdriver  (Torq&set . . . . . . . 

Bit,  Screwdriver,  Phillips . . . . . . . . 

Bit,  Screwdriver,  Phillips,  Ribbed,  Cruciform,  Insert  Type,  External  Hexagon  Shank, 
Manually  Driven 

Bit,  Screwdriver,  Torq  Set . . . . . 

Bit,  Screwdriver,  Phillips,  Specification  For  -  Sep  77  . . . . 

Bit,  Screwdriver,  Hi-torque,  Type  V . . . . . 

Bit,  Screwdriver,  Phillips,  Ribbed,  Cruciform,  Long  Shank,  External  Hexagon  Shank, 
Power  Driven 

Bit,  Screwdriver,  Hex,  External  Hex  Shank,  Manually  Driven . 

Bit,  Screwdriver  (And  Adapter,  Screwdriver  Bit)  . . . . . . . 

Bit,  Screwdriver,  Phillips  Ribbed,  Standard  And  Long  External  Hex  Shank,  Power 
Driven 

Bit,  Screwdriver,  Torq-set,  Ribbed,  Offset  Cruciform,  External  Hexagon  Shank, 

Power  Driven 

Bit,  Screwdriver,  Phillips  Ribbed,  Externo!  Hex  Shank,  Manually  Oriven . . . . 

Bit,  Screwdriver,  Torq-set,  Ribbed,  Offset  Cruciform,  Long  Shonk,  Externol  Hexagon 
Shank 

Bit,  Screwdriver,  Torq-set,  Ribbed,  Externolhex  Shonk,  Manually  D  Riven . 

Bit,  Screwdriver,  Six  Spline,  Straight,  Longexternal  Hex  Shank,  Power  Driven  . 

Bit,  Screwdriver,  Phillips,  Standard  And  Long  Externol  Hex  Shonk,  Power  Driven . 

Bit,  Screwdriver,  Generol  Specification  For . . . . . . . 

Bit,  Star,  Rock  Drill,  X-type,  For  Drifter  Drills  . . . . 

Bit,  Wood-boring,  And  Chisels,  Mortising,  Hollow  . . . . . . . 

Bit,screwdriver,torq  -set, external  Hex  Sha  Nk,  Power  Driven . . . . . 

Bit, screwdriver, torq  -set.  Long  External  Hex  Shank, power  Driven . . . 

Bits,  Screwdriver,  Ribbed  General  Specification  For  . . . . . . . . 

Bitts,  Cleat*,  And  Chocks  . . . . . . . . . . 

Bitumen  Aggregate  Mixtures,  Coating  &  Stripping  Of  -  31  Oct  80  (Reopproved 
1985) 

Bituminous  Distributors,  Practice  For  Determining  Application  Rate  Of  •  27  Apr  79  .. 
Bituminous  Materials,  Standard  Test  Method  For  Specific  Gravity  Of  Semi  Solid  • 

30  Apr  82 

Bituminous  Materials,  Sampling  •  27  Feb  70  . . . . . . 

Bituminous  Mixtures  Using  Marsholl  Apparatus,  Resistance  To  Plastic  Flow  Of  •  30 
Apr  82 

Bftum’ncus  Paving  Mixtures,  Ccsrsc  Aggregate,  Standard  Specification  Tor  -  26  Feb 
88 

8ituminous  Surface  Treatments,  Quantities  Ofmoteriols  For  *  30  Mur  84 . . 

Blackboard,  Portable  . .  . . . . . . . . . . . . . . 

Bladder,  Flotation,  Mk  2  Mod  O  And  Mk  2  Mod  1 . . . . . . . 

Bladder,  Flotation  (Navy) . . . . . . . . 

Blade  &  Frame,  Dental  Laboratory  Saw  (Plastic  &  Sypsum  Materials) . 

Blade  And  Frame,  Dental  Laboratory  Saw  (Die  Materials),....... . . . 

BJodfr,  Bond  Saw,  Carbon  Steel,  Wood  Cutting......... . . . . . . 

Blade,  Circular  Saw,  Woodcutting  . . 

8Iado,  Circular  Saw,  Woodworking  (Tungsten  Carbide  Tipped,  General  Purpose) . 

Blade,  Coping  Sow,  And  Blade,  Jewelers  Sow,... . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Blade,  Gag,  Ring  Retractor  . . ................ . . . . . . 

Blade,  Hand  Hacksaw  And  Blade,  Power  Hacksaw... . . . . . 

Blade,  Jig  And  Saber  Saw,  Tungsten . . . . . . . . . 

Blade,  Mine  Clearing  . . . . . . . . . . . . 

Blade,  Reciprocating  Saw. . . . . . . . . . . 

Blade,  Saw,  Round  (Machine  And  Hand).,,.. . . . . . . . . . . 

Blade,  Saw,  Round  (Machine  And  Hand) . . . . . . . . 

Blade,  Surgical  Knife  . . . . . 

Blade,  Windshield  Wiper,  Light  Duty . . . . . . . . . 

Blade,  Windshield  Wiper,  Heavy  Duty  . . . . . . . . . . 

Blades  And  Frame,  Dental  Laboratory  Sow  . . . . . 

Blades,  Band  Sow,  (Metal  Cutting  •  28  Feb  1985  . . . . 

Blades,  Band  Saw,  Carbon  Steel  ,  Meal  Cutting  . . . . . . 

Blades,  Band-saw,  Composite  Steel,  Metal  Cutting . . . 

Blades,  Band-saw,  Corbon  Steel,  Metal  Cutting  . . . . . . 

Blades,  Laryngoscope,  Miller  . . . . . . . . . 

Blades,  Saw,  Round,  Machine  &  Hand . . . 

Blank,  Centrifugal  Cast,  Rotating  Band..... . . . . . . . . . . . . . . 

Blank,  Rotating  Band,  For  Projectiles . . . . . . 

Blonkers,  Interference,  MX-8757/UPX,  MX-8758/UPX,  And  MX-8758A/UPX. . 

Blanket,  Bed  (Flame  Resistant) . . . . . . . . 

Blanket,  Bed  (Other  Than  All  Wool)  . . . . . 

Blanket,  Bed  (Thermal  Type),  Cotton . . . . . . . . . . . . . . . 

Blanket,  Bed  (Thermal  Type),  Cotton . . . . . 

Blanket,  Bed.  (Wool),  Shrink  Resistant  And  Mothproofed  . . . 

Blanket,  Bed,  Cotton,  Thermal  Weave,  White  . . . . . . 

Blanket,  Casualty,  Lightweight,  Waterproof,  Aluminized  Plastic  . . . . 

Blanket,  Combat  Casualty . . . . . . . . . . . . . . . 

Blanket,  Combot,  Casualty  Lightweight,  Waterproof,  Aluminized  Plastic  . . 

Blanket,  Dog . . . 

Blanket,  Fire  (Wool,  With  Case)  . . . .  . . . . . . 

Blanket,  Mineral-fiber,  Thermal  Insulation  For  light  Frame  Construction  And 
Manufactured  Housing  •  27  Jon  1984 

Blanket,  Mineral  Fiber,  &  Felt  Insulation  (Industrial  Type)  •  29  May  70 . 

Blankets,  Rubber  Insulating  -  28  Aug  81 . 

Blast  Cleaning  Cabinets  . . . . . . . . . . 

Blast  Cleaning  Machine,  Self  Contained  Tumble  Type,  With  Dust  Collector . 

Blast  Cleaning  Machine  . . . . . . . . . . 

Blast  Cleaning,  Near-white,  No.  10,  Surface  Preparation  Specification  -  1  Mar  1985 
Blasting  Agent  -  Tnt . . . . . - . 

Blasting  Machine,  Golvanometer,  Blasting,  Resistor  Assembly  . 

Blasting  Machine,  M32  Parts  And  Assembly . . . 

Blosting  Machine,  50  Cop,  M34 . . . . . . . 

Blasting  Machine,  Handle  Operated,  Metal  Cose  10  Cop  Capacity . . . 

Blosting  Machine,  Auxiliary  Firing,  Emergency . . . . . . 

Bleach,  laundry.  Active  Oxygen  (Sodium  Percarbonate) . . . . . 

Bleach,  loundry.  Organic  Chlorine . . . . . . . . . 

Bleachers,  Portoble . . . . . . . 

Bleed  Air  System,  Load  Anolysis  Of,  Method  For  . . . 

Bleed  Air  Systems,  General  Specification  For  . . . . . 

Blender,  Powered  Mix,  Mechonicotly  Refrigerated  . . . . 

Bleomycin  Sulfate  Sterile,  USP,  15  Units  Of  Bleomycin  . . . . . . 

8lock  And  Tockle  Set,  Lineman, s.  With  Snubbing  Hook . . . . . 

Block  And  Tackle,  With  Load  Locking  Device . . . . . . . . . 

Block  Making  Plant,  Concrete . . . . . . . . . 

Block  Mica  &  Thins,  Natural  Muscovite,  Based  On  Visual  Quality  *  19  Mar  71. . . 

Block  Set,  Radiographic  Positioning . . . . . . 

Block  Terminal,  2  Stud . . . . . . . . . . . . . 

Block,  Bite  . . . . . . . . . . . 

Block,  Breech,  Training,  For  Proiectile  TRAINING, 88  Inch  . . . . 

Block,  Ooiiy,  Sheet  Metoi . . . . . 

Block,  Embedding,  Plastic,  Three  Section . . . . . . . . . 

Block,  Floor,  Wood,  (Hardwood,  Solid,  laminated.  Slat) . . . . 

Block,  Insect  Fixation,  Double  Mounted,  100  S  . . . . . . . . . . 

Block,  Rope,  Tackle,  Packaging  Of . . . . . . . . . 

Block,  Soldering,  Dental . . . . . . . . 

Block,  Soldering,  Dentol . . . . . . . . . . . 

Block,  Soldering,  Dental . . . . . . . . . . . . . 

Block,  Step,  Machinists . . . . . . . . . . . . . . 

Block,  Tackle  (Manila  And  Nylon  Rope} .  . . . . . . . . . . 

Block,  Tackle,  (WiV-rope) . . . . . . 

Block,  Tockle,  Haul .  jck.  For  Wire  Rope . . . . . . . . 

Block,  Tockle,  Synthetic  Rope . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Blade,  Gag,  Ring  Retractor  . . . . . . 

Blade,  Hand  Hackiaw  And  Blade,  Power  Hacksaw...... . . . . . 

Blade,  Jig  And  Saber  Saw,  Tungsten. . . . . . 

Blade,  Mine  Clearing  . . . . . . . . 

Blade,  Reciprocating  Saw. . . . . . . . . . . . . 

Blade,  Sow,  Round  (Machine  And  Hand) . . . . . . . 

Blade,  Saw,  Round  (Machine  And  Hand) . . . . . . . 

Blade,  Surgical  Knife  . . . . . . . . . . . . 

Blade,  Windshield  Wiper,  Light  Out/ . . . . . . . . 

Blade,  Windshield  Wiper,  Heavy  Duty  . . . . 

Blades  And  Frame,  Dental  Laboratory  Saw . . . . . 

Blades,  Band  Saw,  (Metal  Cutting  -  28  Feb  1985  . . . . . . . . 

Blades,  Band  Saw,  Carbon  Steel  ,  Meat  Cutting  . . . . . . . 

Blades,  Band-jaw,  Composite  Steel,  Metal  Cutting . . . . . 

Blades,  Band-saw,  Carbon  Steel,  Metol  Cutting . . . . . . . . . 

Blades,  Laryngoscope,  Miller  . . . . . . . . . . . . 

Blades,  Saw,  Round,  Machine  &  Hand.. . . . . . . . . 

Blank,  Centrifugal  Cost,  Rotating  Band . . . . . . . . . 

Blank,  Rotating  Band,  For  Projectiles . . 

Blankets,  Interference,  MX-8757/UPX,  MX-8758/UPX,  And  MX-8758A/UPX . 

Blanket,  Bed  (Flame  Resistant) . . . . . . . . . . . . 

Blanket,  Bed  (Other  Than  All  Wool)  . . . . . . . . . . 

Blanket,  Bed  (Thermal  Type),  Cotton . . . . . . . . 

Blanket,  Bed  (Thermal  Type),  Cotton  . . . . . . . 

Blanket,  Bed.  (Wool),  Shrink  Resistant  And  Mothproofed  . . . . . 

Blanket,  Bed,  Cotton,  Thermal  Weave,  White  . . . . . . . . . 

Blanket,  Casualty,  Lightweight,  Waterproof,  Aluminized  Plastic . 

Blanket,  Combat  Casualty.. . . . . . . . . . . 

Blanket,  Combat,  Casualty  Lightweight,  Woterproof,  Aluminized  Plastic  . . . 

Blanket,  Dog . . . . . . . . . . . . . . 

Blanket,  Fire  (Wool,  With  Case)  . . . . . . . 

Blanket,  Mineral-fiber,  Thermal  Insulation  For  Light  Frame  Construction  And 
Manufactured  Housing  ■  27  Jan  1984 

Blanket,  Mineral  Fiber,  &  Felt  Insulation  (Industrial  Type)  *  29  May  70 . 

Blankets,  Rubber  Insulating  •  28  Aug  81 . . . . . . . 

Blast  Cleaning  Cabinets . . . . . . . . . . 

Blast  Cleaning  Machine,  Self  Contained  Tumble  Type,  With  Dusl  Collector . . 

Blast  Cleoning  Machine  . . . . . 

Blast  Cleaning,  Near-white,  No.  10,  Surface  Preparation  Specification  •  1  Mar  1985 
Blasting  Agent  •  Tnt . . . . . . . . . . 

Blasting  Machine,  Galvanometer,  Blasting,  Resistor  Assembly  . . . . . . 

Blasting  Machine,  M32  Parts  And  Assembly . . . 

Blasting  Machine,  50  Cap,  M34 . . . . . 

Blasting  Machine,  Handle  Operated,  Metol  Case  10  Cop  Capacity . 

Blasting  Machine,  Auxiliary  Firing,  Emergency . . . . . . . . 

Bleach,  Laundry,  Active  Oxygen  (Sodium  Percarbonate) . . . . . 

Bleach,  Laundry,  Organic  Chlorine  . . . . . . 

Bleachers,  Portable . . . . . . . . 

Bleed  Air  System,  Load  Analysis  Of,  Method  For  . . . . . 

Bleed  Air  Systems,  Generol  Specification  For  . . . . . . . . . . 

Blender,  Powered  Mix,  Mechanically  Refrigerated . . . . . . . 

Bleomycin  Sulfate  Sterile,  USP,  15  Units  Of  Bleomycin . . . 

Block  And  Tackle  Set,  Lineman, s.  With  Snubbing  Hook . . . 

Block  And  Tackle,  With  load  Locking  Device . . . . . ..... 

Block  Making  Plant,  Concrete . . . . . . . . . 

Block  Mica  &  Thins,  Naturol  Muscovite,  Based  On  Visual  Quality  *  19  Mar  71, . 

Block  Set,  Radiographic  Positioning . . . . . . . . . . . . . 

Block  Terminal,  2  Stud . . . . . . . . . . . . . . 

Block,  Bite  . . . . . . . . . . . . . 

Block,  Breech,  Training,  For  Projectile  TRAINING.88  Inch . . . . . .... 

Block,  Dolly,  Sheet  Metol............. . . . . . . . . 

Block,  Embedding,  Plastic,  Three  Section  . . . . . . . . . . 

Block,  Ffoor,  Wood,  (Hardwood,  Solid,  Laminated,  Slat)...... . . . . . . . . 

Block,  Insect  Fixation,  Double  Mounted,  100  S  . . . . . . . . 

Block,  Rope,  Tackle,  Packaging  Of . . . . . . . . . . 

Block,  Soldering,  Dental.... . . . . . . . . . . . . 

Block,  Soldering,  Dental . . . . . . . 

Block,  Soldering,  Dentol . . . . . . . 

Block,  Step,  Machinists..................... . . . . . . . . . . . . 

Block,  Tackle  (Manila  And  Nylon  Rope).....  . . . . . . 

Block,  Tackle,  (Wir^-rope) . . . . . . . . . . . 

Block,  Tackle,  Haul .  jck.  For  Wire  Rope . . . . . . . . . 

Block,  Tackle,  Synthetic  Rope...... . . . . . . 
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ALPHABETICAL  LISTING 


HUE 

Boord,  Chart,  Mark  6A,  Mark  6B  6  Mark  6C  . . . . . . 

Board,  Component,  10548362  . . . . . . . . . 

Board,  Composition,  Water-reiiitant,  Solid  (For  Filler  Or  Cushioning  Pads)  . 

Board,  Food  Slicing  . . . . . . . . . . . . . . 

Boord,  Prepacking  (Poperboard  &  Molded  Pulp  Trays)  . . . . . . 

Board,  Terminal,  5  Stud . . . . . . . 

Board,  Terminal,  6  Stud  (Asg) . . . . 

8oard,  Water-resistant  Gypsum  Backing,  Standard  Specification  For  -  26  Jul  85 . 

Boards,  Food  Slicing  . . . . . . . . . . . 

Boat  &  Craft,  Preparation  For  Delivery  Of  . . . . 

Boot  Arrowheads  And  Arrownocks  (Tails),  Marine  Hardware  . . . 

Boat  Cloth  . . . .  . . . . 

Boat  System,  Utility,  Normmol,  20  Foot  Reinforced  Plastic  With  100  Horsepower 
Outboard  Engine  A  ‘ruiler 

Boat,  Bridge  Erection,  inboard  engine.  Aluminum,  27  Ft.  (ABCA-141) . ..... 

Boot,  Bridge  Erection,  US  CSB,  MK-1  . . . . . . 

Boat,  6ridge,  Erection,  Inboard  Engine,  Aluminum,  27  Ft.  . . . . 

Boat,  Landing,  Inflatable,  C02,  7-PERSON  Capacity . 

Boat,  Landing,  inflatable,  Assault  Croft,  15  Mon . . . . . . . . . 

Boot,  Reconnaissance,  Pneumatic,  3  Man . . . . . . . 

Boat,  Reconnaissance/  Land/  Assoult,  Inflatable:  3-,  7*,  15-  Person.. . 

Boatswains  Pipe . . . . . . . . 

Body  Armok,  Fragmentation  Protective,  Groin..., . . . . . 

Body  Armor,  Bonnet,  For  Explosive  Ordnance  Disposal  (Eod)  Units . . . 

Body  Armor,  Chest  Piate  U  Face  Shield,  Explosive  Ordnance  Disposol  . . 

Body  Armor,  Coat,  For  Explosive  Ordnance  Disposol  (EOD)  Units  . . 

Body  Armor,  Coal,  For  Explosive  Ordnance  Disposol  (Eod)  System  . . . 

Body  Armor,  Fragmentation  Protective,  Undergarment,  Combat  Vehicle  Crewmen's.... 

8ody  Armor,  Fragmentation  Protective  Vest,  Ground  Troops . 

Body  Armor,  Small  Arms  (Hand  Gun)  Protective,  Undergarment,  MP-1 . . . 

Body  Armor,  Smo'l  Arms  Protective,  Aircrewmon.. . . . . . . . . 

Body  Armor,  Trouser*,  Explosive  Ordnance  Disposal  (Eod)  System . 

Body  Assemblie  General  Pu.pose  Grenade,  M73  &  M 75  (Practice) . 

Body  Assembly  (Dummy),  Alternative,  For  M132,  Parts  For  And  Loading  Assembling 
And  Pocking 

Body  Assembly  For  Mine,  Anti  Personnel,  8LU-92/B  . 

8ody  Assembly  IR,  11743800 . . . 

Body  Assembly  Mine,  Anti  Personnel,  HE,  M74 . . . . . . . 

Body  Assembly.  10541950 . . . . . . 

Body  Assembly.  11744900  (Periscope.  M35E1) . . . . 

Body  Assembly.  8619920 . . . . . . . . . 

Body  Assembly.  8619880 . . . . . 

Body  Assembly,  M674  /  >  'A675  Cartridges. . . . . . . . . . 

Body  Assembly,  To“\  »  *,  10513599  . . . 

Body  Assembly,  Tar.  Pei.  ,  10513620  . 

Body  Assv  Jy,  11747350  (Daylight) . . . . . . . 

Body  Assembly,  10516210  (Periscope  M32) . . . 

Body  Assembly,  10516576  (Periscope,  M32C) . . . . . 

Body  Section,  Training,  Atomic  Drojectile,  Front . . . 

Body,  Antipersonnel  Mine,  Practice,  M33  Parts  For  Loading,  Assembling,  And 
Pocking 

Body,  Cluster  rilling  One  Woy,  Flare  . . 

Body,  Cluster  Fitting  Two  V/oy  90  Deg.,  Flore . . . . . . 

Body,  Cluster  Fitting  Two  Way  180  Deg.,  Flare . . . . . . . 

Body,  Cluster  Fitting  Three  Way,  Flare..... . . . 

Body,  Cluster  Fitting,  Two-way,  130  Deg.,  Internal  Boss  (Asg)  . . . . 

Bod/,  Cluster  Fitting,  Two  Woy  90  Deg.,  Internal  8oss  (Asg; . . . . 

?i>d  >,  Cluster  Fitting,  Three  Wc,  Internal  Boss  (Asg)  . . . . . . 

Body,  Ouster  Fitting,  One  Way,  Flareless  . . . . . . . . 

Body,  Cluster  Fitting,  wo  Way,  90  Deg.,  Flareless . . . . . 

Body,  Cluster  Fitting,  Two  Woy,  180  Ueg.,  Floreless  (Inactive  For  New  Design  Afrer 
31  Dec  /9S7) 

Body,  Cluster  Fitting,  Threc-woy,  Flareless . . . . 

Bod1'  Cluster  Fitting,  One  Way,  Internal  Boss  l*sg) . . . . . . . . 

Bocy,  NPT,  Nylon  Stuffing  Tube  . . . . . . . . . 

Body,  Nitrogen  And  Pneumatic  Servicing  Adapter,  Usaf  Ground  Equipment  To  Rof 
Aircraft 

3ody,  Nyion  Stuffing  Tube,  90  Deg.  . . . . . . . . 

Body,  Nylon  Stuffing  Tube  (Inactive  After  20  Jan  19671  (Use-MIL>S*19622/5). . 

Body,  Nylon  Stuffing  Tube,  Y  Type . . . . . . . . . . . 

Body,  Ogive  Motched  Machined  Assembly  For  XM454  Prejecti,e . . . 

Body,  Pari  Of  Series  C  Connectors . . . . . . . . .  . . . . 

Body,  Port  Of  Series  C  Connectors . . . . . . . . . . 

Body,  Part  Of  "'eries  Hn  Connectors  ......  . . . . . . . 

Cody,  Senes  C  Connectors..... . . . . . 

3ody,  Straight,  Nylon  Stuffing  Tube . . . . . . . . . . . 

Body,  Von  VckMe  mounted,  ISO  Size  40  . . . . . . . . . . . . 

Body,  Von,  Truck-mounter1  Mcp  Reproduction . . . . . . 

Cody,  Van,  ’'chicle  Mounted,  ISO  Size  iO. . . . . . . . . 

3ody,  Vow,  ehlclc  Mounted,  ISO  5’V  ?0.. . . . . . . 

Body,  Van,  shtdc-mounled,  ISO  Su  30 . . . . . . . . . 
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AV  AS 

AV  AS 
AS 
SH 
AS  11 

SH 

SH 

SH 

AR 

CK  EC  85 
CR  EC  85 
CR  EC  85 
CR  EC  85 
SH 
ME 
ME 
ME 
ME 
ME 


G7 
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ALPHABETICAL  LISTING 


TITLE 


Body.locded  Assembly,  Generol  Purpose  Grenade,  M73  . . . . . . 

Boiler  And  Related  Equipment,  Packaging  Of.... . . . . . . . 

Boiler  Feedwater  &  Boiler  Water  EDTA  Hardness  Test  Kit  &  Components.. . 

Boiler  Scale  Removing  Compound  . . . . . . . . . . . 

Boiler  Tubes,  Electric  Resistance  Welded  Carbon  Steel  &  Carbon  Manganese  Steel  - 
30  Aug  85 

Boiler  Water  Treatment  Chemicals . . . . . . . 

Boiler,  Fluidized  Bed,  Stecm  &  Hot  Water,  High  &  Low  Pressure,  Firetube,  Packaged 
Type  (2.000,000  To  50,000,000  BTU/H 

Boiler,  Heating  10,000,000  BTU  Per  Hour  Max . . . . . . . 

Boiler,  Heating,  Low  Pressure,  Hot  Water  Naval  Shipboard  . . . 

Boiler,  Kettles,  And  Pots,  (Aluminum  A  Loy) . . . . . . . . 

Boiler,  Steam  &  Hot  Water,  High  3.  Low  Pressure,  Firetube,  Pockogedtype . . . . 

Boiler,  Steam  &  Hot  Water,  High  &  Low  Pressure,  Forced  Circulation,  Packaged 
Type  (400,000  BTU  Per  Hour  &  Over  Output  Capacity) 

Boiler,  Stecm,  High  Pressure,  Auxiliary  Fire  Tube  Type,  Nava!  Shipboard . 

Boiler,  Steam,  High  Pressure,  Water  Tube  Type,  Auxiliary  Navy  Shipboard  ............. 

Boiler,  Steam  High  Pressure,  Naval  Ship  Propulsion  . . . 

Boiler,  Steam,  High  Pressure,  Water  Tube,  forced  Circulation  Type,  Auxiliary,  Naval 
Shipboard 

Boiler,  Steam,  High  Pressure  Water  Tube,  Packaged  Type,  (5,000  To  50,000  Pounds 
Per  Hour  Fired  By  Coal,  Oil,  Gas  Or  Combination  Oil/gos) 

Boiler,  Steam,  low  Pressure,  Firetube . . . . . . . . . . . . 

Boiler,  Superheater,  &  Heat  Exchanger  Tubes,  Seamless  Ferritic  &  Austenitic  Alloy 
Steel  •  29  Jul  83 

Boilers,  Steam,  Watertube,  Packaged  Type  (Output  5,000,000  To  125,000,000 
BTU/HR,  Operating  Pressure  100  To  900  PSIG) 

Boll  &  Clevis  . . . . . . . . . 

Bolt  &  Cres  Hex  Head  .750*16  (Inc* 'live  12*27*66)  . . 

Boll  &  Machine,  Aircraft  . . . . . . . . . 

Bolt  &  Machine,  Close  Tolerance,  Aircrofi, . . . . . . . . 

Bolt  &  Shoulder,  Anchor  Light  Mounting  . . . . . . 

Bolt  &  Studs,  Steel,  Quenched  &  Tempered  -  25  Mar  83  . . 

Boll  *  Cres  Drilled  Hex  Head,  1  Hole,  .190*32  (Inactive  After  27  Dec  1966) . 

Bolt  -  Cres  Drilled  Hex  Head,  6  Holes,  .500-20  (Inactive  After  27  Dec  1966) . 

Bolt  ■  Cres  Drilled  Hex  Head,  6  Holes,  .5625*18  (Inactive  After  27  Dec  1966) . 

Bolt  *  Cres  Didled  Hex  Head,  6  Holes,  .625*18  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Head,  6  Holes,  .750-16  (Inactive  After  27  Dec  1966) . . 

Bolt  •  Cres  Drilled  Hex  Head,  1  Hole,  .250*28  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Heod,  1  Hole,  ,3125*24  (Inactive  After  27  Dec  1966) . 

Bolt  -  Cres  Drilled  Hex  Head,  1  Hole,  .375*24  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Head,  1  Hole,  .4375*20  (Inactive  After  27  Dec  1966)..... . 

Bolt  •  Cres  Drilled  Hex  Heod,  1  Hole,  .500*20  (Inactive  After  27  Dec  1966) . . . 

Bolt  •  Cres  Drilled  Hex  Heod,  1  Hole,  .5625*18  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Head,  1  Hole,  .625*18  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Heod,  1  Hole,  .750-16  (Inactive  After  27  Dec  1966) . 

Bolt  -  Cres  Drilled  Hex  Head,  6  Holes,  .190*32  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Head,  6  Holes,  .250-28  (Inactive  After  27  Oec  1966) . . 

Bolt  •  Cres  Drilled  Hex  Head,  6  ”  *les,  .3125*24  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Drilled  Hex  Head,  6  Holes,  .375*24  (Inactive  After  27  Dec  1966) . 

Bolt  -  Cres  Drilled  Hex  Head,  6  Holes,  .4375*20  (Inactive  After  27  Dec  1966) . 

Bolt  •  Cres  Hex  Heod,  Drilled  Shank,  .250*28  (Inactive  12*27*66) . . . 

Bolt  *  Cres  Hex  Head,  Drilled  Shank,  .3125*24  (Inactive  12*27*66) . . . 

8o!t  *  Cres  Hex  Heod,  Drilled  Shank,  .190*32  (Inactive  12*27*66) . 

Boll  *  Cres  Hex  Head,  .190*32  (Inactive  After  27  Dec  1966) . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

Mll-B-64043  (1) 

1330 

AR 

01  Nov 

84 

AR 

MIL-B-3180D 

4520 

ME 

1 1  Jun 

82 

ME 

YD 

99 

L 

Mll-B-24617 

6630 

SH 

10  Mar 

83 

SH 

L 

MII-B-24155B 

6850 

SH 

27  Oc! 

86 

SH 

ASTM  A178/A178M-85B 

4710 

MR 

18  Sep 

85 

MR 

SH 

ABC-STD-6F 

ISDN 

SH 

22  Sep 

83 

Mll-B-29205 

4410 

YD 

17  Dec 

36 

ME 

YD 

99 

MIL-B-18897E 

NOTICE  1 

4520 

YD 

17  Dee 

86 

YD 

99 

L 

MIL.B-I7748C  (1) 

4520 

SH 

05  Nov 

62 

SH 

RR-B-500A  (1) 

7330 

*Gl 

04  Oct 

73 

Gl 

SA 

99 

MIL-B-17452D 

4410 

YD 

29  Jul 

83 

ME 

YD 

99 

MIL-B-17228E 

•4410 

YD 

10  mu g 

84 

MO 

YD 

99 

L 

MIL-B-16907G 

4410 

SH 

27  May 

88 

SH 

L 

MIL-B-16747C 

4410 

SH 

22  Apr 

63 

SH 

L 

MIL-B-18381D 

4410 

SH 

23  Sep 

75 

SH 

l 

MIL-B-21331C 

4410 

SH 

19  Jun 

67 

SH 

MILB-23I70A 

NOTICE  1 

4410 

YD 

17  Dec 

86 

MF 

YD 

99 

MII-B-16220F 

4520 

YD 

25  Aug 

88 

ME 

YD 

99 

ASTM  A213-83 

4710 

SH 

08  Nov 

83 

MIL-B-17095F/G 

4410 

YD 

07  Apr 

87 

ME 

YD 

99 

AN21 

5306 

82 

25  May 

83 

AV 

99 

THRU  37  REV  7 
AN10540I 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

-  105500  REV  2 

AN3 

5306 

AS 

01  Mo  r 

67 

AV 

AS 

99 

THRU  20  REV  9 

AN173 

5306 

AS 

21  Jun 

66 

AV 

AS 

99 

THRU  186  REV  6 

AN555 

5306 

AS 

05  Oct 

82 

AS 

99 

REV  4 

ASTM  A449-83A 

5306 

AR 

08  Aug 

83 

ME 

YD 

99 

AN106401 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

.  106500  REV  2 
AN107801 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

•  107900  REV  2 
AN107901 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

-  108000  REV  2 
AN108001 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

-  108100  REV  2 
AN108101 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

.  108200  REV  2 
AN106501 

5306 

99 

27  Dee 

66 

AV 

AS 

99 

•  106600  REV  2 
AN106601 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

■  106700  REV  2 
AN106701 

5306 

99 

27  Dec 

66 

AS 

99 

-  106800  REV  2 
AN106801 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

.  106900  REV  2 
AN106901 

5306 

11 

30  Jun 

86 

AV 

AS 

11 

-107000  REV  3 

AN  107001 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

-  107 10C  REV  2 
AN107101 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

•  107200  REV  2 
AN107201 

5306 

99 

27  Dri 

66 

AV 

AS 

99 

-  107300  REV  2 

AN  107301 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

•  107400  REV  2 
ANI07401 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

-  107500  REV  2 
AN10750I 
.  107 600  REV  2 

5306 

99 

27  Oec 

66 

AV 

AS 

99 

AN107601 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

•  107700  REV  2 

AN  107701 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

•  107800  REV  2 
AN105601 

5306 

99 

27  Dee 

66 

AV 

AS 

99 

AN115650  REV  1 

AN  105701 

AN  105800  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN  105501 

AN  105600  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN10460! 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

.  104700  REV  2 


68 


ALPHABETICAL  LISTING 


TITLE 

Bolt  •  Crej  Hex  Head,  .250-28  (Inactive  After  27  Dec  1966)....... . 

Bolt  -  Cret  Hex  Head  .3125-24  (Inactive  After  27  Dec  1966)  . . 

Bolt  -  Cres  Hex  Head  .375-24  (Inactive  12*27-66) . . . . 

Bolt  -  Cres  Hex  Head.  Drilled  Shank.  .375-24  (Inactive  12-27-66) . 

Bolt  -  Cres  Hex  Head,  Drilled  Shank,  .4375-20  (inactive  12-27-66)  . . 

Bolt  *  Cres  Hex  Head,  Drilled  Shank,  .500*20  (Inactive  12-27-66) . . 

Bolt  -  Cret  Hex  Head,  Drilled  Shank,  .5625-18  (Inactive  1 2‘V-6t) . . . 

Bolt  -  Cret  Hex  Head,  Drilled  Shank,  .625-’i8  (Inactive  12-27-60; . . . . 

Boll  •  Cret  Hex  Heao  .4375-20  (Inactive  12-27-66) . . . 

Bolt  •  Cret  Hex  Head  .5000-20  (Inactive  12-27-66) . . 

Bolt  •  Cret  Hex  Head  .5625-18  (Inactive  12-27-66) . . . 

Boll  •  Cret  Hex  Head  .625-18  (Inactive  12-27-66) . . . . . . 

Bolt  •  Cret  Hex  Head,  Drilled  Shank,  .750*16  (Inactive  After  27  Dec  1966) 

Boll  -  Drilled  Hex  Head,  1  Hole,  .5625-18  (Incctive  3-3-69) . . 

Boll  -  Drilled  Hex  Head,  1  Hole,  .190-32  (Inactive  3-3-69) . . 

Bolt  -  Drilled  Hex  Head,  1  Hole,  .625*18  (Inactive  3-3*69) . . . 

Bolt  -  Drilled  Hex  Head,  1  Hole,  .750-16  (Inactive  3-3-69) . . . 

Bolt  -  Drilled  Hex  Head,  1  Hole,  .250-28  (Inactive  3-3-69) . 

Bolt  -  Drilled  Hex  Head,  1  Hob,  .3125-24  (Inactive  3-3-69) . . . 

Bolt  -  Drilled  Hex  Heod,  1  Hole,  .375-24  (Inactive  3-3-69) . 

Bolt  *  Drilled  Hex  Heod,  1  Hole,  .4375-20  (Inactive  3-3-69) . 

Bolt  -  Drilled  Hex  Heod,  1  Hole,  .500-20  (Inactive  3-3-69) . 

Bolt  -  Drilled  Hex  Head,  6  Holes,  .190-32  (Inactive  3-3-69) . . . 

Bolt  -  Drilled  Hex  Head,  6  Holes,  .250-28  (Inoctive  3-3  69) . . . 

Bolt  •  Drilled  Hex  Heod,  6  Holes,  .3125-24  (Inactive  3-3-6*) . 

Bolt  Drilled  Hex  Head,  6  Holes,  .375-24  (Inactive  3-3-69).... . 

Bolt  -  Drilled  Hex  Heod,  6  Holes,  .4375-20  (Inactive  3-3-69) . 

Bolt  ■  Drilled  Hex  Heod,  6  Holes,.. 500-20  (Inactive  3-3-69) . *  . 

Bolt  •  Drilled  Hex  Heod,  6  Holes,  .5625-18  (Inactive  3-3-69) . 

Bolt  -  Drilled  Hex  Heod,  6  Holes,  .625-18  (Inactive  3-3-69) . . . 

Bolt  -  Drilled  Hex  Heod,  6  Holes,  .750-16  (Inactive  3-3-69).... . . . 

Bolt  •  Fluid  Passoge  . . . . . . . . 

Bolt  -  Hex  Heod  .250-28  (Inoctive  AFTER3  Mar  1969)  . . . . 

Bolt  ►  Hex  Heod  .3125-24  (Inactive  After  3  Mor  1969) . . . . . 

Bolt  -  Hex  Head  .375-24  (Incctive  AF7ER.3  Mor  1969) . 

Bolt  -  Hex  Heod  .4375-20  (Inactive  After  3  Mar  1969) . . . . 

Bolt  -  Hex  Head  .500-20  (Inactive  After  3  Mor  69.. ....  . . . 

Bolt  -  Hex  Head  ,562o-18  (Inactive  After  3  Mo*-  1969) . . . . . 

Bolt  -  Hex  Heod  .625-18  (Inactive  After  3  Mor  1969). . . . . . . 

Bolt  -  Hex  Heod,  Drilled  Shonk,  .190*32  (Inactive  After  3  Mar  1969) . 

Bolt  •  Hex  Head,  .190-32  (Inactive  After  3  Mor  1969)  . . 

Bolt .  Hex  Heed,  Drilled  Shonk,  .250-28  (Inactive  3-3-69) . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AN104701 
.  104800  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN104801 
-  104900  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN104901 
.  105000  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN105801 
-  105900  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN  105901 
.  106000  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN106001 
-  106100  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN106101 
-  106200  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN106201 
-  106300  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN105001 
-  105100  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN105101 

AN105200  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN105201 
-  105300  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN105301 
-  105400  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN  106301 
-  106400  REV  2 

5306 

99 

27  Dec 

66 

AV 

AS 

99 

AN103401 
-  103500 

5306 

99 

03  Mor 

69 

AS 

99 

AN10280) 

THRU  AN  102900 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN103501 

THRU  AN  103600 

5306 

99 

03  Mo; 

69 

AV 

AS 

99 

AN103601 

THRU  AN  103700 

5306 

99 

03  Mor 

69 

AS 

99 

AN102901 

THRU  AN  103000 

5306 

99 

03  Mar 

69 

AV 

AS 

99 

AN10300I 

THRU  AN  103100 

5306 

99 

03  Mor 

69 

AV 

AS 

11 

AN103101 

THRU  AN  103200 

5306 

99 

03  Mar 

69 

AV 

AS 

99 

AN103201 

THRU  AN  103300 

5306 

99 

03  Mor 

69 

AS 

99 

AN103301 

THRU  AN  103400 

5306 

99 

03  Mor 

69 

AS 

99 

AN103701 

THRU  AN  103800 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

ANI0380I 

THRU  AN  103900 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN103901 

THRU  AN  104000 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN  104001 

5306 

99 

03  Mor 

69 

AS 

99 

AN104101 

THRU  AN  104200 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN104201 

THRU  AN  104300 

5306 

99 

03  Me r 

69 

AV 

AS 

99 

AN104301 

THRU  AN  104400 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN104401 

THRU  AN  104500 

5306 

99 

03  Mor 

69 

AS 

99 

AN'04501 

THRU  AN  104600 

5306 

99 

03  Mor 

69 

AS 

99 

AN775 

REV  12 

5306 

82 

22  Mor 

84 

AS 

99 

AN101101 

THRU  AN  101200 

5306 

99 

03  Mor 

69 

AS 

99 

AN101201 

THRU  AN  101300 

5306 

99 

03  Mor 

69 

AS 

99 

AN101301 

THRU  AN  101400 

5306 

99 

03  Mor 

69 

AV 

AS 

99 

AN101401 
■IviJw  REV  3 

5306 

11 

30  Jun 

86 

AS 

11 

AN101501 
■101600  REV  3 

5306 

11 

30  Jun 

86 

AV 

AS 

11 

AN10160) 

■  101700 

5306 

99 

03  Mor 

69 

AS 

99 

AN101701 
■  101800  REV  3 

5306 

11 

30  Jun 

86 

AV 

AS 

11 

AN101901 
■  102000  REV  3 

5306 

11 

30  Jun 

86 

AV 

AS 

99 

AN101001 

THRU  AN  101100 

5306 

99 

03  Mor 

69 

AS 

99 

AN102001 

THRU  AN  102100 

5306 

99 

03  Mor 

69 

AV 

AS 

■79 

69 


ALPHABETICAL  LISTING 


TIRE 


Bolt  •  Hex  Heod,  Drilled  Shank,  ,3125*24  (Inactive  After  3  Mar  1969) . . 

Boll  -  Hex  Heod,  D*il!ed  Shank,  ,375-24  (Inactive  After  3  Mar  1969).. . 

Bolt  *  Hex  Head,  Drilled  Shank,  .4375-20  (Inactive  After  3  Mor  1969) . . . . 

Bolt  *  Hex  Heod,  Drilled  Shank,  ,500-20  (Inactive  After  3  Mar  1969) . . 

Boll  *  Hex  Head,  Drilled  Shank,  .5625-18  (Inactive  After  3  Mar  1969) . . 

Bolt  *  Hex  Head,  Drilled  Shank,  .625-18  (Inoctive  After  3  Mor  1969) . 

Bolt  ■  Hex  Head,  Drilled  Shank,  ,750*16  (Inactive  After  3  Mar  1969) . 

Bolt  -  lock.  Shear,  Protruding  Head,  Stump  Type,  Titanium  Alloy  •  29  Dec  1981 . 

Bolt  -  lock,  Shear,  100  Deg.  Head,  Stump  Type  Titanium  Alloy  -  29  Dec  1981  . 

Bolt  *  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Close  Tolerance 
Shank,  AMS  5643,  .250*28  UNJF-3A  -  15  Mar  76 
Bolt  -  100  Deg  Close  Tolerance  High  Strength  -  30  Dec  81  W/dOD  Exceptions . 

Bolt  (Screw),  lag,  Hex  Head,  Gimlet  Point  . . . . . . 

Bolt  Assemblies,  Hock,  Tie,  With  Hexagon  Nut  And  Triangular  Washer  . . 

Bolt  Assembly,  Clamp,  And  Component  Ports.... . .  . . . 

Bolt  Assembly,  Clamp . . . . . 

Bolt  Assembly,  Door  For  Wods  . . . . . . . 

Bolt  Flared  Tube  Fitting  End  Universal  . . . . . . . . 

Bolt  lock.  Shear,  Protruding  Head,  Standard  And  Oversize,  Pull  Type,  Titanium 
Alloy  •  Dec  73  W/dod  Exceptions 

Bolt  Machine  Hexagon  Head  Steel  375*24  UNJF-3A . 

Bolt  Machine  Hexagon  Head  Steel  4375*20  UNJF-3A . . . . . 

Bolt  Machine  Hexagon  Heed,  Steel  500-20  UNJF-3A  . . . . . 

Bolt  Machine-ores  Ams  5731,  Double  Hexagon  Extended  Washer  Heod,  Cupwosher 
locked  .250-28  UNJF-3A 

Bolt  Machine-double  Hexagon  Extended  Washer  Heod,  Pd  Shonk,  Titanium  Ams 
4967,  4375-20  UNJF-3A 

Bolt  Machine-double  Hexagon  Extended  Washer  Heod,  Pd  Shank,  Titanium  Ams 
4967,  .500-20  UNJF-3A 

Bolt  Machine,  Hexagon  Heod,  Non  Magnetic  &  Heat  Resistant  -  6  Aug  79 
(W/DOD  Exceptions) 

Bolt  Machine,  Hexagon  Head,  Drilled,  6  Hole  . . 

Bolt  Machine,  Steel,  12  Point  Heod,  .5625*18,  Cadmium  Plate  (Inactive  10*26-72) .... 
Bolt  Machine,  Steel,  12  Point  Head,  .164  (No.  8)*36,  Cadmium  Plate  (Inactive 
10-26-72) 

Bolt  Machine,  Steel,  12  Point  Heod,  .3125*24,  Black  Oxide  (Inactive  10-26-72) ........ 

Bolt  Machine,  Steel,  12  Point  Heod,  .500*20,  Black  Oxide  (Inactive  10*26*72) . . 

Bolt  Machine,  12  Point  Head  Heot  Resistant  Steel,  .500*20  NS . . . 

Boll  Machine,  12  Point  Head  Heot  Resistant  Steel,  .5625*18  NS . 

Bolt  Welding  Fine  Threod . . . . . . 

Bolt*  lock.  Tension,  Protruding  Head,  Strup  Type,  Titanium  Alloy  -  29  Dec  1981  . . 

Bolt*  Machine,  12  Point  Heed,  Heat  Resistant,  .5625*18  AMS  5735  (ASG) . 

Bolt-MACHINE,  Drilled  12  Point  Heod,  Steel,  .3125*18  UNF-3A . 

Bolt-MACHINE,  Drilled  12  Pcint  Heod,  Steel,  .4375  20  UNF*3A . 

Bolt-MACHINE,  Drilled  12  Point  Head,  Steel,  .375*24  UNF-3A . 

Bolt-MACHINE,  Drilled  12  Point  Head,  Steel,  .500*20  UNF-3A . . . 

Bolt-MACHINE,  Drilled  12  Point  Head,  Steel,  .5625*18  UNF-3A . 

Bolt-MACHINE,  Steel,  12  Point  Heod,  .4375*20,  Block  Oxide  (Inactive  For  Design 
26  Oct  72) 

Bolt-MACHINE,  12  Point  Heod  Heat  Resisfon!  Steel  .4375*20  Ns . 

Bolt-lock,  Tension,  100  Deg  Heod  (MS  24694JSTUMP  Type,  Titanium  Alloy  29  Dec 
81 

Bolt*machine,  Drilled  12  Point  Heod,  Steel,  .250*28  UNF*3A . . . 

Bolt-machine,  Steel,  12  Point  Heod,  .5625*18,  Block  Oxide  (Inactive  For  Design  26 
Oct  1972) 

Bolt-machine,  Steel,  12  Point  Heod  .164  (No.  8)*36,  Block  Oxide  (Inactive  For 
DESIGN-26  OCT1972) 

Bolt-machine,  Steel,  Drilled  12  Point  Heod,  .138(NO.6)*40,  Stack  Oxide . . 

Bolt-machine,  Steel,  Oriiied  12  Point  ncoa’,  .164{NC.o-S6  Cadmium  riole . . . 

Bolt-machine,  Steel,  12  Point  Heod,  .375*24,  Block  Oxide  . . . . 

Bolt-machine,  Steel,  12  Point  Heod,  .190  (No.  10)*32,  Black  Oxide  (Inactive  For 
Design  26  OCT  1972) 

Bolt*machine,  Steel,  12  Point  Head,  .250*28,  Black  Oxide.... . . . . . 

8olt-mochine,  Steel,  Drilled  12  Point  Head,  .190  (No.  10)-32,  Black  Oxide  (Asg) ...... 

BoIt*mochinc,  Steel,  Drilled  12  Point  Head,  .250*28,  Block  Oxide  (Asg)  . . . 

Bolt-machine,  Steel,  Drilled  12  Point  Head,  .3125*24,  Black  Oxide  (Asg)  . . 

Bolt-machine,  Steel,  Drilled  12  Point  Head,  .375*24,  Block  Oxide  (Asg)  . 

Boll-machine,  Steel,  Drilled  12  Point  Head,  .4375*20,  Block  Oxide  (Asg)  . . 

Bolt-machine,  Steel,  Drilled  12  Point  Heod,  .500*20,  Black  Oxide  (Asg)  . . 

Bolt-machine,  Steel,  Drilled  12  Point  Head,  .5625*18,  Black  Oxide  (Asg)  . . . . 

Bolt-machine,  Steel,  Drilled,  12  Point  Heod,  .164  (N0.8J-36,  Codmi  Um  Plate  .......... 
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ALPHABETICAL  LISTING 


TITLE 


Boll-machine,  12  Point  Head  Hcol  Resistant,  ,190  (No.  10)-32,  Arm  5735  (Asg) 
Inactive  6  Apr  1967(  (See  Ms  9556) 

Bolt-machine,  12  Point  Head  Heat  Resistant,  .250-28,  Ams  5735  (Asg)  (Inactive  6 
April  1967)  (See  Ms  9557) 

Bolt-machine,  12  Point  Head  Heat  Resistant,  .3125-24,  Ams  5735  (Asg)  (Inactive  6 
Apr  1967)  (See  Ms  9558) 

Bolt-machine,  12  Po.nt  Head  Heat  Resistant,  .375*24,  Ams  5735  (Asg)  (Inactive  6 
Apr  1967)  (See  Ms  9559) 

Bolt-socket  Head,  6-HOLE  Drilled,  .190*32  (Inactive  Alter  1  Jon  I960)  (See  Ms 

9088) 

Bolt-socket  Head,  6  Holes  Drilled,  .250*28  (Inactive  After  1  Jon  1960)  (See  Ms 

9089) 

Bolt-socket  Head,  6  Holes  Drilled,  .3125*24  (Inactive  After  1  Jan  1960)  (Se  Ms 

9090) 

Bolt-socket  Head,  6  Holes  Drilled,  .375*24  (Inactive  After  l  Jon  1960  (See  Ms 

9091) 

Bolt-socket  Head,  6  Holes  Drilled,  .4375-20  (Inactive  After  1  Jan  1960)  (See  Ms 

9092) 

Bolt-socket  Head,  6  Holes  Drilled,  .500*20  (Inactive  After  1  Jan  I960)  (Use  Ms 

9093) 

Belt-socket  Head,  6  Holes  Drilled,  .5625-18  (Inactive  After  1  Jon  1960)  (See  Ms 

9094) 

Bolt-socket  Head,  6  Holes  Drilled,  .625*  18. . . . . . 

Bolt-universal  Fitting  *30  Jun  81.... . . . . . . . . . . . 

Bolt,  (Screw),  log  . . . . . . . 

Bolt,  Aircraft  . . . . . . . . 

Bolt,  Alloy  Steel,  1550  Mpa  Tensile,  Spline  Drive,  Metric  -  Mar  80  . . . 

Boll,  Alloy  Steel,  Shear  oo  Tensile,  (132  KS1  Fsu  oo  220  KSI  Flu,  450  Deg.  F), 
General  Specification  For 

Bolt,  Alloy  Steel,  1800  Mpa  Tensile,  Spline  Drive,  Metric  *  Mar  80  . . 

Bolt,  Alloy  Steel,  Shear  c»  Tensile  (156  KSIFSU  oo  260  KSI  FTU,450DEG.F) 

External  Wrenching.flanged  Head 

Bolt,  Alloy  Steel  And  Inconel  718  Shear  And  Tension,  (132  KSI  Fsu  And  220  KSI 
Ffu) 

Bolt,  Automatic  Weapon,  (Practice)  XM2  . . . . . . . 

Bolt,  Barrel . . . . . . . . . 

Bolt,  Chain . . . . . . . 

Bolt,  Clevis,  660  Mpa  Shear,  Metric  -  May  82  . 

Boll,  Close  Tolerance  Hexagon  Head,  Titanium,  .190  To  .500  -  25  Jun  80  W/dOD 
Exceptions  -  Rev  6 

Bolt,  Close  Tolerance,  100  Deg.  Reduced  Head,  ,hi  Torque,  Recess  *  W/dod 
Exception  -  Mar  77 

Bolt,  Close  To’eronce,  Hex  Heod,  Alloy  Steer,  1100  MPA  Metric  -  Mar  1978 . . 

Bolt,  Cose  Toleronce,  Hex  Heod,  Titanium  Alloy  1100  Mpa,  Metric  -march  1978...... 

Bolt,  Close  Toleronce,  Hex  Head,  A-286  Crcs,  1100  Mpa  Tensile,  Metric  •  25  Apr 
79 

Bolt,  Cluster  Fitting,  Single  Port,  Floreless . . . 

Bolt,  Cluster  Fitting,  Single  Port,  Through,  Floreless . . . . . . 

Bolt,  Cluster  Fitting,  Double  Port,  Floreless . . . . . 

Bolt,  Cluster  Fitting,  Double  Port,  Through,  Floreless . . . 

Bolt,  Cluster  Fitting  Single  Port,  Flore  . . . . . . 

Bolt,  Cluster  Fitting  Single  Port  Through,  Flore. . . . 

Bolt,  Cluster  Fitting  Double  Port,  Flare . . . 

Boll,  Eye . . . . . . . . . . 

Bolt,  Eye&turnbuckle  (Gencrol  Purpose).., . . . . . . . 

Bolt,  Eye,  A-286  Cros,  1 100  Mpa,  Metric  •  Dec  81 . . . . . . . . . 

Boll,  Eye,  Alloy  Steel,  1100  Mpa,  Metric  *  Dec  1981  . 

Boll,  Eye,  Generol  Specification  For  . . . . 

Bolt,  Eye,  Shoulder  UNC-2A  And  UNF-2A . . . . . . 

Bolt,  Finned  Neck,  Countersunk  Flathead,  UNC-2A,  Non-mognetfc . 

Bolt,  Firebrick  Anchor . . . . . . . . 

Bolt,  Flat  Pan  Head  -  15  Feb  83  W/DOD  Exceptions . . . . . . . 

8olt,  Flat  Pan  Head,  Full  Thread  *  Sep  71  W/dod  Exceptions . . . . . 

Bolt,  Fluid  Passoge,  Precision  Type... . . . . . . . 

Bolt,  Heavy  Hex -metric  *  26  Apr  79. . . . . . . . . . 

Bolt,  Heavy  Hex,  Metric  -  26  Apr  79... . . . . . 

Bolt,  Hex  *  Metric  -  26  Apr  79  W/errolo  (5/81) . . . . . 

Bolt,  Hex  Head,  Close  Tolerance  Titanium  Alloy  -  25  Jun  80.. . . . 

Bolt,  Hex  Head,  Close  Toleronce  Alloy  Steel,  Long  Thread  Self  Locking  And  Non 
locking  -  Feb  72 

Boll,  Hex  Heod,  Close  Toleronce,  A-286,  Short  Thread,  Self  Locking  And  Non 
Locking  -  W/dod  Exception  *  Mor  77 

alt.  Hex  Heod,  Close  Toleronce,  GAL-4V  Titanium  Alloy,  Short  Thread,  Self 
Locking  And  Non  locking  *  Feb  72 

Bolt,  Hex  Head,  Close  Toleronce,  Alloy  Steel,  Long  Thread,  Self  Locking  V  Non 
Locking  -  Jun  76  W/dod  Exceptions  Rev  3 
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ALPHABETICAL  LISTING 


TITLE 


Boll,  Hex  Head,  Close  Tolerance,  A286  Cres,  Long  Threads,  Sell  Locking  &  Non 
Locking  ■  15  June  1976 

Bolt,  Hex  Head,  Close  Tolerance,  6AL-4V  Titanium  Alloy,  Long  Threads,  Self  Locking 
&  Non  Locking  -  30  Mar  77 

Boll,  Hex  Mead,  Cross  Recess,  Full  Thread,  A-286  Cres,  160  Ksi  Flu . . . 

Boll,  Hexagon  And  Square.. . . . . . . . . . . . . 

Bolt,  Hexagon  Head,  Close  Tolerance,  Short  Thread,  Titanium  Alloy  -  Apr  63 
W/DOD  Exceplions 

Boll,  Hook&turnbuckle  (General  Purpose)  . . . . . . 

Bolt,  Internal  Wrenching,  160  KSI  FTU. . . . . . 

Bolt,  Internal  Wrenching,  160  Ksi  Ftu  And  96  Ksi  Fsu  . . . . . . 

Bolt,  Log,  Cone  Point,  Countersunk  Flathead,  Slotted,  Copper-jilicon  Alloy, 
Nonmagnetic 

Bolt,  Lag,  Felter  Drive  Hot  Galvanized  (Pote*line) . . . 

Boll,  Lock,  Shear,  100  Deg.  Head,  Standard  *  Over  Size,  Pull  Type,  Titanium  Alloy 
•  Dec  73  W/DOD  Exceptions 

Boll,  Lock,  Tension,  Protruding  Head,  Standard  And  Oversized,  Pull  Type,  Titanium 
Al'oy  *  Dec  73  W/DOD  Exceptions 

Bolt,  Lock,  Tension,  100  Deg.  Head  (MS24694),  Pull  Type,  Titanium  Alloy  -  Dec  73 
W/DOD  Exceptions 

Boll,  Machine  *  Steel  Ams  6304,  Diffused  Nickel&codmium  Plated,  Hexagon  Head, 
.190*32  UNJF&3A  (Asg) 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon  Head, 
.31258.24  UNJF&3A  (Asg) 

Boll,  Machine  &  Steel  Amd  6304,  Diffused  Nickel&codmium  Plated,  Hexogon  Head, 
Drilled,  .500*20  UNJF&3A  (Asg) 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexogon  Head, 
Drilled,  .5625*18  UNJF&3A  (Asg) 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel*cadmium  Plated,  Hexagon  Head, 
Drilled,  .625*18  UNJF&3A  (Asg) 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon  Head, 
Drilled,  .750*16  UNJF&3A  (Asg) 

Bolt,  Machine  *  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon  Head, 
Drilled,  .190*32  UNJF&3A  (Asg) 

Bolt,  Machine  *  Steel  Arrs  6304,  Diffused  Nickel*codmium  Plated,  Hexogon  Head, 
Drilled,  .250*28  UNJF&3A  (Asg) 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Plated,  Hexogon  Head, 
Drilled,  .3125*24  UNJF&3A  (Asg) 

Bolt,  Machine  *  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon  Head, 
Drille 

Bolt,  Machine  *  Steel  Ams  6304,  Diffused  Nickel&codmium  Plated,  Hexogon  Head, 
Drilled,  .4375*20  UNJF&3A  (Asg) 

Bolt,  Machine  -  Crowned  Hexogon  Head,  Adjusting  -  14  May  1980 . . . 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Head,  Pd  Shank,  Titanium  Ams 
4967,  .5625-18  UNJF-3A 

Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Close  Tolerance 
Shank,  AMS  5643,  .190-32  'JNJF-3A  -  15  Mar  76 
Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  PD  Shank,  AMS  5731, 
.5625-18  UNJF-3A 

Bolt,  Mochine  -  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Close  Tolerance 
Shank,  AMS  5643,  .3125-24  UNJF-3A  -  15  Mor  76 
Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Ams  5616, 
.5625-18  UNJF-3A 

Bolt,  Mochine  -  Double  Hex  Extended  Washer  Head,  Drilled,  Close  Tolerance  Shank, 
AMS  5643,  .375-24  UNJF-3A  •  15  Mar  76 
Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Heod,  Full  Shank,  Steel  Ams 
6322,  Cadmium  Ploted,  .375-24  UNJF-3A 

Bolt,  Mochine  -  Hexogon  Head,  PD  Shank,  AMS  5708,  .250-28  UNJF-3A  8*85  . . 

Bolt,  Machine  *  Double  Hexogon  Extended  Washer  Head,  Ams  5616,  .190-32 
UNJF-3A 

Bolt,  Machine  ■  Hexagon  Heod,  PD  Shank,  AMS  5708,  .3125  UNJF-3A8-85  . 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Drilled,  PD  Shank  AMS 
5731,  .138-40  UNJF-3A 

Bolt,  Machine  •  Hexagon  Head,  PD  Shank,  AMS  5708,  .375*24  UNJF-3A  -  8/85 . 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  AMS  5731, 
.190-32  UNJF-3A 

Bolt,  Mochine  •  Hexagon  Head,  Drilled  1  Hole,  PD  Shank,  AMS  5708,  .250-28  * 
August  85 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Drilled,  ro  Shank,  Cres 
Ams  5643,  .190-32  UNJF-3A 

Bolt,  Machine  *  Hexagon  Heod,  Drilled  1  Hole,  PD  Shank,  AMS  5708,  .375-24 
UNJF-3A  •  August  85 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Cres 
*  Ams  5643,  .250-28  UNJF-3A 

Bolt,  Machine  *  Hexagon  Heod,  Drilled  6  Holes,  PD  Shank,  AMS  5708,  .190-32 
UNJF-3A  U  August  85 

Bolt,  Mochine  -  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Cres 
Ams  5643,  .3125-24  UNJF-3A 

Bolt,  Mochine  -  Hexagon  Heod,  Drilled  6  Holes,  PD  Shonk,  AMS  5708,  .3125-24 
UNJF-3A  -august  85 
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FSC 

PREP 

DATE 

CUSTODIAN 

NAS  6703THRU6720-76 

5306 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  3 

NAS  6803THRU6820-76 
REV  3 

5306 

AS 

11  Feb 

87 

AV 

AS 

11 

MII-B-87114/M 

5305 

AS 

24  Oct 

83 

AV 

AS 

11 

FF-B-575C 

5306 

/AR 

26  Moy 

70 

AR 

99 

E 

NAS  1261THRU1265-63 

5306 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  1 

MS-279538 

5306 

AR 

15  Apr 

70 

AR 

SH 

99 

Q 

MII-B-7838C 

5306 

AS 

01  Mor 

89 

AR 

AS 

99 

MS-20004D 

THRU  MS  20024 

5306 

AS 

10  Aug 

81 

AR 

AS 

99 

MS-16201A 

5306 

SH 

19  Aug 

66 

SH 

99 

MS-35801A 

5306 

ER 

10  Aug 

67 

ER 

VD 

99 

E 

NAS  2506THRU2512-73 
REV  3 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

NAS  2005THRU2012-73 
REV  4 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

NAS  2105THRU2112-73 
REV  4 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

L 

MS-9451A 

5306 

AS 

31  Mor 

86 

AS 

11 

L 

MS-9453A 

5306 

AS 

31  Mar 

86 

AS 

11 

L 

MS-9445 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9446 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9447 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9448 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9440 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9441 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9442 

5306 

AS 

21  Dec 

62 

AS 

L 

MS -9443 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9444 

5306 

AS 

21  Dec 

62 

AS 

NAS  428-80 

5306 

AS 

07  Oct 

84 

AS 

11 

REV  6 

MS-9756 

5306 

AS 

03  Mar 

69 

AS 

99 

AS  3174-76 

5306 

11 

11  Jul 

84 

AV 

AS 

11 

MS-9562A 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

AS  3176-76 

5306 

11 

11  Jul 

84 

AV 

AS 

11 

MS -9900 

5306 

AS 

21  Apr 

69 

AS 

99 

AS  3177-76 

5306 

11 

11  Jul 

84 

AV 

AS 

11 

MS -9935 

5306 

AS 

30  Dec 

70 

AS 

99 

AS  3307-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9885 

5306 

AS 

03  Mor 

69 

AS 

99 

AS  3308  85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9563A 

5305 

AS 

17  Nov 

69 

AV 

AS 

99 

AS  3309-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS -9565 A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

AS  3401-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9741 

5306 

AS 

03  Mor 

67 

AS 

77 

AS  3403-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9742 

5306 

AS 

03  Mor 

69 

AS 

99 

AS  3404  85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9743B 

5306 

AS 

31  Oct 

84 

AS 

99 

AS  3406-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

72 


ALPHABETICAL  LISTING 


TIRE 


Bolt,  Machine  *  Double  Hexagon  Extended  Wojher  Head,  Drilled,  Pd  Shank,  Crej 
Arm  5643,  .375-24  UNJF-3A 

Bolt,  Machine  -  Hexagon  Head,  Drilled  6  Holes,  PD  Shonk,  AMS  5708,  .375-24 
UNJF-3A  ■  August  85 

Bolt,  Machine  ■  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Pd  Shonk,  Cres 
Ams  5643,  .4375-20  UNJF-3A 

Bolt,  Machine  -  Hexagon  Head,  PD  Shank,  AMS  5708,  .190-32  UNJF-3A  8-85 . 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Cres 
Ams  5643,  .500-20  UNJF-3A 

Bolt,  Machine  •  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shonk  Steel  Ams  6304,  Diffused 
Nickel  Codmium  Plate,  .500-20  UNJF-3A 

Bolt,  Machine  ■  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304,  Diffused 
Nickel  Codmium  Plate,  .5625-18  UNJF-3A 
Bolt,  Machine  *  Hexagon,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304,  Diffused 
Nickel  Cadmium  Plate,  625-18  UNJF-3A 

Bolt,  Machine  ■  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Cres 
Ams  5643,  .5625-18  UNJF-3A 

Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Heod,  Pd  Shonk,  Cres  Ams 
5643,  .375-24  UNJF-3A 

Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Cres  Ams 
5643,  .4375-20  UNJF-3A 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Heod,  Pd  Shonk,  Cres  Ams 
5643,  .500-20  UNJF-3A 

Bolt,  Machine  •  Double  Hexagon  Extended  V/osher  Heod,  Pd  Shonk,  Cres  Ams 
5643,  .5625-18  UNJF-3A 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Titanium  Ams 
4967,  .190-32  UNJF-3A 

Bolt,  Mochine  -  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Titanium  Ams 
4967,  .250-28  UNJF-3A 

Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Titonium  Ams 
4967,  .3125-24  UNJF-3A 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Titanium  Ams 
4967,  .375-24  UNJF-3A 

Bolt,  Mochine  -  Double  Hexagon  Extended  Washer  Head,  Full  Shank,  Steel  Ams 
6322  Codmium  Plated,  .4375-20  UNJF-3A 
Bolt,  Mochine  -  Double  Hexogon  Extended  Washer  Head,  Full  Shonk,  Steel  Ams 
6322,  Cadmium  Plated,  .500-20  UNJF-3A 
Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Head,  Drilled,  Full  Shonk,  Steel 
Ams  6322,  Cadmium  Plated,  .190-32  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Full  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  .250-28  UNJF-3A 
Bolt,  Mochine  •  Double  Heagon  Extended  Washer  Heod,  Drilled,  Full  Shonk,  Steel 
Ams  6322,  Cadmium  Plated,  .3125-24  UNJF-3A 
Bolt,  Mochine  -  Double  Hexogon  Extended  Washer  Heed,  Drilled,  Full  Shonk,  Steel 
Ams  6322,  Codmium  Plated,  .375-24  UNJF-3A 
Boll,  Machine  •  Double  Hexagon  Extended  Washer  Heod  Drilled,  Full  Shank,  Steel 
Ams  6322,  Codmium  Plated  .4375-20  UNJF-3A 
Bolt,  Machine  ■  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Full  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  500-20  UNJF-3A 
Bolt,  Mochine  *  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Full  Shank,  Steel 
Ams  6322,  Codmium  Plated,  .5625-18  UNJF-3A 
Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Ams  5616,  .250-28 
UNJF-3A 

Bolt,  Mochine  •  Hexogon  Heod,  Pd  Shonk,  Ams  5643.  .375-24  UNJF-3A . 

Bolt,  Machine  *  Hexogon  Heod,  Pd  Shonk,  Ams  5643,  .4375-20  UNJF-3A  . 

Bolt,  Mochine  •  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .190-32 
UNJF-3A 

Bolt,  Mochine  -  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .250-28 
UNJF-3A 

Bolt,  Mochine  •  Hexogon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643  .3125-24 
UNJF-3A 

Bolt,  Mochine  -  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .375-24 
UNJF-3A 

Bolt,  Mochine  •  Hexagon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .4375-20 
UNJF-3A 

Boll,  Machine  *  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .500-20 
UNJF-3A 

Bolt,  Machine  •  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .5625-18 
UNJF-3A 

Bolt,  Mochine  -  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .625-18 
UNJF-3A 

Boll,  Machine  •  Hexogon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .750-16 
UNJF-3A 

Bolt,  Machine  •  Hexagon  Heod,  Pd  Shank,  Ams  5643,  .5625-18  UNJF-3A  . . 

Bolt,  Machine  -  Hexagon  Heod,  Pd  Shank,  Ams  5643,  .625-18  UNJF-3A  . . 

Boll,  Machine  *  Hexagon  Head,  Pd  Shank,  Ams  5643,  .750-16  UNJF-3A  . . 

Bolt,  Mochine  -  Double  Hexogon  Extended  Washer  Heod,  Ams  5616,  .3125-24 
UNJF-3A 

Bolt,  Machine  *  Double  Hexogon  Extended  Washer  Heod,  Ams  5616,  .375-24 
UNJF-3A 

Bolt,  Machine  *  Double  Hexogon  Extended  Washer  Heod,  Ams  5616,  .4375-20 
UNJF-3A 
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FSC 

PREP 
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CUSTODIAN 

MS-9744 

5306 

AS 

03  Mor 

69 

AS 

99 

AS  3407-87 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9745 

5306 

AS 

03  Mor 

69 

AS 

99 

AS  3303-85 

5306 

82 

03  Aug 

87 

AV 

AS 

99 

MS-9746 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9690 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-969) 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9692 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9747 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9735 

5306 

AS 

03  Mor 

69 

AS 

9? 

MS-9736 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9737 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9738 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9750 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9751 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9752 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9753 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9936 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9937 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9941 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9942 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9943 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9944 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9945 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9946 

5306 

AS 

30  Dec 

70 

99 

MS-9947 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9886 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9808 

5306 

AS 

11  Mor 

70 

AV 

AS 

99 

MS -98098 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9816 

5306 

AS 

11  Mor 

70 

AV 

AS 

99 

MS-98I7B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9818B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9819B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9820B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9821 

5306 

AS 

11  Mar 

70 

AV 

AS 

99 

MS-9822B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-98238 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9824B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-98118 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-98 12B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-98138 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-9887 

5306 

AS 

03  Mor 

69 

99 

MS-9888 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9889 

5306 

AS 

03  Mor 

69 

AS 

99 

73 


ALPHABETICAL  LISTING 


HUE 


Boll,  Machine  -  Double  Hexagon  Extended  Wojher  Head,  Ami  5616,  ,500-20 
UNJF-3A 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head.  Ams  5616,  ,5625-18 
UNJF-3A 

Bolt,  Machine  »  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Steel  Arm 
6322,  Cadmium  Plated,  .190-32  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  .4375*20  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  .500-20  UNJF-3A 
Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  .5625-18  UNJF-3A 
Bolt,  Machine  -  Double  Hexcgon  Extended  Washer  Head,  Full  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  ,190-32  UNJC*3A 
Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Full  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .260*28  UNJF-3A 
Bolt,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Full  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .3125*24  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Heod,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .250-28  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Heod,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .3125*24  UNJF-3A 
Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Heod,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .375*24  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .4375-20  UNJF-3A 
Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Steel 
Ams  6322.  Cadmium  Pioted,  .375-24  UNJF-3A 
Bolt,  Machine  •  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304,  Diffused 
Nickel  Cadmium  Plate,  .750*16  UNJF-3A 
Bolt,  Machine  -  Double  Hexagon  Extended  Wos'ner.head,  Ams  5708, 
.3125-2nUNJF-3A 

Bolt,  Machine  ■  Double  Hexogon  Extended  Washer  Heod,  Ams  5708, 
.250-28-UNJF-3A 

Bolt,  Machine  -  Cres  Ams  5735,  Double  Hexagon  Extended  Washer  Head,  Drilled, 
.250*28  (Asg) 

Bolt,  Machine  -  Hexagon  Hood,  Furl  Shook,  Titanium  Ams  4967,  .190*32  UNJF-3A.... 
Bolt,  Machine  -  Hexogon  Head.drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304,  Diffused 
Nickel  Cadmium  Plate,  .190-32  UNJF*3A 

Bolt,  Machine  •  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shank  Steel  Ams  6304,  Diffused 
Nickel  Codmlum  Plate,  .250-28  UNJF-3A 

Bolt,  Machine  *  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Steel  Ams  6304,  Diffused 
Nickel  Cadmium  Plate,  .3125-24  UMJF*3A 
Bolt,  Machine  -  Steel,  Drilled  Double  Hexogon,  Extended  Washer,  .5625-18 
(MIL-S-8879  Thread)  (Asg) 

Bolt,  Machine  •  Steel,  Drilled  Double  Hexogon,  Extended  Washer,  .3125-24 
(MIL-S-8879  Thread)  (Asg) 

Boll,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Drilled,  Ams  5708, 
.4375-20  UNJF-3A 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Heod,  Ams  5708,  .500  20 
UNJF-3A 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Heod,  Ami  5708,  .5625-18 
UNJF-3A 

Bolt,  Machine  •  Steel,  Drilled  Double  Hexogon,  Extended  Washer,  .375-24 
(MIL-S-8879  Thread)  (Asg) 

Bolt,  Machine  -  Steo!,  Drilled  Double  Hexagon,  Extended  V/osher,  .4375-20 
(MIL-S-8879  Thread)  (Asg) 

Bolt,  Machine  •  Steel,  Drilled  Double  Hoxogon,  Extended  Washer,  .500-20 
(MIL-S-8879  Thread)  (Asg) 

BoJt,  Machine  •  S»jef,  Double  Hexogon,  Extended  Waslier,  .190-32  (MIL-S-8879) 
(Asg) 

Bolt,  Machine  •  Hexogon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304,  Ditfused 
Nickel  Cadmium  Plote,  .375*24  UNJF-3A 

Boil.  Machine  -  Hoxogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Steel  Ams  6304,  Diffused 
Nickel  Cadmium  Plate,  .4375-20  UNJF-3A 
Bolt,  Mochlnf#  -  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  PD  Shonk,  AMS 
5731,  .250-23  UNJF-3A 

Bolt,  Machine  *  Double  Hexogon  Extended  Wosner  Heod,  Drilled,  PD  Shonk,  AMS 
5731,  Silver  Pioted,  .190-32  UNJF-3A 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Heod,  Drilled,  PD  Shank,  AMS 
5731,  Silver  Pioted,  .250-28  UNJF-3A 

Bolt,  Machine  *  Double  Hexogon  Extended  Washer  Heod,  Drilled,  PD  Shonk,  AMS 
5731,  Silver  Pioted,  .3125-24  UNJF-3A 

Boll,  Machine  •  Double  Hexogon  Extended  Wcsher  Heod,  Drilled,  PD  Shonk,  AMS 
5731,  SPver  Plated,  -375*24  W*NJF.3A 

Bolt,  Machine  *  Double  Hexagon  Extended  Wosher  Head,  Drilled,  PD  Shonk,  AMS 
5731,  Silver  Pioted,  .4375-20  UNJF-3A 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  Drilled,  PD  Shade,  AMS 
5731,  Silver  Plated,  .500-20  UMJF-3A 

Bolt,  Machine  *  Double  Hexagon  Extended  Wosher  heod.  Drilled,  PD  Shonk,  ASM 
5731,  Silver  PJoted,  .5625.18  UNJF-3A 

Bolt,  Machine  *  Steel,  Double  Hexagon,  Extended  Wosher,  .250-28  (MIL-S-8879) 
(Asg) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-9890 

5306 

AS 

03  Mor 

69~ 

AS 

99 

MS-9891 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9914 

5306 

AS 

15  Aug 

69 

AS 

99 

MS -9927 

5306 

AS 

15  Aug 

69 

AS 

99 

MS -9928 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9929 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9932 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9933 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9934 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9915 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9916 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9917 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9918 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9926 

5306 

AS 

15  Aug 

6? 

AS 

99 

MS-9693 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9698 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9697A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

l  MS-9061A 

5306 

AS 

20  Nov 

63 

AS 

MS-9651 

5506 

AS 

04  Moy 

70 

AV 

AS 

99 

MS-9685 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9686 

5306 

AS 

03  Jul 

71 

AS 

99 

MS-9687 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-212948 

5306 

AS 

17  Sep 

63 

Ab 

99 

MS-2 12908 

5306 

AS 

17  Seo 

63 

AS 

99 

MS-9709 

5306 

AS 

27  Aug 

71 

AS 

99 

MS-9701A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9702 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-212918 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-212973 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-21293B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-21279B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-9688 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9689 

5306 

AS 

08  Jul 

71 

AS 

99 

MS-9566A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9574A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9575A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9576A 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MF-9577A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9578A 

5306 

82 

21  Dec 

83 

AV 

AS 

99 

MS-957VA 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MS -9580A 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-212808 

5304 

AS 

17  Sep 

63 

AS 

99 

74 


ALPHABETICAL  LISTING 


TITLE 


Boll,  Mocfvne  •  Sieel,  Double  Hexagon,  Extended  Waiher,  .3125-24  (MIL-S-887? 
Thread)  (Aig) 

Bolt,  Machlre  -  Steel,  Double  Hexagon,  Exiended  Washer,  ,375-24  (MIL-S-8879 
Thread)  (Asg) 

Bolt,  Machine  -  Steel,  Double  Hexagon,  Extended  Washer,  .4375-20  (Mll-S-8879 
Thread)  (Asg) 

Bolt.  Machine  -  Hexagon  Head,  Full  Shank,  Titanium  Ams  4967,  .250-28  UNJF-3A.... 
Bolt,  Machine  -  Hexagon  Heed,  Full  Shank,  Titanium,  Ams  4967,  .3125-24  UNJF-3A 

Bolt,  Machine  Hexagon  Head,  Fu'l  Shank,  Titanium,  Ams  4967,  .375-24  UNJF-3A  .. 

Bolt,  Machine  *  Hexagon  Head,  Full  Shank,  Titanium  Ams  4967,  .4375-20  UNJF-3A.. 

Bolt,  Machine  *  Hexagon  Head,  Full  Shank,  Titanium,  Ams  4967,  .500-20  UNJF-3A  .. 

Bolt,  Machine  *  Hexagon  Head,  Full  Shank,  Titanium,  Ams  4967,  .5625-18  UNJF-3A 

Bolt,  Machine  *  Dcuble  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank, 
AMS5731,  .4375-20  UNJF-3A 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank, 
AMS5731,  500-20  UNJF-3A 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank, 
AMS5731,  .5625-18  UNJF-3A 

Bolt,  Machine  -  Hexagon  Head,  Full  Shank,  Ams  5731,  .750- '6  UNJF-3A . 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Cres  Ams 
5643,  ,1  VO-32  UNJF-3A 

Bolt,  Machine  ■  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Cres  Ams 
5643,  .250-28  UNJF-3A 

Bolt,  Machine  •  Steel,  Double  Hexagon,  Extended  Washer,  .500-20  (Mll-S-8879 
Thread)  (Asg) 

Bolt,  Machine  •  Steel,  Double  Hexagon,  Extended  Washer,  .5625-18  (MIL-S-8879 
Thread)(asg) 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Cres  Ams 
5643,  .3125-24  UNJF-3A 

Boll,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank, 

Titanium  Ams  4967,  .4375-20  UNJF-3A 

Bolt,  Machine  •  Hexagon  Head,  Full  Shank,  Ams  5643,  .375-24  UNJF-3A . 

Boll,  Machine  -  Hexagon  Head,  Full  Shank,  Ams  5643,  .4375-20  UNJF-3A . 

Bolt,  Machine  •  Double  Hexogon  Extended  V/oshcr  Head,  Drilled,  Pd  Shank, 

Titanium  Ams  4967,  .500-20  UNJF-3A 

Boll,  Machine  -  Hexogon  Head,  Pd  Shank,  Ams  5643,  .250-28  UNJF-3A  . . 

Boll,  Machine  -  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  .375-24 
UNJF-3A 

Boll,  Machine  -  Hexagon  Head,  Full  Shank,  Ams  5643,  750-16  UNJF-3A . 

3olt,  Machine  -  Hexogon  Heod,  Full  Shank,  Ams  5643,  .5625-18  UNJF-3A . 

Bolt,  Machine  -  Hexagon  Head,  Drilled,  l  Hole,  Full  Shank,  Ams  5643,  .250-28 
UNJF-3A 

Bolt,  Machine  •  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ams  5643,  .750-16 
UNJF-3A 

Boll,  Machine  «  Double  Hexagon  Extended  V/oshcr  Head,  Drilled,  Pd  Shank, 

Tilonium  Ams  4967,  .5625-18  UNJF-3A 

Boll,  Machine  -  Hexogon  Head,  Drilled,  1  Hole,  Full  Shank,  Titonium  Ams  4967, 
.250-28  UNJF-3A 

Bolt,  Machine  -  Hexagon  Heod,  Full  Shonk,  Ams  5643,  .190*32  UNJF-3A . 

Bolt,  Machine  -  Hexagon  Head,  PD  Shonk,  Titonium  AMS  4907,  .190-32  UNJF-3A  .. 
Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 

Titonium  Ams  4967,  .190-32  UNJF-3A 

Bolt,  Machine  -  Hexogon  Heed,  PD  Shonk,  Tilonium  AMS  4967  ,250-28  UNJF-3A..,. 
Bolt,  Machine  -  Hexogon  Heod,  PD  Shonk,  Titanium  AMS  4967,  .3125-24  UNJF-3A 

Bolt,  Machine  Hexagon  Head,  PD  Shonk,  Titonium  AMS  4967,  .375-24  UNJF-3A  .. 

Bolt,  Machine  -  Hexogon  Head,  PD  Shank,  TITANIUM  AMS  4967,  .4375-20 
UNJF-3A 

Bolt,  Mochino  ■  Hexagon  Heod,  PD  Shank,  Titonium  AMS  4967,  .500-20  UNJF-3A  .. 

Bolt,  Machine  -  Hexogon  Heod,  PD  Shank,  Titanium  AMS  4967,  .5625-18  UNJF-3A 

Bolt,  Machine  -  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titanium  Ams  4967, 
.3125-24  UNJF-3A 

Bolt,  Machine  -  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  Titonium  Ams  4967, 
.375-24  UNJF-3A 

Boll,  Machine  ♦  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Titanium  Ams  4967, 
.4375-20  UNJF-3A 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shank, 

Titonium  Ams  4967,  .250-28  UNJF-3A 

Bolt,  Machine  ■  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 

Titonium  Ams  4967,  .3125-24  UNJF-3A 

Boll,  Machine  •  Hexagon  Head,  Full  Shank,  Ams  5643,  .3125-24  UNJF-3A . . 

bolt,  Machine  -  Hexagon  Heod,  Dniled,  I  Hole,  full  Shonk,  Titanium  Ams  4967, 
.500-20  UNJF-3A 

Boh,  Machine  *  Hexcgon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titanium  Ams  4967, 
.5625-18  UNJF-3A 

Soil,  Machine  Double  Hexagon  Extended  Washer  Heod,  Orilled,  Pd  Shank,  Steel 
Ams,  Cadmium  Plated,  ,250-28  UNJF-3A 

Belt,  Machine  Double  Hexagon  Extended  Washer  Head,  Drilled,  Ams  5616,  ,500  20 
UNJF-3A 

Boll,  Machine  Double  Hexogon  Extended  V/oshcr  Heod,  Drilled,  Ams  5616,  250*28 
UNJF-3A 

Bolt,  Machine  S»cel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexogon  Heod, 
.190-32  UNJF-3A 


DOCUMENT 


NUMBER 

fSC 

PREP 

DATS 

CUSTODIAN 

MS-21281G 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-21282B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-212838 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-9652B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9653B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9654B 

5306 

AS 

09  Nov 

84 

AV 

Aj 

99 

MS-96553 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-96568 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9657 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-9569A 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-9570A 

5306 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-9571A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9497C 

5306 

AS 

23  Nov 

84 

AV 

AS 

99 

MS-9732 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9733 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-21284B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-21285B 

5306 

/  3 

17  Sep 

63 

AS 

99 

MS-9734 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9763 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9786 

5306 

AS 

11  Mor 

70 

AV 

AS 

99 

MS-97878 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9764 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9806 

5306 

AS 

11  Mar 

70 

AV 

AS 

99 

MS-97978 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-97918 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-97898 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

MS-97 9i- 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-9802B 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-9765 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-96438 

5306 

AS 

09  Nov 

84 

A V 

AS 

99 

MS-9783 

5306 

AS 

11  Mar 

70 

AV 

AS 

99 

MS-9633 

5306 

AS 

03  Mar 

70 

AS 

99 

MS-9759 

5306 

AS 

03  Mar 

69 

AS 

99 

MS-9634B 

5306 

AS 

09  Nov 

84 

AS 

99 

MS-9635B 

5306 

AS 

09  Nov 

84 

AS 

99 

MS -96368 

5306 

AS 

09  Nov 

84 

AS 

99 

MS-9637B 

5306 

AS 

09  Nov 

84 

AS 

99 

MS-9638 

5306 

AS 

03  Mcr 

70 

AS 

99 

MS-9639B 

5306 

AS 

09  Nov 

84 

AS 

99 

MS-9644B 

6306 

AS 

09  Nov 

84 

AV 

AS 

99 

!.  '  -)45B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9646B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9760 

5306 

AS 

03  Mcr 

69 

AS 

99 

MS-9761 

5306 

AS 

03  Mor 

69 

AS 

99 

MS-9785 

5306 

AS 

11  Mor 

70 

AV 

AS 

99 

MS-9647B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9648B 

5306 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9924 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-9899 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-9895 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-9529 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

75 


ALPHABETICAL  LISTING 


HUE 


Boll,  Machine  Sleel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon  Head, 

.500-20  UNJF-3A  (Inactive  10-2672) 

Bolt,  Machine  Steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .62508  UNJF-3A 
(Inoctive  10-2672) 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.250-28  UNJF-3A 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.3125-24  UNJF-3A 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Hexagon  Head,  .3125-24  UNJF-3A 
Boll,  Machine  Steel  Ans  6322,  Black  Oxide,  Hexagon  Head,  .500-20  UNJF-3A 
(Inactive  10-2672) 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.375-24  UNJF-3A 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.4375-20  UNJF-3A 

Bolt,  Machine  Steel  MS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.500-20  UNJF-3A 

Boll,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.5625-18  UNJF-3A 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Heod, 
.625-18  UNJF-3A 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexogon  Head, 
.750-16  UNJF-3A 

Boll,  Machine  Steel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon,  .625-18 
UNJF-3A  (Inactive  10-2672) 

Bolt,  Machine&steel  Ams  6304,  Diffused  Nickel-cadium  Plate,  Double  Hexagon 
Extended  Washer  Head,  Drilled,  .500-20  UNJF-3A 
Boll,  Machine&steel  Ams  6322,  Cadmium  Plated,  Double  Hexagon  Extended  Washer 
Head,  Cupwasher  Locked,  .250-28  UNJF-3A 
Bolt,  Machine-  Cres  AMS  5731,  Hexagon  Head,  Drilled,  1  Hole,  .190-32  UNJF-3A  .. 

Boll,  Mochine-  Cres  AMS  5731,  Hexagon  HEAD,.190-32  UNJF-3A . 

Boll.  Machine-  Cres  AMS  5731,  Hexagon  HEAD..250-28  UNJF-3A . 

Bolt,  Machine-  Cres  AMS  5731,  Hexagon  Head,  .3125-24  UNJF-3A . . 

Bolt,  Mochine*  Cres  AMS  5731,  Hexogon  Heod,  .375-24  UNJF-3A . 

Boll,  Machine-  Cres  AMS  5731,  Hexogon  Head,  .4375-20  UNJF-3A, . . . 

Bolt,  Machine-  Cres  AMS  5731,  Hexagon  Head,  .500-20  UNJF-3A . . 

Bolt,  Machine-  Cres  AMS  5731,  Hexagon  Head,  .5625-18  UNJF-3A . . . 

Bolt,  Machine-  Cres  AMS  5731,  Hexogon  Head,  .625-18  UNJF-3A. . 

Bolt,  Machine-  Cres  AMS  5731,  Hexagon  Head,  Drilled,  1  Hole,  .250*28  UNJF-3A  .. 
Bolt,  Machine-  Cres  AMS  5731,  Hexogon  Head,  Dolled,  1  Hole,  .3125  24  UNJF-3A 
Bolt,  Machine*  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  AMS  5731,  .625-18 
UNJF-3A 

Boll,  Machine-  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  AMS  5731,  .750*16 
UNJF-3A 

Bolt,  Machine-  Hexogon  Heod,  Pd  Shank,  Ams  5643,  .500-20  UNJF-3A  . 

Bolt,  Machine-cres  Ams  5731,  Double  Hexagon  Extended  Washer  Head,  Cupwasher 
locked,  .190-32  UNJF-3A 

Boll,  Machine-cres  Ams  5731,  Double  Hexagon  Extended  Washer  Heod,  Cupwasher 
Locked,  .3125-24  UNJF-3A 

8o!t,  Machine-cres  Ams  5731,  Double  Hexagon  Extended  Washer  Head,  Cupwasher 
Locked,  .375-24  UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Washer  Heod,  Drilled,  Pd  Shank, 

AMS5731,  .3125-24  UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Washer  Head,  Drilled  Ams  5616,  .190-32 
UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Wosher  Head,  Full  Shank,  Steel  Ams  6322, 
Ccdmium  Plated,  .5625-18-UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 

AMS5731,  .375-24  UNJF-3A 

Bolt,  Machine-double  Hexogon,  Extended  Wosher  Heod,  Corrosion  &  Heot  Resistant 
Steel,  .190-32  UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Washer  Heod,  Corrosion  &  Heot  Resistant 
Steel,  .250-28  UNJF-3A 

Bolt,  Machine-double  Hexogon  Extenaed  Wosher  Head,  Corrosion  &  Heat  Resistant 
Steel,  .3125-24  UNJF-3A 

Bolt,  Mochine-double  Hexogon,  Extended  Wosher  Head,  Corrosion  &  Heot  Resistant 
Steel,  .375-24  UNJF-3A 

Bolt,  Machine-double  Hexogon,  Extended  Washer  Heod,  Drilled,  Corrosion  And  Heot 
Resistant  Steel,  500-20  UNJF-3A 

Boll,  Machine-double  Hexagon  Extended  Wosher  Head,  Corrosion  &  Heot  Resistant 
Steel,  .43 

Bolt,  Machine-double  Hexogon,  Extended  Wosher  Heod,  Corrosion  &  Heot  Resistant 
Steel,  .500-20  UNJF-3A 

Bolt,  Mochine-double  Hexogon  Extended  Wosher  Heod,  Drilled  Ams  5616,  .3125-24 
UNJF-3A 

Bolt,  Mochine-double  Hexogon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk,  Steel 
Ams  6322,  Cadium  Plotcd,  .190-32  UNJF-3A 
Boll,  Machine -double  Hexogon,  Extended  Wosher  Heod,  Drilled,  Corrosion  And  Heat 
Resistant  Steel,  5625-18  UNJF-3A 

Bolt,  Machine-double  Hexagon  Extended  Wosher  Head,  Drilled,  Pd  Shank,  Titanium 
Ams  4967,  .375-24  UNJF-3A 

Bolt,  Mochine-double  Hexagon,  Extended  Wosher  Head,  Corrosion  And  Heot 
Resistant  Steel,  ,190*32  UNJF-3A 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-9299A 

5306 

AS 

26  Oct 

72 

AS 

MS-9290A 

5306 

AS 

26  Oct 

72 

AS 

MS-9530 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9531 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9520A 

5306 

AS 

22  Moy 

86 

AV 

AS 

99 

MS-9288A 

5306 

AS 

26  Oct 

72 

AS 

MS-9532 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9533 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9534 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9535 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9536 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9537 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-9301A 

5306 

AS 

26  Oct 

72 

AS 

K  '-9222 

5306 

AS 

10  Dec 

63 

AS 

MS  -9681 

5306 

AS 

21  Dec 

83 

AS 

99 

MS-9500A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9489A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9490A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9491A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9492A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9493A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9494A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9495A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9496A 

5306 

AS 

17  Nov 

69 

AY 

AS 

99 

MS-9501A 

5306 

AS 

17  Nov 

69 

AS 

97 

MS-9502A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9507 C 

5306 

AS 

23  Nov 

84 

AV 

AS 

99 

MS -9508 A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9810B 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9676 

5306 

AS 

18  Nov 

65 

AS 

99 

MS-9678 

5306 

AS 

21  Dec 

83 

AS 

99 

MS-9679 

5306 

AS 

21  Dec 

83 

AS 

99 

MS-9567A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9894 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-9938 

5306 

AS 

30  Dec 

70 

AS 

99 

MS-9568A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9556C 

5306 

AS 

06  Nov 

86 

AV 

AS 

99 

MS-9557C 

5306 

AS 

06  Nov 

86 

AV 

AS 

99 

MS-9558C 

5306 

AS 

06  Nov 

86 

AV 

AS 

99 

MS-9559C 

5306 

82 

06  Nov 

86 

AV 

AS 

99 

MS-97 10A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9560E 

5306 

AS 

06  Nov 

86 

AV 

AS 

99 

MS-9561C 

5306 

AS 

06  Nov 

86 

AV 

AS 

99 

MS-9896 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-y923 

5306 

AS 

15  Aug 

69 

AS 

99 

MS-97 11A 

5306 

AS 

24  Feb 

86 

AY 

AS 

99 

MS-9762 

5306 

AS 

03  Mor 

6? 

AS 

99 

MS-9696 

5306 

AS 

03  Mor 

69 

AV 

AS 

99 

76 


ALPHABETICAL  LISTING 


TITLE 


Bolt,  Machine-double  Hexogon,  Extended  Woiher  Head,  Drilled,  Silver  Plated, 
Corrosion  4.  Heot  Resistant  Steel,  .190-3?  UNJF-3A 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Heod,  Drilled,  Silver  Plated, 
Corrosion  &  Heat  Resistant  STEEL..250-28  UNJF-3A 
Bolt,  Machine-double  Hexogon,  Extended  Washer  Heod,  Drilled,  Silver  Plated, 
Corrosion  &  Heal  Resistant  STEEL,.3 125-24  UNJF-3A 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Drilled,  Silver  Plated, 
Corrosion  &  Heal  Resistant  Steel,  .375-24  UNJF-3A 
Bolt,  Machine-double  Hexogon,  Extended  Washer  Head,  Drilled,  Silver  Plated, 
Corrosion  &  Heat  Resistant  Steel,  4375-20  UNJF-3A 
Bolt,  Machine-double  Hexogon,  Extended  Washer  Head,  Drilled,  Silver  Plated, 
Corrosion  &  Heat  Resistant  STEEL,.500-20  UNJF-3A 
Bolt,  Machine-double  Hexogon,  Extended  Washer  Heod,  Drilled,  Silver  Plated, 
Corrosion  And  Heat  Resistant  Steel,  .5625-18  UNJF-3A 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head  Close  ToWance  Shank, 
Corrosion  And  Heat  Resistance  Steel  ,  .190-32  UNJF-3A 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Close  Tolerance  Shonk, 
Corrosion  And  Heot  Resistant  Steel,  .250  USNJF-3SA 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Close  Tolerance  Shank, 
Corrosion  And  Heat  R»sistant  Steel,  .3125-24  4JF-3A 
Bolt,  Machine-doub'e  Hexagon,  Extended  Washer  Heod,  Close  Tolerance  Shank, 
Corrosion  And  Heat  Resistant  Steel,  .375-24  UNJF-3A 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Close  Toleronce  Shonk, 
Corrosion  And  Heat  Resistant  Steel,  .4375*20  USNJ?-3$A 
Bolt,  Mochine-double  Hexagon,  Extended  Washer  Heod,  Close  Tolerance  Shonk, 
Corrosion  And  Heat  Resistant  Steel,  .500-20  USNJF-3SA 
Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Corrosion  And  Heat 
Resistcnt  Steel,  .375-24  UNJF-3A 

Bolt,  Machine  double  Hexagon,  Extended  Washer  Head,  Corrosion  And  Heat 
Resistant  Steel,  4375-20  UNJF-3A 

Bolt,  Machine-double  Hexagon,  Extended  Washer  Head,  Drilled,  Corrosion  And  Heat 
Resistant  Steel,  .250-28  UNJF-3A 

Bolt  Mochine-double  Hexogon,  Extended  Washer  Head,  Drilled,  Corrosion  And  Heat 
R«s  Steel,  .3125-24  UNJF-3A 

Bolt,  Mav>..ne-double  Hexagon,  Extended  Washer  Heod,  Drilled,  Corrosion  And  Heat 
Resistant  Steel,  .375-24  UNJF-3A 

Bolt,  Mochine-double  Hexagon,  Extended  Washer  Head,  DriPed,  Corrosion  And  Heat 
Resistant  Steel,  .190-32  UNJF-3A 

Bolt,  Mochine-double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shank,  Steel 
Ams  6322,  Cadmium  Plated,  .3125-24  UNJF-3A 
Bolt,  Machine-double  Hexogon,  Extended  Washe-  Head,  Corrosion  &  Heot  Resistant 
Steel,  Drilles,  .190-32  NS 

Bolt,  Machine-double  Hexogon  Extended  Washer  Heod,  Pd  Shonk,  Steel  Ams  6322, 
Cadium  Plated,  .500-20  UNJF-3A 

Bolt,  Mochine-double  Hexogon  Extended  Washer  Heod,  Pd  Shank,  Steel  Ams  6322, 
Cadmium  Plated,  ,5625-18  UNJF-3A 

Bolt,  Mochine-double  Hexogon,  Extended  Washer  Heod,  Corrosion  &  Heat  Resistant 
Steel,  DRILLED,.3125-24  NS 

Bolt,  Machine-double  Hexogon,  Extended  Washer  Head,  Corrosion  &  Heat  Resistant 
Steel,  Drilled,  .375-24  NS 

Boll,  Mochine-double  Hexagon  Extended  Wo;her  Head,  Corrosion  &  Heot  Resistant 
Steel,  Drilled,  .4375-20  NS 

Bolt,  Mochine-double  Hexagon  Extended  Washer  Head,  Corrosion  &  Heot  Resistant 
Steel,  Drilled,  .500-20  NS 

Bolt,  Mochine-double  Hexagon  Extended  Washer  Heod,  Corrosion  And  Heal 
Resistant  Steel,  Drilled,  .5625-18  NS 

Bolt,  Mochine-double  Hexogon  Extended  Washer  Heod,  Close  Toleronce  Shank,  Ams 
5731  .190-32  UNJF-3A 

Bolt,  Machine-double  Hexogon  Extended  Washer  Heod,  Close  Toleronce  Shank,  Ams 
5731,  .250-28  UNJF-3A 

Boll,  Machine-double  Hexogon  Extended  Washer  Head,  Close  Toleronce  Shonk,  Ams 
5731.  .3125-24  UNJF-3A 

Bolt,  Mochine-double  Hexogon  Extended  Washer  Heed,  Goso  Tolerance  Shonk,  Ams 
5731,  .375-24  UNJF-3A 

Bolt,  Machine-hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  .500-20 
UNF-3A 

Bolt,  Machine-hexagon  Head,  Drilled,  1  Hofa,  full  Shank,  Titanium  AMS 
4967,. 500-20  UNJF-3A 

Bolt,  Machine-spline,  Extended  Washer,  PD  Shank,  Long  Thread,  AMS  6322, 
Ccdmium  Plated,  Metrr.' »  Aug  1937 

6oi»f  Mochiiie-spi.neo,  Extended  VVoshct,  PD  Shonk,  Long  Ihreod,  AM$  5/3 1, 

Metric  -  Auc  1987 

Bolt,  Mochine-spline  Drive  Extended  Washer  Head,  FuK  Shcnk,  Long  Thread, 
AMS5662,  Motric  Jcljr- 1987 

feolt,  Mcchine-stecl  Ami  6322,  Cadmium  Plated  Double  Hexogon  Extended  Washer 
Heod,  Cupwpsher  locked,  .190-32  UNJF-3A 
Boh,  Machine-steel  Ams  6322,  Ccdmium  Plated,  Double  Hexogon  Extended  Washer 
H-ad,  OjpuoM  lock'd,  ,3:25*24  UNJF-3A 
BMt,  Machine-lie*!  Ams  6304,  Diffused  Nlckel-cad/urn  Pfore,  Dcvfcfe  Hexogen 
Extended  Woiher  Head,  Drilled,  .5625*18  UNJF-3A 
8olt,  Machine-steel  Ams  6322,  Black  Oxide,  Drilfed,  1  Hole,  Hexagon  Heod,  .759-16 
UNJF.3A  (derive  ft*  Detlgn  26  C«f  1972) 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-9714A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-97 15A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-97 16A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

M3-9717A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9718A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9719A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9720A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9723D 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9724A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9725C 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9726C 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9727C 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9728D 

5306 

AS 

28  Feb 

86 

AV 

AS 

99 

M  S-9699A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9700A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9706A 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9707C 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-97C3A 

530a 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9705A 

5306 

AS 

24  feb 

86 

AV 

AS 

99 

MS-9925 

5306 

AS 

15  Aug 

69 

AS 

99 

L 

MS-9060B 

5306 

AS 

08  Aug 

86 

AS 

MS-9919 

5206 

AS 

15  Aug 

69 

AS 

99 

MS-9920 

5306 

AS 

15  Aug 

69 

AS 

99 

t 

MS-9062B 

5306 

AS 

03  Aug 

86 

AV 

AS 

L 

MS-90633 

5306 

AS 

08  Aug 

86 

AV 

AS 

l 

MS-9064B 

5306 

AS 

08  Aug 

86 

AV 

AS 

L 

MS-9065B 

5306 

AS 

08  Aug 

86 

AV 

AS 

L 

MS-90668 

5306 

AS 

08  Aug 

36 

AV 

AS 

l 

MS-91 10 

5306 

AS 

1)  Jon 

65 

AS 

l 

MS-9111 

5306 

AS 

14  Jon 

65 

AS 

L 

MS-9112 

5306 

AS 

14  Jon 

63 

AS 

MS-9113 

5306 

AS 

14  Jon 

65 

AS 

11 

MS-97998 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

MS-96425 

5306 

AS 

09  No*' 

84 

AV 

AS 

09 

MA  3339-87 

5306 

IS 

25  Aug 

89 

AV 

9? 

MA  3287-8/ 

5406 

!b 

25  Aug 

88 

AV 

99 

MA  3343-07 

5306 

IS 

15  Sep 

88 

AR 

99 

MS-9680 

5306 

AS 

21  Dec 

83 

AS 

99 

MS-9682 

5306 

AS 

21  Dec 

83 

AS 

y9 

L 

MS-9223 

5306 

AS 

10  Oec 

63 

AS 

L 

MS-9302A 

5306 

AS 

25  Oc! 

>2 

AS 

77 


ALPHABETICAL  LISTING 


TITLE 


Boh,  Moch^o-steel  Ami  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexogen  Head, 

.5625-lb  UNJF-3A  (Inactive  For  OESlGN-26  Oct  1972) 

Bolt,  Mochtne-jfeel  Ams  6304,  Diffused  Nickle-cadmium  Plate,  Double  Hexagon 
Extended  Washer  Head,  Drilled,  ,190-32  UNJF-3A 
Bolt,  Machine-stetl  Arm  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexagon 
Extended  Wosher  Head,  .4375-20  UNJF-3A 
Bolt,  Machine-sloei  Ami  6322,  Black  Oxide,  Hexagon  Head,  .5625*18  UNJF-3A 
(Inactive  For  Design  26  Oct  1972) 

Bolt,  Machine-steel  Amc  6322,  Black  Oxide,  Drilled,  1  Hols,  Hexagon  Head,  .250-28 
UNJF-3A 

Belt,  Mochine*»tcel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon  Head, 

.3125-24  UNJF-3A 

Bolt,  Machine-steel  Ams  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexcgon  Head,  .375-24 

UNJF-3A 

Bolt,  Machine-steel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon  Head, 

.4375-20  UNJF-3A  (Inactive  For  DESIGN-26  Oct  1972) 

Bolt,  Machine-steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .750-16  UNJF-3A 
(Inactive  T  OESlGN-26  Oct  1972) 

Boh,  Mocliine-steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .190-32  UNJF-3A  . 

B or.  Machine-steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .250*28  UNJF-3A  . 

Boll,  Machine-Steel  An*  6322,  Black  Oxide,  Hexagon  Head,  .3125-24  UNJF*3A . ... 

Bolt,  Machine-steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .375-24  UNJF-3A  . 

Bolt,  M  cell  merited  Ams  6322,  Block  Oxide  Hexagon  Head,  .4375-20  UNJF-3A 
(Inactive  For  Design  26  Od  1972 

Boll,  Machine-steel  Ams  6322,  Block  Oxide,  Drilled,  l  Hole,  Hexogon  Head,  .190-32 
UNJF-3A 

8olt,  Machine-steel  Ams  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexogon 
Extended  Washer  Heed,  .500-20  UNJF-3A 
Boh,  Machine-steel,  Ams  6304,  Diffused  Nickel-cadmium  Plate,  Double  Hexogon 
Extended  Washer  Head,  Drilled,  .250-23  UNJF-3A 
Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel  cadium  Plate,  Double  Hexagon 
Extended  Wosher  Head,  .3125  UNJF-3A 
Bolt,  Mcchintf-stcel  Ams  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexogon 
Exfendedwosher  Head,  -190-32  UNJF-3A 
Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-cadium  Plate,  Double  Hexogon 
Extended  y/osher  Head,  Drilled,  .375-24  UNJF-3A 
Belt,  Machine-steel  Ams  6304,  Diffusud  Nickel  cadium  Plate,  Double  Hexogon 
Extended  Washer  Heod,  Drilled,  .4375-20  UNJF-3A 
Bolt,  Machine-steel  Ams  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexagon 
Extendedwoiher  Heod,  .250-28  UNJF-3A 
Balt,  Mochine-steel  Ams  6304,  Diffused  Nickel-cadmium  Plated,  Double  Hexagon 
extended  Washer  Head,  .3)25-24  UNJF-3A 
Bolt,  Machine-steel  Ams  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexogon 
Extended  Washer  Hoad,  .375-24  UNJF-3A 
Ball,  Mochine-steel  Ams  6322,  Cadmium  Plated,  Double  Hexogon  Extended  Washer 
Heod,  CupNYaslier  locked,  .375-24  UNJF-3A 

Bolt,  Mochine,  Aircraft,  Drilled  Heed,  Fine  Thread.-. . . . . . . 

Bo|t,  Mochine,  Aircraft,  Drilled  Head,  Coarse  Threod . . . . . . . . 

Bolt,  Mochine,  Double  Hexogon  Extended  Wosher  Heod,  Close  Tolerance  Shonk, 

Ams  5708,  .5625-18  UNJF-3A 

Sollr  Machine,  OouWe  Hexagon  Extended  Wosher  Heod,  Drilled,  Ams  5616,  .375-24 
UNJF-3A 

Boh,  Mochine,  Double  Hexogon  Extended  Wosher  Heod,  Steel.  .5625-18  UNJF-3A  .. 
Bolt,  Machine.  Douhlo  Hexagon  Extended  Washer  Heed,  Drilled,  Ams  5616, 

.4375-20  UNJF-3A 

Bolt,  Mochine,  Hexogon  Heod.  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322,  Cadmium 
Plated,  .750-1 6UNJF-3A 

Bolt,  Machine,  Hexagon  Heed,  Drilled,  6  Kcle,  Pd  Shook,  Steel  Ams  6322,  Cadmium 
Plated,  .190-32  UNJF-3A 

Doff,  Machine,  Hexogon  Heod,  Semi-finished,  Corrosion  desisting  Steel  JNC-2A, 
Nonmagnetic 

Bolt,  Machine,  Hexogon  Heod,  Regular  Semi-finished,  Aluminum  Alloy,  UNC-2A 
Nonmagnetic 

Bolt,  Machine,  Hexcgon  Head,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322,  Codmium 
°lated,  ,25a2rUNJF-3A 

Bolt,  Mochine,  Hexogon  Hood,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ami  6322,  Codmium 
Plated,  .3125-24UNJF-3A 

Bo!t,  Mcchine,  Hexagon  Head,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS,  4967, 
.190-32  UNJF-3A 

Bolt, 'Machine,  Hexagon  Heod,  Drilled,  )  Hole,  ?D  Shonk,  Tifaniuu  AMS,  4967, 
.250-28  UNJF-3A 

c  it  Mochine,  Hexogen  Head,  Drilled  )  Hole  ,  KD  ihonk,  Titanium  aMS,  496/, 
.3125-24  UMJF-3A 

Bolt,  Machine,  Hexogon  Heod,  Orillcd,  )  Hole,  PD  Shonk,  Titanium  AMS,  4967, 
.375-24  UNJF-3A 

Bolt,  Machine,  Hexagon  Heod,  Drilled,  6  Hole,  Pd  Shank,  Steel  Ams  6322,  Cadmium 
Plated,  .375-24UNJF-3A 

Bolt,  Mochine,  Hexogon  Heod,  OriWed,  6  Hole,  Pd  Shonk,  Steel  Ams  6322,  Codmium 
Pto»od,  -4375-20UNJF-3A 

Boh,  Machine,  Hexogen  He«d,  Drilled,  6  Hoie,  Td  £hcnk,  Steel  Ams  6322,  Ccdmium 
Plated,  .500-20UNJF-3A 

Bell,  Machine, _  fexbgon  Heod,  Drilled,  6  Hole,  Pd  Shonk,  Stocl  Ams  6322,  Cadmium 
Plated/  .5625-18UNJP-UA 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T" 

MS-9300A 

5306 

AS 

26  Oct 

72 

AS 

L 

MS. 92 17 

5306 

AS 

lOOcc 

63 

AS 

l 

MS-9212 

5306 

AS 

10  Dec 

63 

AS 

L 

MS-9289A 

5306 

AS 

26  Cel 

72 

AS 

L 

MS-9295 

5306 

AS 

24  Sep 

65 

AS 

l 

MS-9296 

5306 

AS 

24  Sep 

65 

AS 

L 

MS-9297 

5306 

AS 

24  Sep 

65 

AS 

i 

MS-9298A 

5306 

AS 

26  Od 

72 

AS 

L 

MS-9291A 

5306 

AS 

26  Od 

72 

AS 

l 

MS-9283 

5306 

AS 

24  Sep 

65 

AS 

L 

MS-9284 

5306 

AS 

24  Sep 

65 

AS 

l 

MS-9285 

5306 

AS 

24  Sep 

65 

AS 

t 

MS-9286 

5306 

AS 

24  Sep 

65 

AS 

L 

MS-9287A 

5306 

AS 

26  Od 

72 

AS 

L 

MS-9294 

5306 

AS 

24  Sep 

65 

AS 

l 

MS-9213 

5306 

AS 

10  Dec 

63 

AS 

L 

MS-921P 

5306 

AS 

10  Dec 

63 

»S 

l 

MS-9219 

6306 

AS 

10  Dec 

63 

AS 

L 

MS-9208 

5306 

AS 

10  Dec 

63 

AS 

l 

MS-9220 

5306 

AS 

10  Dec 

63 

AS 

l 

MS-9221 

5306 

AS 

10  Dec 

63 

AS 

l 

MS-9209 

5306 

AS 

10  Dec 

63 

AS 

l 

MS-9210 

5306 

AS 

10  Dec 

63 

AS 

L 

MS-9211 

5306 

AS 

10  Dec 

63 

AS 

MS-9683 

5306 

AS 

21  Dec 

83 

AS 

99 

MS-20073B 

5306 

82 

12  Aor 

84 

AV 

AS 

99 

MS-200748 

5306 

82 

13  Jun 

85 

AV 

AS 

99 

MS-97298 

5306 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-9897 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-92 14C 

5306 

AS 

19  Jun 

87 

AS 

11 

MS -9898 

5306 

AS 

21  Apr 

69 

AS 

99 

MS-9965 

5706 

AS 

27  Jun 

74 

AV 

AS 

11 

MS-9957 

5306 

AS 

27  Jun 

74 

AV 

AS 

11 

L 

MS-16208A 

NOTICE  1 

5306 

SH 

19  Aug 

66 

SH 

L 

MS-16206A 

NOTICE  1 

5306 

SH 

30  Jun 

86 

SH 

MS-9958 

5306 

AS 

27  Jun 

74 

AV 

AS 

11 

MS-9959 

5306 

AS 

27  Jun 

74 

AV 

AS 

11 

MS-9624B 

5306 

AS 

15  Aug 

84 

AS 

99 

MS-9625B 

5306 

AS 

15  Aug 

84 

AS 

99 

MS-9626B 

5306 

AS 

15  Aug 

04 

AS 

99 

MS-9627B 

5306 

AS 

15  Aug 

84 

AS 

99 

MS -9960 

5306 

AS 

27  Jun 

74 

AV 

AS 

;i 

MS-9961 

5306 

AS 

27  Jun 

74 

AV 

AS 

ii 

MS-9962 

5306 

AS 

27  Jun 

74 

AV 

AS 

u 

MS-9963 

5306 

AS 

27  Jun 

74 

AV 

AS 

ii 

78 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Bolt,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .4375*20 

MS-9798B 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

UNJF-3A 

Bolt,  Machine,  Hexagon  Head,  1200  Deg.  F  . . . . . . . . 

MS-20033C 

THRU  MS  20046 

5306 

AS 

11  Jun 

70 

AR 

AS 

99 

Bolt,  Machine,  Hexogon  Head,  Full  Shonk,  Ami  5643,  .250*28  UNJF-3A  . . . . 

MS -9784 

5306 

AS 

11  Mar 

70 

AV 

AS 

99 

Bolt,  Machine,  Hex  Heod  Fully  Threaded,  Fine  Thread,  Metric . . . . 

DS-51417 

5306 

AR 

12  Aug 

83 

Bolt,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .3125*24 

MS-9796B 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

UNJF-3A 

Bolt,  Machine,  Hexagon  Heod,  Drilled,  1  Hole,  PD  Shonk,  Titanium  AMS,  4967, 

MS-9628 

5306 

AS 

21  Dec 

83 

AS 

99 

.4375*20  UNJF-3A 

Bolt,  Machine,  Hexagon  Head,  Pd  Shank,  Ami  5643,  .3125*24  UNJF*3A  . . . 

MS-9807B 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Head,  Pd  Shank,  Ami  5643,  .190*32  UNJF*3A... . . 

MS-9805 

5306 

82 

11  Mar 

70 

AV 

AS 

99 

Bolt,  Machine,  Hexogon  Heod,  Full  Shonk,  Ami  5643,  .500*20  UNJF*3A  . . . 

MS-9788 

5306 

AS 

11  Mor 

70 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Heod,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS,  4967, 

MS-9629 

5306 

AS 

21  Dec 

83 

AS 

99 

.500*20  UNJF-3A 

Bolt,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS,  4967, 

MS-9630 

5306 

AS 

21  Dec 

83 

AS 

99 

.5625*18  UNJF-3A 

Boll,  Machine,  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .190*32 

MS-9794B 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

UNJF-3A 

Bolt,  Machine,  Hexogon  Head,  Full  Shonk,  Ami  5643,  .625*18  UNJF*3A  . . . 

MS-9790 

6306 

AS 

11  Mar 

70 

AV 

AS 

99 

Bolt,  Machine,  Hexagon,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .5625*18  UNJF-3A.. 

MS-9800B 

5306 

AS 

31  Ocl 

84 

AV 

AS 

99 

Boll,  Machine,  Hexagonhead,  Steel  Cadmium  P  LATED,.375*24UNJF  *3A. . . . 

MS-9521A 

5306 

AS 

22  May 

86 

AV 

AS 

99 

Bolt,  A\achine,  Hexogon  Heod,  Steel,  Cadmium  Plated,  .4375*20UNJF*3A. . . 

MS-9522C 

5306 

AS 

22  May 

86 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Head,  Steel,  Cadmium  Plated,  .5CO*20UNJF*3A  . . 

MS  *9523 A 

6306 

82 

22  May 

86 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Head,  Steel,  Cadmium  Plated,  .5625*18UNJF*3A.................. 

MS-9524C 

5306 

AS 

22  May 

86 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Head,  Steel,  Cadmium  Platad,  ,625*18UNJF*3A  . 

MS-9525A 

5306 

82 

22  May 

86 

AV 

AS 

99 

Bolt,  Machine,  Hexagon  Head,  Steel,  Cadmium  Plated,  ,750*16UNJF*3A  . . . 

MS-9526A 

5306 

82 

22  May 

86 

AV 

AS 

99 

Boll,  Machine,  Hexagon  Head  Steel,  Cadmium  Plated  .190*32UNJF*3A  . . 

MS-9518 

5306 

AS 

02  Feb 

68 

AV 

AS 

99 

Bolt,  Mochine,  Hexagon  Heod,  Steel,  Cadmium  Plated,  .250*28UNJF*3A  . . 

MS-9519A 

5306 

AS 

22  May 

86 

AV 

AS 

99 

Bolt,  Machine,  Hexogon  Head,  C  '  Hole,  Full  Shonk,  Amt  5643,  .625*18 

MS-9801B 

5306 

AS 

15  Aug 

84 

AV 

AS 

99 

UNJF-3A 

Bolt,  Mochine,  Hexagonheod,  Steel,  190*32  UNJF-3A . . . . 

L 

MS-9452A 

5306 

AS 

31  Mor 

86 

AS 

11 

Bolt,  Machine,  Hexagonhead,  Steel,  5625*18  UNJF*3A . . . . . 

L 

MS-9457A 

5306 

AS 

31  Mar 

86 

AS 

11 

Bolt,  Machine,  Hexagon  Head,  Steel,  .625*18  UNJF-3A  . . . 

L 

MS-94589 

5306 

AS 

31  Mor 

86 

AS 

11 

Bolt,  Mochine,  Hexagon  Head,  Steel,  .750*16  UNJF-3A  . . . . 

L 

MS-9459B 

5306 

AS 

31  Mar 

86 

AS 

11 

Boll,  Mochine,  Regular  Semt*finlihed  Hexagon  Head,  Copper*iilicon  Alloy  (Silicon 

L 

MS-16205A 

5306 

SH 

30  Jun 

86 

SH 

Bronze)  UNC-2A,  Non*m 

NOTICE  1 

Bolt,  Machine,  Steel,  Drilled  12  Point  Heod,  .190  (No.  10)*32  (Cadmium  Plate) 

MS-9088A 

•5306 

AS 

28  Feb 

84 

AS 

Inactive  For  New  Deiign 

Bolt,  Machine,  Square  Head  Hot  Galvanized  (Pole-line) . . . 

MS-3579BD 

5306 

ER 

16  Ocl 

87 

ER 

YD 

99 

Boll,  Machine,  Square  Head,  Steel,  Cadmium  Or  Zinc  Plated,  UNC-2A . . . 

MS-353558 

5306 

AR 

06  Ocl 

71 

AR 

SH 

99 

dolt,  Mochine,  Steel,  12  Point  Heod,  .250*28,  Cadmium  Plate  (Inactive  For  New 

MS-9147A 

5306 

AS 

28  feb 

84 

AS 

11 

Deiign) 

Bolt,  Machine,  Squore  Head,  Steel,  Phoiphote  Coated,  UNC-2A . 

MS-35356A 

5306 

AR 

06  Ocl 

71 

AR 

SH 

99 

Bolt,  Machine,  Steel,  Drilled  Double  He/agon,  Extended  Wather,  .190*32 

MS-212888 

5306 

AS 

17  Sep 

63 

AS 

99 

(MIL*S*8879  Thread) 

Bolt,  Mochine,  1200  Deg.  F  . . . . . . . . . . 

Q 

MIL-B-7874B 

SUPP  1 

5306 

AS 

03  Dec 

82 

AV 

AS 

99 

3oll,  f.a chine,  12  Point  Head.  Steel,  .190-32  UNF-3A . 

MS-9146B 

5306 

AS 

04  Nov 

86 

AS 

11 

Bolt,  Machine,  12  Point  Head,  Steel,  .3125*24  UNF-3A . . . 

MS-9148B 

5306 

11 

04  Nov 

86 

AS 

11 

Bolt,  Machine,  12  Point  Herd,  Steel,  .375-24UNF-3A . 

MS-9149B 

5306 

AS 

C4  Nov 

86 

AS 

11 

Bolt,  Mochine,  12  Point  Heod,  Steel,  .4375-20  UNF-3A . 

MS-91508 

5306 

AS 

04  Nov 

86 

AS 

11 

Bolt,  McchJne,  12  Point  Head,  Steel,  .500*20  UNF-3A . 

MS-91519 

5306 

AS 

04  Nov 

86 

AS 

11 

Bolt,  Machined  -  Hexogon  Head,  Drilled,  1  Hole,  Full  Shank,  AMS  5731,  .375*24 

MS -9503 A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

UNJF-3A 

Balt,  Machined  •  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  AMS  5731,  .4375*20 

MS-9504A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

UNJF-3A 

Bolt,  Machined  *  Hexogon  Heod,  Drilled,  1  Hale,  Full  Shonk,  AMS  5731,  .500*20 

MS-9505A 

5306 

AS 

17  Nov 

69 

AV 

AS 

99 

UNJF-3A 

Bolt,  Machined  «  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  AMS  5731,  .5625*18 

MS-9506C 

5306 

AS 

23  Nov 

84 

AV 

AS 

99 

UNJF-3A 

’3 nit,  Nickel  Alloy  718,  Temion,  High  Strength,  (125  KS1  Flu  &  220  KS1  Flu)  High 

MIL-8-85604A 

5306 

AS 

25  Jan 

88 

AV 

AS 

11 

Temperature,  Spline  Drive 

Boll  Pon  Heod,  SelMocking  Optionol «  31  Jen  1985.. . . . . . 

NAS  1218-85 

REV  8 

5305 

AS 

29  Moy 

86 

AS 

11 

Bolt,  Pan  Heod,  Ribbed  Torq  Set  Recen,  Cioie  Tolerance,  Alloy  Steel,  tong  Thread, 

MIL-8-87114/38 

5305 

AS 

23  Nov 

81 

AV 

AS 

11 

95  KSI  FSU 

Bolt,  Protruding  Heod,  External  Wrenching,  Straight  Shonk,  Expondabte  Aluminum 

MIL-8  8831/3 

5306 

AS 

23  Aug 

82 

AV 

AS 

11 

Alloy  Sleeve,  Alloy  Steel  Pin,  180  KSI  FTU 

Bolt,  Protruding  Head,  External  Wrenching,  Straight  Shonk,  Low  Interference, 

MIL-B-8831/5 

5306 

AS 

23  Aug 

82 

AV 

AS 

11 

Expendible  Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  180  KSI  FTU 

AT 

Bolt,  Ribbed  Shoulder  Wheel  Mounting,  Metric . . . . . . 

DOD-B-63545/1 
NOTICE  1 

5306 

AR 

05  Moy 

88 

AR 

AS 

11 

Bolt,  Ribbed  Shoulder.  Wheel  Mounting  Single  End,  3/4  Inch,  Extended  Length  . . 

L 

MS-519478 

5306 

AT 

27  Moy 

76 

AT 

Bolt,  Ribbed  Shoulder,  Extended  Shoulder,  Wheel  Mounting,  Metric . . . . . 

DOD-S-63545/2 
NOTICE  1 

5306 

AR 

05  Moy 

88 

AR 

AS 

11 

Bolt,  Ribbed  Shoulder,  Single  End,  Spined,  7/16  And  1/2  Inch . . . . 

L 

MS-5I948C 

5306 

AT 

20  Sep 

73 

AT 

Bolt,  Ribbed  Shoulder,  Wheel  Mounting,  Metric  Generol  Specification  For . . 

DOD-B-63545 

NOTICE  1 

5306 

AR 

19  Feb 

82 

AR 

AS 

11 

Bolt,  Round  Head,  Squore  Nccfc  *  Metric  *  24  Aug  82 . . . . 

ANSI  B18.5.2.2M-82 

5306 

AR 

03  Nov 

82 

AR 

AS 

99 

Bolt,  Round  Head,  Short  Squore  Neck  *  Metric  *  14  Aug  31  . . . . . . . 

ANSI  818.5,2.)M-81 

5306 

AR 

11  Jan 

82 

AR 

AS 

99 

Bolt,  Self  locking,  Hexagon  Head,  Steel,  Metric,  General  Specihcation  For  . . . 

L 

DOD-B-70331 

5306 

AR 

21  Apr 

83 

AR 

ALPHABETICAL  LISTING 


TITLE 


Bolt,  Self  Locking,  Hexigon  Head,  Steel,  SAE  J 1 199  (10.9)  Type  B,  Metric  . . 

Bolt,  Self  Locking,  Hexagon  Head,  Steel,  SAE  J1199  (10.9)  Type  BH,  M . . 

Bolt,  Self  Retaining,  Positive  Locking  ............................ . . . . 

Bolt,  Self  Retaining,  Positive  Locking,  CRES  90  KSI  Fsu,  63KS1  Ftu,  Pon  Hood,  450 
Deg.  F  &  650  Deg.  F 

Bolt,  Self  Retaining,  Positive  Locking,  CRES  90  KSI  Fsu,  63  KSI  Ftu,  Hexagon 
Slotted  Head,  450  Deg.  F  And  650  Deg  F. 

Bolt,  Self  Retaining,  Positive  Locking,  Cres  90  Ksi  Fsu,  63  Ksi  Ftu,  100  Deg.  Flush 
Head,  450  Deg.  F  And  650  Deg.  F 

Bolt,  Sclf.locking,  Steel,  160  Ksi,  Ftu  250  Deg.  F,  12  Point,  External  Wrenching 
(Externally  Wrenching  Cap  Screws 

Bolt,  Seif-locking,  Hexagon  Head,  Steel . . . . . . 

Bolt,  Self-locking,  Corrosion  Resisting  Steel,  80  Ksi  Ftu,  250  Deg.  F,  12-POINT, 
External  Wrenching  (Externally  Wrenching  Cop  Screws) 

Bolt,  Self-locking,  Hexagon  Head,  Steel,  Grade  5,  UNC-2A  And  UNF-2A  (Inactive 
Use  MS35764 

Bolt,  Self-locking,  Hexagon  Head,  Steel,  Grade  8,  UNC-2A  And  UNF-2A . 

Bolt,  Self-locking,  250  Deg.  F.,  Steel  75  Ksi  Fsu,  125  Ksi  Ftu,  100  Deg  Flush  Head 
Cross  Recessed 

Bolt,  Self-locking,  250  Deg.  F.,  Cres  48  Ksi  Fsu,  80  Ksi.ftu,  100  Deg  Flush  Head, 
Cross  Recessed 

Bolt,  Self-locking,  250  Deg.f.,  Steel,  75  Ksi  Fsu,  125  Ksi  Ftu,  Hex  Head . . 

Boll,  Self-locking,  250  Deg  F.,  Cres,  48  Ksi  Fsu,  80  Ksi  Ftu,  Hex  Head . 

Bolt,  Self-locking,  250  Deg  F.,  Steel,  75  Ksi  Fsu,  125  Ksi  Ftu,  Pan  Head,  Cross 
Recessed 

Bolt,  Self-locking,  250  Deg  F.,  Cres  48  Ksi  Fsu,  80  Ksi  Ftu,  Pon  Head,  Cross 
Recessed 

Bolt,  Self-retaining,  Impedance  Type  . . . . . . . 

Boll,  Self-retaining,  Aircraft  Reliability  And  Maintainability  Design  And  Usage 
Requirements  For 

Bolt,  Self-retaining,  Impedance  Type,  95  Ksi  Fsu,  Hex  Head,  450  Deg.  F  . . . 

Boll,  Self-retoining,  Impedance  Type,  95  Ksi  Fsu,  Flush  Heod,  450  Deg.  F . . . 

Boll,  Shear,  Hexagon  Head,  Self  Locking  *  May  74  W/DOD  Exceptions . 

Bolt,  Shear,  Hexagon  Head  -  30  Oct  81  W/DODEXCEPTIONS  Rev  10  (Inactive  For 
New  Design  After  Oct  30  81) 

Boll,  Shear,  95  KSI  FSU  •  23  Jon  80  W/DOD  Exceptions . 

Bolt,  Shoulder  •  Hexagon  Heod  •  15  Sep  75  W/dod  Exceptions . 

Bolt,  Shoulder,  Hexagon  Head,  General  Specification  For,  Metric . . . . . 

Bolt,  Shoulder,  Wheel  Mounting,  Single  End,  Keyed  Head . . . 

Bolt,  Shoulder,  Hexagon  Head,  Long  Thread,  Metric  . . . . . . . . 

Bolt,  Shoulder,  Hexagon  Head,  Short  Thread,  Metric . . . . . 

Bolt,  Shouldered  (Bolt  Assembly,  Clamp) . . . . . . . 

Bolt,  Spline  Drive,  Close  Toleronce,  Alloy  Steel,  1250  Mpo,  Metric  -  July  1979 . 

Bolt,  Spline  Drive,  Close  Tolerance,  A-286,  1250  Mpo,  Metric  ■  July  1979 . 

Bolt,  Squore  &  Hex,  &  Screws  Inch  Series  -  24  Jun  81 . . . . 

Bolt,  Squore  Neck,  (Corrioge  Bolts),  Round  Head,  UNC-2A,  Copper-silicon  Alloy, 
Nonmagnetic 

Bolt,  Squore  Neck,  Corrioge,  Hot  Golvonized  (Pole  line) . . . . . 

Boll,  Squore  Neck,  Round  Heod  (Corrioge),  Steel,  Cadmium  Orzinc  Plated,  UNC-2A 
Bolt,  Squore  Neck,  Countersunk,  (Plow)  Steel,  Cadmium  Or  Zinc  Plated,  NC-2A  And 
UNC-2A 

Bolt,  Stabilized  Non-mognetic  Corrosion  Resistant  Steel  -  Feb  69  . . . . . . . 

Boll,  Straight  Shonk,  Expandable  Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  Reliability 
&  Maintainability  Requirements  For 

Bolt,  Straight  Shank,  Expandable  Aluminum  Rlloy  Or  CRES  Sleeve,  CRES  Or 
Titanium  Pin, 

Bolt,  Straight  Shonk,  Expandable  Sleeve,  Protrudinig  &  Fhsh  Head-.. . . . 

Bolt,  Straight  Shank,  Expandable,  100  Degreereduced  Flush  Head,  125  Ksi  Fsu  (Cres 
304  Sleeve,  Nickel-alloy  Inconel  7  18,  450  Degree  F) 

Bolt,  Structural,  Heavy  Hex  •  Metric  >  26  Apr  79 . . . . . . . . . . 

Bolt,  Stud,  And  Socketcap  Head  Screw,  Nickel-copper-aluminum  Alloy(use 
MIL-S-1222) 

poll,  Tm„  . . . . . . . . 

Bolt,  Tee  Heod . . . . . . . . . . . . . . . 

Bolt,  Tee  Heod  &  Ams  5735,  Chamfered,  .1908,32  UNJF&3A  (Asg) . 

Bolt,  Tee  Head  &  Ams  5735,  Chamfered,  .2508,28  UNJF8.3A  ,osg(  . . . 

Bolt,  Tee  Head  8,  Ams  5735,  Chamfered,  .31258,24  UNJF8.3A  (Asg) . 

Bolt,  Tee  Heod  8,  Ams  5735,  Chamfered,  .3758,24  UNJF&3A  (Asg) . . 

Bolt,  Tee  Heod  8,  Ams  5735,  Chamfered,  .43758,20  UNJF8<3A  (Asg) . . . . . 

8o!t,  Tee  Head  8.  Ams  5735,  Chamfered,  .5008,20  UNJF8.3A  (Asg) . . 

Boft,  Tee  Head  •  AMS  5708,  Chamfered  .3750-24  UNJF-3A  -  1  Jul  80.... . ... 

uolt.  Tee  Head  •  Ams  6322,  CHAMFERED,.3 125-24  UNJF-3A,  Cadmium  Plate(osg) .. 

Bolt,  Tee  Head  -  Ams  6322,  Chamfered,  .375-24  UNJF-3A,  Cadmium  Plate(asg)  . . 

Bolt,  Tee  Heod  ■  Ams  6322,  Chamfered,  .4375-20  UNJF-3A,  Cadmium  Plate(asg)  .... 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


L 

DOD-B-70331/1 

5306 

AR 

21  Apr 

83 

AR 

L 

DOD-8-70331/2 

5306 

AR 

21  Apr 

83 

AR 

Q 

MIL-B-23964C 

5306 

AS 

05  Jun 

8) 

AS 

99 

MS-21125F 

5306 

AS 

30  Apr 

83 

AV 

AS 

11 

MS-3369D 

5306 

AS 

20  Jun 

85 

AV 

AS 

11 

MS-21130E 

5306 

AS 

11  Mor 

81 

AV 

AS 

99 

MS-21098 

5306 

AS 

24  Mar 

65 

AS 

99 

MU-B-45912A 

5306 

AR 

08  Aug 

69 

AR 

99 

MS-21099 

5306 

AS 

24  Mar 

65 

AS 

99 

MS-35763E 

5306 

AR 

29  Dec 

75 

AR 

99 

MS-35764E 

5306 

AR 

29  Dec 

75 

AR 

99 

MS-21091 

5306 

AS 

02  Nov 

65 

AS 

99 

MS-21092A 

5306 

AS 

30  Sep 

70 

AV 

AS 

99 

MS-21094 

5306 

AS 

02  Nov 

65 

AS 

99 

MS-21095A 

5306 

AS 

13  Apr 

71 

AV 

AS 

99 

MS-21096 

5306 

AS 

02  Nov 

65 

AS 

99 

MS-21097B 

5306 

AS 

07  Dec 

73 

AS 

99 

O 

MII-B-83050D  (1) 

5306 

82 

27  Apr 

87 

AV 

99 

MS -33602 

5306 

AS 

27  Oct 

67 

AS 

99 

MS-275760 

5306 

82 

25  Jan 

78 

AV 

99 

MS-27577E 

5306 

82 

28  Aug 

87 

AV 

99 

£ 

NAS  1223THRU1235-74 
REV  4 

5306 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

NAS  I303THRU1320-81 

5306 

AS 

06  Jul 

83 

AS 

11 

E 

NAS  498-80 

REV  10 

5306 

AS 

30  Jan 

84 

AS 

11 

E 

NAS  1297-75 

REV  2 

5306 

AS 

30  Jon 

84 

AS 

11 

000-8-63475 

NOTICE  1 

5306 

AR 

14  Apr 

87 

AR 

SH 

99 

l 

MS-51949B 

NOTICE  1 

5306 

AT 

19  Nov 

87 

AT 

DOD-B-63475/1 

NOTICE  1 

5306 

AR 

14  Apr 

87 

AR 

SH 

99 

DODB-63475/2 

NOTICE  1 

5306 

AR 

14  Apr 

87 

AR 

SH 

99 

Mll-B-70332/2 

5306 

AR 

25  May 

84 

AR 

AS 

99 

NA  0058-79 

5306 

IS 

15  Jul 

85 

AV 

99 

IS 

NA  0059-79 

5306 

IS 

15  Jul 

85 

AV 

99 

IS 

ANSI  B18.2.1-8I 

53GP 

AR 

11  Jan 

82 

AR 

YD 

99 

MS-16207C 

NOTICE  1 

5306 

SH 

30  Jun 

86 

SH 

99 

MS -2 00698 

5306 

ER 

06  Oct 

$7 

ER 

YD 

99 

MS-35751D 

5306 

AR 

04  Nov 

85 

AR 

99 

MS-357548 

5306 

AR 

20  May 

74 

AR 

99 

NAS  501-68 

5306 

AS 

14  Jun 

74 

AV 

AS 

n 

MIL-B-8831/1 

5306 

AS 

23  Aug 

82 

AV 

AS 

u 

l 

MIL-B-85667/1 

5306 

AS 

14  Mar 

86 

AS 

MIL-B-85667 

SUPP  1 

5306 

AS 

14  Mor 

86 

AS 

L 

MIL-B -85667/6 

5306 

AS 

14  Mar 

86 

AS 

ANSI  B18.2.3.7M-79 

5306 

AR 

26  Apr 

79 

AR 

AS 

99 

L 

MS-181 16K 

•5307 

SH 

21  Apr 

88 

SH 

l 

MtL-8 -45887 A  (1) 

NUORAR 

07  Oct 

77 

AR 

MS-90729A 

NOTICE  1 

5306 

AR 

06  Jun 

88 

AR 

YD 

99 

L 

MS-9432 

5306 

AS 

21  Dec 

62 

AS 

i 

MS-9433 

5306 

AS 

21  Dec 

62 

AS 

i 

MS-9434 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9435 

5306 

AS 

21  Dec 

62 

AS 

t 

MS-9436 

5306 

AS 

21  Dec 

62 

AS 

L 

MS-9437 

5306 

AS 

21  Dec 

62 

AS 

AS  3235-80 

5306 

11 

11  Jul 

84 

AS 

11 

L 

MS-9399 

5306 

AS 

09  May 

62 

AS 

i 

MS-9400 

5306 

AS 

09  May 

62 

AS 

i 

MS -9401 

5306 

AS 

09  Mo y 

62 

AS 

80 


ALPHABETICAL  LISTING 

DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

Bolt,  Tee  Head  *  Ami  6322,  Chamfered,  .500*20  UNJF-3A,  Cadmium  Plate(aifl)  . 

L 

MS-9402 

5306 

AS 

09  Moy 

62 

Bolt,  Tee  Head  »  Ami  6322,  Chamfered,  .250*28  UNJF-3A,  Codium  Plate(aig). . . 

L 

MS-9398 

5306 

AS 

09  Moy 

62 

Boll,  Tee  Head  aMS  5708,  Chamfered,  .3125-24  UNJF-3A  •  1  Jul  80 . 

AS  3234-80 

5306 

11 

11  Jul 

84 

Bolt,  Tee  Heod  oMS  5708,  Chamfered,  .2500-28  UNJF-3A  •  1  Jul  80 . 

AS  3233-80 

5306 

11 

11  Jul 

84 

Bolt,  Tee  Head, interface  Surface,  Dimentioni  For  •  Mar  85.............. . 

ARP  1902-85 

5306 

AR 

01  Nov 

85 

Bolt,  Temion,  Inconel,  220  Kii  Ftc,  800  Deg.  F.  Externol  Wrenching,  Spline  Drive, 

MS-14181C 

5306 

AS 

30  Jon 

89 

Flanged  Head 

Bolt,  Teniion,  Steel,  180  Kii  Ftu,  450  Degreei  F.,  Externol  Wrenching,  Spline  Drive, 

MS-21134 

5306 

AS 

28  Jan 

72 

Flanged 

Bolt,  Teniion,  Steel,  External  Wrenching,  Flanged,  12*POINT,  180  KSI  Ftu,  450  Deg. 

MS-212501. 

5306 

AS 

30  Jan 

89 

Bolt,  Teniion,  Steel,  260  Kii  Ftu,  450  Deg.  F.,  External  Wrenching,  Spline  Drive, 

MS-21296A 

5306 

AS 

06  Od 

75 

Flanged  Head 

Bolt,  Teniion,  Steel,  220  Kii  Ftu,  450  Deg.  F.,  External  Wrenching,  Spline  Drive, 

MS-21297A 

5306 

AS 

06  Ocl 

75 

Flanged  Head 

Bolt,  Thimble  Eye  (Straight),  Hot  Galvanized  (Pole-line) . 

MS-35796A 

4030 

ER 

10  Aug 

67 

Bolt,  Thimble  Eye  (Bent)  Hot  Galvanized  (Pole-line) . . . 

MS-35797A 

4030 

ER 

10  Aug 

67 

Bolt,  Tibial . . . . . . . . . 

MIL-8-36772 

6515 

DM 

09  Mar 

72 

Bolt,  Toggle,  And  Expansion  Sleeve,  Screw  . . . . . . . . . . 

FF-B-588C  (1) 

5306 

•AR 

30  Sep 

74 

Bolt,  Twelve  Point,  External  Wrenching,  Titanium  Alloy  (REV-3)  -  1  Mar  82 . . 

E 

NAS  1271THRU1280-82 

5306 

AS 

20  May 

83 

REV  3 

l 

MS  *5 1934 A 

5306 

AR 

17  Aug 

87 

Bolt,  Wheel,  Inconnel,  220  KSI  Ftu,  132  KSI  Fsu,  450  Deg.  F  Externol  Wrenching, 

L 

MS-144908 

5306 

AS 

13  Jul 

87 

Sp'inedrive,  Flanged  Head 

Bolt,  Wheel,  Teniion,  Flanged  Steel,  180KS1  Ftu,  450  Degreei  F  Externol  Spline 

MS-141578 

5306 

AS 

15  Aug 

78 

Drive 

Bolt,  Wheel,  Teniion,  Flanged,  Steel  220  Kii,  FTU,  450  Deg.  F.  Externol  Wrenching, 

MS-141638 

5306 

AS 

15  Aug 

78 

Spline,  Drive 

Boll,  100  Deg  Crown  Reduced  Head,  Torq  Set  (R)  &  Hi  Torque,  (R)  108  KSI  Shear 

E 

NAS  2852THRU2860-80 

5306 

AS 

30  Jon 

84 

•  Aug  80  W/dod  Exception! 

Bolt,  100  Deg  Fluih  Teniion  Head  (Hi*torque)  Receii,  long  Thread  Titanium  Alloy  - 

NAS  663THRU668-70 

5306 

AS 

14  Jun 

74 

Sep  70 

Bolt,  100  Deg  Fluih  Heas,  0312  Oversize,  Alloy  Steel,  160,000  Psi  -  30  Mar  77 . 

NAS  1603THRU1610-77 

5306 

AS 

17  Od 

84 

REV  6 

Bolt,  100  Deg  Head,  Phillips  Recess,  Close  Tolerance,  Alloy  SleeUong  Thread, 

NAS  7103THRU71 16-78 

5306 

AS 

17  Od 

84 

Self-locking  &  Nonlocking  •  4  Sep  78 

REV  1 

Bolt,  100  Deg  Head,  Phillips  Recess,  Close  Tolerance,  A236  Cres,  long  Thread, 

NAS  7203THRU7216-78 

5306 

AS 

17  Od 

84 

Self-locking  &  Nonlocking  •  4  Sep  78 

REV  1 

Bolt,  100  Deg  Reduced  Fluih  Head,  low  Interference,  Straight  Shank,  Expandable 

MIL-B-8831/4 

5306 

AS 

23  Aug 

82 

Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  108  KSI  FSU 

l 

Ml  L-B -85667/4 

5306 

AS 

14  Mar 

86 

Bolt,  100  Deg  Reduced  Fludi  Head,  Straight  Shank,  Expandable  Aluminum  Alloy 

MIL-B-8831/2 

5306 

AS 

23  Aug 

82 

Sleeve,  Alloy  Steel  Pin,  108  KSI  FSU 

Bolt,  100  Deg.  Fluih  Tension  Heod  (Hi  Torque)  Recess  Alloy  Steel,  160,000  PSI  - 

E 

NAS  583THRU590-77 

5305 

AS 

15  Sep 

78 

Mar  77  W/DOD  Exceptions 

REV  10 

Bolt,  100  Deg.  Flush  Head,  Self-locking  -  31  JAN  1985  . . . . . . 

NAS  1221-85 

5305 

AS 

29  Moy 

86 

REV  9 

Bolt,  100  Deg.  Flush  Heod,  Alloy  Steel,  160,000  PSI  -  7  Dec  1984 . 

NAS  583THRU590-84 

5305 

AS 

29  May 

86 

REV  11 

Bolt,  100  Deg.  Flush  Reduced  Heod  •  28  May  82 . 

NAS  1580-82 

5306 

AS 

20  May 

83 

REV  5 

Bolt,  100  Deg.  Flush  Tension  Heod  Full  Thread  *  Sep  71 . . 

NAS  1582-71 

5306 

AS 

14  Jun 

74 

Bolt,  100  Deg.  Reduced  Dome  Heod,  Ribbed  Torq  Set  Recess,  Close  Tolerance, 

MIL-8-87114/2B 

5305 

AS 

23  Nov 

81 

Alloy  Steel,  long  Thread,  95  K&ii  F&su 

Bolt,  100  Deg,  Flush  Reduced  Head  •  28  May  82 . . . . . . 

NAS  1581-82 

5306 

AS 

20  Moy 

83 

REV  5 

Bolt,  100  Deg,  Heod,  Ribbed  Torq  Set  Recess,  Close  Tolerance,  Alloy  Steel,  long 

MIL-B-871 14718 

5305 

AS 

23  Nov 

81 

Thread,  95  KSI  FSU 

Bolt,  180  KSI  FTU  &  180  KSI  FSU,  450  Deg  F  Protruding  &  Flush  Head,  General 

Q 

MIL-B-8831B  (1) 

5306 

AS 

09  Mor 

83 

Specification  For 

SUPP  1 

Bolt^nachine-hexogon  Heod, drill  J,  6  Holes ,  Full  SHANK, 375*24  $  UNJF*3A . 

MS-95868 

5306 

AS 

30  Sep 

87 

Bolt, machine-hexagon,  Drilled,  6  Holes  Full  l  Shonk,  500*20  UNJF  3A . 

MS-9588D 

5306 

AS 

30  Sep 

87 

Bo!t,machine-hexagon  Heod,drilled  6  Holes ,  Full  SHANK,5625*18  UNJF*3A  . . 

MS-9589D 

5306 

AS 

30  Sep 

87 

Bolt,mochine*hexagon  HEAD,DRIUED,6  Holes  ,  Full  Shonk,  625*18  *UNJF*3A . 

MS-9590D 

5306 

AS 

30  Sep 

87 

Bolt, machine-hexagon  Head.drilled,  6  Holes  ,  Full  Shank,  750*16  NJF*3A . . 

MS-9591B 

5306 

AS 

30  Sep 

87 

Bolt, machine-hexagon  Heod,dril!ed,  6  Holes  ,  Full  Shonk,  4375*20  UNIJF*3A..... . 

MS-95878 

5306 

AS 

30  Sep 

87 

Bolt, machine-hexagon  Head,dril!ed  6  Holes  Full  Shonk,  190*32  $  UNJF-3A . . . 

MS-95838 

5306 

AS 

30  Sep 

87 

BoIt,mochine-hexogon  Heod,dr!lled,  6  Holes  ,  Full  SHANK, 250*28  $  UNJF-3A . . 

MS-95848 

5306 

AS 

30  Sep 

87 

Bo!t,macins  Hexagon  Head.drilled,  6  Hoi.)  ,  Full  SHANK, 3125-24  UNJF-3A . 

MS-95858 

5306 

AS 

30  Sep 

87 

Bolf,tee  Heod  *  Ams  6322,  Chamfered,  .190*32  UNJF-3A,  Cadmium  Plate(aia)  . 

l 

MS-9397 

5806 

AS 

09  May 

67 

Bolting  Alloy  Steel  Materials  For  Low  Temperature  Service  Standard  Specification 

ASTM  A320/A320M-88 

5306 

VD 

26  Feb 

89 

For  •  29  Apr  88 

Bolling  lengths  For  P  Iping  System  flanged  Joints,  Selecting  *  3  0  Jan  81 . . 

ASTM  F704-81 

5306 

SH 

06  Moy 

83 

Bolts  &  Nuts,  Track  •  2  Nov  82 . . . . 

ASME  818.10-82 

53GP 

AR 

15  May 

83 

Bolts  &  Screws  ■  Roll  Threaded  •  Nov  70 . . . . . . 

AMS  7473C-70 

5306 

11 

15  Nov 

74 

NOTICE  1 

Bolts  &  Screws,  Steel,  Corrosion  Resistant  Roll  Threaded  -  1  Nov  70 . 

AMS  7472H-70 

5306 

11 

15  Mor 

88 

NOTICE  2 

Bolls  &  Screwi,  Steel,  low  Alloy  Heat  Resistant  195,000  Psi  (1,345  MPA)  Temile 

AMS  7459C-80 

5306 

11 

15  Mar 

88 

Strength  Hardened  8.  Tempered,  Roll  Threaded  •  15  Jan  80 

NOTICE  2 

Bolls  &  Screwi,  Nickel  Alloy,  Corrosion  &  Heat  Resistant  Upset  Headed,  Heot 

AMS  7469B-80 

5306 

11 

15  Mor 

88 

Treated,  Roll  Threaded  2050  Deg.  F.  (1120  Deg.  C)  Solution  &  1650  Deg.  F.  NOTICE  2 

(900  Deg.  C)  Precipitation  Heot  Treatment  -  15  Apr  80 


81 


CUSTODIAN 


AS 

AS 

AS  11 
AS  11 
AR  AS  99 
AV  AS  99 

AV  AS  99 

AV  AS  99 

AV  AS  11 

AV  AS  11 

ER  YD  99 
ER  YD  99 
MD  MS  03 
AR  99 

AV  AS  11 

AR  99 

AS 

AV  AS  99 
AV  AS  99 
AS  11 
AV  AS  11 
AS  11 
AS  11 
AS  11 
AV  AS  11 
AS 

AV  AS  11 

AV  AS  11 

AS  11 

AS  11 

AV  AS  11 

AV  AS  11 
AV  AS  11 

AS  11 

AV  AS  11 

AV  AS  99 

AS  99 
AS  99 
AS  99 
AS  99 
AS  99 
AS  99 
AS  99 
AS  99 
AS  99 
AS 

AR  YD  99 
SH 

AR  SH  99 
MR  AS  11 

MR  AS  11 

MR  AS  11 

MR  AS  11 


ALPHABETICAL  LISTING 


TITLE 


Bolts  &  Screws,  Steel,  Corrosion  &  Moderate  Heat  Resistant  •  Heat  Treated,  Roll 
Threoded  *  1  Nov  70 

Bolts  &  Screws,  Nickel  Alloy,  Corrosion  And  Heot  Resistant  Upset  Headed,  Heat 
Treated,  Roll  Threaded  1950  Deg.  F  (1065  Deg.  C)  Solution  Heot  Treatment  -  15 
Oct  79 

Bolts  8.  Screws,  External  Wrenching,  Unified  Thread  Inch  Series  •  Design  Parameters 
For  -  2  Feb  76 

Bolts  &  Screws,  Steel,  Corrosion  Resistant  Upset  Headed,  Heat  Treated,  Roll 
Threaded  •  1  Nov  70 

Bolts  &  Screws,  Steel,  Corrosion  &  Heot  Resistant  Upset  Headed,  Heat  Treated,  Roll 
Threoded  1800  F  (982.2C)  Solution  A  Precipitation  Heat  Treated  -  1  Nov  70 
Bolts  &  Screws,  UNS  G87400  860  Mpo,  Mi  Thread,  Procurement  Specification  For, 
Metric  -  Feb  86 

Bolts  8.  Screws,  UNS,  NO/718,  Stress-rupture  &  Fatigue  Resistant,  Procurement 
Specification  For,  Metric  •  Aug  1986 

Bolls  &  Screws,  Steel,  Corrosion  8.  Heat  Resistant  Heot  Treated,  Roll  Threaded  - 
1800  F  (982.2C)  Solution  8.  Precipitation  Heat  Treated  ■  1  Nov  70 
Bolts  8i  Screws,  Usn  N07001,  760  Deg  C,  1210  Mpa,  1065  Deg  C,  Solution  Heot 
Treatment,  Procurement  Specification  For  (Metric)  Jul  87 
Bolts  8.  Screws,  UNS  S66286  650  Deg.  C,  900  MPA,  MJ  Thread,  Procurement 
Specification  For,  Metric  •  Feb  86 

Bolts  8.  Screws,  Steel,  Corrosion  8.  Heat  Resistant  Heat  Treated,  Roll  Threaded  • 
1650  F  (89899C)  Solution  &  Precipitation  Heat  Treated  *  1  Nov  70 

Bolts  8>  Studs,  High  Strength  Nonheoded  •  28  Jan  83,... . . . 

Bolts  &  Studs,  Steel,  Quenched  8.  Tempered  . . . . 

Bolts  And  Studs,  Carbon  Steel,  60,000  . . . . . . . 

Bolts,  &  Studs,  Carbon  Steel,  60,000  PSI  Tensile  Strength.............. . 

Bolts,  Finned  Neck,  Key  Head,  Machine,  Ribbed  Neck,  Squore  Neck,  Tee  Head . . 

Bolts,  Hex  Cap  Screws,  &  Studs,  Stainless  Steel  •  29  Aug  86 . . . . 

Bolts,  High-strength  For  Structural  Steel  Joints  •  29  Aug  86 . . . . . . . 

Bolts,  Nonferrous,  Hex  Cap  Screws,  And  Studs  For  General  Use  (Metric  •  31  Aug 
1984 

Bolts,  Nuts  8,  Tongues,  T-sIot,  Their  -  75 . . . . . . . 

Bolts,  Plow  .  71 . . . 

Bolts,  Recess  Drive,  General  Specification  For . . . . . 


Bolts.  Round  Head  (Inch  Series)  •  8  Sep  78 . . . 

Bolts,  Shear,  Steel,  132  KSI  FSU,  450  Deg  F . 

Bolts,  Structural,  Heat  Treated  Steel,  150  Ksi  Minimum  Tensile  Strength  -  26  Aug  83 

Bomb  8.  Body,  750  Pound  MC*1  Bomb  . . . . . . . . 

Bomb  Cluster,  Incenndiory,  TH3,  750  Pound  M36E2  (Without  Fuze,  Fin  8.  Wire)  ...... 

Bomb  Dispenser,  CNU-80/E25  Shipping  Andstoroge  Contciner  For . . . . 

Bomb  Rock  And  Rocket  Launcher,  Combination,  Aero  15  Series . 

Bomb  Rock  Unit  (Bru),  Aircraft,  General  Design  Criteria  For . 

Bomb,  Binary  Chemical, (without  Ballonet)  BLU-80/B  Sidt  Authorized  To  The  (DOD 
And  DOD  Contractors  Only.  Other  Req  Will  Be  Referred  To  Cdr,  US  Army 
Chemical  Research,  Dev  And  Engineering  Cntr,  Attn:$MCCR*SPT*S,  Aberdeen 
Proving  Grd,  MD  21010-5423 

Bomb,  Binory  Chemical,  Empty  (BLU-80/B)  . . . . . . 

Bomb,  Chemical,  Mork  116  Mod  O  (Without  Fuze  And  Burster)  Filling  Assembly 
And  Marking 

Bomb,  Free  Foil,  Demonstration  Of  Dispersion  Requirements  For..... . . . 

Bomb,  Gas,  Nonpersistent,  Gb,  750-POUND,  (Without  Fuze  And  Burster)  MC-1, 
Filling  Assembly  And  Marking 

Bomb,  Gos,  Nonpersistent,  Gb,  750-POUND  MC-l,  Inert  Components  For... . . 

Bomb,  Gos,  5008.POUND,  Mork  94  Mod  6,  Gb&filled,  Without  Fuze  And  Burster  .. 

Bomb,  Generol  Purpose,  Mark  82,  500  Pound,  Explosive  Loading,  Assembling,  And 
Packing 

Bomb,  General  Purpose,  Mork  84,  2000  Pound,  Explosive  loading.  Assembling,  And 
Packing 

Bomb,  General  Purpose,  Mark  83,  1000  Pound,  Explosive  loading,  Assembling,  And 
Pocking 

Bomb,  Incendiory,  TH3,  4  Pound,  M126...... . . . . . . . . . 

Bomb,  Loading  Practice  BDU-5/E  And  BDU-35/E . . . . . . . . 

Bomb,  loading  Practice  BDU-9/E . . . . . . . . 

Bomb,  loading  Practice  '>DU*15/E  And  BDU*16/E . . . 

Bomb,  Loading  Practice  8DU-32/E. . . . . . . 

Bomb,  Nonpersistent  Gas,  Spherical,  4.5  Inch,  Ml 39,  Filling  And  Assembly . 

3omb,  Nonpersistent  Gos,  Sphericol,  4.5-INCH,  Ml 39,  Metol  Parts  . . . 

Bomb,  Practice  BDU-38/B  . . . . . . . . . . 

Bomb,  Practice  BDU*12/B  . . . . . . . . . . 

Bomb,  Practice,  Generol  Specification  For, . . . . . . . . . . 
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AMS  7470F-70 
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88 
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11 
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53GP 
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11 
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78 
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11 
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5306 

ii 

15  Mor 

88 
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11 
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IS 
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86 

AV 

11 

MA  3377-86 
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IS 
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87 

AV 

AS 

11 
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5306 

11 

15  Mor 

88 

MR 

AS 

11 
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53GP 

IS 
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88 

AV 

99 
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53GP 

IS 

31  Ocl 

86 

AV 

11 
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5306 

11 
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74 

MR 

AS 

11 
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5307 

AR 
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83 

YD 
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88 

AR 
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77 
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11 
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5306 
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YD 

99 
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AS 
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78 

AV 

AS 

11 
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5306 

AR 
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83 

AR 

YD 

99 

l 
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1325 

70 

20  Nov 

72 

99 

l 

MIL-B-51373 

1325 

AR 
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AR 
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70 
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99 
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AS 
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AS 

99 
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72 
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AS 

99 
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AS 
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72 

AR 

AS 

99 
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AS 

30  Apr 

70 

AR 

99 

L 

MIL-B-25820B 

NOTICE  1 

1105 

79 

23  Jan 

89 

79 

L 

MIL-B-27036A 

NOTICE  1 

1)05 

79 

23  Jan 

89 

79 

l 

MlV-B-27049 

NOTICE  1 

1105 

79 

23  Jan 

89 

79 

L 

MIL-B-38951A 

NOTICE  1 

1105 

79 

26  Jan 

88 

79 

L 

MIL-B-60073 

NOTICE  1 

1325 

EA 

27  Feb 

87 

EA 

L 

MIL-D-60075 

NOTICE  1 

1325 

EA 

27  Feb 

87 

EA 

L 

MIL-8-38977  (2) 

1105 

79 

13  Nov 

78 

79 

L 

MIL-B-27044C 

1105 

79 

.  23  Feb 

68 

79 

NOTICE  1 
MIL-B-2/000A 
NOTICE  1 

11GP 

15 

12  Feb 

86 

OS 

15 

82 


ALPHABETICAL  LISTING 


TITLE 


Bomb,  Practice,  Profile  BDU&8-B  . . . . 

Bomb,  Smoke  Or  Incendiary,  AN*M474,  100  LB,  Inert  Component*  For.... . . 

Bomb,  Smoke,  BLU-17/B  . . . . . . . . . . 

Bomb,  Smoke,  100  Lb,  AN/M47A4,  Wp  Filling . . . 

Bomb,  Subasjemblie*,  Metal  (BLU-17/B) . . . . . 

Bombing,  Shelling,  Rocketing,  Mortaring  And  Location  Reports  (Edition  6) . . 

Bombing.  Shelling,  Mortaring  And  Location  Report*.,. . . . . 

Bond  Testing,  Babbitt  Lined  Bearing* . . . . . . . . 

Bonding  And  In  Flight  Lightning  Protection  For  Aircraft  (Edition  1) . 

Bonding  Of  Precision  Mirrors  (Glass  To  Metal) . . . . . . 

Bonding  With  Epoxy>elastomeric  Adhesive  System,  Glass  To  Metal........ . . . 

Bonding,  Electricol,  And  Lighting  Protection,  For  Aerospace  Systems . . . 

Bonds,  Adhesive,  Cleavage  Strength  Of  Metal  *  31  Mar  78  . 

Bone  Dust  Removing  Machine,  With  Nylon  Brushes . . . . 

Bone  Dust  Removing  Machine,  Electric,  Automatic,  Mobile  . . . . . 

Bone  Plate  . . . . . . . . 

Bone  Plate,  Brood,  Orthopedic  Implant,  Self*compressing  Holes..... . . . 

Bone  Surgery  Set,  Extension  And  Traction,  Pin  Type,  Steinmann . 

Book  Cover  Board  . . . . . . . . 

Book  Ends,  Steel  . . . . . . 

Book,  Engineers  Field . . . . . . . . . . 

Bookcase  Section,  Bose  And  Top,  Steel,  Contemporary  Style . 

Bookcase,  Steel,  Nonsectional,  Contempory  Style . 

Bookcase,  Wood,  General  Office . . . . . . 

Bookcoses  (Steel,  Contemporary  Style)  . . . . . . 

Bookrest . . . . . . . . . . . 

Bookshelf  For  Bunk  Bed  . . . . . . . . . . . . . . 

Boom  Crone,  20  Ton,  Rough  Terrain,  20  Ton,  Truck  Mounted,  12  1/2  Ton,  Crawler 
Mounted 

Boom,  Center  Pole,  Bolted  Tank  Erection . . . 

Boom,  Jib,  Crane,  15  Foot  Long,  For  3/4  Cubic  Yord  (12  1/2  Ton  Crawler 
Mounted,  20  Ton  Wheel  Mounted)  Crones 

Booms,  Floating  B^'  -  "'ll  (For  Harbor  Use) . . . 

Booster  Assembly  '  ';on  Kit  Cratering,  M180  Parts  For,  Loading, 

Assembling  And 

Booster  Assembly,  lition  Kit  Cratering,  Training,  XM270  Parts  For, 

Loading,  Assemot.. 

Booster  Cans  (For  3^  x  8  +  *  '  *rk  12)  ..  . . . . . . . . . . 

Booster  M120,  Ports  F^. 

Booster,  Ammunition,  Elect  ,  G*  . 

Booster,  Auxiliary,  M122,  Metal  Par.  for,  r  loly  And  loading  Of . 

Booster,  Fule,  Mork  60  Mod  3 . . . . . . . . . 

Booster,  Fuze,  Mork  60MOD  2  . . . . . . 

Booster,  Fuze,  Mork  60  Mod  1  . . . . . . . . . . . . . . . . 

Booster,  Fuze,  Mark  38  Mod  2  . . . . . . . . . 

Booster,  Guided  Missile,  Mork  12  Mod  0  (Loaded  Assembly) . . . 

Booster,  Guided  Missile,  Mork  12  Mod  1  &  Mod  2  (Loaded  Assemblies) . . . 

Booster,  M120  Loading,  Assembling  And  Packing  . . . . . . . . 

Booster,  M125A1  Assembly  Less  Booster  Pellet  8.  lead  Cup  Charge . 

Booster,  M125A1,  loading  &  Pocking  . . . . 

Booster,  M125A1E3,  looding  &  Pocking . . . . . . . . . 

Booster,  M125A1  (Alternate)  Assembly  Less  Booster  Pellet  And  Lead  Cup  Charge  .... 

Boot,  Combat,  Leother,  Block,  Direct  Molded  Sole. . . . 

Boot,  Dust  &  Water  Seol,  Type  C  (For  Use  As  Rotory  Shaft  Seots),  Type  CS  For 
Use  As  RFI  Shielded,  Rotory  Shielded,  Rotory  Shoft  Seals 
Boot,  Dust  &  Water  Seal,  Bushing  Seol,  Type  A  (For  Toggle  Switch  0.469 
Diameter)  Style  10  (Pone!  Bushings  Seol  Orly) 

Boot,  Dust  &  Water  Seal,  Type  A  (For  Toggle-Switches)  Style  1  (One  Hole 
Mounting,  Enclosed)  Style  Is  RFI  Shielded,  One  Hole  Mounting  Enclosed 
Boot,  Dust  &  Water  Seal,  Type  B  'cor  Pushbutton  Switches)  Style  2  (One  Hole 
Mounting,  Drilled  Ponel)  Style  2S  R"l  Shielded,  One  Hole  Mounting,  Drilled  Panel 

Boot,  Dust  And  Moisture  Seol  Hydraulic  Broke  Cylinder,  Synthetic  Rubber.. . . . 

Boot,  Dust  And  Water  Seol,  Type  B  (For  Pu»h&button  Switches),  Style  3  (One&hole 
Mounting,  Through) 

Boot,  Dust  And  Water  SEAU(FOR  Toggle  And  Pushbutton  Switches,  Circuit 
Breakers,  And  Rotary  Actuated  Parts),  General  Specification  For 

Boot,  Dust  And  Water  Seal,  Type  A  (For  Toggle  Switches),  Style  3  (One&hole 
Mounting,  Through) 

Boot,  Dust  And  Water  Seol,  Type  A  (For  Toggle  Switches),  Style  4  (Three&hole 
Mounting,  Through) 
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L 
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L 
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L 
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88 
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L 
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L 

MIL-B-10997B 

1345 

AR 

21  Apr 

65 

AR 

MIL-B-45530A 

1005 

84 

13  Moy 

88 

AR 

99 

t 

MIL-B-50999  (2) 

1375 

AR 

21  Jul 

76 

AR 

L 

MIL-6-85685 

1336 

AS 

26  Feb 

88 

AS 

L 

MIL-B-85599  (1) 

1336 

AS 

09  Oct 

86 

AS 

L 

MIL-B-85349  (1) 

1336 

AS 

19  Jan 

81 

AS 

L 

MIL-B-85464 

1336 

AS 

17  Nov 

81 

AS 

L 

MIL-B-22450C  (!) 
NOTICE  1 

1336 

OS 

04  Jun 

86 

OS 

L 

MII-B-23297B  (3) 

1336 

OS 

24  Nov 

82 

OS 

L 

MIL-B-1I507D 

1345 

AR 

21  Apr 

65 

AR 

l 

MIL-B-60806C  (4) 

1390 

AR 

09  Feb 

77 

AR 

L 

MIL-B-60856  (5) 

1390 

AR 

26  Feb 

73 

AR 

l 

MIL-B-60807  (7) 
NOTICE  T 

1390 

AR 

08  Moy 

87 

AR 

L 

MIL-6-46654C  (4) 
NOTICE  ) 

1390 

AR 

10  Jul 

87 

AR 

MIL-B-43481E  (2) 
NOTICE  1 

8430 

Gl 

25  Jon 

88 

GL 

NU 

99 

MIL-B-5423/9C 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  1 
MIL-B-5423/16C 

5930 

ER 

18  Feb 

87 

ER 

AS 

85 

MIL-B-5423/1C 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  1 
MIL-B-5423/7D 

NOTICE  1 

5930 

ER 

27  Ocl 

87 

ER 

AS 

85 

NQL 

MIL-8-45326B 

2530 

AT 

01  Ocl 

76 

AT 

MIL-8-5423/8A 

5930 

ER 

29  Moy 

68 

ER 

AS 

85 

Q 

MIL-B-5423C 

SUPP  1 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  2  (SH) 
MIL-B-5423/2C 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  1 
MIL-B-5423/3B 

NOTICE  1 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 
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ALPHABETICAL  LISTING 


TITLE 


Bool,  Dust  And  Woter  Seal,  Type  A  (For  Toggle  Switches),  Style  6  (One&hole 
Mounting,  Miniature,  Enclosed) 

Boot,  Dust  And  Water  Seal,  Type  A  (For  Toggle  Switches),  Style  7  (One-hole 
Mointing,  Submtnolure,  Enclosed), 

Boot,  Dust  And  Water  Seal,  Type  B  (For  Push-bjtton  Switches), style  1  (One-hole 
Mounting,  Adapter  Type) 

Boot,  Oust  And  Water  Seal,  Type  B  (For  Push-button  Switches),  Style  4  (One-hole 
Mounting,  Minoture,  Drilled  Panel 

Boot,  Dust  And  Water  Seal,  Type  A  (for  Toggle  Switches)  Style  8  (One-hole 
Mounting,  Subminiature,  Through) 

Boot,  Di'Sl  And  Water  Seal,  Type  A  (for  Toggle  Switches),  Style  9  (Five-hole 
Mounting,  Through) 

Boot,  Dust  And  Water  Seal,  Type  D  (For  Lever  Operated  Circuit  Breakers),  Style  \ 
(Panel  Mounted  Without  Mounting  Frame) 

Boot,  Dust  And  Woter  Seal,  Type  D  (For  Lever  Operated  Circuit  Breakers),  Sy!e  2 
(Panel  Mounted  Complete  With  Mounting  Frame 

Boot,  Exerciser,  Physical  Therapy . . . . . . 

Boot,  Heat  Shrinkable,  Strain  Relief,  Right  Angle  (Inactive  Use  Mll-C-85049/68) . . 

Boot,  Potting,  Electrical  Connertor,  Series  li  . . . . . . 

Boot,  Potting,  Electric,  Connector  (Use  Procurement  Use  MIL-C-85049/74) . . . 

Boot,  Safety  (Nonsparking) . . . . . . . 

Boot,  Safety,  Aircrew . . . . . . . . . . . 

Boot,  Ski-mountain . . . . . . . . . 

Bool,  Toxicological  Agent  Protective,  M2A1  . . . . . . . . 

Bootee,,  Wet  Suit  (Chloroprene  Foom) . . . . . . 

Booth,  Audiometric  Examination . . . . . . . . . . . . 

Booth,  Audlometric  Examination . . . . . . . . . 

Booth,  Spraying,  Paint,  Floor  Type  (With  Top  Exhaust  System)  . . 

Boots,  Climbers . . . . . . . . . . . . . 

Boots,  Cold  Weather,!  Nsulated,  Rubber  (Wet  Gold,  Dry-extreme  Cold)........,. . 

Boots,  Combat,  Leather,  Black  (MIL-5) . . . . . . . . . . . . 

Boots,  Combat,  Mildew  &  Water  Resistant,  Direct  Molded  Sole . . . 

Boots,  Divers,  MK*12 . . . .  . . . 

Boots,  Dog . . . . . . . . . . . . . . . . . 

Boots,  Dust  And  Woter  Seol,  Tyoe  B  (For  Toggle  And  Pushbutton  Switches,  Circuit 
Breakers,  And  Rotary-actuated  Parts)  (For  Handset  Switches),  Style  5 

Boots,  Electrical  Hazard  Protective  (Mens  Safety) . 

Boots,  Extreme  Cold  Weather,  N»1B . 

Boots,  Extreme  Cold  Weather  . . . . . . . . . . 

Boots,  Firemens  . . . . . . . . . . 

Boots.  Flyers  FWU-8/P . 

Bools,  Flying.  FWU-3/P . . . . . 

Bools,  Heat-shrinkoble,  Strain-relief,  Right  Angle . . . 

Boots,  Hot  Weathv . . . . . . . . . . . . . . . 

Boo's,  Knee  And  Hip,  (Rubber) . . . . . . . . . . . . 

Boots,  Knee  And  Hip  (Rubber). . . . . . 

Boots,  Sofely . . . . . . . . . . . . . . 

Boots,  Safety  (Mens  High  Top) . . . . . . . . 

Bore  Ridr;  Timer,  loading,  Assembling  &  Pocking . . . . 

Borer  Set,  Cork . . . . . . . . . 

Borer  Stopper,  Mechonico! . . . . . . . . . . . 

Borescope  Assemblies,  Cylinder  Inspection . . . 

Borescope  M3  . . . . . . . . . . . . . . . . 

Borescopes  Ml  &  M3  (Edition  No.  2)  (Re!  To  Other  Than  DOD  Act  Req  Pri  Appr 
Of  CNM,  MAT  09B21,  WASH,  D.c.  20360 

Borescopes  Ml  And  M2 . 

Boring  And  Milling  Machine,  Precision,  Horizontal  Spindle,  Toble  Type,  Monuolly  Or 
Numerically  Controlled 

boring  And  Turing  Machines,  Veti’col,  Computer  Numerical  Control,  Perforated  Tape 
(Future  Procurement  Use  MIL-B-80248A) 

Boring  And  Turning  Machines,  Vertical,  Numerical  Control  By  Manual  Data  Input,  36 
Through  96  Inch  Tobies 

Boring  And  Turning  Machines,  Vertical,  And  lathes,  Vertical,  Turret,  Manual  . . 

Boring  Machine,  Com  And  Main  Bearings,  Portable . . . . . . . 

Boring  Mochine,  Engine  Cylinder,  (Portable)  . . . . 

Boring  Machine,  Com  And  Main  Bearings,  (Stationary) . . . 

Boring  Machines,  Vertical,  Single  Column,  Computer  Numerically  Controlled  (Cnc) .... 
Boring  Machines,  Jig  Vertical,  Double  Column,  Bridge  Type,  Fixed  Or  Traveling 
Cross-rail,  Numerically  Controlled  (NC) 

Boring  Mochrns,  Jib,  Vertical,  Single  Column  And  Double  Column  Bridge  Types, 
Manual  Ar,dpower  Feed 

Boring,  Drilling  &  Milling  Machines,  Horizontal  Toble  Type,  4,  5  &6  Inch  Spindle ...... 

Boron  Filament  Reinforcement,  Continuous,  Epoxy  Resin  Impregnated . . . 

Boron  Monofilament,  Continuous,  Vopor  Deposited .............................................. ..... 

Boron  Nitride  Power  . . . . . . . . . . . . . . 

Soror.-olumlnum  Composite  Sheet  50  V/O  5.6B,  2024-0  For  Diffusion  Bonding  I  1 
Apr  1985 

Boron,  Amorphous,  Powder  . . . . . . . . . . . . .  ........ 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-B-5423/4B 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  1 
MIL-B-5423/5B 

5?30 

ER 

01  Jun 

82 

ER 

AS 

85 

MIL-8-5423/6A 
NOTICE  ) 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

MIL-B-5423/10B 

5930 

ER 

12  Feb 

85 

ER 

AS 

85 

MIL-B-5423/11C 

5930 

ER 

08  Oct 

85 

ER 

AS 

85 

MIL-6-5423/I2B 
NOTICE  1 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

MIL-B-5423/13A 

5930 

ER 

02  Jul 

87 

ER 

AS 

85 

NOTICE  1 
MIL-B-5423/14B 
NOTICE  1 

593) 

ER 

02  Jul 

87 

ER 

AS 

85 

A-A-51097 

653) 

/MB 

30  Oct 

85 

MD  MS 

03 

L 

MS-31 17E 

5970 

AS 

17  Jul 

85 

AS 

L 

MS-27486? 

NOTICE  1 

5935 

85 

22  Jul 

88 

CR 

AS 

85 

t 

MS-27333C 

5935 

85 

01  Nov 

87 

85 

NOTICE  1 

MIL-B-87068  (1) 

8430 

NU 

18  Feb 

82 

NU 

99 

l 

MIL-B-24911  (2) 

8430 

NU 

16  Jul 

87 

NU 

MIL-8 -43739A 

8430 

GL 

03  Mor 

87 

GL 

NU 

99 

l 

MIL-B-51T76F 

8430 

GL 

05  Ocl 

88 

GL 

L 

MIL-B-82273B 

8415 

NU 

20  Nov 

75 

NU 

MIL-B-36488 

6515 

DM 

07  Jun 

66 

MD  MS 

03 

A-A-53316 

6515 

MB 

24  Feb 

88 

MD  MS 

03 

L 

MIL-B-81993 

4940 

AS 

16  May 

75 

AS 

A-.V50651 

8430 

/82 

28  Aug 

80 

GL 

99 

MIL-B-41816G 

8430 

GL 

30  Jun 

8C 

GL 

NU 

99 

MIL-B-418I8G 

NOTICE  1 

8430 

GL 

25  Jan 

88 

Gl 

NU 

99 

MIL-B-44152A  (1) 

8430 

GL 

19  Sep 

88 

GL 

NU 

99 

l 

MIL-3-87031B 

8430 

SH 

06  Feb 

87 

SH 

L 

MIL-B-43S428 

3770 

Gl 

31  Dec 

85 

GL 

99 

MIL-B-5423/15E 

5930 

ER 

11  Ocl 

85 

ER 

AS 

85 

A-A-1946 

8430 

t 

28  Aug 

8) 

L 

MII-B-6362F  (1) 

8430 

82 

07  Jun 

78 

99 

l 

MIL-8-4330C 

8430 

82 

25  Sep 

84 

99 

MII-B-2885F 

8430 

NU 

06  Ocl 

87 

Gl 

NU 

99 

L 

MIL-B-83277A  (1) 

8430 

82 

30  Ncv 

78 

99 

l 

MH-B-27486C 

8430 

82 

04  Ocl 

85 

Gl 

99 

L 

MS-3109E 

5970 

AS 

17  Jul 

85 

AS 

MIL-B-43154K 

8430 

GL 

16  Moy 

88 

GL 

NU 

99 

ZZ-B-530C  (1) 

8430 

/Gl 

17  Jon 

77 

GL 

NU 

99 

A-A-J0063A 

8430 

/GL 

31  Jul 

87 

GL 

NU 

99 

MIL-B-21408G 

8430 

GL 

17  Jan 

84 

GL 

99 

A-A-1803 

8430 

t 

12  Moy 

81 

L 

MIL-8-70670 

1345 

AR 

06  Ocl 

87 

AR 

MS-361988 

6640 

EA 

07  Dec 

83 

EA 

MS 

99 

MS-36502 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

MIL-B-4042E 

6650 

Al 

04  Nov 

86 

Al 

AS 

MIL-B-63354A 

6650 

AR 

20  Ocl 

87 

AR 

Q-STD-148 

ISOA 

AM 

18  Dec 

84 

L 

MIL-8-45852A  (3) 

6650 

AR 

23  Mor 

87 

AR 

MIL-B-80004C 

3411 

IP 

11  Jul 

86 

Al 

SH 

99 

MIL-8-80202A 

3411 

IP 

06  Jul 

77 

AL 

SH 

99 

MIL-B-80248A 

3411 

IP 

30  Sep 

86 

Al 

SH 

99 

MIL-B-80012C 

3411 

IP 

30  Jun 

88 

AL 

SH 

99 

MIL-8-14154D 

4910 

Al 

16  May 

85 

Al 

99 

00-8-5800 

4910 

/Al 

23  Dec 

86 

AL 

YD 

99 

MIL-8-45857C 

4910 

Al 

03  Apr 

85 

Al 

YD 

99 

MIL-8-802108 

3411 

IP 

05  Feb 

88 

Al 

99 

MIL-B-80272 

3411 

IP 

30  Sep 

86 

AR 

YD 

84 

MIL-B-99250 

3411 

IP 

15  Mor 

88 

Al 

SH 

99 

MIL-B-455440 

3411 

IP 

18  Nov 

88 

Al 

SH 

99 

L 

MIL-B-83369 

NOTICE  1 

9330 

20 

04  Mor 

88 

20 

l 

MIL-8-83353 

NOTICE  1 

9330 

20 

04  Mor 

88 

20 

l 

MIL-B-47208 

6810 

Ml 

12  Jul 

74 

Ml 

AMS  4301A-85 

MISC 

AS 

04  Mor 

88 

MR 

AS 

20 

L 

MIL-B-51092  (1) 

6810 

AR 

06  Nov 

87 

AR 

84 


ALPHABETICAL  LISTING 


TITLE 


Boss  &  Installations,  Air  Connection  (AN  6287) . . . . . . . 

Boss  And  Installations  -  Air  Connection  . . . . . . . . 

Boss  Spacing-hydraulic  Design  Standard  For  . . . . . . 

Boss-standard  Dimensions  For  Externol  Pipe  Thread. . . . . . . 

Boss,  Fluid  Connection  •  Internalstraight  Thread . . . 

Boss,  Goskel  Seol  Stroighl  Thread  Tube  Fitting,  Standard  Dimensions  For . 

Boss,  18-1.50  Mm  Spark  Plug  Thread  Helical  Insert,  Standard  Dimensions  For.  (Asg) 
Bosses,  Conduit  Connection,  Standard  Dimensions  For . . 

Bosses,  Standard  Dimensions  For  Gasket  Seat  Straight  Thread  (Inactive) . 

Bottle  . . . . . . . . . . . . . . 

Bottle  And  Jars,  Glass,  Prescription-dispensing  . . . . . . . 

Bottle  And  Jars,  Glass,  Prescription  Dispensing  . . . . 

Bottle  A'.d  Tumbler  Set  . . . . . . . . . . 

Bottle  Assemblies,  Vacuum,  Aircraft . . . . . . . . 

Bottle  Assemblies,  Vacuum,  Aircraft . . . . . . . 

Bottle  Dropper  (Prescription) . 

Bottle  Set,  Physician  S  Satchel.... . . . . . . . 

Bottle,  Applicator . . . . . . . . . . . . . . 

Bottle,  Aspirator/dispensing  Valve  Plastic  . . . . 

Bottle,  Aspirator . . . . . . . . . . . . . 

Bottle,  Aspirator,  4-LITER  Capacity  . . . . . . . 

Bottle,  Aspirator,  Glass . . . . . . . 

Bottle,  Balsam . . . . . . . . . . . . . . . 

Bottle,  Centrifuge . . . . . . . . . . . . . 

Bottle,  Dispensing,  Plastic. . . . . . . . . 

Bottle,  Drinking  Water  Dispenser . . . . . . . . 

Bottle,  Dropper,  And  Dropping  Tk . . . . . . . . . 

Bottle,  Dropping,  Tk . . . . . . . . . . . . . . 

Bottle,  Dropping  Plastic  And  Gloss  . . . . . . . . . . 

Bottle,  Eye  Irrigating,  Ziegler . . . . . 

Bottle,  Gas  Washing  . . . . . . . 

Bottle,  Indicator,  Plastic  . . . . . . . 

Bottle,  Infusion,  Kelly,  700CC.  . . . . . . . . . . 

Bottle,  Nebulizer....... . . . . . . . . . . . . . . . 

Bottle,  Nursing,  Wide  Mouth . . . . . . 

Bottle,  Oil  Sample,  With  Container . . . . . . . . . . 

Bottle,  Rectangular,  Screw  Cap,  Plastic . . . 

Bottle,  Safety  Cop,  Pljstic,  Tablet  And  Capsule,  Round,  light  Resistant  . . 

Bottle,  Safety  Cap  (Tablet  And  Capsule) . . . . . . 

Bottle,  Safety  Cop,  Glass,  light-resistant.  Tablet  And  Capsule . . . . 

Bottle,  Sofety  Cap  (Plastic,  light-resistant.  Liquid  Prescription . . 

Bottle,  Safety  Cop  (Methadone)  . . . . . . . . . 

Bottle,  Safety  Cop,  Gloss,  light  Resistant,  liquid  Prescription . . . 

Bottb,  Sofety  Cap  (Tablets  &  Capsules)  . . . . . 

Bottle,  Screw  Cop,  Identification,  Burial . . . . . 

Bottle,  Screw  Cop  (Prescription)  . . . . . . 

Bottle,  Screw  Cop  (Polyethylene),  1.25  Ounces . . . . 

Bottle,  Screw  Cop  And  Corboys,  Polyethylene  Plastic  . 

Bottle,  Screw  Cop,  Cpfastic  Square)  . . . . . . . . 

Bottle,  Screw  Cop  (Swivel  Lock  Dispensing) . . . . . . . 

Bottle,  Screw  Cop . . . . . . . . . . . . . . . . . 

Bottle,  Screw  Cap,  (Plastic) . . . . . . . . . . . . . . 

Bottle,  Screw  Cap . . . . . . 

Bottle,  Screw  Cap  . . . . . . . . . . 

Bottle,  Screw  Cap,  Plastic  . . 

Bottle,  Screw  Cap  (Urine  Specimen,  Shipping)  . . . . . . 

Bottle,  Screw  Cap  Glass  . . . .  . . . . . . 

Bottle,  Screw  Cco  (Polyethylene),  1.25  Ounces . . . . 

Bottle,  Screw  Cap  (Medicament  Contoiner/dispenser  For  Field  Kit/ossemblies) . . 

Bottle,  Screwcap  . . . . . . . . . . . . . 

Bottle,  Serum . . . . . . . . . . . 

Bottle,  Snap  On  Cap . . . . . . . . . 

Bottle,  Solution . . . . . . . . . . . . 

Bottle,  Specific  Gravity,  Chopmon . . . . . . . . . . 

Bottle,  Specific  Gravity  . . . . . . . . . . 

Bottle,  Specimen  Collecting  (Sputum) . . . . . . . . . . . . 

Bottle,  Spray,  Plastic  . . . . . . . . . . . . . 

Bottle,  Square,  Screw  Cap,  Plastic...... . . . . . . . . 

Bottle,  Sterile  Fluid  Storage  (Superseded  By  DD-B-00592A) . . 

Bottle,  Stopper  (Narrow  And  Wide  Mouth)....... . . . . 

Bottle,  Stopper,  Plastic,  Round........... . . . . . 

Bottle,  Stopper,  Ground-glass  Cop . . . . . . . . . 

Bottle,  Stopper,  Narrow  Mouth,  Round  . . . . 

Bottle,  Stopper,  Vaccine,  Round  And  Stopper,  Bottle,  Rubber, . 

Bottle,  Stopper,  Milk  Dilution,  160  Milliliters . . . . . . . . . 

Bottle,  Urine  Specimen  8.  Cop,  Snap  On . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AND  10071 

4730 

AS 

14  Dec 

66 

AS 

REV-5 

MS -3365  IB 

4730 

82 

C3  M ay 

85 

ME 

AS 

99 

MS-21343 

4730 

82 

16  Aug 

71 

AV 

AS 

79 

AND10052 

4730 

82 

1  Jun 

54 

AS 

99 

REV-2 

MS-33649C 

4730 

82 

02  Aug 

84 

AV 

AS 

11 

MS-1S142C 

4730 

SH 

21  Jun 

79 

SH 

MS-9071 A 

5340 

AS 

01  Ocl 

63 

AS 

11 

AND10051 

4730 

AS 

1  Jun 

54 

AS 

11 

REV-2 

AND  10050 

MISC 

82 

24  Jul 

84 

WP 

99 

REV  19 

MS-36532 

6540 

EA 

0B  Jan 

83 

EA 

MS 

99 

DD-B-585 

6530 

♦/. 

1  Sep 

59 

INT  AMD  1 

0D-B  00585B  (2) 

6530 

/DM 

16  Apr 

71 

MD 

MS 

03 

L-B-550B 

7360 

/DM 

07  Jan 

72 

GL 

SA 

99 

MIL-B-25337B  (1) 

7330 

84 

08  Sep 

82 

99 

MIL-STD-2111 

TMSS 

EC 

24  Jul 

86 

EC 

NOTICE  1 

A-A-50984 

6530 

MB 

24  Jul 

85 

MD 

MS 

03 

M'L-B-37523 

6515 

DM 

21  Apr 

76 

A-A-831 

8135 

V. 

14  May 

82 

MS-36473 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MS-36284B 

6640 

-A 

17  Jul 

87 

EA 

MS 

DD-B-510 

6640 

/DM 

29  Aug 

56 

MD 

MS 

03 

DD-B-00510A 

6640 

/DM 

30  Apr 

68 

MD 

MS 

03 

MS-36543 

6640 

EA 

07  Jan 

83 

EA 

MS 

99 

MS-36544 

6640 

EA 

07  Jan 

83 

EA 

MS 

99 

MS-36474 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

A-A-1232 

8125 

t 

02  Sep 

82 

NNNB001194 

6640 

/DM 

14  Jun 

66 

MD 

MS 

03 

MS-36286A 

6640 

EA 

07  Jul 

87 

EA 

MS 

99 

NOTICE 

MS-36362B 

6640 

EA 

12  Ocl 

83 

EA 

MS 

99 

DD-B-00582 

6515 

/DM 

30  No, 

64 

MD 

MS 

03 

MS-36287A 

6640 

EA 

17  Jul 

87 

EA 

MS 

MS  36475 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

DD-B-583 

6515 

/DM 

6  Aug 

58 

MD 

MS 

03 

A-A-53005 

6515 

MB 

26  Jun 

87 

MD  MS 

03 

MIL-B-16755B 

6530 

DM 

20  Feb 

67 

MD  MS 

03 

MIL-B-44054B 

8125 

Gl 

18  Jun 

85 

GL 

MS-36476 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MIL-B-36819B 

6530 

DM 

26  Nov 

73 

MD 

MS 

03 

A-A-51772 

6530 

/MB 

16  Dec 

86 

MD 

MS 

03 

MILB-37075A 

6530 

DM 

14  Sep 

76 

MD 

MS 

03 

A-A-53460 

6530 

MB 

13  Sep 

88 

MD 

MS 

03 

A-A-30065A 

6530 

T 

23  Dec 

83 

A-A-50983A 

6530 

/MB 

03  Sep 

87 

MD 

MS 

03 

A-A-300128 

6530 

/DP 

01  Jul 

86 

MD 

MS 

03 

MIL-B-1406C 

8125 

GL 

14  Mar 

75 

GL 

MS 

69 

A-A-50979 

6530 

/MB 

01  Jul 

85 

MD 

MS 

03 

A-A-685 

8125 

» 

24  May 

80 

MIL-B-2670IE  (1) 

8125 

69 

03  Jul 

84 

Gl 

SA 

6V 

A-A-53342 

6530 

MB 

22  Ocl 

87 

MD 

MS 

03 

A-A-53147A 

6640 

/MB 

14  Aug 

88 

MD 

MS 

03 

A-A-53828 

6640 

MB 

17  Feb 

89 

MD 

MS 

03 

A-A-51770 

6530 

/MB 

15  Dec 

86 

MD 

MS 

03 

A-A-53659 

6640 

/MB 

17  Aug 

88 

MD 

MS 

03 

A-A-53066 

6640 

MB 

20  Jul 

87 

MD 

MS 

03 

MS-36477 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

A-A-50806B 

6640 

/MB 

19  Jon 

88 

MD  MS 

03 

MS-36445A 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

1-B-560A 

8125 

-Gl 

08  Feb 

74 

Gl 

SA 

99 

l-B-001190 

6530 

/DM 

31  May 

66 

MD 

MS 

03 

A-A-53543 

6640 

/MB 

30  Jun 

88 

MD 

MS 

03 

MS -36466 

6640 

EA 

07  Jan 

33 

EA 

MS 

99 

MS -36470 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

MS-36548 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

MS-36290A 

6640 

EA 

17  Jul 

87 

EA 

MS 

MS-36498 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

A-A-30059 

6515 

» 

21  Dec 

82 

A-A-50824A 

6530 

/MB 

31  Jon 

89 

MD 

MS 

03 

MS-36478 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

DDB-592 

6530 

•DM 

30  Mar 

60 

MD 

MS 

03 

NNN-8-001522 

6640 

T 

31  Dec 

69 

MlL-B-36502 

6530 

DM 

28  Sep 

66 

MD  MS 

03 

0D-B-595A 

6640 

/DM 

21  May 

58 

MD 

MS 

03 

DD-8-597A 

6640 

/DM 

25  May 

76 

MD 

MS 

03 

DDB-599A 

6530 

t 

01  Dec 

61 

DD-B-601 

6640 

•DM 

29  Jul 

59 

MD 

MS 

03 

A-A-51018 

6530 

MB 

10  Ocl 

85 

MD 

MS 

03 

85 


ALPHABETICAL  LISTING 


TITLE 


Bottle,  Urine  Specimen . . . . . . . . . 

Bottle,  Vacuum . . . . . . . 

Bottle,  Weighing  (Cap  Type,  Glass) . . . . . 

Bottle,  Weighted  . . . . . . . . . . 

Bottles,  Plastic,  Molded  Polyethylene . . . . . . 

Bottles,  Safety  Cop  (Liquid) . . . 

Bottles,  Screwcop,  Glass  (Laboratory  Use).. . . . 

Bougie,  Eustachian,  Set  Of  Five.. . . . . . . . . . 

Bougie,  Eustachian,  Set  Of  Five.. . . . . . . . . . . . 

Bougie,  Urethral,  Otis . . . . . . . 

Bouillon  (Soup  And  Gravy  Boses)  . . . . . . . . 

Boundary  Layer  Control  System,  Pressure . . . 

Bowl,  Baptismal . . . . . . . . . 

Bowl,  Food  Mixing,  Bowl  Set  (Corrosion-'esistlng  Steel) . . . . 

Bowl,  Food  Mixing,  Corrosion  &  Resisting  Steel  . . . . . 

Bowl,  Food  Mixing  (Strainless  Steel) . . . . . . 

Bowl,  Plaster  Of  Paris  Mixing  . . . . . 

Bowl,  Plaster  Of  Paris  Mixing  . . . . . . 

Bowl,  Surgicol  Sponge . . . . . . . . . . . . . 

Bowl,  Surgicol  Sponge  . . . . . . . . . . 

Bowl,  Surgical  Sponge,  Aluminum  &  Corrosion  Resisting  Steel... . 

Bowls,  Sponge,  Corrosion-resisting  Steel . . . . . 

Box  ,  Wood  ,  Cleated  ,  Veneer  ,  Paper  Overlaid  . . . . . . 

Box  Ammunition  Packing,  Wood,  Wirebound,  . . . . . . . . 

Box  Connecter,  Electricoi . . . . . . 

Box  Connector,  Electrical . . . . . . . . . 

Box  Microscope  Slide,  Plastic . . . . . 

Box  Pathological  Specimen,  Shipping . . . . 

Box  Repair,  Part,  Storoge  . . . . . . . . . 

Box  Set,  Wood,  Nested,  Organizational  Equipment,  Type  MG&1A  . . 

Box,  Ammunition  Pocking.  Wood,  (W/plywood  Top  And  Bottom)  Noiled . . . 

Box,  Ammunition  Packing,  Wood,  Nailed . . . . . . . 

Box,  Ammunition,  40MM  Mark  1  Mod  0 . . . 

Box,  Cops,  Liners  And  Sleeves,  Fiberboord,  Knocked  Oown,  Flat,  Packing  Of . 

Box,  Consolidation,  Fiberboord  . . . . 

Box,  Containers,  For  Non-electric  Blasting  Cops . . . 

Box,  Corrugated  Fiberboord,  (Records  Retiring  . . . . 

Box,  Corrugated  Fiberboord,  High  Compression  Strength,  Weather  Resistant,  Wax 
Resin  Impregnated 

Box,  Document,  Steel . . . . . . . 

Box,  Fiberboord  Special  Use  (Post  Office  Money  Order  Forms) . 

Box,  Fiberboord  Special  Use,  Type  lii,  Style  A  (Post  Office  Money  Order  Forms)  .... 
Box,  Fiberboord,  Corrugated,  Triple-wall . . . 

Box,  Fiberboord,  Special  Use  (Post  Office  Money  Orde;  Forms) . . . . . 

Box,  Fiberboord,  Spec:3l  Use  Type  IV,  Style  A  (Post  Office  Money  Order  Forms)  .... 
Box,  Fiberboord,  With  Cushioning  For  Special,  Minimum  Cube  Storcge  And  limited 
Reuse  Applications 

Box,  Fiberboord,  Overpcck  For  Single,  Type  IV  Box  For  Post  Office  Money  Order 
Forms 

Box,  Fiberboord,  Overpack  For  Two  Type  IV  Boxes  For  Post  Office  Money  Order 
Forms 

Box,  Fiberboord,  Overpock  For  Throe  Type  IV  Boxes  For  Post  Office  Money  Order 
Forms 

Box,  Fiberboord,  Speciol  Use  (Post  Office  Money  Order  Forms) . . 

Box,  Fiberboord,  Overpack  For  Five  Type  Iv  Boxes  For  Post  Office  Money  Order 
Forms 

Box,  Fiberboord,  For  Containers,  Reusobfe,  Aluminum,  Hand  Porlobfe . 

Pox,  Filing,  Clolh,  Wood  Or  Fiber . . . . . . 

Box,  Filing,  Cloth  Covered  Wood  Or  Fiber . . . . . . . . 

Box,  Filing,  Plastic . . . . . . . . . . 

Box,1  Filing,  Sfoel  . . . . . . . . . . . . 

Box,  Filing,  Steel  . . . . . . . . . . . 

Box,  Folding . . . . . . . . . . . . . . . . . . . 

Box,  Folding . . . . . . . . . . . 

Box,  Folding  (Paperboard,  For  Arthivol  Microfiche) . . . . . . . . . 

Box,  Folding,  Paperboard . . . . . . . 

Box,  Folding,  Spectacle,  Moiling  . . . . . . . . . . . . . 

Box,  Household  Goods . . . . . . . . . . . . . . 

Box,  hteef.  Specimen . . . . . . . . . . 

Box,  Junction  . . . . . . . . . . . . . . . . . 

Box,  letter  Filing . . . . . . . . . . 

Box,  Match,  Woterproof  . . . . . . . . . . . . . 

3ox,  Melol,  Shipping,  Reusable,  Transporter,  Controlled  Humidity,  Steel,  270  Cubic 
Foot  Capacity,  9,000  Pound  Maximum  Load 


DOCUMENT 


NUMBER 

FSC 

PREP 
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CUSTODIAN 

A-A-30045 

6530 

t 

09  Aug 

82 

RR-B-600E  (1) 

7330 

•GL 

24  Feb 

77 

GL 

SA 

99 

MS-36292A 

6640 

EA 
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84 

EA 

MS 

99 

AA-51250 
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86 

MD 

MS 

03 

MIL-B-61000 
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SM 

17  Jon 

86 

SM 

SA 

99 
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85 
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MD 

MS 
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70 
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86 
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MS 
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EE-B-575D 
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80 

GL 

SA 
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MIL-B-81366 

16GP 

AS 

04  Apr 

66 

AS 

MIL-B-43401  (2) 

9925 

GL 

12  Feb 

88 

GL 

PE 

28 

NOTICE  1 

RR-B-1242A 

7330 

* 

17  Dec 

73 

MIL-B-2054E 

7330 

GL 

23  Oct 

87 

GL 

SA 

99 

A-A-1079 

7330 

t 

29  Jul 

80 

ZZB-616D 

6520 

/DM 

23  Aug 

76 

MD 

MS 

03 

A-A.50908 

6520 

MB 

14  Jun 

85 

MD 

MS 

03 

A-A-51014 

6530 

/MB 
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85 

MD 

MS 

03 

RR-B00616C 

6530 

/DM 

22  Mor 

72 

MD 

MS 

03 

A-A-50822A 

6530 

/MB 

10  Ocl 

85 

MD 

MS 

03 
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6530 

/DM 

31  Jon 

55 

MD 

MS 

03 

PKP-B-576B 

8115 

/GL 

30  Dec 

75 

GL 

SA 

69 

MIL-B-46506D  (3) 

8140 

AR 

11  May 

88 

AR 

AN3055 

5975 

85 

25  Mor 

88 

YD 

85 

REV  6 

AN3064 

5975 

AS 

21  Sep 

56 

AV 

AS 

85 

REV  5 

NNN-B-585B 

6640 

/DM 

11  Jon 

79 

MD 

MS 

03 

MIL-B-37749 

8115 

DM 

19  Sep 

78 

MD 

MS 

03 

MIL-B-233D 

8115 

SH 

10  Jul 

87 

SH 

MIL-B-8111E 

8115 

69 

22  Jul 

83 

69 

Mll-B-48024  (3) 

8140 

AR 

11  Mo  y 

88 

AR 

MIL-B-2427G  (3) 

8140 

AR 

11  May 

88 

AR 

MIL-B-18876A 

8140 

OS 

07  Jun 

76 

OS 

PPPB-638B 

8115 

/GL 

25  Jon 

88 

GL 

SA 

69 

NOTICE  1 

MIL-B.38721B 

8115 

69 

15  Dec 

80 

69 

MU-B-13872C  (2) 

1375 

AR 

03  Ocl 

86 

AR 

A-A-670A 

8115 

» 

01  Dec 

82 

PPP-B-1 16311  (2) 

8115 

•GL 
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71 

GL 

< 

ir> 

09 
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8115 
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83 

MS-90363H 

8115 
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01  feb 

82 

GL 

SA 

A-A-2020 

8)15 

f 

19  Ocl 

82 

A-A-2021 

8)15 

t 

19  Oct 

82 

A-A-2022 

8115 

t 

19  Oct 

82 

A-A-686 

8115 

t 

02  May 

80 

A-A-2023 

8115 

t 

19  Ocl 

82 

MS-18023A 

8115 

OS 

29 

82 

OS 

UL-8-650A 

7520 

•/. 

20  Od 

OS 

NOTICE  (2) 

Lll*B*00650B  (1) 

7520 

» 

02  Nov 

71 

L-B  00565A  (1) 

7520 

s 

31  Aug 

70 

NOTICE  1 

AA-B-605A 

7520 

•/. 

23  Moy 

73 

A-A-110 

7520 

1 

21  Apr 

80 

A*A*1834 

8115 

•GL 

23  Feb 

82 

SA 

A-A-2016 

8115 

t 

17  Sep 

82 

PPP-B-2122 

8115 

t 

01  Ocl 

81 

PPP-B-566E  (3) 

8115 

/GL 

25  Jon 

88 

GL 

SA 

49 
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MIL-B-36931A 

8115 

DM 

04  Ocl 

77 

MD 

MS 

C3 

PPP.B-580D 

8115 

/MT 

22  Mor 

79 

MT 

SA 

69 

INT  AMD  2 

Mll*B*37409 

6640 

DM 

12  Moy 

76 

MD 

MS 

03 

MIL*8  *62301 

2590 

AT 

11  Ocl 

83 

AT 

A-A-29 

7520 

t 

18  Jon 

80 

MIL-B-4Q042E 

8465 

GL 

22  Jan 

88 

GL 

MC  99 

MIL-B-52508A 

8115 

ME 

08  Sep 

72 

ME 

86 


ALPHABETICAL  LISTING 


TITLE 

Box,  Metal,  Shipping,  Reujoble,  Tranjporter,  Steel,  Max.  Load  9,000  lbs . ..... 

Box,  Microscope  Slide,  Plastic,  5  Slide . . . . . 

Box,  Microscope  Slide . . . . . . . 

Box,  Microscope  Slide,  Chipboard,  20  Slide  . . . . . . . . 

Box,  Poperboard,  Metal  Edge  (Telescoping) . . . . . . . . . . 

Box,  Pathological  Speciman  Shipping,  Insulated,  Plastic . 

Box,  Plastic,  Comportmented,  Small  Parts  . . . . . 

Box,  Plastic,  Insulated,  Meat  And  Dairy  Products,  laboratory  Sample. . ........ 

Box,  Sample,  laboratory  . . . . . . . . . . 

Box,  Set  Up,  Pocking,  Ammunition,  Inner  &  Outer  For  Small  Explosive  Components .. 

Box,  Setup . . . . . 

Box,  Setup,  Mailing,  Dentol . . . . . 

Box,  Shipping  (Wood,  NAIL,  And  lock-corner  With  Full  Cleoted  Ends  And  Butt 
Joints)  (Top-bottom,  Sides,  Or  End) 

Box,  Shipping  (Wood,  Nail  And  lock-  Corner  With  Two  Exterior  End  Cleats)  (Top, 
Bottom,  Side,  Or  End) 

Box,  Shipping  And  Storage,  Helicopter  Blade  . . . . 

Box,  Shipping  Consolidation . . . . . . . . . 

Box,  Shipping,  Corrugated  Fiberboard,  High  Strenght,  Weather  Resistant,  Double 
Wall 

Box,  Shipping,  Corrugated  Fiberboard,  High  Compression  Strength,  Weather 
Resistant,  Wax  Resin  Treated 

Box,  Shipping,  Fiberboard  (Modular  Sizes) . . . . . 

Box,  Shipping,  Fiberboard  . . . . . . . . . . 

Box,  Shipping,  Histopathological  Specimens,  Disposable . . . 

Box,  Small  Arms  Ammunition,  M19A1  And  M2A1 . . . . . 

Box,  Small  Arms  Ammunition,  Mark  1  Mod  0  . . . . . . . . . . 

Box,  Small  Ports  (Plastic,  Comportmented)..... . . . 

Box,  Stowage,  Vehicular  Accessories . . . . . 

Box,  Tote,  Plastic,  Hardwore  . . . . . . . 

Box,  Whole  Blood  Shipping . . . . . . . . . 

Box,  '  ood-deated.  Skidded,  load-bearing  Bate . . . . . . . . . 

Box,  Wood,  Nailed  And  lock-corner . . . . . . . . 

Box,  Wood,  Wirebound . . . . . . . 

Box,  Wood,  Wirebound  Pallet  Type . . . . . 

Box.microscope  Slide  (Chipboard) . . . 

Boxboord  (For  Use  h  Ammunition)  . . . . . . 

Boxes  Setup . . . . . . . . . . . 

Boxes,  Corrugated  Fiberboard,  Special  Purpose  (Records  Retiring) . 

Boxes,  Filing,  Wood. . . . . . . . 

Boxes,  Metallic  Outlet,  Standard  For  *  1  Dec  83  (Seventh  Edition)-  Chg  Notice  1 
Dtd  29  Nov  85 

Boxes,  Nonmefollic  Outlet,  Flush  Device  Boxes,  &  Covers  •  29  Aug  79  (First  Edition) 
As  Revised  To  18  Nov  83  -  Chg  Notice  1  Dtd  29  Nov  85 

Boxes,  Paperboard,  Metol  Edged  And  Components . . . . . 

Boxes,  Shipping,  Corrugoted  Fiberboard  Weather  Resistant,  Wax-resin  Treated  . . 

Boxes,  Shipping,  Reusable  With  Cushioning . . . . . 

Boxes,  Shipping,  Fiberboard,  Wood-deated . 

Boxes,  Storage,  Phoforropping,  Poper  Roll  . . . . . . . 

8oxv>,  Wood,  Clcated  Plywood . . . . . . . . . . . 

Boyd  Helicopter  Rescue  Seat . . . . 

Brace,  Bit,  Pone,  Cranial.  Hudson,  And  Burs,  Drill,  And  Extension . . 

Brace,  Bit,  Rotchet,  Brace,  Corner,  And  Extensions,  Bit . . . . . . 

Brace,  Corner,  Box,  3  Quarter  Round  Flonges,  3  Mounting  Holes . . . , . 

Brace,  Corner,  Box,  large,  1  Quarter-round  And  2  Cut  Flanges,  3  Mounting  Holes. .. 
Brace,  Corner,  Box,  Spoil,  1  Quarter  Round  And  2  Cut  Flanges,  3  Mounting  Holes  .. 

Brace,  Corner,  Box,  lorge,  2  Quarler-ellipje  Flanges,  2  Mounting  Holes . . . 

Brace,  Corner  Box,  Smalt,  2  Quarter-ellipse  Flanges,  2  Mounting  Holes . . . 

Brace,  Comer,  Box,  3  Quorter-round  Flonges,  6  Mounting  Holes . . . ... 

Broce,  Corner,  Box,  1  Quarter-round  And  2  Cut  Flonges,  4  Mounting  Holes . 

Brace,  Corner,  Box,  2  Quarter-ellipse  Flonges,  4  Mounting  Holes. . . . . . 

Brace,  CrossTm,  Flat  (Pole  Line) . . . .  . . . . . 

Brace,  Ct os jorm.  Back  (Pole  line)  . . . . . . . . . . . 

Broce,  Floor  Sweeping  8 rush  . . .  . . . . 

Brace,  Knee  Dressing . . . . . . . . . . . . 

Bracket  »  Mounting,  Extinguisher,  Fire . . . . . . . . 

Bracket  And  Receptacle,  Hot  Cup,  Airborne........... . . . 

Bracket  Assembly,  Chain  Hoist  Support . . . . . 

Brocket  Assembly,  Camouflage . . . . . . . . . 

brocket  Assembly,  Resistor  (Power  Type).... . . . . . . . 

Bracket  Assembly,  liquid  Container,  Five  Gallon  . . . . . . . . . 

Bracket  Assembly,  Tool  Kit,  Pioneer,  General  Utility  . . . . . 

Brocket  Mounting,  Extinguisher,  Fire  . . . . . . . . . . 

Bracket  Pushing,  Bow  Attachment,  12  Ton  Pneumatic  Half  Float . . . 

Bracket&exhaust  Muffler  And  Toil  Pipe  . . . . . . . . . . 

Bracket-flat,  Cres  Ams  5510,  .190  Bolt  (Inactive)  (Use  MS9552) . . . 

Brocket-flof,  Cres  Ams  5510,  ,190  X  .250  Boll  (Inactive)  (Use  MS9552) . . . 

Bracket-flat,  Cres  Ams  5510,  ,250  Bolt  (Inactive)  (Use  MS9552) . . . 
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MIL-B-11886K 

8115 

ME 

13  Ocl 

72 

ME 

69 

MIL-B-36630  (1) 

6640 

DM 
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03 
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03 
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GL 
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77 

GL 

SA 

69 

MIL-B-37016A 

8115 

DM 

08  Aug 

78 

MD 

MS 

03 

MS-36500 

6640 

EA 

07  Jon 

83 

EA 

MS 

99 

MIL-B-50356A  (2) 

8140 

AR 

15  Aug 

88 

AR 

A-A-30063 

8115 

t 

28  Jon 

83 

MIL-B-37173 

8115 

DM 
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75 

GL 

MS 

03 

A-A-1234A 

8115 

* 

24  Aug 

84 

GL 

SA 

69 

A-A-1241 

8115 

t 

11  Jan 

83 

MIL-B-5806F 

8145 

AV 

26  Mor 

76 

AV 

AS 

69 

MIL-B-43666D 

8115 

GL 

01  Moy 

86 

GL 

SA 

PPP-B-1364C 

8115 

t 

10  Aug 

73 

A-A-1701 

8115 

•GL 

18  Oct 

82 

GL 

SA 

69 

MIL-B-17757E  (2) 

8115 

GL 

19  Oct 

81 

GL 

SA 

69 

PPP-B-636J  (1) 

8115 

* 

20  Jan 

82 

GL 

SA 

69 

INT- AMD  4  (SA) 

MIL-8-36275A 

6640 

DM 

20  Feb 

76 

MD 

MS 

03 

MII-B-3060E  (2) 

8140 

AR 

30  Apf 

86 

AR 

MIL-B-18670A 

8140 

OS 

07  Jun 

76 

OS 

A-A-1738 

8115 

• 

24  Moy 

85 

GL 

SA 

69 

MS-53077 

2540 

AT 

15  Jul 

64 

AT 

MIL-B-43159D 

3990 

GL 

07  Feb 

79 

GL 

SA 

MIL-B-36970 

8115 

DM 

28  May 

75 

MD 

MS 

03 

MU-B-26195C 

8115 

69 

15  Moy 

87 

GL 

SA 

69 

PPP-8-621D  (3) 

8115 

/GL 

30  Dec 

85 

GL 

SA 

69 

PPP-B-585C  (2) 

8115 

/GL 

30  Dec 

85 

GL 

SA 

69 

PPP-B-587B 

8115 

/69 

31  Mar 

87 

GL 

SA 

69 

A-A-51685 

6640 

/MB 

10  Ocl 

86 

MD  MS 

03 

MIL-B-20467A 

9310 

AR 

27  Apr 

87 

AR 

NOTICE  1 

PPP-B-676D  (2) 

8115 

/GL 

10  Aug 

77 

GL 

SA 

69 

PPP-B-650B  (2) 

8115 

t 

25  Jun 

76 

AA-B-606C 

7520 

% 

15  Feb 

73 

INT  AMD-1 

UL  514A-83 

5975 

YD 

30  Nov 

84 

ER 

YD 

85 

CHG  NOTICE  1 

UL514C-79 

5975 

YD 

30  Nov 

84 

ER 

YD 

85 

PPP-B-665D 

8115 

« 

01  Nov 

72 

A-A-1699 

8115 

•GL 

29  Apr 

82 

GL 

SA 

69 

PPP-B-1672C  (3) 

8115 

/69 

01  Sep 

83 

SM 

AS 

69 

PPP-8-591B  (1) 

8115 

/GL 

25  Jon 

88 

GL 

SA 

69 

NOTICE  1 

MIL-B-52808A 

6675 

ME 

07  Dec 

79 

ME 

PPP-B-601G  (2) 

8115 

/GL 

29  Mor 

85 

GL 

SA 

69 

INT  AMD  3  (SAF 

MIL-B-21902A  (1) 

4220 

AS 

18  Mor 

66 

AS 

MIL-B-37246 

6515 

DM 
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75 

MD 

MS 

03 

GGG-B-671F 
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•GL 

11  Feb 

76 

GL 

99 

MS-35254A 

5340 

ER 

02  Nov 

67 

ER 

YD 

99 

MS-35255A 

5340 

ER 

02  Nov 

67 

ER 

YD 

99 

MS-35256A 

5340 

ER 
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67 

ER 

YD 

99 

MS-35257A 

5340 

ER 

02  Nov 

67 

ER 

YD 

99 

MS-35258A 

5340 

ER 

02  Nov 

67 

ER 

YD 

99 

MS-35259A 

5340 

ER 

02  Nov 

67 

ER 

YD 

99 

MS-35260A 

5340 

ER 
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67 

ER 

YD 

99 

MS-35261A 

5340 

ER 
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67 

ER 

YD 

99 

MS-39030A 

5975 

ER 
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67 

ER 

YD 

85 

MS-39024A 
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ER 
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ER 
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68 
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/ 
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5975 

AS 
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50 

AS 
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84 
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86 

GL 

AS 

99 

MIL-B-5230IC 
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ME 
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84 

ME 

MS-39332 

2540 

ME 
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70 

ME 

99 

MS-750O9F 

5905 

ER 
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77 

ER 

EC 

85 

MS-53052A 
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AT 

21  Dec 

66 

AT 

MS-53053A 

2540 

AT 

01  Feb 

84 

AT 

MS-14141 

4210 

AS 

01  Mor 

73 

AS 

MIL-B-52690A 

5420 

ME 

08  Jul 

87 

ME 

MS-53042A 

2990 

AT 

20  Jun 

73 

AT 

MS-9365A 

5340 

AS 

22  Nov 

66 

AS 

11 

MS-9366A 

5340 

AS 

22  Nov 

66 

AS 

11 

MS-9367A 

5340 

AS 

22  Nov 

66 

AS 

11 

87 


ALPHABETICAL  LISTING 


TITLE 


Brocket-flat,  Steel,  Ami  6350,  Cod.  Plate  (Aig) . . . . . . . . 

BRACKET-90  Deg.  Angle,  Ami  5504,  .190  X  .250  Bolt  (Inactive)  (Uie  MS9601) . . 

BRACKET-90  Deg.  Angle,  Ami  6350,  .190  X  .250  Bolt  (Inactive)  (Uie  MS9597) . 

BRACKET-90  Deg.  Angle,  Ami  6350,  .190  X  .312  Bolt  (Inactive)  (Uie  MS9598) . 

BRACKET-90  Deg.  Angle,  Ami  6350,  ,190  X  .375  Bolt  (Inactive)  (Uie  MS9599) . . 

BRACKET-90  Deg.  Angle,  Ami  6350,  .190  Bolt  (Inoctive)  (Uie  MS9596)  . 

Bracket,  Angle,  90  Deg.  .190  X  312  Bolt . . . 

Bracket,  Angle,  90  Deg.  .190  X  375  Bolt . . 

Bracket,  Angle,  90  Deg.  .190  Bolt . . . . . 

Bracket,  Angle,  90  Deg.  .190  X  .250  Bolt . 

Brocket,  Angle,  90  Deg.,  CRES,  .190  Bolt . 

Bracket,  Angle,  90  Deg.,  CRES,  .190  X  .250  Bolt  . . 

Bracket.  Angle,  90  Deg.,  CRES,  .190  X  .312  Bolt  . . 

Bracket,  Angle,  90  Deg.,  CRES,  .190  X  .375  Bolt  . 

Bracket,  Angle,  90  Deg.,  Steel,  .190  Bolt... . . . . . 

Brocket,  Angle,  90  Deg.,  Cod.nlum  Plated,  .190  X  .250  Bolt . . 

Brocket,  Angle,  90  Deg.,  Cadmium  Plated,  .190  X  .312  Bolt . . . . 

Bracket,  Angle,  90  Deg.,  Codmium  Plated,  .190  X  .375  Bolt . . 

Bracket,  Angle,  90  Deg.,  Crei,  .’90  Bolt . . . . . 

Bracket,  Angle,  90  Deg,  Crej,  .190  X  .250  Bolt . . . . . . . 

Bracket,  Angle,  90  Deg.,  Crei  .190  X  .312  Bolt . . . 

Bracket,  Angle,  90  Deg.,  Crei  .190  X  .375  Bolt . 

Bracket,  Angle,  90  Deg.  .190  X  .312  Bolt  . . . . . . 

Bracket,  Angle,  .0  Deg.  .190  X  375  Bolt . . . . . . . . . . 

Bracket,  Angle,  90  Deg.  .190  Bell . . . . . . . . . . 

Bracket,  Angle,  Cable  Clamp  Support  (Inactive  5-25*73) . . . 

Bracket,  Flyers  Relief  Tube,  Vertical . . . . 

Bracket,  Imulalor,  Steel  (Pole  Line)  . . . . . . 

Bracket,  Mounting,  Plastic  for  Uie  With  Ms  3367  Plastic  Tie  Down  Straps . 

Bracket,  MT-522A/U  . 

Bracket,  M21  Reefing  Line  Cutter,  Cargo  Parochute  Canopy..,.. . . . 

Bracket,  Outboard  Motor,  For  Aluminum  Half  Ponton . . . . . 

Bracket,  Outboard  Motor,  Bow  Attachment,  12  Ton  Pneumatic  Half  Float. . . 

Brocket,  Raft.  For  Bridge,  Flooting,  Pneumatic  Float,  Class  60 . . . 

Brocket,  Scaffold,  Folding..... . . . . . 

Brocket,  Shelf . . . . . . . 

Bracket,  Sling  Attachment,  For  Beams  And  Girders  Of  Line  Of  Communication 
Bridges 

Bracket,  Step,  Bin  And  Rock,  Storeroom,  Shipboord  Type . 

Bracket,  Stop  (Bolt  Assembly,  Clamp) . . . . . . . 

Bracket,  Support  Clamp . . . . . 

Bracket,  Universal . . . . . 

Brocket,  X-ray  Film  Honger,  Radiographic,  Storage  . . . . 

Braid,  Textile  (Flat)  . . . . . . 

Braid,  Textile  And  Lace,  Vellum,  Woven,  Textile  (For  Blue  Dress  Uniform) . 

Braid,  Textile,  Tubulor  . . . . . . . . . . 

Braid,  Textile,  Cord  Edge,  Polyester . . . 

Braid,  Textile,  Cord  Edge . . . . . . . . 

Braid,  Wire,  ♦'Copper,  Tin  Coated,  Or  Silver  Coated,  Tubulor,  Or  Flat) . 

Braided  Fuze  Materiol  . . . . . . . . . . 

Broke  Control  Systems,  Antiskid,  Aircraft  Wheels,  Instructions  For  Preparation  Of 
Spe.ificotions  For 

Broke  Fluid,  Automotive . . . . 

Brake  Fluid,  Silicone, automotive,  All  Weather,  Operational  And  Preservative,  Metric 
Brake  Hose  Assemblies,  Hydraulic,  For  Use  With  Non  Petroleum  Base  Hydraulic 
Fluids  •  Jan  78  (Reapproved  Oct  83) 

Brake  Lining  Quality  Control  Test  Procedure  »  Apr  67 . . . . . 

Broke  Lining,  Gogon  Hardness  •  May  72 . . . . . . 

Broke  lining.  Specific  Gravity  Of  •  1  Aug  71  . . . . . . . . . 

Broke  linings,  Swell,  Growth,  &  Dimensional  Stability  Of  •  1  Jun  80 . 

Broke  Mochine,  Sheet  Metol,  Power  Operated  (Standard  Type  And  Box-pan  Type) .. 
Broke  Machines,  Sheet  Metal,  Hand  Operated  (Stondard  Type  And  Box  Pan  Type) .. 
Brake  System  Performance  Requirements,  Truck,  Bus  &  Combination  Of  Vehicles  • 
Mar  78  (Reaooroved  Oct  83 

Broke  System  Rood  Test  Code  *  Possenger  Cor  &  light  Duty  Truck  -  1  Mar  73 
(Reoppraved  Oct  83) 

Broke  System  Rood  Test  Code,  Truck,  Bus,  &  Combination  Of  Vehicles  •  Mor  78 
(Reopprored  Oct  33) 

Brake  Systems,  Wheel,  Aircraft,  Design  Of . . . . . 

Broke,  Electromagnetic,  Normally  Engoged . . . 

Broke,  Magnet,  Naval  Shipboard............. . . . . . . . . . 

Broke,  Muzzle,  Cannon,  Steel  Castings  For . . . . . . . . . 

Braking  Systems  Between  Tractor,  Draw  Bar  Trailer  &  Semi-trailer  Equipment 
Combinations  For  Mifitory  Use  (Edition  No.  3) 

Broking  Systems  Between  Towing  And  Towed  Units  Of  Equipment  Combinations  For 
Military  Use  (Abca  310) 

Brands  Used  On  Forest  Products  . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Broometer,  Aneroid  ML*434/PM  . . . . . . . . . . 

Brass  Plate,  She2t,  Strip,  And  Rolled  Bar  •  20  Oct  87............ . . . 

Brass  Tube,  Seamless  •  27  Jun  1986  . . . . . 

Brass,  Ole  Castings . . . . . . . 

Brats,  Leaded  &  Nonleaded  Rod,  Shapes,  Forgings  &  Flat  Product  TH  Finished 
Edges  (Bor  &  Strip) 

Brass,  leoded  And  Nonleaded,  Flat  Products  (Plate,  Bor,  Sheet  And  Strip)... . 

Brass,  Navol,  Flat  Products  (Plate,  Bar,  Sheet,  And  Strip)..... . 

Brass,  Naval,  Rod,  Wire,  Shapes,  Forgings,  And  Flat  Products  With  Finished  Edges 
(Bar,  Flat  W.re,  And  Strip) 

Brass,  Powder  (For  Sinterings) . . . . . . . 

Brass,  Sintered,  Structural  Parts . . . 

Brassard,  Airdrome  Officer,  Air  Force  . . . . . . . . 

Brassard,  Amver  Boarding  Officers,  USCG.. . . . . . 

Brassard,  Armed  Forces  Police  . . . . . . 

Brassard,  Army  Community  Service,  Army . . . . . . . 

Brassard,  Boarding  Officer,  Coast  Guard . . . . 

Brassard,  Bomb  Disposal  Personnel,  Army  . . 

Brassard,  Captain  Of  The  Port,  Coast  Guard..... . . . . . 

Brassard,  Career  Appraisal,  Navy  . . . . 

Brassard,  Damage  Control,  Navy . . . . . . . 

Brassard,  Fire  Truck  And  Hose  Company,  Air  Force................. . . . . 

Brassard,  Gas  Personnel,  Army  . . . 

Brassard,  General  Specification  For..., . . . . . 

Brassard,  Junior  Officer  Of  The  Deck,  Navy  . . . . 

Brassard,  Master  At  Arms,  Navy  . . . . . 

Brassard,  Medical  Service,  Geneva  Convention  . . . . 

Brassard,  Medical  Service,  Veterinary  Corps . . . . . 

Brassard,  Military  Police,  Army,  Subdued.. . . . . . 

Brassard,  Military  Police,  Army  . . . . . . . . . . 

Brassard,  Military  Police,  Marine  Corps . . . . . 

Brassard,  Mourning  . . . . . . . 

Brassard,  Movement  Control,  Army  . . . . . . 

Brassard,  Officer  Of  The  Day,  Army . . . 

Brassard,  Officer  Of  The  Deck,  Navy........... . . . . . 

Brassard,  Officer  Of  The  Guard,  Air  Force  . . . . . . 

Brassard,  Officer  Of  The  Gr  rd,  Army  . . . . . 

Brassard,  Photographer,  Air  Force . . . . . 

Brassard,  Photographer,  Army  . . . . . . . . 

Brassard,  Port  Personnel,  Army  . . . . 

Brassard,  Security  Police,  Air  Force . . . . . . . 

Brassard,  Shore  Patrol,  Navy . . . . . . . 

Brassard,  Trainees  In  Leadership  Courses,  Army . 

Brassard,  Trainees  Or  Candidates  Acting  As  Non  Commisioned  Officer  At  Troing 
School  Or  Center,  Corporal,  Army 

Brassard,  Trainees  Or  Candidates  Acting  As  Non-commisioned  Officer  At  Training 
School  Or  Center,  Sergeant,  Army 

Brassard,  Trainees  Or  Candidates  Acting  As  Officers  At  Training  School  Or  Center, 
Captain,  Army 

Brassard,  Trainees  Or  Candidates  Acting  As  Officer  At  Training  School  At  Center, 
First  lieutenont.  Army 

Brassard,  Trainees  Or  Candidates  Acting  As  Officers  At  Training  School  At  Center, 
Second  Lieutenont,  Army 

Brassard,  U.S.  Army  Claims  Service  Army . . . . . 

Brassard,  Unit  Police,  Army . . . . . 

Braze-welding,  Oxyocetylene,  Of  Buildup  Metal  Structures . . 

Brazing  Alloy,  Gold  . . . . . . . . . . 

Brazing  Alloy,  Silver . . . . . . . . . . . . 

Brazing  Alloys,  Aluminum  And  Mognesium,  Filler  Metal. . . . . . . 

Brazing  Alloys,  Aluminum  And  Magnesium,  Filler  Metal . . . . . . 

Brazing  Alloys,  Copper,  Copper*zlnc,  And  Copper*phosphorus  . . . . 

Brazing  And  Soldering  Set  (Acetylene  Gas) . . . . . . . . 

Brazing  Of  Steels,  Copper,  Copper  Alloys,  Nickel  Alloys,  Aluminum  And  Aluminum 
Alloys 

Brazing  Of  Steels,  Copper,  Copper  Alloys,  Nickel  Alloys,  Aluminum  &  Aluminum 
Alloys 

Brazing  Sheet,  Aluminum  Alloy . . . . . . . . . . 

Brazing  Silver,  Genera1  Process  For . . . . . . . 

Brazing,  Nickel  Alloy,  General  Specification  For . . . . . . . . 

Braz:ng,  Nickel,  High  Temperature  Vacuum  . . . . . . 

Brazing,  Oxyocetylene,  Of  Built-up  Metal  Structures . . . . . . 

Bread  Pudding,  Imitation  Maple  Flavored,  With,  Thermostablized,  Tray  Pack  . . 

Bread  Pudding,  Imitotion  Maple  Flavored,  With  Smoked  Sausage,  Thermostobilized, 
Tray  Pack 

Breod'Siicing  Machine,  Eiectrlcraperated,  Multiple  Knife, . . . . . . . . 

Bread,  Fresh  Or  Frozen . . . . . . 

Bread,  Shelf  Stabfe,  For  Meal,  Ready«to-eol  . . . . . . . . . . 

Breodbox,  Delivery,  Aluminum  . . . . . . . . . . 

Breadbox,  Pantry,  Dredgers,  Kitchen,  And  Canisters,  Food  Storage. . . . 
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/MR 

29  Jun 

67 

MR 

SH 

20 

A-A-50291 

3439 

•MR 

18  Sep 

81 

MR 

99 

QQ-S-650C 

3439 

/MR 

23  Jul 

87 

MR 

SH 

11 

A-A-51138 

3433 

•IP 

11  Jon 

85 

99 

MIL-B-7883C 

THJM 

AS 

30  Jul 

86 

MR 

AS 

20 

L 

MIL-6 -007883C 

THJM 

AS 

30  Jul 

86 

AS 

MIL-B-20148D 

•9535 

AS 

30  Mor 

87 

MR 

AS 

20 

L 

Mll-51D-tti8l 

1HJM 

Al 

01  Jun 

83 

AT 

L 

MIL-B-9972A  (2) 

THJM 

82 

10  Mor 

86 

SH 

99 

L 

MIL-STD-1877A 

THJM 

AT 

07  Jun 

85 

AT 

L 

Mtl-B-12673  (1) 

THJM 

AR 

13  Jun 

61 

AR 

MIL-B-44249A 

8920 

GL 

17  Jul 

88 

GL 

SA 

50 

MIL-5-44351 

8940 

Gl 

30  Sep 

88 

GL 

SA 

50 

MIL-6-4386AC  (1) 

7320 

Gl 

30  Dec 

87 

Gl 

YD 

99 

A-A-20052 

8920 

•Gl 

21  Sep 

81 

MIL-8-44360 

8920 

GL 

17  Feb 

89 

GL 

SA 

50 

MIL-B-43341B 

8115 

Gl 

27  Feb 

87 

GL 

SA 

69 

NOTICE  1 

RR-8-623D  (1) 

7330 

•Gl 

22  Jun 

73 

Gl 

SA 

99 

89 


ALPHABETICAL  LISTING 


TITLE 


Brecdbox,  Pantry  . . . . . . . . . . . . . . 

Breaker,  Paving,  Gasoline  Powered,  Self  Contained...... . . . . . 

Breaker,  Paving,  Pneumatic.... . . . . . . . . . . . 

Breaker*,  Circuit,  Low  Voltage  AC  Power,  Used  In  Enclosures  •  5  Feb  80 . . 

Breakers,  Paving,  Pneumatic  Powered  {7/8  Inch  Hexagon  By  2  3/4  Inch  Chuck  And 
7/8  Inch  Hexagon  By  3  1/4  Inch  Chuck) 

Breakfast  Bake,  Thermostabilized,  Tray  Pack  . . . . 

Breakfast  Bake,  Thermostabilized,  Tray  Pack . . . . . 

Breaking  Strength  Of  Leather  By  The  Grab  Method  •  26  Sep  80 . 

Breathing  Apparatus,  Xygen  Generating,  TYPEA-4  (Metric) . . . . . 

Breathing  Apparatus,  Oxygen  Generating,  M20  . . . . . . . . 

Breathing  Apparatus,  Oxygen  Generating . . . . . 

Breathing  Apparatus,  Seif  Contained . . . . . . 

Breathing  Apparatus  (Self  Contained) . . . . . . 

Breathing  Apparatus,  Self-contained . . . . . . . 

Breathing  Apparatus,  Self-contained.. . . . . . . . 

Breathing  Apparatus,  Self-contained  (60  Minute) . . . . 

Breathing  Apparatus,  Self-contained,  30  Minute  . . . . . . 

Breathing  Apparatus,  Oxygen  Generating,  Back-mounted  Type . . . 

Breathing  Apparatus,  Oxygen  Generating,  Chest-mounted  Type  . . . . . . . 

Breathing  Oxygen  Characteristics,  Supply  Pressure  And  Hoses  . . . 

Breech  Block  And  Pin  Assembly  . . . . . . . . . . 

Breech  Mechanism  Assemblies  For  Cannons,  152MM  Gun  Launcher,  M81E1  And 
XM162E1 

Breechblock-fuze  Assembly,  Atomic  Weapon,  Troining . . . 

Bretylium  Tosylate  Injection . . . . . . . . . 

Brick  Building,  Concrete . . . . . . . . . . . . . . . 

Brick  Facing  (Solid  Mosonry  Units  Made  From  Clay  Or  Shale)  -  4  Apr  81 . . 

Brick  Fireclay  &  High  Alumina  Refractory  •  27  Jan  84 . . . . . 

Brick  Refroctory  &  Shapes,  Cold  Crushing  Strength  &  Modulus  Of  Rupture  Of  •  31 
Dec  82 

8rick,  Building,  (  Solid  Masonary  Units  Mode  From  Clay  Or  Shale  •  10  Feb  1987  .... 

Brick,  Calcium  Silicate  Face,  (Sand  Lime  Brick)  •  2  Jun  75  . . . 

Brick,  Concrete  Building  -  2  Jun  75 . . . . . 

Brick,  Facing,  (Solid  Mosonory  Units  Mode  From  Cloy  Or  Shale  -  26  Sept  1986  . 

Brick,  Hollow,  (Hollowmasonry  Units  Mode  From  Cloy  Or  Shale  -  28  Aug  87 . 

Brick,  Insulating,  High  Temperature,  Fire  Clay  . . . . 

Brick,  Refroctory,  Fire  Clay....... . . . . . 

Brick,  Refroctory,  Insulating  . . . . . . 

Brick,  Refractory,  Reheat  Change  Of  •  28  Nov  74, . . . 

Brick,  Refractory,  &  Burner  Tile,  Naval  Boiler  Furnace  Lining  Quolity . . . . . 

Brick,  Refroctory,  Silica . . . . . 

Brick,  Refractory,  Panel  Spoiling  Testing  -  5  Nov  79 . . . 

Brick,  Sewer  8.  Manhole  (Mode  From  Clay  Or  Shale)  -  18  Jun  73  (Reopproved 
1984) 

Bridge  Copacitonce  Inductance  Resistance  An/uRM-90  . . . 

Bridge  Classification  Markings  (Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Dorcom  (Drcird)  (Abco  504) 

Bridge  Conversion  Set,  Fixed  Bridge,  Bailey,  Construction  Of  One  Panel  Crib  Pier, 

31  Feet  7  Inches  High,  145  Ton 

Bridge  Erection  Set,  Fixed  Bridge,  Basic  Set,  For  Bridges,  Steel,  Railway . 

Bridge,  Armored  Vehicle  Launched,  Scissoring  Type,  Class  60,  ALUMINUM, 60  Foot 
Span 

Bridge,  Conductivity  Meter . . . . . . . . 

Bridge,  Fixed.  Steel,  Portoble  Ponel,  Bailey  Type  M2  (Widened  Roadway) . . 

Bridge,  Fixed,  Line  Of  Communication,  Highway  And  Railway,  Components  Of  . . 

Bridge,  Fixed,  Steel,  Highwoy,  Semipermanent,  90-FOOT  Truss  Span.  . . 

Bridge,  Floating,  Raft  Section,  light  Tactical,  Superstructure  Components . . . 

Bridge,  Floating,  Aluminum,  Foot,  Pockoging  Of . . . . . . . . 

Bridge,  Floating.  Ribbon,  Interior  Bay  And  Ramp  Bay  . . . . . . 

Bridge,  Impedance  ZM-78/U  . . . . . . . . . 

Bridge,  Resistance  (Resistance  Bridge,  ZM*4)  (1U  (Addendum  (1)  ),.» . . . 

Bridges,  Fixed,  Steel,  Railway,  Unit  Construction,  70-FT.,  2-GIRDER  Spam  And 
Conversion  Sets:  Components  Of 

Bridle  And  Pendant  Assembly,  Aircraft  Launching . . . . . . . . . 

Bridle  Ring  (Pole  line) . . . . . . . . . . 

Bridle,  Chain,  Buoy . . . . . . . 

Brief  Case  (Leather), . . . . . . . . . . . 

Briefcase,  General  Purpose  (Artificial  Leather) . . . . . . 

Brightener,  Optical,  Laundry . . . . . . . . 

Brooch,  Jeweler  S  And  Pivot . . . . . . . 

Broach,  Pulp  Canal,  Barbed,  Sterile . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-859 

7330 

t 

01  Jul 

80 

MIL-B-734E  (1) 

3820 

ME 

01  Jun 

88 

ME 

YD 

99 

MIL-B-467E 

3820 

ME 

17  Nov 

88 

ME 

YD 

99 

IEEE  07.13-81 
NOTICE  1 

5925 

YO 

29  May 

87 

ER 

YD 

99 

MIL-B-385G  (1) 

3820 

ME 

01  Dec 

87 

ME 

99 

MIL-B-44225 

8  720 

GL 

23  Jun 

86 

GL 

SA 

50 

C-B-002185 

8920 

/Gl 

31  Mor 

83 

ASTM  02208-80 
NOTICE  2 

83GP 

Gl 

28  Jun 

88 

GL 

NU 

99 

MIL-B-24692 

4240 

SH 

26  Oct 

87 

F.A 

SH 

99 

l 

MIL-B-51254  (4) 

4240 

EA 

24  Aug 

88 

EA 

Mll-B-176758  (2) 

4240 

SH 

10  Jul 

69 

AR 

SH 

99 

A-A-1112 

4240 

t 

30  May 

80 

MIL-STO-1421 

4240 

EA 

28  Sep 

81 

EA 

SH 

99 

A-A-2162 

4240 

t 

15  Jul 

83 

GG-B-675E 

INT  AMD 

4240 

/EA 

28  Jun 

88 

EA 

A-A-2163 

4240 

t 

15  Jun 

83 

A-A-507/2 

4240 

84 

06  Dec 

88 

AS 

99 

MS-36402 

4240 

EA 

12  Feb 

65 

EA 

SH 

99 

MS-36403 

4240 

EA 

12  Feb 

65 

EA 

SH 

99 

AIR-STD-14/9F 

ISDF 

06 

12  Jul 

84 

l 

MIL-B-48201 

NOTICE  1 

1110 

AR 

10  Mar 

86 

AR 

L 

MIL-B-45588A 

NOTICE  1 

1025 

AR 

12  Mar 

86 

AR 

L 

MIL-B-48220 

NOTICE  1 

1110 

AR 

10  Mor 

86 

AR 

A-A-51043 

6505 

/MB 

04  Oct 

85 

MD 

MS 

03  DM 

SS-B-663B 

5620 

t 

09  Jun 

65 

ASTM  C216-81E1 

5620 

YD 

22  Aug 

83 

ME 

YD 

99 

ASTM  C27-84 

5620 

YD 

21  Dec 

84 

ME 

YD 

99 

ASTM  C133-82A 

9350 

SH 

01  Jun 

84 

ME 

SH 

ASTM  C62-87 

5620 

/YD 

22  May 

87 

ME 

YD 

99 

ASTM  C73-75 

5620 

YD 

24  Sep 

82 

ME 

YD 

ASTM  CSS-80 

5620 

YD 

01  Oct 

81 

ME 

YD 

99 

ASTM  C216-86 

5620 

YD 

19  Nov 

86 

ME 

YD 

99 

ASTM  C652-87 

5620 

YD 

09  Nov 

87 

ME 

YD 

99 

MIL-B-16008C  (2) 

9350 

SH 

22  Jun 

70 

ME 

SH 

99 

HH-B-67IF  (1) 

9350 

t 

16  Oct 

67 

Q 

MIL-B-16305B 

9350 

SH 

08  Apr 

64 

SH 

99 

ASTM  Cl  13-74 

9350 

SH 

01  Jun 

84 

ME 

SH 

Q 

MIL-B-15606H 

9350 

SH 

30  Jun 

83 

SH 

99 

HH-B-681B  (1) 

9350 

t 

10  Mor 

66 

ASTM  C38-79 

9350 

SH 

01  Jun 

84 

ME 

SH 

ASTM  C32-73R79 

5620 

YD 

01  Oct 

81 

ME 

YD 

99 

MIL-B-3694C 

NOTICE  1 

6625 

SH 

06  Jun 

86 

CR 

SH 

O-STD-504  (1) 

ISDA 

AM 

12  Aug 

80 

L 

MIL-B-2213C 

5420 

ME 

20  Apr 

73 

ME 

L 

MIL-B-12745A 

5420 

ME 

16  Oct 

73 

ME 

l 

MIL-B-52088E  (2) 

5420 

ME 

11  Ocl 

85 

ME 

MS-36581 

NOTICE  1 

6630 

EA 

29  Jon 

88 

EA 

MS 

99 

l 

MIL-B-1 18440  (1) 

5420 

ME 

26  Sep 

80 

ME 

l 

MIL-B-52216B 

5420 

ME 

19  Nov 

82 

ME 

l 

MIL-B-13164A 

NOTICE  2  (ME) 

5420 

ME 

14  Dec 

73 

ME 

l 

MIL-B-52706  (3) 

5420 

ME 

09  Nov 

76 

ME 

l 

MIL-B-1 13530 

INT  AMD  1 

5420 

ME 

02  Jun 

76 

ME 

l 

MIL-0-527348 

5420 

ME 

05  Ocl 

83 

ME 

L 

MIL-B-49194 

6625 

CR 

26  Mor 

79 

CR 

MIL-B-3067B  (1) 
NOTICE  1 

6625 

SH 

06  Jun 

86 

CR 

SH 

99 

l 

MIL-B-13265C 

5420 

ME 

24  Apr 

85 

ME 

Q  l 

MIL-B-22036C  (2) 

1720 

AS 

09  Aug 

82 

AS 

MS-39040A 

5975 

ER 

19  Dec 

67 

ER 

85 

l 

MIL-B-22700 

2050 

CG 

03  Nov 

60 

CG 

KK-B-650A  (1) 

INT  AMD  (2) 

8460 

/82 

23  Feb 

7) 

99 

A-A-58.- 

8460 

t 

26  Sep 

79 

l 

MIL-B-43927 

7930 

GL 

14  Apr 

75 

GL 

GGG-B-001351 

5110 

t 

28  Mor 

68 

MIL-B-42027 

6520 

MB 

29  Ocl 

86 

MD  MS 

03 

90 


ALPHABETICAL  LISTING 


TITLE 

Brooch,  Pulp  Conal,  Barbed,  Denial . . . . . . . 

Broach,  Root  Canal,  Dental . . . . . . . . . . . 

Broccoli,  Dehydrated,  Compreued . . . . . . . . . 

Broiler-toaster-griddle,  Gas  Fired  . . . . . . 

Broiler,  Conveyorized,  Infrared,  Electric . . . . . . . 

Broiler,  Self-cleaning,  Electric,  Counter  Model  . . . 

Bromochlorodifluoromethane,  Technical  . . . . . . . . . . . . . 

Bromophenol  Blue  Solution,  Indicator,  3.0  To  4.6  Ph  Range  . . . 

Brompheniramine  Moleate  &  Phenylpropanolamine  Hydrochloride  Tablets,  Sustained 
Release 

Brompheniramine  Moleate,  Phenylephrine  Hydrochloride,  And  Phenylpropanolamine 
Hydrochloride  Elixir 

Brompheniramine  Moleate,  Phenylephrine  Hydrochloride,  And  Phenylpropanolamine 
Hydrochloride  Elixir 

Bromthymel  Blue  Solution,  Indicator,  6.0  To  7.6  Ph  Range... . 

Bronchoscope  (Holinger) . . . . . . . . . . . 

Bronchoscope,  Fiber  Optic,  Holinger  . . . . . . 

Bronze  Costings,  Radiographs  For  Tin  •  26  Dec  75 . . . . . . 

Bronze  Gate,  Globe,  Angle  &  Check  Valves,  1987  EDITION.  1987  . ...... 

Bronze  Manganese,  Rod,  Shapes,  Forgings,  And  Flat  Products  (Flat  Wire,  Strip, 
Sheet,  Bor,  And  Plate) 

Bronze  Or  Ounce  Metal  Castings,  Composition . . . . 

Bronze,  Aluminum,  Forgings,  Heat  Treated . . . . . . . . . 

Bronze,  Aluminum,  Ingots . . . . . . . . . . . . . 

Bronze,  Nickel-aluminum  (IJNS  No.  C95800)  Costings  For  Seowoter  Service  . . 

Bronze,  Phosphor,  Bar,  Plate,  Rod,  Sheet,  Strip,  Flat  Wire,  And  Structural  And 
Special  Shaped  Sections 

Bronze  Phosphor,  Castings  . . . . . . . 

Bronze,  Valve  Castings. . . . . . . . . . ..... 

Broom,  Push,  Vegetable  Fiber . . . . . . 

Broom,  Upright  (Corn) . . .  . . . . 

Broom,  Upright  (Corn) . . . . . . . . . . . 

Broom,  Upright,  Coarse  Fibers  (Vegetable  Fiber  And  Synthetic  Fiber) . . . . 

Broom,  Upright,  Coorse  Fiber  (Bross  Fiber) . 

Broom,  Whisk . . . . . . . . . 

Broom,  Whisk . . . . . . . . . 

Brows,  Aluminum,  Beam  And  Truss...... . . . . . 

Brush  ,  Cleaning,  For  Bore,  Chamber,  And  Firing-pin  Hole  Of  Small  Arms... . . . 

Brush  And  Staff,  Cannon  Bore . . . . . . . . . . . . . 

Brush  Electroplating  On  Marine  Machinery  . . . 

Brush  Mandrel,  Flap,  Rotary,  Abrasive . . . . . . . . 

Brush  Scrub  (Pot  And  Pan) . . . . . 

Brush-off  8!ast  Cleaning,  No.  7,  Surface  Preparation  Specification  •  1  Mar  1985.... 

Brush-sponge,  Surgical  Scrub . . . . 

Brush,  Acid  Swobbing  . . . . . . . . . . . 

Brush,  Adhesive  (Glue) . . . . . . . . . 

Brush,  Adhesive  (Glue) . . . . . 

Brush,  Animol  Groominq . . . . . 

Brush,  Artist  S,  Marking..., . . . . . 

Brush,  Artist  S,  Fitch,  Flat  . . . . . . . 

Brush,  Artists  . . 

Brush,  Bottle  And  Burette . . . . . 

Brush,  Bristle,  Dentol  Handpiece,  Mandrel  Mounted . . . 

Brush,  Colcimine,  Wall  Coating  . . . . . 

Brush,  Chossis  And  Running  Geor . . . 

Brush,  Cleoning,  Aircraft,  Metal  Brightening..... . . . . . 

Brush,  Cleaning,  Tools  And  Parts . . . . . . 

Brush,  Cleoning,  Dentol  Suction  Apporotus  Tip  . . . . . . . . 

Brush,  Cleaning,  Colonoscope. . . . . 

Brush,  Denture  . . . . . . . . . . . 

Brush,  Dusting  . . . . . . . . . . . . . . 

Brush,  Dusting,  Lens  And  Photographic  Negatives  . . . . . 

Brush,  Dustmg,  Lens  And  Photographic  Negotive . . . . . . 

Brush,  Electrical  Contact . . . . . . . . . . . . . 

Brush,  Electricol  Contact, cartridge  Type . . . . . . 

Brush,  Electrical  Contoct,  Dynomotor  L.v.,  Aircraft . . . . . 

Brush,  Fiber,  Rotary  Wheel  (Dentol) . . . . . . . . 

Brush,  Fiber,  Rotary  Wheel,  (For  Dentol  Lathe)  . . . . 

Brush,  File  Cleaner . . . . . . . 

Brush,  File  Cleaner . . . . . . . . 

Brush,  Flask  . . . . .  . . . . . 

Brush,  Floor  Sweeping . . . . 

Brush,  Grease,  Cooking  And  Baking . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

GG-B-00686D 

6520 

/DM 

07  Jun 

73 

MD 

MS 

03 

GG-B-686B 

6520 

/DM 

13  Aug 

57 

MD 

MS 

03 

MIL-B-44129 

8915 

GL 

20  Jun 

84 

GL 

SA 

50 

MIL-B-40U9D 

7310 

Gt 

05  Aug 

87 

GL 

YD 

99 

NOTICE  1 

MIL-B-43928A 

7310 

YD 

18  Sep 

87 

YD 

99 

MIL-B-43878 

7310 

GL 

13  Oct 

87 

GL 

YD 

99 

MIL-B-38741  (2) 

6830 

68 

09  Apr 

84 

68 

MIL-8-1  17228 

6820 

ME 

05  Apr 

74 

ME 

68 

A-A-0031971 

6505 

MB 

11  May 

87 

MD 

MS 

03 

MIL-B-36420A  (1) 

6505 

DM 

04  Nov 

74 

MD 

MS 

03 

A-A-50849 

6505 

/MB 

10  Aug 

82 

MD 

MS 

03 

Mil  V11845B 

6810 

EA 

05  Apr 

74 

EA 

A-,-0053072 

6515 

MB 

15  Jul 

87 

MD 

MS 

03 

MII-B-36893A 

6515 

DM 

21  Feb 

75 

MD 

MS 

03 

ASTM  E310-7SR79 

NDTI 

AS 

28  Sep 

84 

MR 

AS 

20 

MSS  SP80-87 

4820 

YD 

02  Oct 

87 

ME 

YD 

99 

QQ-B-728 

•9525 

t 

06  Dec 

61 

ASTM  B62-86 

MECAYD 

16  Dec 

86 

ME 

YD 

MIL-B-16166B 

•9530 

OS 

01  Sep 

72 

OS 

QQ-8-675B 

9650 

/MR 

08  Nov 

74 

MR 

OS 

84 

MIL-B-24480A 

MECASH 

20  Jun 

85 

SH 

QQ-B-750  (2) 

•9525 

• 

28  Dec 

66 

69 

MIL-B-16540B 

9535 

OS 

26  Mor 

69 

OS 

20 

M1L-B-16541B  (3) 

MECAOS 

10  Jun 

68 

OS 

INT  AMD  4  (SH) 

H-B-71B 

7920 

% 

02  Jan 

64 

INT  AMD  (2) 

H-B-51B 

7920 

•/. 

14  Oc! 

60 

H-B-0051C 

7920 

t 

11  Jan 

72 

H-B-56A 

7920 

•/. 

22  May 

73 

A-A-223 

7920 

t 

09  Jan 

80 

HB-101A 

7920 

% 

13  Feb 

51 

H-B-00101B 

7920 

t 

10  Oct 

68 

MIL-B-22342C 

2090 

YD 

24  Mor 

81 

ME 

YD 

MII-B-20100C 

1005 

AR 

28  May 

87 

AR 

OS 

99 

NOTICE  1 

MIL-B-13889C 

1090 

AR 

07  Mar 

07 

AR 

NOTICE  1 

MIL-STD-2197 

MFFP 

SH 

28  Mar 

89 

SH 

MIL-B-81949/2 

5345 

AS 

28  May 

74 

AS 

A-A-2074 

7920 

•GL 

02  May 

83 

GL 

99 

SSPC  SP7-85 

8010 

YD 

03  Aug 

87 

ME 

YD 

20 

A-A-53573 

6530 

/MB 

29  Jul 

88 

MD  MS 

03 

H-B-643C 

7920 

•/. 

02  Jun 

66 

INT  AMD  (1) 

H-B-292A  (1) 

7920 

% 

14  Od 

66 

A-A-2077 

7920 

•GL 

02  May 

83 

GL 

SA 

99 

MIL-B-43254B 

3770 

GL 

31  Aug 

70 

GL 

99 

H-8-371E 

8020 

•/. 

18  May 

77 

H-B-241G 

8020 

14  Jul 

78 

H-8-118E 

8020 

t 

04  Oct 

76 

INT  AMD  (1) 

H-B-1050A 

7920 

• 

18  Jan 

73 

GG-B-735B 

6520 

/MB 

16  Sep 

85 

MD 

MS 

03 

H-B-14IH 

8020 

t 

28  Jan 

86 

H-B-181D 

7920 

•GL 

09  Feb 

76 

GL 

YD 

99 

MIL-B-23958A  (1) 

7920 

AS 

12  Nov 

75 

GL 

AS 

99 

MIL-B-43871 

7920 

GL 

30  Od 

87 

GL 

SA 

99 

NOTICE  1. 

A-A-51485 

6520 

MB 

23  Jun 

86 

MD 

MS 

03 

A-A -53006 

1615 

MB 

26  Jun 

87 

MD 

MS 

03 

A-A-51215 

6520 

/MB 

20  Nov 

85 

MD 

MS 

03 

H-B-190 

7920 

% 

13  Mor 

63 

H-B-1654 

7920 

•GL 

07  Jun 

71 

GL 

99 

A-A-2G76 

7920 

•GL 

02  Muy 

03 

GL 

97 

MII-B-3743D 

5977 

SH 

16  Jun 

67 

ME 

SH 

85 

MS-91000B 

5977 

ER 

>2  Nov 

57 

ER 

AS 

11 

MS-242208 

5977 

85 

25  Mor 

88 

85 

NOTICE  1 

A-A-51027 

6520 

MB 

14  Od 

85 

MD 

MS 

03 

GG-B-750C 

6520 

/DM 

30  Apr 

62 

MD 

MS 

03 

H-B-421 

7920 

% 

19  Jun 

64 

INT  AMD  (1) 

A-A-258 

7920 

t 

12  Oct 

79 

H-B-1049 

7920 

% 

21  Aug 

74 

H-B-651G 

7920 

*/. 

14  Jul 

72 

MIL-B-1995E 

7330 

GL 

24  Moy 

78 

GL 

SA 

99 

91 


ALPHABETICAL  LISTING 


TITLE 


8rush,  Mottling . . . . 

Brush,  Mucilage  And  Paste . . . . . . . . . . 

Brush,  Point,  Sash  And  Trim........... . . . . . . 

Brush,  Plater  S,  Hand,  Swob,  Potash,  Plater  S,  And  Brush,  Goblet . . 

Brush,  Plater's  (Hand) . . . . . . . . 

Brush,  Platers,  Hand  (Shoe  Handles  Style) . . . . . . . 

Brush,  Polishing,  Dentol  Handpiece  (Screw  Stem)  . . . . . . . 

Brush,  Radiator,  Bronzing . . . . . . . . . . . . 

Brush,  Roof,  Knotted-style,  Three  Knots . . . . . 

Brush,  Roof,  Knotted  Style,  Three  Knots . . . . . . . . . 

Brush,  Sanitary. . . . . . . . 

Brush,  Sanitary . . . . . . . 

Brush,  Scratch,  Dental  . . . . . . . . . . . 

Brush,  Scrub,  All-plastic,  Steam  Kettle  . . . . . . . 

Brush,  Scrub,  All  Plastic,  Steomkettlc  . . . . . . . . 

Brush,  Scrub,  Baseboard.... . . . . . . . 

Brush,  Scrub,  Baseboard . . . . . . . . . . 

Brush,  Scrub,  Clothes . . . . . . . . . . . 

Brush,  Scrub,  Deck . . . . . . . . . 

Brush,  Scrub,  Deck  . . . . . . . . . . . . 

Brush,  Scrub,  Floor . . . . . . . . . . . . 

Brush,  Scrub,  General  Utility  . . . . . . 

Brush,  Scrub,  General  Specification  For . . . . . . . . . . 

Brush,  Scrub,  Hand.... . . . . . . . 

Brush,  Scrub,  Household . . . . . . . . . 

Brush,  Scrub,  Pot  And  Pan . . . . . . . . . . . . 

Brush,  Scrub,  Pol  And  Sink  . . . . . . 

Brush,  Scrub,  Surgical,  U-shaped  Block. . . . . . . . . . . . . . . 

Brush,  Scrub,  Vegetable . . . . . . . . 

Brush,  Scrub,  Vegetable . . . . . . . 

Brush,  Shaving . . . . . . . . . 

Brush,  Shoving . . . . . . . . . . . . . 

Brush,  Shoe  . . . . . . . . . . . 

Brush,  Shoe  . . . . . . . 

Brush,  Stencil . . . . . . . . 

Brush,  Stencil . . . . . . . . . . . . . 

Brush,  Surgical  Scrub . . . . . . . . 

Brush,  Test  Tube  And  Brush,  Pipet . . . . . . . . . . 

Brush,  Typewriter . . . . . . 

Brush,  Typewriter  . . . . . . . . 

Brush,  Varnish,  Flat, . . . . . . . . . 

Brush,  Vornish,  Oval . . . . . . 

Brush,  Whitewash . . . . . . . . . . 

Brush,  Window . . . . 

Brush,  Wire  &  Plater,  Curved  Handle,  4  Row  Brushes  . . . . . 

Brush,  Wire  And  Platers.  Curved  Handle,  3  Row  Brushes. . . 

Brush,  Wire  And  Platers,  Shoe  Handle  Brushes . . . . 

Brush,  Wire  And  Platers.  Straight  Block  Brushes . . . 

Brush,  Wire  And  Platers,  Curved  Block  Brush . . . . . . . 

Brush,  Wire  And  Platers  General  Specification  For . . . . . . 

Brush,  Wire,  Boiler  Tube,  (Expanding  Type  For  Use  With  Cleaning  Outfits,  Boilers 
Tube,  Electric  &  Air  Motor  Driven) 

Brush,  Wire,  Botler*tube,  Sectional  Type,  Hand  Push  . . . . . . 

Brush,  Wire,  Rotary,  General  Purpose . . . . . 

Brushes,  Acid,  Swabbing  . . . . . 

Brushes,  Dusting . . . . . 

Brushes,  Flap,  Rotory,  Abrasive,  General  Specification  For . . . 

Brushes,  Flap,  Rotory,  Abrasive  . . . . . . . . . . 

Brushes,  Floor,  Sweeping  . . ...., . 

Brushes,  Injector,  Cleaning  And  Wire,  Tube . . . . . . . 

Brushes,  Pocking,  Packaging,  Preservation  And  Transportability............ . . . . 

Brushes,  Vornish,  Flat . . . . . . . . . . . . 

Crushes,  Wire,  Rotary,  Cup,  Twisted  Tuit . . . . . 

Brushes,  Wire,  Rotory,  End  Attachment,  Solid  Wire  Filled  . . . . 

Brushes,  Wire,  Rotary,  End  Atochment,  Circular,  Side  Flare . . . 

Brushes,  Wire,  Rotary,  Wheel,  Crimped  Wire  . . . 

Brushes,  Wire,  Rotary,  Wheel,  Twisted  Tuft . . . . . . . 

Brushes,  Wire,  Rotary,  Cup,  Crimped  Wire  . . . . . . 

Bucket,  Clamshell . . . . . . . . . . . . . 

Bucket,  Concrete,  Hand  Operated  3/4  To  2  Cubic  Yard  Capacity . . . 

Bucket,  Dragline . . . . . . . . . . 

Bucket,  Helicopter,  Fire  Fighting . . . . . . . 

Bucket,  Mop  (Plastic) ,  . . . . . . . . . . . . 

Bucket,  Mop,  (Metal) . . . . . . . . . . 

Bucket,  Mop,  Metal . . . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

H-B-391E 

8020 

*/. 

31  Oct 

77 

H-B-401C 

7510 

•/. 

25  Sep 

64 

H*B*491J 

8020 

t 

21  Mar 

86 

INT  AMD  1 

MIL-B-15319E  (1) 

•7920 

GL 

25  Jun 

87 

GL 

84 

NOTICE  1 

A-A-2075 

7920 

•GL 

02  May 

83 

GL 

SA 

99 

A-A-2078 

7920 

-GL 

02  May 

83 

GL 

SA 

99 

A-A-53111 

6520 

MB 

17  Aug 

87 

MD 

MS 

03 

H-B-451E 

8020 

* 

07  Mar 

78 

H-B-471H 

8020 

t 

31  May 

78 

A-A-377A 

8020 

* 

25  Sep 

80 

H-B-481C 

7920 

% 

31  Aug 

65 

INT  AMD  1 

HB-00481D 

7920 

l 

15  Oct 

70 

A-A-51003 

6520 

/MB 

30  Aug 

85 

MS 

03  DM 

HB-001137 

7920 

t 

08  Jun 

66 

AA-270 

7920 

t 

15  Nov 

79 

A-A-359 

7920 

t 

27  Nov 

79 

HB0051SA 

7920 

J 

27  Sep 

66 

H-B-1490/4A 

7920 

/GL 

23  Apr 

76 

GL 

99 

HB-531C 

7920 

•/. 

16  Nov 

62 

H-B-00531D  (1) 

7920 

t 

20  Nov 

67 

H-B-1490/5A 

7920 

/GL 

23  Apr 

76 

GL 

99 

H-B-1490/7A 

7920 

/GL 

23  Apr 

76 

GL 

99 

H-B-1490A  (1) 

7920 

/GL 

23  Apr 

76 

GL 

99 

SUPP  1 

H-B-1490/1A 

7920 

/GL 

23  Apr 

76 

GL 

99 

H-B-I490/3A 

7920 

/GL 

23  Apr 

76 

GL 

99 

H-B-1490/6A 

7920 

/GL 

23  Apr 

76 

GL 

99 

H-B-1490/8A 

7920 

/GL 

23  Apr 

76 

GL 

99 

HB-1490/2 

7920 

/GL 

17  Oct 

73 

GL 

99 

H-B-555A 

7920 

% 

26  Jan 

66 

H-B-00555B 

7920 

t 

28  Jan 

71 

H-B-571A  (2) 

8530 

•/. 

11  Apr 

45 

HB-00571B 

8530 

% 

02  Jun 

69 

H-B-581  (1) 

7920 

•/. 

31  Jul 

50 

INT  AMD  (2) 

HB00581A 

7920 

t 

15  Jan 

70 

HB-621F 

7520 

. 

29  Dec 

58 

H-B-00621G 

7520 

t 

07  Oct 

70 

GG-B-2043 

6530 

/DM 

08  Dec 

77 

MD 

MS 

03 

HM051A 

7920 

. 

15  Jan 

73 

H-3-681B  (3) 

7510 

•/. 

24  Sep 

82 

H8  00681D  (1) 

7510 

t 

03  Feb 

83 

HB-695G 

8020 

» 

01  Oct 

76 

INT  AMD  1 

H-B-711H 

8020 

t 

06  Mar 

86 

HB-731G 

8020 

t 

10  Jun 

78 

H-B751C 

7920 

• 

18  Jon 

73 

HB-178/1 

7920 

•GL 

10  May 

76 

GL 

SA 

99 

H-B-178/2 

7920 

-GL 

10  May 

76 

GL 

SA 

99 

H-B-178/3 

7920 

•GL 

10  May 

76 

GL 

SA 

99 

H-B-178/4 

7920 

•GL 

10  May 

76 

GL 

SA 

99 

H-B-173/5 

7920 

•GL 

10  May 

76 

GL 

SA 

99 

H-B-178D 

7920 

•GL 

10  Mo y 

76 

GL 

SA 

99 

MIL-B-2678B 

5130 

SH 

29  Apr 

66 

GL 

SH 

99 

MIL-B-2679A 

5120 

SH 

28  Mar 

63 

GL 

SH 

HB-771B 

5130 

* 

29  Sep 

66 

A-A-289 

7920 

t 

12  Oct 

79 

H-B-0OI9OA  (3) 

7920 

t 

12  Jul 

71 

Mll-B-81949 

5345 

AS 

28  May 

74 

AS 

99 

Mll-B-81949/1 

5345 

AS 

28  Moy 

74 

AS 

IIB00651H 

7920 

% 

14  Apr 

82 

MIL-8-43655A 

7920 

GL 

30  Oct 

87 

GL 

99 

NOTICE  1 

PPP-B-1880 

7920 

/GL 

30  Mar 

88 

GL 

YD 

99 

NOTICE  2 

H-B-420J 

8010 

l 

30  Dec 

85 

AA-2512 

5130 

1 

01  Apr 

8/ 

AA2513 

5130 

* 

01  Apr 

87 

A.A-2514 

5130 

t 

01  Apr 

87 

A-A-2516 

5130 

t 

01  Apr 

87 

A-A-2517 

5130 

t 

01  Apr 

87 

A.A.2511 

5130 

* 

01  Apr 

87 

MIL-B-16028F 

3815 

YD 

09  May 

74 

ME 

YD 

99 

MIL-B-3753E 

3815 

ME 

30  Jun 

86 

ME 

YD 

99 

MIL-B-I6029F 

3815 

YD 

19  Apr 

74 

ME 

YD 

99 

A-A-50222 

4210 

/ME 

08  Jul 

86 

ME 

AA-1737 

7920 

t 

27  Apr 

81 

RR-B-800E 

7920 

% 

22  Sep 

72 

A-A-262A 

7220 

t 

27  Jun 

80 

92 


ALPHABETICAL  LISTING 


TITLE 

Buckle  ‘parachute  Harness  Quick  Release  Connecting.,,,,,,,..,.,.....,,,....... . . . . 

Buckle,  (Insignia  And  Plain)  . . . . . . . . . 

Buckle,  And  Clips,  End,  Strap  (For  Belt,  Trousers) . . . . . . . . . . 

•Sickle,  Brass,  For  Bell,  Coat,  Man  S  Wool . . . . . . . 

Buckle,  Center  Bor  With  Tongue........................ . . . . . . 

Buckle,  End  Bar  With  Tongue  (For  Leather) . . . . . . . 

Buckle,  End  Bor,  With  Tongue  . . . . . . . . . . 

Buckle,  End,  1  Inch . . . . . . . . . . . . 

Buckle,  General  Officers  Belt,  Gold  Pioted.  . . . . . 

Buckle,  Parachute  Container . . . . . . . . . . . 

Buckle,  Slide,  Plastic................................... . . . . . 

Buckle,  Spring  Action . . . . . . . . . . . . 

Buckle,  Tongueless  And  Web  Strap  . . . . . . . . . . . . . 

Buckle,  TONGUELESS&l&BAR  . . . . . . . . 

Buckle,  TONGUELESS&2ABAR  . . . 

Buckle,  1  3'4  Inch,  Center  And  Bar . . . . . . 

Buffer  Solution  (Stondard) . . . . . . . . . 

Buffer  Solution,  Standard  (PH)... . . . . . . 

Buffer,  Data  TD’1065(  )/g . . . . . . . . . . . 

Buffing  And  Polishing  Compounds  (ASG) . . . . . . . . . 

Building  Addition,  Prefabricated,  Ready  Cut,  Metol  Rigid  Frome,  For  40  By  100 
Foot  Building 

Building  Board  (Wood  Portideboard)  Herd  Pressed,  Vegetable  Fiber  . 

Building  Board  (Hard  Board)  Hard  Pressed,  Vegetable  Fil'r . . . . . . 

Building  Board,  Hard  Pressed  Vegetable  Fiber  (Hordboard) ..  . . 

Building  Components,  Panelized,  Prefabricated,  Ready  Cut  <elocatobIe  . . 

Building  Construction,  Strength  Tests  Of  Panels  For,  S.cndard  Methods  Of  *  6  Nov 
80 

Building  Design  &  Construction,  Standard  Practice  For  The  Use  Of  Metric  (SI)  Units 
In  -  9  Jen  84 

Building  Materials,  Surface  Burning  Characteristics  Of  *  8  Jan  i987 . . . . . 

Building  Paper,  Vegetable  Fiber,  (Kraft,  Waterproofed,  Water  Repellent  And  Fire 
Resistant) 

Building  Poper,  Vegetable  Fiber  Or  Inorganic  Fiber  Reinforcement,  Reflective . 

Building,  Portable,  Skid  Mounted,  Knockdown . . . . . 

Building,  Portable  . . . . . . . . . . 

Building,  Prefabricated,  Steel  Arch,  Decontamination  Center .  . . . . 

Building,  Prefabricated,  Ready  Cut,  Borrocks  Type..... . . . 

Building,  Prefabricated,  Ready  Cut,  Metol,  Rigid  Frame,  40  By  100  Feet... . 

Building,  Prefabricated,  Sectional,  Metol,  Generol  Purpose . . . 

Building,  Prefabdcoted,  Ready  Cut,  Magazine,  Steel  Arch,  16  And  25  Foot  Span 
(Extensible) 

Building,  Prefabricated,  Ready  Cut,  Warehouse  Type.................... . . . . . 

Building,  Prefabricated,  Sectionol,  Metol,  Two  Story,  Voriable  Spon  And  Length  ..... 

Buildings,  Relocatable,  Insulated,  Metol,  Folding  Frome  . . . . . . . 

Bulb,  Absortion,  Gas . . . . . . . . . . . . . 

Bulb,  Aspirator . . . . . . . . . . . . 

Bulb,  Circulating,  Laboratory  . . . . . . . . . . . . . . . . 

Bulb,  Connecting,  Kjeldchl,  Spherical  Type . . . . . . . 

Bulb,  Dropping  Pipette............ . . . . . . . . . . . . . . 

Bulb,  Dropping  Pipe! . . . . . . . . . . . 

Bulb,  Dropping,  Pipe t..... . . . . . . . . . . 

Bulb,  Electricol  Resistance,  Thermometer,  Free  Air . . . . . . . . . . . 

Bulb,  leveling,  -Gas  Anolysis  Apparatus . . . . . . . . 

Bulb,  Pipet,  Bacteriological  (Rubber)  . . . . . . . . . 

Bulb,  Pressure  And  Circulating,  Laboratory,  Rubber . . . . . 

Bulb,  Temperoture,  Thermoresistor,  70  Deg.  To  Plus  150  Deg.  C,  Type  GO . . 

Bulb,  Temperature,  Electrical  Resistance  (Minus  70  Deg  C  To  Plus  300  Deg  C) 

Bulkhead  Bracket,  For  Use  With  MS-3367  Plastic  Tiedown  Straps..... . . . 

Bulldog  Clip  . . . . . . . . .  . . . . . . . 

Bulldozer  Kit,  Earth  Moving,  Tank  Mounting,  M9...... . . . . 

Bulldozer,  Eorth  Moving,  Tank  Mounting,  M9,  Preporotion  For  Storage  And 
Shipment  Of 

Bullet,  Col  .30..................... . . . . . . . . . 

Bulletin  Board,  Metal  Frome,  Glass  Inclosed....... . . . . 

Bulletin  Board,  Slotted,  Face  . . . . . . . . . . 

Bulletin  Board,  Wood  Frame  . . . . . . . . . 

Bulletin  Board,  Wood  Frame,  Gloss  Inclosed  . . . . . . 

Bulletin  Board,  Wood  Frame,  Plywood. . . . . . . . 

Bulletin  Boards,  Generol  Specification  For . . . . 

Bulletin  Boards,  Metal  Frame  . . . . . . . . . . . . 

Bulletin,  Technical;  Warranty,  Preparation  Of  . . . . . 

Bulls  Eyes,  5/16  Inch  Inside  Diameter....... . . . . . . . . . . 

Bumetanide  Injection.....,,., . . . . . . . . . . 

Bumetanide  Toblets. . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-27760A 

1670 

82 

05  Sep 

83 

Gl 

AS 

99 

l 

MIL-B-20269D 

NOTICE  1 

8315 

MC 

25  Jun 

87 

MC 

MII-B-1963J 

8315 

Gl 

29  Jul 

88 

Gl 

NU 

11 

l 

MIL-B-17910C  ()) 

8315 

MC 

17  Aug 

78 

MC 

M1L-B-2505G 

5340 

Gl 

28  Dec 

84 

Gl 

99 

MII-B-3493D 

5340 

Gl 

30  Sep 

85 

GL 

99 

MII-B-2331D 

5340 

Gl 

30  Sep 

85 

Gl 

99 

MII-B-1962C 

5340 

GL 

31  Dec 

85 

GL 

YD 

82 

L 

MII-B-40006C  (3) 

INI  AMD  1  (IH) 

8315 

IH 

30  Sep 

85 

IH 

L 

MS-90297 

5340 

AS 

03  Feb 

65 

AS 

MII-S-1860E 

8315 

Gl 

21  Jun 

77 

GL 

NU 

99 

l 

MS-51929A 

5340 

AR 

25  Mar 

70 

AR 

M1L-B-543F  (2) 

5340 

GL 

13  Mor 

84 

Gl 

YD 

99 

MS-51927A 

5340 

AR 

22  Jan 

74 

AR 

99 

NOTICE  1 

MS-51944A 

5340 

AR 

25  Jon 

74 

AR 

99 

MIL-B-20588F 

8315 

Gl 

12  Apr 

85 

Gl 

MC 

A-A-53826 

6550 

M8 

13  Feb 

89 

md 

MS 

03 

A-A-J30I8 

6550 

MB 

22  Jun 

87 

MD  MS 

03 

l 

MIL-B-49101A  (1) 
NOTICE  1 

5805 

CR 

02  Feb 

88 

CR 

MIL-8- 16909B 

5350 

AS 

08  Nov 

61 

AS 

99 

L 

MIL-B-29194A 

5410 

YD 

24  Jun 

88 

YD 

Ul-8-8008 

5640 

t 

20  Aug 

74 

IU-B-8I0B 

INT  AMD  (1) 

5640 

t 

28  Sep 

73 

A-A-2243 

5640 

'YD 

15  Mor 

84 

YD 

MIL-B-28658D 

5410 

YD 

28  Feb 

85 

Gl 

YD 

ASTM  E72-80 

MISC 

YD 

20  Oct 

85 

YD 

99 

ASTM  E621-84 

FACR 

YD 

27  Mar 

89 

ME 

YD 

99 

NOTICE  1 

ASTM  E84-B7 

56GP 

YD 

28  Sep 

88 

ME 

YD 

UU-B-790A 

INT  AMD  (1) 

5640 

•YD 

05  Feb 

68 

ME 

YD 

99 

UU-B-1780 

INT  AMD  ()) 

5640 

t 

02  Nov 

72 

M11-B-29172A 

5410 

YD 

08  Jul 

85 

GL 

YD 

A-A-50724 

5410 

84 

09  Sep 

88 

99 

L 

MII-B-29176A 

5410 

YD 

13  Jon 

84 

YD 

MII-8-52071C 

5410 

Gl 

19  Apr 

73 

Gl 

YD 

99 

MIL-B-28536C 

5410 

YD 

30  Jon 

89 

Gl 

YD 

99 

L 

MIL-B-52745 

5410 

Gl 

19  Dec 

72 

Gl 

l 

MIL-B-16041E 

5410 

YD 

05  Aug 

83 

Gl 

YD 

MII-B-52055B 

5410 

Gl 

28  Aug 

78 

GL 

99 

L 

Mll-B-52755 

5410 

Gl 

05  Mor 

73 

Gl 

MII-B-29171A 

5410 

YD 

31  Mo, 

85 

YD 

MS-51438 

6630 

EA 

05  Mo, 

83 

EA 

MS 

99 

Mll-B-500158 

6640 

EA 

17  Moy 

84 

EA 

99 

t 

MS -36564 A 

6640 

EA 

17  Feb 

34 

EA 

MS 

99 

MS-36260A 

6640 

EA 

16  Jon 

84 

EA 

MS 

99 

M5-35978B 

6640 

EA 

17  Feb 

84 

EA 

MS 

99 

A-A-53702 

6640 

'MB 

20  Sep 

88 

MD  MS 

03 

NNN-0-788A 

6640 

•EA 

25  Oct 

62 

EA 

MS 
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ALPHABETICAL  LISTING 


TITLE 

Bumper,  Rubber,  Duplex  Round  . . . . . . . . 

Buns,  Hamburger,  Shelf  Stable . . . . . . . . 

Buoy  Interface  Unit  (BIU),  J-3958/BRT-6 . . . . . 

Buoy,  Anchor,  Spar  . . . . . . . . . . 

Buoy,  Hose  Support,  Inflatable . . . . . . . . . . 

Buoy,  Mooring  And  Marker . . . . . . . . . . . . . . . . 

Buoy,  Radio  Transmitting  T-6 16{  (Art  . . . . . . . . . . . . 

Buoys,  Marker,  Plastic  . . . . . . . . . . . 

Bupivacaine  Hydrochloride  &  Epinephrine  Injection,  USP . . . . . 

Bupivacalne  Hydrochloride  Injection . . . . . . . 

Bupivacaine  Hydrochloride  And  Epinephrine  Injection . . . . . 

Buprenorphine  Hydrochloride  Injection  . . . . . . . . 

Bur,  Boon  Surgery  (Diamond,  4MM,  Dermabraderheod,  Medium  Shank)..... . 

Bur,  Bone  Surgery  (Tungsten  Cnrbioe,  1.5  MM  Head  DIometer,  Round  Cutting  shape 
A,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Diamond,  2MM,  Round  Heod,  tong  Shank)  . . . . . . 

Bur,  Bow  Surgery  (Tungsten  Carbide,  2  MM  Head  Diameter  By  7,5  MM  Cutting 
Length,  Side  Cutting,  Tapered-shope  C  Long  Shank*!eng»h  3) 

Bur,  Bone  Surgery  (Diamond,  3MM,  Round  Heod,  Long  Shank)  . . . . . 

Bur,  Bone  Surgery  (Tungsten  Carbide,  4  MM  Head  Diameter  By  8  MM  Cutting 
Length,  Oval  Cutting-shape  D,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Diamond,  5 MM,  Round  Heod,  Long  Shank)  . . . . . 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5.5  MM  Head  Diameter  By  10  MM  Cutting 
Length,  Oval  Cutting-shape  D,  Medium  SHANK-LENGTH-2) 

Bur,  Bone  Surgery  (Diamond,  2MM,  Rhinoplaslic  Head,  Long  Shank) . 

Bur,  Bone  Surgery  (Tungsten  Carbide,  4  MM  Heod  Diameter  By  8  MM  Cutting 
Length,  Oval  Cutting-shape  D,  Long  Shank-length  3) 

Bur,  Bene  Surgery  (Diamond,  4MM,  Round  Head,  Long  Shank  . . . . . 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5.5  MM  Head  Diometer  By  10  MM  Cutting 
length,  Oval  Cutting-shape  D,  Lowg  SHANK-LENGTH.3) 

Bur,  Bone  Surgery  (Diamond,  4MM,  Oval  Head,  Long  Shank  . . 

Bur,  Bone  Surgery  (Tungsten  Carbide,  1  MM  Heod  Diometer  By  5  MM  Cutting 
length,  Side,  Cutting,  Stroight-shope  B,  Medium  SHANK-LENGTH-2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  Heod  Diometer  By  10  MM  Cutting 
length.  Barrel  Cutting-shape  E,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Tungsten  Carbide,  2  MM  Heod  Diameter,  Barrel  Cutting-shape-e, 
Long  Shank-length  3) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  3  MM  Heod  Diometer,  Round  Cutting-shape 
A,  Long  Shank-length  3) 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5  MM  Heod  Tiometer,  Round  Cutting-shape 
A,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5  MM  Head  Diometer,  Round  Cutting-shape 
A,  Long  Shank-length  3) 

Bur,  Bone  Surgery  (Tungsten  Carbide,  4  MM  Head  Diameter,  Round  Cutting-shape 
A,  Long  SHANK-LENGTH.3) 

Bur,  Bone  Surgery  (Tungsten  Carbide,  4  MM  Head  Diometer,  Round  Cutting-shope 
A,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  1.5  MM  Head  Diameter  7.5  Cutting  Length, 
Side  Cutting,  Stroight-shope  B,  Medium  Shank-length  2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  1.5  MM  Heod  Diometer  8y  10  MM  Cutting 
length.  Side  Cutting,  Topered-shope  C,  Medium  SHANK-LENGTH.2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  1.7  MM  Heod  Diameter  By  12  MM  Cutting 
Length,  Side  Cutting,  Topered-shope  C,  long  Shonk-length  3) 

Bur,  Bone  Surgery  (  Tungsten  Carbide),  Generol  Requirements  For . . 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  Mm  Heod  Diameter  By  19  Mm  Cutting 
Length,  Side  Cutting,  Topered-shope  C,  Long  Shonk-length  3) 

Bur,  8one  Surgery  (Tungsten  Carbide,  1.5  Mm  Heod  Diometer,  Round  Cutting-shape 
A,  long  Shonk-length  3) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  Head  Diometer,  Round  Cutting-shope 
A,  Long  Shonk-length  3) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  Heod  Diometer,  Round  Cutting-shope 
A,  Medium  Shonk-length  2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  4EAD  Diometer  By  7.5  MM  Cutting 
Length,  Side  Cutting,  Topered-shope  C,  Medium  Shonk-length  2) 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  Mm  Head  Diameter  By  19  MM  Cutting 
Length,  Side  Cutting,  Topered-shope  C,  Medium  Shank-length  2) 

Bur,  Dentol . . . . . . . . . . . 

Bur,  Dentol,  Finishing  . . . . 

Bur,  Dental,  Finishing,  Tungsten  Carbide  . . . . . . . 

Bv.%  DerstcL  F:r.:sh;.*ig  (Stee!) . . . . . . . . 

Bur,  Denture  Trimming  (Straight  Handpiece,  Tungsten  Carbide)..... . . . . . 

Bur,  Denture  Trimming,  (High  Speed  Tool  Steel) . . . . . . 

Buret,  Automotic . . . . . . . . . . . . . . 

Buret,  Gas,  100  Ml  . . . . . . . . 

Buret,  Laboratory  (Micro) . . . . . . . . . . . . 

Buret,  laboratory  . . . . . . . . . . . . 

Buret,  Laboratory,  (Straight)  . . . . . 

Buret,  Laboratory,  (Straight,  Automotic  50  Ml) . . . 

Buret,  Oxygen . . . . . . . . . 

Buret,  Straight  Precision . . . . . . . . . . . 

Buret,  Straight,  Precision . . . . . . . . . . . . . 

Burglary  Resistant  Safes  •  20  Jul  72  . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Burlap  Fabrics,  Bitumen-saturoted  Woven  Burlap  Fobrics  Used  In  Roofing  And 
WATERPROOFlNG{29  August  1986) 

Burlap  Fabrics,  Bitumen  Saturated  Woven,  Used  In  Roofing  And  Waterproofing  •  29 
Aug  86 

Burner  Assembly,  Space  Heater . . . . . . 

Burner  Outfit,  Gas,  Dental  Laboratory......... . . . . . . 

Burner  Unit,  Gasoline,  Field  Range  Outfit,  M2A  . . . 

Burner,  Alcohol  (Oental) . . . . . . . 

Burner,  Alcohol . . . . . . . . . . . . . 

Burner,  Alcohol,  Barthel  Type . . . . . . . . 

Burner,  Alcohol,  Pressure-type  . . . . . . . . . . . 

Burner,  Carbon  Monoxide  And  Hydrogen,  Catalytic  Type  (Mark  IV  E)  Noval 
Submarine  Use 

Burner,  Carbon  Monoxide  And  Hydrogen,  Catalytic  Type  (Mark  V)  . 

Burner,  Gas,  Laboratory,  Bunsen  Type,  Acetylene  . . . . . . . . 

Burner,  Gas,  Laboratory,  Bunsen,  Automatic  . . . . 

Burner,  Gas,  Laboratory.. . . . . . 

Burner,  Gas,  Laboratory  And  Cartridge,  Assembly . . 

Burner,  Gas,  Laboratory,  Touch  Operated . . . . . . . 

Burner,  Gas,  Laboratory,  (Bunsen,  Automatic) . . . . . . . 

Burner,  Signal,  Oil,  Gas,  And  Gas  Oil  Combination,  (400,000  BTU  Per  Hour  And 
Over  Input  Capacity) 

Burner,  Steam  And  Oil  Pressure,  Atomizing . . . . . . 

Burners,  Oil,  Mechanical-draft,  Automatic  (Under  400,000  BTU/HR  Input  Capocity) .. 

Burnisher,  Dental  . . . . . . . . . . . . . . . . . 

Burnishers, contact,  H  And  (AH  Blades) . . . . 

Burs,  Bone  Surgery  (Corrosion  Resisting  Steel)  . . 

Burs,  Bone  Surgery,  Dimond, . . . . . . . . . 

Burs,  Oentol  Excavating,  Tungsten  Carbide.. . . . . . 

Burs,  Dental,  Finisaing  (Tungsten  Carbide) . . . . . . . . 

Burster,  Bomb,  AN  M20 . . . . . 

Burster,  Bomb,  M32 . . . . . . . 

Burster,  Chemical  Agent  Mine,  M38,  Initiator,  Mine  Burster,  M48 . . 

Burster,  Incendiary,  Field,  M4  (W/0  Fuze).... . . . 

Burster,  Projectile,  M35,  Ports  For  Loading,  Assembling  And  Packing  . 

Burster,  .-rojectile,  M71  Loading,  Assembling  And  Packing . . . 

Burster,  Projectile,  M19  Loading,  Assembling  And  Pocking . . . 

Burster,  Projectile,  XM53,  loading  Assembling  &  Pocking  . 

Burster,  Projectile,  M47  Loading,  Assembling  And  Packing . . . . . 

Burster,  Projectile,  155MM,  Smoke,  M825  Parts  For  loading,  Assembling  &  Pocking 

Burster,  Projectile,  M48  loading,  Assembling  And  Pocking . 

Burster,  Projective,  XM8S  Loading,  Assembling  &  Packing . . 

Burster,  Projectile,  M83  loading.  Assembling  And  Packing . 

Burster,  Projectile,  M21,  Looding  Assembling  And  Pocking . . . 

Bursters  For  Wp  Filled  5  Inch  54  Caliber  And  6  Inch  47  Ccliber  Projectiles,  loading 
And  Pocking 

Bus  Connector,  Styles  Tbld  &  Tbls . . . . . . 

Bus  Disconnect,  Quick  Opening  Symbol  1484  . . . . . . 

Bus,  Motor,  Suburban  &  Intercity,  41  To  53  Adult  Passenger,  4X2,  6X2,  &  6X 
4,  Commercial 

Bus,  Motor,  With  High  Heodroom,  20  &  28  Passenger,  4X4 . . . . . 

Bus,  Motor,  12  &  15  Possenger,  Carryall  Conversion.... . . . 

Bus,  Motor,  16  Possenger... . . . . . . . . . . . 

Bus,  Motori  Ambulance,  Intercity,  40  Possenger,  6X2  Or  6X4  . . . . . . 

Buses,  Motor  Compoct  Forward  Control,  8600  To  10900  Pounds-Gvw,  12,  16  &  20 
Possenger,  4X2 

Buses,  Motor,  Transit,  Ambulance  Conversion,  Forword  Control,  With  High 
Headroom,  30  And  44  Possenger,  2  Wheel  Drive 

Buses,  Motor:  Forward  Control,  28,  36" o>  44 "School “Age  Passenger,  4X2.. . . . 

Buses,  Motor*  School,  With  High  Heodroom,  20-,  28-,  36-,  44-,  58-PASS-5NGER, 
Two-wheel  Drive 

Bush  Hook,  Hand  . . . . . . . 

Bush  Hooks,  Hand  . . . . . . . . . . . . 

Bushing  &  Eledricol  Conduit . . . . . 

Bushing  •  Screw,  Plain  (MIL-S-8879  Thread)............ . . . . . 

Bushing  •  Screw,  Plain  (Asg)  . . . . . . . . . . . . . . . 

Bushing  *  Screw,  Slotted  (Inactive  After  1  Oct  1965)  ................................................ 

Bushing  For  Electric  Terminal  (Hermetic  Seal)..,...,......,............,.............,  . . . 

Bushing  Screw  Thread  Reducer  (Use  Ms  24397)  . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  01327*86 

5650 

YD 

30  Jon 

87 

YD 

99 

ASTM  D1327-86 

5650 

YD 

30  Jan 

87 

YD 

99 

MIL-B-2029F 

4520 

Gl 

12  Jon 

89 

GL 

YD 

99 

NOTICE  1 
GG-B-00511A 

6520 

t 

19  Aug 

69 

MIL-B-40O98G 

7310 

Gl 

30  Mor 

82 

GL 

YD 

A-A-51962 

6640 

MB 

11  May 

87 

MD 

MS 

03 

MS-36281 

6640 

EA 

22  Jun 

62 

EA 

MS 

99 

NOTICE  1 

MS-36344 

NOTICE  1 

6640 

EA 

07  Jul 

87 

EA 

MS 

99 

GG-B-814B 

6640 

/DM 

23  Nov 

59 

MS 

99 

l 

MIL-B-23401D 

4460 

SH 

04  Od 

77 

SH 

l 

MIL-B-2453S  (2) 

4460 

SH 

29  Dec 

78 

SH 

MS-36342 

NOTICE  1 

6640 

EA 

17  Jun 

87 

EA 

MS 

99 

MIL-B-36274 

6640 

DM 

18  Dec 

78 

MD 

MS 

03 

A-A-51680 

6640 

/MB 

31  Mar 

87 

MD 

MS 

03 

Mll-B-37410 

6640 

DM 

06  Apr 

77 

MD 

MS 

03 

MS -36277 A 

NOTICE  1 

6640 

EA 

17  Jun 

87 

EA 

MS 

99 

A-A-51242 

6640 

/MB 

22  Nov 

85 

MD 

MS 

03 

MIL-B-18796E 

4530 

YD 

09  May 

84 

ME 

YD 

99 

l 

MIL-B-2I28C  (2) 

4530 

SH 

19  Apt 

68 

SH 

MIL-B-18797F 

4530 

YD 

07  Nov 

83 

ME 

YD 

99 

GGB-001294 

6520 

/DM 

13  Feb 

67 

MD 

MS 

03 

GGGB-785 

5120 

06  Od 

87 

MIL-B-37965 

6515 

MB 

13  Jon 

86 

MD 

MS 

A-A-53470 

6515 

/MB 

22  Aug 

88 

MD 

MS 

03 

GG-B-00821E 

6520 

/DM 

12  Apt 

76 

MD.MS 

03 

A-A-53845 

6520 

MB 

10  Apr 

89 

MD 

MS 

03 

MIL-B-11007E 

NOTICE  1 

1325 

EA 

12  Aug 

88 

EA 

OS 

l 

MIL-B-46966 

NOTICE  1 

1325 

EA 

19  Aug 

86 

EA 

l 

MIL-B-60089B 

NOTICE  1 

1345 

EA 

02  Mar 

87 

EA 

l 

MIL-B-462110 

NOTICE  1 

1345 

AR 

07  Apr 

86 

AR 

l 

Mll-B-464158 

1315 

AR 

05  May 

66 

AR 

l 

MIL-B-46413C 

1315 

AR 

29  Jul 

66 

AR 

l 

Mll-B-60319 

1310 

AR 

02  Apr 

65 

AR 

l 

MIL-B-60381B 

1315 

EA 

03  Jon 

72 

EA 

l 

MIL-B-46514B 

NOTICE  1 

1315 

AR 

19  Apr 

88 

AR 

l 

MII-B-64000B 

1320 

EA 

31  Jan 

85 

EA 

l 

MIL-B-46957B 

1315 

AR 

05  Jon 

77 

AR 

l 

Mll-B-70677 

1310 

AR 

14  Jon 

88 

AR 

l 

MIL-B-46667A  (2) 

1320 

AR 

01  Mar 

65 

AR 

l 

MIL-B-50262  (1) 
NOTICE  1 

1310 

AR 

23  Mar 

88 

AR 

MIL-B-23388A 

NOTICE  1 

1320 

EA 

10  Jul 

86 

EA 

OS 

99 

MIL-B-55164/7E 

5940 

ER 

24  Feb 

87 

ER 

SH 

85 

L 

MS-17831C 

NOTICE  1 

6150 

SH 

18  Jun 

86 

SH 

MIL-B-4537IP 

2310 

AT 

11  Feb 

87 

AT 

YD 

MIL-B-46730W 

2310 

AT 

15  Od 

88 

AT 

YD 

99 

MIL-B-46700L 

2310 

AT 

12  Apr 

84 

AT 

99 

A-A-50766 

2310 

/84 

12  Mar 

84 

AT 

YD 

99 

l 

MII-B-62152A 

2310 

AT 

29  Nov 

83 

AT 

MII-B-62I17H 

2310 

AT 

15  Od 

88 

AT 

YD 

99 

M11-B-45367Y 

2310 

AT 

15  Jon 

89 

AT 

YD 

99 

MIL-B-62261H 

23TG 

AT 

»5“Cd 

S3 

m 

YD 

A" 

vr 

KKK-B-1579B 

2310 

/AT 

01  Od 

85 

AT 

YD 

84 

A-A-970 

3750 

• 

21  Feb 

84 

ME 

G 

GGG-B-800A 

3750 

*84 

15  Apr 

77 

99 

AN3059 

5975 

AS 

16  Apr 

53 

AS 

85 

REV  1 

MS-17319 

4730 

AS 

06  Sep 

61 

AS 

99 

L 

MS-9016 

4730 

AS 

31  Aug 

54 

AS 

l 

MS-90I7A 

5340 

AS 

01  Od 

65 

AS 

l 

MS-17016 

5975 

SH 

7  Jul 

59 

SH 

AN893 

REV  10 

4730 

82 

05  Oe- 

S3 

AV 

AS 

99 

95 


ALPHABETICAL  LISTING 


TITLE 


Buihing,  Clamp  Up,  Bronze  -  15  Feb  83  W/DODEXCEPTIONS. . . . . . . 

Bulbing,  Clamp  Up,  Steel,  Chrome  Plated  •  Oct  62 . . . . 

Bushing,  Clamp-up,  Steel,  Cadmium  Plated  *  Oct  1980  ............................................. 

Bushing,  Fixed,  Connector,  Rack  And  Panel,  Miniature . . . . . . 

Bushing,  Flanged,  Press  Fit,  Steel,  Bronx  &  Copper  -  28  May  82  W/DOD 
Exceptions 

Bushing,  Flanged,  Press  Fit,  Undersize  Inside  Diameter  •  30  Sep  82  W/DOD 
Exceptions 

Bushing,  Port  Of  Series  C  Connectors  ........... . . . . . . 

Bushing,  Pipe  . . . . . . . . . 

Bushing,  Plain,  Press  Fit,  Steel  ■  16  Oct  1980  . . . . . 

8ushing,  Plain,  Press  Fit,  Copper  &  8ron2e  •  7  Sep  83  W/DOD  Ex . . 

Bushing,  Screw  Thread,  Expander.................. . . . . . . . . 

Bushing,  Screw  Thread  Expander  Flareless  Tube  Connection  •  Mar  1986...........,....,,,. 

Bushing,  Screw-thread  Expander,  Flareless  Tube  Connection  . . . . . 

Bushing,  Sleeve  Plain,  Press  Fit,  Ream  Type,....,.. . . . . . . . . 

Bushing,  Sleeve  Flanged,  Press  Fit,  Ream  Type....... . . . . . . . . . . 

Bushing,  Sleeve,  Press  Fit,  Undersize  Inside  Diameter  •  30  Sep  82. . . 

Bushings,  8rass  Or  Bronze  (Outside  Head,  Inside  Head,  &  Face),  250  tbs  8.  125  lbs 

Butalbital,  Aspirin,  Caffeine.  And  Phenacetin  Tablets . . . . . . . 

Butalbital,  Aspirin  And  Caffeine  Capsules . . . . . . . . 

Butalbital,  Asprin,  And  Caffeine  Tablets.......,..,,..,., . . . . 

Butane,  Propane  &  Butane  Propane  Mixtures . . . . . . . . 

Butoconazole  Nitrate  Guam,  Vaginal... . . . . . . . . . 

Butorphonol  Tartrate  Injection,  USP . . . . . . . . . . 

Butter . . . . 

Butter . . . . . . . . . . . . . . . . . 

Buttermilk,  Fluid  And  Milk,  Whole,  Fresh,  Cultured... . . . . . 

Button,  Insignia  &  Findings  (USMA)..,... . . . . . 

Button,  Insignia,  Plastic.... . . . . . . . . . . . . . 

Button,  Insignia,  Metal,  Uniform  And  Cop . 

Button,  Insignia  (Anchor,  Plostic,  Block) . . . . . . . . . 

Button,  Sewing  Hole,  And  Button,  Staple,  (Plastic) . . . . . . 

Button,  Tack.  And  Tack,  Button  . . . . . . . . . 

Buttress,  Suture  (Polytetrafiuoroethylene) . . . . . . . 

Butts  &  Hinges  •  7  Dec  81 . . . . . . . 

Butyl  (tir)  Rubber,  Phosphate  Ester  Resistant,  65*75  >  1  Jan  84.... . . . . 

Butyl  (lir)  Rubber,  Phosphote  Ester  Resistant  3K*45  -  1  Jan  84 . . . . . . 

Butyl  (Hr)  Rubber,  Phosphote  Ester  Resistant  85*95  »  1  Jan  84  . . 

Butyl  Rubber  Phosphote  Ester  Resistant  35  •  45  *  15  Dec  74, . . . . 

Butyl  Sebocote,  Di  Normal... . . . . . . . . . . 

Butyl  Steorotr  •  Normal...., . . . . . . . . . . . . . 

C  Ring,  Metal  M753  8  Inch  Projectile  . . . . . . . . . . 

C  Shapes  (Channel),  Structural  Steel,  Corbon,  Medium . . . . . . . . 

CDU  Miscellaneous  Canister  Parts  . . . . . . . 

CDU>5/B  looding,  Assembling  &  Pocking...... . . . . . . 

CU*2113(  )'sRC  Coupler  Isolotor . . . . . . _ 

C' ATLAS  Test  longuage  *  18  Dec  81  . . . . . . . . . . . 

Ocflas  Hoi  For  Application  In  Avionics  Ground  Test  Systems  (Ed.  1)  Req  Other 
Than  Dod  Ref  To  Hq  Usof'xoxxdos  Wosh.  Dc  20330*5053) 

Cabbage,  Dehydrated . . . . . . . . . . . . . . 

Cabbage,  Dehydrated,  Compressed . . . . . . . . . . 

Cabbage,  Fresh,  Shredded . . . . . . . . . . . 

Cabbage,  Fresh,  Shredded  . . . . . . . . . . . 

Cabinet  And  Bench  Tap;  . . .  _  _  . . . . . 

Cabinet  Hardware  •  2  Nov  82 . . . . . . . .  . . . . . 

Cabinet,  Bedside,  Metal,  Hospital  Type . . . . . . . . 

Cabinet,  Bedside,  Metal,  Hospitcl  Type  . . . . . . . . . 

Cabinet,  Constant  Temperoture  . . . . . . . . . . . 

Cabinet,  Delivery  And  Storage,  Pastry,  And  Truck  Dolly,  Pastry  Coblnets . . . 

Cabinet,  Desiccating . . . . . . 

Cabinet,  Dough  Proofing,  Insulated  Portobfe,  36&PAN  Capacity,  For  Mobile  Field 
Bakery 

Cabinet,  Dough  Proofing,  Portable,  Insulated,  12  Pon  Capacity....................... . . 
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ALPHABETICAL  LISTING 


TITLE 

Cabinet,  Dough-proofing,  (18  Pan  Capacity) . . . . . . . . 

Cobinet,  Drying,  Parachute,  Type  MAO . . . . . 

Cobinet,  Electrical  Equipment  C&Y-7887/U&PQ-5  . . . . . . 

Cobinet,  Electrical  Equipment  CY-2675................ . . . . . 

Cabinet,  Electrical  Equipment,cY*3397(  )/G . . . . . . . . 

Cabinet,  Electronic  Equipment  (Single  Bay) . . . . . . . . 

Cabinet,  Electrocardiograph . . . . . . . . . 

Cabinet,  Electronic  Equiment  C  Y-4516C/S  (  )... . . . . . 

Cobinet,  Equipment  Stowage  •  8atlery  Charging  BCU03/E..... . . . . 

Cabinet,  Filing,  Steel(card  And  Tabulating  Machine  Size)  Packaging,  Packing  And 
Marking  Of 

Cabinet,  food  Service,  Warmer-refrigerator,  Roll-thru,  Roll-in  . . . . 

Cabinet,  food  Service,  Warmer  Refrigerator,  Roll  Thru,  Roll  In . . . . . 

Cobinet,  food  Warming,  Electrically  Heated,  Drawer  Type . . . 

Cabinet,  food  Warming,  Electric,  Pass-through  And  Reach-in  . . 

Cabinet,  Gasoline  Field  Range  Outfit  Model  59,  And  Cradle,  Cook  Pot . . 

Cabinet,  Instrument,  Medical  . . . . . . . . . 

Cabinet,  Key  &  Identification  Systems . . . . . . 

Cobinet,  Key,  (Boxes  And  Racks  Motal  &  Identification  Systems)  . . 

Cabinet,  Kitchen  &  Vanity,  Recommended  Construction  &  Performance  Standards 
For  *  6  Jun  1980 

Cabinet,  Laboratory  (Base  Unit) . . . . . . . . . . . 

Cabinet,  Monitor,  CV-7359/FSS-9(V),  CY-7360/FSS-9(V)  8.  CY-7361/FSS-9(V) . 

Cabinet,  Photographic  Storage,  film  BM*11..... . . . . . 

Cobinet,  Protective  Storage  And  Filing,  Uninsulated,  With  Combination  Padlock . 

Cobinet,  Saw  And  file . . . . . * . . . . . . 

Cobinet.  Steel,  Lateral  &  front  To  Back  Filing,  Legal  &  Letter  Sile  Material,  General 
Office  (S/s  By  A-A-1709C) 

Cobinet,  Storage,  Repoir  Ports  And  Tools  . . . . . . 

Cabinet,  Storage,  Milk  Shake,  Mechanically  Refrigerated  . . . 

Cabinet,  Storage,  Steel.  Multiplex  Supplies,  Type  Viii . 

Cabinet,  Storage,  Metal . . . 

Cabinet,  Storage,  Steel,  Mop  Reproduction,  Pholomopping,  And  Surveying 
Equipment.  Generol  Specification  For 

Cabinet,  Storage,  X-ray . 

Cobinet,  Storage,  Steel,  Map  Reproduction,  Double  Door,  Woll,  Type  I . 

Cobinet,  Storage,  Steel,  Multiplex  Laboratory  Supplies,  Type  lx . 

Cabinet,  Storage,  Steel.  Rectifier  Equipment,  Type  X . 

Cobinet,  Storage,  Steel.  Mop  Reproduction,  Single  Door,  Wall,  Type  li . . . 

Cabinet,  Storage,  Ste*1,  Photomopping  Equipment,  Type  lii  . . 

Cabinet,  Storage,  Steel,  Photographic  Poper,  Type  Xi . 

Cabinet,  Storage,  Steel.  Mop,  Layout,  Utility  And  Storage,  Assembly,  Type  Xi!  . . . 

Cobinet,  Storoge,  Steel,  Rectifier,  Laboratory  Supplies,  Type  Xiii . . . 

Cobinet,  Storoge,  Steel.  Cor.'ogrophic  Supplies,  Type  Xiv . . . . . . . . 

Cabinet,  Storoge,  Steel,  Photolithographic  Supplies,  Floor  5  Drawers,  Type  Xv . . 

Cabinet,  Storage,  Steel.  Photolithographic  Supplies,  Floor,  1 -DRAWER,  2-DOOR, 
Type  Xvi 

Cabinet,  Storoge  Steel,  Lithographic,  Combination  Storoge  And  Inspection  Stand, 
Type  Xvi  i 

Cabinet,  Storoge  Steel,  Bookcase,  Vehicular  Mounting,  Type  Xx . . 

Cabinet,  Storage,  Steel,  Adjustable  Shelves,  Vehicular  AAounting  (For  Surveying 
Equipment),  Type  Xxi 

Cobinet,  Storage,  Steel.  Three  Partitions,  Vehicular  Mounting,  (For  Surveying 
Equipment),  Type  Xxii 

Cobinet,  Storage,  Steel.  Generol  Supplies  •  1-DOOR,  Type  Iv  . . . . . 

Cobinet,  Storoge,  Steel,  General  Supplies  -  2  Door,  Type  V . . . . . . 

Cabinet,  Storoge,  Steel.  Rolled  Material,  Type  Vi . . . 

Cabinet,  Storage,  Steel,  General  Supplies,  Type  Vii  . . 

Cabinet,  Storage,  Wardrobe,  Three  Drawer . . . . . . . . . . . . 

Cabinet,  Surgical  Instrument,  Surgicol  Instrument  And  Dressing,  And  Medicine, 
Combination 

Cobinet,  Tool,  Mobile................... . . . . . . . . 

Cabinet,  Tooth  Assortment,  Comportmented . . . . 

Cabinet,  Tooth  Assortment,  Compartmented........... . . . . . . 

Cobinet,  Wordrobe  And  Storage,  Contemporary  Style,  Steel,  Generol  Office . . . 
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ALPHABETICAL  LISTING 


TITLE 


Coble  As’.embfy,  (Type  I),  Electronic  Teit  Equipment,  (2  Poles,  3  Wires,  125  Volts, 

15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector  And  Terminal  lugs 
’Cob*e  Assembly,  Radio  Frequency  General  Specification  For . .......... . ... . 

Coble  Assembly,  (Type  I),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounding, 
125  Volts,  15  Amperes,  50  Cr  60  Hertz),  Grounding  Plug  Connector  And  90 
Degree  Molded  MILC5Q15  Connector 

Coble  Assembly,  Special  Purpose,e!ectrical  CX*11230{  )/G  Cable  Assembly  Adopter 
CX-10734(  )/G 

Coble  Assembly,  (Type  I),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounding, 
125  Volts,  15  Amperes,  50/60  Hertz),  Grounding  Plug  Connector  And  Straight 
Molded  M1L-C5015  Connector 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-13017/AR  . . . . 

Coble  Assembly,  Aircraft  Audio,  Molded  Rubber  Connector  Mechanical  Gouges . 

Coble  Assembly,  Power,  Electrical,  A6CA-M168.. . . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  CX03126A/A . . . . 

Cable  Assembly,  Magnetic  Sweep  Mork  17  Mod  1  . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  CX-13127/A...... . . 

Cable  Assembly,  Special  Purpose  Electrical,  Training  5W1,  5W5,  5WGE1  5W7,  & 
lead.  Electrical  Training 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  CX  13128/A . . 

Coble  Assembly,  Special  Purpose,  Electrical,  Intervehicular . . . . . . 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX«13154/A . . . ..... 

Coble  Assembly,  Special  Purpose,  Electrical,  W56  &  Coble,  Troining,  Special 
Purpose,  Electrical,  W56 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX  13155/A  &  CX03164/A . 

Cable  Assembly,  Special  Purpose,  Electrical  Bronched,  5W5  . . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  . . . . 

Coble  Assembly,  Rocket  For  Demolition  Kit,  Cratering,  M180  Assembling  And 
Packing 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  Associated  Parts  . 

Cable  Assembly,  Test  (For  Torpedo  Test  Set  Mork  281  Mod  1)  . . . . . . 

Coble  Assembly,  Radio  Frequency  (Aircroft  Audio)  CX-4707C/AIC . . . . 

Coble  Assembly,  Special  Purpose,  Electricci.  W30U  Through  W33U,  W36U,  W38U, 
W45U,  W46U,  W58U,  W70U,  W71U  And  W73U 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  Coble . 

Cable  Assembly,  Special  Purpose,  Electricol,  W47U  Through  W55U  And  W65U  And 
W72U 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  Coble . . . 

Coble  Assembly,  Torpedo  Control,  Mark  6  Mod  0 . . . . . 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio), . . . . . . . 

Coble  Assembly,  Special  Purpose,  Electricol:  W5F  And  W6FE1 . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  CX*4708A/AIC . 

Cable  Assembly,  Intervehicle  Power;  Plug  Andreceptade  . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio)  . . . . . . . . 

Coble  Assembly,  T4016-4,  W14F  . . . . . . . . . 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio)  EA*3B  Adapter  Coble . 

Coble  Assembly,  Power  Electrical . . . 

Cable  Assembly,  Radio  Frequency  (Aircroft  Audio) . . . 

Coble  Assembly,  Power  Electricol . . . 

Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  S*3A  Coble  Adopter . 

Cable  Assembly,  Power  Electricol . . . . . . 

Coble  Assembly,  Rodio  Frequency  (Aircroft  Audio),  Adapter  Assmbly . 

Coble  Assembly,  Power,  Electricol,  (With  Molded  On  Terminations)  . 

Coble  Assembly,  (Type  I),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Ground, 

125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector 
Coble  Assembly,  Power  Electrical,  2  Conductor,  100  Ft.  long,  Ovol  Terminations 
With  2  Pole  Connector  Plug 

Cable  Assembly,  (Type  li),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounding, 
125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  left 
Hand  Access  Molded  Type  li  Equipment  Connector 

Cable  Assembly,  Power  Electricol. . . . . . . . . . . . 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounded, 
125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  Right 
Hand  Access  Molded  Type  li  Equipment  Connector 

Cable  Assembly,  Special  Purpose  Electrical,  T»4179A . . . . . . . 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounded, 
125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And 
Straight  Molded  Type  li  Equipment  Connector 
Cable  As.cmb!/,  Power  Electricci,  2  Conducfor,_20  Tf  long,  CyoI  Termination*,  V/iln 
Three  -  Two  Pole  Connectors 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounded, 
250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  left 
Hand  Access  Molded  Type  li  Equipment  Connector 

Cable  Assembly,  Power  Electricol,  Light  Extension . . . . . . . . 

Cable  Assembly,  (Type  li).  Electronic  Test  Eai  <pment,  (2  Poles,  3  Wires,  Grounded, 
250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  Right 
Hond  Access  Molded  Type  li  Equipment  Connector 

Cable  Assembly,  Power  Electrical . . . . . . . . . 

Cable  Assembly,  (Type  II),  Electronic  Teit  Equipment,  (2  Poles,  3  Wires,  Grounded, 
250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And 
Straight  Molded  Type  li  Equipment  Connector 
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ALPHABETICAL  LISTING 


TITLE 

Coble  Assembly,  Power  Electrical . . . . . . . . . . 

Coble  Assembly.  (Type  tl).  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounded, 
125  Volts,  13  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  Type  I 
Equipment  Connector  (This  Specification  Inactive  For  New  Design  After  17  July 
1905) 

Cable  Assembly,  Power  Electrical ...........  . . . . . . . . . . . . . 

Cable  Assembly,  (Type  I),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Grounded, 
250  Volts,  13  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector,  And  Type  I 
Equipment  Connector 

Coble  Assembly,  Power  Electrical . . . . 

Coble  Assembly,  (Type  I),  Electronic  Test  Equipment,  (3  Wires,  7  Prongs,  28  Volts 
Dc),  Type  I  Plug  Connector  And  Equipment  Connector 

Cable  Assembly,  Power  Electrical . . . . . . . . 

Cable  Assembly,  (Type  I),  Electronic  Test  Equipment,  (3  Wires,  125  Volts,  400 
Hertz,  1  Phase),  Grounding  Connector  Adopter 

Cable  Assembly,  Power  Electrical,  Adapter.„......................... . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-483  i/AR  ■'active  For  New 
Design  2  oep  88  For  New  Design  Use  M1L-C-22442/20) 

Cable  Assembly,  Power  Electrical,  Adapter.................................. . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-13165/AH  IT  &  AH-1W  . 

Cable  Assembly,  Power  Electrical,  Adapter.. . . . . . . . . 

Cable  Assembly,  Radio . . . . . . . . . . . . . . . . . 

Cable  Assembly,  Power  Electrical . . . . . . . . . . . 

Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX*7888/AIC*22(V)  (Inactive 
For  New  Design  2-SEP  88  No  S/s  () 

Cable  Assembly,  Power  Electrical . . . . . . . . . . . 

Coble  Assembly,  Aircraft  Audio,  CX-78S9/A1C-22(V)...,...... . . . 

Coble  Assembly,  Power  Electrical.. . . . . . . . . 

Cable  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-12972/AR  . 

Coble  Assembly,  Power  Electrical . . . . . . 

Cable  Assembly,  Radio  Frequency  (Aircroft  Audio),  CX-12973/AR  . 

Cable  Assembly,  Power  Elecirico! . . . . . . . . . . . 

Cable  Assembly,  Radio  Frequency  (Aircroft  A  Udio),  CX-12974/AR  . 

Cable  Assembly,  Power,  Electrical,  Adopter . . . . . 

Coble  Assembly,  Power  Electrical,  Adopter, . . . . . . . 

Cable  Assembly,  Power  Electrical,  Adopter...... . . . . . 

Cable  Assembly,  Power  Electrical,  Adopter............ . . . . . . . 

Cable  Assembly,  Power  Electrical,  Adapter . . . . . 

Cable  Assembly,  Power  Electrical,  Adapter . . . 

Coble  Assembly,  Power  Electricol,  4  Conductor,  One  End  With  Watertight  Male 
Plug  Connector,  Other  End  With  Watertight  Female  Plug  Connector  &  Watertight 
Male  Dummy  Plug  Connector 

Cable  Assembly,  Power  Electrical . . . . . . . . . 

Cable  Assmbly,  Radio  Frequency  (Aircroft  Audio),  AH-1W  . . 

Coble  Comparison  Handbook  Data  Pertaining  To  Electric  Shipboard  Coble..... . 

Coble  Lashing  Machine  LC-23i()  . . . . 

Coble  Power  Electrical,  Flat  Three  Conductor . . . 

Coble  Reel  Mark  1  Mod  1  (For  Fire  Control  System  Mark  101) . 

Cable  Special  Purpose  Electrical  16  17  19  And  20  Conductors . 

Coble  Special  Purpose  Electricol  37  39  42  And  46  Conductors  . . . 

Coble  Special  Purpose  Electricol  2  3  And  4  Conductors......... . . . 

Coble  Twist  Test,  Fiber  Optic  -  Sep  84  . . . . 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (7  Conductors)  &  Single  Shielded 
M27072/661DDD 

Coble,  (Power  &  Special  Purpose)  &  Wire,  Electrical  (300  &  600  Volts) . 

Cable,  (Wire),  Two  Conductor,  Parallel . . . . . . . . . . 

Coble,  Aircraft  And  Age  Grounding . . . . . . . . . . . 

Coble,  Assembly  Swaged  Type  I  &  Type  H  Terminals  *  Dec  61  . . . . . 

Coble,  Coaxial  (For  Submorine  Use)  Type  RG-293A/U  . . . . 

Coble,  Coaxiol  (Submarine  Use)  Type  RG-294A/U  . . . . . . . . 

Cable,  Coaxiol  (Submarine  Use)  Type  RG-295/U  . . . . . . 

Coble,  Coaxial  (Submorine  Use)  Type  RG-264C/U  . . . . . . . 

Cable,  Coaxial  (For  Submorine  Use)  Type  RG-317/U  . . . . 

Cable,  Coaxial  (Submorine  Use)  Type  RG»14A/U- . . . . . 

Cable,  Coaxiol  (Submarine  Use)  Type  RG-17A/U  . . . . . . 

Cable,  Coaxial  (For  Submarine  Use)  . . . . . 

Cable,  Compasile  Telephone  &  Television  (i6“AV/G, -Video  Pub  Pol/th/fend 
Insulated  &  19  AV/G,  Paper  Insulated,  Lead  Covered,  8.  Tope  Armored) 

Coble,  Cord,  And  Wire,  Electric  Packaging  Of........................ . . . . . 

Coble,  Electric,  Filter  Line,  Component  Wire,  Tin-coated  Copper  Conductor,  Radio 
Frequency  Absorptive,  150  Deg.  C  600-VOLT 

Cable,  Electric,  Torpedo,  65  Conductor  (For  Torpedo  Control,  Electric  Setting) . 

Coble,  Electric,  65-CONDUCTOR . . . . . . . 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-5086/3  8osic  Wires,  Copper  Shield, 
Nylon  Jacket,  600-VOLT,  105  Deg.  C 

Coble,  Electric,  Filter  line.  Component  Wire,  Silver-coated  High-strength  Copper 
Alloy  Conductor,  Radio  Frequency  Absorptive,  150  Deg  C  600  Volt 
Cable,  Electric,  Aerospace  Vehicle,  MIL*W*22759/23  Basic  Wires,  Unshielded, 
Unjockefed,  600  Volt,  260  Degrees  C 
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ALPHABETICAL  LISTING 


TITLE 


Cable/  Electric,  Filter  Line,  Unshielded,  Unjacketed,  Multiple-component,  Radio 
Frequency  Absorptive,  150  Deg  C,  600  Volt 
Cable,  Electric,  Aerospace  Vehicle,  Mlt-W-22759/12  Basic  Wires,  Copper  Shield, 

Tfe  Jacket,  600  Volt,  260  Deg.  C 

Cable,  Electric,  Filter  Line,  Shielded,  Jacketed,  Radio  Frequency  Absorptive,  150 
Deg.  C,  600  Volt 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-22759/23  Basic  Wires,  Copper  Shield, 

Tfe  Jacket,  600  Volt,  260  Degrees  C 

Cable,  Electric,  Filter  Line,  Component  Wire,  Silver-coated  High  Strength  Copper 
Alloy  Conductor,  Radio  Frequency  Absorptive,  150  Deg.  C,  600-VOLT 
Cable,  Electric,  Aerospace  Vehicle,  MlL-W-81381/11  Bosic  Wires,  Copper  Shield, 
Polyimide  Tope  Jacket,  600-VOLT,  150  Degrees  C 
Cable,  Electric,  Filter  Line,  Unshielded,  Unjacketed,  Multiple-component,  Radio 
Frequency  Absorptive,  150  Deg.  C,  600-VOLT 
Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/12  Basic  Wires,  Copper  Shield, 
Polyimide  Tape  Jacket,  600-VOLT,  150  Degrees  C 
Cable,  Electric,  Filter  Line,  Shielded,  Jacketed,  Radio  Frequency  Absorptive,  150 
Deg.  C,  600-VOLT 

Cable,  Electric,  Aerospace  Vehicle,  MIL*W*81381/13  Bosic  Wires,  Copper  Shield, 
Polyimide  Tape  Jacket,  600-VOLT,  150  Degrees  C 
Cable,  Electric,  Filter  Line,  Radio  Frequency  Absorptive . . . . . 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/1 1  Bosic  Wires,  Copper  Shield, 
Polyimide  Tape  Jacket,  600-VOLT,  200  Degrees  C 

Cable,  Electric,  Missile,  54-CONDUCTOR  . 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/12  Basic  Wires,  Copper  Shielded, 
Polyimide  Tape  Jacket,  600  Volt,  200  Deg.  C 
Coble,  Electric,  Aerospace  Vehicle,  MlL-W-8 138 1/13  Bosic  Wires,  Copper  Shield, 
Polyimide  Tope  Jacket,  600-VOLT,  200  Degrees  C 
Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/14  Basic  Wires,  Copper  Shielded, 
Polyimide  Tope  Jacket,  600  Volt,  200  Deg.  C 
Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/1 1  Bosic  Wires,  Unshielded, 
Unjackeled  600-VOLT  200  Degrees  C 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-81381/12  Bosic  Wires,  Unshielded, 
Unjacketed  600  Volt,  200  Deg.  C 

Coble,  Electric,  Aerospace  Vehicle,  MIL-W-81381/13  Bosic  Wires,  Unshielded, 
Unjocketed  600-VOLT,  200  Degrees  C 

Coble,  Electric,  Aerospace  Vehicle,  MIL-W-81381/14  Basic  Wires,  Unshielded, 
Unjocketed  600-VOLT,  200  Degrees  C 
Coble,  Electric,  Aerospace  Vehicle,  MIL-W-5086/1  Basic  Wires,  Unshielded, 
Unjocketed,  600  Volt,  105  Deg.  C 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-5086/2  Basic  Wires,  Unshielded, 
Unjocketed,  600-VOLT,  105  Degrees  C 
Coble,  Electric,  Aerospace  Vehicle,  MIL-W-5086/3  Basic  Wires,  Unshielded, 
Unjackeled,  600  Volt,  105  Deg.  C 

Coble,  Electric,  Aerospace  Vehicle,  MIL-W-81381/8  Bosic  Wires,  Copper  Shield, 
Polyimide  Tope  Jacket,  600  Volt,  200  Deg.  C 
Coble,  Electric,  Aerospace,  MIL-W-81381/8  Basic  Wires,  Unshielded,  Unjocketed 
600  Volt,  200  Deg.  C 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-8 1381/10  Bosic  Wire,  Copper  Shielded, 
Polyimide  Tope  Jacket,  600  Volt,  200  Deg.  C 
Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-81381/10  Basic  Wires,  Unshielded, 
Unjackeled  600  Volt,  200  Deg.  C 

Cable,  Electric,  Aerospoce  Vehicle,  MIL-W-22759/12  Bcsic  Wires,  Copper  Shield, 
Fep  Jocket,  600  Volt,  200  Deg.  C 

Cable,  Electric,  Aerospoce  Vehicle,  MIL-W-22759/12  Bosic  Wires,  Unshielded, 
Unjocketed 

Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-22759/23  Bosic  Wires,  Copper  Shield, 
Fep  Jocket,  600  Volt,  200  Deg.  C 

Coble,  Electric,  Aerospace  Vehicle,  Generol  Specification  For . . . . . . 


Coble,  Electric,  Aerospace  Vehicle,  MIL-W-8 1044/9  Bosic  Wires,  Copper  Shield, 
Polyvinylidene  Fluoride  Jocket,  600-VOLT,  1 10  Deg.  C 

Cable,  Electric,  Aerospace  Vehicle,  Mll-W-5086/1  8osic  Wires,  Copper  Shield, 
600-VOLT,  105  Deg.  C 

Cable,  Electric,  Aerospoce  Vehicle,  MIL-W-5086/l  Bosic  Wires,  Copper  Shield, 
Nylon  Jocket,  600-VOLT,  105  Deg.  C 

Cable,  Electric,  Aerospoce  Vehicle,  MIL-W-5086/2  Basic  Wires,  Copper  Shield, 
600-VOLT,  105  Deg.  C 

Coble,  Electric,  Aerospace  Vehicle,  MIL-W-5086/2  Bosic  Wires,  Copper  Shield, 
Nylon  Jocket,  600-VOLT,  105  Deg.  C 

Cable,  Electric,  Aerospace  Vehicle,  MIL-W-5086/3  Bosic  Wires,  Copper  Shield, 
600-VOLT,  105  Deg.  C 

Coble,  Electrical,  Special  Purpose,  Shore  Use . . . . . . . . . . 

Cable,  Electrical,  Shielded  And  Jacketed,  Special  Purpose..... . . . . . . 

Coble,  Electrical,  600  Volts,  Type  CVSF... . . . . . . . . . . . . 

Cable,  Electrlcol,  Special  Purpose,  Ship  And  Shore  Use . . . . . 

Cable,  Electrical  (Flexible,  Flat,  Unshielded),  (Flat  Conductor)  Generol  Specification 
For 

Cable,  Electrlcol,  Type  TPUM-6  . . . . . . . . . . . ... 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  26,  Type  2X0.. . . 
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ALPHABETICAL  LISTING 


TITLE 


Cable,  Electrical  (Flexible,  Flat,  Unshielded)  (Flat  Conductor  Unplated)  300  Volts, 

105  Deg  C 

Cable,  Electrical,  One  Twisted  Pair  AWG-20,  For  Submarine  Outboard  Use  Only 
(Not  For  Inboard  Use),  Type  1PR-A20E 

Coble,  Electrical  (Flexible,  Flat,  Unshielded)  (Flat  Conductor)  300  Volte,  150  Deg.  C 
Cable,  Electrical.  600  Volts,  Lightweight,  Multi  •  Pair  AWG  20,  Type  TTXS 
(Including  Variation  Types  TTXSA  &  TTXSO) 

Cable,  Electrical,  (Flexible,  Flat,  Unshielded),  (Round  Conductor),  (Wire  Sire  26, 
7/34  Or  28,  7/36  Stranding) 

Cable,  Electrical,  One  Twisted  Pair  No.  16  Goge  Fluoropolymer  Insulation,  For 
Submarine  Outboard  Use  Only  (Not  For  Inboard  Use),  Type  1PR-16 

Coble,  Electrical,  600  Volts,  Type  LSCVSF . 

Cable,  Electrical,  Seven  Twisted  Pairs  No.  16  Gauge  Fluoropolymer  Insulation,  For 
Submarine  Outboard  Use  Only  (Not  For  Inboard  Use)  Type  7PR-16 

Cable,  Electrical,  300  Volts,  Types  LSDCOP  &  LSTCOP . 

Cable,  Electrical,  Two  Shielded  Twisted  Pairs  No.  16  Gauge,  Fluoropolymer 
Insulation,  For  Submarine  Outboard  Use  Only  (Not  For  Inboard  Use),  Type 
2SPR-16 

Cable,  Electrical,  600  Volts,  Types  LSSHOF,  LSDHOF,  LSTHOF,  &  LSFHOF . 

Cable,  Electrical,  Three  Twisted  Pairs  No.  16  Gouge,  Fluoropolymer  Insulation,  For 
Submarine  Outboard  Use  Only  (Not  For  Inboard  Use),  Type  3PR-16) 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  Awg  26,  Type  2XOW. . 

Coble,  Electrical,  Twisted  Quad  No.  16  Gauge,  Fluoropolymer  Insulation,  For 
Submarine  Outboard  Use  Only  (Not  For  Inboard  Use,  Type  IQ-16) 

Cable,  Electrical,  600  Volts,  A.c.,  Type  LSMDY  . . . . . . . 

Coble,  Electrical,  Twisted  Triad,  No.  16  Gauge,  Fluoropolymer  Insulation,  For 
Submarine  Outboard  Use  Only  (Not  For  Inboard  Use),  Type  ITR-16 

Coble,  Electrical,  600  Volts,  Type  IMHOF . . . 

Cable,  Electrical,  Seven  Shielded  Twisted  Pairs  With  Overall  Shield,  No.  16  Gauge, 
Fluoropolymer  Insulation,  For  Submarine  Outboard  Use  Only  (Not  For  Inboard 
Use),  Type  7SPR-16S 

Cable,  Electricol,  Type  LSPBTMU  (Including  Variation  LSPBTM)...... . . 

Cable,  Electricol,  One  Shielded  Twisted  Pair  No.  16  Gouge,  Fluoropolymer 
Insulation,  For  Submarine  Outboard  Use  Only  (Not  For  Inboard  Use)  Type 
1SPR-16 

Cable,  Electrical,  600  Volts,  Type  LSSSF . . . 

Cable,  Electricol,  300  Volts,  Type  DLT . . . 

Cable,  Electrical,  300  Volts,  Type  LSTTOP . . . . . 

Coble,  Electrical,  600  Volts,  Type  TKOF  . . 

Cable,  Electricol,  300  Volts,  Type  LTTRS  ((eluding  Variation  LSTTRSA) . . . . 

Cable,  Electricol,  Type  DSWS  . . . . . . . 

Cable,  Electricol,  600  Volts,  Lightweight,  Multi-triad,  AWG  22,  Type  3XSW 
(Including  Variation  Types  3XSOW  And  3XSWA) 

Cable,  Electrical,  600  Volfs,  Types  DSS,  TSS,  FSS  &  7SS . 

Cable,  Electrical,  1000  Volts,  Type  LSSSGU  (Including  Variation  LSSSGA) . 

Cable,  Electrical,  600  Volts,  Type  JAS . . . . 

Cable,  Electrical,  1000  Volts,  Type  LSDSGU  (Including  Variation  LSDSGA) . . 

Cable,  Electricol,  600  Volts,  Type  MCSF-4 . . . . . . . 

Cable,  Electricol,  1000  Volts,  Type  tSTSGU  (Including  Variation  LSTSGA). . 

Cable,  Electricol,  600VOLTS,  A.c.,  Type  Mdy  (Refer  To  Mll-C-24643/6) . 

Coble,  Electricol,  1000  Volts,  Type  LSFSGU  (Including  Variation  LSFSGA) . 

Coble,  Electrical,  600  Volts,  Type  1RF  . . 

Coble,  Electrical,  1000  Volts,  Type  LSMSCU  (Including  Variations  LSMSCA  & 
LSMSCS) 

Coble,  Electrical,  125  Volts,  Type  TRXF  . . . . . . 

Cable,  Electricol,  1000  Volts,  Type  LS6SU  (Including  Variation  LS6SGA) . 

Cable,  Electricol,  300  Volts,  Type  TSP  (Including  Variation  Type  TSPA) . 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi  ■  Pari,  AWG  22  Type  2XAO  . 

Coble,  Electrical,  300  Volts,  Type  TSP  (Including  Variation  TSPA)...,. . . . . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-triad,  Awg  18,  Type  3XSW  (Including 
Variation  Types  3XSOW  &  3XSWA) 

Coble,  Electricol,  1000  Volts,  Type  TSGU  (Including  Variation  Type  TSGA) . . 

Cable,  Electrical,  600  Volts,  Lightweight,  Two  Conductor,  Power,  Type  DXW 
(Including  Variation  Types  DXOW  And  DXWA 

Cable,  Electricol,  1000  Volts,  Type  MSCU  (Including  Variations  MSCA  &  MSCS). . 

Cable,  Electricol,  Special  Purpose,  Score  Use. . . . . . . . . . 

Cable,  Electrical,  Type  1SWF . . . . . . . .  . . 

Coble,  Electrical,  1000  Volts,  Type  LS7SGU  (Including  Variation  LS7SGA).... . 

Cable,  Electrical,  Type  2SWF . . . . . . . . 

Cable,  Electrical,  Types  LSTCJU  &  LSTCTU  Including  Variations  LSTCJA  &  LSTCTA  .. 

Cable,  Electricol,  600  Volts,  Type  MWF . . . . . . . . . 

Coble,  Electrical,  5000  Volts,  Type  LS5KVTSGU  (Including  Variation  LS5KVTSGA)  .. 

Coble,  Electrical,  Type  S2S  . . . . . . . . . . . . . 

Cable,  Electrical,  300  Volts,  Type  LSTTSU  (Including  Variation  LSTTSA . . . . 

Coble,  Electricol,  300  Volts,  Type  2U  (Including  Variation  Type  2UA) . . . 

Cable,  Electrical,  300  Volts,  Type  LSTTSU  (Including  Variation  LSTTSA.... . . . . 

Coble,  Electrical,  59  Conductor,  Type  MSPW  . . . . . . . . . . 

Coble,  Electricol,  Types  LSTCJX,  LSTCKX  &  LSTCTX . . . 

Coble,  Electrical,  59  Conductor,  Type  MSP  . . . . . . . . 

Cable,  Electrical,  600  Volts,  Lightweight,  Two  Conductor,  Power,  Type  DXW 
(Including  Variation  Types  DXOW  &  DXWA) 

Coble,  Electricol,  600  Volts,  Type  5SS . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Coble,  Electrical,  Shielded,  600-VOLT  (For  Nonflexing  Service) . . . . 

Coble,  Electrlrol,  Type  2SWL-7  (Including  Variation  Type  2SWIA-7)  (See 
MIL-C.24643/56) 

Coble,  Electrical,  Type  ISPI  . . . . . . . . 

Coble,  Electrical,  600  Volts,  lightweight.  Three  Conductor,  Power,  Type  TXW 
(Including  Variation  Type  TXWA) 

Coble,  Electrical,  600  Volts,  lightweight,  Three  Conductor,  Power,  Type  TXW 
(Including  Variation  Type  TXWA  &  TXOW) 

Coble,  Electrical,  600  Volts,  Lightweight,  Four  Conductor,  Power,  Type  FXW 
(Including  Variation  Type  FXWA) 

Coble,  Electrical,  600  Volts,  Types  ISOPS,  LSFPS,  LSTPS  &  IS7PS . 

Coble,  Electrical,  600  Volts,  lightweight.  Four  Conductor,  Power,  Type  FXW  (Inc1. 
Variation  Type  FXWA  &  FXOW) 

Cable,  Electrical,  600  Volts,  lightweight.  Seven  Conductor,  Power,  Type  7XW 
(Including  Variation  Type  7XWA 

Cable,  Electrical,  600  Volts,  lightweight.  Seven  Conductor,  Power,  Type  7XW 
(Including  Variation  Type  7XWA) 

Cable,  Electrical,  600  Volts,  lightweight,  Multi-conductor,  AW G  18,  Type  MXCW 
(Including  Variation  Types  MXCOW  And  MXCWA) 

Cable,  Electrical,  600  Volts,  lightweight,  Multi*poir,  AWG  22,  Type  TTXW 
(Including  Variation  Types  TTXOW  And  TTXWA) 

Coble,  Electrical,  600  Volts,  lightweight.  Multi-pair,  Awg  22,  Type  TTXW  (Including 
Variation  Types  TTXOW  &  TTXWA) 

Coble,  Electrical,  600  Volfs,  Type  ISMDU  . . . . . . . . . . 

Coble,  Electrical,  lightweight  For  Shipboard  Use,  General  Specification  For . 


Coble,  Electrical,  600  Volts,  Type  IS2AU  (Including  Variations  IS2A  &  IS2AUS. ....... 

Cable,  Electrical,  Type  IS1S50MU  (Including  Variations  IS1S50MA  & 

IS1S50MUS) 

Cable,  Electrical,  300  Volts,  Type  ISMU  (Including  Variations  ISMA  &  ISMUS  . . 

Cable,  Electrical,  600  Volts,  lightweight,  Two  Conductor,  Power,  Type  OX  (Including 
Variation  Type  DXA) 

Coble,  Electricol,  600  Volts,  lightweight,  Two  Conductor,  Power,  Type  OX  (Including 
Variation  Type  DXA) 

Coble,  Electrical,  600  Volts,  lightweight,  Three  Conductor,  Power,  Type  TX 
(Including  Variation  Type  TXA) 

Coble,  Electrical,  600  Volts,  lightweight.  Three  Conductor,  Power,  Type  TX 
(Including  Variation  Type  TXA) 

Cable,  Electrical,  600  Volts,  Lightweight,  Four  Conductor,  Power,  Type  FX  (Including 
Variotion  Type  FXA) 

Cable,  Electricol,  600  Volts,  lightweight.  Four  Conductor,  Power,  Type  FX  (Including 
Variotion  Type  FXA) 

Cable,  Electricol,  Type  LS2SU  (Including  Variations  LS2SA  fi.  1&S2SUS  . 

Coble,  Electricol,  Type  IS2SWAU  (Including  Variation  IS2SWA)  . 

Cable,  Electricol,  Type  IS2SWU  (Including  Variation  IS2SWUA) . . . 

Cable,  Electricol,  300  Volts,  Type  ISMS  (Including  Variotion  ISMSA) . 

Coble,  Electricol,  Type  LS3SU  (Including  Variations  IS3SA  &  1&S3SUS  . 

Cable,  Electricol,  Type  IS3SWU  (Including  Variations  IS3SWA  &  IS3SWUS . 

Cable,  Electricol,  Type  IS3U  (Including  Variation  LS3UA)  . . . 

Cable,  Electricol,  600  Volts,  Type  ISECM  (Including  Variation  ISECMA) . 

Coble,  Electricol,  Type  IS1S75MU  (Including  Variotion  LS1S75MA) . . . 

Coble,  Electricol,  Type  IS  ISMU  (Including  Variation  IS  ISMA) . . 

Cable,  Electricol,  Type  LS1SAU  (Including  Variation  IS  ISA) . . . 

Cable,  Electricol,  Type  LS1SU  (Including  Variation  IS1SUA) . 

Cable,  Electricol,  600  Volts,  Type;  IS2SJ,  IS3SJ,  And  IS4SJ  (Including  Variations 
IS2SJA,  IS3SJA,  And  IS4SJA 

Cable,  Electricol,  600  Volts,  Type  IS3SF . . . . . . . 

Cable,  Electrical,  300  Volts,  Type  IS2U  (Including  Variation  IS2UA) . . . . 

Cable,  Electricol,  600  Volts,  Type  LS2WAU  (Including  Variation  IS2WA) . 

Cable,  Electricol,  Type  LS1SMWU  (Including  Variation  IS1SMWA)... . 

Cable,  Electricol,  1000  Volts,  Two  Conductor,  Type  ISDNW  (Including  ISDNWA) .... 
Cable,  Electricol,  600  Volts,  lightweight.  Multi  Pair  AWG  20,  Type  TTX  (Including 
Variation  Type  TTXA) 

Cable,  Electricol,  600  Volts,  Lightweight,  Multi  ■  Pair  AWG20,  Type  TTX  (Including 
Variation  Type  TTXA) 

Cable,  Electrical,  1000  Volts,  Three  Conductor,  Type  ISTNW  (Including  Variation 
ISTNWA) 

Cable,  Electricol,  1000  Volts,  Four  Conductor,  Type  ISFNW  (Including  Variation 
ISFtdWA) 

Cable,  Jcctr.ccl,  . COO  Vcltj,  Mul'i conductor.  Type  tSMNV/  (Including  Vuimlioit 
ISMNWA) 

Cable,  Electricol,  300  Volts,  Type  ISTPNW  (Including  Variation  ISTPNWA) . . 

Cable,  Electricol,  3000  Volts,  Types  ISSRW,  ISDRW,  And  LS7RW  (Including 
Variations,  LSSRWA,  ISDRWA,  And  ISTRWA) 

Cable,  Electricol,  Type  IS8NW6  (Including  Variation  IS8NWA6)  . . . . . 

Cable,  Electrical,  Type  LS4NW8. (INCLUDING  donation  IS4NWA8) . . . ........ 

Cable,  Electrical,  Type  LS2SWL*7  (Including  Variation  IS2SWIA-7) . . . 

Coble,  Electrical,  Type  And  Size  LS2UW-42  (Including  Variations  IS2UWA-42  And 
IS2UWS-42 

Cable,  Electricol,  300  Volts,  Type  LS2CS . . . . . . . . . 

Coble,  Electrical,  600  Volts,  lightweight,  Multi  Pair  AWG  22,  Type  TTXS  (Including 
Variation  Types  TTXSA  &  TTXSO) 
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ALPHABETICAL  LISTING 


TITLE 

Coble,  Electrical,  600  Volts,  lightweight.  Multi  Poir,  AWG  22,  Type  2XAO . 

Coble,  Electrical,  600  Volts,  lightweight.  Multi  Conductor,  AWG  22,  Type  1XMSO.. 
Coble,  Electrical,  600  Volts,  lightweight,  Multi  -  Conductor,  AWG  20  Type  MXO  .... 

Coble,  Eledrieol,  600  Volts,  lightweight,  Multi-conductor,  AWG  20,  Type  MXO  _ 

Coble,  Electrical,  600  Volts,  lightweight.  Multi  .  Conductor,  AWG  20  Type  MXO  .... 

Coble,  Electrical,  600  Volts,  lightweight,  Mulli-poir,  AWG  22,  Type  2XS  (Including 
Variation  Types  2XSA  AND2XSO) 

Cable,  Electrical,  600  Volts,  lightweight.  Multi .  Poir,  AWG  22,  Type  2XS  (Including 
Voriation  Types  2XSA  42X50) 

Coble,  Eledrieol,  600  Volts,  Lightweight,  Multi-conductor,  AWG  16,  Type  MXSO  .... 
Coble,  Eledrieol,  600  Volls,  lightweight,  Multi-triad,  AWG  18,  Type  3XS  (Including 
Variation  Type  3XSA) 

Cable,  Electrical,  600  Volts,  lightweight,  Mulli-poir,  AWG  26,  Type  2X0 . 

Cable,  Electrical,  600  Volts,  lightweight,  Mulli-poir,  Awg  26,  Type  2XO . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  26,  Type  2XSXO  . 

Coble,  Electrical,  600  Volls,  lightweight,  Multi-pair,  Awg  26,  Type  2XSXO  . 

Coble,  Electrical,  600  Volls,  lightweight,  Multi-conductor,  AWG  22,  Type  1XSO',.  .. 
Coble,  Eledrieol,  600  Volls,  Lightweight,  Multi-conductor,  AWG  22,  Type  1XSOW  ,. 
Coble,  Electrical,  600  Volls,  lightweight,  Multi-pair,  AWG  22,  Type  2XSAW 
(Including  Variation  Types  2XSAOW  And  2XSAWA) 

Coble,  Eledrieol,  600  Volls,  lightweight.  Multi-pair,  Awg  22,  Type  2XSAW 
(Including  Variation  Types  2XSAOW  4  2XSAWA) 

Coble,  Electrical,  600  Volts,  lightweight.  Multi-pair,  AWG  18,  Type  2XSW 
(Including  Variation  Types  2XSOW  And  2XSWA) 

Coble,  Eledrieol,  600  Volts,  lightweight.  Multi-pair,  Awg  18,  Type  2XSW  (Including 
Voriation  Types  2XSOW  4  2XSWA) 

Coble,  Electrical,  600  Volls,  lightweight,  Mulli-poir,  AWG  26,  Type  2XOW . 

Cable,  Electronic,  Tow,  For  Submarine  Application  . . . . . 

Cable,  Fiber  Optics,  General  Specification  For  (Metric)  . . 

Coble,  Fiber  Optic,  Ruggedized,  Radiation  Hardened  (Metric) . 

Coble,  Fiber  Optic,  Fiber  Optic  Cable  Configuration  Type  8  (OFCC),  Optical  Fiber 
Type  Su  4  Mm  (Metric) 

Coble,  Fiber  Optic,  Shipboard  (Metric) . 

Coble,  Fiber  Optic,  Ruggedized,  Radiation  Hardened  (Metric) . 

Coble,  Fiber  Optics,  Type  I,  Class  2,  Composition  A,  Attenuation  Range  A,  Single 
Fiber  For  (Metric) 

Coble,  Fiber  Optic, fiber  Optic  Cable  Configuration  Type  B  (Pigtail),  Optical  Fiber 
Type  Mm  (Graded  Index,  Glass  Core  And  Gloss  Cladding,  Multimode)  (Metric) 

Coble,  Fluid  Immersion  Test  For  Fibre  Optic  -  Aug  83 . 

Coble,  For  M15  Warhead  Section  Subassembly . . . 

Coble,  lockdad.  For  Aircraft  Control . 

Cable,  Missile  Control,  Torpedo  Tube,  Mk  8  Mod  0  And  Mk  9  Mod  0 . 

Cable,  Novy,  Insulation  Resistance . 

Coble,  Power,  Elecrtical  4  Cable  Special  Purpose,  Electrical  Shieled  4  Unshielded . 

Coble,  Power,  Electrical,  (Flexible,  Flat,  Unshielded),  (Round  Conductor),  General 
Specification  For 

Coble,  Power,  Electrical,  Ignition,  High  Tension . . . . . . . 

Cable,  Power,  Electricol  And  Cable,  Special  Purpose,  Electricol,  Multiconductor  And 
Single  Shielded  General  Specification 

Coble,  Power,  Electricol  And  Wire,  Electrical,  (Weather-resislont) . . . . 

Cable,  Power,  Electrical  Poiychloroprene  Sheathed,  Buna  Compound  Insulated 
(Inactive) 

Coble,  Power,  Electrical,  Submarine,  Nary  Standard  Harbor  Defense . . . 

Cable,  Power,  Electrical,  Airport  lighting  Control . . 

Coble,  Power,  Electricol,  Airport  lighting,  Cross-linked,  Polyethylene  XIP  . 

Coble,  Rcdio  Requeney  Triaxiol  0.245  Inch  50  OHMS  Waterblocked 
Nonwaterblocked 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/127  RG393  . 

Cable,  Radio  Frequency  RG-373/U  . . . 

Cable,  Radio  Frequency,  Flexible,  Coaxiol,  50  Ohms,  M17/188-00001  . . 

Cobh-,  Radio  Frequency,  Flexible,  Coaxiol,  50  Ohms,  M17/189-00001  Unarmored, 
MV/189-00002  Armored 

Coble,  Radio  Frequency,  Semirigid,  Coaxial,  Semi-air-dielectric,  General 
Specification  For 

Cable,  Rodio  Frequency,  Flexible,  Coaxiol,  50  Ohms,  M17/190-00001 . 

Cable,  Radio  Freauency.  Coaxiol,  Semirigid,  Foam  Dielectric,  7/8  Inch,  50  And  75 
Ohm,  (RG-332/U,  RG-333/U,  RG-336/U  And  RG-306A/U 

Coble,  Rodio  Frequency,  Flexible  Cooxial,  75  Ohms,  M17/191-00001 . . . 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Foam  Dielectric,  General  Specification.. 

Cable,  Rodio  Frequency,  Flexible,  Coaxiol,  50  Ohms,  M17/192-00001 . 

Coble,  Radio  Frequency,  Coaxiol,  Semirigid,  Foam  Dielectric,  1/2  Inch,  50  And  75 
Ohm,  (RG-231/U,  RG-331/U,  RG-334/U  And  RG-335/U) 

Coble,  Radio  Frequency  Flexible,  Coaxiol,  50  Ohms  M17/193-00001  Unormored, 
M17/193-00002  Armored 

Coble,  Rodio  Frequency,  Coaxial,  Semirigid,  Foam  Dielectric,  3/4  Inch,  50  Ohm, 
Jacketed  (RG-360/U) 

Coble,  Radio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/194-00001  . . . 

Coble,  Radio  Frequencysemlrigid,  Coaxiol,  Semi-air-dielectric,  ,500  And  .530  Inch 
Outside  Diameter,  50  OHMS 
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ALPHABETICAL  LISTING 


TITLE 


Coble,  Electrical,  600  Volts,  Lightweight,  Multi  Pair,  AWG  22,  Type  2XAO . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi  Conductor,  AWG  22,  Type  1XMSO.. 
Cable,  Electrical,  600  Volts,  Lightweight,  Multi  ■  Conductor,  AWG  20  Type  MXO  .... 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-conductor,  AWG  20,  Type  MXO  . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi  •  Conductor,  AWG  20  Type  MXO  .... 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  22,  Type  2XS  (Including 
Variation  Types  2XSA  AND2XSO) 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi  -  Pair,  AWG  22,  Type  2XS  (Including 
Variation  Types  2XSA  &2X50) 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi-conductor,  AWG  16,  Type  MXSO  .... 
Cable,  Electrical,  600  Volts,  Lightweight,  Multi-triad,  AWG  18,  Type  3XS  (Including 
Variation  Type  3XSA) 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  26,  Type  2X0 . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  Awg  26,  Type  2XO . 

Cable,  Electrical,  600  Volfs,  Lightweight,  Multi-pair,  AWG  26,  Type  2XSXO  . 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi-poir,  Awg  26,  Type  2XSXO  . 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-conductor,  AWG  22,  Type  lXSO’.«  .. 
Coble,  Electrical,  600  Volts,  Lightweight,  Multi-conductor,  AWG  22,  Type  1XSOW  .. 
Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  22,  Type  2XSAW 
(Including  Variation  Types  2XSAOW  And  2XSAWA) 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  Awg  22,  Type  2XSAW 
(Including  Variation  Types  2X5AOW  &  2X5AWA) 

Cable,  Electrical,  600  Volts,  Lightweight,  Multi-poir,  AWG  18,  Type  2XSW 
(Including  Variation  Types  2XSOW  And  2XSWA) 

Coble,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  Awg  18,  Type  2XSW  (Including 
Variation  Types  2XSOW  &  2XSWA) 

CabL*,  Electrical,  600  Volts,  Lightweight,  Multi-pair,  AWG  26,  Type  2XOW . 

Cable,  Electronic,  Tow,  For  Submarine  Application . 

Cable,  Fiber  Optics,  General  Specification  For  (Metric)  . . 

Cable,  Fiber  Optic,  Ruggedized,  Radiation  Hardened  (Metric) . . 

Coble,  Fiber  Optic,  Fiber  Optic  Cable  Configuration  Type  8  (OFCC),  Opticol  Fiber 
Type  Su  &  Mm  (Metric) 

Cable,  Fiber  Optic,  Shipboard  (Metric) . . . 

Cable,  Fiber  Optic,  Ruggedized,  Radiation  Hardened  (Metric) . 

Cable,  Fiber  Optics,  Type  I,  Closs  2,  Composition  A,  Attenuation  Range  A,  Single 
Fiber  For  (Metric) 

Cable,  Fiber  Optic.fiber  Optic  Cable  Configuration  Type  B  (Pigtail),  Opticol  Fiber 
Type  Mm  (Graded  Index,  Gloss  Core  And  Glass  Cladding,  Multimode)  (Metric) 

Cable,  Fluid  Immersion  Test  For  Fibre  Optic  •  Aug  83 . . . . 

Cable,  For  M15  Warhead  Section  Subassembly . 

Cable,  Lockdad,  For  Aircraft  Control . . . . . . 

Cable,  Missile  Control,  Torpedo  Tube,  Mk  8  Mod  0  And  Mk  9  Mod  0 . 

Cable,  Navy,  Insulation  Resistance . . . 

Coble,  Power,  Eiecrtical  &  Coble  Special  Purpose,  Electrical  Shieled  &  Unshielded,.,.. 
Coble,  Power,  Electricol,  (Flexible,  Flat,  Unshielded),  (Round  Conductor),  Generol 
Specification  For 

Coble,  Power,  Electricol,  Ignition,  High  Tension . . . 

Coble,  Power,  Electricol  And  Coble,  Special  Purpose,  Electricol,  Multiconductor  And 
Single  Shielded  General  Specification 

Cable,  Power,  Electrical  And  Wire,  Electrical,  (Weather-resistant) . 

Cable,  Power,  Electricol  Po’ychloroprene  Sheathed,  Buna  Compound  Insulated 
(fnodive) 

Coble,  Power,  Electrical,  Submarine,  Navy  Standard  Harbor  Defense . . . . . 

Coble,  Power,  Electricol,  Airport  Lighting  Control . . . . . . . 

Cable,  Power,  Electricol,  Airport  Lighting,  Cross-linked,  Polyethylene  XLP . 

Cable,  Radio  Requency  Triaxial  0.245  Inch  50  OHMS  Waterblocked 
Nonwaterblocked 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  Ml 7/ 127  RG393  . 

Coble,  Radio  Frequency  RG-373/U  . . . . . . . 

Coble,  Rodio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M 17/ 188-00001  . . 

Cob!,*,  Rodio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/189-00001  Unormored, 
MV/ 189-00002  Armored 

Cable,  Radio  Frequency,  Semirigid,  Coaxial,  Semi-air-dielectric,  General 
Specification  For 

Cable,  Radio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/190-00001  . . . . . 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  foom  Dielectric,  7/8  Inch,  50  And  75 
Ohm,  (RG-332/U,  RG-333/U,  RG-336/U  And  RG-306A/U 

Cable,  Radio  Frequency,  Flexible  Coaxial,  75  Ohms,  M 17/191 -00001.,......, . . . . 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Foam  Dielectric,  General  Specification.. 

Cable,  Radio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/192-00001  . . . 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Foam  Dielectric,  1/2  Inch,  50  And  75 
Ohm,  (RG-231/U,  RG-331/U,  RG-334/U  And  RG-335/U) 

Cable,  Radio  Frequency  Flexible,  Coaxial,  50  Ohms  M 17/ 193-00001  Unarmored, 

Ml 7/ 193-00002  Armored 

Cable,  Radio  Frequency,  Coaxial,  Semirigid,  Foam  Dielectric,  3/4  Inch,  50  Ohm, 
Jacketed  (RG-360/U) 

Coble,  Radio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/194-00001  . . . . 

Coble,  Rodio  Frequencysemlrigid,  Coaxiof,  Semi-air-dielectric,  .500  And  .530  Inch 
Outside  Diameter,  50  OHMS 
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Coble,  Rodio  Frequency,  Flexible,  Cooxiol,  185  OHMS,  M17/47-RG114  (Thij  Cable 

MIL-C.17/47C  (1) 

6145 

CR 

31  Oct 

88 

CR 

EC 

85 

Usei  PVC  Material  And  U  Not  To  Be  Uied  In  Aerospace  Applications) 

Cable,  Radio  Frequency  Flexible  Coaxiol  50  OHMS  M17/52  RG  119  Unarmored 

MIL-C-17/52B 

6145 

CR 

31  Oct 

88 

CR 

EC 

99 

MI7/52  RG120  Armored 

Cable,  Radio  Frequency,  Flexible,  Coaxial,  93  OHMS,  M17/30-RG062  (This  Cable 

MII-C-17/30D 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospace  Applications) 

Cable,  Radio  Frequency  Flexible  Cooxiol  125  OHMS  M47/31  RG  63  Unarmored 

MILC.17/31B  (1) 

6)45 

CR 

26  Aug 

88 

CR 

EC 

85 

MI7/31  RG  79  Armored 

NOTICE  1 

Cable,  Radio  Frequency  Flexible  Coaxiol  Pulse  48  OHMS  M17/33RG64  . 

MII-C-17/33A 

6145 

CR 

09  Oct 

79 

CR 

EC 

85 

Coble,  Radio  Frequency  Flexible  Time  Delay  950  OHMS  M17/34RG65  . . . . 
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Coble,  Radio  Frequency  Coaxial  RG  88/U.... . . . . . . . . . 
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EC 

85 

Coble,  Radio  Frequency  Flexible  Twin  95  OHMS  M17/56  RG130  Unarmored 

Q 
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6145 

CR 

24  Aug 

83 

CR 

EC 

85 

M17/56  R/G131  Armored 

Coble,  Radio  Frequency  Flexible  Coaxial  50  OHMS  Ml 7/060  RG142  . 

MIL-C17/60C  (3) 

6145 

CR 

12  Feb 

82 

CR 

EC 

85 

Coble,  Rodio  Frequency  Flexible  Coaxial  75  OHMS  M17/62  RG144  . 

MIL-C07/62C 

6145 

CR 

24  Sep 

86 

CR 

SH 

85 

Cable,  Radio  Frequency,  Flexible  Coaxiol,  75  OHMS,  M17/64-RG-164,  Unarmored, 

MIL-C-17/64B  (3) 

6145 

CR 

24  May 

82 

CR 

EC 

85 

M17/64-RG35,  Armored 

Cable,  Radio  Frequency,  Flexible  Coaxial,  50  OHMS  Unarmored  M17/065-RG165, 

MIUM7/65B  (1) 

6145 

CR 

12  Feb 

82 

CR 

SH 

85 

And  Armored,  M17/065RG166 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M 17/067  RG177  . 

MIL-C-17/67C  (1) 

6145 

CR 

18  Jul 
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EC 
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EC 
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CR 
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88 

CR 

EC 

85 

M17/6RG12,  Armored 

NOTICE  1 
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MIL-C-17/162A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/163-00001  . . . 

MIL-C-I7/163A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency  Flexible  Cooxiol  50  OHMS  M17/ 164-00001  & 

MIL-C*17/164 

6145 

CR 

23  Feb 

81 

CR 

EC 

85 

M 17/164-00002 

Cable,  Radio  Frequency  Flexible  Coaxiol  50  OHMS  M 17/1 65-00001  . 

MIL-C-I7/165A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency  Flexible  Coaxiol  50  OHMS  M17/166-00001  . 

MII-C-17/166B 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/167-00001  . 

MII-C-17/167B 

6145 

CR 

22  Mar 

88 

CR 

85 

Coble,  Rodio  Frequency  Flexible  Coaxial  50  OHMS  M 17/168-00001  . 

MIL-C-17/168A 

6145 

CR 

07  Dec 

84 

CR 

85 

Cable,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/169-00001  . . . 

MIL-C-17/169A 

6145 

CR 

18  Jul 

85 

CR 

EC 

35 

Coble,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/170  00001  . . 

MILC-17/170A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/171-00001  . 

MIUM7/I71A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Coble,  Rodio  Frequency  Flexible  Coaxial  50  OHMS  M17/172-00001  . 

MILC-17/172A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency  Flexible  Coaxiol  50  OHMS  M17/173-00001  . 

* 

MIL-C-17/173A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Coble,  Rcdio  Frequency  Flexible  Coaxial  50  OHMS  M17/174-00001  . 

MIL-C-17/174A 

6145 

CR 

30  Oct 

84 

CR 

85 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/175-00001  . 

MIL-C-17/175B 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency,  flexible.  Twin,  M 17/176-00002 . . 

MIUM7/176C 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Cable,  Radio  Frequency,  Flexible  Triaxial,  95  Ohms,  M 17/ 177-00001 . 

MIL-C-17/177A 

6145 

CR 

22  Mor 

88 

CR 

EC 

85 

Coble,  Radio  Frequency,  Flexible  Triaxial,  95  Ohmi,  M17/178-00001 . 

MIL-C07/178A 

6145 

CR 

22  Mor 

88 

CR 

EC 

85 

Cable,  Rodio  Frequency,  Flexible  Trioxiol,  75  Ohms,  M17/179-00001 . 

MIIC-17/179A 

6145 

CR 

22  Mor 

88 

CR 

EC 

85 

Cable,  Radio  Frequency,  Flexible  Coaxial,  75  Ohms,  M17/180-00001 . 

l 

MII-C.177180A 

6145 

EC 

10  Aug 

87 

EC 

Coble,  Radio  Frequency,  Flexible  And  Semirigid,  Generol  Specification  For  . 

Q 

MII-C-17F  (2) 

'6145 

CR 

05  May 

87 

CR 

EC 

85 

INT  AMD  3 

Coble,  Rodio 'Frequency  Flexible  Trioxiol  Pulse  480HMS  M17/19RG25  . 

MII-C-17/I9A 

6145 

CR 

09  Oct 

79 

CR 

EC 

85 

Coble,  Rodio  Frequency,  Flexible.  COAXIAL  Pulie,  48  Ohmi,  M17/21-RG26 . 

MII-C-17/21C 

6145 

CR 

18  Jul 

85 

CR 

SH 

85 

Coble,  Radio  Frequency  Flexible  Coaxial  Pulse  48  OHMS  M17/22  RG27  (Armored) 

MII-C-17/22C 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

M17/22  00001  (Unormored) 

Cable,  Radio  Frequency  Flexible  Coaxial  750HMS  M17/24RG34 . . . 

MIL-C-17/24B  (3) 

6145 

CR 

*13  May 

82 

CR 

EC 

85 

Cable,  Safety  (Wire  Rope) . . . . . . . . . 

l 

MS-17339D 

5975 

SH 

27  Mar 

67 

SH 

Coble,  Speciol  Purpose,  Electrical  (Data  Transmission  Use)  . . . . 

L 

MIL-C-60220 

6145 

AR 

01  Mor 

65 

AR 

Cable,  Speciol  Purpose,  8uoyont,  Electrical,  Type  RG-298/U  (Submarine  Use) . 

i 

Mll-C-226678 

6145 

SH 

11  May 

66 

SH 

Cable,  Speciol  Purpose,  Electrical  WM-46/U . . . . . 

MIL-C-2486C 

6145 

CR 

16  Aug 

88 

CR 

SH 

85 

NOTICE  1 

Coble,  Speciol  Purpose,  Electrtcol  (Retractible) . 

L 

MIL-C-55040B  (1) 

6145 

AR 

10  Jon 

73 

AR 

Coble,  Special  Purpose,  Rodio  Frequency,  Buoyant,  Coaxiol  Type  RG-384/U  ............ 

L 

MILC-28726  (2) 

6145 

EC 

18  Feb 

71 

EC 

Coble,  Special  Purpose,  Electrical,  low  Tension,  Heavy  Duty  Multiple  Conductor 

L 

MIUM3486/14 

6145 

AT 

15  Jon 

65 

AT 

Unshielded 

Cable,  Speciol  Purpose  (Tow),  Electrical,  Coaxial,  lead  Sheathed,  Nylon  Covered  .... 

i 

MII-C-15452C  (3) 

6145 

EC 

02  Jon 

68 

EC 

Cable,  Speciol  Purpose,  Electrical,  Low-tension  Heavy  Duty  Single-conductor  And 

0 

MII-C-13486B  (3) 

6145 

AT 

23  May 

75 

AT 

SH 

Multiconductor  s 

SUPP  18 

Coble,  Special  Purpose,  Electrical,  Conductors  Generol  Specification  For . 

Q 

MII-C-13/77G  (1) 

6145 

AR 

16  Sep 

77 

AR 

AS 

85 

SUPP  1 

Cable,  Speciol  Purpose,  Electrical,  Low  Tension,  Heavy  Duty  Single-conductor 

MIL-C-13486/1A 

6145 

AT 

25  Mar 

68 

AT 

SH 

Unshielded 

Cable,  Speciol  Purpose,  Electrical  (Underwater  Use)  . . . 

L 

MIL-C-16839D  (2) 

6145 

OS 

17  Dec 

86 

OS 

Cable,  Special  Purpose,  Electrical,  Low  Tension,  Heavy  Outy  Single-conductor 

MIL-C-13486/2A 

6145 

AT 

15  Aug 

73 

AT 

SH 

Coble,  Special  Purpose,  Electrical,  60,  65,  And  78  Conductors  . . . 

Mll-C-13777/63  (1) 

6)45 

AR 

24  Mar 

86 

AR 

SH 

17 

NOTICE  1 

Cable,  Speciol  Purpose,  Electrical,  low  Tension,  Heavy  Duty  Multiple  Conductors 

Mll-C-13436/3 

6145 

AT 

02  Jun 

64 

AT 

SH 

Unshielded 

Coble,  Special  Purpose,  Electrical  21,  22,  24,  26,  27,  28,  And  32  Conductors . 

MIUM3777/4B 

6145 

15  Sep 

69 

AR 

SH 

17 

Cable,  Special  Purpose,  Electrical,  low  Tension,  Heavy  Duty  Multiple  Conductors 

Mll-C-13486/4 

6145 

AT 

02  Jun 

64 

AT 

SH 

Unshielded 

Cable,  Speciol  Purpose,  Electrical  6,  7,  8,  9,  10,  12,  13,  And  15  Conductors  . . 

M3.-C-13777/2B  (1) 

6145 

AR 

18  Mar 

71 

AR 

SH 

17 

Cable,  Special  Purpose,  Electrical,  lav  Tension,  Heavy  Duty  Multiple  Conductors 

Mll.C-13486/5 

6145 

AT 

02  Jun 

64 

AT 

SH 

Unshielded 

Coble,  Speciol  Purpose,  Electrical,  Non-shielded  (Shipboard  Use) . . . . . 

i 

MII-C22617 

6145 

OS 

23  Feb 

89 

OS 

NOTICE  ) 

107 


ALPHABETICAL  LISTING 


TITLE 

Coble,  Special  Purpoje,  Electrical,  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Cable,  Special  Purpose,  Electrical,  Non-jhlelded,  Type  1,  Style  1,  3  Conductors  (No. 
16  Awg) 

Coble,  Special  Purpose,  Electrical,  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (2  Conductorsjond  Single 
Shielded  M27072/4JDCD 

Coble,  Special  Purpose,  Electrical.  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Cable,  Speciol  Purpose,  Electrical,  Multiconductor,  (2  Conductorsjand  Single 
Shielded  M27072/5NDDD 

Coble,  Special  Purpose,  Electrical,  Low  Tension  Heavy  Duty,  Single  Conductor, 
Unshielded 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (2  Conductors)and  Single 
Shielded  M27072/7MDDD 

Coble,  Special  Purpose,  Electrical.  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  M27072/8KBCK* 
Cable,  Special  Purpose,  Electrical  (Cordage  CO-212  And  Coble,  Speciol  Purpose, 
Electrical  WD-32/U) 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (4  Conductors)  &  Single  Shielded 
M27072/9HBKB* 

Coble,  Speciol  Purpose,  Electrical.  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Coble,  Special  Purpose,  Electrical,  Shielded  (Shipboard  Use). . . . 

Cable,  Special  Purpose,  Electricol,  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  &  Single  Shielded 
M27072/12MDDD* 

Cable,  Speciol  Purpose,  Electrical.  Low  Tension,  Heavy  Duty  Multiple  Conductors 
Unshielded 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (4  Conductors)  &  Single  Shielded 
M27072/15JAKA* 

Cable,  Specinl  Purpose,  Electrical,  low  Tension,  Heavy  Duty  Multiple  Conductors 
Shielded 

Cob'e,  Speciol  Purpose,  Electrical,  Multiconduclor,  (3  Condueiors) 
M27072/16DMAA* 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (2  Conductors)  &  Single  Shielded 
M27072/17LACA* 

Coble,  Special  Purpose,  Electricol,  Multiconduclor,  (2  Conductors)  &  Single  Shielded 
M27072/19NDDD* 

Cable,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductors)  &  Single  Shielded 
M27072/21LDDA* 

Coble,  Special  Purpose,  Electricol,  Multicondu:*or,  (3  Conductors)  &  Single  Shielded 
M27072/24FBCA* 

Cable,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductors)  4  Single  Shielded 
M27072/25JDCA* 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductors)and  Single 
Shielded  M27072/26JACA 

Cable,  Speciol  Purpose,  Electricol,  Multiconductor,  (20  Conductors) 

M2707.2/27JDAB 

Cable,  Speciol  Purpose,  Radio  Frequency,  Buoyant,  Type  RG-374/U . . . . . 

Coble,  Special  Purpose,  electrical.  Multiconductor,  (3  Conductors)  6/ Single  Shielded 
M27072/67FEDD* 

Coble,  Speciol  Purpose,  Electricol,  Multkonductor,  (2  Conductors)and  Single 
Shielded  M27072/28KACA 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (12  Conductors)  And  Single 
Shielded  M27072/29MACA 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (33  Conductors) 
M27072/32FBMA 

Cable,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductors)ond  Single 
Shielded  M27072/33KBCA 

Cable,  Speciol  Purpose,  Electricol,  Multiconduclor,  (3  Conductorsjond  Single 
Shielded  M27072/341ACA  » 

Coble,  Special  Purpose,  Electricol,  Multiconduclor,  (4  Conductors)ond  Single 
Shielded  M27072/36FBCA 

Coble,  Speciol  Purpose,  Electricol,  Multiconduclor,  (3  Conductorsjond  Single 
Shielded  M27072/36GBCA 

Cable,  Speciol  Purpose,  Electrical,  Shielded,  Type  I,  Style  1,  19  Conductors  (No.  22 
Awg) 

Coble,  Special  Purpose,  Electrical.... . . . . . . 

Cable,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductorsjond  Single 
Shielded  M27072/41FACA 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (4  Conductorsjond  Singer 
Shielded  M 27072/42JBCA 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (4  Conductorsjond  Single 
Shielded  M27072/43LDDD, 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (2  Conductorsjond  Single 
Shielded  M270/2/44MAAA 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (2  Conductors  Ard  Single 
Shielded  M27072/45HACA 


DOCUMENT 


NUMBER 

FSC  1 

PREP 

DATE 

CUSTODIAN 

MIL-C-13486/6 

6145 

AT 

02  Jun 

64 

AT 

SH 

L 

MIL-C-2707'i/IA 

6145 

85 

27  Feb 

87 

85 

NOTICE  1 
Mll-C-13486/7 

6145 

AT 

02  Jun 

64 

AT 

SH 

L 

MIL-C-27072/4B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

MIL.C-13486/8 

6145 

AT 

02  Jun 

64 

AT 

SH 

L 

MIL-C-27072/5B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII.-C-13486/1S 

6145 

AT 

28  Nov 

69 

AT 

SH 

85 

L 

MIL.C-27072/7B 

6145 

85 

24  Sep 

87 

85 

MIL-C-13486/9 

6145 

AT 

02  Jun 

64 

AT 

SH 

L 

MIL-C-27072/8B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C.13077A 

6145 

CR 

27  May 

71 

CR 

L 

MIL-C-27072/98 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

Mll-C-13486/10 

6145 

AT 

02  Jun 

64 

AT 

SH 

l 

MIL-C-22613 

6145 

OS 

23  Feb 

89 

OS 

NOTICE  1 
MIL-C-13486/11 

6145 

AT 

02  Jun 

64 

AT 

SH 

l 

MIL-C-27072/I2B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

MIUM3486/12 

6145 

AT 

02  Jun 

64 

AT 

SH 

L 

MIL-O27072/15B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

MIIC-13486/13A 

6145 

AT 

21  Jun 

68 

AT 

SH 

L 

MIL-C-27072/16B 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

MIL-C27072/17B 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII.G27072/19B 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

35 

L 

MII-C-27072/21A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII-G27072/24A 

6115 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIIC-27072/25A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/26A 
NOTICE  l 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

Mll'C-27072/27A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-2430IB 

6145 

EC 

03  Oct 

69 

EC 

L 

MII-C-27072/67A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/28A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

Mll*C*27072/29A 
NOTICE  >1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII-C-27072/32A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/33A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII.C-27072/34A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

MII-C-27072/35A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

Mlt'C-27072/36A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

Mll-C-27072/37 

6145 

85 

25  Jon 

66 

85 

L 

MIL-C-23437E 

6145 

EC 

09  Mor 

87 

EC 

L 

MIL-C-27072-4IA 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII-C-27072/42A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/43A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

t 

MIL-C-27072/44A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

j 

l 

MII-C-27072/45A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

NOTICE  1 


108 


ALPHABETICAL  LISTING 


TITLE 

Coble,  Speciol  Purpose,  Electrical,  Mulficonductor,  (12  Shielded  Poirs)  And  Single 
Shielded  M27072/47MAMA 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (3  Conductors)ond  Single 
Shielded  M27072/48JDDD 

Cable,  Special  Purpose,  Electrical,  Multiconducfor,  (2  Conductors)  &  Single  Shielded 
M27072(49HBCK 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (2  Conductors)  &  Single  Shielded 
M27072/5UACA 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (26  Conductors) 
M27072/53MDMC 

Cable,  Special  Purpose,  Electrical,  Multiconducfor,  (3  Conductors)  &  Single  Shielded 
M27072/53MAQA 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (2  Conductors)  &  Single  Shielded 
M27072/55HBQA 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  &  Single  Shielded 
M27072/56MAQA 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor  &  Single  Shielded 
M27072/57NACA 

Cable,  Speciol  Purpose,  Electrical,  Multiconductor,  (21  Conductors)  &  Single 
Shielded  M27072/68KACA* 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (11  Conductors) 
M27072/85KAAA* 

Cable,  Special  Purpose,  Electrical,  Multiconducfor,  (2  Conductors)  &  Single  Shielded 
M2 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  &  Single  Shielded 

Cable,  Special  Purpose,  Electrical,  Shielded,  Type  IV.  Style  5,  1  Conductor  . 

Cable,  Special  Purpose,  Electrical,  Shielded  Type  V,  Style  5  Tope,  1  Conductor . 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (4  Conductors)  &  Single  Shielded 
M27072/70MACA* 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (2  Conductors  )  &  Single 
Shielded  M27072/73FDDD* 

Cable,  Speciol  Purpose,  Electrical,  Multiconductor,  (6  Conductors) 

M27072/75JACA* 

Cable,  Speciol  Purpose,  Electrical,  Multiconductor,  (1  Shielded  Pair  &  8  Wires  Under 
A  Double  Shield)  M27072/76SACA* 

Coble,  Special  Purpose,  Electrical,  Multiconducfor,  (2  Shelded  Cables  3.  19  Wires 
Under  A  Double  Shield)  M27072/77MACA* 

Cable,  Special  Purpose,  Electrical,  Multiconduclor,  (3  Conductors)  &  Single  Shielded 
M27072/78KBCA* 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (7  Conductors) 

M27072/79KAAA* 

Cable,  Special  Purpose,  Electrical,  Multiconductor,  (6  Conductors)  &  Single  Shielded 
M27072/80KACA* 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (2  Conductors)  8.  Single  Shielded 
M27072/81EBCK 

Cable,  Speciol  Purpose,  Electrical,  Multiconductor,  (5  Conductors)  &  Single  Shielded 
M27072/82GACA* 

Cable,  Special  Purpose,  Electricol,  Multiconductor,  (7  Conductors)  &  Single  Shielded 
M27072/83MACA* 

Cable,  Speciol  Purpose,  Electricol,  Multiconductor,  (6  Conductors) 

M27072/84FAAC* 

Cable,  Special  Purpose,  Electrical,  Multiconductor  &  Single  Shielded 
M27072/58MAAA 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (3  Conductors)  &  Single  Shielded 
M27072/59MAQA 

Cable,  Speciol  Purpose,  Electricol,  Multiconductor,  (3  Conductors)  &  Single  Shieded 
M27072/61GEDD 

Coble,  Speciol  Purpose,  Electricol,  Multiconducfor,  (2  Conductors)  &  Single  Shielded 
M27072/62JEDD 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (2  Conductors)  &  Single  Shielded 
M27072/63SDDD 

Coble,  Speciol  Purpose,  Electricol,  Multu  -inductor,  (8  Conductors)  M27072/64DBAA 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (10  Conductors)  &  Single 
Shielded  M27072/65MACA 

Coble,  Steel  (Corrosion>res!stlng,  Non-rr.ognetic)  Flexible,  Preformed  (For 
Aeronautical  Use)  (ASG) 

Coble,  Submarine,  Power,  Control,  And  Combination  ,  , , 

Coble,  Telephone  (Flexible)  (Cords  And  Cordage,  Multipair) . . . . 

Cable,  Telephone  (W>108-B)  . . . . 

Coble,  Telephone,  Submarine . . . . . . . . . . . 

Cable,  Telephone  WM-130(  )/G . . 

Coble,  Telephone  Inside  Distribution  Wiring  (WD-15/U,  WF-9/U,  And  WT-3/U) . 

Cable,  Telephone  WD-lA/TT  (Field  Wire,  Porollel  Pair)  . . . 

Coble,  Telephone,  WD-33/U  . . . . . . . . . 

Coble,  Telephone  (Inside) . . . . . . . . . . . . . 

Coble,  Telephone  (Wire  W-50-A) . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T~ 

MIL-C-27072/47A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

i 

MIL-C-27072/48A 
NOTICE  1 

6145 

85 

24  Sep 

87 

85 

L 

MIL-C-27072/49A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/51A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII.C-27072/53A 
NOTICE  1 

6145 

65 

24  Sep 

87 

85 

L 

MII-C-27072/54A 

6145 

85 

24  Sep 

87 

85 

L 

MIL-C-27072/55A 
NOTICE  1 

6145 

85 

24  Sep 

87 

85 

L 

MII-C-27072/56B 

6145 

85 

24  Sep 

87 

85 

L 

MIL-C-27072/57A 

6145 

85 

24  Sep 

87 

85 

L 

M1L-C-27072/68A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

t 

MIL-C-27072/85A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/88A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

MIL-C-27072/89A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

11 

L 

M1L-C-27072/94 
NOTICE  1 

6145 

85 

15  Mo y 

88 

85 

L 

MIL-C-27072/127 

6145 

85 

06  Aug 

82 

85 

L 

MIL-C-27072/70A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

Mlt-C  27072/73A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

MIL-C-27072/758 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C  27072/76A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/77A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27 072/7 8A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/79A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MHC-27072/80A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MII-C-27072/81B 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/82A 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

NOTICE  1 

L 

MIL-C-27072/83A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

l 

MIL-C-27072/84A 
NOTICE  1 

6145 

85 

24  Sep 

87 

CR 

SH 

85 

L 

MIL-C-27072/58A 

6145 

85 

24  Sep 

87 

85 

L 

MIL-C-27072/59A 

6145 

85 

24  Sep 

87 

85 

l 

MIL-C-27072/61A 
NOTICE  1 

6145 

85 

24  Sep 

87 

85 

l 

MIL-G27072/62A 

6145 

85 

24  Sep 

87 

85 

L 

MIL-C-27072/63A 

6145 

85 

24  Sep 

87 

85 

L 

MILC-27072/64A 
NOTICE  1 

6145 

85 

24  Sep 

87 

85 

L 

MIL*C>27072/65A 

6145 

85 

24  Sep 

87 

85 

MII-C-18375B  (1) 

4010 

82 

30  Oct 

87 

AV 

AS 

99 

l 

M'l-C’92403 

6145 

CG 

15  Feb 

65 

CO 

l 

MII-C.13892A 

6145 

CR 

16  Aug 

88 

CR 

NOTICE  1 

JC-96A  (2) 

6145 

/CR 

04  Apr 

73 

CR 

YD 

85 

l 

Mll-C-19654  (1) 

6145 

CG 

29  Sep 

61 

CG 

l 

MII-C-55036A  (2) 

6145 

CR 

14  Jon 

87 

CR 

MIIC-3093A 

NOTICE  1 

6145 

CR 

16  Aug 

88 

CR 

EC 

85 

L 

Mll-C-49104 

6145 

CR 

19  Dec 

78 

CR 

MIl'C  12423C 

6145 

CR 

02  Nov 

61 

CR 

85 

L 

MII-C-5S134A 

6145 

CR 

31  Aug 

88 

CR 

NOTICE  ) 

MIl-C-l  10978 

6145 

CR 

12  Jul 

61 

CR 

YD 

85 

109 


ALPHABETICAL  LISTING 


TITLE 


Cable,  Telephone,  Switchboard,  Plastic  Insulated,  Plastic  Jacketed..,. . . . . . 

Cable,  Telephone,  Field,  For  Rapid  Payout  (MX-306A/G)  (Metric) . . . . 

Cable,  Telephone  WD-36(  )/TT  Dispenser,  Cable  MX*6894(  )/TT  &  Dispenser,  Cable 
MX-68?5(  )/TT 

Cable,  Telephone,  Shielded  (Inside  Wiring)  . . . . . . . . . . . . 

Coble,  Telephone  WF*16(  )/U  . . . . . . . . . . . . . 

Coble,  Torpedo  Control,  Type  (B),  Mk  7  Mods  0,  1,  And  2  . . . 

Cable,  Twisted  Pairs  And  Triples,  Inlernol  Hookup,  General  Specification  For . 

Coble,  Twisted  Pairs  And  Triples,  Internol  Hookup,  Shielded  And  Jacketed,  Modium 
Temperature 

Cable,  Twisted  Pairs  And  Triples,  Internol  Hookup,  Shielded  And  Unshielded,  High 
Temperature 

Cable,  Twisted  Pair,  Internol  Hookup,  Shielded  And  Jacketed,  High  Temperature  ...... 

Cobh.  W1*F,  W2-F,  W3-F,  W4-F,  W7-F,  W8-F,  W12-F  &  W13-F... . 

Cable.electrical,  Type  IS1SWU  (Including  Variation  IS1SWA)  . . 

Cobles,  Coaxial  And  Twin  Conductor,  For  Radio  Frequency  (ABCA-203  . . . 

Cables,  Electrical,  Aluminum  Foil  Shielded  Pairs.............. . . . . 

Cables,  Fiber  Optics,  One,  Two,  Four,  And  All  Six  Fiber,  Heavy  Duty  (Metric) . 

Cables,  Fiber  Optics,  Heavy  Duty,  With  Gel  Filling  And  Flooding  Compound 
(Metric) 

Cables,  Fiber  Optics,  Heavy  Duty,  Ruggedued  With  Steel  Sheathing  Rodent 
Protection,  Gel  Filling  And  Flooding  Compound  (Metric) 

Cables,  Fiber  Optics,  Heavy  Duty,  Ruggedized  With  Non-metolic  Sheathing  Rodent 
Protection,  Gel  Filling  And  Flooding  Compound  (Metric) 

Cables,  Fiber  Optics,  Environment  Resisting . . . . . . . 

Cobles,  Fiber  Optic,  High  Reliability,  Single  Fiber,  Multi-mode,  Groded  Index, 
Outgassing  Resistant 

Cobles,  Nonmetollic  Sheathed,  Standard  For  •  Ninth  Edition  -  19  Aug  85 . 

Cables,  Radio  Frequency,  Flexible,  Twin  95  OHMS,  Unarmored,  M17/15-RG022 
And  ARMORED, M17(15-RG1 11  (This  C  Able  Uses  PVG  Material  And  Is  Not  To 
Be  Used  In  Aerospace  Applications) 

Cables,  Radio  Frequency,  Coaxial,  Semlrigrid,  Corrugated  Outer  Conductor,  Foam 
Dielectric,  1/2  Inch,  Nominal  50  Ohms 

Cobles,  Rodio  Frequency,  Flexible  Coaxial,  75  OHMS,  M17/181-00001  Unormored, 
M 17/181 -00002  Armored 

Cables,  Radio  Frequency,  Flexible,  Twin,  95  OHMS,  M 17/182-00001  Unarmored, 
M17/182-00002  Armored 

Cables,  Radio  Frequency,  Flexible,  Coaxial,  50  OHMS,  M17/161-00001  And 
M17/161-00002 

Cables,  Radio  Frequency,  Flexible,  Coaxial,  Dual,  125  OHMS,  M17/16-RG23 
(Unarmored,  M17/16-RG24  (Armored)  (This  Coble  Uses  PVC  Material  And  Is  Not 
To  Be  Used  In  Aerospace  Applications) 

Cobles,  Radio  Frequency,  flexible.  Coaxial,  50  OHMS,  M17/73-RG212  (This  Cable 
Uses  PVC  Material  And  Is  Nut  To  Be  Used  In  Aerospace  Applications) 

Cobles,  Radio  Frequency,  Flexible,  Coaxial,  50  OHMS,  M17/84-RG223. . . . 

Cables,  Radio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M17/119-RG174  (This 
Coble  Uses  PVC  Moteriol  And  Is  Not  To  Be  Used  In  Aerospace  Applications) 
Cables,  Rodio  Frequency,  Flexible,  Coaxial,  75  OHMS,  M17/77-RG216  (This  Coble 
Uses  PVC  Moteriol  And  Is  Not  To  Be  Used  In  Aerospace  Applications) 

Cables,  Radio  Frequency,  Flexible,  Coaxial,  50  OHMS.  M17/78-RG217  (This  Coble 
Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Applications) 

Cables,  Rodio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  Unormored  MI7/74-RG213, 
And  Armored  M17/74-RG215  (This  Coble  Uses  PVC  Material  And  Is  Not  To  Be 
Used  In  Aerospace  Applications) 

Cables,  Radio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M 17/155-00001  (This  Cable 
Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Applications) 

Cables,  Radio  Frequency,  Coaxial,  low  Noise,  50  OHMS,  M 17/132-000  01  . . 

Cables,  Rodio  Frequency,  Coaxial,  0.086  Diameter,  Semirigid,  50  Ohms......... . . 

Cobles,  Rodio  Frequnecy,  Cooxiol,  0.141  Inch  (3.580MM)  Diameter,  Semirigid,  50 
Ohms 

Cables,  Radio  Frequency,  Trioxiol,  50-OHM,  Water  Blocked  &  Non-water  Blocked.... 
Cobles,  Radio  Frequency,  Flexible,  Twin,  78  OHMS,  M17/45-RG108  (This  Cable 
Uses  PVC  Moteriol  And  Is  Not  To  Be  Used  In  Aerospace  Applications) 

Cobles,  Radio  Frequency,  Flexible  Cooxiol,  75  OHMS,  M 17/184-00001 . . 

Cables,  Radio  Frequency,  Flexible,  Cooxiol,  93  OHMS,  Ml 7/ 185-00001  . . 

Cobles,  Radio  Frequency,  Flexible,  Twin,  78  OHMS,  M17/186-00001 . . . . 

Cables,  Radio  Frequency,  Tlexibie,  CoOa'g!,  50  OHMS,  .*.*.17/187  00001  . . . 

Cobles,  Radio  Frequency,  Flexible,  Cooxiol  50  OHMS,  M 17/ 197*00001 . . 

Cables,  Rodio  Frequency,  Flexible,. Coaxial,  50  OHMS  M 17/198-00001 . . . . 

Cables,  Radio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M17/199-00001  . . 

Cables,  Rodio  Frequency,  Flexible,  Cooxiol  50  OHMS,  M17/200-00001 . . 

Cobles,  Rodio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M17/54-RG122  (This  Coble 
Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Applications) 

Cobles,  Rodio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M17/28-RG058  (This  Coble 
Uses  PVC  Moteriol  And  Is  Not  To  Be  Used  In  Aerospoce  Applications) 

Cobles,  Special  Purpose,  Electricoi,  Flexible,  Flat,  Unshielded,  Round  Conductor,  150 
Deg  C 

Cobles,  Speciol  Purpose,  Electrical  (Multipoir,  Audio  Frequency) . . . . . 

Cobles,  Speciol  Purpose,  Electricoi,  Flexible,  Flat,  Unshielded,  Round  Conductor,  200 
Deg  C 
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PREP 
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MII-C-55446A  (2) 
NOTICE  1 

6145 

CR 

19  Sep 

88 

CR 

85 

MII..G10369D  (1) 

6145 

CR 

14  Jan 

87 

CR 

99 

l 

Mll-C-55462  (1) 
NOTICE  1 

6145 

CR 

01  Mor 

86 

CR 

L 

MIL-C-55357  (1) 

6145 

CR 

15  Aug 

73 

CR 

l 

MIL-G55425C  (2) 

6145 

CR 

31  Jan 

85 

CR 

L 

Mll-C-82629 

1355 

OS 

27  Jun 

75 

OS 

MII-C-55021A  (3) 

6145 

Ml 

21  Nov 

75 

Ml 

85 

MIL-C-55021/1A 

6145 

Ml 

31  Oc» 

73 

Ml 

AS 

85 

MIL-C-55021/2A 

6145 

Ml 

08  Nov 

73 

Ml 

AS 

85 

MII-C-5502I/3A 

6145 

Ml 

08  Jan 

68 

Ml 

85 

l 

MU.-G50835 

NOTICE  1 

1135 

AR 

08  Apr 

87 

AR 

MII-G24643/30B 

6145 

SH 

03  Oct 

86 

Ml 

SH 

Q-STD-203 

ISDA 

AM 

12  Jon 

68 

MII-C-23553B  (1) 

6145 

EC 

21  Feb 

85 

CR 

EC 

85 

DOD-C-85045/28 

6015 

85 

20  Mor 

87 

CR 

EC 

85 

DOD-G85045/3A 

6015 

85 

20  Mor 

87 

CR 

EC 

85 

DOD-G85045/4A 

6015 

85 

20  Mor 

87 

CR 

EC 

85 

DOD-G85045/5A 

6015 

85 

20  Mor 

87 

CR 

EC 

85 

l 

DOD-G85045/6C 

6015 

SH 

10  Sep 

86 

CR 

SH 

85 

Mll-C-85045/12 

6015 

NA 

01  Jon 

89 

UL  719-85 

6145 

YD 

26  Oct 

85 

CR 

YD 

MIL-G17/15B 

6145 

CR 

18  Jul 

85 

CR 

SH 

85 

Mlt-C.28830/1 

6145 

EC 

04  May 

78 

EC 

85 

l 

MIL-C-17/18IA 

6145 

EC 

10  Aug 

87 

EC 

L 

MII-G17/182A 

6145 

EC 

10  Aug 

87 

EC 

MII-G17/I6)  (1) 

6145 

CR 

12  Aug 

83 

CR 

EC 

85 

MIL-C-17/16D 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

Mil- C-17/73B 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

M11-C-17/84B 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

M11-G17/119G 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

MII-C-17/77C 

6145 

CR 

19  Jul 

85 

CR 

EC 

85 

MIDG17/78B 

6145 

CR 

19  Jul 

85 

CR 

EC 

85 

MU.-C-17/74C 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

MH.-G17/155A 

6145 

CR 

18  Jul 

85 

CR 

EC 

85 

M1L-C-I7/132B 

6145 

CR 

19  Nov 

87 

CR 

EC 

85 

M.DG17/133C 

6145 

CR 

13  Feb 

88 

CR 

EC 

85 

MII-C-17/130D 

6145 

CR 

23  Feb 

88 

CR 

EC 

85 

M11-G17/135B 

6145 

CR 

15  Dec 

87 

CR 

EC 

85 

MII-G17/45E 

6145 

CR 

18  Jul 

85 

CR 

SH 

85 

L 

MII-C-17/184A 

6145 

EC 

10  Aug 

87 

EC 

L 

M11-G1V/185A 

6145 

EC 

10  Aug 

87 

EC 

L 

MII-G17/186A 

6145 

EC 

10  Aug 

87 

EC 

L 

MIL-C-17/187A 

6145 

EC 

10  Aug 

87 

EC 

L 

MIIG17/197A 

6145 

EC 

10  Aug 

87 

l 

MII-C-17/I98A 

6145 

EC 

10  Aug 

8/ 

EC 

L 

MII-C-17/199A 

6145 

EC 

10  Aug 

87 

EC 

l 

M11-G17/200A 

6145 

EC 

10  Aug 

87 

MII-C-17/54B 

6145 

CR 

18  Jul 

85 

CR 

SH 

85 

MII-C-I7/28C 

6145 

CR 

18  Jui 

85 

CR 

EC 

85 

MIDG49055/11A 

6145 

CR 

07  Oct 

83 

CR 

AS 

85 

MII-G10065B 

6145 

CR 

16  Aug 

88 

CR 

85 

NOTICE  1 

MII-G49055/12A 

6145 

CR 

07  Oct 

83 

CR 

AS 

85 

110 


ALPHABETICAL  LISTING 


TITLE 

Coble*,  Specrol  Purpose,  Elec  tried,  Flexible,  Flat,  Unshielded,  Round  Conductor,  260 
Oeg  C 

Cadmium  On  Steel,  Electrodeposited  Coatings  Of  •  01  Aug  80 . . . 

Cadmium  Oxide  . . . . . . . . . . . 

Codmium  Plating,  Low  Embrittlement,  Electrodeposition . . . . . . 

Cadmium-titanium  Plating,  Low  Embrittlement,  Electrodeposition . . . . 

Cage,  Plug,  Plain  Cylindrical,  Go  For  Minor  Diameter  Of  Standard  Closs  Ol  .nternol 
Thread 

Coke  Roll,  Fresh  Or  Chilled,  Jelly  Or  Cream-filled  . . . . 

Cake,  Coffee,  Apple,  Tray  Pack..,..,...,. . . . . . . . . . . . . 

Cake,  Fresh  Or  Frozen,  Individually  Packaged  . . . . . . . 

Coke,  Frozen,  Individually  Packaged . . . . . . . . . 

Cake,  Thermostabilized,  For  Meal,  Ready  To  Eat.... . . . . . . . . 

Cakes,  Conned,  Thermohydroslobilized,  Tray  Pack . . . . . . 

Cakes,  Conned,  Thermostabilized,  Tray  Pack  . . . . 

Calamine  Lotion,  Phenolated  And  Mentholated  . . . . . 

Calamine  Lotion,  USP.. . . . . . . . . 

Calcitonin-salmon  Injection  . . .  . . . . . . . . . . . . . . 

Calcitriol  Capsuls  . . . . . . . . . . 

Calcium  Carbide . . . . . . . . 

Calcium  Carbonate  Tablets,  N.f . . . . . . . . . 

Calcium  Carbonate . . . . . . . 

Calcium  Carbonate  Tablets,  Usp  . . . . . 

Calcium  Carbonate  And  Vitamin  D2  Tablets . . . . . . . . 

Calcium  Chloride,  Analysis  Of,  Standard  Methods  For  •  27  Jul  84  . . . . 

Calcium  Chloride,  Dihydrate  And  Calcium  Chloride,  Anhydrous,  Technical . . 

Colcium  Chloride,  Technical  . . . . . . . . . . 

Calcium  Chromate,  Technical  . . . . . . . . . . . . . . 

Calcium  Citrate  Tablets . . . . . . . . . . . . 

Colcium  Gluceptate  Injection  . . . . . . . . . . 

Colcium  Hydride  Charge  ML-304/TM  &  MI-305/TM  &  Charge,  Hydrogen 
Generator,  ML-587/TM 

Calcium  Hydroxide,  USP . . . . . 

Colcium  Hydroxide,  Technical . . . . . . . 

Colcium  Hypoch'orite,  Technical . . . . . 

Calcium  Lactate  Toblets,  U.s  p . . . . . . . 

Colcium  Magnesium  Carbonate,  Technical  (Metric) . . . 

Colcium  Oxolate  (For  Use  In  Ammunition) . . . 

Colcium  Oxide,  Technical  (Metric) . . . . . . . . . . . 

Colcium  Phosphate,  Tribosic,  Technical . . .  . . . 

Colcium  Phosphide  . . . . . . . . . . . . 

Colcium  Resinole  . . . . . . . . . 

Calcium  Silicote,  Technical . . . . . 

Calcium  Silicote  Block  &  Pipe  Thermal  Insulation  *  2?  Aug  80 . . . 

Colcium  Silicote  Block  &  Pipe  Thermol  Insulation  ■  27  Sept  1985  . . . . 

Colcium  Siticide,  Technical . . . . . . . 

Calcium  Stearate . . . . . . . 

Colcium  Thioglycollate,  Trihyd'ote,  Cream  . . . . . . 

Calculating  Machine  (Desk  Top,  12  Digit  Display/print) . . . . . . 

Calculating  Machine  (Calculator,  Desk  Top,  Non-programmoble,  Display  Only,  10 
Digit) 

Colculoting  Machine  (Desk  Top,  10  DIGIT  Thermol  Print  Only)  . . 

Calculating  Machine  (Desk  Top,  10  DIGIT  Print  Only . . . . . . . 

Calculating  Machine  (Desk  Top,  10  Digit,  Display  Only,  Boltery  Powered  With  Ac 
Adapter) 

Calculating  Mochine  (Desk  Top,  12-DtGIT  Disploy  Only) . . . . . 

Calculating  Mochine  (Desk  Top,  10  Digit  Display/thermal  Print) . 

Calculating  Mochine  (Desk  Top,  12-DIGIT  Print  Or*  . . . . 

Calculating  Machine  (Desk  Top,  10  Digit,  1  Memory,  Print/display,)  (Single  Color 
Print) 

Calculating  Machine  (Handheld,  Generol  Purpose)....... . . . . 

Calculating  Mochine,  Hand-held  (Programmable)  . . . . . . . . . . . 

Calculating  Machine  (Desk  Top,  12  Digit,  1  Memory,  Print/display,)  (Two  Color 
Print) 

Calculating  Machine  (Desk  Top,  12  Digit,  1  Memory,  Print/dispfay,)  (Single  Color 
Print) 

Calculating  Machine  (Handheld,  General  Purpose) . . . . . 

Calculating  Mochine  (Handheld,  Print/disploy) . . . . . 

Calculating  Mochine  (Desk  Top,  12  Digit,  2  Or  More  Memories,  Print/disploy)  (Two 
Color  Print) 

Calculating  Mochine  (Desk  Top,  12  Digit,  2  Or  More  Memories,  Print/display,) 
Single  Color  Print 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-49055/13A 

6145 

CR 

07  Oct 

83 

CR 

AS 

85 

ASTM  A 165-80 

MFFP 

YD 

21  Aug 

81 

MR 

YD 

A-A-50800 

6810 

/68 

07  Oct 

88 

AS 

68 

NOTICE  1 

MIL-5TD-8706 

MFFP 

70 

30  Jul 

86 

99 

MIL-STD-1500A 

MFFP 

70 

24  Aug 

83 

99 

NOTICE  1 

MIL-STD-1338 

5220 

AR 

15  Mor 

63 

AR 

OS 

A-A-20106 

8920 

/GL 

11  Oct 

83 

GL 

SA 

50 

EE  C-002  M3 

8920 

Gl 

27  Jun 

83 

A-A-20055A 

8920 

•Gl 

20  Sep 

88 

GL 

SA 

50 

A-A-20056 

8920 

-GL 

21  Sep 

81 

MIL-C-44071C 

8920 

GL 

21  Mor 

88 

GL 

SA 

50 

MIL-C-44235A 

8920 

GL 

08  Jon 

88 

GL 

SA 

50 

EE-C-002141 

8920 

/GL 

30  Jun 

82 

MIL-C-36023A 

6505 

DM 

23  Mor 

88 

MD 

MS 

03 

NOTICE  1 

MIL-C-37683A 

6505 

MB 

28  Mor 

88 

MD 

MS 

03 

NOTICE  1 

A-A-51422A 

6505 

/MB 

09  Sep 

86 

MD 

MS 

03 

A-A-0053622 

6505 

MB 

29  Aug 

88 

MD 

MS 

03 

O-C-101A  (1) 

6810 

/EA 

06  Mar 

51 

EA 

68 

MIL-C-37261 

6505 

DM 

02  Mor 

88 

MD 

MS 

03 

INT  AMD  1  (DM) 

MIL-C-293B 

6810 

AR 

10  Apr 

86 

AR 

NOTICE  1 

A-A-0053242 

6505 

MB 

23  Sep 

87 

MD  MS 

03 

A-A-0053083 

6505 

MB 

29  May 

87 

MD 

MS 

03 

ASTM  E449-84 

6810 

EA 

10  Sep 

86 

EA 

68 

O-C-105D  (1) 

6810 

V. 

10  Feb 

76 

A-A-169 

6810 

• 

22  Mo, 

81 

MIL-C-48038 

6810 

AR 

31  Mo, 

72 

AR 

A-A-0053313 

6505 

MB 

29  Feb 

88 

MD 

MS 

03 

MII-C-37357B 

6505 

DM 

23  Mor 

88 

MD 

MS 

03 

NOTICE  1 

MIL-C-11135E 

6660 

CR 

21  Nov 

84 

ER 

99 

A-A-0051573 

6505 

/MB 

14  Jul 

86 

MD  MS 

03 

O-C-110C 

6810 

/EA 

18  Oct 

84 

EA 

68 

O-C-1146  (2) 

6810 

• 

09  Mor 

77 

EA 

SH 

68 

MIL-C-37264A 

6505 

DM 

15  Apr 

76 

MD  MS 

03 

MIL-C-51C57B 

6810 

EA 

24  Aug 

83 

EA 

OS 

JAN-C-623 

1370 

AR 

30  Jun 

48 

AR 

AS 

MIL-C-I2056C 

6810 

EA 

12  Aug 

88 

EA 

68 

NOTICE  1 

MIL-C-14264A 

6810 

EA 

23  Nov 

78 

EA 

68 

Mll-C-3539 

6810 

OS 

11  Jul 

51 

OS 

MIL-C-20470A  (1) 

6810 

AR 

30  Sep 

64 

AR 

AS 

MIL-C-51077  (2) 

6810 

AR 

02  Oct 

69 

AR 

ASTM  C533-80 

5640 

YD 

14  Aug 

81 

ME 

YD 

ASTM  C533-35 

5640 

YD 

15  Mo y 

87 

ME 

YD 

MIL-C-324C 

6810 

EA 

08  Mor 

89 

EA 

OS 

NOTICE  1 

JAN-C-263 

6810 

AR 

28  Sep 

45 

AR 

OS 

Mll-C-37644 

6505 

DM 

18  Mor 

88 

MD 

MS 

03 

NOTICE  1 

A-A-1592A 

7420 

1 

31  Jon 

83 

Gl 

SA 

99 

A-A-1778 

7420 

1 

04  Mor 

81 

A-A-1779A 

7420 

• 

31  Jon 

83 

Gl 

SA 

99 

A-A-1780A 

7420 

•GL 

31  Jon 

83 

GL 

SA 

99 

A-A-1593A 

7420 

* 

31  Jon 

83 

GL 

SA 

99 

A-A-1594A 

7420 

• 

31  Jon 

83 

GL 

SA 

99 

A-A-1595A 

7420 

* 

31  Jon 

83 

GL 

SA 

99 

A-A-1596A 

7420 

• 

31  J  on 

83 

GL 

SA 

99 

A-A-2257 

7420 

X 

09  Mor 

84 

A-A-2285 

7420 

t 

15  Mo, 

85 

A-A-50225 

7420 

ME 

29  Sep 

86 

ME 

YD 

A-A-2258 

7420 

X 

09  Mor 

84 

A-A-2259 

7420 

1 

09  Mor 

84 

A-A-22B6 

7420 

t 

15  Mo, 

84 

A-A-2287 

7420 

t 

15  Moy 

84 

A-A-2260 

7420 

t 

09  Mor 

84 

A-A-2261 

7420 

t 

09  Mor 

84 
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ALPHABETICAL  LISTING 


TITLE 


Colculoting  Machine  (Deik  Top,  14  Digit,  1  Or  More  Memories,  Print/display,) 

(Two  Color  Print) 

Calculating  Machine  (Desk  Portable,  10  Digit,  1  Or  More  Memories,  Print/display),. 

Calculating  Machine  (Desk  Top,  10  Digit,  1  Or  More  Memories,  Display  Only . 

Calculating  Machine  (Desk  Top,  12  Digit,  1  Or  More  Memories,  Display  Only) . 

Calculating  Machine  (Desk  Top,  10  Digit,  0  Memory,  Print  Only)  (Two  Color  Print).. 

Calculating  Machine  (Handheld,  Basic  Scientific) . . . . . . . . . . 

Calculating  Machine  (Handheld,  Basic  Scientific)  . . . . 

Calculating  Machine  (Handheld,  Professional  Scientific) . . . . . 

Calculating  Machine  (Handheld,  Professional  Scientific) . 

Calculating  Machine  (Handheld,  General  Purpose)....... . . . . . . . . 

Calculating  Machine  (Desk  Top,  12  Digit,  O  Memory,  Print  Only)  (Two  Color  Print) 
Calculating  Machine  (Desk  Top,  12  Digit,  1  Or  More  Memories,  Print  Only)  (Two 
Color  Print) 

Calculating  Machine  (Handheld,  Business/financial) . . . 

Calculating  Machine  (Handheld,  Generol  Purpose) . . . . . 

Calculating  Machine  (Desk  Top,  1  Or  More  Memories,  Display  Only)  (Solar  Power) 
Calculating  Machine  (Desk  Top,  10  Digit,  1  Memory,  Print/display,  Two  Color  Print) 
Calculating  Viscosity  Index  From  Kinematic  Viscosity  At  40  And  100  Deg.  C  *  31 
Aug  1979 

Calculator  Set,  Nuclear,  M28A1 . . . . . . . . . . . . 

Calculator  Set,  Radiac  And  Nuclear  Yield,  ABGM28A1  (Edition  No.  2)  (ABCA*207) 
(Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom,  Drcird) 

Calculator,  Downwind  Toxic  Vapor  Hazard,  Point  Source,  ABC-M2  . . 

Calculator,  Downwind  Toxic  Vapor  Hazard,  Line  Source,  ABCM3  . . . 

Calculator,  Nuclear  Yield,  M4A1  . . . . . . . . . . 

Calculator,  Nuclear  Yield,  ABC-M4.. . . . . . 

Calculator,  Rodiac,  ABC  Ml........ . . . . . . . 

Calender  Pad  And  Stand . . . . . . . . 

Colender  Pods  And  Stands . . . . . . . . . 

Calibrating  Fluid,  Aircraft  Fuel  System  Components . . 

Calibration  &  Verification  System  . . . . . . . . . . . 

Calibration  &  Verification  System  . . . . . . . . . . . 

Calibration  And  Accuracy  Of  Aircraft  Borometric  Non  Servoed  Altimeters . . . 

Calibration  And  Calibration  Verification  Procedures  For  Textile  Test  Methods . 

Calibration  Certificate  For  Mapping  Cameras  . . 

Calibration  Of  Ultrasonic  Test  Equipment  With  Standard  Test  B!ocks(rel  To  Other 
Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH.  D.c.  20360) 
Calibration  Plug . . . 

Calibration  Systems  Requirements  . . . . . 

Calibrator  Set,  Radio,  AN/UDM*1 . . . . . . 

Calibrator  Set,  Missile  System  Test  Equipment  AN/ASM*624 . . . . . 

Calibrator,  Radiac  . . . . . 

Calibrator,  Thermometer . . . . . 

Calibrator,  Timer . . . . . . . 

Calibrator,  Voltoge . . . . . . . . . . . . 

Coliper,  Eye,  Costroviejo  . . . . . . . . 

Coliper,  Eye,  Costroviejo . 

Coliper,  Generol  Purpose . . . . . . 

Caliper,  Micrometer  (Inside,  Outside,  Tube)  And  Gage,  Depth,  Micrometer . 

Coliper,  Outside  (Ophthalmic  lens) . . . . . . . 

Coliper,  Wax  Thickness  Measuring,  Dental . . . 

Coliper,  X*roy  Technique  . . . 

Caliper,  X*ray  Technique  . . . . . . . . . . . . . 

Calipers  And  Gages,  Vernier . 

Calking  Compounds,  Metol  Seam  And  Wood  Seam . 

Calking  Compound  (liquid  Polymer  Polysolfride  Synthetic  Rubber,  Formula  No.  112 
For  Metol  Enclosures) 

Calking  Compound,  Oil  And  Resin  Bose  Type  (For  Masonry  And  Other  Structures) 

Calking  Compound,  Synthetic  Rubber  Base,  Wooden  Deck  Seam  Application  . . . 

Calking  Compound,  Oil  And  Resin  Bose  Type  (For  Building  Construction) . . 

Calking  Gun,  Bulk  And  Cartridge  Compounds  . . . . . 

Calking  Lead  (Packing  &  Gosketing) . . . . . . . 

Calking  Tool,  Hond . . . . . . . 

Calking,  Lead  Wool  And  leod  Pig  . . . . . . . . 

Call  For  Destruction,  Smoke,  Illumination  And  Danger  Close  Missions  (Release  To 
Other  Than  Dod  Agencies  Must-Be  Approved  By  Hq  Darcom  (Drcird) 

Call  For  Fire  Procedures  (Issue  Confrolled  release  To  Other  DOD  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird)  Edition  No.  1 

Call  For  Fire  Procedure  (Ed.  1  . . . . . . 

Coll  For  Fire  Procedures  (Release  To  Other  Than  DOD  Activities  Requires  Prior 
Approvol  Of  HQ  DARCOM,  DRCIRD)  (Edition  No.  2)  (ABCA  225) 

Coll  Signol  Station  (Type  1C/D)  (Hond  Crank  Magneto  &  Coll  Signol)........... . . 

Calorimetry  For  Thermal  Battery  Heat  Sources  Test  And  Calibration  Procedures . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

A*A*2262 

7420 

t 

09  Mor 

84 

A-A-2263 

7420 

t 

09  Mor 

84 

A-A-2264 

7420 

t 

09  Mor 

84 

A-A-2265 

7420 

t 

09  Mor 

84 

AA-2266 

7420 

t 

09  Mor 

84 

A-A-2288 

7420 

t 

15  May 

84 

A-A-2289 

7420 

t 

15  Mo y 

84 

A-A-2290 

7420 

l 

15  Mo y 

84 

A-A-2291 

7420 

t 

15  Mo y 

84 

A-A-2292 

7420 

t 

15  Mo y 

84 

A-A-2267 

7420 

t 

09  Mor 

84 

A-A-2268 

7420 

t 

09  Mor 

84 

A-A-2371 

7420 

t 

19  Feb 

85 

A-A-2372 

7420 

t 

22  Jan 

85 

A-A-2373 

7420 

t 

18  Dee 

84 

A-A-2256 

7420 

t 

09  Mar 

84 

ASTM  D2270-79E2 

9150 

ME 

17  Jun 

85 

ME 

SH 

11 

L 

MIL-C-51327  (2) 

6545 

EA 

24  Apr 

87 

EA 

Q-STD-207  (6) 

ISDA 

AM 

31  Mo  y 

83 

MIL-C-5121  IB  (1) 

6465 

EA 

05  Sep 

80 

EA 

99 

MIL-C-51212B  (1) 

INI  AMD  2 

6665 

EA 

05  Sep 

80 

EA 

99 

L 

MIL-C-51326  (2) 

6665 

EA 

12  Jon 

84 

EA 

MII-C-51127B 

6665 

EA 

29  Jun 

67 

EA 

SH 

99 

MIL-C-51074C 

6665 

EA 

29  Jun 

67 

EA 

99 

INT  AMD  1  (MU) 
GGC-00101E  (4) 

•7510 

t 

28  Feb 

73 

GGC-101B  (2) 

•7510 

• 

27  Jun 

52 

MIL-C-7024C  (2) 

6850 

68 

20  Mor 

87 

AV 

AS 

68 

NOTICE  1 

A-A-53420A 

6625 

MB 

31  Jon 

89 

MD 

MS 

03 

A-A-0053420 

6625 

MB 

15  Mor 

88 

MD 

MS 

03 

AIR-STD-10/59B 

ISDF 

06 

15  Oel 

80 

MIL-STD-1157 

83GP 

Gl 

09  Jul 

65 

GL 

SA 

20 

AIR-STD-52/13C 

ISDF 

06 

04  No. 

83 

Q-STD-724 

ISDA 

AM 

12  Jul 

83 

L 

M1L-C4B2B3 

NOTICE  1 

1345 

AR 

08  Apr 

86 

AR 

MII-STD45662A 

QCIC 

Ml 

01  Aug 

88 

Ml 

OS 

05 

L 

MIL-C-22211A  (1) 

6625 

SH 

23  Oct 

70 

EC 

L 

MILC-85356 

NOTICE  1 

4935 

AS 

19  Jun 

87 

AS 

l 

Mll-C-24033 

6665 

SH 

06  Mor 

64 

EC 

l 

Mll-C-45543 

6665 

AR 

13  Sep 

63 

AR 

AA-53098 

6625 

MB 

31  Aug 

87 

MD 

MS 

03 

A-A-50750 

6625 

82 

15  May 

87 

EC 

99  ES 

A-A-53540 

6540 

/MB 

27  Jun 

88 

MD 

MS 

03 

GG-C-106A 

6515 

/DM 

12  Oct 

77 

MD 

MS 

03 

GGGC-95A 

5210 

% 

26  Jun 

87 

INT  AMD  (4) 
GGGC-105B  (1) 

INT  AMD  (3) 

5210 

» 

15  Mor 

65 

MIL-C-3737 

6515 

DM 

17  Apr 

52 

MD 

MS 

03 

A-A-51429 

6520 

/MB 

12  Mo y 

86 

MD 

MS 

03 

GGC-110  (I) 

6525 

/DM 

4  Sep 

58 

MD 

MS 

03 

GG-C-00110A 

6525 

/DM 

01  Sep 

71 

MD 

MS 

03 

GGG-C-111C 

5210 

/SH 

12  Feb 

87 

GL 

SH 

TI-C-1796A 

8030 

* 

04  Sep 

74 

l 

MIL-C-15705A  (1) 

8030 

SH 

13  Oct 

53 

SH 

TT-C598B  (2) 

NOTICE  1 

8030 

•MR 

10  Feb 

87 

MR 

YD 

99 

Q  l 

MIL-C-18255D  (6) 

8030 

SH 

04  Oct 

85 

SH 

TT-C-00598C  (!) 

8030 

T 

18  Mor 

71 

GGG-C-120A  (2) 
(INT.  AMD.  3) 

5120 

•Gl 

26  Dec 

63 

Gl 

SH 

99 

A-A-1189 

5330 

•SH 

07  Moy 

81 

MR 

SH 

99 

GGGC-135A 

5120 

t 

25  Oel 

66 

QQ.C'40  (2) 

•5330 

/SH 

17  Nov 

70 

MR 

SH 

99 

NAT.STD-2875 

ISDA 

AM 

27  Nov 

81 

NAT-STD-2144  (3) 

ISDA 

AM 

14  Oct 

77 

NAT-STD-2962 

ISDA 

AM 

14  Moy 

87 

QSTD-225  (1) 

ISDA 

AM 

16  Dec 

82 

Q 

MIL-C-15306F  (1) 

5805 

SH 

21  Nov 

86 

U 

SH 

l 

Mll-STD-1454 

MISC 

AR 

05  Jul 

71 

AR 
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ALPHABETICAL  LISTING 


TITLE 


Com  Follower,  Needle  Beoring,  High  Strength  Stud  *  31  Dec  73  W/dOD  Exceptions 

Cornel,  Wood  Morine,  Single  Log  Configuration,  Untreated  And  Treated  . . 

Camera  Accessory  Shoes  With  &  Without  Electricol  Contacts  For  Photoflash  Units, 
Dimensions  For  -  5  Apr  1978  (Reaffirmed  1984) 

Camera  Objective,  Still  •  Picture,  Method  Of  Testing  Veiling  Glare  Of  •  13  Nov  79 
Camera  Section,  Topographic  Reproduction  Set,  Truck  Mounted,  Packaging  Of ........ 

Comera  Set,  S*ill  Picture  KS-7  (Inactive) . . . . . . . 

Camera  Set,  Still  Picture  View  4X5  Inch,  KS-17  . . . 

Comera  Set,  Television,  AN/AXX-1  . . . . . 

Camera,  Copying  Lithographic,  40  By  40  Inches  . . . . 

Camera,  Copying,  lithographic,  Packaging  Of... . . . . . . . 

Camera,  Copying,  Lithographic,  Vertical  . . . 

Camera,  Copying,  Lithographic,  Darkroom,  Mobile,  Process  . 

Camera,  Copying,  Li'hographic  Process,  Overhead,  Darkroom  Type,  11  By  14  Inches 
(279  By  356  Mm) 

Camera,  Copying,  Lithogophic  Process,  Darkroom  Type,  20  By  24  Inches . 

Comera,  Still  Picture,  KC*1B.. . . . . . . . . . 

Camera,  Still  Picture,  Panoramic,  KA*99(  . . . 

Comera,  Still  Picture  35MM,  Single  Lens  Reflex......... . . . . 

Camouflage  Film,  Flyers  Helmet,  KMU-440/P . . . . . 

Camouflage  Kit,  Ground  Launched  Cruise  Missile  (GlCM)  System  . . . . 

Camouflage  Of  Aircraft  (Edition  2) . . . . . . 

Camouflage  Of  The  Geneva  Emblem  On  Medical  Facilities  On  Land  (Edition  1)  (Rel 
To  Other  Than  Dod  Act  Req  Pr  Approval  Of  CNM,  Dept  Oth  Navy,  Nat  09B21, 
Wash,  D.c.  20360) 

Camouflage  Requirements  For  Tents  And  Canvas  Shelters . . . 

Camouflage  Screening  Systems,  Modular,  lightweight.  Synthetic  Snow . . 

Camouflage  Screening  Support  Systems . . . . . 

Camouflage  Screening  Systems,  Modular,  lightweight.  Synthetic,  Woodland,  Desert 
&  Snow 

Camouflage  Standards  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 
09B21,  Wash  D.c.  20360  (ABCA  213  (Edition  No.  2 
Can-puncturing  Device,  Simple,  Standord  Specification  For . 

Con,  Be  trage.  Dispenser . . . . . . . 

C-n,  Composite,  For  Dry  Products . . . 

Can,  Composite,  With  Metol  Ends,  For  liquid  Items  . 

Can,  False  Target,  MK2  Mods  0  And  1 . . . 

Can,  Flommoble  Waste . . . 

Con,  Flammable  Waste . . . 

Con,  Gasoline,  Military  5  Gallon . 

Can,  Hermetic  Sealing,  Aluminum,  Two-piece . . . . . . . 

Can,  Metol,  28  Gage  And  lighter . . . . . . . . 

Con,  Milk,  Steel  Tinned . 

Ccn,  Milk,  Steel  Tinned . . . 

Con,  Petri  Culture  Dish . . . . . 

Can,  Pipe!  Sterilizing . . . . . . . 

Can,  Radiator  Filling  And  Con  Sprinkling,  Plastic . 

Con,  Round  Composite  Motor  Oil  -  1976  . . . 

Can,  Round  Metol  Motor  Oil,  Requirements  For  *  1974 . . . . . . . 

Can,  Screw  Cop,  Metol,  28-GAGE  And  Lighter . . . . . . . 

Can,  Telescope  Top . . . . . 

Con,  Tray  Pack..... . . . . . . . . . . . 

Con,  Woter,  Military,  Plastic,  Collopsible . . . . 

Con,  Water,  Military,  Plastic,  5  Gallon  (19  l)  Capacity  . . . . 

Con,  Woter,  Military,  5  Gallon  (19  1) . . . . . . . 

Conodian  Bocon  With  Brine,  Thermostabilized,  Troy  Pack  . . . 

Condelabro,  Chapel . . . . . 

Candicidin  Ointment,  Nf . . . . 

Candle  Burner . . . . . . . . . . . . . . 

Candle  Burner,  And  Condlelighter  And  Snuffer . . . . . . . . 

Candle,  Ecclesiastical  (And  Toper,  Condlelighter) . . . . . 

Candle,  Illuminating  And  Hour  . . . . . . . . . . . . . . . 

Candle,  lllumlnoting,  Sorvivol,  High  Meliting  Point . . . . . 

Candle,  lead  Dioxide,  Evaluation  Of  Total  Sulfation  Activity  In  The  Atmosphere  By 
The,  Standard  Method  For  •  30  Aug  1985 

Condlelighter  &  Snuffer  . . . . . . . . . 

Condlelighter,  Toper . . . . . . . . . . 

Candler,  Egg  (Aluminum,  1 10  Volts,  Ac&dc)  . . . . 

Candles,  Altar. . . . . . . . . . . 

Candlestick,  Altar,  Candelabra,  Chapel,  And  Menorah . . . . . . . . 

Candlestick,  Altar . . . . . . . . . 

Candy  And  Chocolate  Confections  (Use  Z-C-2104)..... . . . 

Cone,  Walking  . . . . . . . . . . 
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88 
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Cone,  Walking  (Wood)  ............. . . . . . . . . . . . . 

Comiter  . . . . . . . . . . . . . 

Canister  &  Components  M 825  . . . . . . . . . . 

Canister  Assemble,  Suction,  Surgical  . . . . . . . . 

Canister  Assembly,  M88  Loading,  Assembling  And  Packing  . . . . . . 

Canister  Loading  Assembly  For,  Projectile,  155MM,  Smoke,  M825  . . . . 

Canister  Smoke,  Assembly  Parts  For  Assembling  And  Pecking  . . . 

Canister,  Assembly,  Suction,  Surgical . . . . . . . . 

Canister,  Assembly,  M87  Loading,  Assembling  And  Packing . . . . . . 

Canister,  Chemical  Biological  Mask  M1CA1  . . . . . . . . . 

Canister,  Chemical  Projectile,  Dsf,  M20  (  Rel  To  Other  Than  OOD  Must  Be  Sent  Via 
Comdr.,  U.S.  Army  Chemical  Research,  Development  &  Engineering  Cn*  .  ATTN: 
SMCCR*SPT-S,  Aberdeen  Proving  Ground,  MD  210101*5423 

Canister,  Chemical  Projectile,  8  Inch,  NM.  XM28. ......... . . . . . . 

Canister,  Chemical  Projectile,  8  Inch,  XM27  &  XM28,  Components  For . . . . 

Canister,  Chemical  Projectile,  8  Inch,  Ql,  XM27 . . . . . . . . 

Canister,  Chemical  Projectile,  OPA,  M21  (Req  For  Issue  Etc  Commander,  Us  Army 
Chemical  Research,  Development  &  Eng.  Ctr,  Atim  SMCCR*SPT*S,  Aberdeen 
Proving  Ground,  MD  21010-5423 

Canister,  Color  Smoke,  105MM,  Shell,  M2,  Components  For,, . . . . 

Canister,  Colored  Smoke,  155MM,  Shell,  M3  &  M4,  Components  For . . . .  .. 

Canister,  Food  Storage  . . . . . . . . ...... 

Canister,  Lithium  Hydroxide,  Screened  Ends,  Friction  Type  Covers... . . . . 

Canister,  Mine  Practice,  M56  Subsystem  . . . . . . . . . 

Canister,  Mine,  Training  Devices  For  M56  Training  . . . . . . 

Canister,  Mil.. . . . . . . . . . . . 

Canister,  Mil;  Components  For . . . . . . . . . . 

Canister,  ND-C*2  (For  Nd  Mark  V  Protective  Mask) . . . . . . . . 

Canister,  Oxygen  Breathing  Apparatus,  Type  A*3  Training  Kit,,.,,.,..........,, . . . 

Canister.  Oxygen  Breathing  Apparatus,  For  Type  A-4  . . . . . . 

Canister,  Particulate,  M14 . . . . . . . . . . . 

Canister,  Smoke,  WP,  5-INCH  Projectile,  M5,  Components  For . . . 

Canister,  Smoke,  HC,  105MM,  Projectile,  Ml  . . . . . 

Canister,  Smoke,  WP,  5  INCH  Projectile,  M5„ . . . . . . . 

Canister,  Smoke,  For  Chemical  Shell  (Base  Ejection),  Components  For . 

Canister,  Smoke,  HC,  105MM,  Projectile,  Ml,  Components  For  . . 

Canister,  Smoke,  M3  And  M4,  For  155-77,  Shell . . . 

Canister,  Smoke,  HC,  155MM,  Projectile,  Ml  &  M2,  Components  For  . . . . 

Canister,  Smoke,  HC,  155MM  Projectile,  Ml  &  M2..... . . . 

Conlster,  Smoke,  WP,  For  152  Millimeter  Cartridge,  XM410E1 . . . . . . 

Canister,  Suction,  Surgical . . . . . . . . . . 

Canister,  105MM,  CS,  XM8,  Components  For . . . 

Canister,  105MM,  CS,  XM8 . . . . . . . . . . . 

Canister,  155MM,  WP  (For  The  M825  Projectile . . . . . . . 

Canister,  90MM,  M336  Metol  Ports  Assembly  . . . . 

CANISTER.2.75  WP„ . 

Conned  Baked,  Conned  Steamed,  And  Canned  Steomed  And  Retorted  Subsistence 
Items,  Pockaging  And  Packing  Of 

Canned  Subsistence  Items,  Packoaging  Of . . . . . . . . . . 

Cannon  8  Inch  Howitzer,  M201/M201A1  . . . . . . . . . . . 

Connt”,  General  Specification  For..,.. . . . . . . . . . . . . . 

Cannon,  105MM  Howitzer,  M2A2 . . . . . . - . . . . . . 

Cannon,  105MM  Gun,  M68 . . . . . 

Connon,  105MM  Howitzer,  M103  . . . . . . . 

Cannon,  105MM  Howitzer,  M137A1  . . . . . . . . . 

Connon,  105MM  HOWITZER:M205 . 

Connon,  106MM  Rccoi’fess  Rifle,  M2C6  And  M206A1 . . . . . 

Connon,  120MM  Gun,  M5 8 

Cannon,  152MM  Gun-launcher,  M81E1  And  XM.162E1  . . . . . . 

Connon,  155MM  Howitzer,  M45  . . . . . . . 

Cannon,  155MM  Gun  M46  . . . . . . . . . . 

Cannon,  155MM  Howitzer,  M19?  . . . . . . 

Cannon,  155MM  Howitzer,  MIAl . . . . . . . . 

Cannon,  I55MM  Howitzer,  M126A1  . . . . . . . . 

Connon,  155MM  Howitzer,  Ml 85  . . . . . . . . 

Cannon,  155MM  HOWITZERM284  . . . . 

Connon,  165  MM  Gun.  M135 . . . . . . . . . . 

Ccrnon,  175MM  Gum  Ml  13 A 1...^... . . . . . . . . 

Connon,  37MM  Gun,  Subcoliber,  Ml 3. . . . . . . . . 
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EA 
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EA 
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EA 
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MII-C-51361B  (1) 
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EA 
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88 

EA 
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EA 
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EA 
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Cannon,  4.2  Inch  Mortar.  M30  And  Mount,  4.2  Inch  Mortor.  M24A1  . . . . 

Connon,  40MM  Dual  Automatic  Gun,  M2A1  And  Clip,  Chorger,  M3  . 

Cannon,  76MM  Gun,  M32 . . . . . . . . . . . . 

Cannon,  8  Inch  Howitzer,  M2A2  . . . . . . . . . . . . . 

Connon,  90-MM  Gun,  M54 . . . . . . . . . . . . . 

Cannon,  90MM.  M41 . 

Cannula  Set,  Intravenous  . . . . . . . . . . 

Cannula  Set,  Lachrymal  . . . . . . . . . 

Cannula,  Brain,  Frazier . . . . . . . . . 

Cannula,  Brain,  Haynes,  13  Gage  . . . . . . . 

Cannula,  Bronchial,  Plastic,  Disposable,  Jackson  . . 

Cannula,  Bronchial  (Holinger) . . . . . . . . . 

Connula,  Bronchial,  Open  End,  Warning  Stop  At  40  Cm.  . . . 

Cannula,  Ear  (  Rosen)  . . . . . . . . . . . . 

Cannula,  Ear  (House,  Suction-irrigator)  . . . . . . . 

Cannula,  Ear,  (Baron). . . . . . . . . . . . 

Connula,  Eye,  Cyclodialysis  (CASTROVIEJO),  10  Mm . . . . . 

Connula,  Hemodialysis . . . . . . . . . . . 

Cannula,  Nasal  Oxygen . . . . . . . 

Cannula,  Nasal,  Oxygen,  Plastic,  Disposable  . . . . . . 

Cannula,  Suction,  Surgical  (Adson)  . . . . . . 

Connula,  Suction  (Frazier)  . . . . . . 

Cannula,  Tracheotomy,  Nylon . . . . . . 

Cannula,  Tracheotomy,  University  Of  Kansas  Design,  Metal . . . 

Cannula,  Tracheotomy,  Modified,  Jackson . . . . . . . 

Connula,  Uterine,  Corrosion-resisting  Steel.......... . . . 

Canoes . . . . . . . . . . . 

Canopy,  Parachute,  Ring  Slot,  General  Specification  For  Construction  Of  (ASG). . 

Cons,  Ash  &  Garbage,  &  Covers . . . . 

Cons,  Ash  And  Garbage,  And  Covers  . . . . 

Cons,  Composite,  Spirally  Wound . . . . . 

Cans,  Hermetic  Sealing,  Metal  Light  Gage  Tear&strip  Type . . . . . 

Canteen,  Water,  Collapsible,  5-QUART  Copacity . . . 

Canteen,  Water,  Cold  Weather,  Crs . . . . . . . . . 

Canteen,  Water,  Collapsible,  2  Quart  Capacity.. . 

Conteen,  Water,  Insulated,  Corrosion-resisting  Steel,  Without  Cup  And  Cover  . 

Canteen,  Water,  Plastic  With  Screw  Cap . . . 

Conthoridin  Collodion  Topical  Solution . . . 

Cantilevered  Boom  Crane  Structures  *  Method  Of  Test  *  Jon  74  (Reopproved  Oc‘ 

83) 

Cap  &  Grid,  Burner . . . . . . 

Cap  (Trainer) . . . . . . . . . . . . 

Cap  And  Flange,  Compressed  Gas  Ccylinder,  Cop . . . . 

Cap  And  Flange,  Compressed  Gas  Cylinder,  Flanges,  Low  Pressure . 

Cop  And  Flange,  Compressed  Gas  Cylinder,  Flange,  High  Pressure . 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seal . 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Plug  Tubing) . . . 

Cop  And  Plug,  Protective  Dust  And  Moisture  Seal  (Cap  Tubing) . . . 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Plug-machine  Screw) . . 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop  Machine  Screw). . 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop-unj  Thread)  . 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Plug  Unj  Thread) . . 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seol  For  Resistoflex  Dynotube  Fittings 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  For  AV*8  Aircraft  Fittings  With 

Brutish  Size  Pipe  Threads 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seal  For  AV*8  Aircraft  Fittings  With 
British  Size  Pipe  Threads 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Plug  Flared  Tube  End  And 
Straight  Threoded  Boss) 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Plug-flareless  Tube  End).... . 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop  Flared  And  Flareless 
Fitting) 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Cap-beaded  Hose  Connection)  .. 

Cap  And  Plug,  Protective,  Oust  And  Moisture  Seal  (Plug  Pipe  Thread) . . . . 

Cap  And  Plug,  Protective,  Oust  And  Moisture  Seal  (Cap-pipe  Thread) . 

Cap  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Cop  Plug,  General  Purpose) . 

Cap  Assembly,  Bonding  Fitting,  External  Outlet,  Booster  Pump  . . . . . 

Cap  Assembly,  Liquid  Oxygen  Fill  Volve  . . . . . . . . . . . 

Cap  Assembly,  Pressure  Seol,  Flareless  Tube  Fitting  «  Mar  1986 . . . . 

Cap  Assembly,  Tube  &  Ams  5646,  Silver  Plated  Nut  (Asg) . . . . . 

Cap  Assembly,  Tube,  Pressure  Seol  . . . . . 

Cap  Assembly,  Tube,  &  Ams  5646  (Asg) . . . . . . 

Cap  Blasting,  Practice  M10  Parts  For,  Assembling  And  Packing. . . . . 

Cap  Socket,  Shoulder  &  Set  Screws  Inch  Series  *  4  Jan  82  . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-10388D 

1015 

AR 

20  Jun 

88 

AR 

NOTICE  1 

MIL-C-14385C  (1) 

1010 

AR 

30  Dec 

86 

AR 

MIL-C-10049A  (1) 

1015 

AR 

27  Jon 

87 

AR 

MIL-C-13251C  (1) 

1030 

AR 

24  Mar 

87 

AR 

NOTICE  1 

MIL-C-1 19268 

1015 

AR 

13  Mor 

86 

AR 

NOTICE  1 

Mll.-C-r.927D 

1015 

AR 

25  Mar 

70 

AR 

GG-C-12S 

6515 

/DM 

28  Sep 

61 

MD 

MS 

03 

A-A-51977 

6515 

MB 

19  May 

87 

MD 

MS 

03 

GG-C-121 

6515 

•DM 

30  Jun 

59 

MD 

MS 

03 

A-A-51414 

6515 

MB 

17  Apr 

86 

MD 

MS 

03 

MIL-C-37132 

6515 

DM 

14  Apr 

75 

MD 

MS 

03 

A-A-53560 

6515 

/MB 

28  Jun 

88 

MD 

MS 

03 

MIL-C-36953 

6515 

DM 

14  Mor 

73 

MD 

MS 

03 

A-A-51763 

6515 

/MB 

02  Dec 

86 

MD 

MS 

03 

A-A-5 1365A 

6515 

MB 

22  Sep 

87 

MD 

MS 

03 

A-A-51758 

6515 

/MB 

24  Nov 

86 

MD 

MS 

03 

GG-C-123 

6515 

/DM 

11  Aug 

61 

MD 

MS 

03 

A-A-51386 

6515 

MB 

10  Apr 

86 

MD 

MS 

03 

A-A-30015 

6515 

/DP 

16  Jul 

81 

MD 

MS 

03 

MIL-C-37243 

6515 

DM 

12  Apr 

76 

MD 

MS 

03 

A-A-53194 

6515 

MB 

06  Oct 

87 

MD 

MS 

03 

A-A-0053209 

6515 

MB 

24  Sep 

87 

MD 

MS 

03 

MIL-C-36774 

6515 

DM 

15  Jun 

71 

MD 

MS 

03 

MIL-C-36672  (1) 

6515 

DM 

30  Apr 

73 

MD 

MS 

03 

MIL-C-36643A  (1) 

6515 

DM 

15  Mor 

74 

MD 

MS 

03 

MIL-C-37065 

6515 

DM 

24  Jun 

74 

MD 

MS 

03 

A-A-690A 

1940 

X 

20  Sep 

80 

MIL-C-9401B 

1670 

GL 

09  Jan 

68 

GL 

AS 

A-A-1069 

7240 

t 

18  Jul 

80 

RR-C-82F 

7240 

•Gl 

04  Nov 

76 

Gl 

VD 

99 

MIL-C-3955C 

8110 

AR 

16  Dec 

75 

AR 

SA 

69 

MIL-C-10464E 

8140 

AR 

06  Jun 

74 

AR 

AS 

99 

MIL-C-44216  (1) 

8465 

Gl 

27  Aug 

86 

GL 

MIL-C-44348 

8465 

Gl 

13  Dec 

88 

GL 

MIL-C-43603B  (1) 

8465 

GL 

16  Aug 

82 

GL 

NU 

99 

MIL-C-40124E  (1) 

8465 

Gl 

17  Apr 

86 

GL 

NU 

99 

MIL-C-43103D 

8465 

GL 

15  Aug 

88 

GL 

NU 

99 

A-A-0051665 

6505 

/MB 

29  Aug 

86 

MD 

MS 

03 

SAE  M063-74 

3950 

AT 

30  Sep 

81 

AT 

99 

MS-36597 

6640 

EA 

07  Jan 

83 

EA 

MS 

99 

MIL-C-48214 

1135 

AR 

06  Mor 

86 

AR 

NOTICE  1 

MIL-C-17376/1 

8120 

ME 

14  Sep 

73 

ME 

SH 

68 

MIL-C-17376/2 

8120 

ME 

14  Sep 

73 

ME 

SH 

68 

MIL-C-17376/3 

8120 

ME 

14  Sep 

73 

ME 

SH 

68 

MIL-C-5501F  (1) 

5340 

AR 

18  Jul 

75 

AR 

AS 

99 

SUPP  2 

MIL-C-5501/8 

5340 

AR 

20  Mor 

73 

AR 

99 

MIL-C-5501/9 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

MIL-C-5501/10A 

5340 

AR 

05  May 

88 

AR 

AS 

99 

NOTICE  1 

Mll-C-5501/11 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

Mlt-C-5501/12 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

Mll-C-5501/13 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

Mll-C-5501/15 

5340 

AR 

05  Moy 

88 

AR 

AS 

99 

NOTICE  1 

MIL-C-5501/16 

5340 

AR 

05  Moy 

88 

AR 

AS 

99 

NOTICE  1 

Mll-C-5501/17 

5340 

AR 

05  Moy 

88 

AR 

SA 

99 

NOTICE  1 

Mll-C-5501/1 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

MIL-C-5501/2 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

MIL-C-5501/3 

5340 

AR 

27  Mor 

86 

AR 

AS 

99 

NOTICE  1 

MIL-C-5501/4 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

MIL-C-S50I/5 

5349 

AR 

20  Mor 

73 

AR 

AS 

99 

MIL-C-5501/6 

5340 

AR 

20  Mor 

73 

AR 

AS 

99 

Mll-C-5501/7 

5340 

AR 

20  Mor 

73 

AR 

99 

MS-29535A 

•2915 

82 

06  Feb 

69 

AS 

99 

MS-27566F 

1660 

71 

13  Jan 

89 

AS 

99 

NOTICE  1 

MA  2036-86 

4730 

AV 

15  Jun 

87 

AV 

MS-93158 

4730 

AS 

20  Dec 

66 

AS 

11 

AN929 

4730 

82 

23  Mor 

83 

99 

REV  11 

MS-9314B 

4730 

AS 

20  Dec 

66 

AS 

11 

MIL-C-50494 

1345 

AR 

22  Feb 

72 

AR 

ASME  B18.3-82 

5305 

AR 

14  Jun 

82 

AR 

99 

115 


ALPHABETICAL  LISTING 


HUE 

Cop&lubricotion  Fitting,  Protective  Pressure  Servicing  Adopter  . . . . . 

Cop-plug,  Protective  Dust  &  Moisture  Seol  •  Plug  Connector,  Romp  Power,  416/240 
Volts 

Cop-pressure  Fuel  Servicing,  Nominal  2  1/2  Inch  Diameter  Non-  Flush  Type . 

Cap-propeller  Shaft  Thread,  Shipping  . . . . . . 

Cap,  Blasting,  Electric,  M6  Parts  For,  And  Loading,  Assembling  And  Packing  ............ 

Cap,  Blasting,  Electric  Inert,  Assembly . . . . . 

Cop,  Blasting,  Electric,  M6  Inert  Assembly  . . . . . . 

Cop,  Blasting,  Electric,  M4,  Assembly,  Or  Cap  Assembly,  Blasting,  Connector  & 
Electric 

Cop,  Blasting,  Non-electric,  M7,  Loading,  Assembling  And  Packing  . . 

Cap,  Blasting,  Non&electric  Inert . . . . . 

Cap,  Blasting,  Special  . . . . . . . . 

Cap,  Blasting,  Special  . . . . . . . . . . . . . 

Cop,  Camouflage  Pattern . . . . . . . . . . . . . . . 

Cap,  Camouflage  Pattern  (Baseball  Style)  . . . . . . . . 

Cap,  Centrifuge  Tube . . . . . . . . . . 

Cap,  Civilian,  Uniform  . . . . . . . 

Cop,  Cold  Weather  . . . . . . . . . . . . . . 

Cop,  Cold  Weather,  Insulating,  Helmet  Liner  . . . . . . . . 

Cop,  Cold  Weather,  Permeable . . . . . . . . . . . 

Cap,  Dress,  Women  S  . . . . . . . . . . . . 

Cap,  Dust,  Plastic,  Electric  Connectors  . . . . . . . . . 

Cop,  Electrical  (Wire  End,  Crimp  Style,  Type  li.  Class  1)  For  105  Deg.  C  Total 
Conductor  Temperature 

Cap,  Electrically  Insulating,  Polydlefin,  Meltable  Inner  Walt,  Heat  Shrinkobte . . 

Cap,  Extreme  Cold  Weather,  HGU-38/P . . . . . . . 

Cap,  Filler  Opening.  Radiator,  7PSI  Pressure,  2  1/2  Inch  . . . .... 

Cap,  Filler  Opening,  Radiator,  Pressure,  7  PSI  Assembly . . . . 

Cap,  Fitting,  External  Outlet,  Booster  Pump . . . . . , 

Cap,  Fitting,  Internal  Outlet,  Booster  Pump . . . 

Cap,  Flue,  4-INCH,  Cylindrical . . . . . 

Cap,  Fluet  Cylindrical . . . . . . . . . 

Cap,  Fluid  Tank  Filler . . . . . . 

Cap,  Food  Handlers,  Paper,  White,  Adjustable  . . . 

Cap,  Food  Handler  S . . . . . . . . . . . . 

Cop,  Fuel  Storage  Tank . . . . . . . . . . . 

Cap,  Fuel  Tank-tacticol  Vehicle,  Non-vented . . . . . 

Cop,  Fuel  Tank,  For  Military  Combat  And  Tacticol  Transport  Vehicles . . . . . . 

Cop,  Fuel  Tank,  Combat  Vehicle,  Spill  Proof  . . . . . . 

Cop,  Fuel  Tank,  Tactical  Vehicle,  Fording . . . 

Cap,  Garrison,  Air  Force,  Blue . . . . . . . . . 

Cap,  Garrison,  Man  S  . . 

Cap,  Garrison,  Mon  S,  Wool,  Green . . . . . . . 

Cap,  Garrison,  Polyester/wool,  Tropical,  Army  Green  344  . . . . . . 

Cap,  Garrison,  Womans,  Air  Force . . . . . . . 

Cap,  Garrison,  Women  S . . . . . 

Cop,  Garrison,  Woman  S  (Coast  Guard)  . . . 

Cop,  Garrison,  Woman  S  (Navy)  . . . . . . . . . . . . . . . 

Cap,  Gorrison,  Womens,- Polyester/wool,  AG-344 . . . . . 

Cop,  High-pressure  Air  Volvo . 

Cap,  Hot  Weather,  Olive  Green  507 . . . . . . . 

Cop,  Knit  (Watch) . . . . . 

Cap,  Knit  (Watch) . . . . . . . 

Cap,  Lubrication  Fitting,  Protective..... . . . . . . . . . 

Cap,  Lubrication  Fitting,  Protective . . . . . . . 

Cap,  Mans  Utility . 

Cap,  Mast,  Antenna  (Asg) . . . ... 

Cop,  Nose  For  Rocket,  HE,  66MM,  Anti  Tank,  M72  Assembling  &  Packing . 

Cop,  Nurse,  White . . . . . . . 

Cap,  Operating,  Surgical,  Green . . . . . . . . 

Cop,  Operating,  Surgicol,  Mon  S,  Universal  Size,  Disposable,  500  S . . . . . 

Cop,  Operating,  Surgical,  Mon  S,  Hood  Type,  Universal  Size,  Disposable  . . . . 

Cap,  Pipe,  Bross  Or  Bronze,  Threaded,  125  lb . . . . . . 

Cop,  Plastic,  Dust,  An  Electric  Connector,  Receptacle  (Use  Ms  90376) . 

Cap,  Pressure  Fuel  Servicing . . . . . . . . 

Cop,  Pressure  Fuel  Servicing,  Nominal  2-1/2  Inch  Diameter,  Flush  Type  . . . 

Cap,  Pressure  Seal,  Floreless  Tube  Fitting  . . . . . 

Cap,  Protecting,  Waterproof  (Projectile  Fuze  Covers) . . . . . . . 

Cap,  Protective,  Dust  And  Moisture  Seal  For  Resistoflex  Dynatube  Fittings . 

Cap,  Protective,  Dust  And  Moisture  Seol  For  MIL-R  8903  Resistor  (Asg) . . 

Cap,  Protective,  Receptode . . . . . . . . 

Cop,  Protective,  Electricol  Connector  Plug,  Bayonet  Coupling,  Series  li . . . 


DOCUMENT 
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FSC 

PREP 

DATE 

CUSTODIAN 

MS-24480B 

4730 

82 

18  Dec 

64 

AS 

99 

L 

MS-27272 

5935 

85 

17  May 

88 

85 

MS-29526D 

1560 

AS 

23  Dec 

83 

AV 

AS 

99 

MS-27417 

5340 

82 

30  Jun 

65 

AV 

AS 

99 

l 

MII-C-45468E 

1375 

AR 

13  Jon 

86 

AR 

l 

MIL-C-11762B 

NOTICE  1 

1375 

AR 

05  Sep 

75 

AR 

L 

MtL-C-46915 

1375 

AR 

10  Mo y 

63 

AR 

L 

MIL-C-45420G 

NOTICE  1 

1375 

AR 

20  May 

88 

AR 

L 

MIL-C-45469E 

1375 

AR 

13  Jon 

86 

AR 

L 

MII-C-46916C  (1) 

1375 

AR 

24  Jul 

88 

AR 

l 

MIL-C-0014003B 

1375 

AS 

24  Nov 

72 

AS 

MIL-C-14003A 

NOTICE  1 

1375 

AR 

20  Moy 

88 

AR 

OS 

MIL-C-191U 

8405 

Gt 

09  Feb 

88 

GL 

MC 

99 

MIl-C-87248 

8415 

11 

31  Dec 

87 

Gl 

11 

MS -36405 

6640 

EA 

13  Jun 

83 

MS 

99 

A-A-1782 

•8405 

1 

22  Moy 

81 

l 

MIL-C-24930 

8415 

NU 

01  Jul 

87 

NU 

MIL-C-43549B  (2) 

8415 

Gl 

03  Apt 

87 

GL 

NU 

99 

L 

MIL-C-21709E 

8415 

NU 

09  Feb 

84 

NU 

L 

MIL-C-29386 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

MS-90376C 

5340 

AS 

19  Apr 

78 

ER 

AS 

85 

MS-25274G 

5970 

AS 

15  Jul 

82 

ER 

AS 

85 

L 

MIL-C-81786/10 

4940 

AS 

20  Apr 

72 

AS 

L 

MIL-C-83473A 

NOTICE  1 

8415 

11 

26  Feb 

88 

11 

MS-35840D 

2930 

AT 

21  Jon 

76 

AT 

99 

MS-5I062E 

2930 

AT 

26  Mor 

79 

AT 

99 

MS-29536B 

•2915 

82 

06  Feb 

69 

AS 

99 

MS-295348 

NOTICE  1 

•2915 

82 

27  Jon 

89 

AS 

99 

MIL-C-10872E 

4520 

Gl 

30  Sep 

85 

GL 

A- A -50464 

4520 

•YD 

20  Oct 

82 

Gl 

YD 

MIL-C-38373B  (2) 

1560 

82 

21  Oct 

85 

AS 

99 

UU-C-13878 

8415 

t 

16  Jul 

76 

L 

MIL-C-29136 

8415 

NU 

16  Dec 

74 

NU 

L 

MIL-C-19908D 

5430 

YD 

30  Sep 

86 

YD 

99 

MS-53075A 

2910 

AT 

23  Mor 

67 

AT 

99 

Mll-C-453008 

2910 

AT 

16  Feb 

88 

AT 

MC  99 

MS-51300D 

2910 

AT 

30  Sep 

87 

AT 

99 

MS-35645F 

2910 

AT 

20  Nov 

72 

AT 

99 

L 

MIL-C-3261E 

NOTICE  1 

8405 

11 

26  Feb 

88 

11 

l 

MII-C-17614F 

8405 

NU 

14  Aug 

87 

NU 

L 

MIL-C-2I181D 

8405 

MC 

08  Nov 

84 

MC 

L 

MH-C-43419D 

8405 

Gl 

26  Sep 

84 

Gl 

L 

MIL-C-87215 

8410 

11 

07  Sep 

84 

10 

L 

MIL-C-29373A 

NOTICE  1 

8410 

MC 

23  Ocl 

87 

MC 

L 

MIL-C-87014A  (1) 

8410 

NU 

13  Moy 

86 

NU 

L 

MIL-C-15507L 

8410 

NU 

25  Apr 

86 

NU 

L 

Mll-C-441308 

8410 

Gl 

21  Dec 

88 

Gl 

MS-20813E 

1650 

71 

26  Aug 

87 

AV 

AS 

99 

MIL-C-43724C  (1) 

8415 

82 

24  Aug 

84 

99 

A-A-50369 

8405 

NU 

01  Mar 

89 

NU 

MII-C-16472H 

0405 

NU 

30  Jun 

88 

NU 

99 

MS-24529B 

4730 

AR 

20  Moy 

60 

AR 

99 

l 

Mll-C-26516 

4730 

AR 

18  Jul 

58 

AR 

Mll-C-24924 

8405 

NU 

08  Jul 

86 

NU 

MS-25063A 

5985 

AS 

18  Jun 

76 

AS 

85 

L 

MIL-C-60006A  (1) 
NOTICE  1 

1340 

AR 

20  Jun 

88 

AR 

MIL-C-4I822D 

8410 

Gl 

04  Moy 

78 

Gl 

99 

DDD-C-48E 

6532 

/DM 

27  Mor 

68 

MD 

MS 

99 

MIL-C-36988 

6532 

DM 

26  Jul 

73 

MD 

MS 

03 

MIL-C-37015  (2) 

6532 

DM 

1 1  Nov 

75 

MD 

MS 

03 

MS-14310A 

NOTICE  1 

4730 

YD 

20  Aug 

87 

ME 

YD 

99 

MS-25 178D 

5935 

AS 

18  Jon 

78 

CR 

AS 

11 

Q 

MIL-C-8605A  (1) 

1560 

AS 

26  Jun 

85 

AV 

AS 

99 

MS-29525E 

1560 

AS 

23  Dec 

83 

AV 

AS 

99 

MS-219141 

4730 

AS 

26  Jun 

81 

AV 

AS 

99 

L 

MIL-C-18636A 

8140 

OS 

13  Feb 

84 

OS 

MIL-C-5501/14 
NOTICE  1 

5340 

AR 

05  Moy 

88 

AR 

AS 

99 

MS-28931A 

5905 

AS 

30  Jun 

64 

AS 

85 

MS-173490 

5935 

EC 

12  Aug 

87 

CR 

EC 

85 

MS-27510E 

5935 

85 

23  Ocl 

84 

CR 

AS 

85 

116 


ALPHABETICAL  LISTING 


TITLE 


Cop,  Protective,  Plug  . . . . . . . . . . . 

Cop,  Radiator,  Pressure  Relieving . . . . . . . . . 

Cap,  Rivet  . . . . . . . . 

Cap,  Screw,  Bottle  Andjar . . . . . . . . 

Cop,  Screw,  Bottle.!  Jar . . . . . . . . 

Cap,  Screw,  Bottle  And  Jar . . . . . . . . . . . . . . . 

Cap,  Service,  Mans,  Air  Force . . . . . . . . 

Cap,  Service,  Military  Police,  White........ . . . 

Cap,  Service,  Women  S  Wool  And  Polyester  Wool................ . . . . . 

Cap,  Service,  Wool,  Army  Green  44  . . . . . . . 

Cop,  Spike,  For  Cartridge,  105MM,  Heat-t,  M456AIEI  . . . . 

Cap,  Sterile  Fluid  Storage  Bottle . . . . . 

Cap,  Tube  •  Arm  5646 . . . . . . . 

Cap,  Utility,  Camouflage  . . . . . . . 

Cap,  Utility,  Cotton,  Sateen,  Green............ . . . 

Cop,  Vent,  Fuel  Storage  Tank  . . . . . . . . . . 

Cop,  Vise  Jaw  . . . . . . . . . . . . 

Cap,  Vise  Jaw  . . . . . . . . . . . . 

Cap,  Water  Canteen,  5-QUART,  Collapasible  . . . . . . . . 

Cap,  Water  Canteen,  Field,  1  Quart  &  2  Quart  Canteens......... . 

Cop,  Windshield  Assembly  Metal  Ports  Assembly . . . . . . 

Cop,  Wood  Flat  Construction  For  Export  Skids . . . . . . . . 

Cop,  Wood  Frame  Construction  For  Export  Skids  . . . . . . 

Capacitor  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantolum  (Polarized  Sintered  Slug 
85  Deg  C)  (Voltage  Derated  To  125  Deg  C)  Estb  Reliability  Style  CLR  10  (Inac 
For  New  Design  23  Jun  81  Use  Mil  C  39006/22) 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  81  &  CC  81 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  82  &  CC  82 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  83  !  CC  88 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  Established  &  Non 
Established  Reliability  Styles  CCR  57  &  CC  57 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  08  &  CC  08 
Copocitor  Fixed,  Ceramic  Dieletric  (Tempera  Ture  Compensating)  (Uninsulated)  Non 
Established  Reliability  StylecCR  16  &  CC  16 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  17  !  CC  17 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  18  &  CC  18 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CCR  54  &  CC  54 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR  55  &  CC  55 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating  (Uninsulated)  Non 
Established  Reliability  Style  CR  79  !  CC  79 
Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsuloted)  Non 
Established  Reliability) 

Copacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  20 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  25 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating  (Uninsulated  Non 
Established  Reliability  Stylfe  CC  21 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CC  30 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  31 

Copacitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CC  32 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperot'ire  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  33 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CC  36 

Copocitor  Fiv^d,  Ornmic  DieUctric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  50 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CC  51 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsuloted)  Non 
Established  Reliability  Style  CC  52 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CC  53 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated)  Non 
Established  Reliability  Style  CCR76  &  CC76 

Capacitor,  Air  Dielectric,  Variable  (Butterfly) . . . . . . . . 

Capacitor,  Aluminum  Foil  For  •  27  Aug  82.. . . . . . . . . . . . . . , 
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ALPHABETICAL  LISTING 


HUE 


Capacitor,  By  Pass,  Radio  Interference  Reduction,  Poper  Dielectric,  AC  And  DC, 
(Hermetically  Sealed  In  Metallic  Cases)  Styles  CA32,  CA33  And  CA34 
Capacitor,  By  Pass  Radio  Interference  Reduction,  Paper  Dielectric,  AC  And  DC, 
(Hermetically  Sealed  In  Metal  Cose)  Styles  CA36,  CA37  And  CA38 
Capacitor,  By-PASS,  Radio-tNTERFERENCE  Reduction,  Paper  Dielectric,  AC  And 
DC,  (Hermcthically  Sealed  In  Metallic  Cases)  General  Soecificotion  For 
Capacilo',  Ceramic  Monolithic,  Destructive  Physical  Analysis  Of  High  Reliability  • 
Nov  80 

Capacitor,  Chip,  Multiple  Layer,  fixed  Unencapsulated,  Ceramic  Dielectric, 

Established  Reliability,  General  Specification  For 
Capacitor,  Chip,  Fixed,  Tantalum,  Established  Reliability,  General  Specification  For 
Capacitor,  Chip,  Fixed,  Tantalum,  Established  Reliability,  Styles  CWR03  &  CWR04  .. 
Capacitor,  Chip,  Multiple  Layer,  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability,  Styles  CDR01,  CDR02,  CDR03,  &  CDR04 
Capacitor,  Chip,  Multiple  Layer,  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability,  Style  CDR05 

Capacitor,  Chip,  Multiple  layer.  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability,  Style  CDR06 

Capacitor,  Chip,  Multiple  Layer,  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability,  Styles  CORD,  CDR12,  CDR13,  &  COR  14  (High  Frequency) 
Capacitor,  Chip,  Multiple  Layer,  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability,  Styles  CDR21,  CDR22,  CDR23,  CDR24,  &  CDR2S  (High 
Frequency) 

Capacitor,  Chip,  Multiple  layer.  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Established  Reliability  Styles  CDR26,  CDR27,  COR28,  CDR29,  &  CDR30 
Capacitor,  Feed  Through,  Radio  Interference  Reduction,  DC  (Hermetically  Sealed  In 
Metallic  Cose),  Style  CZ20 

Ccpocitor,  Feed  Through,  Radio  Interference  Reduction,  Dc  (Hermetically  Sealed  In 
Metal  Coses)  Established  And  Non-established  Reliability  Styles  CZ23,  CZ24, 
CZR23  And  CZR24 

Capacitor,  Feed  Through,  Radio  Interference  Reduction,  DC  (Hermetically  Sealed  In 
Metallic  Case),  Style  CZ25 

Capacitor,  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantalum  (Polarized  Sintered 
Slug  85  Deg  C)  (Voltage  Derated  To  125  Deg  C)  Estb  Reliability  Style  CLR  14 
(Inac  For  New  Design  23  Jun  81  Use  Mil  C  39006/22) 

Capacitor,  Fixed  Metollized  Plastic  Dieletric,  DC,  In  Nonmetol  Cases,  Established 
Reliability  Styles  CFR13  &  CFR14 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  leaded,  Style  CKS05 

Capacitor,  Fixed,  Gloss  Dielectric,  (Axial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR15 

Capacitor,  Fixed,  Plastic  (Or  Metallized  Plastic)  Dielectric,  DC  Or  DC-AC,  In 
Nonmetal  Cases,  Established  Reliability  General  Specification  For 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  leaded.  Style  CKS15 

Capacitor,  Fixed  Or  Variable,  Vacuum  Or  Gas  Dielectric,  General  Specification  For 

Capacitor,  Fixed,  Plastic  Dieletric,  DC,  In  Nonmetol  Coses,  Established  Reliability, 
Style  CF02 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Sfoble  &  Generol  Purpose),  High 
Reliability,  Leaded,  Style  CKS16 

Capacitor,  Fixed,  Gloss  Dielectric,  (Axial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR20 

Capacitor,  Fixed,  Plastic  Dielectric,  DC,  In  Nonmetol  Coses,  Established  Reliability, 
Style  CeR04 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  And  General  Purpose), 
High  Reliability,  Leoded,  Style  CKS26 
Capacitor,  Fixed,  Gloss  Dielectric,  (Axial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR30 

Capacitor,  Fixed,  Metollized  Plastic  Dielectric,  DC,  In  Nonmetol  Coses,  Established 
Reliability,  Styles  CFR05  And  CFR06 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperoture  Stable  &  General  Purpose),  High 
Reliability,  Nonleaded,  Style  CKS51 

Capacitor,  fixed,  Gloss  Dielectric,  (Axiol-radiol  Wire-leod  Terminals),  Established 
Reliability,  Style  CYR13 

Capacitor,  Fixed,  Metallized  Plastic  Dielectric,  DC-AC,  In  Nonmetal  Coses, 
Established  Reliability,  Style  CFR09 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Nonleaded,  Style, CKS52 

Capacitor,  Fixed,  Glass  Dielectric,  (Axiat-rodioi  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR17 

Capacitor,  Fixed,  Supermetollized  Plastic  Film  Dielectric,  (Dc,  Ac,  Or  Dc  And  Ac), 
Hermetically  Sealed  In  Metol  Cases,  Established  Reliability,  Generol  Specification 
For 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperoturo  Stable  &  General  Purpose),  High 
Reliability,  Nonleaded,  Style  CKS53 

Capacitor,  Fixed,  Gloss  Dielectric,  (Axial-radial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR22 

Capacitor,  fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Molded,  Conformal 
Coated  And  Metal  Cased  With  Plastic  End  Fill,  Nonhermetically  Sealed,  General 
Specification  For 
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ALPHABETICAL  LISTING 


TITLE 


Copocitor,  Fixed,  Ceramic  Oieleclric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Nonleaded,  Style  CKS54 

Capacitor,  Fixed,  Glow  Dielectric,  (Axial-radial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR32 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum  Cathode,  General 
Specification  For 

Capocitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Leaded,  Style  CKS06 

Capocitor,  Fixed,  Glass  Dielectric,  (Radial  Or  Axiol  Wire-lead  Terminals), 

Established  Reliability,  Styles  CYR41,  CYR42,  And  CYR43 
Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum  Anode  And  Cathode 
Styles  CRL01  And  CRL02 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Leaded,  Style  CKS07 

Capacitor,  Fixed,  Glass  Dielectric,  (Radiol  Wire-lead  Termmols),  Established 
Reliability,  Styles  CYR51,  CYR52,  And  CYR53 
Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppre*  on,  (Ac,  Oc, 
And  Ac-dc),  (Hermetically  Sealed  In  Metal  Cases),  General  Spe«  ,tion  For 
Capacitor,  Fixed  Aluminum  Electrolytic,  For  Alternating  Current  Mr  .or  Storting, 
Heavy  Duty  (Type  1)  &  For  Light  Duty  (Type  2)  -  Oct  79  (W/dod  Exceptions) 
Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Leaded,  Style  CKSU 

Capocitor,  Fixed,  Glass  Dielectric,  (Axial  Wire-lead  Terminals),  Established 
Reliability,  Style  CYR10 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Insulated,  Metal 
Case,  With  Plastic  End  Fill,  Nonhermeticaily  Sealed,  Style  CX03 
Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  leaded,  Style  CKS12 

Capocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Established  Reliability, 
General  Specification  For 

Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression,  Ac  And 
Dc  (Henneticolly  Sealed  In  Metal  Cases 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  General  Purpose),  High 
Reliability,  Leaded,  Style  CKS14 

Capacitor,  Fixed,  Mica  Dielectric,  Established  Reliability,  Gcnerol  Specification  For .. 
Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression, 
(Hermetically  Sealed  In  Metal  Cases) 

Capocitor,  Fixed,  Ceromic  Dielectric,  (Temperature  Stoble  &  General  Purpose),  High 
Reliability,  Generol  Specification  For 

Capacitor,  Fixed,  Mica  Dielectric,  Established  Reliability,  Styles  CMR03  Thru  CMR08 
Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression,  Ac  And 
Dc  (Hermetically  Sealed  In  Metal  Coes) 

Copocitor,  Fixed,  Electrolytic  (Oc,  Aluminum,  Dry  Electrolyte,  Polarized),  General 
Specification  For 

Capocitor,  Fixed,  Mica  Dielectric,  Established  Reliability  Style  CMR16 . 

Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Inte'ference  Suppression, 
(Hermetically  Sealed  In  Metallic  Cases) 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles  CE41 
&  CE44 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  (Polarized,  Sintered 
Slug),  Established  Reliability,  Style  CSR13 
Copacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression, 
(Hermetically  Sealed  In  Metal  Cases) 

Capocitor,  Fixed,  Electrotylic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles  C642 
&  CE45 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,_(Polonzed,  Sintered 
Slug),  Established  Reliability,  Style  CSR09 
Copacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression, 
(Hermetically  Sealed  In  Metal  Coses) 

Capocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrotyte,  Polarized)  Styles  CE51 
&  CE56 

Copocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  (Polarized,  Sintered 
Slug),  Established  Reliability,  Style  CSR23 
Capacitor,  Fixed,  Feed  Through,  Electromagnetic  fnierfe*ence  Suppression 
Hermetically  Sealed  In  Metal  Coses 

Copocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles  CE52 
&CE57 

Copacitor,  Fixed,  Electrolytic  (Solid  Electrotyte),  Tantalum,  (Nonpolarized,  Sintered 
Slug),  Established  Reliability,  Style  CSR91 
Capocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Molded,  Duol  In 
line  Package,  Style  CX04 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrotyte,  Polarized)  Styles  CE53 
&  CE58 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  (Polarized,  Sintered 
Slug),  Established  Reliability,  Style  CSR33 
Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Molded, 
Nonhermeticaily  Sealed,  Style  CX05 

Capacitor,  Fixed  Electrolytic  (DC  Aluminum,  Dry  Electrolytic,  Polonzcd)  Styles  C663 
&  CE£4 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte)  Tantalum  Polarized  Sintered  Slug, 
High  Frequency,  Established  Reliability,  Style  CSR  21 
Capacitor,  Fixed,  MICA  Dielectric,  High  Reliability  Style  CMS05,.,„ . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

t 

Mll-C-123/13 

5910 

NA 

13  Mar 

81 

NQ 

MIL-C-23269, 8C  (2) 

5910 

EC 

20  Jul 

83 

ER 

EC 

85  NA 

Q  L 

MIL-C-83500  (2) 

NOTICE  1 

5910 

85 

27  Feb 

87 

85 

L 

MIL-C-123/2B 

5910 

NA 

25  Feb 

87 

19  NA 

MIL-C-23269/9A  (3) 

5910 

EC 

20  Jul 

83 

ER 

EC 

85 

L 

MIL-C-83500/ 1 A  (2) 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

L 

MIL-C-123/3B 

5910 

NA 

17  Mar 

88 

19  NA 

MIL-C-23269/  10A  (5) 

5910 

EC 

10  Apr 

84 

ER 

EC 

85  NA 

Q  L 

MIL-C-83439  (3) 

SUPP  1 

5910 

85 

16  Apr 

79 

85 

E 

EIA  RS463-79 

5910 

EC 

24  Nov 

80 

ER 

EC 

11 

L 

MIL-C-123/4A 

5910 

NA 

10  Aug 

82 

< 

2 

o. 

NQ 

MIL-C-23269/ IE 

5910 

EC 

20  Jul 

83 

ER 

EC 

85  NA 

MIL-C-49I37A/3A 

5910 

ER 

02  Dec 

85 

ER 

EC 

11 

L 

MIL-C-123/5 

5910 

NA 

13  Mar 

81 

Q  L 

MIL-C-39003G 

SUPL  1 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

L 

MIL-C-83439/1C 

5910 

85 

27  Mar 

84 

85 

L 

M1L-C-123/6A  (1) 

5910 

NA 

09  Apr 

84 

19  NA 

Q 

MIL-C-39001A  (7) 

5910 

ER 

22  Feb 

85 

ER 

EC 

85 

l 

MIL-C-83439/2B 

5910 

85 

18  May 

84 

85 

QL 

MIL-C-I23A  (2) 

5910 

NA 

03  Sep 

85 

19  NA 

MIL-C-39001/5B  (3) 

5910 

ER 

29  Jul 

83 

ER 

EC 

85 

L 

MIL-C-83439/3A 

5910 

85 

2/  Mor 

84 

85 

Q 

MIL-C-62D  (2) 

SUPP  1 

5910 

ER 

11  Jun 

75 

ER 

EC 

85 

M1L-C-39001/6  (2) 

5910 

ER 

29  Jul 

83 

ER 

EC 

85 

L 

MIL-C-83439/ 4  (2) 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

MIL-C-62/6B  (1) 
NOTICE  1 

5910 

ER 

27  Mar 

79 

ER 

EC 

85 

NQ 

MIL-C-39003/1F  (2) 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

L 

MIL-C-83439/5A 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

MIL-C-62/7B  (1) 

NOTICE  1 

5910 

ER 

27  Mar 

79 

ER 

EC 

85 

MIL-C-39003/2D  (2) 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

MIL-C-83439/6B  (1) 

5910 

85 

26  Nov 

86 

85 

MIL-C-62/8C 

NOTICE  1 

5910 

ER 

03  Sep 

71 

ER 

EC 

85 

MIL-C-39003/3C  (2) 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

L 

MIL-C-83439/ 10  (1) 

5910 

85 

25  Jun 

84 

85 

MIL-C-62/9C 

NOTICE  1 

5910 

ER 

03  Sep 

71 

ER 

EC 

85 

MIL-C-39003-4C  (3) 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

MIL-C-49137/4B 

5910 

ER 

15  Moy 

80 

ER 

EC 

11 

MIL-C-62/  IOC 

NOTICE  1 

5910 

ER 

03  Sep 

71 

ER 

EC 

85 

MIL-C-39003/6A  (3) 

5910 

EC 

03  Apr 

87 

ER 

EC 

85 

MIL-C-49137/5  (1) 

5910 

ER 

29  Jun 

83 

ER 

EC 

11 

MIL-C  62, 11C 

NOTICE  1 

5910 

ER 

19  Dec 

68 

ER 

EC 

85 

MIL-C-39003, 9B  (2) 

5910 

85 

03  Apr 

87 

ER 

EC 

85 

L 

Mll-C-87164/2 

5910 

19 

22  Nov 

82 

19 

119 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles  CE70 

MIL-C-62/12E  (1) 

5910 

ER 

22  Apt 

74 

ER 

EC 

85 

&  CE71 

NOTICE  1 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  (Polarized,  Sintered 

MIL-C-39003/10  (2) 

5910 

85 

10  Apr 

87 

ER 

EC 

85 

Slug),  Established  Reliability,  Styles  CSS13  &  CSS33  (High  Reliability 

Applications) 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Nonhermetically 

L 

MIL-C-49137/6B 

5910 

ER 

27  Jol 

88 

ER 

Sealed  Styles  CX06  &  CX16 

Capacitor,  Fixed  Electrolytic  (DC  Aluminum,  Dry  Electrolytic,  Polarized)  Styles  CE10 

MIL-C-62/1B  (2) 

5910 

ER 

2)  Mor 

79 

ER 

EC 

85 

&CE11 

NOTICE  1 

Capacitor,  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantalum  (Polarized  Sintered 

Mll-C.39006/20  (3) 

5910 

EC 

27  Moy 

76 

ER 

EC 

85 

Slug  83  Deg  C)  (Voltage  Derated  To  125  Deg  C)  Estb  Reliability  Style  ClR  17 
(Inoc  For  New  Design  23  Jun  81  Use  Mil  C  39006/22) 

NOTICE  2 

Capacitor,  Fixed,  MICA  Dielectric,  High  Reliability,  General  Specification  For  . . . 

L 

MIL-C-87164  (2) 

SUPL  1 

5910 

19 

23  Jun 

86 

19 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Potcrized)  Styles  CE12 

MIL-C.62/2B  (1) 

5910 

ER 

10  Moy 

73 

ER 

EC 

85 

&  CE13 

NOTICE  1 

Capacitor,  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantalum  (Polorized  Sintered 

MIL-C.39006/21  (5) 

5910 

EC 

07  Mor 

85 

ER 

EC 

85 

Slug  85  Deg  C)  (Ext  Range)  (Voltage  Derated  To  125  Deg  C)  Estb  Reliability 

Style  CLR  69  (fna  For  New  Design  Use  Mil  C  390C6/22) 

NOTICE  2 

Capacitor,  Fixed  MICA  Dielectric,  High  Reliability  Style  CMS04 . . 

L 

MIL-C87164/1 

5910 

19 

22  Nov 

82 

19 

Capacitor,  Fixed,  Electrolytic,  (Non-solid  Electrolyte),  Tantalum,  Established 

0 

MIL*C*39006C  (6) 

5910 

EC 

23  Dec 

87 

ER 

EC 

85 

Reliability 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles  CE31 

MIL-C-62/3B  (1) 

5910 

ER 

27  Mor 

79 

ER 

EC 

85 

&  CE34 

NOTICE  1 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polarized,  Etched 

MIL-C-39006/1C  (8) 

5910 

EC 

10  Moy 

85 

ER 

EC 

85 

Foil),  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Established  Reliability, 
Style  CLR25 

Capacitor,  Fixed,  MICA  Dielectric,  High  Reliability  Style  CMS06........ . 

L 

Mll-C-87164/3 

5910 

19 

22  Nov 

82 

19 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polorized,  Sintered 

MIL-C-39006/22D  (1) 

5910 

85 

29  Apr 

88 

ER 

EC 

85  NA 

Slug),  85  Deg  C  (Voltage  Derated  To  125  Deg.  C),  Established  Reliability,  Style 
CLR79 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Style  CE32 

Mll-C-62/48  (1) 
NOTICE  1 

5910 

ER 

27  Mor 

79 

ER 

EC 

85 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Nonpolarized, 

MIL-C-39006/2C  (5) 

5910 

EC 

03  Sep 

82 

ER 

EC 

85 

Etched  Foil),  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C)  Style  CLR27 
Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Molded, 

.1-C-49137/1A  (1) 

5910 

ER 

09  Oct 

87 

ER 

EC 

11 

Nonhermetically  Sealed,  Style  CX01 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polarized,  Ploin 

MIL-C-39006/3C  (6) 

5910 

EC 

10  Moy 

85 

ER 

EC 

85 

Foil),  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Established  Reliability, 
Style  CLR35 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles  CE33 

MIL-C  62/5B  (1) 

5910 

ER 

27  Mor 

79 

ER 

EC 

85 

&  CE36 

NOTICE  ) 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Nonpolarized,  Ploin 

MU-C-39006/4C  (5) 

5910 

EC 

03  Sep 

82 

ER 

EC 

85 

Foil),  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Established  Reliability, 
Style  CLR37 

Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Polar,  Nonhermeticolly 

Mll-C-49137/8 

5910 

ER 

07  May 

84 

ER 

EC 

85 

Sealed,  Style  CX08 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polorized,  High 

MIL-C-39006/16A  (7) 

5910 

EC 

o 

5 

a 

-< 

85 

ER 

EC 

85 

Etched  Foil),  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Established 
Reliability,  Style  CLR71 

Capacitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 

Mll-C-20/293 

5910 

85 

26  Mar 

84 

ER 

EC 

85 

Non  Established  Reliability,  Styles  CCR77  &  CC77 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte).  Tontalum,  (Nonpolarized,  High 

MIL-C-39006/17A  (5) 

5910 

EC 

03  Sep 

82 

ER 

EC 

85 

Etched  Foil),  85  Deg.  C  (Voltoge  Derated  To  125  Deg.  C),  Established  Reliability, 
Style  CLR73 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  General  Specification 

0 

MIL-C-3965F  (1) 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

For 

SUPP  1 

INT  AMD  2  (85) 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum  (Polarized,  Sintered 

MIL-C'39006/25 

5910 

EC 

16  Oct 

84 

ER 

EC 

85 

Slug)  (Extended  Ronge),  85  Deg  C  (Voltage  Derated  To  125  Deg.c),  Established 
Reliability,  Stylo  CLR81 

Capacitor,  Fixed,  Electrolytic  (Nonsotid  Electrolyte),  Tantalum,  (Nonpolarized,  Plain 

MIL-C-3965/10H  (1) 

5910 

85 

17  Jan 

85 

ER 

EC 

85 

Foil)  -  85  Deg.  C.  (Voltoge  Derated  To  125  Deg.  C.),  Style  CL52 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polorized,  Sintered 

MIL-C-39006/27 

5910 

85 

12  Aug 

86 

85 

Slug),  85  Deg,  C  (Voltage  Derated  *a  125  Deg.  C),  Established  Reliability,  Style 
CLR79 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polarized,  Etched 

MIL-C-3965/1 JH  (1) 

5910 

85 

17  Jan 

85 

ER 

EC 

85 

Foil) .  85  Deg.  C.  (Voltoge  Derated  To  125  Deg.  C ),  Style  CL53 

Capacitor,  Fixed,  Plastic  (Or  Poper*p?ostic)  Dielectric  (Hermetically  Sealed  In  Metal 

MII-C-19978/1D 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

Cases),  Styles  CQ08,  CO09,  CQ12,  And  CQ13 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Nonpolarized, 

MIL-C-3965/12H  (1) 

5910 

85 

17  Jon 

85 

ER 

EC 

85 

Etched  Foil)  ■  85  Deg.  C.  (Voltage  Derated  To  125  Oeg.  C.),  Style  CL54 

Copocitor,  Fixed,  Plastic  (Or  Paper-plastic)  Dielectric  (Hermetically  Sealed  In 

MII-C-19978/2C 

5910 

85 

14  Apr 

86 

ER 

EC 

85 

Ceramic  Or  Gloss  Cases)  Style  CQ20 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polarized,  Ploin  Foil) 

MII-C-3965/15D  (1) 

5910 

85 

13  Jan 

89 

ER 

EC 

85 

-  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Styles  Cl30  And  CL31 
(Inactive  Use  MIL-C-39006/3) 

NOTICE  1 

Copocitor,  Fixed,  Plastic  (Or  Poper-ploslic)  Dielectric  (Hermetically  Sealed  In  Melcl 

MIL-C-19978/3E  (T) 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

Com),  Style  CQ72 

NOTICE  1 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Nonpolarized,  Plain 

MIL-C.3965/16D 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

Foil)  •  85  Oegrees  C  (Voltoge  Derated  To  125  Degrees  C),  Styles  CL32  Arid  CL33 

NOTICE  ) 

(Inactive  Uie  Mll-C-39006/4) 


ALPHABETICAL  LISTING 


TITLE 


Capacitor,  Fixed,  Plastic  Dielectric  (Hermetically  Sealed  In  Metal  Cases),  Styles 
CQ06  And  CQ07 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polarized,  Etched 
Foil)  •  85  Deg.  C  (Voltage  Derated  To  125  Deg.  C),  Styles  CL20  And  CL21 
(Inactive  Use  MIL-C-39006/1) 

Capacitor,  Fixed,  Plastic  Dielectric,  Axial-wire  Terminal  Tubular  (Insulated) 
(Hermetically  Sealed  In  Metal  Cases)  Established  Reliability,  Style  CQR07 
Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Nonpolarized, 

Etched  Foil)  -  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Styles  CL22 
And  CL23  (lnac‘ive  Use  Mlt-C.39C06/2) 

Capacitor,  Fixed,  Plastic  (Or  Paper  Plastic)  Dielectric,  Axial-wire  Terminal,  Tubular 
(Insulated),  (Hermetically  Sealed  In  Metal  Cases),  Style  CQ05 
Capacitor,  Fixed,  Electrolytic  (NONSOLID  Electrolyte),  Tantalum,  (Polarized, 
Sintered  Slug)  •  85  Deg.  C  (Voltage  Derated  To  125  Deg.  C),  Styles  CL17  And 
CL18 

Capacitor,  Fixed,  Plastic  (Or  Paper  plastic)  Dielectric,  Axial-wire  Terminal, 

Tangential  Retainer,  Tubular  (Uninsulated)  (Hermetically  Sealed  In  Metal  Cases) 
Established  Reliability  Style  CQR12 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  Polarized,  Sintered 
Siug(  -  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Styles  CLIO  And 
CL13  (Inactive  Use  MIL-C-39006/18) 

Capacitor,  Fixed,  Plastic  (Or  Paper-plastic)  Dielectric,  Axial-wire  Terminal, 
Threaded-stud  Retainer,  Tubular  (Uninsulated)  (Hermetically  Sealed  In  Metol 
Cases),  Established  Reliability,  Style  CQR13 
Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantolum,  (Polarized,  Sintered 
Slug)  -  85  Deg.  C.  (Voltage  Derated  To  125  Deg.  C.),  Style  CL55 
Capacitor,  Fixed,  Plastic  (Or  Paper-plastic)  Dielectric,  Axial-wire  Terminal,  Tubular 
(Insulated)  (Hermetically  Sealed  In  Metal  Coses),  Established  Reliability,  Style 
CQR19 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polarized,  High 
Etched  Foil)  -  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Styles  CL70 
And  CL71  (Inactive  Use  MIL-C-39006/16) 

Capacitor,  Fixed,  Plastic  Dielectric,  Axiol-wire  Terminol,  Tubular  (Insulated) 
(Hermetically  Sealed  In  Metol  Cases),  Established  Reliability,  Style  CQR29 
Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Nonpolarized,  High 
Etched  Foil)  -  85  Deg.  C  (Voltoge  Derated  To  125  Deg.  C),  Styles  CL72  And 
CL73  (Inactive  Use  MlL-C-39006/17) 

Capacitor,  Fixed,  Plastic  Dielectric,  Axial  Wire  Terminal,  Tangential  Retainer, 

Tubular  (Uninsulated)  (Hermetically  Sealed  fn  Metol  Cases),  Established  Reliability, 
Style  COR32 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontalum,  (Polorized,  Sintered 
Slug)  -  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Styles  CL66  And  Cl 
6/  (Use  MlL-C-39006/9) 

Capacitor,  Fixed,  Plastic  Dielectric,  Axial  Wire  Terminal,  Threaded  Stud  Retoiner, 
Tubular  (Uninsulated)  (Hermetically  Sealed  In  Metal  Cases),  Established  Reliability, 
Style  CQR33 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantolum  (Polorized,  Sintered 
SLUG)-85  Deg.  C  (Voltage  Deroted  To  125  Deg.  C)  Styles  CL14  And  C116 
Copacitor,  Fixed,  Plastic  (Or  Paper-plastic)  rielectric,  Axial  Wire  Terminol,  Tubular 
(Insulated)  (Hermetically  Sealed  In  Metol  Cases),  Established  Reliability,  Style 
CQR39  (Inoctive) 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polarized,  Plain  Foil) 
•  85  Deg.  C,  (Voltage  Deroted  To  125  Deq.  C.),  Style  CL51 
Capacitor,  Fixed,  Electrolytic,  Double  Layer,  Carbon,  (Nonpolarized),  Style  0101 
(Metric) 

Copocitor,  Fixed,  Ceromic  Dielectric  (Tempercture  Compensating),  Established  And 
Non  Established  Reliability,  Styles  CCR56  And  CC56 
Copocitor,  Fixed,  Electrolytic,  Double  Layer,  Carbon,  (Polorized), style  0102  (Metric) 
Copacitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 
Non-estoblished  Reliability,  Styles  CCR06  &  CC06  (Inactive  Use  CCR06) 

Copocitor,  Fixed,  Electrolytic,  Double  Layer,  Corbon,  (Polorized)  Style  DL03  (Metric) 
Copocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 

Non  Established  Reliability,  Styles  CCR15  &  CC15,  CCR19  &  CC19 
Capacitor,  Fixed,  Plastic  Dielectric,  Dc  (Nonmetallic  Coses),  Generol  Specification 
For 

Copocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  Established  &  Non 
Established  Reliobilty  Styles  CCR  13  &  CC  13 
Copacitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose)  Established  Reliability, 
Generol  Specification  For 

Capacitor,  Fixed.  Ceromic  Dielectric  (Temperature-Compensating)  Established  &  Non 
Established  Reliobilty  Styles  CCR  14  &  CC  14 
Capacitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Established  Reliability,  Style 
CKR05,  NATO  Type  Designation  NCC61 

Copacitor,  Fixed,  Ceromic  Dielectric  (Temperoture  Compensating),  Established  And 
Non-estoblished  Reliability,  General  Specification  For 
Copacitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polarized),  Established  Reliability, 
Style  CUR91  (Insulated) 

Capacitor,  Fixed,  Paper-dielectr»c,  Direct  Current  (Hermetically  Sealed  tn  Metallic 
Cases),  Generol  Specification  For 

Capacitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polorized),  (Four-terminal), 
Established  Reliability  Style  CUR  19  (Insulated) 

Copacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Sealed  In  Metallic 
Case),  Styles  CP25,  CP26,  CP27,  CP28  And  CP29 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Mll*C*  19978/5 A  (2) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MH..C-3965/17E 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

M1L-C-19978/8  (3) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

M!L'C'3965/18E 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-19978/I9A  (2) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MII..C-3965/19E  (2) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

Mll-C-19978/10  (2) 
NOTICE  1 

5910 

85 

13  Jon 

89 

ER 

EC 

85 

MIL-C-3965/20E  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL.C-19978/11  (2) 
NOTICE  1 

5910 

85 

13  Jon 

89 

ER 

EC 

85 

MIL.C-3965/21E 

5910 

85 

08  Jun 

72 

ER 

EC 

85 

NOTICE  1 
MIL-C-19978/12  (4) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MIL-C-3965/22B  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MILC-19978/13  (4) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MII-C-3965/23B  (1) 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-19978/14  (3) 
NOTICE  1 

5910 

85 

13  Jan 

89 

ER 

EC 

85 

MILC-3965/24A  (1) 
NOTICE  1 

5910 

85 

13  Jan 

89 

ER 

EC 

85 

MIL-C-1997B/15  (3) 

5910 

85 

15  Aug 

85 

ER 

EC 

85 

MIL-C-3965/1H  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-19978/16A  (1) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MII-C-3965/9H  (1) 

5910 

85 

17  Jan 

85 

ER 

EC 

85 

DOD-C-29501/1 

5910 

EC 

09  Jun 

86 

ER 

EC 

11 

Mll-C-20/45 

5910 

85 

02  Apr 

86 

ER 

EC 

85 

NOTICE 

DOD-C-29501/2 

5910 

EC 

09  Jun 

86 

ER 

EC 

11 

MII-C-20/36E 

5910 

85 

06  May 

88 

ER 

EC 

85 

DOD-C-29501/3 

5910 

EC 

09  Jun 

86 

ER 

EC 

11 

MIL-C-20/39C  (3) 

5910 

85 

06  Jun 

84 

ER 

EC 

85 

.  MIL-C-27287  (2) 

NOTICE  1 

5910 

85 

27  Feb 

87 

85 

MII-C-20/47J 

5910 

85 

11  Jun 

84 

ER 

EC 

85 

MIL-0390140  (1) 

SUPP  1 

5910 

ER 

03  Sep 

86 

ER 

EC 

85  NA 

MIL-C-20/48E  (3) 

5910 

85 

27  Aug 

85 

ER 

EC 

85 

MIL-C-390I4/1E 

5910 

ER 

19  Jul 

88 

ER 

EC 

85  NA 

MU-C-20G  (8) 

SUPP  1 

5910 

85 

03  Apr 

87 

ER 

EC 

85 

MII-C-39018/6A 

5910 

EC 

02  Oct 

81 

ER 

EC 

85 

MII-C-25D  (4) 

SUPP  1A 

5910 

85 

14  Jul 

83 

ER 

EC 

85 

Mll-C-39018/7  (2) 
NOTICE  1 

5910 

EC 

28  Jul 

88 

ER 

EC 

85 

MIL-C-25/2E  (2) 

NOTICE  1 

5910 

85 

13  Jon 

89 

ER 

EC 

85 

121 


ALPHABETICAL  LISTING 


TITLE 


Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Established  Reliability,  Style 
CKR07 

Capacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Sealed  In  Metallic 
Coses)  Styles  CP  40  &  CP  41 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Established  Reliability, 

Styles  CKR11,  CKR12,  CKR14,  CKR15  And  CKR16 
Capacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Sealed  In  Metallic 
Coses)  Styles  CP  53,  CP  54  &  CP  55 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Established  Reliability,  Style 
CKR13 

Capacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Seoled  In  Metallic 
Cases)  Styles  CP  67  &  CP  69 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Established  Reliability, 

Styles  CKR20,  CKR17,  And  OCR  18 

Capacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Sealed  In  Metallic 
Cases)  Styles  CP  80 

Capacitor,  Fixed,  Ceramic  Dielectric,  (General  Purpose),  Established  Reliability  Style 
CKR75  (Feedthrough) 

Capacitor,  Fixed,  Paper  Dielectric.  Direct  Current  (Hermetically  Seoled  In  Metallic 
Coses)  Styles  CP  81 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Genera!  Purpose),  Established  Reliability  Style 
CKR82  (Standoff) 

Capacitor,  Fixed,  Paper  Dielectric,  Oirect  Current  (Hermetically  Seated  In  Metollic 
Cases)  Styles  CP  82 

Capacitor,  Fixed,  Ceramic  Dielectric,  (General  Purpose),  Established  Reliability  Style 
CKR76  (Feedthrough) 

Capacitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  (Uninsulated), 
Nomestablished  Reliability,  Style  CC20 

Capacitor,  Fixed,  Ceramic  Dielectric,  (General  Purpose),  Established  Reliability  Style 
CKR83  (Stanoff) 

Capacitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermetically  Seo’ed  In  Metollic 
Cases)  Style  CP  91 

Capocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose)  Established  Reliability,  Style 
CKR08 

Capacitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  And 
Non  Established  Reliability,  Styles  CCR79  And  CC79 
Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Established  Reliability, 

Styles  CKR31  And  CKR32 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  85,  CM  86,  &  CM  88 . . . 

Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Established  Reliability,  Style 
CKR22,  CKR23,  And  CKR24 

Capacitor,  Fixed,  Mica  Dielectric,  Button  Style,  Generol  Specification  For  . . 

Capocitor,  Fixed,  Plastic  (Non*metollic  Cose)  Style  Ctm-  Characteristic  V . 

Capocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  General  Specification  For,.., 

Capocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Established  Reliability  Style 
CKR04 

Ccpocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK21  (For 
Replacement  Purposes  Only) 

Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  Established  Reliability,  Style 
CKR03 

Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK22  (For 
Replacement  Purposes  Only) 

Capacitor,  Fixed,  Metallized  (Paper,  Paper  Plastic  Or  Plastic  Film)  Dielectric,  Direct 
Current  (Hermetically  Seoled  In  Metal  Cases)  General  Specifications) 

Copocitor,  Fixed,  Ccromlc  Dielectric  (General  Purpose),  Style  CK27  (For 
Replacement  Purposes  Only) 

Copocitor,  Fixed,  Meiol'ized  (Popcr  Plastic,  Or  Plastic  Film)  Dielectric,  Direct 
Current,  (Hermetically  Seoled  In  Metol  Cases)  (Insulation),  Style  CH09  (Inactive, 
Use  Mil  C  39022/1) 

Capocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK60 . . . . 

Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  Established  Reliability  Styles 
CKR25,  CKR26,  &  CKR27 

Capocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK61 . . . . 

Capacitor,  Fixed,  Electrolytic  Aluminum  Oxide),  (Polarized),  Non  Established 
Reliability  &  Established  Reliability,  Styles  C'JOl  (Insulated)  &  CUR01  (Insulated) 

Capacitor,  Fixed,  Cerom'c  Dielectric  (General  Purpose)  Style  CK62  . . 

CcpcC’tc'v  Fixed.  E.'ectrelytlc  (Alemlr.vm  C*rde),  established  nellubl'Ily  And 
Nomestablished  Reliability,  Generol  Specification  For 
Copocitor,  Fixed,  Mica  Dielectric,  Button  Style  (Feed  Thru)  Styles  CBH,  CB13, 

CBM 

Capacitor,  Fixed,  Metollized-poper,  Paper  Plastic  Film,  Orgiastic  Film  Dielectric, 
Direct  Current,  (Hermetically  Sealed  In  Metal  Cases),  Established  Reliability,  Style 
CH09  (Insulated) 

Capacitor,  Fixed,  Gloss  Dielectric,  General  Specification  For  . . . . 


Capacitor,  Fixed,  Metallized,  Paper  Plastic  Film  Dielectric,  Direct  Current, 
(Hermetically  Sealed  In  Metal  Coses),  Established  Reliability,  Style  CHR19 
(Insulated) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-39014/3D  (1) 

5910 

ER 

06  Aug 

85 

ER 

EC 

85  NA 

MIL-C-25/3E  (1) 

NOTICE  1 

5910 

85 

13  Jan 

89 

ER 

EC 

85 

MIL-C-390I4/5E  (3) 

5910 

ER 

06  Aug 

85 

ER 

EC 

85  NA 

MIL-C-25/4D  (1) 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39014/6B  (1) 

5910 

ER 

13  Jun 

78 

ER 

EC 

85  NA 

MIL-C-25/6C  (1) 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39014/13B  (1) 

5910 

ER 

06  Aug 

85 

ER 

EC 

85  NA 

MIL-C-25/I2B  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MH-C-39014/16A 

5910 

EC 

14  Sep 

84 

ER 

EC 

85  NA 

MIL-C-25/13B  (1) 
NOTICE  1 

5910 

85 

13  Jan 

89 

ER 

EC 

85 

MIL-C-39014/17A 

5910 

EC 

14  Sep 

84 

ER 

EC 

85  NA 

MIL-C-25/14B  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39014/18A 

5910 

EC 

14  Sep 

84 

ER 

EC 

85  NA 

MIL-C-20/1C 

NOTICE  1 

5910 

85 

02  Apr 

86 

ER 

EC 

85 

MIL-C-390I4/19A 

5910 

EC 

14  Sep 

84 

ER 

EC 

85  NA 

MIL-C-25/15C  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39014/20C 

5910 

EC 

06  Aug 

85 

EC 

MIL-C-20/3IA  (1) 

5910 

85 

23  Oct 

78 

ER 

EC 

85 

L 

MIL-C-3 9014/21  (1) 

5910 

85 

12  Jun 

78 

85 

MIL-C-5/15F  (1) 

5910 

EC 

20  Nov 

87 

ER 

EC 

85 

j,MIL-C-39014/22B  (1) 

5910 

EC 

06  Aug 

85 

ER 

EC 

85  NA 

O 

MIL-C-10950C  (3) 

SUPP  1 

5910 

EC 

05  Oct 

87 

ER 

EC 

85 

l 

Mll-C-27287/1  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

0 

MII-C-1I015D  (8) 

SUPP  1A 

5910 

EC 

14  Jun 

84 

ER 

EC 

85 

Mll-C-39014/23  (2) 

5910 

ER 

06  Aug 

85 

ER 

EC 

85  NA 

MH.c-r.oi5/ic 

5910 

EC 

06  Dec 

67 

ER 

EC 

85 

MIL-C-39014/24A 

5910 

ER 

06  Aug 

85 

ER 

EC 

85 

MH-C-11015/2C 
NOTICE  1 

5910 

EC 

02  Mar 

87 

ER 

EC 

85 

Q 

MIL-C-18312E  (2) 

SUPP  1 

5910 

EC 

29  Sep 

87 

ER 

EC 

85 

MIL-C-11015/4C 
NOTICE  1 

5910 

EC 

02  Mar 

87 

ER 

EC 

85 

Mll-C-18312/28  (1) 

5910 

EC 

29  Feb 

88 

ER 

EC 

85 

MIL-C-1 1015/9E  (1) 

5910 

EC 

14  Jan 

86 

ER 

EC 

85 

MIL-C-3 9014/25  (1) 

5910 

ER 

06  Aug 

85 

ER 

EC 

85 

MIL-C-1 1015/10E  (1) 

5910 

EC 

14  Jan 

86 

ER 

EC 

85 

Mll-C-39018/8  (1) 

5910 

EC 

14  Mar 

83 

ER 

EC 

85 

Mll-C-1 1015/1  IE  (1) 

5910 

EC 

14  Jan 

86 

ER 

EC 

85 

Q 

M(L-C*3y0l6B  (6) 

5910 

EC 

03  Oct 

83 

tR 

tc 

85 

SUPP  2 

MH-C-10950/1E  (2) 

5910 

EC 

05  Oct 

87 

ER 

EC 

85 

M1L-C-39022/IC  (3) 

5910 

EC 

20  Jul 

83 

ER 

EC 

11 

Q 

MIL-C-1 1272C  (8) 

SUPP  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

INT  AMO  9  (85) 
MIL-C-39022/2C  (3) 

5910 

EC 

15  Jul 

85 

ER 

EC 

85 

122 


ALPHABETICAL  LISTING 


TITLE 


Capacitor,  Fixed,  Gloss  Dielectric,  Style  CY 10. . . . . 

Capacitor,  Fixed,  Metallized,  Pacer  Plastic  Film  Dielectric,  Direct  Current, 
(Hermetically  Sealed  In  Metal  Cases),  Established  Reliability,  Style  CHR29 
(Insulated) 

Capacitor,  Fixed,  Glass  Dielectric,  Style  CY15........ . . . . . 

Capacitor,  Fixed,  Plastic  Dielectric  (Metallized  Plastic  Film),  Alternating  Current 
(Rms)  (Hermetically  Sealed  In  Metal  Cases),  Established  Reliability,  Style  CHR49 
(Uninsulated) 

Capacitor,  Fixed,  Glass  Diclectri.,  Style  CY20..... . . . . 

Capacitor,  Fixed,  Me  Halted,  Paper-plastic  Film  Dielectric,  Direct  Current, 
(Hermetically  Sealed  In  Metal  Cases),  Established  Reliability,  Style  CHR12 
(Uninsulated) 

Capacitor,  Fixed,  Gla<*  Dielectric,  Style  CY30.. . . . . . . . . . . 

Capacitor,  Fixed,  Metallized,  Paper-plastic  Film,  Or  Plastic  Film  Dielectric,  Direct  & 
Alternating  Current,  (Hermetically  Sealed  In  Metal  Cases),  Established  Reliability 
Capacitor,  Fixed,  Glass  Dielectric,  Style  CY 12. . . . . . . . . 

Capacitor,  Fixed,  Metallized,  Paper  Plastic  Film  Dielectric,  Direct  Current, 
(Hermetically  Sealed  In  Metal  Cases),  Established  Reliability  Style  CHR10 
(Insulated) 

Capacitor,  Fixed,  Glass  Dielectric,  Style  CY13 . . . . . 

Capacitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polarized),  Non-established 
Reliability,  And  Established  Reliability  Styles  CU12  (Uninsulated),  CU13  (Insulated) 
And  CUR  13  (Insulated) 

Capacitor,  Fixed,  Glass  Dielectric,  Style  CY16 . . . . . . 

Capacitor,  Fixed,  Elecfrglytic  (Aluminum  Oxide)  (Nonpolarized),  Styles  CU14 
(Uninsulated)  And  CU15  (Insulated) 

Capacitor,  Fixed,  Glass  Dielectric,  Style  CY17 . . . . . 

Capacitor,  Fixed,  Electrolytic  (Alumium  Oxide)  (Polarized),  Non-established 
Reliability  And  Established  Reliability,  Styles  CU16  (Uninsulated),  CU17 
(Insulated),  And  CUR  17  (Insulated) 

Capacitor,  Fixed,  Gloss  Dielectric,  Style  CY21 . . . . . 

Capacitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polarized),  Non-estoblished 
Reliability,  And  Established  Reliability  Style  CU71  (Insulated)  And  CUR71 
(Insulated) 

Capacitor,  Fixed,  Glass  Dielectric,  Style  CY31 . 

Capacitor,  Fixed,  Class  Dielectric,  Style  CY32 . . . 

Capacitor,  Fixed,  Glass  Dielectric,  Styles  CY06  &  CY06  TX....... . 

Capocitor,  Fixed,  Glass  Dielectric,  Styles  CY07  &  CY07  TX... . . . . . 

Capacitor,  Fixed,  Gloss  Dielectric,  Styles  CY08  &  CY08  TX . . . 

Copacitor,  Fixed,  Gloss  Dielectric,  Styles  CY81  And  CY82  . . 

Copacitor,  Fixed,  Gloss  Dielectric,  Styles  CY83  And  CY84  . 

Capocitor,  Fixed,  Glass  Dielectric,  Styles  CY85,  CY86,  CY87,  CY88,  And  CY89 . . 

Capacitor,  Fixed,  Mica  Dielectric,  Button  Style  (Standoff)  Style  C821  . . 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Style  CK63 . . . . 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose)  (Feed-thru),  Style  CK70... . 

Copacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  (Stand-off),  Style  CK80 . 

Capacitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose)  (Stond-off),  Style  CK81 . . 

Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK05 . 

Capacitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Style  CK06 . . . 

Capacitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  Styles  CK12,  CK13,  CK 14, 
CK15,  And  CK16  (Inactive  For  Design  Use  MIL-C-39014/5) 

Copacitor,  Fixed  Ceromic  Dielectric  (Generol  Purpose),  Styles  CK64,  CK65,  CK66, 
Clc  67,  CK68,  And  CK69 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  (Feed  Thru),  Style  CK72,.... 

Capacitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Styles  CK41,  CK42,  CK43, 
CK50,  CK51,  CK52,  CK53,  CK54  And  CK55 
Capocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  (Feed  Thru)  Style  CK99  ..... 

Capacitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Styles  CK18  And  CK19 . 

Capocitor,  Fixed,  Mica  Dielectric,  Button  Style  (Standoff)  Style  CB31  . . 

Capacitor,  Fixed,  Mica  Dielectric,  8utton  Style  (Feedlhru)  Style  CB50 . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Button  Style  (Feedthru,  Hermetic  Seal)  Style., 
CB60,  CB61,  And  CB62 

Capacitor,  Fixed,  Mica  Dielectric,  Button  Style  (Feedthru,  Hermetic  Seal)  Styles 
CB55,  CB56,  And  CB57 

Capocitor,  Fixed,  Mica  Dielectric,  Button  Style  (Standoff,  Hermetic  Seal)  Styles 
CB65,  CB66,  And  CB67 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-1 1272/1C 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

L 

MIL-C-39022/4A  (3) 

5910 

85 

03  Jun 

83 

85 

MIL-C-1 1272/2D 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39022/7C  (1) 

5910 

EC 

28  Jan 

85 

ER 

EC 

85 

MIL-C-1 1272/3B 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 
MIL-C-39022/8B  (3) 

59)0 

EC 

15  Jul 

85 

ER 

EC 

85 

MIL-C-1 1272/4B 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

Q 

MIL-C-39022D  (5) 

5910 

EC 

16  Feb 

84 

ER 

EC 

85 

SUPP  32 

MIL-C-1 1272/58 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

l 

MIL-C-39022/I0  (5) 

5910 

EC 

20  Jul 

83 

EC 

85 

MIL-C-1 1272/6A 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 
MIL-C-39018/1D 

5910 

EC 

23  Jun 

82 

ER 

EC 

85 

MIL-C-1 1272/78 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-390I8/2B  (1) 

5910 

EC 

26  Dee 

78 

ER 

EC 

85 

MIL-C-I1272/8A 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39018/3D  (1) 

5910 

EC 

25  Mar 

81 

ER 

EC 

85 

MIL-C-1 1272/9B 

NOTICE  ) 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-39018/4B  (2) 

INT  AMD  2  (EL) 

5910 

EC 

24  Feb 

82 

ER 

EC 

85 

MIL-C-1 5272/1 1A 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-C-1 1272/12B 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

l 

MIL-C-1 1272/13A  (3) 

5910 

85 

18  May 

84 

85 

L 

MIL-C-15272/14A  (3) 

5910 

85 

18  May 

84 

85 

L 

MIL-C-1 1272/15A  (3) 

5910 

85 

18  May 

84 

85 

l 

MIL-C-55272/16A  (1) 
NOTICE  5 

5910 

85 

27  Feb' 

87 

85 

L 

MIL  C-1 5272/ 17A  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

l 

MIL-C-51272/I8C  (2) 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

MIL-C-I0950/2D  (1) 

5910 

EC 

05Ocl 

87 

ER 

EC 

85 

Mll-C-1 5015/12E  (1) 

5910 

EC 

14  Jon 

86 

ER 

EC 

85 

MIL-C-1 1015/ 13D 

5910 

EC 

03  May 

84 

ER 

EC 

85 

MIL-C-1 1015/ 14C 

5910 

EC 

02  Mo r 

87 

ER 

EC 

85 

NOTICE  1 

MIL-C-1 1015/15C 
NOTICE  1 

5910 

EC 

02  Mor 

87 

ER 

EC 

85 

MIL-C-1 1015/ 180 

5910 

EC 

28  Sep 

70 

ER 

EC 

85 

MIL-C-1 1015/  19D 

59)0 

EC 

28  Sep 

70 

ER 

EC 

85 

MIL-C-1 1015/20C  (2) 

59)0 

EC 

14  Jul 

83 

ER 

EC 

85 

MIL-C-1 1015/21E  (1) 

5910 

EC 

14  Jon 

86 

ER 

EC 

85 

MIL-C-1 1015/23C 
NOTICE  1 

5910 

EC 

28  Jul 

88 

ER 

EC 

85 

MIL-C-1 1015/24E  (2) 

5910 

EC 

03  Ocl 

88 

ER 

EC 

85 

L 

MIL-C-1 1015/32 

5910 

85 

15  Nov 

77 

85 

MIL-C-1 1015/26B 

5910 

EC 

28  Sep 

70 

ER 

EC 

85 

MIL-C-10950/3E  (1) 

5910 

EC 

05  Ocl 

87 

ER 

EC 

85 

MIL-C-10950/4D  (1) 

5910 

EC 

05  Ocl 

87 

ER 

EC 

85 

MIL-C-10950/7C  (1) 

5910 

EC 

05  Oc, 

87 

ER 

EC 

85 

MIL-C-10950/8C  (1) 

5910 

EC 

05  Oct 

87 

ER 

EC 

85 

MIL-C-10950/9C  (1) 

5910 

EC 

05  Oct 

87 

ER 

EC 

85 

123 


ALPHABETICAL  LISTING 


TITLE 


Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  90,  CM  91*  &  CM  93. . 

Capacitor.  Fixed,  Mica  Dielectric,  Style  CM  95 . . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  04,  CM  05,  CM  05,  CM  07,  CM  08, 

CM  09,  CM  11*  CM  12,  &  CM  13 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM14...... . . . . . . 

Capocitor.  Fixed,  Mica-dielectric,  General  Specification  For . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM15. . . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  20 . . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  30. . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  35 . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  45 . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  50 . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  55 . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  60. . . . . . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  65 . . . . . 

Capocitor,  Fixed,  Mica  Dielectric,  Style  CM  70,  CM  71.  &  CM  73. . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  75 . . . . 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  80,  CM  81,  &  CM  83 . . . . 

Capacitor,  Fixeed,  Plastic  (Or  Paper-plastic)  Dielectric,  Axial-wire  Terminal,  Tubular 
(Insulated)  (Hermetically  Sealed  In  Metal  Cases),  Established  Reliability,  Style 
CQR09 

Capacitor,  Packaging  Of  . . . . . . . . . . . 

Capacitor,  Selection  And  Use  Of.,...,.,,. . . . . . . . . . . . . 

Capacitor,  Variable,  Ceramic  Dielectric,  Style  CV11  . . . . 

Capacitor,  Variable,  Vacuum  Dielectric  Style  CG60 . . . . . 

Copocitor,  Variable  (Piston  Type,  Tubular  Trimmer),  Genera!  Specification  For . 

Capacitor,  Variable,  Vacuum  Or  Gas  Dielectric  Styles  CG65  And  CG66 . . 

Capacitor,  Variable  (Piston  Type,  Tubular  Trimmer)  Style  PC35 . 

Capacitor,  Variable,  Vacuum  Or  Gas  Dielectric  Style  CG22 . . . . . 

Capacitor,  Variable  (Piston  Type,  Tubular  Trimmer)  Style  PC37..., . . 

Capacitor,  Variable  (Piston  Typ.>,  Tubular  Trimmer)  Style  P38  And  PC4Q . . 

Capacitor,  Variable  (Piston  Type,  Tubular  Trimmer)  Style  PC39 . . 

Capacitor,  Varioble  (Piston  Type,  Tubular  Trimmer)  Styles  PC40,  PC46,  And  PC5Q.... 

Copocitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Styles  PC41  And  PC51  . . 

Capacitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Stylos  PC42  And  PC52  . . . 

Copocitor,  Varioble  (Piston  Type,  Tubular  Trimmer)  Style  PC43....... . . . 

Capacitor,  Vorioble  (Piston  Type,  Tubufor  Trimmer)  Stylo  PC44. . . . 

Copocitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)- Style  PC25 . . . . . . 

Copocitor,  Varioble  (Piston  Type,  Tubular  Trimmer)  Style  PC26 . . . 

Copocitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer),  Styles  PC27,  PC28  And  PC29.,., 

Capacitor,  Varioble  (Piston  Type*  Tubular  Trimmer)  Styles  PC30,  PC32,  And  PC34.... 

Capacitor,  Varioble  (Piston  Type,  Tubulor  TrimmerJ'Styles  PC21,  PC22,  PC23,  And 
PC24 

Capacitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer),  Style  PC17 . . . . 

Capacitor,  Variable  (Piston  Type,  Tubulor  Trimmer),  Style  PCI 8 . . . . 

Copocitor,  Vorlobh*  (Piston  Type,  Tubular  Trimmer),  Style  PC19  . . 

Capacitor,  Variable,  Ceramic  Dielectric,  Style  CV98  . . . . . 

Capacitor,  Variable,  Ceramic  Dielectric,  Style  CV99 . . . . . . 

Capacitor,  Varioble,  Ceramic  Dielectric,  Style  CV97  . . . . . 

Capacitor,  Variable,  Air  Dielectric  (Trimmer),  Style  CT04  . . . . . 

Capacitor,  Varioble,  Air  Dielectric  (Trimmer),  Style  CT06  . . . . 

Copocitor,  Varioble,  Air  Dielectric  (Trimmer),  Style  CT12  . . . . . 

Capacitor,  Variable,  Air  Dielectric  (Trimmer),  Style  CT13  . . . . . . 

Capocitor,  Varioble*  Air  Dielectric  (Trimmer),  Styles  CT14  And  CT15  . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MII-C-5/16F  (1) 
NOTICE  1 

5910 

EC 

29  Sep 

87 

ER 

EC 

85 

MIL-C-5/17F  (1) 

5910 

EC 

20  Jon 

87 

ER 

EC 

85 

MIL.C-5/18D  (2) 

5910 

EC 

25  May 

88 

ER 

EC 

85 

MIL-C-5/19 

5910 

85 

03  Mor 

83 

ER 

EC 

85 

MU-C-5E  (2) 

SUPP  1A 

5910 

85 

03  Mor 

83 

ER 

EC 

85 

MIL-C-5/1F 

5910 

ER 

12  Aug 

66 

ER 

EC 

85 

MU..C-5/2G  (1) 

5910 

EC 

20  Nov 

87 

ER 

EC 

85 

MR.C-5/4E  (1) 

5910 

EC 

20  Nov 

87 

ER 

EC 

85 

MIL  C-5/5G  (1) 

5910 

EC 

20  Nov 

87 

ER 

EC 

85 

MIL-C-5/7F 

5910 

ER 

12  Aug 

66 

ER 

EC 

85 

MII-C-5/8F 

5910 

ER 

12  Aug 

66 

ER 

EC 

85 

MU..C-5/9F  (1) 

5910 

ER 

16  Mor 

73 

ER 

EC 

85 

Mtl-C-S/IOG 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-5/11E 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-5/12F  (1) 

5910 

EC 

20  Nov 

87 

ER 

EC 

85 

MII.C-5/I3E 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-5/UF  (1) 

5910 

ER 

25  Aug 

75 

ER 

EC 

85 

MII-C-19978/9A  (3) 

5910 

85 

20  Jul 

84 

ER 

EC 

85 

MI1..C-39028B 

5910 

EC 

30  Apr 

84 

CR 

EC 

99 

MU.-STD-I98E 

NOTICE  2 

5910 

ER 

29  Mo y 

84 

ER 

EC 

85 

MILC-8I/IA 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 
MU..C.23I83/5A 

5910 

EC 

07  Apr 

72 

ER 

EC 

85 

M1L-C-I4409D  (4) 

SUPP  1 

5910 

ER 

22  Apr 

81 

ER 

EC 

84 

MIL-C23183/7B  (1) 

5910 

EC 

14  Aug 

78 

ER 

EC 

85 

MIL'C-14409/lA 

5910 

ER 

09  Jun 

69 

ER 

EC 

85 

NOTICE- 1 
M11-C23183/22 

5910 

EC 

28  Jul 

88 

ER 

EC 

85 

NOTICE  1 
MI1.-C-14407/3B 

NOTICE  1 

5910 

ER 

15  Apr 

75 

ER 

EC 

85 

Mll.C-14409/48 

NOTICE  1 

5910 

ER 

05  Oct 

70 

ER 

EC 

85 

MIL-C-14409/5C 

NOTICE  1 

5910 

ER 

15  Mor 

73 

ER 

EC 

85 

MIL-C-14409/6A 

NOTICE  1 

5910 

ER 

09  Jun 

69 

ER 

EC 

85 

/.‘.ll-C-14409/78 

5910 

ER 

05  Ocl 

70 

ER 

EC 

85 

NOTICE  I 
MIL-C-144C9/8A 

5910 

ER 

09  Jun 

69 

ER 

EC 

85 

NOTICE  I 
MIbC‘14409/9E 

5910 

ER 

11  May 

81 

ER 

EC 

85 

NOTICE1! 

MH-C-14409/10A 

5910 

ER 

09  Jun 

69 

ER 

EC 

85 

MIL-C-14409/12D 
Notice  i 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

MII-C-14409/13K 
NOTICE 1 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

MII.C.I4409/14G 
NOTICE  1 

5910 

85 

10  Ocl 

86 

85 

MIL-C-14409/15F 
NOTICE  1 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

MIL-C-14409/16C  (1) 
NOTICE  1 

5910 

11 

27  Feb 

87 

85 

MIL-C-14409/17 

NOTICE  1 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

Mll-C-14409/18 

NOTICE  1 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

MIL-C-14409/19 

NOTICE  1 

5910 

ER 

17  Aug 

88 

ER 

EC 

85 

MII-C-81/9A  (1) 

5910 

85 

28  Jul 

86 

ER 

EC 

85 

MII-C-81/10A 

5910 

85 

29  Mor 

85 

ER 

EC 

85 

MIL-C-81/UA 

5910 

85 

29  Mor 

85 

ER 

EC 

85 

MIL-C-92/1A 

NOTICE  1 

5910 

ER 

29  Aug 

88 

ER 

EC 

85 

Mll-C-92/28 

5910 

ER 

29  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-C-92/3B 

NOTICE  1 

5910 

ER 

29  Aug 

88 

ER 

EC 

85 

MIL-C-92/48 

NOTICE  1 

5910 

ER 

29  Aug 

88 

ER 

EC 

85 

Mll-C.92/58 

NOTICE  1 

5910 

ER 

29  Aug 

88 

ER 

EC 

85 

ALPHABETICAL  LISTING 


TITLE 

Capacitor,  Variable,  Air  Dielectric  (trimmer).  Style  CT16  . . . . 

Capacitor,  Variable,  Air  Dielectric  (Trimmer),  General  Specification  For . . 

Capacitor,  Variable,  Ceramic,  Dielectric,  Style  CV]4 . . . . . 

Capacitor,  Varloble,  Ceramic,  Dielectric,  Style  CV2 1 . . . . 

Capacitor,  Variable,  Ceramic  Dielectric  Styles  CV31  And  CV32  . . . . . 

Capacitor,  Variable,  Ceramic,  Dielectric,  Style  CV34.. . . 

Capacitor,  Variable,  Ceramic  Dielectric,  Styles  CV35  And  CV36 . . . . . . . . 

Capacitor, fixed, plastic(or  Paper*plaslic)dielectr;c,axial  Wire  Terminal, tangential 
Retainer, tubulor(uninsulated)  (Hermetically  Sealed  In  Metallic  Coses)  Styl  Cqr  10 
Capacitor, fixed, ceramic  Dielectric, (general  Purposejstyles  CK31  And  CK32  Inactive 
Use  Mll-C-39014/5 

Capacitor, fixed,pIastic(or  Paper-p!astic)die!ectric,oxiat  Wire  Terminal, threaded  Stud 
Retainer,tubular(uninsulated)  (Hermetically  Sealed  In  Metallic  Cases)style  CQR  11 
Capacitor, fixed, plastic^'  Poper*ptostic)die!ectric, axial  Wire  Terminal,  Tangentiol 
Retainer, tubular(uninsulated)  (Hermetically  Sealed  In  Metallic  Cases)  Style  CQR42 
Capacitor, fixed, p(astic(or  Paper-plastic)die!ectric,axial  Wire  Terminal, threaded  Stud 
Retainer, tubular(uninsulated)  (Hermetically  Seated  In  Metallic  Cases)style  CQR43 
Copacitors,  Chip,  Multiple  layer.  Fixed,  Unencapsulated,  Ceramic  Dielectric, 
Established  Reliability  Style  CDR31  Metric 
Capacitors,  Chip,  Multiple  layer.  Fixed,  Unencapsulated,  Ceromic  Dielectric, 
Established  Reliability  Style  CDR32  Metric 
Capacitors,  Chip,  Fixed,  Tantalum,  Established  Reliability,  Styles  CWR06  And 
CWR09 

Capacitors,  Chip,  Multiple  layer.  Fixed,  Unencopsuloted,  Ceramic  Dielectric, 
Established  Reliability  Style  CDR33  Metric 
Capacitors,  Chip,  Multiple  layer,  Fixed,  Unencopsuloted,  Ceramic  Dielectric, 
Established  Reliability  Style  CDR34  Metric 
Copacitors,  Chip,  Multiple  layer,  Fixed,  Unencopsuloted,  Ceromic  Dielectric, 
Establishedreliability  Style  CD  R35  Metric 

Capacitors,  Chip,  Single  Layer,  Fixed,  Parallel  Plate,  Ceromic  Dielectric,  Established 
Reliability, 

Capacitors,  Chip,  Single  layer.  Fixed  Unencopsuloted,  Ceramic  Dielectric, 

Established  Reliability,  Style  CPCROl  (High  Frequency) 

Copacitors,  Fixed,  Plastic  (Or  Poper-plostic)  Dielectric,  (Hermetically  Sealed  In 
Metal,  Ceramic,  Or  Gloss  Cases)  Established  &  Non-estoblished  Reliability  (Failure 
Rate  level  l  Is  Inactive  For  New  Design  After  14  Sept  1983) 

Capacitors,  Fixed,  Ceromic  Dielectric  (General  Purposes),  (Feed-thru  Or  Stand-off) 
Styles  CK74,  CK75,  CK78,  CK79  And  CK85 
Capacitors,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression 
Hermetically  Sealed  In  Metal  Coses 

Capacitors,  Fixed,  Glass  Dielectric,  Established  Reliability,  General  Specification  For 

Capacitors,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 
Non-estoblished  Reliability,  Styles  CCR75  &  CC75  (Inactive) 

Copacitors,  Fixed,  Supermetollized  Plastic  Film  Dielectric,  DC  And  AC,  Hermetically 
Sealed  In  Metol  Coses,  Established  Reliability  Styles  CRHOl  Thru  CRHOO 
Copacitors,  Fixed,  Metollized  (Paper,  Poper  Plastic,  Or  Plastic  Fi!m(  Dielectric, 

Direct  Current,  (Hermccically  Sealed  In  Metal  Cases),  Style  Chiz 
Copacitors,  Fixed,  Ceromic  Dielectric  (Temperature  Compensating),  Established  & 
Non  Established  Reliability,  Styles  CCR05,  CC05,  CCR09,  &  CC09  (Inactive  Nse 
CCR05  &  CCR09) 

Capacitors,  Fixed,  Mica  Dielectric,  High  Reliability  Style  CMS07. . . . . 

Capacitors,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polarized),  (Stacked  Foil), 
Non-estoblished  Reliability,  And  Established  Reliability  Styles  CU81  (Insulated) 

And  CUR81  (Insulated) 

Capacitors,  Fixed,  Ceromic  Dielectric,  (Temperature  Compensating),  Established  & 
Non  Established  Reliability,  Styles  CCR07  &  CC07 
Copacitors,  Fixed,  Electrolytic  (Aluminum  Oxide),  (Polarized),  Established  Reliability, 
Style  CUR02  (Insulated) 

Capacitors,  Fixed,  Mica  Dielectric,  High  Reliability  Style  CMS03 . . 

Capacitors,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Poforizcd),  Established  Reliability, 
Style  CUR92  (Insulated) 

Copacitors,  Fixed,  Supermetollized  Plastic  Film  Dielectric,  (DC,  AC,  Or  DC  And  AC), 
Hermetically  Seoled  In  Metol  Cases,  Styles  CRH11,  CRH12,  And  CRH13 
(It  is  vk)  led; 

Capacitors,  Fixed,  Metollized  Plastic  Dielectric,  Direct-current,  Hermetically  Seoled, 
Styles,  CHR20,  CHR21,  CHR22,  CHR23,  CHR24,  CHR25 
Capacitors,  Fixed,  Supermetollized  Plastic  Film  Dielectric,  Direct  Current  For  Low 
Energy,  High  Impedance  Applications,  Hermetically  Sealed  In  Metol  Cases,  High 
Reliability 

Capacitors,  Fixed  Metollized  Plastic  Film  Dielectric,  Direct  And  Alternating  Current, 
(Hermetically  Seoled  In  Metol  Cases),  Estoblfsmed  Reliability  Styles  CHROIA  Thru 
CHROIR  (Insulated) 

Capacitors,  Fixed,  Supermetollized  Plastic  Film  Dielectric,  Direct  Current,  For  Low 
Energy,  High  Impedance  Applications,  Hermetically  Sealed  In  Metal  Coses,  High 
Reliability,  Styles  CHS01,  CHS02,  And  CHS03 
Capacitors,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Established  Reliability  Style 
CKR06,  NATO  Type  Designation  NCC62 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MIL-G92/6A 

5910 

ER 

24  Feb 

69 

ER 

EC 

85 

Q 

MII.G92B  (2) 

SUPP  1 

5910 

ER 

13  Dec 

71 

ER 

EC 

85 

MIL-G81/2A 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-G81/3A 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-G81/4B  (1) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-CO'^A 

NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

l 

MIL-G81/6C 

5910 

85 

02  Feb 

76 

85 

Mll-C-19978/20  (3) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

L 

MII.-C.n015/25B 
NOTICE  1 

5910 

85 

27  Feb 

87 

85 

MIL-C-19978/21  (2) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-19978/17  (3) 
NOTICE  1 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

MIL-C-19978/18  (2) 

5910 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 
OOD-G55681/7 

5910 

ER 

18  Nov 

88 

ER 

EC 

85 

NOTICE  1 

DODC-55 681/8 
NOTICE  1 

5910 

ER 

18  Nov 

88 

ER 

EC 

85 

MIL-C-55365/4B 

5910 

ER 

10  Mor 

87 

ER 

EC 

85 

DODG5568I/9 
NOTICE  1 

5910 

ER 

18  Nov 

88 

ER 

EC 

85 

DOD'C-55681/10 

5910 

ER 

18  Nov 

88 

ER 

EC 

85 

DODC-55681/1 1 
NOTICE  1 

5910 

ER 

18  Nov 

88 

ER 

EC 

85 

MIL-C-49464 

5910 

ER 

12  May 

88 

ER 

EC 

85 

NA 

MIL-C-49464/1 

5910 

ER 

12  May 

88 

ER 

EC 

85 

NA 

Q 

MIL-C-19978E  (2) 

5910 

85 

20  Aug 

87 

ER 

EC 

85 

SUPP  1 


L 

MIL-C-11015/29C  (1) 

5910 

85 

17  Jun 

88 

85 

L 

MIL-C-83439/8 

5910 

85 

14  Mar 

84 

85 

Q 

MIL-G23269D  (4) 

SUPP  1 

5910 

EC 

24  Jun 

86 

ER 

EC 

85 

MII-G20/27E 

5910 

85 

12  Aug 

86 

ER 

EC 

85 

MIL-G83421/1A  (3) 

5910 

85 

03  Jun 

83 

ER 

EC 

85 

NA 

MU.-GI8312/3B  (2) 

5910 

EC 

29  Feb 

88 

ER 

EC 

85 

l 

MII-G20/35G  (1) 

5910 

85 

30  Sep 

88 

ER 

EC 

85 

L 

MIL-G87164/4 

5910 

19 

23  Jun 

86 

19 

MII-G39018/5A  (1) 

5910 

EC 

21  Jun 

83 

ER 

EC 

85 

MIL-C-20/37D 

5910 

85 

30  Jun 

88 

ER 

EC 

85 

MII-G39018/9A 

5910 

EC 

14  Sep 

82 

ER 

EC 

85 

l 

MIL-C-87164/5 

5910 

19 

23  Jun 

86 

19 

Mll-C-39018/10 

5910 

EC 

15  Aug 

83 

ER 

EC 

85 

MIL-G83421/2  (2) 

5910 

85 

27  May 

86 

ER 

EC 

85 

NA 

l 

MIL-C-39022/11  (1) 

5910 

ER 

18  Mar 

88 

ER 

MII-G87217  (2) 

5910 

85 

22  Apr 

88 

ER 

EC 

85 

NA 

l 

MII-G39022/9C  (7) 

5910 

85 

17  Mar 

89 

85 

MIL-C-87217/1 

5910 

85 

11  Mar 

85 

ER 

EC 

11 

NA 

MII-G39014/2H 

5910 

ER 

05  May 

88 

ER 

EC 

85 

NA 

125 


ALPHABETICAL  LISTING 


TITLE 

CopocUorj,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression  In  Metal 
Cases 

Capacitors,  Fixed,  Metallized  (Paper.  Paper  Plastic,  Or  Plastic  Film)  Dielectric, 

Direct  Current,  (Hermetically  Sealed  In  Metal  Coses),  Style  CH53 
Capacitors,  Fixed,  Metallized  Plastic  Dielectric,  DC,  In  Nonmetal  Cases,  Established 
Reliability  Styles  CFR12  &  CFR16 

Capacitors,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polarized,  Sintered 
Slug),  85  C  (Voltage  Derated  To  125  C),  Established  Reliability,  Style  CLR75 
Capacitors,  Fixed,  Metallized  Plastic  Dielectric,  Dc,  In  Nonmetal  Cases,  Established 
Reliability  Styles  CFR26  &  CFR27 

Capacitors,  Fixed,  Electrolytic  (Nonsolid  Electrolyte)  Tantalum  (Polarized  Sintered 
Slug  85  Deg  C)  (Volt  Derated  To  125  Deg  C)  Est  Rel  Style  CLR  65  (Inoct  New 
Design  6/23/81  Use  MIL  C  39006/22) 

Capacitors,  Fixed,  Metallized  Plastic  Dielectric,  DC,  In  Nonmetal  Cases,  Established 
Reliability  Style  CFR29 

Capacitors,  Fixed,  Metallized  (Paper,  Paper  Plastic,  Or  Plastic  Film)  Dielectric, 

Direct  Current,  (Hermetically  Sealed  In  Metal  Cases),  Style  CH54 
Capacitors,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantolm,  Polar,  Conformal  Coated, 
Non  Hermetically  Sealed,  Styles  CX02  And  CX12 
Capacitors,  Fixed,  Metallized  (Paper,  Paper  Plastic,  Or  Plastic  Film)  Dielectric, 

Direct  Current,  (Hermetically  Sealed  In  Metal  Cases),  Style  CH72 
Capacitors,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tantalum,  Non-polor, 
Nonhcrmet'cally  Scaled,  Styles  CX07  And  CX17 

Capacitors,  Variable,  Ceramic  Dielectric,  Style  CV42 . . .. . 

Capacitors,  Variable,  Ceramic  Dielectric  General  Specification  for . . . 

Capacitor,  Fixed  Plastic  Dielectric,  DC,  In  Non  Metal  Cases,  Established  Reliability 
Style  CFR15 

Cape,  Man  S,  U.s.  Marine  Corps  Bond  . . . . . . . . . . 

Cape,  Woman  S,  Evening  Dress  (Officer  . . . . 

Capillory  Tube,  Hand-  Drown  Copper,  For  Restrictor  Applications  -  27  June  1986  .... 

Copper  &  Copper-  Alloy  Solor  Hcot  Absorber  Panels  -  27  Jun  1986 . 

Caps  And  Flanges,  Compressed  Gas  Cylinder,  General  Specification  For . . 

Cops,  Blasting,  Special . . . . . . . . . . . 

Caps,  Garrison,  Mens,  Poi/ester  Wool . . . . . 

Caps,  High  Pressure  Air  Volvc . . . . . . . 

Cops,  Operating,  Surgical,  V/omon  S  Adjustable,  Disposable . . . . . 

Caps,  Services  Women  S,  Polyester /wool.  Wool . . . . . . . . 

Caps,  Scrvicci  Women  S,  Polyester/wool,  Wool . . . . . . 

Capstan,  Electric  (For  Shipboard  Use) . . . . . . . 

Capsule  And  Peslle,  Dental  Amalgamator......... . . . . . . . 

Capsule  Assembly,  Telemetry,  ARRT-13  . . . . . . . . . . . . 

Capsule  Gelatin . . . . . 

Capsules  (For  A\cd!cinal  Purposes) . . . . . . . . 

Ccptopril  Tablets  . . . . . . . . . . . . . 

Carbamazcpinc  Tablets, usp  . . . . . . . . . . . . . 

Carbozote, . . . . . . . . . . 

CarbenicilSin  Disodium,  Sterile,  Usp  . . . . . . .. . 

Carbidopa  And  Levodopa  Tablets  . . . . . . . . 

Corbinoxaminc  Moleote,  Pseudoephednne  Hydrochloride,  &  Dextromethorphan 
Hydrobromide  Oral  Solution,  30  Ml 

Corbon  Block . . . . . . . . . . . . . 

Carbon  (Graphite)  Fiber  Tape  &  Sheet,  Epoxy  Resin  Impregnated,  G  210,000 
(1750)  Tensile,  20,000,000  (138)  Modulus,  175  (350)  -  1  Apr  83 

Corbon  (Graphite)  Fiber  Tope  &  Sheet,  Epoxy  Resin  Impregnated  -  1  Apr  83  . 

Carbon  (Graphite)  Fiber  Tope  &  Sheet,  Epoxy  Resin  Impregnated,  G  200,000 
(1380)  Tensile,  18,000,000  (124)  Modulus,  80  (180)  -  1  Apr  83 

Carbon  Block . . . . . . . . . . . . . . . .  . . 

Corbon  Black . . . . . . . . . . . . . . . . . . . . 

Corbon  Black  •  Ash  Content  <  29  Mar  1985................ . . . . . . . . 

Carbon  Block  •  Ph  Volue,  Standard  Test  Methods  For  -  30  Mar  84 . . . . . 

Carbon  Black  Sulfur  Content  -  17  Jul  86  . . . . . . . 

Carbon  Block,  Powdered,  Dry, . . . ,. . . . . . 

Corbon  Dioxide  (C02)  Technical  And  U.s.p, . . . . 

Carbon  Dioxide,  Technicol,  Solid  . . . . . . . . . . . . . . 

Corbon  Fiber,  Epoxy  Pr  . . . . . . . . . . . 

Carbon  Fiber,  Epoxy  Prepreg,  Volatiles  Content  Of  -  27  Aug  76  . . . . ..... 

Corbon  Fiber,  Epoxy  Prepreg  Resin  Flow  Of  *  27  Aug  76........ . .... 

Carbpn  Fiber,  Epoxy  Prepreg,  Gel  Time  Of  -  27  Aug  76........... . ...... 

Corbon  In  Wafer,  Total  &  Organic,  Standard  Test  Method  For  »  4  Feb  1985 . 

Corbon  Microphone  M*15(  (/ur,. . . . . . . . ..... 

Carbon  Monoxide  In  The  Atmosphere  Standard  Test  Method  For  (Continuous 
Measurement  By  Non  Dispersive  Infrared  Spectrometry)  •  18  Aug  78 
Corbon  Removal  Compound,  OrlhodicWorobenzene,  For  Engine  Parts. . . . . . 

Carbon  Removing  Compound  Single  Phase,....,..,.,,.,,...,,...,........ . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-C-83439/9 

5910 

85 

13  Mor 

84 

85 

MII-C-18312/4B  (1) 

59)0 

EC 

29  Feb 

88 

ER 

EC 

85 

MIL-C-55514,8C  (1) 

5910 

85 

12  Jon 

88 

ER 

EC 

85 

t 

Mll-C-39006/26 

5910 

85 

24  Feb 

86 

85 

MllC-5  »514/11  (2) 

5910 

ER 

23  Dec 

87 

MII-C-37U06/9D  (2) 
NOTICE  2 

5910 

EC 

07  Mor 

85 

ER 

EC 

85 

MIL-C-55514/12 

5910 

ER 

02  Jun 

87 

ER 

MU.-C-18312/5B  (1) 

5910 

EC 

29  Feb 

88 

ER 

EC 

85 

MIL-C-49137/2A 

5910 

ER 

14  Mo/ 

79 

ER 

EC 

11 

MIL-C-18312/7B  (1) 

5910 

EC 

29  Feb 

88 

ER 

EC 

85 

L 

MIL-C-49137/7  (1) 

5910 

ER 

28  May 

82 

ER 

Mll-C-81/8 

5910 

85 

10  Dec 

84 

ER 

EC 

85 

Q 

MH.-C-81B  (S) 

SUPP  IB 

5910 

85 

07  May 

86 

ER 

EC 

85 

MIL-C-55514/10B  (1) 

5910 

ER 

26  Feb 

87 

ER 

EC 

85 

L 

MIL-C-28962 

NOTICE  1 

8405 

MC 

23  Oct 

87 

MC 

L 

Mll-C-82125  (1) 
NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

ASTM  8360-86 

4710 

/CS 

07  May 

87 

ME 

CS 

ASTM  8638-86 

4710 

/VO 

07  Moy 

87 

ME 

YD 

99 

MIL-C-17376E 

NOTICE  1 

8120 

ME 

15  Sep 

86 

ME 

SH 

68 

L 

MIL-C-85077 

1375 

AS 

12  Dec 

77 

AS 

L 

MIL-C-24012B 

8405 

MC 

12  Feb 

85 

MC 

Q 

MII-C5500C  (1) 
NOTICE  1 

1650 

71 

15  Moy 

86 

AV 

AS 

99 

Mll-C-37268 

6532 

DM 

11  Mor 

76 

MD  MS 

03 

L 

MIL-C-29453 

8410 

MC 

19  Feb 

88 

MC 

Mll-C-29454 

8410 

MC 

19  Feb 

.88 

MC 

L 

Mll-C- 17944  (2) 

3950 

SH 

25  Jul 

55 

SH 

Mll-C-37360 

6520 

DM 

12  AuB 

76 

MD 

MS 

03 

L 

Mll-C-63183 

NUORAR 

10  Jon 

89 

AR 

NOTICE  1 

U-C-115B 

6505 

/DM 

10  Fob 

58 

MD 

MS 

03 

FED-STD-285A  (2) 

6505 

/DM 

01  Jul 

77 

MD 

MS 

03 

A-A-0053280 

6505 

MB 

22  Oct 

87 

MD 

MS 

03 

A-A-63305A 

6505 

/MB 

25  Jul 

88 

MD  MS 

03 

L 

MIL-C-1S613 

68)0 

AR 

3  Sep 

54 

AR 

MII-C-37325A 

6505 

DM 

20  Sep 

76 

MD 

MS 

03 

l 

MIL-C-37648 

NOTiCE  T 

6505 

MB 

28  Mor 

88 

D  / 

A  A -0053287 

6505 

MB 

09  Nov 

87 

MD 

MS 

03 

L 

Mll-C-85496 

6810 

AS 

06  Oct 

81 

AS 

AMS  3894/10-83 

9330 

AS 

02  Nov 

83 

MR 

AS 

20 

AMS  3894083 

9330 

AS 

02  Nov 

83 

MR 

AS 

20 

AMS  3894/11-83 

9330 

AS 

02  Nov 

83 

MR 

AS 

20 

L 

DOD-C-82656  (2) 

6810 

OS 

15  Nov 

78 

OS 

L 

MIL-C-82665  (1) 

6810 

OS 

15  Nov 

78 

OS 

ASTM  D 1506-85 

6810 

EA 

30  Jon 

86 

EA 

OS 

68 

ASTM  D1512-84 

6810 

EA 

18  Jun 

85 

EA 

OS 

ASTM  D)619 

6310 

EA 

22  Aug 

88 

EA 

MII-C-306C  (1) 

6810 

AR 

24  Nov 

85 

AR 

OS 

68 

BB-C-101B 

6330 

/ME 

15  Apr 

/) 

ME 

SH 

08 

BB-C-1048 

6830 

/ME 

01  Mor 

71 

ME 

SH 

68 

ASTM  03529-76 

9330 

MR 

09  Nov 

79 

MR 

SH 

11 

ASTM  03530-76 

9330 

MR 

09  Nov 

79 

MR 

SH 

11 

ASTM  03531-76 

9330 

MR 

09  Nov 

79 

MR 

SH 

11 

ASTM  03532-76 

9330 

MR 

09  Nov 

79 

MR 

SH 

11 

ASTM  D2579-85 

6810 

EA 

10  Jul 

87 

EA 

L 

MIl-C-6629  (T) 

5965 

85 

27  Feb 

87 

85 

NOTICE  1 

ASTM  03162-78E1 

5810 

EA 

16  Mor 

84 

EA 

68 

L 

MII-C-25107B 

NOTICE  1 

685(1 

20 

30  Jul 

87 

20 

L 

MS-36419 

6850 

EA 

12  Mor 

65 

EA 

126 


ALPHABETICAL  LISTING 


TITLE 

Carbon  Removing  Compound  Orthodichlorobenzene  . . . . . . . . . . 

Carbon  Removing  Compound  (For  Use  In  Agitated  Tank)  . . . . . 

Carbon  Removing  Compound  . . . . . . . . . . 

Carbon  Steel  Sheet  &  Strip,  Hot  Rolled  Drawing  Quality  -  26  Mar  82 . . . . 

Carbon  Steel,  Sheet  &  Strip  Hot  Rolled,  Drawing  Quality,  Special  Killed  -  26  Mar 
82 

Carbon,  Ferritic  Alloy  And  Auttemtic  Alloy  Steel  Tubes,  General  Requirements  For  - 
31  July  87 

Carbon,  Specialized,  &  Alloy  Steel  Pipe,  Standard  Specification  For  General 
Requirements  For  -  27  Jun  19?6 

Carbon,  Technical  (Carbon  Block) . . . . . . . 

Carboy  With  Handle  Plastic  . . . . . . . . . 

Carburizing,  Gaseous  Atmosphere  Process  Fo  R  . . . .... 

Card  8.  Compass  Correction . . . . . . . 

Card  Set,  Guide,  File . . . . . . . 

Card-humidity-indicating  Color  Comparison  . . . . . . . . . . 

Cord,  Aperture . . . . . . . . . . 

Card,  Copy.... . . . . . . . . . . . 

Card,  Guide,  File  And  Card  Set,  Guide,  File . . . 

Card,  Identification,  Plastic............ . . . . 

Card,  Identification . . . . . . . . . . . . 

Card,  Index  . . . . . . . . . . . . . . 

Card,  Index  . . . . . . . . . . . . . 

Card,  Mcgnetlc,  Data  Recording  (7.375  Inch  X  3.25  Inch  Nominal  Size) . . 

Card,  Tabulating,  Earn  . . . . . . . . . . 

Card,  Tabulating . . . . . . . 

Card,  Tank  Range,  8724207 . . . . . 

Cardboard  And  Poper,  Embossing,  Top  . . . . . . . . . . . 

Cardboard  And  Railroad  Board  (Manila  And  Wood) . . . . . . . . 

Cardboard,  Bristol  (Drafting) . . . . . 

Cords  For  Information  Processing,  Specification  For  General  Purpose . 

C  uds,  Charts,  Printed  Forms  And  Printed  Form  Sets . . . . . 

Cargo  In  Fixed  Wing  Aircraft,  Restraint  Of  (Edition  3)  (Rel  To  Other  Than  DOD 
Act  Req  Pr  Appr  Of  CNM  MAT  09821) 

Cargo  Tonk  Cleaning . . . . . 

Carisoprodol  Tablets..... . . . 

Carloading  Bomb  Guidance  Kit  KMU-388/B  (less  Seeker  Assembly)  Fleet  Issue  Unit 
Load 

Ccrloadlng  Bomb  Guidance  Kit  KMU-351A/B  (less  Seeker  Assembly)  Fleet  Issue 
Unit  load 

Carloading  Cartridge,  3  INCH/50  in  Tonk  Mk  5  And  Mods  Domestic  Unit  Load . 

Carloading  Cartridge,  6  INCH/47  In  Cartridge  Tonk  Mk  4  fleet  Issue  Unit  load . 

Carlooding  Fin  Assembly,  Bomb,  Mk  15  And  Mods  (Snakcye)  In  Pallet  Adopter 
ADU-383/E  Fleet  Issue  Unit  load 

Carlooding  Fin  Assembly,  Bomb  For  2000  lb  G.p.  Bomb  Mk  84  In  Crate  Mk  13 
Mod  1  Fleet  Issue  Unit  load 

Carloading  Fin  Assembly,  Bomb  For  1000  lb  Mk  83  Bomb  (Uncrated)  Fleet  Unit 
load 

Carlooding  Guided  Weapon  Mk  5  And  Mods  (Wolleyc)  In  Container  CNU-154  A/e 
Or  CNU-154  B/e 

Carlooding  louncher.  Rocket,  IAU-69/A  Domestic  Unit  load . . . 

Carlooding  Projectile,  16  Inch,  A  P  Mk  8  And  Mods  In  Handling  Bond  Mk  85  Mod 
O  Fleet  Issue  Unit  load 

Corloading  Projectile,  5  INCH/38  Mks  35  Or  49  And  Mods  In  Adopter  A\k  11  And 
Mods  Fleet  Issue  Unit  Load 

Carlooding  Projectile,  8  Inch  Mk  24,  25  And  Mods  In  Adapter  Mk  74  Mod  O  Fleet 
Issue  Unit  load 

Carlooding  Projectile,  8  Inch  Mk  21  And  Mods  In  Adapter  Mk  74  Mod  O  Fleet 
Issue  Unil  load 

Corloading  Propulsion  Section,  (Phoenix)  In  Container  CNU-159/E  Domestic  Unit 
load 

Carloading  Standard  Arm  Missile  AGM-78  In  Container  CNU-183/6  ........................ 

Carpet  And  Rug,  Wool,  Nylon,  Acrylic,  Modacryiic . . . . . . . . . . 

Carpet  And  Rugs . . . . . . . . . . . 

Carpet  Anc  Rugs,  Wool,  Nylon,  Acrylic,  Modacryiic  Polyester,  Polypropylene . . 

Carpet,  Loop,  low  Pile  Height,  High  Density,  Woven  Or  Tufted  With  Attached 
Cushioning 

Carpet,  Nonwoven,  Polypropylene,  Outdoor-indoor  Type  . . . . . 

Carpet,  Squores,  Pile  Surface,  "ile  Type,  With  Or  Without  Attached  Cushion . . 

Carpets  And  Rugs,  Extra  Heavy  Pile  Weight,  Woven,  Tufted  And  Custom  Tufted 
Special  Purpose 

Ccrriogc  Assembly,  Cableway,  Medium  . . . . . . . . . . . 

Carriage  Howitzer,  105  MM,  M2A2  (W/REPAIR  Ports  &  W/O  Equipment  Or 
Accessories) 

Carriage,  Cableway . . . . . . . . 

Carriage,  Pail,.., . . . . . . . . . . . . . 

Carriage,  Pail,  Crm  (Frame,  Kick  Bucket) . . . . . . . 

Carriage,  Pail,  Corrosion  Resisting  Steel . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MS-36420 

6850 

EA 

12  Mor 

65 

EA 

Q 

MIL-C-19853C  (1) 

6850 

AS 

09  Nov 

83 

AS 

11 

Q 

P-C-111D  (2) 

NOTICE  1 

6850 

/MR 

31  Oct 

88 

MR 

AS 

11 

ASTM  A62I/A621M-82 

9515 

MR 

18  Mor 

88 

MR 

11 

NOTICE  2 

ASTM  A622/A622M-82 

9515 

MR 

18  Mar 

88 

MR 

SH 

11 

ASTM  A450/A450M-87A 

4710 

MR 

16  Sep 

87 

MR 

SH 

ASTM  A530/A530M-86A 

4710 

SH 

10  Mor 

87 

ME 

SH 

99 

Mll-C-1 14Q3C 

NOTICE  1 

6810 

EA 

12  Aug 

88 

EA 

OS 

MS-36479 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

l 

Mll-STD-1878 

MFFP 

AT 

26  Apr 

83 

AT 

AN5823 

REV  1 

6610 

AS 

09  Jan 

67 

AV 

AS 

11 

A-A-1802 

7530 

x 

06  Oct 

83 

MS -3398 

6685 

AS 

15  Jul 

69 

ME 

AS 

99 

MIL-C-9877B  (1) 

EDRS 

CR 

15  Aug 

66 

ER 

AS 

16 

MIL-C-9949  (3) 

EDRS 

CR 

03  Oct 

66 

CR 

AS 

UU-C-95B  (1) 

7530 

*/• 

20  Sep 

73 

MIL-C-37580 

7530 

DM 

16  Sep 

76 

MD 

MS 

03 

A-A-53575 

7530 

/MB 

29  Jul 

88 

MD 

MS 

03 

UU-C-128F 

7530 

% 

06  Jan 

69 

A-A-1611 

7530 

X 

17  Apr 

SI 

W-C-001851  (2) 

7430 

t 

30  Nov 

77 

A-A-887A 

7530 

t 

17  Mor 

81 

G-C-116F  (2) 

7530 

*84 

12  Sep 

75 

GL 

99 

l 

MIL-C-45663A 

1220 

AR 

20  Feb 

64 

AR 

MIL-C-43397B 

9310 

Gl 

24  Aug 

76 

Gl 

SA 

99 

UU-C-201G 

9310 

% 

30  Nov 

72 

UU-C-190B  (1) 

9310 

*GL 

21  Mor 

79 

Gl 

SA 

99 

ANSI  X3.ll.69 

IPSC 

02 

01  Ocl 

69 

AD 

OM 

02 

MS-16910 

7530 

SA 

20  Apr 

59 

SA 

NAT-STD-3400  (1) 

ISDF 

06 

20  Dec 

85 

l 

MIL-HDBK  291 

5430 

SH 

26  Sep 

86 

SH 

A-A-30O22 

6505 

/DP 

28  Oct 

81 

MD 

MS 

03 

l 

MlL-STD-1325/162 

8140 

OS 

27  Mar 

73 

l 

MlL-STD-1325/163 

8140 

OS 

27  Mor 

73 

l 

Mll-STD-1325/152 

8140 

OS 

17  Jul 

73 

OS 

L 

MIL-STD-1325/165 

8140 

OS 

17  Jul 

73 

OS 

L 

MIL-STD-1325/166 

8140 

OS 

17  Jul 

73 

OS 

l 

Mll-STD-1325/167 

8140 

OS 

o 

£ 

o 

-< 

73 

OS 

l 

Mll-STD-1325/156 

8140 

05 

19  Sep 

72 

OS 

l 

Mll-STD-1325/149 
NOTICE  1 

8140 

OS 

23  Feb 

89 

OS 

L 

MlL-STD-1325/158 

8140 

OS 

09  Jon 

73 

OS 

l 

MIL-STD- 1325/92 

8140 

OS 

17  Jul 

73 

OS 

L 

MIL-STD-1325/13 

8140 

OS 

27  Mor 

73 

OS 

l 

Mll-STD-1325/80 

8140 

OS 

17  Jul 

73 

OS 

L 

Mll-STO-1325/81 

8140 

OS 

17  Jul 

73 

OS 

L 

MIL-STD-1325/161 

8140 

OS 

10  Apr 

73 

OS 

l 

MIL-STD-1325/160 

8140 

OS 

19  Dec 

72 

OS 

DDD-C-95 

INT  AMD  (2) 

7220 

*Gl 

16  Apr 

65 

Gl 

TO 

99 

FED-STD-265 

7220 

t 

28  Jun 

68 

DDD-C-O095A 

7220 

t 

15  Mor 

72 

DDD-C-001559  (1) 

7220 

t 

09  Jul 

70 

DDD-C-001173  (1) 

7220 

X 

09  Jul 

70 

DDD-C-001799 

7220 

X 

20  Dec 

72 

DDD-C-001630 

7220 

X 

20  Aug 

73 

l 

MII-C-52323A 

5420 

ME 

03  Feb 

75 

ME 

MIL-C-2015B 

INT  AMD  1  (AR) 

1015 

AR 

18  Sep 

58 

AR 

MC 

L 

MII-C-52828A 

5420 

ME 

24  Nov 

81 

ME 

GG-C-00126D 

6530 

/DM 

28  Apr 

70 

MD 

MS 

03 

GG  C-126A  (1) 

6530 

/DM 

10  Ocl 

52 

MD  MS 

03 

A-A-50840 

6530 

/DM 

27  Jul 

82 

MD 

MS 

03 
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ALPHABETICAL  LISTING 


TITLE 

Corrloge,  155MM  Howitzer,  M39  . . . . . . . . . . . . 

Carrier  And  Cantcen/coilopiible,  5-QUART  Capacity,,... . . . . . . . 

Carrier  Assembly  . . . . . .  . . . . . . . 

Carrier  Canteen,  Collapsible,  5-QUART  Capacity . . . . . . . . 

Carrier  Telegraph  Terminal  Equipment  AN/UCC-1C(V)  . . . . . 

Carrier  Tool  . . . . . . . . . . . . . 

Carrier,  (Us),  Field  Protective  Mask,  Abe  M13A1  (Ca)  Carrier,  NBCW  Protective 
Mask,  M14  (C1A1)  Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By 
Hq  Darcom  (Drcird) 

Carrier,  AN/PRC-68  Or  AN/PRC-68A,  Radio  Set . . . 

Carrier,  Air  Defense  Missile  System,  M975  . . . . . . . . 

Carrier,  Aircraft  Chemical  Biological  Mask,  ABC-M17  . . . . . . 

Carrier,  Amofyam  (Dental). . . . . . . . . 

Carrier,  Amo1  jam  (Oental) . . . . . . . . . . . . . 

Carrier,  Amalgam . . . . . . . . . . . . . 

Carrier,  Ammunition,  Full  Tracked;  22  Ton,  155  MM,  M992  . . .... 

Carrier,  Armored,  Full  Tracked,  M901  Tow  Vehicle  (Less  Tow  Weapon)  &  M981 
FISTV,  Processing  For  Storage  &  Shipment  Of 
Carrier,  Armored,  Full  Tracked,  M113A2,  M106A2,  M125A2,  &  M577A2,  & 

Chassis,  Weapon,  Full  Tracked,  M741A1,  And  M901 

Carrier,  Body  Armor,  Aircrewmon,  Small  Arms  Protective  . . . . . 

Carrier,  Bronchoscopic  Sponge  (Jackson  Extra  Heavy)  . . . . . 

Carrier,  Cargo  &  Passenger,  Full  Tracked,  All-terrain,  Gasoline  Engine  Driven, 
Commercial 

Corrier,  Cargo,  Arctic  Trackloying,  Cargo  And  Passenger,  Over-fhe-snow  Type.......... 

Carrier,  Cargo,  Amphibious,  M116A1  . . . . . . 

Carrier,  Cargo,  1  1/2  Ton,  M973  Small  Unit  Support  Vehicle  (SUSV)  . . . . 

Carrier,  Cargo,  Trocked,  1-1/2  Ton,  M973  . . . . . . 

Carrier,  Cargo,  Full  Tracked,  M548,  Processing  For  Storage  &  Shipment  Of.. . . 

Carrier,  Cargo,  Tracked,  22-TON,  Ammunition  Medium,  M992,  Processing  For 
Storage  &  Shipment  Of 

Car'er,  Chemical  Biological  Mask,  Field,  M15A1 . . . . . . . 

Carrier,  Chemical  Biologicol  Mask,  ABC-M13A1  . . . . . . . . . 

Carrier,  Club,  Policeman  S,  Cotton  Webbing,  White . 

Corrier,  Club,  Policeman  S,  Cotton  Webbing,  Olive  Drob  W/double  Hooks . 

Carrier,  Command  Post,  light  Tracked,  M577A2 . 

Carrier,  Command  Post,  Light  Tracked,  M577  And  M577A1,  Processing  For  Storage 
And  Shipment  Of 

Corrier,  Electronic  Warfare  System,  Full  Tracked,  M1015A1  . . . . 

Carrier,  Field  Protective  Mask,  Mil . . . . . - 

Carrier,  Field  Protective  Mask,  M15 . . . . . 

Carrier,  Full  Trocked,  M548A1  &  M730A1 . . . . . . . . 

Carrier,  Guided  Missile  Equipment:  M730A1 . . . . . 

Corrier,  Guided  Missile  Equipment,  M730  And  M730A1  Processing  For  Sloroge  And 
Shipment  Of 

Carrier,  Guided  Missile  Equipment:  M667 . . . . . . . 

Carrier,  Guided  Missile  Equipment,  XM667,  Processing  For  Storage  &  Shipment  Of.. 

Carrier,  Guided  Missile  Equipment:  M730A1E1 . . . . . 

Ccrrier,  Guided  Missile  Equipment,  XM730 . 

Carrier,  Hospital  Protector  Headpiece,  M12 . . . . . . . 

Carrier,  Intrenching  Tool,  Hond,  Folding,  Lightweight,  Plastic,  LC-1  . . . . 

Carrier,  Personnel,  Full  Trocked,  Armored,  Fire  Support,  M98) . . . 

Ccrrier,  Personnel,  Full  Tracked,  Armored,  M113A1/2  &  Carrier,  Command  Post, 
Light  Tracked,  M577A1/2  (Release  To  Other  Than  DOD  Activities  Requires  Prior 
Approval  Of  DARCOM,  DRCDE-1)  (Edition  No,  2)  (ABCA  151) 

Carrier,  Personnel,  Full  Trocked,  Armored  Ml  13  And  M113A1,  And  Mortors,  Self 
Propelled,  107MM,  M106  And  M106A1,  And  81  MM,  M125A1,  Processing  For 
Storage  And  Shipment  Of 

Corrier,  Personnel,  Full  Trocked  •  Armored,  M113A2 . . . . . 

Carrier,  Personnel,  Full  Tracked  •  Armored,  M113A2/EFT . . . . 

Corrier,  Personnel,  Full  Trocked  *  Armored,  M113A2E1  . . . . . . 

Corrier,  Personnel,  Full  Trocked,  Armored,  Ml  13  (Inactive  No  S/s  ()  See  Mil-std 
962  For  Status 

Corrier,  Pistol  Holst*  r,  Cotton,  Duck,  White  (MP) . . . . . . . . 

Carrier,  Policemans  Club,  &  Grommet  . . . . . . . . . 

Carrier,  Safety  Bottle.... . . . . . . . . . . . 

Carrier,  Smoke  Generator,  Full  Trocked,  Armored,  Ml 059  ........................................ 

Carrier,  Storage  Bottery,  Hand  . . . . . . . . . . 

Corrier,  Suture  Wire  (Rush) . . . . . . . . . . 

Corrier,  Sword  Scabbard . . . . . . . . . 

Corrier,  Timber,  Handled  . . . . . . . . . . . 

Corrier,  Trocked,  Sigint/EW  M1015/M1015A1 . . . . . 

Corrier,  Tramway  Or  Cableway . . . . . . . . . 

Corrier,  Water  Canteen,  Cold  Weather,  CRS.... . . . . . . 

Carrier,  107  MM  Mortar,  M106A2  . . . . . . . . . . 

Corrier,  81  MM  Mortar,  M125A2  . . . . . . . . . . 
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L 

MIL-C-45987A  (1) 
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AR 
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AR 

MIL-C-44218 
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Gt 
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86 

GL 

l 

MIL-C-51475 
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EA 
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87 

EA 
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GL 
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86 
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l 

MII-C-23361C  (1) 
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70 

EC 

GGG-C-1520 
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69 
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78 

L 

MIL-C-44083A 
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GL 

25  Apr 

85 

GL 

NU  99 

Mll-C-63398 

2350 

AR 

25  Jan 

80 

AR 

L 

MIL-C-51108A  (1) 

4240 

EA 
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86 

EA 

U-C-125 

6520 

/DM 

15  May 

54 

MD 

MS  03 

U-C-00125B 

6520 

/DM 

23  Apr 

68 

MD 

MS  03 

A-A-0051720 

6520 

/MB 

17  Nov 

86 

MD 

MS  03 

L 

MS-52263A 

2350 

AT 

10  Dec 

86 

AT 

L 

MIL-C-62327A 

PACK 

AT 

15  Mar 

85 

AT 

L 

MIL-C-62310A 

2320 

AT 

21  Sep 

82 

AT 

L 

MII-C-43544A 

8470 

GL 

15  Aug 

85 

GL 

A-A-53658 

6515 

MB 

24  Aug 

88 

MD 

MS  03 

L 

MII-C-62326B 

2350 

AT 

02  Mar 

88 

AT 

YD 

MIL-C-26339C 

2320 

84 

08  Dec 

82 

AT 

YD  99 

MS-52240 

2350 

AT 

26  Aug 

85 

AT 

L 

MIL-C-62467 

2320 

AT 

30  Jun 

83 

AT 

MS-52214 

2350 

AT 

18  Feb 

86 

AT 

L 

MIL-C-62015E  (3) 

PACK 

AT 

03  Apr 

84 

AT 

MIL-C-62533 

PACK 

AT 

07  Nov 

86 

AT 

L 

MII-C-51285C  (3) 

4240 

EA 

06  Oct 

88 

EA 

L 

MIL-C-51179B  (1) 

4240 

EA 

10  Jul 

86 

EA 

l 

MIL-C-17841B  (2) 

8465 

MC 

23  Oct 

87 

MC 

NOTICE  1 

L 

MIL-C-20267C 

8465 

MC 

25  Jun 

87 

MC 

NOTICE  1 

L 

MS-52198 

2350 

AT 

03  Jul 

85 

AT 

L 

MIL-C-46746D  (3) 

PACK 

AT 

01  May 

86 

AT 

L 

Mll-C-62500  (2) 

2350 

AT 

24  Jan 

89 

AT 

L 

MIL-C-11263B  (1) 

4240 

EA 

17  Jul 

86 

EA 

MIL-C-50062D 

4240 

EA 

26  Aug 

86 

EA 

MC 

NOTICE  1 

L 

MIL-C-62013C  (3) 

2320 

AT 

30  Jul 

86 

AT 

L 

MS-52233 

1450 

AT 

26  Aug 

85 

AT 

L 

MII-C-62053D 

PACK 

AT 

15  May 

85 

AT 

MS-52241 

1450 

AT 

26  Aug 

■•35 

AT 

L 

MII-C-62084B  (1) 

PACK 

AT 

28  Jon 

83 

AT 

L 

MS-52234 

1450 

AT 

26  Aug 

85 

AT 

L 

MIL-C-62092  (1) 

2320 

AT 

08  May 

69 

AT 

L 

MIL-C-14041B  (4) 

4240 

EA 

20  May 

87 

EA 

MIL-C-43831B 

8465 

GL 

26  Feb 

88 

GL 

NU  99 

L 

MS-52255 

2350 

AT 

13  Jan 

86 

AT 
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ISDA 

AM 

12  Mar 

82 

i 

MIL-C-45360E  (5) 

PACK 

AT 
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86 

AT 

i 

MS-52205 

2350 

AT 
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85 

AT 

i 

MS-52201 

2350 

AT 

03  Jul 

85 

AT 

i 

MS-52259 

2350 

AT 

13  Jon 

86 

AT 

i 

MS-500033C 

2320 

AT 

16  Feb 

88 

AT 

MII-C-17864C 

NOTICE  1 

8465 

MC 

23  Oel 

87 

Gt 

MC 

MIL-C-1933G 

8465 

Gt 

27  Dec 

78 

Gt 

99 

MS-36410 

6640 

EA 

30  Jun 

83 

EA 

MS 

99 

MS-52264 

2350 

AT 

'8  Feb 

86 

AT 
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Gt 
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99 

i 

MS-52256 

2350 

AT 
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L 
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l 
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AT 

l 

MS-52200 

2350 

AT 
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85 

AT 
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ALPHABETICAL  LISTING 


TITLE 


Carriers,  Storage  Battery,  Hand. . . . . . . . . . . 

Carrot,  Dehydrated,  Compressed,  Diced  Or  Shredded . . . . 

Carrots,  Fresh,  Ready-to  use. . . . . . . . . . . 

Carrots,  Glazed,  Thermostobitized,  Tray  Pock  . . . . . . 

Corrots,  Glazed,  Powder  (For  Oral  Liquid  Feeding) . . . . . 

C-irrot*.  Glozfd,  Thermostobilized,  Troy  Poe',  . . . . . . . 

Carrots,  Sliced,  Thermostobilized,  Tray  Pack  . . . . . . 

Carrots,  Sliced,  Thermostabilized,  Tray  Pack  . . . . . . . . . . 

Carry  Barrels,  Plastic  . . . . . . . . . . . 

Carrying  Case  Assemblies,  inflatable  Life  Raft  . . . . . . . . 

Carrying  Case,  Intermediate,  T4014A  Final  Assembly  Test  Set . 

Carrying  Case,  Test  Set,  Soil  Trafficability . . . . . . . 

Cart,  Cardiac  Resuscitation  Kit . . . . . . . . . . . 

Cart,  Clinical  Chert  Holder  (Mobile).......... . . . . . . . . . » 

Cart,  Clinical  Chart  Holder . . . . . . . . . . 

Cart,  Concrete  . . . . . . . . . . 

Cart,  Corrosion  Control,  Jet  Engine . . . . 

Cart,  Dental  Assistant,  Mobile  . . . . . . . . . . 

Cart,  General  Hauling  . . . . . . . . . . . . 

Cart,  Medicine  . . . . 

Cart,  Medicine  . . . . . . . . . . . . . . . 

Cart,  Orthooedic  Bed . . . . . . . . . . . . . 

Cart,  Plaster  Cast  Materials . . . . . . . . . . . . 

Cart,  Test  Equipment . . . . . . . . . . . . . . . 

Cartographic  Section,  Topographic  Mapping  Set,  Truck  Mounted,  Packaging  Of . 

Carton,  Egg  . . . . . . . . 

Carton,  Egg  . . . . . . . . . 

Cortride  Brass  Sheet,  Strip,  Plate,  Bar,  Anddisks  (Blanks)  •  31  Jon  1986  . 

Cartridge  Actuated  Devices/propelfant  Actuated  Devices  Genera1!  Design 
Specification  For 

Cartridge  Assembly,  12GAGE  Loading,  Assembling  And  Pocking . . . . . 

Cartridge  Assembly,  For  M74  Warhead  Section . . . . . . . . . . . . 

Cartridge  Assembly  And  Instructor  S  Control  Panel  Assembly  Nike  Hercules  Trainer 
M-74 

Cartridge  Case  Loading  Assembly,  Ml  18  Lgoding,  Assembling  And  Packing  . . 

Cartridge  Case  loading  Assembly,  XM195  Loading,  Assembling  &  Packing.... . 

Cartridge  Cose,  Steel,  3  Inch  Mark  9  All  Mods  (50  Caliber) . . 

Cartridge  Case,  Base  Plug  &  Disc  40MM,  XM199E1 . . . . . 

Cartridge  Case,  Steel,  5  Inch,  Mark  10  All  Mods  (38  Caliber) . . . 

Cartridge  Cose,  20MM,  Empty,  Primed  . . . . . 

Cartridge  Cose,  Steel,  5  Inch,  Mark  9  All  Mods  (54  Caliber),..... . . . 

Cartridge  Cose,  Steel,  20  Millimeter  MK  5  And  Mods  (For  20  MM  A/C  Guns)  . . 

Cartridge  Cose,  Brass  8-INCH  Mark  1  Mod  3  (55  Coliber) . . . 

Cartridge  Cose,  Steel,  40  Millimeter,  MK  3  Mod  O . . . 

Cartridge  Cases,  Steel  (Other  Than  Small  Arms),  General  Specification  far......... . 

Cartridge  Cases,  Brass  5-INCH  (38  Coliber) . . . . . 

Cartridge  Delay,  CCIM7/B,  CCLM8/B,  CCU-19/B,  Assembly . . . 

Cartridge  Extraction  Assembly,  Sample  Processor  . . . . . 

Cartridge  Extroction  Assembly,  Sample  Processor  . . . . . . . . 

Cartridge  For  Cartridge  Actuated/propellant  Actuated  Devices,  General  Design 
Specification  For 

Cartridge  Kit,  Parachute  Ejection  MIIM4/B  And  Cartridge  Kit,  Parochute  Ejection 
MLU05/B 

Cartridge  22MM,  Sub  Coliber  Practice  M744,  M745,  M746,  M747  Loading, 
Assembling  And  Pocking 

CAR7RIDGE-81MM,  He,  M374  looding.  Assembling  And  Packing....... . . . 

Cartridge,  (Standard),  Martin-baker  MK5,  Ejection  Seat . 

Cartridge,  Absorbent,  M2 . . . . . . . . . . . 

Cartridge,  Aircraft  Ejection  Scat,  Catapult,  M28A1  Assembly . . . . 

Cartridge,  Aircraft  Ejection  Seot,  Catapult,  M30A1 . . . . . . . . 

Cartridge,  Aircraft  Ejection  Seat,  Cotopult,  M36  . . . . . . . 

Cartridge,  Boll,  Caliber,  .45,  M1911  . . . . . . . ....... 

Cartridge,  Blank  Coliber  .50,  M1A1 . . . . . . . . 

Cartridge,  Blank,  line-throwing  Coliber  .45,  M32 . . . . 

Cartridge,  Bomb  Ejection  MLU-ll/C  And  Cartridge  Kit,  Bomb  Ejection  MUM2/C.... 

Cartridge,  Bomb  Ejection  CCU-9/B  . . . . . . . . . . 

Cartridge,  Bomb  Ejection  CCIM0/B. . . . . . . . 

Cartridge,  Bomb  Ejection  CCU-l/B  . . . . . . 

Cartridge,  Caliber  .38,  Special,  Boll,  PGU02/G. . . . . . . . . 

Cartridge,  Caliber  .50.  Reference . . . . . . . . . 

Cartridge,  Coliber  .30,  Boll,  M2  ...... . . . . . . . 

Cartridge,  Caliber  .45,  Ball,  M1911,  Match  Grade  . . . . . . . 
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5120 
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83 

GL 

SA  50 

HHH-V-1867/2 

8915 

*GL 

10  Jul 

74 

CL 

SA  50 

MIL-C-44268A 

8940 

GL 

10  Jon 

89 

GL 

SA  50 

L 

Mll-C-44171 

8940 

GL 

30  Jun 

85 

HHH.C-002134A 

8940 

GL 

26  Sep 

85 

MH.-C-44262A 

8915 

Gl 

05  Jon 

89 

GL 

SA  50 

JJJ-V-002173A 

8915 

/CL 

08  Jul 

85 

GL 

A-A-317 

7240 

* 

20  Sep 

79 

l 

Mll-C-85361 

NOTICE  1 

4220 

AS 

06  Nov 

87 

AS 

L 

MIL-C-48823 

1135 

AR 

09  Jun 

75 

AR 

L 

MIL-C-43011A 

6635 

ME 

10  Jon 

78 

ME 

AA-53003 

6530 

MB 

26  Jun 

87 

MD 

MS  03 

GG-C-129 

6530 

/DM 

20  Aug 

56 

MD 

MS  03 

GG-C-00129A  (1) 

6530 

• 

16  Jun 

72 

MD 

MS  03 

L 

MIL-C-18795F 

3895 

YD 

18  Sep 

86 

YD 

L 

MIL-C-81707 

4920 

AS 

28  Nov 

68 

AS 

MILC-42008 

6520 

/MB 

04  Sep 

86 

MD 

MS  03 

MIL-C.1I73E 

3920 

ME 

11  Jun 

76 

ME 

SA  99 

A‘A-51759 

6530 

/MB 

30  Jan 

87 

MD 

MS  03 

A-A-51293 

6530 

/MB 

12  Dec 

85 

MD 

MS  03 

MIL-C-36204 

6530 

DM 

28  Jon 

65 

MD 

MS  03 

A-A-53107 

6530 

MB 

31  Aug 

87 

MD 

MS  03 

L 

MIL-C-81532 

4920 

AS 

17  May 

67 

AS 

l 

MIL-C-52668 

6675 

ME 

06  Nov 

69 

ME 

UUC-225A  (2) 

8115 

% 

12  Dec 

75 

A-A-689 

8115 

J 

01  Od 

79 

ASTM  B19-86 

9535 

MR 

07  Moy 

86 

MR 

SH 

MIL-C-83124 

1377 

OS 

30  Od 

69 

AR 

OS 

L 

MILC-64031 

1345 

AR 

20  Od 

86 

AR 

L 

MIL-C-48814 

NOTICE  1 

1135 

AR 

06  Apr 

87 

AR 

L 

MIL-C-48832 

NOTICE  1 

1135 

AR 

08  Apr 

87 

AR 

l 

MII-G63I33  (1) 

1310 

AR 

17  Apr 

78 

AR 

L 

MII-C-60452A  (1) 
NOTICE  1 

1310 

AR 

15  Nov 

74 

AR 

L 

Mll-C-18757/2  (1) 

1315 

OS 

15  Moy 

75 

OS 

L 

MIL-C-60631A 

NOTICE  1 

1310 

AR 

03  Mor 

69 

AR 

L 

Mll-C-18757/3  (2) 

1320 

OS 

10  Feb 

76 

OS 

L 

Mll-C-70552 

1305 

AR 

05  Feb 

86 

AR 

l 

MII-C-18757/4A  (1) 

1320 

OS 

09  Jun 

87 

OS 

L 

MII-C-18759B 

1305 

AS 

19  Jun 

68 

AS 

L 

Mll-C- 18760 

1320 

OS 

29  Jun 

55 

OS 

L 

Mll-C-18757/1 

1310 

OS 

29  Od 

84 

OS 

l 

MIL-C-18757C  (1) 

•1310 

OS 

29  Od 

84 

OS 

L 

MIL-C-18821 

1320 

OS 

29  Jun 

55 

OS 

L 

MIL-C-50765  (1) 

1377 

OS 

16  Od 

86 

OS 

A-A-0051811 

6630 

/MB 

04  Feb 

87 

MD 

MS  03 

A-A-51811A 

6630 

MB 

19  Aug 

87 

MD 

MS  03 

MII-C83125 

1377 

OS 

10  Mor 

69 

AR 

OS 

l 

MII-C-27556A 

NOTICE  1 

1377 

70 

28  Mor 

86 

99 

L 

MII.C.63112B  (1) 

1315 

AR 

21  Dec 

88 

AR 

L 

MU.-C-46995C  (2) 

1315 

AR 

03  Nov 

81 

AR 

L 

Mll-C-22016  (3) 
NOTICE  1 

1377 

AS 

15  Apr 

87 

AS 

L 

MIL-C-12280A 

44GP 

EA 

29  Dec 

55 

EA 

L 

MII.-C-46271A  (1) 

1377 

OS 

14  Od 

86 

OS 

L 

Mll-C-46237  (1) 

1377 

OS 

14  Od 

86 

OS 

L 

MII-C-46241A  (1) 

1377 

OS 

14  Od 

86 

OS 

MIL-C-131  IE  (2) 

1305 

AR 

16  Apr 

86 

AR 

99 

t 

MII-C-4&623  U) 
NOTICE  1 

1305 

AR 

02  Nov 

88 

AR 

MII-C-12779C 

NOTICE  1 

1305 

AR 

21  Moy 

87 

AR 

OS  99 

l 

MIL-C-27029A  (1) 
NOTICE  1 

1377 

70 

26  0c! 

88 

99 

L 

MIL-C-38972 

1377 

18 

01  Jun 

70 

18 

l 

MIL-C-38973 

1377 

18 

26  Jun 

70 

18 

l 

MIL-C-38979A 

NOTICE  1 

1377 

70 

21  Feb 

86 

99 

L 

MIL'C-48551  (2) 

1305 

AR 

10  Jul 

88 

AR 

L 

MII-C-14858A  (1) 

1305 

AR 

10  Od 

86 

AR 

L 

MIUM313F  (1) 

1305 

AR 

07  Feb 

73 

AR 

L 

Mll.C-464828  (2) 

1305 

AR 

16  Apr 

86 

AR 

120 


ALPHABETICAL  LISTING 


TITLE 

Cortridgc,  Caliber  .50,ARMOR  Piercing  Incendiary,  M8,  And  Armor  Piercing 
Incendiary  Tracer,  M20 

Cartridge,  Caliber  ,38,  Special,  8oll,  M41A1 . . . . . . . 

Cartridge,  Caliber  .45,  Tracer,  M26 . . . . . . . 

Cartridge,  Caliber  .45  Reference  . . . . . . 

Cartridge,  Caliber  .30,  Trocer,  M25 . . . . . . 

Cartridge,  Caliber  .30,  Ball,  M2  Overheard  fire  Application . . . . 

Cartridge,  Caliber  .50,  Tracer,  M 17 . . . . . . . . . 

Cartridge,  Caliber  .50  Spotter-tracer,  M48A1  . . . . . . . . . . . 

Cartridge,  Caliber  .30,  Carbine,  Test,  High  Pressure,  M18 . . . . 

Cartridge,  Caliber  .50,  Spotter  Tracer,  M48A2  . . . . . . . 

Cartridge,  Caliber  .50,  Boll,  M33 . . . . . . . . . . 

Cartridge,  Caliber  .50,  Slap  (Saboted  Light  Armor  Penetrotor)  -  XM903 . . 

Cartridge,  Caliber  .30,  Carbine,  Ball,  Mi  . . . . 

Cartridge,  Caliber  .30,  Match,  M72 . . . . . . . . . . . 

Cartridge,  Caliber  .30  Carbine.  Reference  . . . . . . . 

Cartridge,  Caliber  .45,  Blank,  M9 . . . . . . . . 

Cartridge,  Caliber  .22,  long  Rifle,  Trccer,  M861  . . . . . . . . . 

Cartridge,  Caliber  .30,  Reference . . . . . . . . . . 

Cartridge,  Caliber  .50,  Test,  High  Pressure,  Ml . . . 

Cartridge,  Caliber  .45,  Test,  High  Pressure,  Ml . . . . 

Cartridge,  Caliber  .50,  Ball,  Plastic  Practice:  M858  . . . . . 

Cartridge,  Caliber  .50,  Tracer,  Plastic  Practice:  M860  . . . . . . . . 

Cartridge,  Colibcr  .30,  Test,  High  Pressure,  Ml . . 

Cartridge,  Caliber  .50,  Test,  High  Pressure,  T251 . . . . . . . 

Cartridge,  Caliber  .50,  Practice,  T249E2  . . . . . 

Cartridge,  Carbon  Dioxide,  Inflotable  life  Preserver  Use . . . . . 

Cartridge,  Co  Planar,  Magnetic,  Type  CPU  (Compact  Cassette),  Audio  Visual  Use  Of 

Cartridge,  Commercial . . . . . . . . . . . . . . ...» 

Cartridge,  Corrosion  Inhibitor  Drain . . . . 

Cartridge,  Delay,  XM86,  Assembly . . . . . . . 

Cartridge,  Delay.  M8 7,  Assembly . . . . . . . . . 

Cartridge,  Delay,  XM231,  Assembly,,,.......,.,.. . . . . . 

Cartridge,  Delay,  Mark  87  Mod  0  .  . . . . . . . . 

Cartridge,  Delay,  Mark  35  Mod  0 . . . . . . . . . . . . 

Cartridge,  Delay,  M293  . . . . . . . . . . . . . . 

Cartridge,  Delay,  Mk  31  Mod  0... . . . . . . . 

Cartridge,  Delay,  Mark  101  Mod  0 . . . . . . . 

Cartridge,  Delay,  Mork  36  Mod  0 . . . . . . . . . . . 

Cartridge,  Delay,  Mark  4  Mod  2,  Mark  5  Mod  2  And  Mark  6  Mod  2 . . . 

Cartridge,  Delay,  Mark  3  Mod  0  And  Mork  86  Mod  0  . . . . 

Cartridge,  Delay  CCU-4/A . . . 

Cartridge,  Dcloy,  Mark  136  Mod  0 . . . . . . . 

Cartridge,  Delay,  Mork  141  Mod  0  . . . . . . . . . . . . . . 

Cartridge,  Delay,  Mork  76  Mod  0 . . . . . . . . . . 

Cortridgc,  Deloy,  Mork  142  Mod  0 . . . . . . . . . . 

Cartridge,  Delay,  M84,  Assembly . . . . . . . 

Cartridge,  Delay,  M128  Assembly  . . . . . . . . . . . 

Cartridge,  Delay,  M70,  Assembly... . . . . . . . 

Cartridge,  Delay  M1748  Assembly  (Inactive  For  New  Design)....... . . . 

Cartridge,  Delay,  M175  Assembly  . . . . . . . . . . . 

Cartridge,  Delay,  M90  Assembly . . . . . . . . . 

Cartridge,  Delay,  XM271,  Assembly, . . . . . . . . . . 

Cartridge,  Deloy  M84,  Assembly  (Inactive  For  New  Design) . . . . . . 

Cartridge,  m«  54  Assvmb*/  ..  .  . . . . 

Cartridge,  Deloy,  20  Second  Delay,  XM252  Ports  loading.  Assembling  And  Packing 

Cartridge,  Desiccant . . . . . . . . . . . . . 

Cartridge,  Dummy  (For  Small  Arms)......., . . . . . . . . . 

Cartridge,  Dummy,  5.56  Mm  Inert  Loaded,  M857  . . . . . 

Cartridge,  Dumper  Valve,  Mark  22  Mod  0. . . . . . . 

Cartridge,  Engine-starling  (Engine  Cold-starting  Aid),............,. . . 

Cartridge,  Engine  Starter  MXU-4A/A. . . . . . . . . . 

Cartridge,  Engine  Starting  (Engine  Cold  Starting  *id) . . . . . . . 

Cartridge,  Fuzeless,  25MM,  High  Explosive  Incendiary  Tracer,  (HEI-T),  M792 . . . 

Cartridge,  Gcs  Pressure,  For  Pressurizing  Dry  Chemical  Fire  Extinguishers..,.,, . 

Cartridge,  Gas  Purifier,  Extremely  Low  Dewpoint,  Type  MA&2 . . . 

Cartridge,  Grease,  14  Ounce  (For  Cartridge-type  Grease  Gun)  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-3066B 

1305 

AR 

28  Feb 

69 

AR 

99 

L 

MIL-C-46409C  (1) 

1305 

AR 

15  May 

86 

AR 

l 

MIL-C-13148  (1) 

1305 

AR 

16  Apr 

86 

AR 

L 

MIL-C-60808A 

1305 

AR 

10  Apr 

87 

AR 

l 

MIL-C-1317E  (1) 
NOTICE  1 

1305 

AR 

13  Mcr 

86 

AR 

L 

MIL-C-60832 

1305 

AR 

04  Oct 

67 

AR 

NOTICE  1 

MIL-C-1318B  (1) 

1305 

AR 

04  Oct 

85 

AR 

70 

L 

MIL-C-46396A  (3) 
NOTICE  1 

1305 

AR 

21  May 

87 

AR 

l 

MIL-C-743A 

NOTICE  1 

1305 

AR 

21  May 

87 

AR 

L 

MIL-C-60813  (2) 

1305 

AR 

08  Jun 

67 

AR 

MIL-C-10I90D  (1) 

1305 

AR 

04  Oct 

85 

AR 

99 

MiL-C-70663 

1305 

AR 

25  Apr 

88 

AR 

L 

MIL-C-3369C  (1) 
NOTICE  ) 

1305 

AR 

13  Mar 

86 

AR 

L 

MIL-C-46680B 

1305 

AR 

18  Mar 

86 

AR 

L 

MIL-C-50610 

1305 

AR 

28  Oct 

70 

AR 

L 

MIL-C-46937B  (3) 

1305 

AR 

16  Apr 

86 

AR 

L 

DOD-C-63537A 

1305 

AR 

18  Jul 

84 

AR 

L 

MIL-C-60272  (2) 
NOTICE  1 

1305 

AR 

04  Apr 

86 

AR 

L 

MIL-C-60162 

1305 

AR 

29  Jon 

65 

AR 

L 

MIL-C-60163  (1) 

1305 

AR 

16  Apr 

86 

AR 

L 

M1L-C-63999  (3) 

1305 

AR 

03  Jun 

85 

AR 

l 

MIL.C64038  (3) 

1305 

AR 

03  Jun 

85 

AR 

L 

MIL-C-60161 

1305 

AR 

01  Feb 

65 

AR 

L 

Mll-C‘60167 

1305 

AR 

19  Oct 

64 

AR 

L 

MIL-C-60168 

1305 

AR 

22  Oct 

64 

AR 

L 

MIL-C-16385E  (1) 

4220 

SH 

16  Jun 

88 

SH 

FED-STD-360 

NOTICE  l 

5835 

•CR 

08  Mar 

76 

CR 

EC  99 

l 

MIL-C-46935A  ()) 

1305 

AR 

17  May 

76 

AR 

l 

MS-26541 

NOTICE  1 

4730 

AS 

30  Oct 

87 

AS 

L 

MIL-C-14810  (1) 

1377 

OS 

09  Jun 

87 

OS 

L 

MIL-C-50316  (2) 

1377 

OS 

16  Oct 

86 

OS 

L 

MII-C-14841A  (1) 

1377 

OS 

14  Oct 

86 

OS 

L 

M1L-C-8I330A  (1) 
NOTICE  1 

1377 

OS 

23  Jun 

86 

OS 

L 

MII-C-22845A 

NOTICE  1 

1377 

AS 

10  Apr 

87 

AS 

L 

MIL-C-50647  (1) 

1377 

OS 

16  Oct 

86 

L 

MII-C-22328A  (2) 
NOTICE  1 

1377 

AS 

26  Sep 

66 

AS 

L 

Mll-C-81567  (1) 

1377 

AS 

09  Apr 

73 

AS 

L 

MU-C-23024A  (4) 

1377 

AS 

20  Mar 

78 

AS 

L 

MIL-C-81’83  (1) 

1377 

AS 

06  Jan 

72 

AS 

M1L-C-21048D 

1377 

AS 

27  Aug 

70 

ME 

AS 

L 

MIL-C-81789  (2) 
NOTICE  1 

1377 

AS 

10  Apr 

87 

AS 

l 

MIL-C-81730  (1) 

1377 

AS 

19  Apr 

73 

AS 

L 

Mll-C-81982 

1377 

AS 

24  Sep 

74 

AS 

L 

MIL-C-81568  (1) 

1377 

AS 

26  Dec 

72 

AS 

L 

MIL-C-81983 

1377 

AS 

24  Sep 

74 

AS 

L 

MIL-060899 

NOTICE  1 

1377 

OS 

08  Oct 

69 

OS 

L 

MIL-060861  (1) 

1377 

OS 

16  Jan 

87 

OS 

L 

MIL-C-46273A  (1) 

1377 

OS 

14  Oct 

86 

OS 

L 

MIL-060641 

NOTICE  1 

1377 

OS 

15  Sep 

69 

OS 

L 

MIL-060644  (2) 

1377 

OS 

30  Jul 

87 

OS 

l 

MIL-0605538  (1) 

1377 

OS 

08  Dec 

86 

OS 

L 

MIL-060872  (1) 
NOTICE  1 

1377 

OS 

29  Mor 

87 

OS 

L 

MIL-060889  (1) 

1377 

OS 

21  Moy 

87 

OS 

L 

MIL-060570A  (1) 

1377 

03 

08  Dec 

36 

OS 

i 

MIL-C-60393A 

1375 

AR 

30  Aug 

68 

AR 

i 

MIL-C-83996  (1) 

4440 

84 

20  Jun 

79 

99 

MIL-C-3498B 

1305 

AR 

28  Jul 

86 

AR 

i 

MIL-C-70468A 

1305 

AR 

05  Oct 

84 

AR 

i 

Mll-C-22625 

1375 

AS 

31  Aug 

60 

AS 

MS-39254B 

2910 

ME 

20  Mar 

75 

ME 

YD  99 

i 

MIL-0275058  (2) 
NOTICE  1 

1377 

70 

26  Oct 

88 

99 

MS-5 1325A 

2910 

ME 

27  Jan 

70 

ME 

YD  99 

i 

MIL-070690 

1305 

AR 

16  Sep 

88 

AR 

i 

MIL-C-24224B 

4210 

SH 

18  Oct 

85 

SH 

Ql 

MIL-C-26058C  (2) 

4440 

84 

17  Ma.- 

81 

99 

Q 

MIL-C-22587B 

4930 

AS 

17  Aug 

83 

ME 

AS  99 

130 


ALPHABETICAL  LISTING 


TITLE 


Cartridge,  Grenode,  5.56MM,  M195 . . . . . . 

Cartridge,  Grenade.  7.62MM,  Nato,  Rifle,  M64  . . . 

Cartridge,  HE,  60MM,  XM888  W/fuze  XM935  Loading,  Assembling  &  Packing  ........ 

Cartridge,  HE,  60MM,  M720  loading,  Assembling  &  Packing 

Cartridge,  He,  60MM,  M49A4E1  Loading,  Assembling  And  Packing  ......................... 

Cartridge,  ignition,  M5A2,  M6  And  M8  Loading,  Assembling  And  Pocking . . 

Cartridge,  Ignition,  XM702E2  Loading,  Assembling  And  Packing  . . . . . 

Cartridge,  Ignition,  M2ET  Ports  For,  loading.  Assembling  And  Packing...., . . 

Cartridge,  Ignition,  XM299  Parts  For . . . . . 

Cartridge,  Ignition,  XM299  Loading,  Assembling  And  Packing  . . . . 

Cartridge,  Ignition,  702  Parts  For........ . . . . . . . . . . 

Cartridge,  Ignition,  M702  Loading,  Assembling  And  Packing  . . . . . . . 

Cartridge,  Ignition,  M2A2  Parts  For,  Loading,  Assembling  And  Pocking . . 

Cartridge,  Ignition,  XM285  Loading,  Assembling  And  Packing . . . . . . 

Cartridge,  Igniter,  Mark  164  Mod  0 . . . . . . . . 

Cartridge,  Ignition,  M66A1  Loading,  Assembling  And  Packing . ....... . . 

Cartridge,  Ignition,  M702A1  Parts  For . . . . . . . . 

Cartridge,  Ignition,  M702A1  Loading,  Assembling  And  Packing . . . 

Cortridgc,  Ignition,  XM752E1  Ports  For . . . . . . . . . . 

Cartridge,  Ignition,  M752A1  Loading,  Assembling  &  Packing . . . . 

Cartridge,  Ignition,  XM702E2  Ports  For ............ . . . . . . . . 

Cartridge,  Illuminating,  M30TA3  With  Fuze,  Tims  M84A1  For  81MM  Mortars 
loading,  Assembling  And  Pecking 

Cartridge,  Illuminating,  M301A2  With  Fuze,  Time,  M84  For  81MM  Mortors  looding, 
Assembling  And  Packing 

Cartridge,  Impulse,  M270 . . . . . . . 

Cartridge,  Impulse,  M43  Assembly  . . . . . . . . . 

Cortridgc,  Impulse,  Mark  23  Mod  O . . . . 

Cattrldge.  Impulse,  CCU-28/A  Assembly  . . . . . 

Cartridge,  Impulse,  Mk  18  Mod  0 . . . . . . . . . . . . . 

Cartridge,  Impulse,  M29A2  Assembly . . . . . . . . . . . . 

Cartridge,  Impulse,  M44A1  Assembly . . . . . . . . 

Cartridge,  Impulse,  M173 . . . . . . . . . . 

Cartridge,  Impulse,  Mark  37  Mod  0............ . . . . . . . . . . . . 

Cartridge,  Impulse,  M91  Assembly  . . . . . . . . . . 

Cartridge,  Impulse,  Mark  19  Mod  0 . . . . . . . . . . . . . . 

Cartridge,  Impulse,  M151  Assembly  . . . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  14  Mod  0, . . . . . . . . . . 

Cartridge,  Impulse,  M225 . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  8  Mod  0 . . . . . . . . . . . 

Cartridge,  Impulse,  M57  Assembly  . . . . . . . . 

Cartridge,  Impulse,  Mark  51  Mod  1... . . . . . . . . . . . . 

Cartridge,  Impulse,  XM267 . . . . . . . . . . . . . 

Cartridge,  Impulse  Mark  40  Mod  O. . . . . . . . . . . 

Cartridge,  Impulse,  M150  Assembly  . . . . . . ... . . 

Cortridgc,  Impulse,  Mark  9  Mod  0. . . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  73  Mod  0 . . . . . . . . . . 

Cortridgc,  Impulse,  Mark  45  Mod  0..., . . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  97  Mod  . . . . . , . . . 

Cartridge,  Impulse,  Mark  42  Mod  0 . . . . . . . . . . . . . . . . 

Cortridgc,  Impulse,  XM259  Assembly . . . . . . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  43  Mod  O  . . . . . . . 

Cartridge,  Impulse,  CCU-13/B  . . . . . . . . 

Cartridge,  Impulse,  Mark  44  Mod  O  . . . . . . . . . 

Cortridgc,  Impulse,  Mark  67  Mod  0.,.,,.. . . . . . . 

Cartridge,  Impulse,  Mark  38  Mod  O  . . . . 

Cartridge,  Impulse,  Mark  82  Mod  0 . . . . . . 

Cartridge,  Impulse,  Mark  33  Mod  1 . . .  . . . 

Cartridge,  Impulse,  CCIM4/B  . . . . 

Cartridge,  Impulse,  Mark-49  Mod  O  . . . . 

Cartridge,  Impulse,  CCU-22/A  Assembly  . . . . . 

Cartridge,  Impulse,  Mark  104  Mod  0. . . . . . 

Cortridgc,  Impulse,  CCU-22/A/A  Assembly  . . . 

Cartridge,  Impulse,  Mark  17  Mod  1 . . 

Cartridge,  Impulse,  Mark  105  Mod  O 

Cartridge,  Impulse,  Mark  47  Mod  O  . . . 

Cartridge,  Impulse,  M94  Assembly . . . . . 

Cartridge,  Impulse,  M37  Assembly . . 

Cartridge,  Impulse,  M3TA2  Assembly . . 

Cartridge,  Impulse,  Mark  127  Mod  0.... 

Cartridge,  Impulse,  Mark  107  Mod  O  , 
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AS 
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AS 
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AS 
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AS 
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AS 
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71 

AS 
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OS 
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OS 

l 
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OS 
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OS 

L 
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1377 

OS 
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86 

OS 
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AS 

05  Jul 

73 

AS 

L 

MII-C-81984A 

1377 

AS 
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85 

AS 
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ALPHABETICAL  LISTING 


HUE 


Cartridge,  Impulse,  CCU-23/B  . . . . . . . . . . . . . . 

Cartridge,  Impulse,  M796 . . . . . . . . . . . 

Cartridge,  Impulse,  Mark  129  Mod  O  . . . . . . 

Cartridge,  Impulse,  Mark  125  Mod  0. . . . . 

Cartridge,  Impulse,  Mark  124  Mod  O  . . . . . . . . 

Cartridge,  Initiator,  Delay,  M7 1 . . . . . . . 

Cartridge,  Initiator,  Delay,  M93 . . . . . . 

Cartridge,  Initiator,  Delay,  M46 . . . . . . . . . . . . 

Cartridge,  Initiator,  Relay,  XM148 . . . . . . . . . 

Cartridge,  Initiator,  M69  . . . . . . . . . 

Cartridge,  Initiator,  XM201  Assembly. . . . . . . 

Cartridge,  Initiator,  Delay,  Ml 55. . . . . . . . . 

Cartridge,  Initiator,  Delay,  Ml  13 . . . . . . . . . 

Cartridge,  Initiator,  M68,  Assembly  . . .  . 

Cartridge,  Intiator,  M73 . . . . . . . 

Cartridge,  Laboratory  Gas  Burner  . . . . . 

Cartridge,  Mine  E[ect!on  Assembly.  M198  . . . . . . 

Cartridge,  One  Inch,  Mark  1  And  Mark  2  All  Mods  (Bomb  Ejector) . 

Cartridge,  Oxygen  Purifier,  Type  MA-1 . . . . . . . 

Cortridge,  Parachute  Deployment  CCIM1/B  . . . 

Cartridge,  Photoflash,  M123A1  Parts  For,  And  loading,  Assembling  And  Packing . 

Cortridge,  Photoflash,  M112A1  Parts  For,  And  Loading,  Assembling  And  Packing . 

Cartridge,  Powder  Actuated  Cutter,  XM132,  Assembly  . . . . . . 

Cartridge,  Powder  Actuated  Cutter,  M133,  Assembly . . . . . 

Cartridge,  Powder  Actuated  Cutter,  M129,  Assembly............. . . . . 

Cartridge,  Power  Actuated  Cutter,  XM131,  Assembly  . . . 

Cartridge,  Power  Actuated  Cutter,  XM130,  Assembly  . 

Cartridge,  Reference,  Caliber  .38,  Special,  (M41  Type) . . . 

Cartridge,  Semifixed,  105MM,  Apers-t  XM54662,  looding,  Assembling,  And 
Pocking 

Cartridge,  Shotshell  . . . . . . . . . . . 

Cartridge,  Thruster,  M42A1 . . . . . 

Cartridge,  Thruster,  M67A1 . . . . . 

Cartridge,  Thruster,  M141  Assembly . . . . . . . 

Cartridge,  Thruster,  Ml 27  Assembly . . . . . . . . . . . 

Cartridge,  Thruster,  Ml  19  . . . . . . . . . . . . . 

Cartridge,  Thruster,  M146  . . . . . . . . . 

Cartridge,  105  MM,  Smoke  HC,  BE  M84A1  loading.  Assembling,  Marking  And 
Packing 

Cartridge,  105  MM,  TP-T,  M490  loading.  Assembling  &  Packing  . . . 

Cartridge,  105MM,  TP-T,  M393A1  Conversion...... . . . . . . . . . 

Cartridge,  105MM,  TP-T,  M490A1  loading.  Assembling,  &  Packing . . . 

Cartridge,  105MM,  APERS-T,  M494  For  105MM  Gun  M68  loading,  Assembling 
And  Packing 

Cartridge,  105MM,  Tank  Gun  Flash  Simulator,  XM23  . . . . . . . 

Cartridge,  105MM,  CS,  Tactical,  XM629  looding.  Assembling  &  Pocking  . . . 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548,  8ody,  Motor  For.... . 

Cartridge,  105MM,  Semi  Fixed,  Smoke,  WP,  M6 0  looding,  Assembling  &  Pocking.... 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548  looding,  Assembling  &  Packing . 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548,  Delay  Assembly  For  . . 

Cortridge,  105MM,  TP-T,  M490  (Conversion  Of  Cortridge,  105MM,  Heol-t,  M456 
Projectile  Only) 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548,  Rocket  Propellant  Grain . . 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548  Assessories  For . 

Cortridge,  105MM,  He,  Ml,  loading  Assembling  And  Packing  . . . 

Cartridge,  105MM,  TNT,  HE,  M760  loading.  Assembling,  &  Packing  . . . . . . . 

Cartridge,  105MM,  Illuminating,  M314A2,  Assembling  And  Packing  . . 

Cortridge,  105MM,  Wp-t,  XM416,  looding, -Assembling  And  Pocking . . 

Cartridge,  165MM,  Clearing  loading.  Assembling  And  Packing . . . . 

Cartridge,  105MM,  Tp-t,  M467  loading.  Assembling  And  Packing  . . 

Cortridge,  105MM,  Apds-t,  M392A2  loading.  Assembling  And  Packing  . . . . 

Cartridge,  105MM,  Blank,  M395  loading.  Assembling  And  Packing... . . 

Cartridge,  105MM,  He.  M444E1,  Body  Assembly  And  Bose  Plug  For . . 

Cartridge,  105MM,  Apds-t,  M728  loading.  Assembling  And  Packing . 

Cartridge,  105MM,  Tpds-t,  M724A1  looding.  Assembling,  &  Packing. . . . 

Cartridge,  105MM,  Smoke  Wp,  M60A2,  (Mod)  W/fuze  M557  For  Howitzer  M137 
loading  Assembling  And  Pocking 

Cartridge,  105MM,  He  Ml.  (Mod)  looding.  Assembling  And  Packing... . . . . 

Cartridge,  105MM,  He,  M444E1,  Fusible  Plug  Assembly  For . . . . 

Cartridge,  106A1M,  Heat  M344A1,  Looding,  Assembling  And  Packing . . . 
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OS 
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86 
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MIL-C-60558  (1) 

1377 

OS 
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86 

OS 

l 

Mll-C-60223  (2) 

1377 

OS 

09  Jun 

87 

OS 

l 

MIL-C-60224  (1) 

1377 

OS 

16  Oct 

86 

OS 

l 

MIL-C-60247  (1) 

1377 

OS 

16  Oct 

86 

OS 

l 

MIL-C-60555  (1) 

1377 

OS 

08  Dec 

86 

OS 

l 

MIL-C-60556  (1) 

1377 

OS 

08  Dec 

86 

OS 

L 

M1L-C-46618A  (3) 

1377 

OS 

16  Oct 

86 

OS 
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87 
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MIL-C-48286A  (2) 
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AR 
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77 

AR 

MIL-C-18653B  (1) 
NOTICE  1 

1377 

AS 

15  Apr 

87 
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MIL-C-4952E 

4440 

84 

28  Nov 

88 

99 

l 

MIL-C-38983  (1) 

1377 

70 

12  Nov 

84 

99 

L 

MII-C.12910F 

1370 

AR 

11  May 

84 

AR 

l 

MIL-C-11233J 

1370 

AR 

06  Apr 

84 

AR 

l 

MIL-C-60588  (1) 

1377 

OS 

19  Jan 

87 

OS 

l 

MIL-C-60583  (1) 

1377 

OS 

08  Dec 

86 

OS 

l 

MIL-C-60586  (1) 

1377 

OS 

16  Jan 

87 

OS 

l 

MIL-C-60582  (1) 

1377 

OS 

08  Dec 

86 

OS 

l 

MIL-C-60587  (1) 

1377 

OS 

19  Jan 

87 

OS 

l 

MIL-C-46392 

1305 

AR 

18  Nov 

63 

AR 

l 

MIL-C-50252  (1) 
NOTICE  1 

1315 

AR 

27  May 

87 

AR 

l 

MIL-C-48656 

1305 

AR 

20  Jun 

86 

AR 

l 

MIL-C-46200A  (2) 

1377 

OS 

14  Oct 

86 

OS 

L 

MIL-C-46240A  (2) 

1377 

OS 

14  Oct 

86 

OS 

l 

MIL-C-60575 

1377 

OS 

14  Sep 

67 

OS 

l 

MIL-C-60643  (1) 

1377 

OS 

21  May 

87 

OS 

L 

Mll-C-60604  (1) 

1377 

OS 

16  Jan 

87 

OS 
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MIL-C-46941 

1377 

OS 
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OS 
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1315 

AR 
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AR 
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MIL-C-46988C  (4) 

1315 

AR 
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88 

AR 

l 

MIL-C-63527 

1315 

AR 
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S2 

AR 

l 

MIL-C635I3A  (4) 

1315 

AR 

23  Jan 

89 

AR 

l 

Mll-C-14747  (5) 
NOTICE  1 

1315 

AR 

03  Nov 

88 

AR 

MIL-C-63526 

1315 

AR 

16  Oct 

81 

AR 

l 

MIL-C-60411 

NOTICE  1 

1315 

EA 

19  Sep 

88 

EA 

l 

MIL-060457  (1) 
NOTICE  1 

1315 

AR 

22  Jun 

88 

AR 
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MIL-C-60380A  (1) 
NOTICE  1 

1315 

AR 
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87 

AR 
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MIL-060932  (1) 
NOTICE  1 
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AR 
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88 
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% 

MIL-060458  (1) 
NOTICE  1 

1315 

AR 
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88 

AR 

i 

MIL-C-63415B 

1315 

AR 

30  Nov 

84 

AR 

i 

MIL-060459 

1315 

AR 

27  Oct 

67 

AR 

t 

MIL-C-60456 

NOTICE  1 

1315 

AR 
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88 

AR 

i 

MIL-C-45195E  (2) 

1315 

AR 

10  Jun 

86 

AR 
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MIL-C-63261 

NOTICE  1 

1315 

AR 

09  Oct 

80 

AR 

i 

MIL-C-20354B 

1315 

AR 

16  Sep 

66 

AR 

i 

MIL-C-46956B 

NOTICE  1 

1315 

EA 

23  Feb 

87 

EA 

i 

MIL-C-63344 

1315 

AR 
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86 

AR 

i 

MIL-C-46665A  (1) 
NOTICE  1 

1315 

AR 

27  May 

87 

AR 

L 

MIL-C-46216B  (3) 

1315 

AR 

23  Jul 

76 

AR 

l 

MIL-C-46229C  (1) 

1315 

AR 

06  Dec 

84 

AR 

l 

MIL-050443 

1315 

AR 
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AR 
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MIL-C -48237  (3) 
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AR 
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76 

AR 
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1315 

AR 
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85 

AR 

L 

MIL-C-4835? 

NOTICE  1 

1315 

EA 
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88 

EA 
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1315 

AR 
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86 

AR 
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AR 
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MIL-C-13473C  (3) 
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AR 
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81 
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ALPHABETICAL  LISTING 


TITLE 

Cartridge,  106MM,  Practice,  M344A1,  W/inert  Projectile,  W/o  Fuze  Loading, 
Assembling  And  Packing 

Cortridge,  152MM,  Canister,  M625AI  loading,  Assembling  &  Packing . 

Cartridge,  165MM,  TP,  M623  Loading,  Assembling  £»  Packing  . . . . 

Cartridge,  20  MM,  For  Aircraft  Guns  MK  11  And  MK  12 . . . 

Cortridge,  20  Millimeter,  SemLormor  Piercing  High  Explosive  Incendiary,  PGU-28/B.. 
Cartridge,  20  Millimeter  Target  Practice,  PGU-27/B  And  Cartridge,  20  Millimeter 
Target  Practice-tracer,  PGU-30/B 

Cartridge,  20MM,  Target  Practice  Tracer,  XM220 . . . 

Cortridge,  20MM,  Target  Practice,  M204 . . . . . . 

Cartridge,  20MM,  High  Explosive  Incendiary  Trace  Self  Destruct,  M246 . . . . 

Cortridge,  20MM,  High  Explosive  Incendiary  With  Tracer,  M242............... . 

Cartridge,  20MM,  High  Explosive,  Incendiary,  M56A4  loading,  Assembling  & 

Packing 

Cartridge,  20MM  Mark  100  Series  . . . . . . . 

Cortridge,  20MM.  Target  Practice  Tracer,  M206A1 . . . . . 

Cartridge,  20MM,  Dummy,  M51A2 . . . . . . . . . 

Cartridge,  20MM,  Target  Practice,  M99A1  . . . . . . . 

Cartridge,  20MM,  Target  Practice,  M55A2  . . . . . 

Cartridge,  20MM,  Armor  Pieceing-tracer,  M95  (Percussion  Primer) . 

Cortridge,  20MM,  Armor  Piercing  Incendiary,  M53  . . . . . . . 

Cartridge,  20MM,  High  Explosive,  Incendiary,  Tracer,  Self  Destruct,  M246A1 
Loading,  Assembling  &  Packing 

Cartridge,  20MM,  High  Pressure  Test  M5  4Al . . . 

Cortridge,  20MM,  High  Explosive,  Incendiary,  Tracer,  M242A1  Loading,  Assembling 
&  Pocking 

Cartridge,  20MM,  High  Explosive,  Incendiary,  M56A3  loading.  Assembling  8. 

Packing 

Cartridge,  20MM,  High  Explosive  Incendiary,  M97A2 . 

Cartridge,  20MM,  High  Explosive  Incendiary,  M210  . . 

Cortridge,  25  MM,  High  Explosive  Incendiory(MS)  PGU-25/U . 

Cartridge,  25  MM,  High  Explosive  Incendiary-tracer  Mark  210  Mod  0 . 

Cartridge,  25  MM,  Target  Practice  PGU-23/U . . . 

Cartridge,  25  MM,  High  Explosive  Incendiary  Self  DESTRUCT, PGU-22/  U . 

Cartridge,  25  Millimeter,  PGU-20/U  (API) . 

Cartridge,  25.4MM,  Decoy,  M839 . . . . . . . . . . 

Cartridge,  30  MM,  Dummy,  M848  (Metric) . 

Cortridge,  30MM  High  Explosive  Dual  Purpose,  M789  . . 

Cortridge,  30MM  M788TP . 

Cortridge,  30MM,  High  Pressure  Test,  Hp-t,  M883  . . . . . . . . . 

Cartridge,  4.2  Inch,  Illuminating,  M335A2  loading,  Assembling  &  Packing  . . 

Cartridge,  4.2  Inch,  Smoke,  Wp,  M328A1B  W/fuze,  Pd,  M521,  loading,  Assembling 
And  Packing 

Cartridge,  4.2  Inch,  CS  Smoke,  XM630  looding,  Assembling  &  Packing  . . . 

Cartridge,  4,2  Inch,  HE,  M329A2  W/supplomentory  Charge,  loading.  Assembling 
And  Packing 

Cartridge,  4,2  Inch,  HE,  M329A1  With  Supplementary  Charge,  With  Fuze  FD, 

M557,  looding.  Assembling  And  Packing 

Cartridge,  40MM,  HEDP,  M430  loading,  Assembling  &  Packaging . 

Cortridge,  40MM,  M918  TP;  Projectile  Assembly  For  Metol  Ports  And  loading, 
Assembling  And  Pockoging 

Cartridge,  40MM,  M918  TP  loading,  Assembling  And  Packaging  . . . . . . 

Cartridge,  40MM,  HCDP,  XM430,  Fluted  liner  Assembly  For  Metal  Ports  . . . 

Cartridge,  40MM,  Riot  Control,  CS,  M674  . . . . . . . . . 

Cortridge,  40MM,  HEDP,  M433,  liner  For  Metol  Port  . . . 

Cortridge,  40MM,  HEDP,  M433  Projectile  Metol  Ports  For . . . 

Cartridge,  40 MM,  HEDP,  M433  loading,  Assembling  &  Pocking . . . 

Cortridge,  40MM,  HEDP,  M430  Body  Assembly  For  Meta!  Parts . . . 

Cartridge,  40MM,  Multiple  Projectile,  XM576  loading,  Assembling  &  Packing  . 

Cortridge,  40MM,  Smoke  Canopy,  XM676,  XM679,  XM680,  XM681,  &  XM682, 
Hardware  For  Metal  Ports 

Cortridge,  40MM,  HE,  M406  looding,  Assembling  &  Pocking  .................................... 

Cartridge,  40MM,  Practice,  M385  looding.  Assembling  &  Packing . . . 

Cortridge,  40MM,  Practice,  M385E4  And  Dummycorlridge,  40MM  High  Velocity, 
XM922  Projectile  Ports  For 

Cortridge,  40MM,  Practice,  M407A1,  Ball  &  Skirt  Assembly  &  Ogive  For  Metol 
Ports  For 


DOCUMENT 


NUMBER 

rsc 

PREP 

DATE 

CUSTODIAN 

T" 

M1L'C'48  32 

1315 

AR 

30  Nov 

72 

AR 

L 

Mll-C-50912  (!) 
NOTICE  1 

1320 

AR 

18  Mor 

86 

AR 

l 

MIL-C-50413A  (4) 

1320 

AR 

20  Dec 

85 

AR 

l 

MIL-C-18835C 

1305 

AS 

19  Aug 

68 

AS 

l 

MIL-C-85717 

1305 

AS 

12  Aug 

86 

AS 

l 

MIL-C-85764 

1305 

AS 

12  Aug 

86 

AS 

MII-C-60609A 

1305 

AR 

20  Apr 

73 

AR 

99 

L 

MIL-C-60275B 

1305 

AR 

0)  Sep 

88 

AR 

L 

M1L-C-60678B  (1) 
NOTICE  1 

1305 

AR 

30  Jon 

87 

AR 

l 

MIL.C-60836A  (1) 
NOTICE  1 

1305 

AR 

05  Feb 

87 

AR 

l 

MII-C-48617A  (1) 

1305 

AR 

28  Mor 

86 

AR 

L 

MIL-C-85122 

NOTICE  1 

1305 

AS 

10  Apr 

87 

AS 

l 

MII-C-50600A 

1305 

AR 

22  Feb 

77 

AR 

MIL-C-46546C  (2) 
NOTICE  1 

1305 

70 

02  Nov 

88 

AR 

99 

MIL-C-46553B 

1305 

AR 

21  Mo  y 

87 

AR 

99 

NOTICE  1 
MII-C-46552C 

NOTICE  1 

1305 

AR 

05  Jun 

88 

AR 

99 

L 

MIL-C-70636 

1305 

AR 

02  Mor 

88 

AR 

MIL-C.46577D  (1) 
NOTICE  1 

1305 

AR 

12  Feb 

87 

AR 

99 

l 

MIL-C-63413A 

NOTICE  1 

1305 

AR 

02  Feb 

89 

AR 

l 

MIL-C-46635C  (1) 
NOTICE  1 

1305 

AR 

02  Nov 

88 

AR 

L 

MIL-C-63442A 

1305 

AR 

02  Feb 

89 

AR 

NOTICE  1 
MIL-C-46578D 

1305 

AR 

12  Dec 

83 

AR 

99 

l 

MIL-C-46621C 

1305 

AR 

01  May 

78 

AR 

L 

Mll-C-50388 

1305 

AR 

06  Jul 

70 

AR 

l 

Mll-C-85656 

1305 

AS 

22  Jul 

85 

AS 

L 

Mll-C-85655 

1305 

AS 

22  Jul 

85 

AS 

l 

MIDC-85623 

1305 

AS 

11  Aug 

83 

AS 

L 

MIL-C-85625 

1305 

AS 

11  Aug 

83 

AS 

MIL-C-85624 

1305 

AS 

06  Jul 

83 

l 

MII-C-63338A  (1) 

1305 

AR 

31  Jon 

86 

AR 

l 

DODC-64019  (2) 

1305 

AR 

30  Dec 

88 

AR 

l 

DOD-C-63982  (8) 

1305 

AR 

30  Dec 

88 

AR 

l 

MIL-C-63980  (3) 

1305 

AR 

30  Dec 

88 

AR 

l 

DODC-6401B  (2) 

1305 

AR 

02  Sep 

88 

AR 

l 

MIL-C.I2926E  (2) 

1315 

AR 

16  Dec 

82 

AR 

L 

MII.C-46411B  (1) 
NOTICE  1 

1315 

EA 

18  Aug 

88 

EA 

l 

Mll-C-60413 

NOTICE  1 

*1315 

EA 

19  Sep 

88 

EA 

L 

MIL-C-48087A  (5) 

1315 

AR 

08  Sep 

88 

AR 

l 

MU..C-46982B  (2) 

1315 

AR 

19  Nov 

82 

AR 

l 

MH.-C-50863B  (2) 

1310 

AR 

11  Jul 

86 

AR 

L 

MIL-C-48683A 

1310 

AR 

26  Oct 

87 

AR 

l 

MIL-C-48684 

1310 

AR 

01  Apr 

86 

AR 

l 

MIL-C-50862A  (1) 

1310 

AR 

21  Moy 

87 

AR 

l 

MIL-C-60303B 

1310 

EA 

18  Feb 

71 

EA 

l 

MII-C-50870C 

NOTICE  1 

1310 

AR 

02  Mor 

88 

AR 

L 

MIL-C-50871C 

NOTICE  1 

1310 

AR 

22  Mor 

88 

AR 

L 

MIL-C-50872C 

1310 

AR 

22  Mor 

88 

AR 

NOTICE  1 
MIL-C-50861A  (4) 
NOTICE  1 

1310 

AR 

07  Nov 

88 

AR 

l 

MIL-C-60552A 

1310 

AR 

31  Jon 

67 

AR 

L 

MIL-C-50879A 

1310 

AR 

12  Feb 

73 

AR 

L 

MIS.-C-60983C 

NOTICE  1 

1310 

AR 

16  Jon 

75 

AR 

l 

MIL-C-60944A 

NOTICE  1 

1310 

AR 

15  Sep 

80 

AR 

1 

MII-C60945A  (3) 

1310 

AR 

24  Aug 

87 

AR 

l 

MIL.C-60987  (1) 

1310 

AR 

25  Mor 

88 

AR 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Cartridge,  40MM,  HE,  M406,  Ball  6  Skirt  Assembly  &  Ogive  For  Metal  Ports  For..,. 

Cartridge,  40MM,  HE,  M384,  Body  Assembly  For  Metal  Parts  . . . 

Cartridge,  40MM,  Practice,  M407A1  loading.  Assembling  &  Packing  . . 

Cartridge,  40MM,  HE,  M384  loading.  Assembling  &  Packing  . . . . . 

Cartridge,  40MM,  Red  Smoke,  RS,  XM675 . . . . . . . . 

Cartridge,  40MM,  CS,  XM651E1  . . . . . . . . . . . 

Cartridge,  40MM,  He,  XM684  loading,  Assembling  And  Packing  . . . . 

Cartridge,  40MM,  He,  M386  loading,  Assembling  And  Packing  . . . . . . 

Cartridge,  40MM,  White  Star,  Cluster,  M585A1  Metal  Parts  Far  And  Loading, 
Assembling  And  Packing 

Cartridge,  40MM,  White  Star,  Parachute,  M583A1  Metal  Parts  For  And  Loading, 
Assembling  And  Packing 

Cartridge,  40MM,  He,  M383,  Body  Assembly  For  Metal  Parts.... . . 

Cartridge,  40MM,  He,  M383  loading,  Assembling  And  Packing  . . . . 

Cartridge,  40MM,  Hedp,  M433,  Spitbcck  Assembly  For  Metol  Ports  loading, 
Assembling  Awd  Packing 

Cartridge,  40MM,  Hedp,  M430,  Spitback  And  liner  Assembly  For  Metal  Parts  And 
loading,  Assembling  And  Packing 

Cartridge,  40MM,  High  Velocity,  Dummy  Assembling  And  Packing  . . . . 

Cartridge,  40MM,  Practice,  M407A2,  Projectile  Metol  Ports  For . . . . 

Cartridge,  40MM,  Proof,  XM387E4  loading,  Assembling  And  Pocking . . . . 

Cartridge,  40MM,  Proof,  XM387E4,  8ody  Assembly  And  Ogive  For  Metol  Parts  . 

Cartridge,  40MM,  Practice,  M407A2  loading,  Assembling  And  Packing  . . 

Cartridge,  40MM,  Practice,  M781  Metol  Parts  &  loading.  Assemblies  &  Packaging  .. 
Cartridge,  40MM,  Red  Smoke,  Canopy,  ,V682  Metal  Parts  For  And  loading, 
Assembling  And  Packing 

Cartridge,  40MM,  M918  Tp,  Escapement  Assembly  For  Metol  Parts  And  loading, 
Assembling  And  Packaging 

Cartridge,  40MM,  Ground  5moke  Markers,  M713,  M715  ANDM716.  Body  Port  For 
Cartridge,  40MM,  Red  Smoke,  Ground  Morker,  Marker,  M713  loading.  Assembling 
And  Pocking 

Cartridge,  40MM,  Green  Smoke,  Ground  Marker,  M715  looding.  Assembling  And 
Packing 

Cartridge,  40MM,  Yellow  Smoke,  Ground  Marker,  M7 16  looding.  Assembling  And 
Pocking 

Cartridge,  40MM,  Green  Star,  Parachute,  M661  Metal  Ports  And  loading. 
Assembling  And  Packing 

Cartridge,  40MM,  Yellow  Smoke,  Canopy,  M676  Metol  Parts  For  And  loading, 
Assembling  And  Packing 

Cartridge,  40MM,  White  Smoke,  Canopy,  M680  Metal  Ports  For  And  loading. 
Assembling  And  Packing 

Cartridge,  40MM,  Red  Star,  Porochute,  M662  Metal  Parts  And  loading.  Assembling 
And  Packing 

Cartridge,  40MM,  Ground,  Smoke  Markers,  M713,  M715  And  M716,  Base  Ports 
For 

Cartridge,  5.56MM,  Ball,  M193 . . . . . . 

Cartridge,  5.56MM,  Boll,  XM777 . 

Cartridge,  5.56MM,  Plastic,  Ball,  Practice,  M862 . . . 

Cartridge,  5.56MM,  Boll,  (Heavy  Bullet)  Reference  . 

Cartridge,  5.56 MM,  Tracer,  XM778 . . . . . . 

Cartridge,  5.56 MM,  Blank,  M200 . . . . . 

Cartridge,  5.56MM,  Reference . . . . . . . . . . . . . . . 

Cartridge,  5.56MM  Tracer,  M856  . . . . . . . . . . . 

Cartridge,  5.56MM,  Test,  High  Pressure,  XM197 . . . . . . . . . 

Cartridge,  5.56MM,  Boll,  M855 . . . . . . . . . . 

Cartridge,  5.56MM,  Tracer,  M196 . . . . . . . 

Cartridge,  57MM,  HE,  M306A1,  loading.  Assembling  &  Packing  . . . 

Cartridge,  60MM,  Smoke,  Wp,  M302A2  Assembling,  Marking  &  Packing. . 

Cartridge,  60MM,  Illuminating,  XM721  loading.  Assembling,  &  Packing . 

Cartridge,  60MM,  HE,  M49A4  looding,  Assembling  And  Packing . . . 

Cartridge,  60MM*  Smoke,  Marking,  M722  Assembling,  Marking  &  Packing  . 

Cartridge,  60MM,  Smoke,  WP,  M302A1  Assembling,  Morkfng  &  Pocking . 

Cartridge,  60MM,  Illuminating,  M83A3  WITH  Fuze,  Time,  M65A1  looding, 
Assembling  And  Packing 

Cartridge,  7.62  X  39MM,  Ball . . . . . . . . . 

Cartridge,  7.62  X  39MM,  Blank . . . . . . . . 

Cartridge,  7.62MM,  DTM  Tracer,  XM276  . . . 

Cartridge,  7.62MM,  NATO,  Armor  Piercing,  M61 . . . . . . 

Cartridge,  7.62MM,  NATO,  Reference. . . . . . . . . . . . . 

Cartridge,  7.62MM,  NATO,  Boll,  M80  Overhead  Fire  Application......... . . . 

Cartridge,  7.62MM,  NATO,  Tracer,  M62  Overhead  Fire  Application  . . . 

Cartridge,  7.62 MM,  Nato,  Boll,  M59.  . . . . . . . . . 

Cartridge,  7.62MM,  NATO,  Tracer,  . . . . . . 

Cartridge,  7.62MM,  Nafo,  Test,  High  nrcssure,  M60 . . . . 

Cartridge,  7.62MM,  Match,  XM852 . . . . . . . . . . . 

Cartridge,  7.62MM,  Nato,  8oII,  M80,„. . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MII-C-60984A  (1) 

1310 

AR 

10  Mcr 

82 

AR 

L 

MIL-C-60941A  (1) 

1310 

AR 

10  Mor 

82 

AR 

L 

MIL-C-60986A  (2) 
NOTICE  1 

13)0 

AR 

19  Dec 

74 

AR 

l 

MIL-C-60943A  (?) 

1310 

AR 

19  Feb 

85 

AR 

l 

Mll-C-512978 

1310 

EA 

18  Feb 

71 

EA 

MllC-5 1355A 

1310 

EA 

14  Feb 

79 

EA 

99 

l 

MtL-C-50466  (1) 
NOTCIE  1 

1310 

AR 

25  Mor 

88 

AR 

l 

MIL-C-50543 

1310 

AR 

12  Jun 

70 

AR 

l 

MIL-C-50509 

NOTICE  3 

1310 

AR 

02  Nov 

88 

AR 

l 

Mll-C  50510  (4) 

1310 

AP. 

30  Jul 

73 

AR 

l 

MIL-C-50242 

1310 

AR 

04  Aug 

71 

AR 

L 

Mll-C-50243  (6) 

1310 

AR 

10  Mor 

86 

AR 

l 

MIL-C-48082B  (1) 

1310 

AR 

15  Sep 

86 

AR 

L 

MIL-C-481ISA  (3) 

1310 

AR 

26  Jul 

85 

AR 

l 

MU-C.48069  (2) 

1310 

AR 

24  Aug 

87 

AR 

l 

Mlt-C-48258 

NOTICE  1 

1310 

AR 

24  Mar 

75 

AR 

L 

MIL-C-48044 

13)0 

AR 

28  Jan 

72 

AH 

l 

MIL-C-43045 

1310 

AR 

28  Jon 

72 

AR 

L 

Mll-C-48259 

NOTICE  1 

1310 

AR 

24  Mor 

75 

AR 

L 

MI1.C-63239B  (1) 

1310 

AR 

28  Feb 

86 

AR 

l 

Mll.C-63115 

1310 

AR 

28  Jul 

77 

AR 

l 

MIL‘C-48669  (2) 

1310 

AR 

30  Sep 

88 

AR 

L 

MiL-C-63128  (3) 

13  in 

AR 

07  Nov 

79 

AR 

l 

MU.-C63129  (4) 

1310 

AR 

20  Mor 

79 

AR 

l 

Mll-C-63130  (4) 

1310 

AR 

20  Mor 

79 

AR 

l 

MIL-C-63131  (4) 

1310 

AR 

20Mu.r 

?9 

AR 

L 

MR.C-63091  (3) 

1310 

AR 

01  Nov 

78 

AR 

l 

MII.-C-63113 

1310 

AR 

23  Jul 

77 

AR 

l 

MllC-63114 

1310 

AR 

28  Jul 

77 

AR 

L 

MIL.C-63092  (3) 

1310 

AR 

01  Nov 

78 

AR 

l 

MIL.C  63127  (1) 

1310 

AR 

11  Dec 

78 

AR 

M11-C-9963F 

1305 

AR 

15  Oct 

76 

AR 

99 

l 

Mll-C-63352 

1305 

AR 

23  Jul 

80 

AR 

l 

MIL-C70463  (1) 

1305 

AR 

08  May 

87 

AR 

l 

MH.-C-70460A 

1305 

AR 

05  Oct 

84 

AR 

l 

Mll-C-63367 

1305 

AR 

23  Jul 

80 

AR 

l 

MIL-C-60616B  (1) 

1305 

AR 

04  Mor 

86 

AR 

l 

MII-C-46397C  (1) 

1305 

AR 

10  Jul 

87 

AR 

l 

MIL-C-63990B 

1305 

AR 

13  Apr 

86 

AR 

l 

MIL.C-46936B  (2) 

1305 

AR 

06  Dec 

85 

AR 

l 

MIL-C-63989A  (1) 

1305 

AR 

04  Mor 

85 

AR 

MII-C60111C  (1) 

1305 

AR 

18  Jon 

84 

AR 

99 

l 

Mll.C-60364  (1) 

1310 

AR 

09  Sep 

66 

AR 

l 

Mll-C-70614 

1310 

AR 

25  Nov 

87 

AR 

l 

MIl-C-70714  (1) 

1310 

AR 

28  Feb 

89 

AR 

l 

MII-C.14750A  (1) 
NOTICE  1 

1310 

AR 

30  Jun 

75 

AR 

Mtl-C-70781 

1310 

AR 

17  Oct 

88 

AR 

l 

MIL-C-60317C  (1) 
NOTICE  1 

1310 

AR 

03  Dec 

74 

AR 

MII-C-3972B  (2) 

1310 

AR 

'  Jun 

74 

AR 

OS 

l 

MU.-C-50701A  (1) 

1305 

AR 

24  Jul 

84 

AR 

l 

MIL-C-50703  (1) 

1305 

AR 

24  Jul 

84 

AR 

l 

MIL-C-50704 

1305 

AR 

15  Jon 

7) 

AR 

l 

MII-C-60617A  (1) 

1305 

AR 

24  Jul 

84 

AR 

l 

MII-C-60896A  (1) 

1305 

AR 

2)  Nov 

86 

AR 

l 

MH.-C-60251A  (2) 

1305 

AR 

24  Jul 

84 

AR 

l 

MR  C-60252A  (2) 

1305 

AR 

24  Jul 

84 

AR 

l 

MIL-C-462778 

NOTICE  1 

1305 

AR 

21  Moy 

87 

AR 

l 

MIIC-46281F 

1305 

AR 

24  Nov 

87 

AR 

i 

MIL.C-46477B  (1) 

1305 

AR 

24  Jul 

84 

AR 

l 

Mll-C-63450  (2) 

1305 

AR 

24  Jul 

84 

AR 

L 

Mtl-C-469310  (7) 

1305 

AR 

07  Jun 

85 

AR 
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ALPHABETICAL  LISTING 


TIKE 


Cortridge,  7.62MM,  Noto,  Bail,  Frangible,  . . . 

Cartridge,  7.62MM,  NATO,  Blank,  M82 . .. . . . . . 

Cartridge,  7.62MM,  Nato,  Match,  Mild........... . . . . . 

Cartridge,  7GMM,  Tp*t,  M340A1E1  Loading,  Assembling  And  Packing . 

Cartridge,  75MM,  Blank,  M337A2  Loading,  Assembling  And  Packing  . . 

Cartridge,  76MM,  ApS-t,  M339,  Loading,  Assembling  And  Packing . . . . 

Cartridge,  81MM  Smoke,  Red  Phosphorus  M819,  With  Fuze  MTSQ  M772  Loading 
Assembling  &  Packing 

Cartridge,  81MM,  Practice  M879  Loading,  Assembling  &  Packing . . . . . 

Cartridge,  81  MM,  HE,  M374A3  Loading,  Assembling  And  Packing . . . 

Cartridge,  81MM,  Smoke,  WP,  M375  &  M375A2  Assembling,  Marking  &  Packing.... 
Cartridge,  81MM  Smoke,  Wp,  M370,  With  Fuze,  Pd,  M524  (T186E11)  For  81MM 
Mortar,  Assembling,  Marking  And  Packing 

Cartridge,  81MM,  Tp,  M362A1,  loading,  Assembling  And  Pocking . . . 

Cartridge,  SIMM,  Smoke,  Wp,  M375A3  Assembling,  Marking  And  Packing . . 

Cartridge,  81MM,  Illuminating,  M853A1,  Loading,  Assembling  And  Pocking . 

Cartridge,  9MM,  Ball,  Reference  . . . . . . . . 

Cartridge,  9MM,  Test,  High  Pressure,  XM905  . . . 

Cartridge,  9MM,  Boll,  NATO,  XM882  . . . . . 

Cartridge,  90MM  He*t,  M71E1,  And  90MM  Smoke,  Wp-t,  M313E1,  Loading, 
Assembling  And  Pocking 

Cartridge,  90MM,  Heat-t,  M431A2  Loading,  Assembling,  And  Pocking . 

Cartridge,  90MM,  Proctice,  M371  With  Fuze,  Pibd,  M530A1  And  MOX-2B  Pellet 
loading,  Assembling  And  Packing 

Cartridge,  90MM,  Ap*t,  M318A1  Assembling,  Marking  And  Packing . . . 

Cartridge,  90MM,  Tp-t,  M764  Loading,  Assembling  And  Pocking  . 

Cartridge,  90MM,  Tp-t,  M353A1  Assembling,  Marking  And  Pocking . 

Cartridge,  90MM,  Canister,  M336  Loading,  Assembling,  And  Pocking. . 

Cartridges  For  Stores  Suspension  Equipment . . . . . . . 

Cartridges,  Caliber  .22 . . . . . . . . . . . . . 

Cartridges,  Explosive  Bolt  (For  Torpedoes  Mork  46  All  Mods) . . . 

Carts,  Surgical  Dressing . . . . . . . . . . . 

Carver,  Dental  (Amalgam  And  Wax . . . . . 

Case  •  Instrument,  5  X  5*1/4,  Standard  Dimensions  For  . . . 

Case  Assembly,  ,o.  Section . . . . . . . 

Cose  Assembly,  Carrying,  cor  Firing  Device,  Demolition,  M122 . . . 

Cose  Cartridge,  40MM,  M169  Port  for . . . . . . 

Case  Engineer  Battolion  Drafting  Equipment,  Canvas . 

Cose  Impeller,  Projectile  Burster,  M175  . . 

Cose  Produce  Display,  Non  Refrigerated . . . . . . . . . . . 

Cose  Section,  Ballistic,  Rear,  Modified . . . . . . . 

Cose  Section,  Ballistic,  Center  Aft,  Sections,  C,  And  ,d,  . . . . 

Cose  Set,  Transport  And  Storage . . . . . . . 

Case  Twist  Drill  And  Stand,  Twist  Drill  . . . . . . . 

Cose,  Boses,  Mounting,  And  Mounts.  Vibrotion  (For  Use  With  Electronic  Equipment 
In  Aircraft)  (Notice  1  (As)( 

Cose,  Battery  And  lighting  Accessory,  For  Surveying  Equipment . . . 

Cose,  Battery  Cootunl  Unit  (Stinger) . . . 

Case,  Binocular,  M62A1  And  M63A1 . . . . . 

Case,  Brass,  Col  .30,  National  Motch . . . . . . . 

Cose,  Bronchoscopic  Instruments,  Sterilizing  And  Storage,  Empty . . . 

Case,  Carrying,  M85,  Assembly  For  Kit,  Demolition,  M37  . . 

Cose,  Carrying,  Hondsow,  One  Mon . . . . . 

Case,  Carrying,  10541026  And  10541038 . . . . . . . . . . . 

Case,  Carrying,  Inspection  Equipment,  Cotton  Duck . . . . . . 

Case,  Carrying,  10627433  . . . . . . . . . . . . 

Case,  Carrying,  Phofogrophic  Equip -  lent . . . . . . . . 

Cose,  Cartridge  40MM,  XM199 . . . . . . . . . 

Cu(e,  Coiklugc  40MM,  Ml<$9,  rfug,  Ease  For . . . . . . . . 

Case,  Cartridge  Assembly,  40MM,  M169,  INERT  Metol  Ports  For  . 

Case,  Cartridge,  106MM,  M9431  Assembly...... . . . . . . . . . 

Case,  Cartridge,  40MM,  M16V,  Cup,  Closing  For . . . . 

Case,  Cartridge,  105MM,  M15031. . . . . . . . . . 

Cose,  Cartridge,  8Iank  75MM,  M9A1B1  . . . . . . 

Cose,  Cartridge,  20MM,  M21A1  . . . . 

Case,  Cartridge,  105MM,  M201  . . . . . . . . 

Case,  Cartridge,  30MM,  XM193  . . . . . . . . . 
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L 

MIL-C-46932A  (3) 

1305 

AR 

02  Oct 

84 

AR 

l 

MIL-C-46933A  (3) 

1305 

AR 

24  Jul 

84 

AR 

L 

MIL-C-46934B  (5) 

1305 

AR 

25  Jul 

84 

AR 

L 

MIL-C-45443B  (1) 
NOTICE  1 

1315 

AR 

27  May 

87 

AR 

L 

MIL-C-45459C  (3) 

1315 

AR 

22  Feb 

85 

AR 

L 

MIL-C-46523B 

1315 

AR 

23  Sep 

68 

AR 

L 

Mll-C-70549  (2) 

1315 

AR 

10  Aug 

88 

AR 

L 

Mll-C-48635 

1315 

AR 

02  Jul 

87 

AR 

L 

Mll-C-48171  (6) 

1315 

AR 

05  Jul 

88 

AR 

L 

MIL-C-60028C  (1) 

1315 

AR 

30  Jon 

76 

AR 

L 

MIL-C-46513B 

1315 

AR 

20  Nov 

64 

AR 

L 

MIL-C-46261 

NOTICE  1 

1315 

AR 

27  May 

87 

AR 

L 

MIL-C-48394  (1) 

1315 

AR 

07  Apr 

76 

AR 

MIL-C-70544A  (1) 

1315 

AR 

12  Aug 

88 

AR 

L 

Mll-C-70621 

1305 

AR 

20  Feb 

87 

AR 

L 

Mll-C-70509  (3) 

1305 

AR 

21  Oct 

86 

AR 

l 

Mll-C-70508 

1305 

AR 

07  Feb 

85 

AR 

L 

Mll-C-46226 

1315 

AR 

26  May 

60 

AR 

L 

MII  C-45491B  (1) 

1315 

AR 

07  Jun 

77 

AR 

L 

MIL-C-46927A 

1315 

AR 

30  Nov 

71 

AR 

L 

MIL-C-45110B 

1315 

AR 

31  Mar 

76 

AR 

L 

MIL-C-48758  (3) 

1315 

AR 

17  Oct 

77 

AR 

L 

MIL-C-45096D  (1) 

1315 

AR 

09  Dec 

75 

AR 

L 

M11-C-20353C 

1315 

AR 

15  Feb 

66 

AR 

AIR-STD-20/12E 

ISDF 

06 

31  Mar 

80 

L 

Mlt-C-70600  (1) 

1305 

AR 

22  Apr 

88 

AR 

L 

MIL-C-81093B  (1) 

1356 

OS 

23  Mar 

87 

OS 

AA-C-112D 

6530 

/DM 

04  Oct 

76 

MD  MS 

03 

GGC-1265C 

6520 

/DM 

19  Jul 

76 

MD 

MS 

03 

MS-33545 

NOTICE  1 

6610 

71 

1  Jan 

54 

AV 

AS 

11 

L 

MIL-C-48524 

NOTICE  1 

1115 

AR 

06  Apr 

87 

AR 

L 

MIL-C-63284A 

NOTICE  1 

1375 

AR 

25  Mar 

88 

AR 

L 

Mll-C-609828  (4) 

1310 

AR 

07  May 

87 

AR 

L 

MIL-C-3779D 
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78 
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L 

MIL-C-60602B 
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1315 

AR 

30  Jar. 

87 

AR 

A-A-50017B 

7195 

/Gl 

08  Jul 

86 

GL 

99 

L 
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MIL-C-48523 
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1115 

AR 
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88 

AR 

MIL-C-4710D 
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88 
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69 

GGG-C00116D 
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71 

Q 

MU-C-172C  (2) 
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66 

ER 

AS 

85 
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MII-C-11347E 

6675 

ME 
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77 

ME 

99 

l 

MII-C-47301A 

NOTICE  1 

1440 

Ml 
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88 

Ml 

L 

MIL-C-134598 

6650 

AR 

01  Sep 

71 

AR 

L 

MIL-C-70441  (1) 

1305 

AR 

02  Mor 

87 

AR 

MU-C-16813B  (1) 
NOTICE  1 

6545 

DM 

22  Aug 

88 

L 

MIL-C-60021A 

1375 

AR 

14  May 

71 

AR 

L 

MII-C-43108A  (1) 

5140 

GL 

02  Dec 

74 

GL 

L 

Ml  -  60250A 

1240 

AR 

18  Jun 

70 

AR 

L 

MIL-C-22699 

8465 

CG 

3  Nov 

60 

CG 

L 

MIL-C-60623  (3) 

1220 

AR 

14  Aug 

68 

AR 

MIL-C-81522A 

6760 

AS 

08  May 

78 

ER 

AS 

99 

L 

MIL-C-60610A 

1310 

AR 

31  Jan 

67 

AR 

L 

MIL-C-63063  (1) 
NOTICE  1 

1310 

Aft 

1/  Nov 

80 

AR 

L 

Mll-C-48070 

1310 

AR 

09  May 

72 

AR 

l 

MIL-C-14887 

NOTICE  1 

1315 

AR 

12  Mar 

86 

AR 

L 

MIL-C-63062  (1) 
NOTICE  1 

1310 

AR 

17  Nov 

80 

L 

MIL-C-14892  (3) 
NOTICE  1 

1315 

AR 

02  Feb 

89 

AR 

L 

Mll-C-70455 

1315 

AR 

13  Jul 

84 

AR 

MIL-C-20367G 

1305 

AR 

23  Jan 

86 

AR 

L 

MIL-C-63209 

1315 

AR 

06  Jon 

79 

AR 

L 

MIL-C-60562A 
NOTICE  J 

1305 

AR 

20  Feb 

69 

AR 

135 


ALPHABETICAL  LISTING 


TITLE 


Case,  Cartridge,  90MM,  XM200  . . . . . 

Case,  Cartridge,  105MM,  M148A1B1  . . . 

Case,  Cartridge,  105MM,  M14B4  . . . . . . . . . 

Case,  Cartridge,  76MM,  M88B1  . . . . . . . . . . . 

Case,  Cartridge,  90MM,  M108B1  . . . . . . . . . 

Case,  Cartridge,  Practice,  XM212  Part  For  . . . . . . 

Case,  Cartridge,  37MM,  MK1A2 . . . . . . . . 

Case,  Cartridge,  20MM,  M103  . . . . . . . . . 

Case,  Cartridge,  105MM,  M150  . . . . . . . 

Case,  Cartridge,  Blank  105MM,  M15B2 . . . . . . . 

Case,  Cartridge,  165MM,  M104  Metal  Parts  Assembly  . . . . . . 

Case,  Cartridge,  105MM,  M115B1...... . . . . 

Case,  Cartridge,  105MM,  XM115  . . . . . . . 

Case,  Cartridge,  30MM  Ammunition  For  M788  M789  &  M799  Series  Of  30MM 
Ammunition 

Case,  Cartridge,  90MM,  M19  . . . . . . . 

Case,  Cartridge,  105MM,  MI4 . . . . . . . 

Case,  Cartridge,  M205E1,  152MM,  Parts  For  . . . . . . . 

Case,  Cartridge,  steel,  Spiro!  Wrapped  40  Millimeter  (MM)  And  Larger  Calibers, 
Genera!  Specification  For 

Case,  Cartridge,  40MM,  Ml  18  Metol  Parts  For . . . . 

Case,  Cartridge,  57MM,  M30A1B3  . . . . . . . . . . . . . 

Cose,  Cartridge,  40MM,  Ml  18  Part  For  . . . . 

Cose,  Cartridge,  40MM,  Ml  18  And  XM195.  Plug,  Base  For . . . . 

Case,  Cartridge,  40MM,  Ml  18  And  M195,  Cup,  Power  Charge  For . . 

Case,  Cartridge,  Combustible,  XM157E1,  152MM,  Parts  For . . 

Case,  Cartridge,  20MM,  M103A1  . . . . . . . 

Case,  Cartridge,  M205,  152MM,  Ports  For . . . . 

Cose,  Cartridge,  20MM,  XM204E1  (Steel),.., . . . 

Case,  Cartridge,  40MM,  XM195  Part  For . . . . . 

Cose,  Computer  Supplies,  Carrying . 

Cose,  Crystal  Holder  (CS&137) . 

Case,  Decoration,  Medallion,  Presentation . . . 

Case,  Decoration,  Presentation . . . . . . . . . . 

Case,  Dental  Instrument  And  Supply  Set,  Empty . . . . . . 

Case,  Dental  Instruments,  Sterilizing  And  Storage . . . . 

Case,  Detector  Unit,  Chemical  Agent  Automatic  Alarm  . . . . . 

Cose,  Dispotch  (Artificial  leather,  Wood  Frame) . . . . 

Cose,  Dispatch,  Artificial  Leather . . . . . . 

Cose,  Drawing  Board  And  Plane  Table  Board  15  By  20  Inch . . . . 

Case,  Eor  Plug . . . 

Case,  Field,  First  Aid  Dressing,  Leother  (Military  Police) . . . . . 

Case,  Field,  First  Aid  Dressing  unmounted  Magnetic  Compass,  LC*1  . 

Case,  Field,  Office  Mochine  (Plywood)- . . . . . . 

Cose,  Field,  Office  Machines,  Surveying  Equipment,  Steel . . . . 

Cose,  Filing,  Transfer,  Wood  Or  Fiber . . . . . . . 

Case,  Filing,  Transfer,  Knockdown  . . . . . . 

Case,  Filing,  Transfer,  Steel . . . . . 

Cose,  Filing,  Transfer,  Collapsible . . . . 

Cose,  Filing,  Transfer,  Collapsible . . . . . . . . . . 

Case,  Filing,  Transfer,  Fiberboard. . . . . . . . . . . . . 

Case,  Filing,  Transfer,  (Collopsibte)  . . . . . . . . 

Case,  Filing,  Transfer,  (Wood  Or  Fiber)..... . . . . . . . . 

Case,  Fire  Direction  Set,  Artillery . 

Cose,  Hag,  Interment . . . . . . . . . 

Case,  Flags  And  Guidons,  Cotten  Duck . . . . . . . . 

Case,  Flight  Report  Holder  And  Mop  (Asg) . . . . . . . . 

Case,  Fuze  Setter  Set,  M178 . . . . . . . 

Case,  Handcuffs,  Leather,  Black . . . . . . . . . . 

Case,  Hospital  Linens, small . . . . . . . . 

Cose,  Hydrogen  Generator  Set  (Case  CY-219  -  TMQ-3) . . . . 

Case,  Individual,  Survival  Kit,  Army  . . . . . . . . . . 

Cose,  Instrument,  Vertical  Scale,  Standard  Dimensions  For  . . . . . 

Case,  Instrument,  5  X  4-1/4  Size,  Standard  Dimensions  For . . . . . 

Case,  Instrument,  2*3/4  Dial,  With  Sump,  Standard  Dimensions  For . . 
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Mll-C-60520 

NOTICE  1 
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MIL-C-63292  (3) 

1315 

AR 
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88 
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L 

MIL-C-48423A  (2) 

1315 

AR 

30  Oct 

87 

AR 

L 

MIL-C-48424 

1315 

AR 

18  Mar 

86 

AR 

L 

MIL-C-48565  (1) 

1315 

AR 

10  Nov 

75 

AR 

L 

MIL-C-63240  (2) 

1310 

A 

02  Jul 

79 

AR 

L 

MIL-C-46236 

1310 

At 

20  Jun 

60 

AR 

MIL-C-46540B  (1) 
NOTICE  1 

1305 

AR 

06  Jun 

88 

AR 

99 

L 

MIL-C-46275A  (1) 

1315 

AR 

30  Jul 

62 

AR 

L 

MIL-C-63267 

1315 

AR 

13  Jul 

84 

AR 

L 

M1L-C-63318  (2) 
NOTICE  1 

1320 

AR 

30  Jan 

87 

AR 

L 

MIL-C-63296  (2) 

1315 

AR 

01  Apr 

85 

AR 

L 

Mll-C-46276 

1315 

AR 

30  Aug 

60 

AR 

L 

DOD-C-63976  (3) 

1305 

AR 

03  Nov 

86 

AR 

L 

Mll-C-46939 

13)5 

AR 

24  May 

63 

AR 

L 

Mll-C-46940  (3) 

1315 

AR 

01  Nov 

73 

AR 

l 

MIL-C-48884 

NOTICE  1 

1320 

AR 

20  Jun 

88 

AR 

L 

MIL-C-82537A 

1310 

OS 

25  Apr 

88 

os 

L 

MIL-C-60985A  (1) 
NOTICE  1 

1310 

AR 

25  Mar 

88 

AR 

L 

Mll-C-50712  (2) 
NOTICE  1 

1310 

AR 

21  May 

87 

AR 

L 

MIL-C-50446A 

NOTICE  1 

1310 

AR 

22  Mar 

88 

AR 

L 

MII-C-50447A  (1) 
NOTCIE  1 

1310 

AR 

23  Mor 

88 

AR 

L 

MIL-C-50448A  (1) 
NOTICE  1 

1310 

AR 

23  Mor 

88 

AR 

L 

MIL-C-50458 

NOTICE  1 

1320 

AR 

20  Jun 

88 

AR 

L 

Mll-C-50797  (1) 
NOTICE  1 

1305 

AR 

28  May 

75 

AR 
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MIL-C-50534A  (2) 
NOTICE  1 
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AR 

29  Jan 
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AR 

L 

MIL-C-50602  (3) 
NOTICE  1 

1305 

AR 

21  May 

87 

AR 

L 

Mtl-C-50527  (1) 
NOTICE  1 

1310 

AR 

25  Mar 

88 

AR 
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MII-C-52370A 

6675 

ME 

02  Aug 

78 
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MIL-C-10146A 
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ER 
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52 
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MIL-C-14640B 

8455 

IH 
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85 

IH 
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60 
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03 
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87 
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87 

EA 
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KK-C-00115C 
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MIL-C-20634D 
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MII-C-37117A 
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MII-C-I002J 

8465 

GL 

30  Sep 

86 

GL 

99 

MIL-C-43745B 
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81 

GL 

NU 

99 

MIL-C-10I01F  (1) 
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GL 

18  Sep 

73 

GL 

99 
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MII-C-43293A 
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04  Jun 

73 
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65 
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% 
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64 

A-A-2356 

7520 

/ 

26  Jun 

85 

A-A-2355 
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MIL-C-14381A  (2) 

1290 

AH 
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77 

AR 

MII-C-1463/A 

NOTICE  1 
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IH 
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88 

IH 
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IH 
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AR 
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83 
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NU 
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Mll-C-16489 

6545 
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51 

MD 

MS 

03 
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NOTICE  1 
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CR 

03  Feb 

88 

CR 

13 
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Mll-C-43647  (1) 
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73 
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MS-33549B 
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69 
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ALPHABETICAL  LISTING 


TITLE 

Case,  Instrument,  Flange  Mounted,  Aircraft . . . . . . 

Case,  Instrument,  Flange-mounted,  Aircraft . . . . 

Case,  Instrument,  2  3/4  Dial,  With  Sump,  Flange  Mounted,  Aircraft....... . . 

Case,  Intelligence  Officers  Field  Kit,  Type  M*1 . . . . . . 

Case,  Item  Display,  Framed . . . , 

Case,  Large-size,  (For  Use  With  Electronic  Equipment  Aircraft) . . . 

Case,  Laser  Protective  Spectacles... . . . . . . . . 

Case,  Mail  Distribution,  Portable,  81  Separations . . . . . . 

Case,  Maintenance  Equipment,  Small  Arms,  M16A1  . . . . 

Case,  Maintenance  And  Operational  Manual . . . . . 

Case,  Maintenance  Equipment,  Small  Arms,  M14A1  . . . . 

Case.  Map . . . . . . . . . . . 

Case,  Mop  And  Photograph,  Cotton  Duck . . . . . . . 

Case,  Medical  Instrument  And  Supply  Set,  Nylon,  Nonrigid,  No.  3 . . 

Case,  Medical  Instrument  &  Supply  Set,  Nylon,  Non  Rigid,  Nr  2  . . 

Cose,  Medical  Instrument  And  Supply  Set,  Nonrigid,  No.  4,  Empty . . . 

Case,  Medicol  Instrument  And  Supply  Set,  Nylon  Nonrigid  No.  7 . 

Case,  Medical  Instrument  And  Supply  Set,  Nonrigid,  No.  4...., . . . . 

Case,  lAedicol  Instrument  And  Supply  Set,  Nonrigid,  No.  5,  Empty... . . 

Case,  Medical  Instrument  And  Supply  Set  Nylon,  Nonrigid,  No.  6  . . . . 

Case,  Medical  Instrument  And  Supply  Set  Plastic,  Rigid . . . . . 

Case,  Medical  Instrument  And  Supply  Set,  Nylon,  Non-rigid,  No.  8 . 

Case,  Medical  Laboratory  Equipment  Sett . . . . . . . . . 

Case,  Medicol,  Shipping  And  Storage,  Polyethylene,  Rigid . . . . . 

Case,  Medical,  Shippin . . . . . . . . . . . 

Case,  Medulla  Pin  Sterilization . . . . . . . 

Case,  Merchandise  Display,  General  Specification  For . . . 

Case,  Merchandise  Display,  Counter  . . . . . . 

Case,  Merchandise  Display,  Wall . . . . . . . . 

Case,  Mercuriol  Barometer,  Ml-48  (  ( . . . . . 

Case,  Military  Water  Can  . . . . 

Case,  Needle  &  Blade  . . . . . . 

Case,  Optical  Bore  Sight,  8587581  . . . . . . 

Case,  Pane!  Marker,  For  Aerial  Communication  Panel  Marker  Sets  AP30C  And 
AP30D 

Case,  Parachutists,  Individual  Weapons  M-1950,  Adjustable..... . 

Case,  Projectile,  Burster,  M9A1  . 

Cose,  Projectile,  Burster,  M5  . . . . 

Case,  Projectile,  Burster,  Ml  Assembly . 

Case,  Projectile,  Burster,  M14  . . . . . . . . 

Cose,  Projectile,  Burster,  M8  . . . . . . 

Cose,  Projective  Burster,  XM216  . . 

Cose,  Shipping,  Reusoble,  10559075,  11730881  And  11730882 . 

Cose,  Shotgun,  Ammunition,  Cotten  Duck  . . . 

Cose,  Sleeping  Bog,  M-1945,  Water  Repellent . . . . . . . 

Case,  Small  Arms  Ammunition,  30-ROUND  Magazine  (M*16  Rifle),  IC-l  . 

Case,  Small  Arms  Ammunition,  30  Round  Magazine  M-16  Rifle...... . 

Cose,  Small  Arms,  Ammunition,  200  Round  Magazine . . . . 

Cose,  Small-size  (For  Use  With  Electronic  Equipment  In  Aircraft)  . . . . 

Case,  Spectacle,  Envelope  Type . . . . . 

Cose,  Spectacle,  Envelope  Type,  Soft  Fcbric  Lining . . . . . . . 

Case,  Splint  Set,  Telescopic  Splints,  Cotton  Duck,  36  Inches  Long  By  12  Inches 
Wide  By  7  Inches  Deep 

Cose,  Telescope,  Ml 64  . . . . . . . . ..., 

Cose,  Tentage  Repolr  Kit . . . . . . . . . . 

Case,  Transfer,  Human  Remains  . . . . . . . . . 

Case,  Transit  And  Storage,  Waterproof  And  Woter-voporproof . . 

Cose,  Transit,  For  Test  Set,  T4090 . . . . . . 

Cose,  Twist  Drlii  Set,  And  Stand,  Twist  Orsii  Set  -  Empty  . . . . . . . 

Cose,  Veterinary  Food  Inspection  Set . . . . . . . . . . 

Case,  Veterinary  Egg  Inspection  Set.. . . . . . . . . . . 

Casein  . . . . . . . . . . . . . . . . 

Casein  Hydrolysate............. . . . . . . . . 

Coses,  Genera!  Utility  (Artificial  Leather)......... . . . . . . 

Cases,  Instrument,  Clamp-mounted,  Aircraft . . . . . . 

Casework  Moveable  And  Modular  For  Hospital  Laboratories  And  Pharmacies, 
Performance  Specifications  For 

Casework,  Metal  And  Wood  (Medical  And  Dental)........, . . . . 

Cosh  Box,  Steel . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-33638C 

66GP 

AS 

15  Apr 

69 

AS 

11 

M3-27572A 

66GP 

71 

19  Nov 

48 

AV 

11 

MS-27573A 

66GP 

71 

19  Nov 

68 

AV 

11 

L 

MIL-C-4004B  (2) 

8460 

82 

06  Mor 

85 

99 

L 

A-A-50146 

7195 

Gl 

06  Jon 

88 

GL 

MS-91403B 

5975 

AS 

8  Dec 

58 

ER 

AS 

85 

Mll-C-44026 

8465 

GL 

08  May 

80 

GL 

NU 

MII-C-1761C 

7110 

GL 

13  Aug 

68 

GL 

99 

MIL-C-43737B 

8465 

GL 

25  Jon 

88 

GL 

MC 

99 

NOTICE  1 
MIL-C-11743F 

7520 

ME 

23  Jon 

89 

ME 

99 

L 

MIL-C-43681A 

NOTICE  1 

8465 

GL 

25  Jon 

88 

GL 

L 

MIL-C-43769B 

8460 

GL 

14  Oct 

88 

GL 

NU 

MIL-C-12316E 

8460 

GL 

10  Aug 

84 

GL 

NU 

99 

MIL-C-36856  (1) 

6545 

DM 

12  Dec 

86 

MD 

MS 

03 

MIL-C-303C 

6545 

DM 

08  Mor 

79 

MD 

MS 

03 

MIL-C-1 68 09A 

6545 

DM 

16  Jun 

58 

MD 

MS 

03 

MIL-C-36036B 

6545 

DM 

20  Dec 

78 

MD 

MS 

03 

MIL-C-0016809C 

6545 

DM 

07  Aug 

69 

MD 

MS 

03 

MIL-C-36020 

6545 

DM 

25  May 

59 

MD 

MS 

03 

Mll-C-37066 

6545 

DM 

05  Sep 

74 

MD 

MS 

03 

MH-C-36961A 

6545 

DM 

11  Jun 

75 

MD 

MS 

03 

MIL-C-37183  (1) 

6545 

DM 

22  Oct 

86 

MD 

MS 

03 

MIL-C-37106 

6545 

DM 

29  Oct 

74 

MD 

MS 

03 

A-A-0051858 

6545 

MB 

17  Mor 

87 

MD 

MS 

03 

A- R -005 1858 

6545 

/MB 

17  Mor 

87 

MD 

MS 

03 

A-A-53218 

6530 

MB 

29  Sep 

87 

MD 

MS 

03 

MIL-C-43495  (1) 

7195 

GL 

17  Dec 

74 

GL 

99 

Mll-C-43495/2 

7195 

GL 

25  Jon 

88 

GL 

99 

NOTICE  1 
MIL-C-43495/3 

7195 

GL 

25  Jon 

88 

GL 

99 

NOTICE  1 
MIL-C-55571A 

6660 

CR 

27  Apr 

88 

CR 

99 

NOTICE  1 

MIL-C-1 1430D  (1) 

7240 

GL 

28  Mo/ 

86 

GL 

99 

A-A-51692 

6515 

/MB 

26  Sep 

86 

MD 

MS 

03 

L 

MIL-C-60259 

1270 

AR 

02  Dec 

65 

AR 

MIL-C-13602C 

8345 

IH 

30  Oc! 

67 

IH 

NU 

99 

MIL-C-10922G 

8465 

GL 

20  Feb 

85 

GL 

NU 

99 

L 

MIL-C-14836A 

NOTICE  1 

1310 

AR 

05  May 

72 

AR 

L 

MIL-C-60549A  (1) 
NOTICE  1 

1315 

AR 

18  Mor 

86 

AR 

L 

MIL-C-60585A 

1315 

AR 

31  Aug 

71 

AR 

L 

Mll-C-48498 

NOTICE  1 

1315 

EA 

31  Aug 

88 

EA 

L 

MIL-C-50728 

NOTICE  3 

1315 

AR 

27  Mo y 

87 

AR 

L 

MIL-C-70678 

1310 

AR 

14  Jan 

88 

AR 

L 

MIL-C-50306A 

1285 

AR 

01  May 

70 

AR 

MIL-C-1690D 

8465 

GL 

25  Jon 

88 

Gl 

99 

NOTICE  1 


MIL-C-707D  (2) 

8465 

GL 

09  Mar 

77 

Gl 

MC 

99 

MIL-C-43827C 

8465 

GL 

26  Jun 

86 

Gl 

NU 

99 

L 

Mll-C-28981  (1) 

8465 

MC 

23  Od 

87 

MC 

NOTICE  1 

Mll-C-44082 

8465 

GL 

20  Apr 

82 

Gl 

MC 

MS-91402A 

5975 

AS 

8  Dec 

58 

ER 

AS 

85 

Mll-C-363328 

6540 

DM 

25  Feb 

77 

MD 

MS 

03 

MIL-C-36828A 

6540 

DM 

16  Sep 

77 

MD 

MS 

03 

L 

MIL-C-37946 

6545 

MB 

03  Jan 

89 

MD 

MS 

03  DM 

NOTICE  1 

l 

Mll-C-60255  (1) 

1290 

AR 

30  Mar 

70 

AR 

MU-C-3372E  (1) 

8340 

GL 

26  Sep 

85 

Gl 

MC 

99 

MIL-C-43179B  (2) 

9930 

GL 

07  Jun 

84 

GL 

34 

M1L-C-4150H  (1) 

8115 

69 

03  Mor 

80 

Gl 

AS 

69 

L 

Mll-C-50228 

1190 

AR 

11  Mar 

69 

AR 

GGG-C-116B  (2) 

5140 

•Gl 

18  Mor 

63 

Gl 

SH 

99 

MIL-C-36493 

6545 

DM 

14  Jul 

66 

MD 

MS 

03 

MIL-C-3653A 

6545 

DM 

18  Jun 

75 

MD 

MS 

03 

L 

MIL-C-1 1532C 

6810 

EA 

12  Aug 

88 

EA 

NOTICE  1 

MIL-C-51090A 

6810 

EA 

31  Aug 

88 

EA 

MS 

68 

NOTICE  1 

A-A-584A 

8460 

* 

19  Jun 

80 

MS-33639D 

66GP 

AS 

01  Mor 

88 

AV 

AS 

99 

MIL-C-29'40 

6530 

YD 

10  May 

85 

MD 

YD 

03 

MIL-C-20709D 

6530 

YD 

14  Moy 

84 

CE 

YD 

C3  MB 

RR-C-140  (1) 

7520 

'/. 

15  Jul 

63 

INT  AMD  (2) 
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ALPHABETICAL  LISTING 


TITLE 


Cash  Box,  Steel . . . . . . . . . . . . 

Casing  •  Flexible,  Steel,  Push-pull  Control . . . . . . . 

Casing,  Burster  M158 . . . . . . . . . . . 

Casing,  Burster,  T21,  Assembly. . . . . . . . 

Casing,  Flexible  Control,  Aircraft . . . . . . . . . . . 

Casing,  Tubing,  &  Line  Pipe  Threads,  Threading,  Gaging,  &  Thread  Inspection  Of  • 
Tenth  Edition  -  Mar  79 

Casket,  V-groove,  Part  Of  Rf  Coaxial  Connectors  {Inactive  5*4*73) . 

Cosserole,  Laboratory  Porcelain,  W/cover . . . . . . . . . 

Casserole,  Laboratory,  Porcelain......... . . . . . . . . . 

Casserole,  Laboratory,  Porcelain......... . . . . . . . 

Cassett,  Double  Core  (B-l  Axial),  Dimensions  &  Operational  Constraints  For,  For 
16MM  Processed  Microfilm  •  16  Oct  75 

Cassette  Changer . . . . . . . . . . . 

Cassette,  Magnetic  Tape,  3/4-INCH,  U-motic,  Video  Color . . . . . . 

Cassette,  Magnetic  Tape,  Audio  Recording  (Twin-hub,  Coplanar) . . . 

Cassette,  Radiographic  Film  . . . . . . . . . . 

Cassette,  Radiographic  Film  (Medico!  (  . . . . . . . . 

Cassette,  Radiographic  Ficm  Lightweight . . . . . . . . 

Cassette,  Radiogrophicflim  . . . . . . . . . . . . 

Cassette,  Radiogrophicflim . . . . . . . . . . . . 

Cassette,  Radiogrcphicfilm  . . . . . . . . 

Cassette,  X*ray  Tube  Calibration  Test..... . . . . . 

Cassettes  And  Reels,  Projection,  Motion-picture,  Super  8MM  . . . . 

Cast  Iron  Threaded  Fittings  Class  125  &  250  *  30  Aug  77 . . . 

Cast  Polymethyl  Methacrylate  For  Sheet  Stock,  Custom  Costings,  And  Fini-jied 
Windows 

Cast  Surface  Comparison  Standord . . . . . . . . . . . . . 

Castable  Mix,  Refractory,  High*temperoture  Hydraulic  Setting... . . . 

Castable  Mix,  Refractory,  Thermal  Insulating  . . . . 

Caster,  Industrial  . . . 

Coster,  Industrial  . . . . . 

Caster,  Rigid  (INDUSTRIAL  Duty) . . . . . . . . . . 

Caster,  Rigid  And  Swivel,  Precision  Pneumatic  Tired . . . . . 

Caster,  Rigid  And  Swivel,  Precision,  Heavy  Duty . . . . 

Caster,  Rigid  And  Swivel,  Precision,  Spring  Mounted.... . . . . . . . . . 

Caster,  Swivel  (Chair)  . . . . . 

Caster,  Swivel  (Industrial  Duty)  . . . . . . . . 

Caster,  Swivel  Chair. . . . . . . . . . . . . . 

Costers,  Rigid  And  Swivel,  Precision  Heavy  Duty.  And  Shock,  Absorbing . 

Costers,  Rigid  And  Swivel,  Industrial  Duty  . . . 

Costers,  Rigid  And  Swivel  (Institutional  Duty)  . . . . . . 

Costers,  Rigid  And  Swivel  Industrial  Duty . . . 

Casters.rigid  And  Swi  Vcl, general  Spccifico  Tion  For . . . . 

Costing  Aluminum  Alloy,  Premium  Grode  4.6CU-0.35MN-0.25MG-0.22TI 
(A206.0*T71)  Solution  &  Precipitation  Heot  Treated  •  15  Apr  80 
Casting  Solvents  For  OlA,  OGK  And  AHH  Propellants . . . . . . . . 

Costing.mochlne,  Dentol  Metals,  And  Replacement  Ports . . . . 

Costing,  Alloy  Investment,  73NI  13CR  4.5MO  0.75TI  6A1  2.3(CB  Plus  To)  0.10ZR 
0.010B  Vacuum  Melted  -  15  Jon  76 

Casting,  Alloy,  Investment,  Corrosion  And  Heat  Resistant  47.5NI  *  33  Cr  •  1.5CO  • 
9MO  -  0.60W08.5FE  -  16  Oct  1978 

Casting,  Aluminum  Alloy,  High  Strength  4.5CU-0.70AG-0.30MN-0.25MG‘0.25TI 
(A201,0*T7)  Solution  Heot  Treated  &  Overoged  •  1  Jul  82 

Costing,  Aluminum  Alloy  Die  *  30  Mor  84  . . . . . . . . . . . . 

Costing,  Aluminum-alloy  Investment  *  30  Aug  85  . . . . 

Casting,  Automotive  Gray  Cost  Iron  *  29  Jul  1983  (Reoproved  1988)........... . . . 

Costing,  Classification  &  Inspection  Of . . . . . 

Casting,  Copper  Nickel  Alloy  •  29  Jon  82  . . . . . . 

Costing,  Ductile  (Nodular)  Iron  For  Artillery,  Worheod  And  Mortor  Ammunition 
Components 

Casting,  Ferritic  Ductile  Iron  Pressure*retoining,  For  Use  At  Elevated  Temperatures  - 
26  Sep  80 

Costing,  Ferrous,  Corrosion-resistant,  Austenitic,  Chromium -nick  ei  . . 

Costing,  Gray  Iron,  For  Elevoted  Temperatures  For  Non  Pressure  Containing  Ports  - 
25  Oct  71  {Reapproved  80) 

Costing,  Inspection  Of  (For  Guided  Missile  And  Rocket  Materiel.. . . . . . . . 

Costing,  Magnesium  Alloy  Permanent  Mold  *  24  Feb  84  . . . . . 

Casting,  Nickel  Chromium  Molybdenum  Columblum  Alloy  . . . . 

Costing,  Pearlitic  Malleable  Iron  For  Artillery  And  Mortor  Ammunition  . . . 

Costing,  Precision,  Non-ferrous . . . . . . . 

Costing,  Sand,  Aluminum  Base  &  Magnesium  Base  (For  Special  Wecpons 
Application) 

Costing,  Sand,  Preparing  Tension  Test  Specimens  For  Copper  Base  Alloys  For, 
Stcndord  Practice  For  -  25  Jun  82 


DOCUMENT 


NUMBER 

FSC 

PREP 

date 

CUSTODIAN 

RR-C-00140A 

7520 

% 

29  Dec 

69 

AN8016 

REV  3 

1680 

AS 

5  Dec 

51 

AS 

99 

L 

MIL-C-50779A 

NOTICE  1 

1310 

AR 

02  Feb 

89 

AR 

L 

Mll-C-46535  (I) 

1315 

AR 

02  Oct 

61 

AR 

MII-C-5638A 

3040 

AS 

24  Jul 

58 

AS 

99 

API  5B-79 

4710 

YD 

28  Nov 

84 

YD 

99 

MS-90133E 

5935 

CR 

04  May 

73 

CR 

EC 

85 

MS-3657)  A 

6640 

EA 

21  Jon 

81 

EA 

MS 

99 

NNN-C-25B 

6640 

/DM 

10  Jul 

78 

MD 

MS 

03 

MS-35970C 

6640 

EA 

15  Sep 

88 

EA 

MS 

99 

ANSI  PH5.22-75 

6760 

ER 

17  Aug 

76 

ER 

AS 

99 

GG-C-133 

6525 

t 

27  Apr 

56 

A-A-1897 

5835 

-CR 

24  Jul 

81 

CR 

W-C-1684 

5835 

• 

04  Apr 

77 

INT  AMD  (1) 
A-A-53576 

6525 

/MB 

29  Jul 

88 

MD 

MS 

03 

GG-C-131C 

6525 

/DM 

18  Apr 

77 

MD 

MS 

03 

A-A-53852 

6525 

MB 

24  Mar 

89 

MD 

MS 

03 

A-A-53327 

6525 

MB 

26  Feb 

88 

MD 

MS 

03 

A-A-51938 

6525 

MB 

24  Apr 

87 

MD 

MS 

03 

A-A-51249B 

6525 

MB 

29  Jul 

88 

MD 

MS 

03 

A-A-51667 

6525 

MB 

26  Jun 

87 

MD 

MS 

03 

MS-)4)15 

6760 

AS 

01  Apr 

74 

ER 

AS 

99 

ANSI  B  16.4-77 

4730 

YD 

06  Aug 

81 

ME 

YD 

99 

L 

MII-C-24449A 

9330 

SH 

20  Dec 

88 

SH 

NAS  823-80 

REV  1 

5220 

AS 

30  Apr 

83 

AS 

Q 

MIL-C-717F 

9350 

SH 

12  Nov 

87 

ME 

SH 

99 

L 

MIL-C-19794B 

9350 

SH 

11  Dec 

62 

SH 

MS-24380D 

5340 

82 

31  Mor 

83 

AV 

AS 

99 

O 

MIL-C-7474E 

5340 

82 

22  Jun 

78 

AR 

YD 

99 

A-A-2114 

5340 

•IS 

17  Mar 

83 

AR 

YD 

99 

MS-24373A 

5340 

82 

03  Sep 

65 

ME 

SA 

99 

MS-27149B 

5340 

82 

03  Sep 

65 

AR 

YD 

99 

MS-24374B 

5340 

82 

03  Sep 

65 

ME 

YD 

99 

A-A-1011 

5340 

• 

C6  Jon 

83 

A-A-1012 

5340 

• 

17  Mor 

83 

FF-C-82B  (2) 

5340 

t 

08  Moy 

72 

Q 

MII-C-4751D  (1) 

5340 

82 

16  Dec 

83 

AR 

99 

FF-C-88C 

5340 

% 

12  Jon 

71 

FF-C-77C  (1) 

5340 

/GL 

22  Aug 

88 

GL 

YD 

MS -87968 

5340 

82 

05  Jul 

84 

AR 

YD 

99 

L 

MU-C-87972A 

5340 

82 

07  Dec 

87 

AR 

AS 

82 

AMS  4235-80 

MECAAS 

06  Oct 

82 

MR 

AS 

20 

L 

MII-C-I3609B 

NOTICE  ) 

1376 

AR 

25  Apr 

88 

AR 

GG-C-001321 

6520 

/DM 

13  Oct 

67 

MD 

MS 

03 

AMS  5391B-76 

MECA20 

25  Mar 

77 

MR 

AS 

20 

AMS  5390B-78 

MECA20 

31  Mor 

80 

MR 

AS 

20 

AMS  42293-82 

MECAAS 

30  Dec 

82 

MR 

AS 

20 

ASTM  B 85-84 

MECAMR 

12  Mor 

85 

MR 

AS 

20 

ASTM  B618-85 

MECAMR 

23  Sep 

85 

MR 

AS 

ASTM  A159-83R88 

9515 

MR 

23  Jon 

89 

MR 

YD 

Mll-STD-2175 

NDTI 

AS 

12  Oct 

84 

MR 

AS 

20 

ASTM  8369-82 

MECASH 

25  Mor 

85 

MR 

SH 

20 

L 

Mll-C-60625 

1395 

AR 

30  Nov 

66 

AR 

ASTM  A395-80 

MECAYD 

05  Dec 

80 

MR 

YD 

Mtl-C-24707 -'3 

MECASH 

27  Jan 

39 

»•*» 

SH 

20 

ASTM  A319-71R80 

MECAYD 

08  Moy 

8! 

MR 

YD 

L 

MIL-C-47269 

1420 

Ml 

09  Aug 

74 

Ml 

ASTM  8199-84 

MECAMR 

12  Mor 

85 

MR 

20 

L 

MII-C-24615A 

MECASH 

14  Oct 

88 

SH 

L 

MIL-C-4697) 

NOTICE  1 

1395 

AR 

22  Mor 

88 

AR 

L 

MIL-C-11866C 

MECAMR 

27  May 

86 

MR 

NOTICE  1 

L 

MIL-C-48808 

NUORAR 

09  Jun 

75 

AR 

ASTM  B208-82 

MECASH 

30  Apr 

85 

MR 

SH 

20 
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DOCUMENT 

NUMBER  FSC  PREP  DAT£ 


CUSTODIAN 


Costing,  Steel,  Martensitic  Stainless  &  Alloy,  For  Pressure  Containing  Parts,  Suitable 
For  High  Temperature  Service  *  Jul  85 

Casting,  Steel,  Investment  Corrosion  Resistant  17CR  -  0.55MO  (0.95  -  1.20C) 
Annealed  -  1  Oct  82 

Casting,  Steel,  Investment  Corrosion  &  Moderate  Heat  Resistant  13CR  -  2.0NI  • 

3.0W  Hardened  &  Tempered  *  1  Oct  82 

Costing,  Steel,  Investment  Corrosion  Resistant  14  Cr  4.25NI  2.25NI  *  2.25MO  - 
0.25(CB&TA)  3.25CU  Solution  Heat  Treated  -  1  Oct  82 
Casting,  Steel,  Investment,  Corrosion  Resistant  16CR-4.1N1.0.28(CB  Plus  TAJ-3.2CU 
Solution  &  Precipitation  Heat  Treated  130,000  Psi  (896  Mpa)  Tensile  Strength  • 

15  Jul  77 

Casting,  Steel,  Sand  0.82CR  -  1.8NI  .  0.35M0  (0.38  -  0.46C)  Normalized  & 
Tempered  (See  4340)  *  1  Oct  82 

Casting,  Steel,  Investment  0.95CR  0.20NO  (0.35  -  0.45C)  Normalized  ■  1  Oct  82., 

Castings  Steel,  Sand  0  80CR  1.8NI  -  0.35MO  (0.28  ■  0.36C)  Annealed  (SAG  4330 
Modified  ■  l  Oct  82 

Castings  Steel,  Investment,  Corrosion  &  Moderate  Heat  Resistant  12.5CR  -  1  Apr  81 

Castings  Steel,  Investment  0.80CR  -  1.8NI  -  0.35MO  (0.28  •  0.36C)  Annealed  ($AE 
4330  Modified)  •  \  Oct  82 

Castings,  Alloy  Iron  Ductile,  Sand  Corrosion  Resistont  22NI  (2.5  -  3.0C)  •  15  Jon  77 
Castings,  Alloy  Investment  Corrosion  And  Heat  Resistont  61.5NI  .  23MO  *  5.5FG  - 
0.40V  •  15  Jan  77 

Castings,  Alloy  Investment  Corrosion  And  Heat  Resistant  52NI  -  19CR  •  11CO  - 
9.8MO  *  3.2TI  -  1.6AI  ■  0.006B  Vacuum  Melted  Vacuum  Cast,  Solution  Treated  • 
15  Jan  77 

Castings,  Alloy  Investment,  Corrosion  &  Heat  Resistont  64NI  -  8.0CR  ■  10C0  » 

6.0M/  -  1.0T1  -  4.2TA  -  6.0A1  -0.015B  *  0.08ZR  Vacuum  Melted,  Vocumm  Cost 
As  Cast  •  1  Oct  82 

Castings,  Alloy  Investment,  Corrosion  &  Heat  Resistant  63NI  -  8.0CR  •  10CO  - 
6.0MO  -  1.0TI  -  4.2TA  *  6.0A1  -015B  •  0.03ZR  -  1.2HF  Vacuum  Melted,  Vacuum 
Cast  As  Cast  -  1  Jon  83 

Castings,  Atloy  Investment,  Corrosion  &  Heat  Resistant  60NI  -  9.0CR  ■  10CO  • 

12.5W  .  1.0CB  *  2.0TI  -  5.0A1  *  0.015B  -  0.06ZR  Vocuum  Melted,  Vacuum  Cast 
As  Cast  -  1  Oct  82 

Castings,  Alloy,  Investment,  Corrosion  And  Heat  Resistant,  52.5NI  -  19CR  *  3.0MO  » 
5.1  (Cb  &  To)  •  0.91TI  -  0.60A1  •  18  Fe  Vacuum  Melted  Homogenization  And 
Solution  Heal  Treated  »  l  Jul  88 

Costings,  Alloy,  Investment,  Corrosion  And  Heat  Resistant  60  Co  -29CR  -  4.5W  As 
Cast  *  lOCTOBER  1987 

Castings,  Alloy,  Investment,  Corrosion  And  Heat  Resistant,  65.5CO  •  25CR  •  1.8NI  - 
5.0W  As  Cost  -  1  Oct  82 

Costings,  Aluminum  Alloy,  Investment  7.0  Si  -  0.32  Mg  (356.0-T51)  Precipitation 
Heat  Treated  -  1  Jan  1984 

Costings,  Aluminum  Alloy,  Premium  Grade,  4.6CU  *  0.35MN  -  0.25MG  •  0.22TI 
(A206.0-T4)  Solution  Heal  Treated  &  Naturally  Aged  -  15  Jul  80 

Castings,  Aluminum  -  Bronze  Sand  •  29  Jan  82 . . . . 

Castings,  Automotive  Gray  Iron  »  29  Jul  83 . . . . . 

Castings,  Copper  Alloysand,  For  Applications,  Standard  Specification  For  -  26  Feb 
88 

Castings,  Coppcr*bose  Alloy  Centrifugal  -  28  August  1981  . . . . . . 

Castings,  Copper  Beryllium  Alloy  Investments  2BE  *  0.4C0  -  0.32SI  -  30  Jun  60 . . 

Castings,  Ductile  Iron  •  15  Jun  84 . . . . . . . . . . . 

Castings,  Ferritic  Malleable  Iron  For  M151  Worhcod. . . . . 

Costings,  Ferrous,  Austenitic  Manganese  (Hodficld  Manganese),  (Low  Magnetic 
Permeability  &/or  Weor  Resistant) 

Castings,  Ferrous  . . . . . . . . . . . . . . . 

Castings,  Ferrous,  Chromium  Steel,  For  Pressurc*containing  Ports  Suitoble  For 
HIgh-temperoture  Service 

Costings,  Ferrous,  For  Machinery  &  Structural  Application . . . . . 

Castings,  For  Pressure  Containg  Ports  Suitoble  For  High  Temperturescrvice.. . ......... 

Castings,  Gray  Iron  -  25  Feb  83  . . . . . . . . . . . . 

Costings,  Investment,  Cobolt  Bose  Alloy............ . . . . . . 

Castings,  Investment,  Corrosion  Resistant,  16  Cr  -  4.1NI  *  0.28  (Cb  &  T9)  -  3.2  Cu, 
Solution  Heat  Treated  «  1  Jul  85 

Costings,  Investment,  Tolerances  For...., . . . . . . . . . . . 

Costings,  Iron  Chromium  Nickel,  Corrosion  Resistant  For  Severe  Service  -  29  Apr 
1988 

Costings,  lron*chromum.  Iron-chromium  Nickel,  Nickcl-bose,  Corrosion  Resistant,  For 
Gcnerol  Application  -  27  June  1986 

Costings,  Iron-chromium-nlckcl,  Corrosion  Resistont  For  Severe  Service  *  28  Aug 
1987 

Costings,  Iron,  Fcrritic^molieoble  (Metric)  17  Oct  84  . . . . . . . . . 

Costings,  Iron,  Ferritic  Malleable,  Standard  Specification  For  •  17  Oct  84  . . 

Castings,  foctitio  fro  And  Austenitic, dutile  Iron ............................... . . . , . 

Castings,  Mogncrium-olloy  Permanent  Mold  *  24  April  87  . . . . 

Costings,  Magnesium-o'foy  Investment  -  24  Apr  1987 . . . 

Costings,  Sand,  0.80CR-1.8NI  -  0.35MO  (0.28  -  0.36C)  (Sac  4330  Modified) 
Annealed  -  1  October  1987 

Castings,  Steam  Or  Valve  Bronze  (Adopted  25  Jul  86)  . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Costings,  Steel  Investment,  Corrosion  And  Moderote  Heot  RESISTANT,  12.5CR  (Soe 
5)410)  Hardened  And  Tempered  *  1 JUL  87 
Costings,  Steel  Investment,  Corrosion  &  Heat  Resistant  25CR  -  20NI(CK20)  As  Cast 
-  1  Oct  82 

Castings,  Steel  Investment,  Corrosion  4  Heat  Resistant  17CR  •  13NI  -  ?„9MO 
Solution  Heat  Treated  *  1  Oct  82 

Castings,  Steel  Investment  Corrosion  Resistant  16CR  -  1.8NI  *  0.08N  -  15  Jan  77  .... 
Casings,  Steel  Investment,  Corrosion  Resistant  15CR  *.  4.0NI  .  2.3MO  -  0.09M 
Solution  Heal  Treated  »  1  Oct  82 

Costings,  Steel  Investment,  Corrosion  And  Heat  Resistont  19CR  -  9.5NI  -  15  Jon  77 

Castings,  Steel  Investment  Corrosion  Resistont  13CR  *  0.25S  -  15  Jan  77 . 

Costings,  Steel,  Investment,  Corrosion  Resistont,  15CR  -  4.5NI  -  0.22  (Cb  T  To)  • 
2.8CU;S01UTI0N  And  Precipitation  Hert  Treated  150,000  Ps)  (1034  Mpa)  Tensile 
Strength  16 

Costings,  Steel,  Carbon,  For  General  Application  -  27  Dec  85  . . . . . 

Castings,  Steel,  Sand,  Corrosion  &  Heat  Resistant  24.5CP.  *  20.5N),  Solution  Heat 
Treated 

Castings,  Steel,  $AND,0.28  Cr  •  1.8NI  -  0.35MO  (0.38  -  0.46C)  (SAE4340) 
Normalized  And  Tempered  *  1  October  1987 
Castings,  Steel,  Investment,  0.80CR  -  1.8N1  -  0.35MO  (0.28  -  0.36C)  (Sae  4300 
Modified)  Annealed  -  1  October  1987 

Castings,  Steel,  Sand,  Corrosion  &  Moderate  Heat  Resistant,  13CR  -  1  Apr  81 . . . 

Castings,  Steel,  High  Strength,  For  Structural  Purposes  *  28  Sep  04 . . . . . . 

Castings,  Steel,  Austenitic,  For  High‘temp«*ratore  Service  -  29  APR88 . . 

Castings,  Steel,  Carbon,  Suitable  For  Fusionweldmg,  For  High  Tern  Perature  Service 
*  28  Dec  1984 

Castings,  Stress  Rupture  Properties  Of . . . . . . . . 

Castings,  Up  To  2  In.  (51  MM)  In  Thickness,  Standard  Reference  Roiogrcphs  For 
Steel  •  30  Nov  84 

Costingsm  Zinc-olloy  Die  -  25  Sep!  1987  . . . . 

Castor  Oil  (Dehydrated) . . . . . . . . . . . . . 

Castor  Oil,  Aromatic,  USP . . . . . . . . . . . . . 

Castor  Oil,  Technical . . . . . . . . . . . . . 

Catalogs  Supply:  Sets,  Kits,  Outfits,  &  T336S . . . . . . . 

Catalyst,  Burn  Rate  2,  2  BIS  (Ethylferrccenyl)  Propone . . . 

Catalyst,  Carbon  Monoxide  And  Hydroccrbon  Oxydixing  (For  Use  In  An  Air 
Purifying  Device  Aboard  Submarines) 

Catapult,  Aircraft  Election  Seat,  M5A1  Assembly  . 

Catapult,  Aircraft  Ejection  Seat,  M37  Assembly . . . . . 

Catapult,  Aircraft  Ejection  Seot,  M3A1,  Assembly. . . . . . . . 

Catapult,  Aircraft  Ejection  Seat,  M5A1  Metal  Ports  Assembly. . . . 

Catapult,  Aircraft  Ejection  Scat,  M4A1,  Assembly . . . 

Catapult,  Aircraft  Ejection  Seot,  M9,  Remanufoctured  Metol  Parts  Assembly . . . 

Catapult,  Aircraft  Ejection  Seot,  M4A1  Remanufactured  Metol  Parts  Assembly . . 

Cotopult,  Aircraft  Ejection  Seot,  M10  Remanufactured  Metol  Parts  Assembly . 

Catapult,  Aircroft  Ejection  Seot,  M4A1  Metol  Ports  Assembly..... . 

Cotopult,  Aircraft  Ejection  Seot,  M5A1  Remanufoctured  Metal  Parts  Assembly . 

Catapult,  Aircroft  Ejection  Seot,  M3A1  Remanufoctured  Metol  Ports  Assembly . 

Cotopult,  Aircroft  Ejection  Seot,  M3A1,  Metol  Ports  Assembly . . . 

Cotopult,  Aircroft  Ejection  Scot,  M9  Metol  Ports  Assembly . . . . 

Catapult,  Aircraft  Ejection  Scat,  M9  Assembly . . . 

Cotopult,  Aircroft  Ejection  Scot,  CKU-7/A  Assembly  . . 

Cotopult,  Aircroft  Ejection  Scot  CKU-5/A/A  Assembly  . . . . 

Cotopult,  Aircroft  Ejection  Seot,  CKU-7/A  Metoi  Parts  Assembly  . . 

Catapult,  Aircroft  Ejection  Seot,  CKU*7/A  Rework-Assembly. . . . . . 

Catapult,  Aircroft  Ejection  Seot,  CKU*5/A/A  Rework  Assembly  . . . . 

Catapult,  Aircroft  Ejection  Seot  C&KU-2/A  &  C&KU-5/A  Assembly  . . . . 

Catapult,  Aircraft  Ejection  Seat  CKU*5/A  Assembly....................... . 

Catapulting  &  Arresting  Gcor  Forcing  Functions  For  Aircroft  Structural  Design . 

Catch,  Clomping  And  Strike  (Concealed  Spring-Type) . . . . . . . 

Catechol,  4-TERTIARY  Butyl . . . . . . . . 

Catheter  &  Connector,  Suction,  Endotracheal  (Cancel  Use  A*A*51713A). . . . 

Catheter  &  Connector,  Suction,  Tracheal . . . . . 

Catheter  &  Needle  Unit,  Intravenous,  (18  Gage  Catheter) . . . 

Cotheler  &  Needle  Unit,  Intravenous  16  Gcge  Catheter,  5*1/4  Inches  long,  50S  ...... 

Catheter  &  Needle  Unit,  Intravenous,  Sterile  . . . . . . 

Catheter  And  Needle  Unit,  Intravenous,  Disposable  With  Syringe  (Needle  Info 
Catheter) 

Cotheter  And  Needle  Unit,  Intravenous,  16  Gage  Catheter,  8  Inches  Long,  50S . 

Catheter  And  Needle  Unit,  Intravenous,  Radiopaque,  Disposable  (Catheter  Into 
Needle) 

Cotheler  And  Needle  Unit,  Intravenous  (20  Gage)...... . . . 
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ALPHABETICAL  LISTING 


TITLE 

Catheter  And  Needle  Unit,  Intravenous,  Radiopaque,  Disposable  (Catheter  Into 
Needle) 

Catheter  And  Needle  Unit,  Intravenous,  24  Gouge  Catheter,  Rodiopaque, 

Disposable,  50S 

Catheter  And  Needle  Unit,  Intravenous  (16  Gage  By  24  Inch  Cotheter,  Radiopaque, 
Disposable) 

Catheter  Kit,  Pacing,  Transvenous  (Bipolor) . . . . . . . . . . 

Catheter-specimen  Collecting  Unit,  Endotrocheol,  Plastic,  Disposable,  lukens . 

Catheter-specimen  Collecting  Unit,  Endotracheal  (lukens).. . . . 

Catheter,  Cardiovascular  . . . . . . . . . . . . 

Cotheter,  Cardiovascular  (Triple  Lumen,  Radiopague,  Disposable,  110  Cm  long)  . 

Cotheter,  Cardiovascular,  Irrigation . . . . . . . . . . . 

Catheter,  Cardiovascular  (Flow  Directed,  Thermodilution)  . . 

Cotheter,  Cardiovascular  (Thermodilution,  With  Bolloon,  Rcdiopaque) . . . . 

Catheter,  Cholongiogram  (Plastic)  . . . 

Catheter,  Cholongiogram,  Plastic,  Dispossoble,  Sterile . . 

Catheter,  Foley,  Standard  Performance  Specification  For  -  27  Mar  1981  . . 

Cotheter,  Irrigation,  Colonoscope . . . . . . . 

Catheter,  Peritoneal  Dialysis,  Plastic,  Disposable,  With  Y-connector  And  Roller 
Clamp,  11  Inch,  11  Fr 

Catheter,  Umbilical,  Polyvinyl  Chloride,  Disposable...... . 

Catheter,  Urethal,  Woven,  (Braided)  . . . . . . . . . . 

Catheter,  Urethal,  Siliconized  Rubber,  Disposable,  Foley,  Round  Tip,  Value  Type  . . 

Catheter,  Urethal  (Foley,  Carson  Type)  . . . . . . 

Catheter,  Urethrol  (Rubber,  Whistle  Tip)  . . . . . . 

Catheter,  Urethrol,  Siliconized  Rubber  Disposable,  Round  Tip,  Foley-type . 

Cotheter,  Urethrol,  Plastic,  Disposable  Round  Tip,  Robinson-neloton  Type  . . . 

Catheter,  Urethral  (Foley,  Silicone)  . . . . . . 

Catheter,  Urethral,  Rubber . . . . . . . . . . . . 

Catheter,  Urethral,  Rubber . . . . . . . . . 

Cotheter,  Veterinary,  Horse,  Plastic . . . . . . . 

Cotheterization  Pack,  Urethral . . . . . . . . 

Catheterization  Set,  Urethal . . . . . . . . . . . 

Catheterization  Set,  Urethrol,  Disposable,  With  30CC  Syringe  . . . . . 

Catheterization  Set,  Urethal . „ . . . . . 

Catheters,  Tracheol . . . . . 

Catheters,  Ureterol,  (X-ray,  Graduated) . . . 

Catsup,  Tomato,  Dehydrated,  For  Meal,  Ready  To  Eat . . . 

Cauliflower  Au  Grotln,  Powder  (For  Orol  liquid  Feeding) . . . . . . . 

Coulking  Compounds  . . . . . . . . . . . . . . 

Cautery,  Battery  Operated........ . . . . . 

Coutrry,  Handle  . . . . . . . . . . . . 

Cautery,  Ophthalmic,  Battery  Operated,  low  Temperature  . . 

Cavity  lining  And  Thinner  Set,  Dental,  Nitrocellulose  Base  . . . . . 

Cb  Collective  Protection  Of  Mobile  Vehicles,  Vans  And  Shelters . 

Cedar,  Western  Red,  Northern  White  Cedar  Andalosko  Yellow  Cedar  Poles,* 
Preservative  Treatment  Of  Incised  Pole  Butts  By  The  Thermal  Process  (1973) 

Cedar,  Western  Red,  And  Alaska  Yellow  Cedar  Poles  •  Preservative  Treatment  By 
The  Full  length  Thermal  Process 

Cefodroxil  Capsules,  Usp . . . . . . . . . . . . . . . 

Cefozolin  Sodium,  Sterile,  Usp,  lyophilized . . . 

Cefoperozone  Sodium,  Sterile,  USP . . . . . . . 

Ceforonide  For  Injection,  Equivalent  To  1  Gram,  10  S... . . . . . . 

Cefotetan  Disodium,  Sterile . . . . . . . . . . . . 

Cefoxitin  Sodium,  Sterile,  Usp  . . . . . . . . . . . . 

Cefoxitin  Sodium,  Sterile,  Usp  . . . . . . . . 

Ceftazidime  For  Injecition. . . . . . . . . . . . . 

Ceftizoxime  Sodium,  Sterile,  USP . . . . . . . 

Ceftriaxone  Sodium  For  Injection . . . . . 

Ceftriaxone  Sodium  For  Injection . . . . . . . 

Cefuroxime  Sodium,  Sterile . . . . . . . . . . . . 

Celery-  Dehydrated  . . . . . . . . . . 

Cell,  Botlery,  Aircraft  Storage,  Nickel  Cadium, . . . 

Cell,  Battery,  Stcroge,  light  And  Heavy  Duty,  Aircraft  . . . . . 

Cell,  Salinity  fndicotor  . . . . . . . . 

Cell,  Solar,  Silicon,  Genorol  Specification  For . . . . . . 

Cell,  Solar,  Silicon,  Silver  Con’s ct . . . . . . . . . . . 

CsU,  S forage,  N'lcUI-ccdr.^v,  (r<r  Tolas  iV.Is.ile)  . . . . . . 

Cell,  Storage,  Silver  Zinc  AtkowurTypp  (For  Deep  Submergence  Applications) 
(Metric) 

Cellophane . . . .  . . . . 

Cellophane  (Coated  And  Noncooted  Regenerated  Cellulose  Film)  . . . . 

Cellular  Elastomeric  Materials,  Molded  Or  Fabricated  Ports......... . . . . . 

Cellular  Gloss  Thermal  Insulation  ■  26  Aug  1986  . . . . . . 

Cellular  Materials,  Flexible-slab,  Bonded,  &mofded  Urethane  Foams  «  27  Mar  86  ...... 

Cellular  Plastics,  Rigic,  Standard  Test  Method  for  Open  Cell  Contrnt  By  The  Air 
Pycnometer  27  Feb  87 

Cellulose  Acetate  Butyrate  .................... . . . . . . . . . 

Cellulose  Acetate  Butyrate  Film  &  Sheeting  For  Fabricating  6  Forming  •  26  Jun  81 
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Cellulose  Acetate  For  Use  In  Propellant  Powder.  . . 

Cellulose  Acetate  Sheet  (For  Inhibitors) . . 

Cellulose  Nitrate,  Plostic  Sheets . . . . . . . . . . . . 

Cellulose  Nitrate  Solutions  Dilution  Ratio  Of  Active  Solvents  In  -  25  Mar  88 . 

Cellulose  Propionate  Molding  5.  Extrusion  Compounds  -  30  Jul  82  . . . . 

Celluloie-acetate-butyrafe  (For  Use  In  Protective  Ointment)................. . . . 

Cellulose,  Absorbent,  Surgical  . . . . . . . . . . . . 

Cellulose,  Cotton  (For  Use  In  Explosives) . . . . . . 

Cellulose,  Powered  . . . . . . . . . . 

Cellulose,  Regenerated,  Strip  (For  Use  In  Ammunition)  . . . . . . . 

Cellulose,  Woodpulp  (Sulfate) . . . . . 

Cellulose,  Woodpulp  (Sulfate)  For  Non-metollfc  Cartridge  Cases,  Kraft . 

Cellulose,  Woodpulp  (Sulfite)....... . . . . . . . . 

Cement  &  Concrete  Terminology  -  Dec  1985 . . . . 

Cement  Asbestos  Pressure  Pipe  *  25  Mar  83 . . . 

Cement  Mortar  Protective  Lining  &  Coating  For  Steel  Water  Pipe  *  4  Inch  &  Larger 
•  Shop  Applied  -  23  Jun  1985 

Cement  Powder,  Zinc  Oxide,  Dental.... . . . . . 

Cement  Transmission  &  Feeder  Main  Pipe,  Sires  18  Inches  Thru  42  Inches  (450  MM 
T  Ru  1050  MM),  The  Selection  Of  Asbestos  *  30  Jon  84 

Cement,  Aggregate  Combinations  (Mortar-bar  Method)  *  20  Feb  87 . 

Cement,  Asphalt  Roof,  Standard  Specification  For  •  24  Jun  1983 . . . . 

Cement,  8ituminous,  Plastic  . . . . . . . . 

Cement,  Carbonaceous . . . . . . . 

Cement,  Coal  Tar  Roof  *  17  Sep  81  . . . . . . . . 

Cement,  Dental  Zinc  •  Phosphate  ■  15  Sep  77  . . . . . . . . . . 

Cement,  Epoxy,  Metal  Repair  And  Hull  Smoothing  (Metric) . . . . . 

Cement,  Expanded  Or  Exfoliated  Vermiculite  Thermal  Insulating  -  27  Feb  1987 . 

Cement,  Finishing,  Mineral  Fiber  Hydraulic  Setting  Thermal  Insulating  •  25  Jun  82  .... 

Cement,  Gypsum  Keene  S29  Oct  76 . . . 

Cement,  Hydraulic,  Sampling  &  Acceptance  Of  *  18  Feb  1988  . . . 

Cement,  Hydraulic,  Density  Of,  Standard  Test  Method  For  -  24  Feb  84 . 

Cement,  Insulation,  High  Temperature  . . . . 

Cement,  Liquid,  Tent  Patching  . . . . . 

Cement,  Masonry  •  27  Mor  1987.... . . . . . . . 

Cement,  Masonry . . . . . . . 

Cement,  Mineral  Fiber  Thermal  Insulation  •  30  Sep  77  (Reopproved  1983) . . . 

Cement,  Natural  Rubber,  Magnetic  Minesweeping  Coble  Repair . 

Cement,  Pettman  . . . . . 

Cement,  Portland,  Air-  Entroining  Additions  For  Use  In  The  Manufacture  Of  Air- 
Entraining  •  30  May  1986 

Cement,  Portland  -  9  Dec  1986 . . . . . . . . 

Cement,  Rubber  -  29  Oct  82 . . . . . . . 

Cement,  Thread,  Rubber . . . 

Cement,  Viscosity  Groded  Asphalt,  For  Use  In  Pavement  Construction  -  12  Sep  83  .. 

Cement,  Zinc  Oxide  &  Eugenol . . . . . . . 

Cement,  Zinc  Oxide  And  Eugenol,  Dental  (Intermediate  Restorative  Material) . 

Cement,  Zinc  Oxide  And  Polyacrylic  Acid,  Dentol  . . . . . . 

Cement,  Zinc  Oxide  And  Eugenol,  Dental . . . . . . . 

Cement,  Zinc  Phosphate,  Dentol . . . . . . . 

Cement,mortar  Lining  Tor  Ductile  Iron  Pipe  &  Fittings  For  Water,  American  National 
Standard  For  -  31  Moy  85 

Cemented  Carbides,  Metol  Cutting  Tool  Grades  (Government  Grading  System, 
Intended  Uses  &  Physical  Properties) 

Cements,  Blended  Hydraulic  -  29  Mor  85..................... . . . . . 

Cements,  Blended  Hydraulic  •  17  July  1986. . . . . . . . . 

Center,  Message  AN/GSQ-80{)  . . . . . . . . 

Central  Mix  Plant,  Concrete,  Mobile,  150  Cubic  Yards  Per  Hour  Copacity. . 

Central  Mix  Plant,  Concrete,  Mobile,  100  Cubic  Yards  Per  Hour  Capacity . . . 

Cen’ro*  M?xv"5  Calcrete,  Mob:le,  250  Cub'c  Yard?- P?r= Hour  Capacity 

Central  Office,  Telephone  Manuol  AN/TTC-77  (Components  Of)  . . . 

Central  Office,  Telephone,  Manual  AN/TTC*23(  )..... . . . . . . 

Centrol  Office,  Telephone,  Manual  AN/MTC>1(  (  . . . . . 

Centrifugal  Fan  And  Motor  Assembly,  12CFM . . . . . . . . 

Centrifuge  Training  To  Increase  High-g  Tolerance  (Rel  To  Other  Than  DOD  Act  Req 
Pri  Appr  Of  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

Centrifuge,  Laboratory  (Microhematocrit,  Bottery  Powered) . . . . . . . 

Centrifuge,  Laboratory,  Floor  Model,  115  Volt,  50/60  Hz,  Ac . . . . . . . 

Centrifuge,  Laboratory . . . . . . . . . 

Centrifuge,  Laboratory,  Hematology,  Smoll . . . . 

Centrifuge,  Loboratory(hand  Held) . . . . . . . . 

Centrifuge,  Laboratory,  Small,  110  Volt,  60  Hz,  Ac . . . . . . 

Centrifuge,  Laboratory  . . . . . . . . . 
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MD  MS 

03 

142 


ALPHABETICAL  LISTING 


TITLE 

Centrifuge,  laborolory,  Refrigerated,  120/230  Volt,  50/60  Hz,  Ac . 

Centrifuge,  laboratory.  Hand,  Field  . . . . . . . 

Centrifuge,  laboratory,  115  Volt,  50/60  Hz  . . . . . . 

Cephalexin  For  Oral  Suspension,  USP . . . 

Cephaleyin  Capsules,  USP  . . . . . . . . . . . 

Cepholoridine,  Sterile,  Nf . . . . . 

Cephalothin  Sodium  Forinjection,  Usp  . . . . . . 

Cephalothin  Sodium  For  Injection. . . . . . . . . . . . 

Cephopirln  Sodium,  Sterile . . . . . . . . . 

Cephradine  Capsules  . . . . . . . . 

Cephradine  For  Oral  Suspension,  USP . . . . . . . 

Ceramic  Materials  Vitrified  For  Electrical  Applications  *  25  Jun  76 . . 

Ceramic,  Crystallized  Glass  -  1  Oct  84  . . 

Cereal  Bar,  Survival  Type.. . . . . . . . . . . . 

Cereal,  Breakfast,  Prepared  (Ready-to-eat)  And  Uncooked,  Packaging,  Packing, 
labeling,  And  Marking  Of 

Cereal,  Corn  Meal,  Thermostobilized,  Tray  Pack  . . . . 

Cereal,  Prepared,  Ready  To  Eat........... . . . . . . . 

Cereal,  Wheat,  Farina,  Powder  (For  Oral  Liquid  Feeding) . . . . . 

Cereal,  Wheat,  Farina  And  Whole  Wheat  Meal................... . . . . 

Cereals,  Rolled  Oats.... . . . . . . . . . 

Certification  Of  Radiographic  Testing  Personnel  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approver  By  Hq  Darcom  (Orcird))  Abco  274 
Certification  Of  Magnetic  Particle  Inspection  Personnel  (Release  To  Other  Than 
DOD  Activities  Requires  Prior  Approvol  Of  DARCOM,  DRCDE-U)  (Abco  612) 

Certification  Of  Industrial  Ultrasonic  Testing  Personnel  (ABCA-335) . . 

Certification  Requirements  For  Jan  Microcircuits  . . . . . 

Certification  Requirements  For  Hybrid  Microcircuits  Facilities  &  lines  . . . 

Cervical  Unit,  Traction  Apparatus,  Halo . . 

Cetylpyridinium  Chloride  And  Benzocoine  lozenges . . . . . . . . . . 

Cetylpyridi.t.um  Chloride  &  8enzocainc  Lozenges...., . . . . . . 

Cetylpyridinium  Chloride  Solution,  Alcoholic,  0-05  Percent.. . . 

Cetylpyridinium  Chloride  lozenges,  N.f... . . . 

Chaff  &  IR  Cartridtcs  For  Fixed  Wing  Aircraft  &  Helicopters  (Edition  1)  . . 

Choff  Cartridge  (1  Rr  (  )/al).  General  Specification  For  . . . . 

Choff  Cartridge  (Type  RR-129/AIE) . 

Chaff  Package  (Type,  RR-153A/AI) . 

Chaff  Package  (Type  RR-152A/AI)  . . . . . . 

Chaff  Package  (Type  RR073/AI)  . 

Chaff  Package  (Type  RR-177/AI . . . 

Chaff  Package  (Type  RR-()/Al)  General  Specification  For  . . . 

Chaff  Roll  (Type  RR-172/AIE) . 

Chaff  Roll  (Type  RR-171/AIE). . 

Chaff  Roll,  (Type  Rr-)  (/ole),  Generol  Specification  For  . . . . . 

Choff  Roving  Bundle  (Type  RR-(  )/Al),  Generol  Specification  For . . . 

Choff  Roving  Bundle  (Type  RR-179/AI) . . . . . 

Chaff,  Countermeasures,  Air  launch.  Type  RS-()/Al  . . 

Choff,  Countermeasures  (  Type  RR-()/Al) . . . . . 

Chain  ♦  Bead  Components  And  Assembly  -  17  Jon  83  W/DOD  Exceptions. . 

Chain  Assemblies,  Tire,  For  Off  The  Rood  Vehicles . . . . . . . 

Choin  Assembly  And  Cross  Choin,  Tire:  For  Military  Vehicles... . . . 

Chain  Assembly,  Single  Leg,  For  Cabinet,  Gasoline,  Field  Range  Outfit . 

Chain  Assembly,  Single  Tire  Type  Ts  . . . . . . 

Chain  Assembly,  Single  Leg,  Aircraft  Cargo  Tie  Down . . . . . 

Chain  Assembly,  Single  leg,  10,000  Pound  Capacity,  Type  MA-l . . . . 

Chain  Assembly,  Single  leg.  Boat  Anchor . . . 

Chain,  Bridge  Erection . . . . . . . . . . . . . . . 

Chain,  Dog,  With  Snop . . . . . . . . . 

Chain,  Hook  &  Ring  Assembly,  Tent. . . . . . . . 

Chain,  Open  link.  Steel,  Welded  (For  Mooring  Buoys) . . . . . . . 

Choin,  Safety,  Of  Fu>l  Trailers  Or  Converter  Dollies  *  Mar  74 . . . . . . 

Choin,  Side  And  Inner  (Dual  And  Single  Tire) . . . . . . . . . 

Chain,  Stud  Link,  Anchor,  Die  lock  Type,  High  Strength,  Non  Magnetic . . . 

Chain,  Stud  Uni,  Anchor,  low  A”oy  Steel,  Flash  Butt  Welded. ................. .......... 

Chcins  And  Attachments,  Welded  And  Weldless  . . . . 

Choir  . . . . . . . . . . . 

Choir  And  Stool  Unit,  Dentol  Operating,  Portoblc,  In  Carrying  Case........ . 

Chair,  Dental,  Patient . . . . . . . . . . . . . . 

Choir,  Double  Shell,  Molded  Plastic,  Rotary,  Upholstered . . . . . 

Chair,  Folding,  Wood,  With  Kneeler  . . . . . 

Chair,  Folding,  Wood,  Without  Arms..., . . . . . . . . . . . . 

Chair,  Folding,  (Steel)  ...... . . . . . . . 

Choir,  Hospital  Ward,  Metal  . . . . . . . . . 

Chair,  Rotary  (General  Office,  Wood).... . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-0042054 

6640 

MB 

29  Feb 

88 

MD 

MS 

03 

Mll-C-37099 

6640 

DM 

15  Aug 

75 

MD 

MS 

03 

Mll-C-37220 

6640 

DM 

02  Sep 

76 

MD 

MS 

03 

MIL-C-37483 

NOTICE  1 

6505 

DM 

28  Mar 

88 

MD 

MS 

03 

A-A-53558 

6505 

/MB 

30  Jun 

88 

MD 

MS 

03 

MIL-C-37341A 

6505 

DM 

01  Nov 

76 

MD 

MS 

03 

A-A-0051818 

6505 

MB 

12  Jul 

87 

MD 

MS 

03 

MIL-C-37287A 

NOTICE  1 

6505 

DM 

18  Mar 

88 

MD 

MS 

03 

MIL-C-37802A 

NOTICE  1 

6505 

MB 

28  Mar 

88 

MD 

MS 

03  DM 

MIL-C-37441A 

NOTICE  1 

6505 

DM 

28  Mor 

88 

MD 

MS 

03  DM 

A-A-0053621 

6505 

MB 

26  Aug 

88 

MD 

MS 

03 

ASTM  0116-76 

5970 

ER 

09  Jan 

80 

ER 

SH 

85 

AMS  38808-84 

9340 

AS 

20  Mar 

85 

MR 

AS 

20 

MIL-C-35074G 

8920 

Gl 

17  Apr 

87 

Gl 

SA 

50 

MIL-C-1470F 

PACK 

Gl 

07  Aug 

72 

GL 

SA 

50 

MIL-C-44252 

8940 

Gl 

01  Dec 

86 

Gl 

SA 

50 

A-A-20000A 

8920 

-GL 

30  Dec 

88 

Gl 

SA 

50 

l 

Mll-C-44173 

8940 

GL 

30  Jun 

85 

A-A-20108 

8920 

/Gl 

03  Aug 

84 

Gl 

SA 

50 

A-A-20090A 

8920 

/Gl 

26  Mar 

86 

GL 

SA 

50 

Q-STO-274 

ISDA 

AM 

27  Mar 

81 

Q-STD-612 

ISDA 

AM 

10  Feb 

82 

Q-STD-335  (1) 

ISDA 

AM 

26  Aug 

80 

MII-STD-976A 

5962 

NA 

05  Oct 

81 

ER 

EC 

17  NA 

MIL-STD-1772A 

5962 

17 

15  May 

87 

ER 

EC 

17  NA 

A-A-53693 

6515 

MB 

16  Sep 

88 

MD 

MS 

03 

Mll-C-37776 

6505 

DM 

31  Aug 

78 

MD 

MS 

03 

A-A-51681 

6505 

/MB 

22  Sep 

86 

MD 

MS 

03 

MIL-C-363S1B 

NOTICE  1 

6505 

DM 

28  Mor 

88 

MD 

MS 

03 

MIL-C-37350A 

6505 

DM 

31  Aug 

78 

MD 

MS 

03 

NAT-STO-3821  (1) 

ISDF 

06 

24  Oct 

86 

L 

MIL-C-85003B  (1) 

5865 

AS 

21  Oct 

86 

AS 

l 

MII-C85003/129 

5865 

AS 

13  Apr 

76 

AS 

l 

MIL-C-850O2/1A 

5865 

AS 

12  Oct 

82 

AS 

l 

MIL-C-85002/2A 

5865 

AS 

12  Oct 

82 

AS 

L 

MIL-C-85002/3A 

5865 

AS 

12  Oct 

82 

AS 

L 

MIL-C-85002/4 

5865 

AS 

12  Od 

82 

AS 

l 

MIL-C-850028 

5865 

AS 

12  Od 

82 

AS 

l 

Mll-C-85001/172 

5865 

AS 

13  Apr 

76 

AS 

l 

MIL-C-85001/171 

5865 

AS 

13  Apr 

76 

AS 

! 

MII-C-85001B 

5865 

AS 

17  May 

83 

AS 

99 

Mll-C-85691 

5865 

AS 

12  Nov 

86 

AS 

MIL-C-85691/1 

5865 

AS 

12  Nov 

86 

AS 

l 

Mll-C-85669 

5865 

AS 

13  Od 

87 

AS 

l 

Mll-C-85728 

5865 

AS 

18  Mar 

87 

AS 

E 

NAS  1201-83 

REV  4 

4010 

AS 

20  May 

83 

AV 

AS 

11 

RR-C-1832 

2540 

/ME 

30  Mar 

74 

ME 

l 

MIL-C-62040A  (1) 

2540 

AT 

16  Feb 

88 

AT 

MII-C-2070E 

4010 

Gl 

31  Dec 

85 

Gl 

99 

L 

MS-500055E 

2540 

AT 

28  Mar 

86 

AT 

MII-C-6458C  (6) 

1670 

82 

23  Dec 

81 

AV 

99 

Q 

M11-C-8703B 

1670 

82 

09  Sep 

83 

Gl 

AS 

99 

MII-C-2683A 

4010 

SH 

20  Jon 

55 

SH 

99 

L 

MII-C-52614B 

3950 

ME 

13  Dec 

84 

ME 

MIL-C-1453F  (1) 

3770 

Gl 

12  Jul 

76 

Gl 

99 

MIL-C-1410F 

8340 

Gl 

30  Sep 

85 

Gl 

NU 

L 

MIL-C-22521A  (1) 

4010 

CG 

10  Od 

63 

CG 

SAE  J697A-74 

2330 

AT 

30  Sep 

81 

AT 

99 

l 

MS-500056E 

2540 

AT 

28  Mor 

86 

AT 

L 

MIL-C-18096A 

4010 

SH 

30  Jun 

69 

SH 

/.‘.ll-C-24433  <1) 

—\4  IV 

SH 

20  Mo/ 

85 

SH 

9? 

RR-C-271C 

4010 

/SH 

17  Jul 

86 

ME 

SH 

99 

Mll-C-36570 

6530 

DM 

18  Dec 

68 

MD 

MS 

03 

MIL-C-37021 

6520 

DM 

07  Jan 

74 

MD 

MS 

03 

MII-C-42005A 

6520 

/MB 

24  Mar 

87 

MD 

MS 

03 

AA-C-001771C 

7110 

t 

23  Jul 

79 

MIL-C-432228 

9925 

Gl 

27  Aug 

81 

GL 

PE 

28 

AA-C-00288B 

7105 

1 

01  Apr 

68 

AA-C-291F 

7105 

1 

08  Jun 

72 

INT  AMO  (3) 
Mll-C-36250 

6530 

DM 

06  Aug 

64 

MD 

MS 

03 

NOTICE  1 

A-A-698 

7110 

t 

04  Nov 

80 
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ALPHABETICAL  LISTING 


TITLE 


Chair,  Rotary,  Steel  Tubular,  Special  Purpose  . . . . 

Chair,  Rotary,  Steel,  Tubular  Special  Purpose  . . . . . . . 

Chair,  Shell,  Rotary,  low  Back..... . . . . . . . . 

Choir,  Shell,  Rotary,  Side....................................................... . . . . . . . . . 

Choir,  Shell,  Rotary,  Secretarial . . . . . . . . . . . . 

Chair,  Sitz  Both,  Mobile . . . . . . . . . . . . . . . 

Chair,  Stacking,  Steel,  Naval  Shipboard  Use . . . . . . 

Chair,  Steel,  General  Office . . . . . . . 

Chair,  Steel,  General  Office...., . . . . . . . . . . . 

Chair,  Straight  (General  Office,  Wood). . . . . . . 

Chair,  Straight,  Kitchen  . . . . . . . . . . . . 

Chair,  Straight,  W/O  Arms,  Wood  . . . . . . 

Choir,  Student,  Metal  And  Wood . . . . . . . . . 

Cha;r,  Whirlpool  Bath . . . . . . . . . . . . . 

Chair,  Wood,  Executive  Office...... . . . . . . . . . . . . 

Chair,  Wood,  Executive  Office,  Traditional . . . 

Chair,  Wood,  General  Office.... . . . . . . . . . . . 

Chair,  Wood,  General  Office...... . . . . . . . . . . 

Choir, shell.  Rotary,  High  Back  . . . . . . . . * 

Chairs,  Easy  (Rediners)  . . . . . . . . . 

Chairs,  Rotary  And  Straight,  Wood,  Office  (Unitized  Furniture  Style) . . . 

Chairs,  Rotary  And  Straight,  Aluminum,  Office  . . . . . . . . . 

Choirs,  Rotary,  (Office,  Ergonomic,  Upholstered) . . . . . . . . . . 

Chalk  Line  And  Reel  (Self-chalking)  . . . . . . . . . . . 

Chalk,  Carpenters  And  Railroad . . . . . . . . . . 

Chalk,  Carpenter  S  And  Railroad., . . . . . . . . . . . 

Chalk,  line  Marking,  Powder  And  Chalk,  Marking . . . . . . 

Chalk,  Marking,  Reflective  . . . . . . . . . . 

Cholk,  Marking,  White  And  Colored  . . . . . . . . . . . 

Chalk,  Marking,  White  (Extruded)  . . . . . . . . . . . 

Chalk,  Marking,  Colored . . . . . . 

Chalk,  Marking,  White  (Molded) . . . . . . . . . 

Chamber,  Calibration . . . . . . 

Chamber,  Counting,  Blood  Cells,  Hemacytometer . . . . . . . 

Chamber,  Decompression,  Altitude  Training,  20  Man . . . 

Chamber,  Recompression,  Divers,  100  PSI . . . . . . . . . 

Chamfer  Or  Radius  •  Valve  Holes  In  Airplane  Wheel  Rims . . . . 

Chamois  leather.  Sheepskin,  Oil-tanned.............. . . . . . . 

Channel  -  Extruded..... . . . . . . . . . . . . . 

Channel  level  Power  Control  Interface . . . . . . . . 

Channel,  Shape  Style  Iv  Aluminum  Alloy  2024 . . . . . . . . . 

Channel,  Style  I  Aluminum  Alloy  7075 . . . . . . . . . . . 

Channel,  Style  li  Aluminum  Alloy  7075 . . . 

Channel,  Style  lii  Aluminum  Alloy  7075  . 

Channel,  Style  I  Aluminum  Alloy  2024 . . . . . . . 

Channel,  Style  li  Aluminum  Alloy  2024 . . . . . . . . . 

Channel,  Style  lii  Aluminum  Alloy  2024  . . . . 

Choplaln  S  Kit,  Jewish  Faith  . . . . . . . . . . . . . 

Chaplain  S  Kit,  Catholic  And  Protestont,  Lightweight,  For  Active  Combat 
Application 

Chopfoins  Kits,  Catholic  And  Protestant . . . . . . . . 

Character  Code  For  Numerical  Machine  Control  Perforated  Tope  *  1976  . 

Character  Set  For  Hondprinting  (Ansi  X3.45-1974) . . . . . 

Character  Sets  For  Optical  Character  Recognition  (OCR)  (With  ANSI  X3.2-70R76, 
ANSI  X3, 17-81,  &  ANSI  X3.49-75R82 

Character  Structure  &  Character  Parity  Sense  For  Serial  By  Bit  Data  Communication 
In  The  Code  For  Information  Interchange  (With  ANSI  X3. 16*1976) 

Character  Structure  &  Character  Parity  Sense  For  Parallel  By  Bit  Data 
Communication  In  The  Code  For  Information  Interchange  (With  ANSI  X3.25-1976) 
Characteristic  Chart  (Orange  Book)  Usof  Guide  Nr.  4  For  Usof  Training  Equipment,. 

Characteristics  Of  Demolition  Accessories  lo  Determine  Ineir  Operononoi 
Interchongeobility  (Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By 
Hq  Darcom  (Drcird)  Abca  301 

Characteristics  Of  NATO  Sea  Mines  •  AMP*  13  Volume  If  (Edition  No.  1)  . . . 

Characteristics  Of  Supply  Equipment  For  liquid  Oxygen . . . 

Characteristics  Of  28V  Dc  Electrical  Systems  In  Military  Vehicles  (ABCA *307)  .......... 

Characteristics  Of  Air  Transport  (Air  landed)  Pallets  For  Carriage  Internolly  (Ed. 

No.  1)  Req  For  Other  Than  DOD  Act  Refer  To  Hq  USAF/XO/X-ISO,  Wash  D.c. 
20330-5058 

Characteristics  Of  Demolition  Accessories  To  Determine  Their  Operational 
Interchangeability  (With  Amendment  1  And  2)  (Release  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Orcird) 

Characteristics  Of  Breathable  liquid  Oxygen  (Edition  No.  2)  . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AA-C-295 

7110 

*/• 

05  Aug 

55 

(INT,  AMO.  3) 

AA-C00295A  (2) 

7110 

t 

07  Aug 

69 

A-A-701A 

7110 

X 

23  Feb 

83 

A-A-702A 

7110 

X 

23  Feb 

83 

A-A-703A 

7110 

X 

23  Feb 

83 

MIL-C-36235A 

6530 

DM 

19  Jun 

72 

MD 

MS  03 

MIL-C-24495 

2090 

SH 

26  Dec 

73 

SH 

AA-C-293  (1) 

7110 

% 

02  May 

57 

AA-C-00293B 

7110 

t 

03  May 

74 

A‘A‘699 

7110 

X 

04  Nov 

80 

MIL-C-43035A  (1) 

7105 

Gl 

07  Jun 

68 

GL 

MIL-C-I2475D 

7105 

GL 

19  Sep 

68 

GL 

99 

AA-C-296 

7110 

% 

5  Mar 

56 

A-A-53091 

6530 

MB 

31  Aug 

87 

MD 

MS  03 

AA.C-300A  (!) 

7110 

% 

10  Dec 

53 

INT  AMD  3 

AA-C-00300C  (2) 

7110 

: 

12  Aug 

76 

AA-C-311B  (1) 

7110 

% 

23  Jul 

56 

(INT.  AMD.  2) 

AA-0-001628  (1) 

7110 

X 

14  Jun 

74 

A-A-700A 

7110 

X 

23  Feb 

83 

A-A-710 

7105 

X 

07  May 

81 

AA-C-00400C  (2) 

7110 

X 

12  Aug 

76 

(GSA&FSS) 

AA-C.00275E 

7110 

X 

01  Mar 

76 

(GSA&FSS) 

A-A-2235 

7110 

X 

26  Sep 

85 

GGG-C-29IA 

5210 

% 

01  Mar 

63 

SS-C-255 

7510 

% 

30  Aug 

49 

SS-C-00255A 

7510 

X 

10  Jan 

69 

A-A-236) 

7510 

X 

22  Jul 

85 

Mll-C'43348  (1) 

7510 

GL 

25  Jan 

88 

GL 

NOTICE  1 

SS-C-266F 

7510 

* 

20  Aug 

73 

A-A-318 

7510 

2 

26  Feb 

80 

A-A-80A 

7510 

2 

09  Jan 

80 

A-A-320 

7510 

2 

07  Feb 

80 

M1L-C-47304 

6636 

Ml 

14  Aug 

87 

Ml 

A-A-50825 

6630 

•MB 

02  Dec 

81 

MD 

MS  03 

MIL-C-26007C  (2) 

6930 

70 

22  Nov 

71 

99 

NOTICE  1 

MIL-C-52988A 

4220 

ME 

05  Nov 

87 

ME 

AND  10598 

1630 

AS 

8  Nov 

49 

AS  11 

KK-C-300C  (2) 

8330 

/GL 

15  Mor 

72 

GL 

NU  99 

AND10137 

9520 

84 

26  Feb 

89 

84 

REV  2 

FIPS-61-1 

IPSC 

02 

13-Jut 

82 

OM  02 

MS-14366 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

MS- 14367 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

-14368 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

MS-14369 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

MS-14363 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

MS-14364 

9540 

AS 

30  Apr 

84 

MR 

AS  99 

MS-14365 

9540 

AS 

30  Apr 

34 

MR 

AS  99 

MIL-C-43476A  (1) 

9925 

GL 

27  Oct 

87 

GL 

PE  28 

NOTICE  1 

MIL-C-43558A  (3) 

9925 

GL 

17  Jon 

86 

GL 

PE 

MII-C-43469B  (2) 

9925 

GL 

29  Apr 

77 

GL 

PE  28 

EIA  RS244B-76 

34GP 

IP 

09  Mar 

79 

Al 

SH  99 

FIPS-33 

IPSC 

02 

01  Oct 

74 

AD 

OM  02 

FIPS-32- 1 

IPSC 

02 

25  Jun 

83 

AD 

OM  02 

FIPS-17-1 

IPSC 

02 

01  Sep 

77 

OM  02 

FIPS-18-1 

IPSC 

02 

01  Oct 

71 

OM  02 

.  MIL-C-27259A 

6930 

11 

30  Sep 

88 

11 
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Characteristics  Of  Supply  Equipment  For  Liquid  Oxygen  (Ed  2)  (Ret  To  Other  Than 
Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 
Characteristics  Of  Hydrogen  Generating  Equipment  (Edition  No.  1)  (Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09821,  Wash,  D.c.  20360) 
Characteristics  Of  Oil-free  Compressed  Nitrogen,  Supply  Pressure  8  Hoses  (Ed.  1) 
Req  For  Issue  Other  Than  DOD  Must  8e  Sent  Via  HQ  USAF/XOXX-ISO  Wash 
20330-5058 

Characteristics  Fo  Replenishment  Equipment  For  Liquid  Nitrogen  Other  Than  Dod 
Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Dc  20330-5058 
Characteristics  Of  Conditioned  Breathable  Air  Supplied  To  Aircraft  On  The  Ground 
(Edition  1) 

Characteristics  Of  Breathable  Oxygen  Supplied  By  Chemicol  Solid  Generators  (Ed 
3)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  U*af/xoxx  (Iso)  Wash,  Dc 
20330-5058) 

Characteristics  Of  Emergency  Personnel  Parachutes . . . . . . 

Characteristics  Of  Compressed  Breathing  Air  (Edition  No.  2)  . . . . . . . 

Characteristics  Of  Breathing  Oxygen,  Supply  Pressure  And  Hoses  (Edition  No.  4)  .... 
Characteristics  Of  Compressed  Air  For  Technicoi  Purposes,  Supply  Pressure  And 
Hoses  (Edition  No,  4) 

Characteristics  Of  Supply  Equipment  For  Liquid  Nitrogen  . . . . 

Characteristics  Of  Supply  Equipment  For  Liquid  Nitrogen,  Request  Other  Than  DOD 
Must  Be  Sent  Via  Hq  USAFZXOXX(ISO)  Wash,  DC  20330-5058 
Characteristics  Of  Supply  Equipment  For  Liquid  Oxygen  (Release  To  Other  Than 
Dod  Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Dc  20330*5058) 

Charcoal  (For  Use  In  Ammunition) . . . . . . . . . . 

Charcoal,  Activated,  Unimpregnated . . . . . . . 

Charcoal,  Activated,  Impregnated,  ASC . . . . . . . . . . . 

Charcoal,  Activated,  Impregnated,  ASC . . . . . . . . 

Charcoal,  Wood . . . . . . . . . . . . . . . . 

Chorg,  Propelling,  155MM,  M3,  Loading,  Assembling  And  Packing . 

Charge  Assembly  For  M207E5  Or  M207E6  Worheads  Inert  Parts,  For  . . . . . . . 

Charge  Assembly,  Expulsion  For  Projectile,  15MM,  Smoke,  M825. . . . 

Charge  Assembly,  Demolition,  M183  With  Charge,  Demolition  Ml  12,  Parts  For, 
Loading,  Assembly,  And  Packing 

Charge  Assembly,  Demolition  Kit,  M37  For  Block  Demolition,  M5A1,  Parts  For 
Loading,  Assembly  &  Packing 

Charge  Proof,  155MM,  PXP-6297  loading.  Assembling  And  Packing.... . . 

Charge  Propelling,  152MM,  XM189  And  XM190,  Loading,  Assembling  And  Packing.. 

Charge  Propelling,  155MM,  M203  Loading,  Assembly,  And  Packing . . . 

Charge  Propelling,  155MM,  MU9A1  loading.  Assembling,  And  Packing. . . . 

Charge  Propelling,  155MM,  M203A1  loading.  Assembling  And  Packing . . 

Charge  Propelling,  M218/219/XM220  loading,  Assembling  &  Pocking . . 

Charge,  Cratering,  Parts  For  And  loading,  Assembling  And  Pocking . . 

Charge,  Demolition,  Shaped,  40  Lb,  M3A1  And  M3  Practice,  Loading,  Assembling 
And  Packing 

Charge,  Demolition,  Block,  M5A1,  Assembly  Ports  For,  looding,  Assembling  And 
Pocking 

Charge,  Demolition  Rotl,  Ml 86  Parts,  Loading,  Assembling  And  Packing . 

Charge,  Demolition,  Shaped,  15  LB,  M2A3  And  M2A4,  Parts  For . . . 

Charge,  Demolition,  Shoped,  40  Lb,  M3A1  And  M3  Practice  Metal  Parts  Assembly  .. 
Charge,  Demolition,  Shoped,  15LB,  Practice,  M2A3  &  HE,  M2A4  Loading, 

Assemblies  &  Pocking 

Charge,  Demolition,  He,  Linear,  M58,  W/fuxe  And  Charge,  Demolition,  Inert,  linear, 
M68,  W/inerl  Fuxe  Looding,  Assembling  And  Packing 

Charge,  Demolition,  Ml  12  Ports  For  And  looding,  Assembling  And  Packing . 

Chorge,  Demolition,  Ml  18  Ports  For,  loading.  Assembling  And  Pocking . . . . . 

Chorge,  Demolition,  linear,  M96  And  M58  Looding  And  Assembling...,. . . . 

Chorge,  Demolition,  Tnt,  Block,  1/4  Pound,  1/2  Pound,  And  1  Pound . 

Chorge,  Ejection  Assembly  ‘training . . . . . . 

Chorge,  Expelling,  For  Projectile,  HC  Smoke,  155  MM,  M116A1  . 

Choiye,  Expelling,  For  Cartridge  tl!^>ni>S8!t«sg,  4.2  'rich,  M335A2  ................ ........ .... 

Charge,. Expelling  Assembly,  For  Cartridge,  105MM,  Illuminating . . . 

Charge,  Explosive,  Springing  For  ROD, EARTH, BLAST-DRIVEN, M13. . . . . . 

Charge,  Fire  Extinguisher,  Foam......... . . . . . . . . . 

Charge,  Fire  Extinguisher,  Antifreeze.................................. . . . 

Charge,  Linear  Shaped . . . . . . . . . . . . . . . 

Charge,  Ppopelllng,  M36A1,  Bag  Loading  Assembly  For . . . . . . 

Charge,  Proof,  155MM,  Pxr  6255  loading.  Assembling,  And  Packing . 

Charge,  Propellant,  XM72  For  155MM  . . . . . . 

Charge,  Propellant,  Increment  XM185  (M185)  (Mode  From  Propellant  M9) . . 

Charge,  Propelling,  M80,  For  8  Inch,  M2,  Howitzer . . . . . . . 
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TIKE 


Charge,  Propelling,  M200,  For  105MM  Howitzer,  M204  loading,  Assembling,  And 
Packing 

Charge,  Propelling  For  T-5123E1  Test  Shell  . . . . . . 

Charge,  Propelling,  8  Inch,  M188A1  loading,  Assembling,  And  Packing  . . 

Charge,  Propelling  For  Rocket  Motor,  M4  . . . . . . . . . 

Charge,  Propelling,  8  Inch,  M188A1  Loading,  Ajsembling,  And  Packing  . . . 

Chorge,  Propelling,  For  Separate  loading  And  Semifixed  Ammunition . . . 

Charge,  Propelling,  155MM,  XM211  loading,  Assembling  &  Pocking  . . . . 

Charge,  Propelling,  175MM,  M86A2B1  loading,  Assembling,  And  Packing. . 

Charge,  Propelling,  155MM,  M119A2  looding,  Assembling,  And  Packing . 

Charge,  Propelling,  XM195  Ports  For.... . . . . . . . . 

Charge,  Propelling,  175MM,  M199  . . . . . . . 

Chorge,  Propelling,  XM195  Loading,  Assembling  And  Packing. . . . . 

Charge,  Propelling  For  Cartridge,  105MM,  HEP-T,  M327 . . . . . 

Charge,  Propelling,  For  Use  With  105MM  Cartridges,  M393A2,  HEP*T,  M393A1, 
TP-T,  M416,  WP-T,  M467,  TP*T  Loading,  Assembling  &  Pocking 

Charge,  Propelling,  8  Inch,  M188  Loading,  Assembling,  And  Pocking . . . 

Chorge,  Propelling,  155MM.  XM197  Loading,  Assembling  And  Packing......... . 

Charge,  Propelling  Assembly  (Single  Bag)  105MM,  Howitzer  M137  (Mod) . 

Chorge,  Propelling,  155MM,  M4A2,  Loading,  Assembling  &  Packing . . 

Charge,  Propelling,  155MM,  M3A1  Looding,  Assembling  &  Packing . . . . . 

Chorge,  Propelling,  XM121  For  Cartridge,  105MM . . . 

Charge,  Propelling,  M67,  For  105MM  Howitzer  Loading,  Assembling  &  Pocking... . 

Charge,  Propelling,  Dummy,  M98  For  175MM  Gun  Ml  13 . ,, . . . 

Charge,  Propelling,  (Green  Bag),  175MM,  M124  . . . . . . . . . 

Charge,  Propelling,  155MM,  XM119  (Supercharge),  Looding,  Assembling  &  Pocking 

Charge,  Propelling,  M204  Looding,  Assembling  And  Packing . . . . 

Charge,  Propelling  Dummy,  M3  For  Cartridge  Training,  105MM,  M14  . . 

Charge,  Propelling,  For  75MM  Howitzer,  M2A1  And  M3  . . . . . . . 

Charge,  Propelling,  M205  Parts  And  Container  Assembly  . . . . 

Charge,  Propelling,  M204  Ports  And  Container  Assembly  . 

Chorge,  Propelling,  M45  For  1207  Mm  Gun,  M58  loading.  Assembling  And  Packing 
Charge,  Propelling,  Dummy,  M4 . . . . . . . . . 

Charge,  Propelling,  8  Inch,  M2,  (White  Bog)  loading.  Assembling  And  Packing . 

Charge,  Propelling,  8  Inch,  Ml,  (Green  Bag)  loading,  Assembling  And  Pocking . 

Chorge,  Propelling,  XM85  &white  Bog&  For  105MM,  XM482  Loading,  Assembling 
And  Pocking 

Charge,  Propelling,  M82 . . . . . . . . . . . . 

Chorge,  Propelling,  PA500,  For  Mine  M16 . . . . . . . 

Chorge,  Propelling,  M205  Looding,  Assembling  And  Pocking . . . 

charge.  Propelling,  M204,  Paper  Preform  Process  Parts  &  Container  Assembly . . 

Charge,  Propelling,  M205,  Paper  Preform  Process  Ports  &  Container  Assembly.......... 

Charge,  Spotting,  For  Warhead,  M38  For  7 62 MM  Rocket  Ports  For . . . . . 

Charge,  Spotting,  Projectile,  Cup  For . . . . . . 

Charge,  Spotting,  For  Warhead,  M38  Fcr  762 MM  Rocket  loading,  Assembling  And 
Pocking 

Charge,  Spotting,  Model  APG-2  . . . . . . . . . . 

Charge,  Spotting,  Projectile  loading.  Assembling,  And  Pocking . . . . . 

Chorge,  Supplementary  For  Deep  Cavity  loaded  Projectile,  Parts  For . . 

Charge,  Supplementary  Assembly  With  Spacer  For  Deep  Cavity  loaded  Projectile, 
Loading,  Assembling  And  Pocking 

Charged,  Demolition,  Block  Inert,  1  Pound  Parts  And  looding.  Assembling  And 
Pocking 

Charger  Analyzer  For  Vented  Cell  Nickel  Cadmium  Batteries . . . . . 

Charger  For  NATO  7.62  MM  Ammunition  (Boscd  On  NATO  STANAG  2318) 
(Edition  2)  (ABCA  125)  Release  Tc  Otherthon  DOD  Agencies  Must  Be  Aoproved 
By  HQ  DARCOM  (DRCIRD) 

Charger  For  Noto  7.62MM  Ammunition  (edition  No.  2) . . . 

Charger,  Bottery,  .letollic,  Power  Unit  PP* 34/MSM  . . . . 

Cho'ger,  Battery,  PP'7806/BRT*6............. . . . . . . 

Charger,  Battery  PP-7311  /PAS-7  . . . . . . . . . 

Chorger,  Battery,  Generator  Type  . . . . . . . . 

Charger,  Battery,  Semiconductor  Rectifier  (For  Chorging  Industrial  Storage  Batteries) 

Charger,  Battery,  Silicon  Diode,  Type  A-l . . . . . . . 

Chorger,  Battery,  PP*7562/U . . . . . . . 

Charger,  Battery,  Metallic  Rectifier,  Naval  Shipboard,  Guided  Missile  Application  .... 

Chorger,  Battery,  Automatic,  Portable,  Rectifier  Type . . . . . 

Charger,  Battery,  PP  7286/U . . . . . . . . . . . 
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TITLE 

Charger,  Battery,  PP-l45t(  )/G.... . . . . . . . 

Charger,  Battery,  PP*1659(  )/G.. . . . . . . . 

Charger,  Battery  PP-4127(  )/U . . . . . . . . 

Charger,  Battery,  Nickel  Cadmium,  Aircraft . . . . . . . . . . 

Charger,  Battery  PP*1660(  (/g . . . . . . . . . . 

Charger,  Battery,  Nickel  Cadmium  Aircraft  30  Ampere  Charger,  DC  Imput . . . 

Charger,  Bolt,  Cal.  .50  Machine  Gun,  M10  . . . . . 

Charger,  Manual,  M6. . . . . . . . . . . 

Charger,  Radiae  Detector,  PP  1578(  )/PD  . . . . 

Charges,  Battery,  Lift  Truck  And  Pallet  Transporter  Battery  Service  (Metric) . ...... 

Charges,  Expelling,  For  Projectile,  155MM,  Illuminating,  M485A2  Loading, 

Assembling  And  Packing 

Charges,  Fire  Extinguisher,  Antifree2e,  Colcium  Lithium  Chloride  Base  &  lithium 
Chloride  Base 

Chart  Set,  Anatomical  . . . . . . . . . 

Chart  Set,  Vision  Acvity  Testing,  Clinical  And  Screening,  Distant  Vision . . . 

Chart.  Standard  Aircraft  Characteristics  And  Performance,  Helicopter.. . . 

Chart,  Hose  Selection.......... . . . . . . . . . . . . 

Chart,  Humidity  Indicator  Color  Comparison  . . . . . . 

Chart,  Operating  Instructions,  For  Ship  Or  Shore  Electronic  Equipment........... . . 

Chart,  Recording  Audiometer . . . . . . . . 

Chart,  Recording  Instrument . . . . . . . . . . . . . . 

Chart,  Standard  Aircraft  Characteristics  And  Performance,  Piloted  Aircroft ................ 

Chart,  Stondard  Missile  Characteristics,  Preparation  Of . . . . . 

Chart,  Vision  Acuity  Testing,  Astigmatic  Dial,  Green . . . . . 

Chart,  Vision  Acuity  Testing,  Astigmatic  Dial,  Green . . . . . . 

Charts.  Stondrad  Aircraft  Characteristics  And  Performance,  Piloted  Aircroft  (Fixed 
Wing) 

Chaser,  Thread,  Hand  (Thread  Comb)  . . . . . . 

Chasis,  Trailer,  1/4  Ton,  2  Wheel,  Military  Design,  M569 . . . . . . 

Chasis,  Trailerj  3/4  Ton,  2  Wheel,  Military  Design,  M116A1  Inactive  For  New 
Design 

Chasis,  Truck,  5  Ton,  6X6,  167  Inch  Wheelbose,  Military  Design,  M61A2  Inactive 
For  Design  After  16  Feb  88 

Chassis  Assembly.  10559435  (Photomultiplier) . . . . . . . 

Chassis,  Self  •  Propelled  M109  Series . . . . . . . . . . . 

Chassis,  Tank,  Armored  Vehicle,  Bridge  Launcher,  M48A5 . . . . . 

Chassis,  Tank,  Armored  Vehicle,  Bridge  Launcher,  M60A1  And  M48A5,  Processing 
For  Storage  And  Shipment  Of 

Chassis,  Tank:  Armored  Vehicle,  Bridge  launcher,  M60A1 . . . . . . 

Chassis,  Trailer,  2  Wheel,  Cart  Type  1/4  To  3  1/2  Ton  . . . . 

Chassis,  Trailer,  1/4  Ton,  2  Wheel,  Military  Design  M569A1  . . . 

Chassis,  Trailer,  Size  14,  CCE  . . . . . . . * 

Chassis,  Trailer  3/4  Ton,  2  Wheel,  Military  Design,  M116A2  . . . . . . . 

Chassis,  Trailer,  1  To  5  Ton,  4  Wheel  General  Purpose . . . . . . . . 

Chossis,  Trailer,  Generator,  2  1/2  Ton,  2  Wheel,  Military  Design,  M200A1  . . 

Chassis,  Trailer,  Single  &  Multi  Axle  . . . . . . . . . . 

Chossis,  Trailer,  3  1/2  Ton,  2  Wheel,  Military  Design,  M  353 . . . 

Chassis,  Trailer,  Size  1  CCE . . . 

Chassis,  Trailer!  1  Ton,  2  Wheel,  M545.... . . . . . . . 

Cho»>ii,  Trailer,  Size  3,  CCE  . . . . . . . . . . 

Chossfj,  Trailer,  2  Ton,  2  Wheel,  M390 . . . . . . . . 

Chassis,  Trailer,  Size  4,  CCE . . . . . . . . . . 

Chossis,  Trailer,  2  Ton,  2  Wheel,  M390C . . . . . . . . . 

Chassis,  Trailer,  Size  6,  CCE  . . . . . . . . 

Chassis,  Trailer,  Size  8,  CCE  . . . . . . . . . . . 

Chassis,  Trailer,  Size  9,  Military  Design . . . . . . . . 

Chossis,  Trailer,  SIIE11,  CCE... . - . . . . . . . . . . 

Chassis,  Trailer,  Size  32,  CCE  . . . . . . . 

Choi  sis.  Truck  5-TON,  6X6,  N939 . . . . . . . 

Chossis,  Truck  5  Ton,  6X6,  M809...... . . . . . . . . 

Chossis,  Truck  5  Ton,  6X6,  M809A1  . . . . . . . . . 

Chassis,  Truck  5  Ton,  6X6,  M810.................. . . . . . . . . . . . 

Chassis,  Truck  5  Ton,  6X6,  M811.... . . . . . . . . . . 

Chossis,  Truck  5  Ton,  6X6,  M811A1  . . . . . . . 

Chassis,  Truck  5  Ton,  6X6,  M811A2  . . . . . . . . . . . . . . 

Chossis,  Truck  5  Ton,  6X6,  M812 . . . . . . . . . . . 

Chassis,  Truck  5  Ton,  6X6,  M812A1  . . . . . . . . 

Chassis,  Truck,  5  Ton,  6X6,  M940  . . . . . . . 

Chassis,  Truck,  5  Ton,  6X6,  179  Inch  Wheelbase,  Military  Design,  M40A2  . . 

Chossis,  Truck,  2  1/2  Ton,  6  X  6,  154  INCH  Wheelbose,  Military  Design,  M44A2.... 
Chassis,  Truck,  2*1/2  Ton,  6X6,  190  Inch  Wheelbose,  Military  Design,  Multifuel 
Engine,  M46A2C 

Chossis,  Truck,  5-TON,  6X6,  M945  . . . . . . . . . . 

Chossis,  Truck,  5-TON,  6X6,  M944  . . . .. . . . . . 

Chossis,  Truck,  5  Ton,  6X6,  215  Inch  Wheelbase,  Military  Design,  M63A2C  (Inactive 
After  21  Oct  74  Use  Mll.T-740) 
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TITLE 


Chcmij,  Truck,  Mullifuel  Engine,  Military  Deitgn,  M45A2G,  2*1/2  Ton,  6X6,  154 
Inch  Wheelbase 

Chassis,  Truck,  Mullifuel  Engine,  Military  Design,  M45A2,  2*1/2  Ton,  6X6,  154  Inch 
Wheelbase 

Chassis,  Truck,  Military  Design,  M44,  2*1/2  Ton,  6X6,  154  Inch  Wheelbose . . . 

Chassis,  Truck,  Military  Design,  M139,  5  Ton,  6X6,  215  Inch  Wheelbase  . . . 

Chassis,  Truck,  Short  5-TON,  6X6,  M942  . . . 

Chassis,  Truck,  (Military  Design)  M45,  2*1/2  Ton,  6X6,  154  Inch  Wheelbase  . . 

Chassis,  Truck,  (Military  Design)  M40,  5  Ton,  6X6,  179  L'.ch  Wheelbose. . . . . 

Chassis,  Truck,  (Military  Design)  M61,  5  Ton,  6X6,  167  Inch  Wheelbase . . 

Chassis,  Truck,  (Military  Design)  M63,  5  Ton,  6X6,  215  Inch  Wheelbose... . . . . 

Chassis,  Truck,  Short  5-TON,  6X6  M941 ........  . . . . . . . 

Chassis,  Truckt  5-TON,  6X6,  M939A1 . 

Chassis,  Truck:  5  Ton,  6X6,  M943A1 . . . . . . . 

Chassis,  Truck:  5  Ton,  6X6,  M94 1A) . . . . . . . . . . 

Chassis,  Truck:  5  Ton,  6X6,  M942AI . . . 

Chassis,  Truck;  5  Ton,  6X6,  M944A1  . . . . . . . . . 

Chassis,  Truckt  5  Ton,  6X6,  M945A1  . . . . . . . . . 

Chassis,  Weapon  Full  Tracked  M741A1 . . . . . . . . . . . 

Chassis,  Weapon,  Full  Trecked,  FI 2253500  Processing  For  Storage  And  Shipment 
Of 

Chassis,  Weapon,  Full  Tracked,  M741,  Processing  For  Storage  &  Shipment  Of . 

Check  List,  Flight  Crew . . . . . . . . . 

Checklist.  Intermediate  Maintenance,  Bench  Check  (Airborne  Armament  And 
Electronic  Systems/equivalent) 

Checklist.  Organisational  Maintenance  (For  Aeronautical  Weapons  Systems) . 

Checklist,  Airborne  Missile  And  Guided  Weapon  Assembly . . . 

Checklist,  Aircraft  Gums  Jam  Clearing . . . . . . . . 

Checklist,  Flight  Crew,  Preparation  Of . . . . . . . . . 

Checklist,  Organizational  Maintenance  (For  Missile  And  Space  Systems)  . 

Checklist,  Title  Page,  List  Of  Effective  Pones,  Printing  And  Binders,  General 
Requirements  For  Preparation  Of 

Checkout  And  Servicing  Sheet  (Nonreparable  Equipment)  . . . . 

Cheese  And  Cheese  Food,  Process,  Pasteurized . . . . . 

C  ’••se  Spread,  Cheddar,  Peanut  Butter,  &  Jelly,  For  Meol,  Ready  To  Eat . 

Cheese  Spread,  Cheddar . . . . . . . 

Cheese,  American,  Processed,  Dehydrated . . . . . . . 

Cheese,  American,  Process,  Pasturized,  &  Cheese,  Pimento,  Process  Pasteurized . 

Cheese,  Cheddar,  Natural  . . . . 

Cheese,  Cottage.... . . . 

Cheese,  Cottage,  Dehydrated . . . . . . 

Cheese,  Cream,  Neufchatel,  And  low  Fat  (Imitation) . 

Cheese,  Grated . . . . . . . . . . . 

Cheese,  Mozzarella  And  Provolone,  Natural  . . . 

Cheese,  Pasteurized  Process  Swiss  And  Pasteurized  Process  Swiss  And  Cheddar  Or 
American 

Cheese,  Pizza  Blend . . . . . . 

Cheese,  Swiss,  Natural.... . . . , 

Cheesecake,  Frozen . . . . 

Chemical  Agent  Plasticized  White  Phosphorous  (PWP)  . . . 

Chemical  Agent  Resistant  Coating  (Care)  Sysrem  Application  Procedures  &  Quality 
Control  Inspection 

Chemical  Agent,  Plasticized  White  Phosphorous  (PWP) . . . 

Chemical  Agent,  Triphosgene . . . . . . 

Chemical  Agent,  Cyanogen  Chloride . . . . . . . . . 

Chemical  Agent,  GB . . . . . . . 

Chemical  Agent,  Titanium  Tetrachloride . . . . . 

Chemical  Agent,  Mustard,  Distilled  (HD) . . . . . 

Chemical  Agent,  White  Phosphorus  (WP) . . . 

Chemical  Agent,  Mustard,  Simulated  (Molasses  Residuum  . . . . 

Chemical  Analysis  Of  Fireclay  And  High-alumina  Refractories  •  28  Dec  81  . . 

Chemical  Check  Ano*y5*»  L'rr'?!$  Wrovgh!  Corrosion  A rd  Heat  Resistant  Steels  And 
Alloys,  Moragfng  And  Other  Highly-olloyed  Steels,  Andiron  Alloys  •  1  Jol  88 

Chemical  Cleaning  Of  Salt  Water  Piping  Systems  (Metric)  . . . . . . 

Chemical  Cleaning  Of  Main  And  Auxiliary  Boilers  (Hydrochloric  Acid  Method  ........ 

Chemical  Cleaning  Of  Main  And  Auxiliary  Boilers  (Sulfamic-citric  Acid  Method)...... 

Chemical  Compositions  Of  Soe  Alloy  Steels  •  Nov  77 . . . . . 

Chemical  Conversion  Coatings  On  Aluminum  Alloys . . . . . . 

Chemical  Conversion  Materials  For  Coating  Aluminum  And  Aluminum  Alloys....... . 

Chemical  Cooling  Pad . . . . . . . . . 

Chemical  Environmental  Contaminants  Affecting  The  Design  Of  Military  Materiel 
(ABCA  362)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21, 
Wash,  D.c.  20360) 

Chemical  Milling  Of  Metals,  Specification  For . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Chemical  Pac*.et,  Potassium  lodate,  Potassium  Iodide,  And  Sodium  Bicarbonate  ........ 

Chemical-resistant  Mortars,  Grouts,  And  Monolithic  Surfacing*,  Flexural  Strength 
And  Modulus  Of  Elasticity  Of, standard  Test  Method  For  •  28  Jun  85 

Chemical,  Analytical,  General  Specification  For . . . . . 

Chemicals  And  Chemical  Products  Used  For  Dod  Drycleaning  . . . . 

Chemicals  And  Chemicol  Products  Used  Far  Dod  Laundering  . . . . 

Chemicals,  Hazardous  Industrial,  Precautionary  Labeling  Of  -  21  Sep  82 . . . . 

Chemicols,  Liquids  Packaging  And  Packing  Of  (S/s  By  PPP-C-2020 . 

Chemicals,  Liquid,  Dry,  And  Paste,  Packaging  Of.. . . . . . 

Chemicals,  Organic,  Relative  Initial  And  Final  Melting  Points  And  The  Melting  Range 
•31  Aug  79 

Chemicals,  Photographic  (Single  Substance)  General  Specification  For . . . . . 

Chemicals,  Photographic  (Single  Substance),  General  Specification  For . . . . 

Chemicols,  Reagent  Grade;  Genera!  Specification  For  (Metric) . 

Cherries,  Frozen . . . . . . . . . . . 

Cherries,  Maraschino,  Pitted,  Red..... . . . . . . . . . 

Cherry  Dessert,  Tray  Pack  . . . . . . . . . 

Cherry  Dessert,  Tray  Pack  . . . . . 

Cherry,  Maraschino,  Pitted,  Red... . . . . . 

Chest.  8643725  . 

Chest,  Army  Stevedoring  Equipment . . . . . . . 

Chest,  Collapsible  Tank  . . . . . . . . . . . . 

Chest,  Collapsible  Tank  . . . . . . . . 

Chest,  Collapsible . . . . . 

Chest,  Field  Tableware  Outfit. . . . . . . . . . . . 

Chest,  Field,  Aluminum,  Empty . . . . . . . . . 

Chest,  Field,  Aluminum,  Empty . . . . . . . 

Chest,  Gasoline  Lantern:  Illuminating  Equipment,  Empty. . 

Chest,  Hymn  Book . . . . . . . . . 

Chest,  Ice  Storage . . . . . . 

Chest,  Medical  Equipment  Maintenance  And  Repair  Tool  Kit . 

Chest,  Medical  Instrument  And  Supply  Set,  Rigid,  Empty. . . . 

Chest,  Plywood . . . . . . . . . 

Chest,  Tool  Kit,  Empty . . . . . . . . . 

Chest,  Tool,  Carpenter  Or  Company  . . . . . . . . . 

Chest,  Tool,  Gasoline  Field  Range  Accessory  Outfit . . . . . . 

Chest,  X-ray  Film  Protective . 

Chest,  X-ray  Film  Protective . . . . . . . 

Chest,  X-ray  Film  Protective . . . 

Chest,  10548700  . . . 

Chests  And  Cases,  Metal,  Generol  Specification  For . 

Chewing  Gum . . . . . 

Chicken  &  Noodles,  Thermostobilized,  Troy  Pack . . . 

Chicken  &  Pice,  Cooked,  Dehydrated  -  (Operational  Ration  Component)  . . . . 

Chicken  &  Rice,  Thermostobilized,  For  Meal,  Ready  To  Eat . . . . . 

Chicken  A  LA  King,  Thermostobilized,  Tray  Pock . . . . 

Chicken  A  La  King,  Thermostobilized,  Tray  Pack . . . . . 

Chicken  A  La  K>ng,  Cooked,  Dehydrated  •  (Operational  Ration  Component) . . 

Chicken  A  La  King,  Thermostobilized,  For  Meol  Ready  To  Eat... . 

Chicken  And  Chicken  Products,  Cooked,  Dehydrated . . . . 

Chicken  And  Chicken  Products  Cooked,  Dehydrated  . . ............... . . . , 

Chicken  Breasts  In  Gravy,  Thermostobilized,  Tray  Pock . 

Chicken  Breasts  In  Gravy,  Thermostobilized,  Tray  Pock . . . . . 

Chicken  Cacciatore,  Thermostobilized,  Troy  Pack . . . . . . 

Chicken  Cacciatore,  Tfermo stabilized,  Tray  Pack . . . 

Chicken  Fillet,  Chunked  &  Formed,  Breoded,  Precooked,  Frozen  . . . . . 

Chicken  Fillets,  Chunked  A ’d  Formed,  Breaded,  Precooked,  Frozen . . 

Chicken  Loaf,  Thermostobil^ed,  For  Meol,  Ready  To  Eat . 

Chicken  Or  Turkey,  Cannea,  Boned  . . . . 

Chicken  Slices  In  Gravy,  Thermostobilized  Tray  Pack..,. . . . . . . . 

Chicken  Stew,  Cooked,  Dehydrated  -  (Operational  Ration  Component)  . . 

Chicken  Stew,  Thermostobilized,  Tray  Pock . . . . . 

Chicken  Stew,  Thermostobilized,  For  Meal,  Ready  To  Eat . . . . . . 

Chicken  Stew,  ThermoslabTized,  T r  Pack . . . 

Chicken  With  Rice,  Dehydrated,  Cc-Asd . . . . . . . 

Chicken,  Diced.  Dehydrated,Cooked,  Compressed. . . . 

Chicken,  Frozen,  Cooked,  Boneless,  Diced  Or  Chunk . . . . . . . . . 

Chicken,  Precooked,  Frozen . . . . . . . . . . . 

Chickens  And  Chicken  Parts,  Reody-to-cook,  Chilled  And  Frozen . . 

Chigger  Repellent  And  Antipruritic  lotion . . . . . . . . 

Chili  Con  Came,  Powder  (For  Oral  Liquid  Feeding)............... . . . . 

Chili  Con  Corne,  Thermostobilized,  Troy  Pack  . . . . . . . 

Chili  Con  (  me,  Cooked,  Dehydrated  . . . . 

Chili  Con  Came,  With  Or-Without  Beans,  Conned . . . . . . . 

Chili  Con  Come,  Thermostobilized,  Tray  Pack  . . . . . 

Chilled  Water  Unit,  Boker/ . . . . . . . . . 

Chimney  And  Support,  Laboratory  Gas  Burner  . . . . . . . . 

Chino  Morking  Pencils  . . . . . . . . . 

Chipboard  . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Chipboard  . . . . . . . . . . . . . 

Chipboard,  Wad  Material  . . . . . . . . . . . . . 

Chisel  (Cutting  Instruments),  Dentol,  Carbon  Steel . . . . . . . 

Chisel,  Bone  . . . . . . . . . . . 

Chisel,  Bone  (Smith-petersen). . . . . . . . . . 

Chisel,  Bone,  Freer,  Straight,  3/16  lnc( . . . . . 

Chisel,  Brick . . . . . . . . . . . . . 

Chisel,  Dental,  Bone,  Surgicol . . . . . . . . . 

Chisel,  Dental,  (Rhodes  No.  36  And  37)  . . . . . . . . . . . . 

Chisel,  Denture  Trimming,  Laboratory . . . . . . . . 

Chisel,  Denture  Trimming . . . . . . . . . . . . . 

Chisel,  Hand,  Cope,  Diamond  Point,  Cold,  Round  Nose,  And  Side  Cutting  . . 

Chisel,  Periodontol  (Double-ended). . . . . . 

Chisel,  Tool  Blan!;,  Calking  Tool  And  Metal-forming  Tool,  Power  Hammer . . 

Chisels  (Cutting  Instruments),  Dental . . . . . . . . . . . . 

Chisels  And  Gouges,  Woodworking . . . . . . . 

Chlopheniramine  Maleate  And  Pseudoephedrine  Hydrochloride  Capsules, 
Sustained-release 

Chloramine  8  (Metric)  . . . . . . . . . 

Chloramine  T . . . . . . . . . 

Chloramphenicol  Ophtholmic  Solution,  U.s.p . . . . . . . . 

Chlorantpnenicol  Ophthalmic  Ointment,  USP . . . . . . 

Chlordiazepoxide  Hydrochloride  And  Clidinium  Bromide  Capsules . . . 

Chlordiozepoxide  Hydrochloride  &  Clidinium  Bromide  Capsules . . . . . 

Chlordiazepoxide  Hydrochloride  Capsules,  Usp  . . . . . . . 

Chlordiazepoxide  Hydrochloride  Capsules,  USP  . . . . . . . . . . . 

Chlorhexidine  Gluconate  Oral  Rinse...... . . . . . . . . . . 

Chtorhexidine  Gluconate  Oral  Rinse..., . . . . . . . . . . . 

Chloride  Ion  In  Water,  Standard  Test  Methods  For . . . . . 

Chloride.calcium, standard  Specification  For,  9  Feb  87 . . . . . 

Chlorinated  Lime,  Technical  . . . . . . . . . . . . 

Chlorinated  Paraffin,  Technical . . . . . 

Chlorination  Kit,  Water  Purification,  (For  Treatment  Of  Drinking  Water)  . . . . 

Chlorine  In  New  &  Used  Petroleum  Products  (Bomb  Method  •  28  Aug  81 . . 

Chlorine  In  Organic  Compounds  By  Sodium  Peroxide  Bomb  Ignition  •  8  Sep  67 . 

Chlorine  In  Water  Residuol.. . . . . . . . . . 

Chlorine  Test  Tablet,  Dpd  Method,  100  S_ . . . . . . . . . . 

Chlorine,  Technical,  Liquid . . . . . 

Chlorobenzene,  Technical . . . . . . . . . . 

Chloroform,  Technical . . . . . . . . . . . . . . 

Chloropicrin,  Technical . . . . . . . . . . . . 

Chloroprene  Rubber,  Weather  Resistant,  35-45  •  1  Oct  81  . . 

Chloroprene  Rubber,  Weather  Resistant,  65-75  »  1  Oct  81 . . . 

Chloroprene  Rubber,  Weather  Resistant,  55-65  -  1  Oct  81  . . . . 

Chloroprene  Rubber,  Weother  Resistant,  25-35  -  1  Oct  81  . . . 

Chloroprene  Rubber  Sheet,  Cotton  Fabric  Reinforced,  Weother  Resistant . . 

Chloroqulne  And  Primaquine  Phosphates  Tablets . . . . . . . 

Chloroquine  Hydrochloride  Injection,  Usp . . . . . . . 

Chloroquine  Phosphate.  Tablets,  USP  . . . . . . . . . . 

Chlorphenesin  Carbamate  Tablets... . . . . . . . . 

Chlorpheniramine  Moleote  Toblets,  Usp  . . . . . . . . . . 

Chlorpheniramine  Moleote,  Acetomincphen,  And  Phenylpropanolamine  Hydrochloride 
Tablets 

Chlorpheniromine  Moleote  Syrup,  U.s.p............. . . . . . 

Chlorpheniromine  Moleote,  Aspirin,  Coffelne,  Methoxyphenamine  Hydrochloride,  And 
Phenocetin  Toblets 

Chlorpheniramine  Moleote,  Isopropomide  Iodide,  And  Phenyfpropondlamine 
Hydrochloride  Capsules 

Chlorpheniramine  Moleote  And  Phenylephrine  Hydrochloride  Tablets . . 

Chlorpheniramine  Moleote  Toblets,  Modified . . . 

Chlorpheniramine  Moleote,  Aspirin,  Caffeine,  And.  Phenylpropanolaming 
Hydrochloride  Toblets 

Chlorpromazine  Hydrochloride  Toblets,  USP . . . . . . . . 

Chlorpromazine  Hydrochloride  Solution  . . . . . . . . ..... 

Chlorpromazine  Hydrochloride  Solution  . . . . . . . . . 

Chlorpromazine  Hydrochloride  Injection,  Usp . . . . . 

Chlorpropamide  Toofett,  Usp  . . . . . . . . 

Chlortholidont  Toblets,  USP . . . . . . . . . . . 
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03 
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03 
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03 
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ALPHABETICAL  LISTING 


TITLE 


Chlortholidone  Tablet*,  USP . . . . . . . 

Chlorzoxazone  &  Acetaminophen  Tablets,  USP . . . . . . 

Chlorzoxazone  And  Acetaminophen  Tablets . . . . 

Chock,  Rope,  Closed,  Marine  Hardware . . . . . 

Chock,  Rope,  Open,  Rail,  14-INCH,  Marine  Hardware..... . . . . . . 

Chock,  Wheel . . . . . . . . . . . . . . . . . 

Chocofoie  Flavored  Sirup,  Beverage,  And  Topping  (Cold) . . . 

Chocolate,  Cooking  And  Chocolate  Chips  . . . . . . . . 

Cholestyramine  For  Oral  Suspen*ion,USP. . . . . . . 

Chopper  Electromechanical,  Hermetically  Seoled,  Single  Pole,  Double  Throw,  Break 
Before  Moke 

Chopper,  Electromechanical  General  Specification  For . 

Chopper,  Electromechanical,  Single  Pole,  Double  Throw,  Break  Before  Moke  . . 

Chopper,  Electromechanical  Dust  Tight,  Single  Pole,  Doub  *  Throw  Moke  Before 
Breok 

Chopper,  Electromechanical  Hermetically  Sealed,  Spdt  Break  Before  Make,  Bracket 
Mount 

Chopper,  Electromechanical,  Hermetically  Sealed,  Single  Pole,  Double  Throw,  Break 
Before  Make 

Chord  Method  Of  Evaluating  Surface  Microstructural  Characteristics  1  Oct  84 . 

Chromatography,  Capillary,  Analysis  Of  High  Purity  N-heptane  &  Isooctane  By  •  28 
Aug  81 

Chromatography,  Aromatics  In  Mineral  Spirits  By  Gas,  Standard  Test  Methods  For  • 
27  May  83 

Chromium  &  Chronmium-nickel  Stainless  Steel,  Heat-resisting  Plate,  Sheet,  &  Strip 
For  Pressure  •  29  Jan  1988 

Chromium  In  Water,  Standard  Test  Methods  For-  25  Apr  86 . . . . . . . 

Chromium  In  Workplace  Atmospheres  (Colorimetric  Method)  Standard  Test  Method 
For  •  20  Mar  85 

Chromium  Molybdenum  Plating  (Electrodeposited) . . . . 

Chromium  Plated  5.56 MM,  7.62MM,  And  Caliber  .30  Small  Arms  Borrel  Bores . 

Chromium  Plating,  Electrodeposited  (Issue  Con  trolled -reqsts  By  Other  Than  Dod 
Actys  Must  Be  Submitted  Via  The  Preparing  Acty  Of  The  Spec) 

Chromium  Plating,  Porous  Channel  Type,  Aircraft  Engine  Cylinders,  General 
Specifications  For 

Chromium  Plating,  Hard  Deposit  -  15  Jul  80  . . . . . . . 

Chromium  Plating  (Electrodeposited)  . . . . . . 

Chromium  Plating,  Electro-deposited,  Porous . . . . . 

Chromium  Plating,  Black  (Electrodeposited)  . . . . . . . . 

Chromium  Plating,  low  Embrittlement,  Electrodeposition . 

Chromium  Steel  Plate,  Sheet,  &  Strip,  Stoinless  &  Heat-resisting  Chromium  -  27  Jun 
1986 

Chromium  Trioxide,  Technical . . . . . 

Chromium  2  Ethyl  Hexoote,  Technical . . . . . 

Chromium-nickel  Alloy  Steel  Bars,  Rods  And  Forgings,  Corrosion  Resistant, 
(Precipitation  Hardening)  (Issue  Controlled-requests  By  Other  Than  Dod  Activities 
Must  Be -Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Chromium-nickel  Steel  Plate,  Sheet,  &  Strip,  Stokiess  &  Heat  -resting  -  27  Feb  1987 
Chromium-nickel  Alloy  Steel  Bars,  Rods,  &  Forgings,  Corrosion-resistont 
(Precipitation  Hardening)  (Issue  Controlled-requests  By  Other  Than  Dod  Activities 
Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec) 

Chromium-nickel  Stoinless  &  Heat-resisting  Steel  Spring  Wire  •  28  Aug  1987 . 

Chronograph,  Radar  Set.  M36  With  Equipment..... . . . 

Chronometer,  Quartz  Crystol,  Bottery  Powered,  Metric  . . . . . . 

Chronometer,  Ships . . . . . . . . . 

Chuck  &  Key,  Bone  Pin  (Jocobs) . . . . . . . 

Chuck  Plate  For  Drofting  Mochine  Scales  (Use  MIL-D*3898/i) . . . 

Chucks  &  Chuck  Jaws  -  1972.... . . . . . . . 

Chucks,  Drill,  Automatic,  Toper  Shank  With  Tang  . . - . 

Chucks,  Drill,  Keyless  Type,  Three  Jaw,  Boll  Bearing  . . . . 

Chucks,  Drill,  Key  Type,  Three  jaw.  Geared . . . . . 

Chucks,  Independent  Jaw . . . . . . . . . . . . . . . 

Chute,  Contaminated  Clothing,  Ml . . . . . . . . 

Chute,  Contaminated  Clothing,  Mi . . . . . . . . . 

Cimetidine  Hydrochloride  Injection  . . . . . 

Cimetidine  Toblets,  USP . . . . . . . . 

Cinnamon-Oil,  Usp . . . . . . . . . . 

Ciprofloxacin  Hydrochloride  Tablets. . . . . . . . . . 

Cir  Ular  DIol  Engine  Temperature  Indicators  (Edition  No.  1)  (Rel  To  Other  Than 
DOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(lSO),  Wash.,  D.c. 
20330-5058 

Circle,  Azimuth  (Mark  4  Mod  1)  And  Circle,  8ecring  (Mark  2  Mod  1)  For  6-INCH 
Indicators 

Circle,  Azimuth,  &  Circles,  Bearing..... . . . . . 

Circuit  Assembly,  11737350  (Readout), . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Circuit  Assembly,  Age,  10549228...... . . . . . . . . . 

Circuit  Boord  Assembly,  Age.  10549230.. . . . . . . . . 

Circuit  Breaker  AC  High  Volt  Rated  On  A  Symmetrical  Current  Basis,  Standard  Test 
Procedure  For  •  15  Oct  79  •  Chg  Notice  1  Dated  22  Feb  85 

Circuit  Breaker  Aircraft,  Trip  Free,  Push-pull,  50  Thru  100  Amps,  Type  I . 

Circuit  Breaker  *  Aircraft,  Trip-free,  Push  Pull,  l  Tnru  20  Amps.,  Type  1  -55  To  Plus 
121  Degrees  C 

Circuit  Breoker  •  Aircraft,  Trip  Free,  Push  Pull,  25  Thru  35  Amps.,  Type  1  *55  To 
Plus  121  Deg.  C 

Circuit  Breaker  •  Aircraft,  Trip  Free  Push  Pull  3  Phase,  1  Thru  20  Amp,  Type  1  . 

Circuit  Breoker-oircroft,  Trip-free,  Push-pull,  3-PHASE,  5  Thru  60  Amp.,  Type  I. . 

Circuit  Breaker-aircraft,  Trip-free,  Push-pull  3  Phase,  1  Thru  35  Amp,  Type  1  . . 

Circuit  Breaker-aircraft,  Non  Trip-free,  Push  Pull,  5  To  50  Amp,  Type  I . 

Circuit  Breaker,  Trip-free,  High  Temperature,  Aircraft  General  Specification  For . 

Circuit  Breaker,  Non  Trip-free  General  Specification  For.. . . . . . . . . 

Circuit  Breaker,  AC  High  Voltage,  Rated  On  A  Symmetrical  Current  Basis  *  6  Apr 
79 

Circuit  Breoker,  Aircraft,  Trip  Free,  2  i/2  To  50  Amperes,  121.1  Deg,  C  Ambient .... 

Circuit  Breaker,  Magnetic,  low  Power,  Sealed,  Trip  Free,  Three  Pole  . . . . 

Circuit  Breaker,  Trip-free,  Aircraft,  General  Specification  For  . . . . . 

Circuit  Breaker,  Trip-free,  Recycling,  Toggle,  3  Through  35  Amperes,  Type  1..... . . 

Circuit  Breaker,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  *  A1600  &  Nqb  • 
A 1600 

Circuit  Breoker,  Aircraft,  Trip-free  Push  Pull,  Type  I,  Dual  Safety,  *55  Thru  ool21 
Degree  C 

Circuit  Breaker,  Magnetic,  Unsealed,  Trip  Free,  Single  Pole,  Bock  Mounted  (1  To 
100  Amperes) 

Circuit  Breaker,  Magnetic,  Low  Power,  Sealed,  Trip-free,  One-pole..... . 

Circuit  Breaker,  28  Volt  DC  Manual,  Woterproof,  15  To  30  AMP.... . . . 

Circuit  Breoker,  Trip-free,  Recycling,  Push-pull,  3  Through  35  Amperes,  Type  I  . 

Circuit  Breaker,  Magnetic,  Low  Power,  Sealed,  Trip  Free,  Three  Pole,  Auxiliary 
Contacts 

Circuit  Breaker,  28  Volt  DC  Automatic,  Waterproof  15  To  30  AMP . . . 

Circuit  Breoker,  Remote  Control,  Thermal,  Trip  Free,  Ger.erol  Specification  For  . 

Circuit  8reoker,  Magnetic,  low  Power,  Sealed,  Trip  Free,  One  Pole,  Auxiliary 
Contacts 

Circuit  Breoker,  28  Volt  DC  Manual,  Nonwoterproof,  105  To  200  AMP . 

Circuit  Breaker,  Trip-free,  Push-pull,  1/2  Thru  20  Amp,  Type  I . 

Circuit  Breaker,  Magnetic,  low  Power,  Sealed,  Trip  Free,  Two  Pole  . . . . 

Circuit  Breaker,  28  Volt  DC,  Manual,  Nonwaterproof,  35  To  150  AMP  . 

Circuit  Breaker,  Magnetic,  Unsealed,  Trip  Free,  Three  Pole,  Bock  Mounted  (1  To  100 
Amperes) 

Circuit  Breaker,  Magnetic,  low  Power,  Sealed,  Trip  Free,  Two  Pole,  Auxiliary 
Contacts 

Circuit  Breoker,  28  Volt  DC,  Automatic,  Nonwaterproof,  10  To  35  AMP . 

Circuit  Breoker,  Trip-free,  Push-pull,  1  Thru  5  Ampere,  Type  I . . . . . 

Circuit  Breoker,  Low  Voltoge,  Electric  Power,  Air,  Open  Frame,  Removable 
Construction 

Circuit  Breoker,  28  Volt  DC,  Manual  Nonwoterproof,  10  To  35  AMP . . 

Circuit  Breoker,  Magnetic,  low  Power  Unsealed,  Trip  Free,  Series  Trip,  Double  Pole, 
Auxiliary  Contacts  (left  Pole)  (0.2  To  30  Amperes) 

Circuit  Breoker,  28  Volt  DC,  Automatic,  Nonwoterproof,  35  To  150  AMP  . . 

Circuit  Breoker,  Aircraft  Trip-free  Toggle,  5-50  Amp . . . . . 

Circuit  Breoker,  28  Volt  DC,  Automatic,  Nonwaterproof,  105  To  150  AMP  . 

Circuit  Breoker,  Magnetic,  low  Power  Unsealed,  Trip  Free,  Series  Trip,  Three  Pole 
(0.2  To  30  Amperes) 

Circuit  Breaker,  Trip-free,  Push-pull,  1/2  Thru  20  Amp,  Type  I............. . . 

Circuit  Breoker,  Magnetic,  Panel  Seal,  Trip  Free,  Series  Trip,  Double  Pole  (0.2  To 
30  Amperes) 

Circuit  Breoker,  Trip  Free,  Push  Pull,  5  Thru  35  Amprere,  Type  I . . 

Circuit  Breoker,  Magnetic,  Ponel  Seal,  Trip  Free,  Series  Trip,  Three  Pole  (0.2  To  30 
Amperes) 

Circuit  Breoker,  Aircraft,  Trip  Free,  2  1/2  To  50  Amperes,  121.1  Deg,  C  Ambient.... 
Circuit  Breoker,  Magnetic,  Unseoled,  Trip  Free,  Two  Pole,  Bock  Mounted  (1  To  100 
Amperes) 

Circuit  Breoker,  Molded  Cose,  Branch  Circuit  &  Service,  Type  I,  Series  Trip,  Single 
Pole  (10  Through  100  Amperes 

Circuit  Breoker,  Magnotic,  low  Power  Unseoled,  Trip  Free,  Series  Trip,  Single  Pole 
(0.2  To  30  Amperes) 

Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  lii.  Series  Trip,  Two 
Pole  (10  Thru  100  Amperes) 

Circuit  Breoker,  Magnetic,  Unseoled  Or  Panel  Seal,  Trip  Free,  General  Specification 
For 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  And  Service,  Type  I,  Series  Trip, 

Single  Pole  (10  Thru  70  Amperes) 

Circuit  Breaker,  Magnetic,  Low  Power  Unseoled,  Trip  Free,  Series  Trip,  Double  Pole 
(0.2  To  30  Amperes) 
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AS 

85 

MIL-C-17361/13 

5925 

SH 

10  Mar 

89 

SH 

MIL-C-5809/1 

5925 

AS 

30  Nov 

88 

ER 

AS 

85 

MII-C-55629/14B 

5925 

ER 

06  May 

86 

ER 

EC 

85 

MIL-C-39019/1E 

NOTICE  1 

5925 

ER 

06  Jan 

87 

ER 

EC 

85 

MIL-C-13516/2A 

5925 

AT 

21  Ocl 

86 

AT 

MC 

85 

MS-24510K 

5925 

AS 

30  Nov 

87 

ER 

AS 

85 

M1L-C-39019/6E  (1) 

5925 

ER 

15  Jun 

83 

ER 

EC 

85 

M1L-C-13516/1A 

5925 

AT 

23  Aug 

68 

AT 

MC 

85 

MIL-C-83383C  (A) 

5925 

85 

10  Mor 

89 

ER 

AS 

85 

MIL-C-39019/2E  (1) 

5925 

ER 

15  Jun 

83 

ER 

EC 

85 

MIL-C-13516/3A 

5925 

AT 

21  Ocl 

86 

AT 

MC  85 

MS-22073M 

5925 

AS 

30  Nov 

87 

ER 

AS 

85 

MII-C-39019/3E  (1) 

5925 

ER 

15  Jun 

83 

ER 

EC 

85 

MII-C-135I6/4A 

5925 

AT 

21  Ocl 

86 

AT 

MC 

85 

Mll-C-55629/188 

5925 

ER 

06  May 

86 

ER 

EC 

85 

MII-C-39019/4E  (1) 

5925 

ER 

15  Jun 

83 

ER 

EC 

85 

MIL-C-13516/5A 

5925 

AT 

23  Aug 

68 

AT 

MC 

85 

MS-22074C 

5925 

AS 

30  Nov 

87 

AS 

85 

Q  l 

MIL-C-17587B  (4) 

5925 

SH 

01  Jul 

86 

SH 

MIL-C-13514/6A 

5925 

AT 

23  Aug 

68 

AT 

MC 

85 

MII-C-55629B/10B  (1) 

5925 

ER 

10  Jon 

86 

ER 

EC 

85 

MII-C-13516/7B 

5925 

AT 

04  Mor 

87 

AT 

MC 

85 

l 

MS-25337C 

5925 

AS 

07  Dec 

83 

ER 

AS 

85 

MIL-C-13516/8A 

5925 

AT 

23  Aug 

68 

AT 

MC 

85 

MII-C-55629B/11B  (1) 

5925 

ER 

10  Jon 

86 

ER 

EC 

85 

MS-26574M 

5925 

AS 

30  Nov 

87 

ER 

AS 

85 

MII-C-55629/21B  (1) 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

MS-25244R 

5925 

AS 

30  Nov 

87 

ER 

AS 

85 

MH.-C-55629/22B  (1) 

5925 

ER 

10  Jon 

86 

ER 

EC 

85 

l 

MS-2457 1C 

5925 

85 

12  Apr 

84 

85 

MIL-C-55629/16B 

5925 

ER 

06  May 

86 

ER 

EC 

85 

Q 

VAC-3758 

5925 

/ES 

19  Nov 

86 

YD 

85 

ES 

NOTICE  1 
MIL-C-55629/7B  (1) 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

W-C-375/20A 

NOTICE  1 

5925 

/ES 

19  Nov 

86 

YD 

85 

O 

MIL-C-55629B  (2) 

SUPP  1A 

5925 

ER 

06  May 

86 

ER 

EC 

85 

VAC-375/1 

5925 

/ES 

19  Nov 

66 

YD 

85 

ES 

NOTICE  1 

MII-C-55629B/9B  (1) 

5925 

ER 

10  Jon 

86 

ER 

EC 

85 
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ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  And  Service,  Type  1,  Series  Trip,  Two 

W-C-375/2 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (15  Thru  70  Amperes) 

NOTICE  1 

Circuit  Breaker,  Magnetic,  Unseated,  Trip  Free,  Double  Pole,  Auxiliary  Contacts  (0,2 

MIL-C-55629/4C  (1) 

5925 

ER 

15  May 

86 

ER 

EC 

85 

To  50  Amperes) 

Circuit  Breaker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  1,  Series  Trip,  Three 

W-C-375/3 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (15  Thru  60  Amperes) 

NOTICE  1 

Circuit  Breoker,  Molded  Cose,  8ranch  Circuit  And  Service,  Type  1,  Series  Trip,  Three 

W-C-375/4 

5925 

/ES 

19  Nov 

86 

YD 

C5  ES 

Pole  (70  Thru  100  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  And  Service,  Type  li,  Series  Trip, 

W-C-375/5 

5925 

/ES 

19  Nov 

86 

YD 

85 

Single  Pole  (15  Thru  50  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  And  ^'vire,  Type  li.  Series  Trip,  Two 

W-C-375/6A 

5925 

/ES 

19  Nov 

86 

YD 

85 

Pole  (15  Thru  70  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  &  Service,  Type  li,  Series  Trip,  Three 

W-C-375/7A 

5925 

/ES 

19  Nov 

86 

YD 

85 

Pole  (15  Through  100  Amperes) 

Circuit  Breoker,  Molded  Case,  Branch  Circuit  &  Servlc,  Type  1,  Series  Trip,  Single 

V/-C-375/10A 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (15  Through  100  Amperes 

NOTICE  1 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  &  Servlc,  Type  1,  Series  Trip,  Two  Pole 

W-C-375/11A 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

(15  Through  100  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Cose,  Branch  Circuit  &  Servlc,  Type  1,  Series  Trip,  Three 

W-C-375/12A 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (15  Through  100  Amperes) 

NOTICE  1 

Circuit  Breoker,  Molded  Case,  Branch  Circuit  And  Service,  Type  1  Series  Trip,  Single 

W-C-375/13 

5925 

/ES 

19  Ncv 

86 

YD 

85  ES 

Pole  (15  Thru  50  Amperes) 

NOTICE  1 

Circuit  Breaker.  Molded  Case,  Branch  Circuit  And  Service,  Type  1,  Series  Trip,  Two 

W-C-375/14 

5925 

/ES 

•  v  Nov 

86 

YD 

85  ES 

Pole  (15  Thru  125  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  1,  Series  Trip,  Three 

W-C-375/15 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (15  Thru  100  Amperes) 

NOTICE  1 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  And  Service,  Type  1,  Series  Trip, 

W-C-375/16A 

5925 

/ES 

11  Apr 

88 

YD 

85  ES 

Single  Pole  (10  Thru  100  Amperes) 

Circuit  Breaker,  Molded  Case,  8ranch  Circuit  Ar.d  Service,  Type  lii,  Series  Trip, 

W-C-375/19A 

5925 

/ES 

19  Nov 

86 

YD 

85 

Single  Pole  (10  Thro  100  Amperes) 

NOTICE  1 

Circuit  Breakers  (Automatic  ■  AlB-1 )  &  Switch,  Toggle  (Circuit  Breoker, 

l 

MIL-C-17588E  (4) 

5925 

SH 

05  Jul 

88 

SH 

Non-automatic  •  NIB-1)  Air,  Insulated  Housing,  125  Volts  &  Below,  Ac  &  Dc, 

(Noval  Shipboard  Use) 

Circuit  Breakers,  Manual  And  Automatic  (28  Volts  DC). . . . . . . 

Q 

MIL-C-13516E  (3) 

5925 

AT 

29  Jon 

87 

AT 

MC 

85 

Circuit  Breakers,  Magnetic,  Unseated,  Trip  Free,  Three  Pole  (0.2  To  50  Amperes) . 

MILC-55629/5C 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

Circuit  Breakers,  Magnetic,  low.power,  Seoted,  Trip  Free,  General  Specification  For 

Q 

MIL-C-39019C 

5925 

ER 

13  Oct 

87 

ER 

EC 

85 

Circuit  Breakers,  Molded  Coses,  Branch  Circuit  And  Service,  Type  1,  Series  Trip, 

W-C-375A/17 

5925 

/ES 

11  Apr 

88 

YD 

85  ES 

Two  Pole  (10  Through  100  Amperes) 

Circuit  Breakers,  Magnetic,  Unsealed,  Trip-free,  Three  Pole,  Auxiliary  Contacts  (0.2 

MIL-C-55629/6C 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

To  50  Amperes 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  *  A1601  And 

MIL-C-17361/14 

5925 

SH 

10  Mar 

89 

Nqb  -  A 160) 

Circuit  Breokers,  Molded  Cose,  Branch  Circuit  And  Service,  Type  1, series  Trip,  Three 

W-C-375/18 

5925 

/ES 

19  Nov 

86 

YD 

85  ES 

Pole  (10  Through  100  Amperes) 

Circuit  Breokers,  Remote  Control,  Ac*dc,  Thermal,  Trip-free,  Series  Trip,  Single  Pole, 

MILC-83383/1C 

5925 

85 

30  Sep 

87 

ER 

AS 

85 

(5  To  100  Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  •  A 1602  And 

MIL-C-17361/15 

5925 

SH 

10  Mar 

87 

Nqb  -  A1602 

Circuit  Breokers,  Molded  Case,  Branch  Circuit  And  Service,  Type  It,  Series  Trip,  Two 

W-C-375/22 

5925 

/ES 

18  Jul 

88 

ER 

YD 

85 

Circuit  Breakers,  AC  High  Voltage,  Rated  Ono  Symmetrical  Current  Basis,  Preferred 

ANSI  C37.0679 

6)10 

YD 

11  Apr 

88 

ME 

YD 

99 

Rotings  &  Related  Required  Capabilities  For  •  24  Apr  79 

NOTICE") 

Circuit  Breokers,  Mognelic,  Unseoled,  Trip  Free,  Single  Pole  (0.2  To  100  Amperes)  .. 

MIL-C-55629/1C 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

Circuit  Breokers,  Air,  Electric,  Insuloted  Housing  (Shipboard  Use) . . . . 

Q  L 

MIL-C-T7361F 

5925 

SH 

10  Mar 

89 

SH 

Circuit  Breokers,  Molded  Cose,  Branch  Circuit  And  Service,  Type  li . . . . 

W-C-375/23 

5925 

ES 

18  Jul 

88 

ER 

YD 

85 

Circuit  Breokers  Power  &  AC  Power  Circuit  Protectors,  Preferred  Ratings  &  Related 

ANSI  C37.16-80 

6110 

YD 

04  May 

88 

ME 

YD 

99 

Requirements  &  Application  Recommendations  For  low  Voltage  •  6  Feb  80 

NOTICE  1 

Circuit  Breokers,  Magnetic,  Unseoled,  Trip  Free,  Single  Pole,  Auxiliary  Conlocts  (0,2 

MII-C-55629/2C 

5925 

ER 

10  Jon 

86 

ER 

EC 

85' 

To  50  Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  •  A50  And  Nqb 

Mll-C-17361/1 

5925 

SH 

10  Mar 

89 

Circuit  Breokers,  Molded  Cose,  Branch  Circuit  And  Service,  Type  li.  Series  Trip, 

W.C375/24 

5925 

ES 

18  Jul 

88 

ER 

YD 

85 

Three  Pole  (100  Through  225  Amperes 

Circuit  Breokers,  SAE  Recommended  Practice  •  Nov  1951  (Revised  May  1972). . , 

SAE  J553C-72 

5925 

AT 

29  Apr 

87 

AT 

99 

Circuit  Breokers,  Mognelic,  Unsealed,  Trip  Free,  Double  Pole  (0.2  To  50  Amperes)  .. 

MIL-C-55629/3C 

5925 

ER 

10  Jan 

86 

ER 

EC 

85 

Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboard  Use)  Type  Aqb  -  A100  And  Nqb 

Mll-C-17361/2 

5925 

SH 

10  Mor 

89 

•  A  ICO  (For  Replacement  Only) 

Circuit  Breokers,  Magnetic,  Low  Power  Unseoled,  Trip-free,  Series  Trip,  Single  Pole, 

MIL-C-55629B/8C 

5925 

ER 

05  May 

86 

ER 

cC 

85 

Auxiliary.  Contoct*_(0.2  To-30  Amperes 

Circuit  Breakers,  Molded  Cose,  Standard  For  •  1981  . . . . 

NEMA  ABI-75R81 

5925 

YD 

12  Jon 

86 

ER 

YD 

85 

Circuit  Breakers,  Remote  Control,  Ac*dc,  Thermol,  Trip-free  Series  Trip,  Single  Pole, 

l 

MIL-C-83383/2C 

5925 

85 

30  Sep 

87 

ER 

AS 

85 

Auxiliary  Contacts  (5  TO  100  Amperes 

Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboard  Use)  Type  Aqb  -  A250  And  Nqb 

Mll-C-17361/6 

5925 

5H 

10  Mor 

89 

-  A250 

Circuit  Breokers,  Remote  Control,  Ac-dc,  Thermol,  Trip-free,  Series  Trip,  Triple  Pole, 

MIL-C-83383/4C 

5925 

85 

20  Jon 

89 

ER 

AS 

85 

Auxiliary  Contacts  (5  To  100  Amperes) 

’ 

Circuit  Breokers  8.  Circuit  Breoker  Enclosures,  Molded  Cose,  Stondord  For  -  Sixth 

Ul  489-80 

5925 

YD 

18  Jan 

85 

ER 

YD 

85 

Edition  -  15  Oct  80 

Circuit  Breokers,  Remote  Control,  Ac,  Thermol,  Trip-free  Series  Trip,  Single  Pole, 

MIL-C-83383/7A 

5925 

85 

24  Jun 

88 

ER 

AS 

85 

Auxiliary  Contacts  (5  To  25AMPERES) 

Circuit  Breokersr  Air,  Insulated  Housing  (Shlpboord  Use)  Type  Aqb  •  IF250 . . 

Mll-C-17361/7 

5925 

SH 

10  Mo*- 

89 

Circuit  Breokers,  Remote  Control,  Oc,  Thermol,  Trip-free  Series  Trip,  Single  Pole, 

MIL-C-83383/8A 

5925 

85 

24  Jun 

88 

ER 

AS 

85 

Auxiliory  Contacts  (5  To  25  Amperes) 
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ALPHABETICAL  LISTING 


TITLE 


Circuit  Breokers,  Low  Voltage  Power  -  1981  . . . . . 

Circuit  Breakers,  Magnetic,  Unseoled,  Trip  Free,  Three  Pole,  Front  Mounted  Auxiliary 
Contacts  (1  To  100  Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  -  A400  And  Nqb 
•  A400 

Circuit  Breakers  Selection  And  Use  Of . . . . . . . . . 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  *  1400  Qf,  Qm  .. 
Circuit  Breakers,  Magnetic,  Low  power  Unsealed,  Trip  dree.  Series  Trip,  Three  Pole, 
Auxi'iory  Contacts  (0,2  To  30  Amperes) 

Circuit  Breakers,  Air.  Insulated  f~oaJiing  (Shipboard  Use)  Type  Aqb  •  LL400QS . 

Circuit  Breakers,  Magnetic,  U'.»ealed,  Trip  Free,  Single  Pole,  Front  Mounted 
Auxiliary  Contacts  (1  To  100  Ampeies) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  -  IF  400 . . . 

Circuit  Breakers,  Magnetic,  Unsealed,  Trip  Free,  Four  Pole,  Front  Mounted  Auxiliary 
Contacts  (1  To  100  Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  •  A800  And 
Wqb  .  A800 

Circuit  Breakers,  Magnetic,  Panel  Sea!,  Trip-free,  Series  Trip,  Single  Pole  (0.2  To  30 
Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  IF  100  (For 
Replacement  Only) 

Circuit  Breakers,  Magnetic,  Unsealed,  Trip  Free,  Two  Pole,  Front  Mounted  Auxiliary 
Contacts  (1  To  100  Amperes) 

Circuit  Breakers,  Air,  Insulated  Housing  ^Shipboard  Use)  Type  Aqb  *  A101/A102 
And  Nqb  •  A101 

Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  •  L200  Qf,  Qm, 
Qs 

Circuit  Cord  Assembly,  Display/process or  . . . . . . 

Circuit  Cord  Assemblies,  Rigid,  Flexible,  &  Rigid  Flex........... . . . . . . 

Circuit  Card  Assembly  . . . . . . . . . . 

Circuit  Cord  Assembly,  10559335  &  11745329  • 1600V  Power  Supplies  . 

Circuit  Card  Assembly,  Memory . . . . . . . . . . . . 

Circuit  Card  Assembly,  10559305  (Counters) . . . . . . . 

Circuit  Card  Assemb!y,modem  . . . . . . . . 

Circuit  Card  Assembly,  10559325  (Power  Supply,  Low  Voltoge) . . . . 

Circuit  Cord  Assembly,  Gunfire  Simulator  12725086 . . . . . 

Circuit  Cord  Assembly,  10559225  (Control,  Gunners,  Loser  Ranging)  . 

Circuit  Co<d  Assembly,  Audio  Interface  . . . . . . . . 

Circuit  Cord  Assembly,  10559285  (Select  Logic)  . . . . . . . 

Circuit  Card  Assembly,  Display  Power  Supply . . . 

Circuit  Card  Assembly,  10559245  (Indicator,  Digital,  Disptoy) . 

Circuit  Card  Assembly,  Logic  Power  Supply . . . . . 

Circuit  Card  Assembly,  10559295  (Reply  Go'ing)  . . . . . 

Circuit  Card  Assembly,  11737334  (logic). . . . . . . . . 

Circuit  Cord  Assembly,  10559205  (Indicator,  Command,  Disptayl  . . . 

Circuit  Card  Assembly.  10545492  (Outbound  Configuration) . . . . 

Circuit  Card  Assembly.  10559315  (Line  Driver) . . . . . . . . 

Circuit  Ccrd  Assembly,  10545670  (Ballistic  Correction  M220/M246E3)....... . . . 

Circuit  Cord  Assembly,  10559425  (Transmitter  logic) . . . . . . . 

Circuit  Cord  Assembly,  10545702  (Ballistics  Data  Amplifier) . . . . . . 

Circuit  Cord  Assemblies,  Rodor  Set  AN/VPS-2,  Generol  Specification  For  . . 

Ci'cuit  Card  Assembly,  10548018  (Generator,  Modulator  Trigger)  . . 

Circuit  Cord  Assembly,  10548007  (Generator,  Computer  Timing)  . . . . 

Circuit  Cord  Assembly,  10545703  (Buffer  Amplifier)  . . . . . 

Circuit  Card  Assembly,  10548119  (Decoder,  Rcfd). . . . . . . . 

Circuit  Cord  Assembly.  10548046  (Counter,  Ronge). . » . . . ..... 

Circuit  Cord  Assembly  9337291  (Voltage  Comparator) . . . . 

Circuit  Card  Assembly,  Sight  Current  Generator,  Generol  Specification  For . 

Circuit  Card  Assembly,  Case  Interconnect. . . . . . . . 

Circuit  Cord  Assembly,  Interconnect . . . . . . . . . . . . 

Circuit  Cord  Assembly,  10548016  (Generator,  Rcfd) . . . . . 

Circuit  Cord  Assembly,  10548  22  (Register  A,  Ronge) . . . . . . 

Circuit  Card  Assembly.  10545704  (Acquisition  Time  Delay)......,.. . . . . 

Circuit  Cord  Assembly,  10545705  (Sight  Correction) . . . . ..... . . . . 

Circuit-Card  Assembly,  10545706  (Pulse  Width  Multiplier)  . . . . 

Circuit  Cord  Assembly,  10545 707  (Time  Delay)  . . . . . . 

Circuit  Cord  Assembly,  12000011  (Mode  Scaling) . . . . . . 

CTrcuit  Card  Assembly,  12000012  (Computation  Control)  . . . 

Circuit  Cord  Assembly,  12000013  (Atmospheric  Correction)  . . . . . . 

Circuit  Curd  Assembly,  Logic  Function  Resistors  . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

NEMA  SG3-81 

6110 

YO 

02  Dec 

85 

ME 

YD 

MIL-C-55629/17B 

5925 

ER 

06  Mcy 

86 

ER 

EC 

85 

MiL-C-17361/8 

5925 

SH 

10  Mor 

89 

MIL-SID-149SB 

5925 

ER 

14  May 

85 

ER 

EC 

85 

MIL-C-17361/9 

5925 

SH 

10  Mar 

89 

MH..C-55629/12C 

5925 

ER 

05  May 

86 

ER 

EC 

85 

MU.-C-I7361/10 

5925 

SH 

10  Mor 

89 

MIL.C-55629/138 

5925 

ER 

06  May 

86 

ER 

EC 

85 

MIL-C.17361/11 

5925 

SH 

10  Mor 

09 

MIL-C-55629/19B 

5925 

ER 

06  May 

86 

ER 

EC 

85 

MU.-C-1736I/12 

5925 

SH 

10  Mor 

89 

MII-C-55629/20B  (1) 

5925 

ER 

10  Jon 

86 

ER 

EC 

85 

MIL-C-17361/3 

5925 

SH 

10  Mor 

89 

MIL-G55629/15B 

5925 

ER 

06  Moy 

86 

ER 

EC 

85 

MIL-C-17361/4 

5925 

SH 

10  Mor 

89 

MU-C.17361/5 

5925 

SH 

10  Mor 

89 

t 

MH.-C-70491  (1) 

1220 

AR 

21  Mor 

86 

AR 

MIL.C-28809B 
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Circuit  Cord  Assembly,  11743231  Display  Driver., . . . 

Circuit  Card  Assembly,  11743417  Mirror/a  Trigger  &  Buffer . . . . 

Circuit  G?rd  ASSEMBLYil  1743667  Digital  To  Analog  Converter . . 

Circuit  Card  Assembly,  Relay  Sense  Resistors . . . . . . . 

Circuit  Card  Assembly,  Relay  Sense  And  K12  Operation, . . . . 

Circuit  Card  Assembly,  1174343?  Commanders  Control . . . . . . 

Circuit  Card  Assembly.  12000010  (Ballistic  Constant)  . . . . . . . . 

Circuit  Card  Assembly,  12000015  (Rate  Series)...., . . . . . . 

Circuit  Cord  Assembly,  12000016  (Range  Series)  . . 

Circuit  Card  Assembly  12000252  Time  Delay . . . . . . . . 

Circuit  Card  Assemblies,  Test  Set,  AN/MWM-3  General  Specification  For . 

Circuit  Card  Assembly,  8438903  (Logic,  Digital)  . . . . . . 

Circuit  Card  Assembly,  K6  Operation  And  Sequence . . . . . . . 

Circuit  Cord  Assembly,  K8  Operation  And  Sequence  . . 

Circuit  Card  Assembly,  K11  Operation  And  Sequence . . . . . . . . 

Circuit  Cord  Assembly,  Relay  Signal  Inverters.................... . . . . . 

Circuit  Card  Assembly,  Noise  Suppression................................ . . . 

Circuit  Card  Assembly,  Sight  Current  Generator  . . . . 

Circuit  Card  Assembly,  Rower  Unit.............................. . . . . . . . 

Circuit  Cord  Assembly,  Servo  Amplifier  Test  Input . . . . . . 

Circuit  Card  Assemblies,  General  Specification  For . . . . . . . . . 

Circuit  Card  Assembly,  10548021  (Register  B,  Range)..... . . . . . 

Circuit  Cord  Assembly,  11737802  (Interface) . . . . . . . 

Circuit  Card  Assembly,  11738308  (Battery  Charge  Sensor), . . . . . . . 

Circuit  Card  Assembly,  9290656  (Servo  Logic,  Left,  Right)  . . . . . . .  . 

Circuit  Cord  Assembly,  10548148  (Control,  Search/ track,  And  Gain) . . 

Circuit  Card  Assembly.  10548125  (Counter  A,  Range  Rate).. . . . . . 

Circuit  Card  Assembly,  105480)2  (Counter  B,  Range  Rote). . . . . . 

•Circuit  Card  Assembly.  10548049  (Scoter,  Rate) . . . . . . . 

Circuit  Card  Assembly,  10548086  (Integrator,  Rate)  . . . . . . 

Circuit  Card  Assembly,  10548133  (Detector,  Phase)  . . . . . . . 

Circuit  Card  Assembly,  10548359  (Converter,  Range  D/a,  4A16) . . . 

Circuit  Card  Assembly  10548330  (Converter  Range,  Rate  D/o,  4A17)  . . 

Circuit  Card  Assembly.  10548450  (Amplifier,  Control). . . . . . 

Circuit  Card  Assembly,  10548638  (Deloy,  Fine/fine} . . . . . . . . 

Circuit  Card  Assembly.  10549234  (Board,  Universal) . . . . . . . 

Circuit  Card  Assembly,  9290669  (Bite  ,d,) . . . . . . . . . . 

Circuit  Card  Assembly,  11732332  Inverter  And  Plus  And  Minus  15  Volt  Regulator  .... 

Circuit  Card  Assembly,  1 1732392  GCU  Electronics . . . . . . . 

Circuit  Card  Assembly- 1 1732344  Switching  Regulator . . . . . . 

Circuit  Cord  Assembly  11732350  Reticle  Projector  And  Elevator  Sero  Drive . 

Grcuit  Cord  Assembly  11732354  lead.  Windage  And  Reference . . . . . 

Circuit  Card  Assembly,  11732360  Superelevation  &  Drift  . . . . . . 

Circuit  Cord  Assembly,  11834803  Ammo  Select . . . . . . . 

Circuit  Card  Assembly,  11732369  Self  Test . . . . . . . . . 

Circuit  Card  Assembly,  11732372  Wind  Electronics.... . . . . . 

Circuit  Cord  Assembly,  1 1732377  Mirror  Drive  Electronics...... . . . 

Circuit  Cord  Assembly  11747210  Target  Coincidence  Board  . . . . . 

Circuit  Cord Assembly, target  Position  BOARD,!  1747198..,., . . . . 

Circuit  Cord  Assembly  Target  Acceleration  Board.  1 1747207, . ...... 

Circuit  Cord  Assembly,  11747101  Ror.ge  And  Range  Rate  Generator . 

Circuit  Cord  Assembly  1 1748240_(Sight-Current  Generator.  Adapter) . . . . 

Circuit  Card  "Assemblys  11746960SWITCH  &  light  Control . . . . . 

Circuit  Card  Assemblyi  11746908  Low  Voltage  Power  Supply  Control  Logic . . . 

Circuit  Cord  Assembly,  9291348  . . . . . . . . . . . 

Circuit  Card  Assembly  -  Demodulator . . . . . . 

Circuit  Card  Assembly,  9290661  (Bite  ,a,) . . . . . . . ...... 

Circuit  Card  Assembly,  9290665  (Bite  ,b,) . . 

Circuit  Cord  Assembly,  9290793  (Bite  (C))  . . . . . . . . 

Circuit  Card  Assemblies,  Mine  Dispenser,  M128,  General  Specification  For  . . . 
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Circuit  Cord  Assembly,  11834811  Output  . . . . . . . . 

Circuit  Cord  Assembly,  9290227  (Input  Buffer  .a,)............. . . . . . . 

Circuit  Card  Assembly.  9290618  (Input  Buffer  (8))  . . . . 

Circuit  Card  Assembly,  9291224  (Operator  Control  Box  Interface) . 

Circuit  Card  Assembly,  9290623  (Operator  Control  Panel  Interface) . 

Circuit  Cord  Assembly,  9290647  (Magazine  Logic  ,a„  Left,  Right . . . . . . 

Circuit  Cord  Assembly,  9290651  (Magazine  Logic  (B),  Left,  Right) . 

Circuit  Cord,  10545483  (Firing  Indicator) . . . . . . . . . 

Circuit  Identification . . . . . . . 

Circuit,  Boroswilch,  Gating  And  Monitoring,  T-2034  . . 

Circuit,  Demolition,  For  Demolition  Kit,  Cratering,  M180  Assembling  And  Pocking  .... 
Circuit,  Demolition  Inert,  For  Demolition  Kit,  Cratering,  Training,  XM270  Assembly  & 
Packing 

Circuit,  Interconnecting  &  Packaging  Electronic,  Terms  &  Definitions  •  29  Mor  85 . 

Circular  Dial  •  Type  Vertical  Speed  Indicator  (Barometric)  (Rel  To  Other  Than  DOD 
Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Circular  Dial  Altimeters . . . . . . . 

Circular  Dial  Barometric  Altimeters  (Imperial  &  Metric)  (Req  Other  Than  DOD  Ref 
To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

Circular  Dial  Engine  Temperature  Indicators  (Rel  To  Other  Than  Dod  Act  Req  Pr 
Appr  Of  CNM,  Mat  09B21,  Wash,  D.c.  20360) 

Circular  Oiol  Rate  Of  Fuel  Flow  Indicators  (Re!  To  Other  Than  Dod  Act  Req  Pr  Appr 
Of  CNM,  Mat  09B21,  Wash,  D.c.  20360) 

Circular  Dial  Tachometer  (Non  Servoed)  (Rel  To  Other  Than  DOD  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

Circular  Dial  Tachometers  (Non-servoed,  Compatible  W/two  Pole  Three  Phase 
Generators  (Edition  No.  2)  (Req  Other  Thon  DOD  Ref  To  HQ  USAF/XOXX-ISO, 
Wash.  D.c.  20330-5058) 

Circular  Dial  Type  Verticol  Speed  Indicators  (Borometric)  Edition  6  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM  Mat  09B21,  Wash,  D.c.  20360) 

Hrculac  Dial  Type  Fuel  Contents  Gauges  (Ed  4JREQUEST  For  Issue  Other  Thon 
DOD  Refer  Tohq  Usof/xoxx(iso),  Wash  D.c,  20330-5058 
Circulor  Spline  And  Adapter  Details  Engine  Driven  Accessories . . . 

Circulation,  Radio  Frequency,  Woveguide,  Three  Ports . . . 

Circulator,  Constant  Temperature . . . . . . . . . . . 

Circulator,  Low  Temperature  Bath  . . . . . . . 

Circulator,  Radio  Frequency,  Coaxial,  (4  Ports,  Frequency  Range  •  .60  To  .80  Ghx).. 
Circulalor,  Radio  Frequency,  General  Specification  For . . . . . 

Circulator,  Radio  Frequency,  Coaxial  (Series  SMA),  Three  Ports . . 

Circulator,  Radio  Frequency,  Coaxial,  (3  Ports,  Frequency  Ron'e  •  .15  To  .18  Ghz).. 

Circulator,  Refrigerated  Both,  Laboratory . . . . . . . . . 

Cisplalin  For  Injection . . . . . . . . . . . 

Cistern . . . . . . . 

Citric  Acid,  Technical . . . . . . . 

Citric  Acid,  U.s.p.,  Hydrous . . . . . . . . . . . 

Clam  Chowder,  Manhattan  Style,  Semi-solid,  Tube  Pock . . . 

Clamp  &  Battery  Hold&down  (Supersedes  Usaf  Dwg  44A509B)  . . . 

Clamp  -  Loop  Type  Support  (Heat  Resistant)  .265  Hole  (Asg) . . . 

Clamp  (Synchro) . . . . . . . . . . 

Clamp  Adopter,  Coble  To  Connector . . . . . . . . . . 

Clamp  And  Hand  Screws . . . . . . . . 

Clamp  Assembly  •  Medium  Intensity  Runway  Light . . . . . . . 

Clamp  Assembly  (Synchro) . . . . . . . . . . . 

Clamp  Assembly&exhaust  Muffler  And  Toil  Pipe,... . . . . . . . . . 

Clamp  Assembly,  Cushioned  Saddle,  Metric . . . . 

Clamp  Assembly,  Trestle  Bracing  . . . . . . . . . . 

Comp  Assembly,  Saddle  Type,  Cushion,  Generol  Specification  For . . . 

Clomp  Assembly,  Saddle  Type,  Cushioned,  NBR  Rubber,  321  Cres,  275  Deg.  F,  Fuel 
Resistant,  Generol  Purpose 

Clamp  Assembly,  Saddle  Type,  Cushioned,  6PR  Rubber,  321  Cres,  275  Deg.  F, 
General  Purpose 

Clamp  Assembly,  Saddle  Type,  Cushioned,  Silicone  Fobric,  Reinforced  321  Cres,  500 
Deg.  F,  General  Purpose 

Clamp  Assembly,  Saddle-type  Cushioned,  Teflon,  321  Cres,  -320  Deg.  F  To  450 
Deg.  F,  Generol  Purpose 

Clomp  Loop  Type  Support  (Heat  Resistant)  .204  Hole............ . . . 

Clomp  Support  *  Loop  Clamp . . . . . . . . . . 

Clamp-rim,  Clenching  For  MIL-R-8903  Resistor . . . . . . . 

Clamp-tube . . . . . . . . . . . 
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06 

09  Nov 

87 

L 

MS-14169C 

NOTICE  1 

6115 

AS 

31  Dec 

87 

AS 

MIL-C-28790/6 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

NOTICE  1 

MS-36411 

6640 

EA 

30  Jun 

83 

EA 

MS 

99 

MS-36412 

6640 

EA 

30  Jun 

83 

EA 

MS 

99 

L 

Mll-C-28790/3 

5985 

EC 

24  Sep 

76 

EC 

MIL-C-28790 

59GP 

EC 

10  Jon 

73 

ER 

EC 

85 

SUPP  1 

MIL-C-2B790/1A 
NOTICE  1 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

L 

Mlt-C-28790/2 

5985 

EC 

24  Sep 

76 

EC 

MS-36414 

6640 

EA 

30  Jun 

83 

EA 

MS 

99 

A-A-53051 

6505 

MB 

06  Jul 

87 

MD  MS 

03 

MIL-C-36350 

6640 

DM 

10  Dec 

64 

MD 

MS 

03 

MIL-C-1 1029D 

6810 

EA 

31  Jul 

87 

EA 

68 

MIL-C-37351A 

6505 

DM 

23  Mor 

88 

MD  MS 

03 

NOTICE  1 

L 

MIL-C-44350 

8935 

Gl 

19  Sep 

88 

GL 

AN3166 

6140 

80 

28  Aug 

53 

AV 

AS 

99 

REV  5 

MS-9025A 

5340 

AS 

15  Moy 

68 

AV 

AS 

11 

L 

MS-17185 

5990 

AS 

20  Sep 

60 

AS 

L 

MIL-C-48830 

NUORAR 

10  Apr 

87 

AR 

NOTICE  1 
GGG-C-406D 

5120 

♦GL 

11  Feb 

75 

GL 

SH 

99 

MS-27037B 

NOTICE  1 

6210 

82 

10  Sep 

88 

AS 

99 

L 

MS-17183A 

5990 

AS 

17  Mor 

67 

AS 

L 

MS-53041A 

2990 

AT 

28  Moy 

70 

AT 

MS-14298 

5340 

AS 

15  Ocl 

84 

AR 

AS 

99 

L 

MIL-C-52299C 

5420 

ME 

31  Aug 

83 

ME 

MIL-C-85449  (1) 

5340 

AS 

22  Feb 

85 

AV 

AS 

99 

Mll-C-85449/18 

5340 

AS 

28  Aug 

87 

AV 

AS 

99 

MII-C-85449/2B 

5340 

AS 

20  Ocl 

87 

AV 

AS 

99 

MIL-C-85449/3B 

5340 

AS 

20  Ocl 

87 

AV 

AS 

99 

MIL-C-85449/4A 

5340 

AS 

28  Aug 

87 

AV 

AS 

99 

MS-122900B 

5340 

82 

15  Moy 

68 

AV 

AS 

99 

THRU  1229398 
Mll-C-85052/4 

5340 

AS 

07  Ocl 

77 

AV 

AS 

99 

MS-28927A 

5905 

AS 

14  Feb 

66 

AS 

85 

MS-27405A 

5340 

82 

02  Sep 

86 

AV 

AS 

99 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Clamp,  Armor,  Series  AN,  Type  MX-1462/U . . . . . . . . 

Clamp,  Artery  (  Glover). . . . . . . . . . 

Clamp,  Artery  (Debakey) . . . . . . . . . 

Clamp,  Artery,  (Glover) . . . 

Clamp,  Artery,  Aortic  Aneurysm  (Debakey) . . . . 

Clomp,  Artery,  Bulldog,  Glover  . . . . . . . 

Clamp,  Artery,  8  Inch  (Debakey) . . . . . 

Clamp,  Battery  Hold  Down . . . . . . . 

Clomp,  Beam,  Rigger  S  . . . . . . . 

Clamp,  Bone  And  Plate  Holding,  Iowan  S  Modified  . . . . . . 

Clamp,  Bronchus,  Double  Curved,  Daems,  9  1/2  Inch  . . . . . . . 

Clamp,  C*  Light  Service . . . . . . . . . . . 

Clomp,  C-,  Heavy  Duty. . . . . . . . . . . . 

Clamp,  C-,  Medium  Service  . . . . . . . . 

Clamp,  C-,  Very  Light  Service  . . . . . . . . . . . . 

Clamp,  Cable . . . . . . . . . 

Clomp,  Cable  Suspension  (Pole  Line) . . . . . . . . . . . . . . . 

Clamp,  Cable,  Aviation  Ground  Lights  . . . . . . . . 

Clamp,  Coble,  Electrical  Connector  (Inactive,  Use  Mtl-C-85049/1,  /2,  /41,  /42)  .... 

Clamp,  Cantilever  Jaw . . . . . . . . . 

Clamp,  Circumcision . . . . . . 

Clamp,  Circumcision . . . . . . . . . 

Clamp,  Coarctation,  Glover . . . . . . . 

Clamp,  Cylinder  Support  . . . . . . . . 

Clamp,  Dropwire  Electrical  Conductor,  Strain  (Pole  Line) . . . 

Clomp,  Electrical,  Conductive  . . . . . . . . 

Clamp,  Electrical  Strand,  Ground  (Pole  Line) . . . . . . 

Clamp,  Electrical,  Lashing  (Pole  Line) . . . . . . . . 

Clamp,  Guy  (Pole  Line)  . . . . . . 

Clamp,  Hand  Screw . . . . . . . . . 

Clamp,  Handle,  Steel  Tape. . . . . . . . . . . 

Clamp,  Hemorrhoid,  Buie . . . . . . . . . 

Clamp,  Hinge,  Bridge,  Steel,  Treadway  Bridge,  Floating,  Foot,  Aluminum . 

Clamp,  Hose . . . . . . . . . 

Clamp,  Hose  (Low  Pressure) . . . . . 

Clomp,  Hose  (Flat  Band,  500  Degree  F) . .  . 

Clomp,  Hose,  Aircraft . 

Clomp,  Hose,  Bond,  Tangential  Worm,  Light  Weight  •  Dec  80 . 

Clamp,  Hose,  Band,  Tangentiol  Worm,  Light  Weight  •  Dec  I960..... . 

Clomp,  Hose,  Flat  Bond  500  Deg.  F.. . . . . . . . . . 

Clamp,  Hose,  Low  Pressure  Type  ,f, . . . . . 

Clamp,  Hose,  Pneumatic,  For  Universal  Couplings  . . . . 

Clamp,  Hose,  Water,  Umiversol,  3/8-TO  MNCH  And  1-TO  3-tNCH . 

Clamp,  Instrument  Mounting,  Aircraft . . . . 

Clamp,  Instrument  Mounting,  Aircraft . . . . . . . 

Clamp,  Laboratory  Support  Rod,.... . * . . . 

Clamp,  leok  Repair,  Pipe  Coupling,  Steel  And  Ductile  Iron,  For  Use  Over  Grooved 
Type  Couplings 

Clomp,  Loop  &  Multiple  Tube,  Detachable  Cushion,  Ams  5510  (Asg)  . . 

Clamp,  Loop  Cushioned,  Center  Mounting  •  Dec  1968  W/dod  Exceptions................ 

Clamp,  loop  Cushioned,  Joggled,  Corrosion  Resisting  Steel,  .204  Hole  (Inactive 
9-7-72) 

Clamp,  loop  Type  Bonding  . . . . . . . . . . 

C'amp,  Loop  Type,  Cushioned,  Support . . . 

Camp,  loop  Type,  Cushioned  Support,  Metric  . . . . . 

Clomp,  Loop  Type,  Bonding,  Metric . . . . . . . 

Clamp,  loop-aluminum.  Plain  And  Cushioned . . . . . . . . 

Clamp,  Loop-aluminum,  .265  Hole  (Asg)  . . . . . . . . . . 

Clomp,  Loop-aluminum,  .204  Hole  (Asg)  . . . . . . . 

Clamp,  Loop-cushioned,  Joggled,  Aluminum,  .265  Hole  . . . 

Clamp,  Loop-cushioned,  Joggled,  Corrosion  Resisting  Steel,  .265  Hole . 

Clamp,  Loop-cushioned,  Joggled,  Aluminum,  .204  Hole  . . . . . . 

ClompA  loop-cushioned.  Joggled,  .204  Hole  (Asq) . . . . . 

Clomp,  loop-double.  Cable  Or  Tube,  Steel,  Plain  And  Cushioned . . . . 

Clamp,  Loop-plastic,  Wire  Support  . . . . . . . 

Clamp,  Loop-steel  plain  And  Cushioned  . . . . . . . . 

Clomp,  Loop,  Cushioned,  Joggled,  Cres,  .265  Hole  . . . . . . 

Clamp,  Loop,  Cushioned,  1200  Deg.  F.,  Cres  Type  Iv,  Goss  B . . . 

Clomp,  Loop,  Cushioned,  Joggled,  Cres,  .204  Hole  . . . . . . . 

Clamp,  Loop,  Cushioned,  Wedge,  Polytetrafluoroethylene  Type  V,  Class  A  And  B..„ 

Clamp,  Loop,  Cushioned,  Center  Mounting,  Metric  . . . . . . . . 

Clomp,  Loop,  Cushion,  General  Specification  For  . . . 

Clomp,  Loop,  Cushioned  Elongated,  Metric  . . . . . . 

Clamp,  loop.  Cushioned,  Rectangular,  Metric  . . . . . . . . 

Gamp,  loop.  Muffler  . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-3643/14A 

.5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

A-A-0051839 

6515 

/MB 

03  Apr 

87 

MD 

MS 

03 

MIL-C-37008A 

6515 

MB 

31  Mor 

87 

MD 

MS 

03 

A-A-51839A 

6515 

MB 

16  Feb 

89 

MD 

MS 

03 

A-A-53853 

6515 

MD 

08  Mar 

89 

MD 

MS 

03 

Mll-C-37547 

6515 

DM 

18  Aug 

76 

MD 

MS 

03 

A-A-53794 

6515 

MB 

27  Dec 

88 

MD 

MS 

03 

Mll-C-6783 

5975 

AS 

23  Jun 

50 

AS 

85 

MII-C-13481B 

3940 

ME 

18  Aug 

83 

ME 

YD 

MIL-C-37001 

6515 

DM 

06  Sep 

73 

MD 

MS 

03 

MIL-C-37002  (1) 

6515 

DM 

24  Apr 

74 

MD 

MS 

03 

A-A-429C 

5120 

t 

01  Apr 

83 

A-A-433D 

5120 

•Gl 

08  Jon 

88 

Gl 

99 

A-A-431D 

5120 

• 

08  Jan 

88 

Gl 

99 

A-A-430E 

5120 

* 

08  Jan 

88 

GL 

99 

MS-14060B 

5935 

EC 

30  Apr 

79 

EC 

MS-39032A 

5975 

ER 

19  Dec 

67 

ER 

YD 

85 

MS-17815B 

6210 

82 

17  Jun 

83 

AS 

99 

MS-3057E 

5935 

AS 

10  May 

82 

CR 

AS 

85 

A-A-548D 

5120 

» 

08  Jon 

88 

GL 

99 

GG-C-390 

6515 

/DM 

25  Sep 

61 

MD 

MS 

03 

GG-C-00390A 

6515 

/DM 

10  Apr 

67 

MD  MS 

03 

MIL-C-37976 

6515 

/MB 

04  Sep 

86 

MD 

MS 

03 

MS-36560A 

6640 

EA 

12  Oct 

83 

EA 

MS 

99 

MS-39031A 

5975 

ER 

19  Dec 

67 

ER 

85 

MII-C-82078A 

5935 

YD 

30  Jan 

87 

YD 

NOTICE  1 

MS-39041A 

5975 

ER 

19  Dec 

67 

ER 

85 

MS-39046A 

5975 

Fk‘ 

10  May 

68 

ER 

85 

MS-16791B 

4030 

ER 

20  Nov 

67 

ER 

YD 

99 

A-A-547D 

5120 

* 

08  Jan 

88 

Gl 

99 

MIL-C-1 1260D 

5210 

ME 

28  Jon 

80 

ME 

YD 

99 

GG-C-405 

6515 

/DM 

08  Aug 

61 

MD 

MS 

03 

MIL-C-52269A 

5420 

ME 

02  Aug 

71 

ME 

MX 

MII-C-6985B  (4) 

4730 

82 

02  Feb 

87 

AV 

AS 

99 

WW-C-440B  (2) 

4730 

t 

28  Aug 

73 

MS-21920C 

4730 

82 

08  Dec 

75 

ME 

99 

AN737 

4730 

AS 

5  Jon 

56 

AS 

99 

REV  8 

NAS  1922-80 

4730 

AS 

25  May 

84 

AV 

AS 

REV  1 

NAS  1923-80 

4730 

AS 

25  May 

84 

AV 

AS 

REV  1 

MIL-C-8783A 

4730 

82 

27  Oct 

59 

AR 

99 

MS-35842E 

4730 

AT 

30  Jan 

69 

AT 

YD 

99 

Mll-C-1 17600 

4730 

ME 

06  Jun 

79 

ME 

YD 

99 

MIL-C-U569D 

4730 

ME 

03  Jul 

79 

ME 

99 

MS-28042F 

5340 

82 

04  Nov 

82 

AV 

AS 

99 

MIL-C-68180 

5340 

82 

08  Aar 

73 

AV 

AS 

99 

MS-36001C 

6640 

EA 

26  Sep 

85 

EA 

MS 

99 

Mll-C-1 1418G 

4730 

ME 

14  Aug 

80 

ME  YD 

99 

MS-9391A 

5340 

AS 

29  Feb 

68 

AS 

NAS  1713-68 

5340 

AS 

05  Oec 

80 

AV 

AS 

11 

REV  1 

MS-9B25A 

5340 

32 

07  Sep 

72 

AS 

99 

AN735 

5340 

AS 

29  Dec 

72 

AS 

11 

REV  4 

MS-2I919E 

5340 

AS 

30  Sep 

81 

AS 

99 

DS-14241B 

5340 

AS 

08  Jan 

88 

AV 

AS 

99 

DS-14244 

5340 

AS 

30  Jul 

83 

AR 

MS-21322D 

5340 

AR 

22  Jun 

72 

AR 

YD 

99 

MS-9354A 

5340 

AS 

03  Mor 

69 

AS 

MS-9353A 

5340 

AS 

03  Mar 

69 

AS 

MS-93528 

5340 

AS 

11  Jun 

86 

AS 

11 

MS-9826A 

5340 

AS 

07  Sep 

72 

AS 

99 

MS-9351B 

5340 

AS 

11  Jun 

86 

AS 

11 

MS-9024C 

5340 

82 

15  May 

68 

AV 

AS 

11 

MS-213348 

5340 

AR 

22  Jun 

72 

AR 

YD 

99 

MS-252B1K 

5340 

AS 

29  Dec 

78 

AR 

AS 

99 

MS-21333F 

5340 

AR 

06  Nov 

87 

AR 

YD 

99 

MS-9350B 

5340 

AS 

11  Jun 

86 

AS 

11 

MS-21 106A 

5340 

AS 

02  Dec 

70 

AV 

AS 

99 

MS-9349B 

5340 

AS 

11  Jun 

86 

AS 

11 

MS-21 122B 

5340 

AS 

14  Feb 

89 

AV 

AS 

99 

DS-14242A 

5340 

AS 

25  May 

84 

MIL-C-85052A 

5340 

AS 

30  May 

84 

AV 

AS 

99 

DS-14272 

5340 

AS 

23  Dec 

83 

AV 

AS 

99 

DS-14290 

5340 

AS 

10  Aug 

84 

AR 

AS 

99 

MS-52150 

5340 

AT 

17  Nov 

87 

AT 

YD 

99 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Clamp,  Loop,  Nylon,  Metric.. . . . . . . . . . 

Clamp,  Loop,  Plastic,  V/ire  Support,  Metric......... . . . . . . . 

Clomp,  Loop,  Plastic,  V/ire  Support,  Ribbed  Inner  Diameter,  Metric  . . 

Clamp,  Loop,  Tube  17-7  Ph  Cres,  275  Deg.  F,  Fuel  And  Petroleum  Based  Hydraulic 
Fluid  Resistant 

Clomp,  loop,  Tube  •  17-7  PH  CRES,  275  Deg.  F,  Phosphate  Ester  Fluid  Resistant . 

Clamp,  Loop,  Tube*  17*7  PH  Cres,  500  Deg.  F  . . . . . . 

Clomp,  Loop, metal,  Plain,  Support,  Aircraft,metric.... . . . . . . . 

Clamp,  Loup  Cushioned,  Rectangular  *  Dec  68  W/DOD  Exceptions. . . . 

Clomp,  Material  Lifting  (Plate,  Vertical  Lift)... . . . . . . . . . . 

Clamp,  Material  Lifting,  (Plate,  Horizontal  lift  And  Vertical  Lift) . . 

Clamp,  Meter  Stick  . . . . . . . . . . 

Clamp,  Muff,  Dovetail . . . . . . . . . 

Clamp,  Oxygen  Hose . . . . . . . . . . . 

Clamp,  Plain,  Support,  Loop-type,  Aircraft . . . . . . . 

Clamp,  Pylorus,  Payr  . . . . . . . . . . 

Clamp,  Ratchet,  One  Piece  *  30  Apr  59.................... . . . . . 

Clamp,  Repair,  Pipe,  With  Gasoline-resistant  Gasket,  Genero!  Specification  For  . 

Clamp,  Repair,  Pipe,  With  Gasoline  Resistant  Gasket,  Type  I,  Split  Application...,..,. 
Clamp,  Repair,  Pipe,  With  Gasoline  Resistant  Gasket,  Type  II,  Pinhole  Application  .. 

Clomp,  Rubber  Tubing,  Shutoff . . . . . . . 

Clomp,  Rubber  Tubing,  Regulating  Screw-compressor  Type . . . 

Clamp,  Rubber  Tubing,  Shutoff...., . . . . . . . . . . . . 

Clamp,  Rubber  Tubing,  Shutoff,  Lever  Type  . . . . 

Clamp,  Rubber  Tubing,  Shutoff  Pinchock  Type,  Day  Design.  . . . . . . 

Clamp,  Rubber  Tubing,  Shutoff,  Pinchcock  Type,  Mohr  Design,  Flatjaw . . . 

Clamp,  Screw,  Quick  Adjusting,  Fixed  Head  . . . . . . . . . 

Clamp,  Screw,  Quick  Adjusting,  Sliding  Head  . . . . . . . . 

Clamp,  Screw,  Quick  Adjusting,  Threaded  Head  . . . . . 

Clamp,  Special . . . . . . . 

Clomp,  Spherical  Ground  Joint,  Laboratory  Glassware . . . . . 

Clamp,  Spring,  Hose  (Low  Pressure)  Type  (E) . . . . 

Clamp,  Strain  Relief,  45  Deg.,  For  Electric  Connectors  (Inactive  Use 
M1L-C-85049/43) 

Clomp,  Strain  Relief,  Straight,  For  Electric  Connectors  (Inactive,  Use  Mil-c* 

85049/52) 

Clamp,  Strain  Relief,  90  Deg.,  For  Electric  Connectors  (Inactive,  Use 
MIL.C-85049/51) 

Clomp,  Test  Tube,  Stoddard  Type,  W/finger  Grips . . . 

Clomp,  Test  Tube . . . . . . . . 

Clamp,  Thermometer,  Apparatus  Swivel  Jaw . . . . . . . 

Clamp,  Umbilical  Cord . . . . . . . . . . . . . 

Clamp,  Utility,  laboratory.  Extension,  Fixed  Jaw . . . . . . 

Clamp,  Utility,  Laboratory,  Swivel  Jaw  . . . 

Clamp,  Utility,  laboratory  &  Holder  Buret  &  Clamp . . . . . 

Clamp,  Vascular  (Serrefine.dieffenboch). . . . . . . 

Clamp,  Wire  Rope,  Saddled,  Single  Grip  Steel . . . . . . . . 

Clamp,  Wire  Rope . . . . . . . . . . . . . . . 

Clamp,  Wire  Rope  (Double  Grip)  Threaded,  Steel . . . 

Clamp,  Wire  Rope,  Double  Saddle,  Double  Grip,  Steel . . . 

Clamp,  Wire  Splicing . . . . . . . . . . 

Clamp,  Wire,  Gas  Mask . . . . . . . 

Clamping  Disc  Assembly . . . . . . . . 

Clomping  Tool,  Strop  Bond,  Hose  . . . . . . . . 

Clamps  And  Instruments,  Aircraft,  Installation  Of . . . . . 

Clamps,  Artery,  Debokey,  Shollow  (U)  Jaws . . . . . . . .  . . 

Clomps,  Hose  -  Mar  71  . . . . . . . . 

Clamps,  Loop  Type,  And  Straps,  Support  . . . . . . . 

Clomps,  Mounting  (Imperial  8.  Metric)  For  Aircroft  Instruments  (Edition  5  (Release 
To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360) 
Clomps,  Rubber  Tubing,  Regulating  And  Shutoff  (Laboratory)  (S/s  By  A*A*51245  .... 

Clams,  Canned  . . . . . . . . 

Clams,  Chilled,  Fresh,  And  Frozen,  Shucked . . . . . . . 

Clasp,  Necktie,  Metal,  Gold  Color . . . . . . . 

Class  R  Fuses  (W/revised  Pages  Dtd  24-9*82  &  13-12*82)  •  13  Dec  82 . 

Casses  Ct  Supply  Of  NATO  land  Forces  (Ref  To  Other  Thon  OuD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Classification  &  Designation  Of  Flat  Wagons  Suitable  For  Transporting  Military 
Equipment  (Ed.  3)  (Req  For  Issue  Must  Be  Sent  Via  U.S,  Army  Security  Affairs 
Office,  Attm  AMSAC-MC,  5001  Eisenhower  Ave.  Alexandria,  Vo.  22333-0001 

Classification  Of  Characteristics . . . . . . 

Classification  Of  Defects  For  Evaluating  Quality  Of  Aluminized  Firemens,  Clothing,.,. 
Classification  System  For  Vulcanized  Rubber  . . . . . . 

Classification  System  And  Tests  For  Solid  Elastomeric  Materials  (Inactive  For  New 
Design) 

Classification  System  And  Tests  For  Cellular  Elastomeric  Materials  (Inactive  For  New 
Design) 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


DS-14243 

5340 

AS 

30  Jut 

83 

AV 

DS-14487 

5340 

AS 

18  Dec 

85 

AR 

AS 

OS-14488 

5340 

AS 

02  Apr 

86 

AR 

AS 

M1L-C-85052/1B 

5340 

AS 

30  Moy 

84 

AV 

AS 

MIL-C-85052/28 

5340 

AS 

30  May 

84 

AV 

AS 

MIL-C-85052/3B 

5340 

AS 

30  Moy 

84 

AV 

AS 

DS-1448? 

5340 

AS 

02  Apr 

86 

AR 

AS 

NAS  1712-68 

5340 

AS 

05  Dec 

80 

AV 

AS 

REV  1 

A-A-50352A 

3940 

/YD 

10  Mor 

82 

YD 

1 

GGG-C-412B  (2) 

3940 

t 

01  Moy 

68 

MS-36416 

6640 

EA 

30  Jun 

83 

EA 

MS 

MS-36418 

6640 

EA 

30  Jun 

83 

EA 

MS 

MS-220648 

4730 

82 

12  Jon 

84 

AV 

AS 

AN742 

5340 

AS 

17  Dec 

68 

AR 

AS 

REV  9 

MIL-C-36726 

6515 

DM 

11  Dec 

70 

MD 

MS 

NAS  397-59 

4730 

CS 

13  Mor 

79 

ME 

SH 

REV  2 

MIL-C- 12386E 

4730 

ME 

31  Mor 

87 

ME 

MIL-C-12386/1A 

4730 

ME 

24  Jul 

79 

ME 

MIL-C-12386/2A 

4730 

ME 

24  Jul 

79 

ME 

MS-36029 

6640 

EA 

04  Dec 

85 

EA 

MS 

MS-36003C 

6640 

EA 

04  Oct 

83 

EA 

MS 

GG-C-00420 

6515 

/DM 

12  Nov 

64 

MD 

MS 

MS-36004C 

6640 

EA 

04  Dec 

85 

EA 

MS 

MS-36005B 

6640 

EA 

04  Dec 

85 

EA 

MS 

MS-36006B 

6640 

EA 

04  Dec 

85 

EA 

MS 

A-A-432C 

5120 

t 

01  Apr 

83 

A-A-434C 

5120 

t 

01  Apr 

83 

A-A-435C 

5120 

•GL 

01  Apr 

83 

GL 

L 

MS -3354 

6615 

AS 

10  Jon 

69 

AS 

MS-360078 

6640 

EA 

04  Dec 

85 

EA 

MS 

L 

MS-393268 

4730 

ME 

15  Aug 

80 

ME 

L 

MS-3415B 

5935 

AS 

10  Moy 

82 

AS 

MS-3417E 

5935 

AS 

10  Moy 

82 

CR 

AS 

M5-3418E 

5935 

AS 

10  Moy 

82 

CR 

AS 

MS-36009B 

6640 

EA 

04  Dec 

85 

EA 

M- 

MIL-C-3648 

6640 

DM 

20  Dec 

51 

MD 

MS 

MS-36010C 

6640 

EA 

04  Oct 

83 

EA 

MS 

MIL-C-36136B 

6515 

DM 

13  Sep 

68 

MD 

MS 

MS-36012C 

6640 

EA 

04  Dec 

85 

EA 

MS 

MS-36013C 

6640 

EA 

04  Dec 

85 

EA 

MS 

NNN-C-440 

6640 

/EA 

01  Mar 

63 

EA 

MS 

A-A-53811 

6515 

MB 

23  Jon 

89 

MD 

MS 

MS-16842E 

4030 

AR 

18  Jul 

84 

AR 

SH 

FF-C-450D  (1) 

4030 

/AR 

14  Moy 

74 

AR 

SH 

MS-16843E 

4030 

AR 

10  Apr 

86 

AR 

SH 

MS-51868B 

4030 

AR 

26  Sep 

75 

AR 

SH 

GGG-C-414A 

5120 

t 

27  Apr 

65 

l 

MIL-C-10083C  (1) 

4240 

EA 

11  Aug 

88 

EA 

NOTICE  1 

MS -90400 

5990 

AS 

06  Jun 

67 

AR 

AS 

GGG-C-00413  (1) 

5120 

J 

13  Oct 

66 

MIL-C-6390B 

5340 

AS 

13  Nov 

59 

AV 

AS 

MIL-C-37548 

6515 

DM 

20  Aug 

76 

MD 

MS 

SAE  J536B-71 

4730 

CS 

01  Moy 

79 

ME 

SH 

MIL-C-86038  (1) 

5340 

AS 

18  Moy 

87 

AV 

AS 

SUPPL  1 

NAT-STD-3492  (3) 

ISOF 

06 

10  Dec 

87 

NNN-C-004358 

6640 

t 

22  Jun 

70 

PP-C-4008  (1) 

8905 

•GL 

29  Jul 

80 

GL 

SA 

PP-C-401C 

8905 

•GL 

21  Feb 

66 

GL 

SA 

l 

MIL-C-196778  (2) 

8455 

MC 

14  Oct 

77 

t  ' 

Ul  198E-82 

5920 

YD 

04  Feb 

83 

ER 

YD 

NAT-STD-2961 

ISDA 

AM 

11  Dec 

84 

NAT-STD-2175  (1) 

ISDA 

AM 

06  Nov 

86 

DOD-STD-2101 

QCIC 

MIL-STD-1666B 

8415 

ABC-STD-62 

ISDN 

ABCA  STD  62 

MIL-STD-417A 

9320 

NOTICE  3 

MIL-STD-670B 

9320 

NOTICE  1 

OS 

10 

May 

79 

OS 

NU 

10 

Oct 

88 

GL 

NU 

11 

SH 

24 

Sep 

76 

MR 

06 

Oct 

87 

MR 

MR 

14 

Apr 

86 

MR 

AS 

20 
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ALPHABETICAL  LISTING 


TITLE 

Classification,  Identification  And  Testing  Of  Feather  filling  Material 


Claw,  Tack . . . . . . . . . . . . 

Cloy,  Modeling  (Dental) . . . . . . . . . . . 

Clay,  Vitrified,  Pipe  Lines,  Standard  Practice  For  Installing  -  26  Sept  1986..... . 

Clean  Room  And  Work  Station  Requirements,  Controlled  Environment  . . 

Cleaner  8.  Polish,  Hord  Surfaces . . . . . . . . . . . . 

Cleaner  Sheets,  Offset  Printing  Press  Roller . . . . . . . . 

Cleaner-dryer.  Electronic  Test  Instrument,  Portable . . . . . . . 

Cleaner,  Automatic  Film  Processor . . . . . . . . 

Cleaner,  Blower  And  Vacuum,  Portable,  Industrial  . . . . 

Cleaner,  Burner  Slot,  For  Range,  Field,  M-1937 . . 

Cleaner,  Instrument  Tubing . . . . . . . . 

Cleaner,  Pressure,  Hot  Water  Skid  Mounted . . . . . . . . 

Cleaner,  Pressure,  Water . . . . . . . . . . 

Cleaner,  Printed  Circuit  Assembly.................. . . . 

Cleaner,  Steam  &  High  Pressure  Hot  &  Cold  Water  Jet,  Troiler  Mounted . . 

Cleaner,  Steam,  Pressure  Jet,  Diesel  Fuel  Fired,  Skid  Mounted  . . . . . . . 

Cleaner,  Steam,  Pressure  Jet,  Wheel-mounted  . . . . . . . . 

Cleaner,  Ultrasonic,  With  Rinse  And  Dry,  5.5GAIION  . . . . . . . 

Cleaner,  Vacuum  (Electric,  Portable,  Bock-pack).... . . . . . 

Cleaner,  Vacuum,  Self  Propelled,  Runway  Sweeping  . . . . . 

Cleaner,  Va.uom,  Electric  (Household/commercio!)... . . . . . 

Cleaner,  Vacuum,  Asbestos  Removal . . . . . . . . . 

Cleaner,  Vacuum,  Electric  (Institutional/hospitol)  . . . . . . 

Cleaner,  Vacuum,  Industrial,  External  Filter  Type  . . . . . . 

Cleaner,  Vacuum,  Electric  (Commerciol/industrial) . . . 

Cleaner,  Valve,  Stem  Guide . . . . . . . . . . . . . . 

Cleaner,  Vapor  Pressure,  Spray  Rinse  . . . . . . . . . . . 

Cleaner,  Water  Blast,  High  Pressure,  Trailer-mounted,  D.e.d. . . . . . 

Cleaners,  Steam,  Pressure  Jet,  Troiler  Mounted  (For  Bomb  Disposal  Operations)  . . 

Cleaners,  Vacuum,  120  V  Ac,  60  &  400  Hertz,  115  V  Dc  . . . . 

Cleaning  Sets,  Oxygen  &  Acetylene,  Welding  8.  Cutting  Torch  Tips  . . . 

Cleaning  &  Descoling  Stainless  Steel  Ports,  Equipment  &  Systems  -  1978  . . . 

Cleaning  &  Polishing  Compound,  Floor  (Aerosol  Spray  Buff  Floor  Cleaner  &  Polish).. 
Cleaning  &  Surface  Preparation,  Vapor  Blost . . . . 

Cleaning  &  Testing  Of  Shipboard  Oxygen,  Nitrogen  8.  Hydrogen  Gas  Piping 
Systems 

Cleaning  And  Lubricating  Compound,  Electricol  Contact . 

Cleaning  And  Polishing  Compound,  Floor  (Paste  Emulsion)  . . . . 

Cleaning  And  Polishing  Pad,  Non-metollic  (For  Aircraft)  . . . . . 

Cleaning  And  Polishing  Compound,  Stainless  Steel . . . . . . 

Cleaning  And  Protecting  Piping,  Tubing,  And  Fittings  For  Hydraulic  Power 
Transmission  Equipment 

Cleaning  And  Renovoting  Of  Cottor  Felted  Mattress . . . 

Cfeoning  And  Sanitizing  Machine,  Spraying  High  Pressure,  Electric . . . 

Cleaning  Compound,  Degreasing  And  Depreserving  Solvent,  Self-emulsifying... . 

Cleaning  Compound,  Solvent-detergent  (For  Cleaning  Coils  And  Filters)  . . . 

Cleaning  Compound,  Aircraft  Surface . . . . . . . . 

Cleaning  Compounds,  Electricol  &  Electronic  Components  . . . . . . . 

Cleaning  Compound,  Solvent  Fuel  Tonk  And  Bilge  . . . . . . . 

Cleaning  Compound,  Optical  Lens  (Ready  To  Use)  . . . . . . 

Cleonlng  Compound,  Solvent,  Oil-cooler  . . . . 

Cleaning  Compound,  Toilet  Bowl . . . . . . . 

Cleaning  Compounds  . . . . . . . . . . . . 

Cleaning  Compound,  Linoleum-topped  Furniture . . . . . 

Cleaning  Compound,  High  Pressure  Cleaner,  Liquid  . . . . 

Cleaning  Compound,  Decontaminating  (For  Soiled  And  Radioactive  Contaminated 
Surfaces) 

Cleaning  Compound,  Fuel  Tonk  And  Bilge  . . . . . . . 

Cleaning  Compound,  Solvent,  Trichlorotrifluoroeihone  . . . . . . . 

Cleaning  Compound  With  Conditioner  And  Inhibitor  For  Engine  Cooling  Systems™... 

Cleaning  Compound,  Solvent  Oil-cooler . . . . . . . 

Cleonlng  Compound,  Turbine  Engine  Gas  Path.... . . . . . . 

Cleaning  Compound,  ALKALI,  Pipeline . . . . . . . . . . 

Cleaning  Compound,  Solvent  ,for  Bore  Of  Smoll  Arms  8.  Automatic  Aircroll 
Weapons, 

Cleaning  Compound,  Generol  Purpose  (Powdered,  Heavy  Duty) . . . 

Cleaning  Compound,  Aircraft,  Exterior.... . . . . . . . . . . . . . 

Cleaning  Compound,  Woter  Wash,  Paint  Spray  Booth  . . . . . . . . 

Cleaning  Compound,  Avionic  Components . . . . . . . . 

Cleaning  Compound,  Rug  And  Upholstery  . . . . . . . . . 

Cleaning  Compounds.  Aircraft  Exterior  Surfaces,  Water  Dilutable .............................. 

Cleaning  Compound,  Solvent  Heavy  Duty  . . . . . . 

Cleaning  Compound,  Solvent  Self-emulsifying . . . . . . . . . 

Cleaning  Compound,  Solvent  Bore  Cfeoner . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

FED-STD-148 

8320 

/GL 

10  Dec 

64 

GL 

NOTICE  2 

25  OCT  1968 
GGG-C-415A 

5120 

» 

08  Jun 

65 

A-A-51006A 

6520 

/MB 

25  Nov 

85 

MD 

MS 

03 

ASTM  02*86 

5630 

YO 

31  Oct 

86 

CE 

YD 

99 

FED-STD-209C 

MISC 

•Ml 

27  Oct 

87 

Ml 

AS 

99 

A-A-93 

7930 

• 

21  Oct 

81 

MIL-C-43202A  (1) 

3610 

Gl 

11  Aug 

72 

GL 

SA 

99 

l 

MIL*C*28998A 

4940 

MC 

16  Sep 

80 

MC 

A-A-51592 

6525 

/MB 

12  Aug 

86 

MD 

MS 

03 

MIL-C-21101A 

7910 

SH 

30  Sep 

68 

Gl 

SH 

99 

MIL-C-1429C 

5120 

GL 

31  Mor 

86 

GL 

YD 

99 

MS-36439 

6640 

EA 

30  Jun 

83 

EA 

MS 

99 

L 

MIL-C-29222 

4940 

YO 

21  Jul 

82 

MIL-C.12786E 

4940 

Al 

23  Dec 

85 

AL 

YD 

L 

Mll-C-47273 

NOTICE  1 

6810 

Ml 

12  Jun 

88 

Ml 

MIL-C-45996 

4940 

AL 

20  Mor 

87 

AL 

L 

MIL-C-45003F 

4940 

Al 

21  Feb 

86 

Al 

M1L-C-22894E 

4940 

YD 

13  Aug 

84 

AL 

YD 

99 

L 

A-A-50743 

4940 

82 

01  Sep 

87 

99 

W-C-421H 

7910 

*/. 

02  Nov 

87 

L 

MIL-C-29195A 

3825 

YD 

23  Oct 

87 

YD 

W-C-00421G  (4) 

7910 

t 

11  Apr 

79 

L 

MIL-C-24593A 

7910 

SH 

13  Jan 

86 

SH 

W.C-001749  (2) 

7910 

t 

07  Apr 

76 

MIL-C-21 100C 

7910 

SH 

13  Dec 

85 

SH 

99 

W.C-001750  (1) 

7910 

t 

28  May 

75 

GGG-C-430A 

5110 

J 

24  Mor 

67 

MIL-C-4036C 

4940 

82 

14  Dec 

71 

Al 

YD 

99 

L 

MIL-C-28597B  (1) 

4940 

YD 

25  May 

84 

YD 

99 

L 

MII-C-82033A 

4940 

YD 

27  Jan 

83 

YD 

MIL-C-52074C 

7910 

GL 

30  Oct 

87 

GL 

YD 

99 

NOTICE  1 

A-A-51153  (1) 

3439 

/IP 

15  Jan 

88 

AR 

SH 

99 

ASTM  A380-78 

MFFP 

MR 

31  Jan 

80 

MS 

SH 

11 

A-A-202A 

7930 

J 

24  Mar 

81 

L 

Mll-C-47267 

NOTICE  2  (Ml) 

MFFP 

Ml 

09  Aug 

74 

Ml 

L 

/.4L-STD.1330C 

4730 

SH 

0}  Feb 

85 

SH 

L 

MIL-C-83360C  (1) 
NOTICE  1 

6850 

20 

30  Jul 

87 

20 

P-C-449A  (1) 

7930 

» 

01  Nov 

74 

L 

MIL-C-83957A  (1) 
NOTICE  1 

7920 

84 

11  Jon 

88 

99 

P-C-112TB 

7930 

1 

13  Jan 

78 

MIL-STD-419D 

MISC 

SH 

13  Jul 

87 

ME 

SH 

FED-STO-236A 

7210 

/Gl 

13  Mor 

69 

GL 

YD 

99 

L 

MII-C-43949A 

7320 

GL 

03  Feb 

78 

GL 

O  L 

MIL-C-I1090E 

6850 

MR 

30  May 

85 

MR 

YD 

P-C-446A 

7930 

t 

14  Jun 

65 

Q 

MIL-C-43616C  (2) 

6850 

AS 

09  Oct 

84 

GL 

AS 

68 

L 

MIL-C-85447A  (1) 

6850 

AS 

22  Dec 

86 

AS 

L 

MS-36434 

6850 

EA 

12  Mar 

65 

EA 

MII-C-43454B 

6850 

GL 

24  May 

77 

GL 

OS 

68 

O 

MIL-C-6864C  (1) 

6850 

AS 

24  Mor 

69 

EA 

AS 

20 

P-C-447C 

>930 

% 

11  Jun 

75 

MIL-STD-1428 

6850 

EA 

27  May 

81 

EA 

SH 

68 

P-C-1239  (2) 

7930 

•/. 

29  Oct 

76 

Q  L 

MIL-C-22542B 

6850 

AS 

26  Aug 

37 

AS 

l 

MIL  C-7907A  (2) 

6850 

AS 

20  Nov 

78 

AS 

L 

MIL-C-222303 

6850 

SK 

19  Oct 

87 

SK 

MIL-C-81302D  (1) 

6850 

AS 

28  Sep 

87 

Ml 

AS 

68 

L 

MU-C-10597E  (1) 

6850 

ME 

24  Aug 

84 

MR 

YD 

68 

L 

MS-3642&A 

6850 

EA 

02  Feb 

89 

L 

MIL-L-B5704A  ()) 

6850 

AS 

77  Feb 

87 

AV 

AS 

65 

P-C-4338 

6850 

* 

30  Jon 

76 

Q 

MIL-C-372C 

1NT  AND  ) 

6350 

MR 

12  Aug 

88 

MR 

AS 

68 

P-C-4358 

7930 

•GL 

05  Apr 

78 

Gl 

99 

O  l 

MIL-C-8557CB  (1) 

6850 

AS 

20  Jun 

88 

AS 

68 

L 

MS-36427 

6850 

EA 

12  Mcr 

65 

EA 

l 

MII-C-81964A 

6850 

AS 

28  Nov 

77 

AS 

P-C-1632B 

7930 

‘GL 

25  Feb 

77 

Gl 

99 

INT'AMD  (1) 
MII-C-87936A 

6850 

68 

18  Oct 

85 

GL 

AS 

68 

l 

MS-36435 

6850 

EA 

12  Mar 

65 

EA 

L 

MS-36436 

6850 

EA 

12  Mor 

65 

EA 

L 

MS-36437 

6850 

EA 

12  Mar 

65 

EA 

159 


ALPHABETICAL  LISTING 


TIUE 

Cleaning  Compound,  Porcelain  And  Ceramic  Tile, . . . . . . . 

Cleaning  Compound,  Toilet  Bowl,  Bisulfate, . . . . . . . 

Cleaning  Compound,  Oven....... . . . . . 

Cleaning  Compound,  Plater*  Electrodeoning,  For  Steel  . . . . . . 

Cleaning  Compound,  Hard  Surface-floor  (Powdered,  Heavy  Duly)..... . . . . 

Cleaning  Compound,  Solvent-detergent  (Concentrated  Alkaline  Butyl  Cleaner) . . 

Cleaning  Compound,  Alkali,  Boiling  Vat  (Soak)  Or  Hydrosteam  . . . . . . 

Cleaning  Compound,  High  Pressure  (Steam)  Cleaner . . . . . . . . 

Cleaning  Compound,  Optical  lens . . . . . . . . . 

Cleaning  Compound,  Dental  Vacuum  System . . . . . . . . . . 

Cleaning  Compound,  Septic  Tank  And  Drains  (Enzyme-bocterla  Type) . . . . 

Cleaning  Compound,  Solvent  Soluble,  Grease  Emulsifying  . . . . . . . . 

Cleaning  Compound,  Hard  Surface-floor  (Aerosol  Foam  Floor  Cleaner)......... . 

Cleaning  Compound,  Solvent  (Non-conductlve,  Non-film  Forming,  Dcgreosing)  .......... 

Cleaning  Compound,  Alkali,  Pipeline  . . . . . . . . 

Cleaning  Compound,  Porcelain  And  Ceramic  Tile  (Cream  Cleanser) . . . . 

Cleaning  Compound,  Solvent-detergent  (For  Air-conditioning  Coils  &  Filters) . . 

Cleaning  Compound,  Solvent-detergent  (Grease  Emulsifying,  With  Alkai) . 

Cleaning  Compound,  Oven  (Aerosol) . . . . . . . . . 

Cleaning  Compound,  Septic  Tank  (Enzyme  Bacterio  Type  For  Oroins) . . . . . 

Cleaning  Compound,  Rug  &  Upholstery  Surface . . . . . . . . . 

Cleaning  Compound,  Solvent-detergent  (Alkaline  Cleoner-degreaser  For  Ovens,  Gri'Js 
And  Washable  Surfaces 

Cleaning  Compound,  Acid  Pipeline  (Sulfuric  Acid,  For  Industrial  Use) . 

Cleaning  Compound,  Porcelain  &  Ceramic  Tile,  Acid  Type . 

Cleaning  Compound,  Toilet  Bowl,  Liquid  . . . . . . . 

Cleaning  Compound,  Masonry  Surfaces . . . . . 

Cleaning  Compound,  Point  Brush  . . . . . . . 

Cleaning  Compound,  Engine  Cooling  System . . . 

Cleaning  Compound,  Solvent,  Heovy  Duty,  liquid  . . . . 

Cleaning  Compound,  Solvent  . . . . . . . . . . 

Cleaning  Compound,  Windshield  (Solvent  And  Anti-freeze,  Concentrated). . . 

Cleoning  Element,  Pipeline  Fluid  Pressure  Brush  Type.  . . 

Cleaning  Machine,  Small  Aircraft,  Mobile  . . . 

Cleoning  Machine,  Fuel  Con,  Drum... . . . . . . . . 

Cleaning  Methods  For  Ferrous  Surfaces  &  Pretreafments  For  Organic  Coatings . 

Cleaning  Methods  And  Procedures  For  Breathing  Oxygen  Equipment  . . . 

Cleaning  Of  Office  Machines . . . . . . . . . 

Cleaning  Of  Shipboard  Compressed  Air  Systems . . . . . . . 


Cleaning  Requirements  For  Speciol  Purpose  Equipment,  Including  Piping  Systems 
(Issue  Controlled-requests  By  Other  Thon  Dod  Activities  Must  Be  Submitted  Via 
The  Preparing  Activity  Of  The  Spec.) 

Cleoning  System,  Ultrasonic,  Console . . . . . . . . 

Cleaning,  Preparation  And  Organic  Coating  Of  Steel  Cartridge  Coses . 

Cleanouts  *  5  May  83  . . . . . . . . . 

Cleot,  Knobs  &  Tubes,  Standard  For  Porcelain-fifth  Edition  •  25  May  79 . . . 

Cleat,  Rope  (Holyord),  40/2  Inch,  Marine  Hardware  . . . . . . 

Cleat,  Rope,  Hollow,  Marine  Hordware . . . . . . . . . 

Clevis  End,  Turnbucklc,  Clip  Locking,  (For  Bearing) . . . . . 

Clevis  Engine  Control  Rod,  Adjustable  •  16  Oct  80  . . . . . . . . 

Clevis  Pins  &  Cotter  Pins  ■  10  May  72  (Reapproved  83) . . . . 

Clevis,  Most  Holder  . . . . . . . . . . . . . 

Clevis,  Riser,  Air  Delivery  -  Type  |i«  . . . . . . . . . . 

Clevis,  Rod  End&adjustoble  And  Plain,  Steel  . . . . . . . . . . 

Clevis,  Rod  End&odjusting,  Wide  And  Narrow  Forks . . . . . 

Clevis,  Rod  End&plain,  Wide  And  Norrow  Forks  . . . . . . 

Clevis,  Rod  End,  Turnbuckle,  Oip  Locking . . . . . . . 

Clevis,  Rod  Eng&turnbuckle  (General  Purpose)..... . . . . . 

Clevis,  Tie  Down,  Air  Delivery  Type  li . . . . . 

Clevises  And  Connectors  (Rod  End) . . . . . . . . . . 

Clevises,  Rigging,  Air  Delivery  Type.  Generof  Specification  For........... . . 

Clevises,  Suspension,  Air  Delivery-type  I  . . . . . . . 

Climatic  Environmental  Conditions  Affecting  The  Design  Of  Material  For  Use  By 
Nato  Fother  Than  Dod  Agencies  Requires  Approvol  Of  Orces  Operating  In  A 
Ground  Role  (Release  To 

Climatic  Environmental  Condi».ons  Affecting  The  Design  Of  Military  Materiel  (Abca 
360) 

Climatic  Information  To  Determine  Design  And  Test  Requirements  For  Military 
Systems  And  Equipment 

Climber  Set  Tree  And  Pole,  Steel,  Interchangeable  Gaff,  W/nylon  Neoprene  Coated 
Straps 

Climber  Set,  Tree  And  Pole  . . . . . . . . . 

Climbers,  Ski  . . . . . . . . . 

Clindamycn  HydrochlorideCcpsules,  U.s.p. . . . . . . 

Clindamycin  Phosphate  Injection,  USP  . . . . . 
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Clindamycin  Phosphate  Injection,  . . . . 

Clindmeter,  Ship  And  Accessories..................... . . . . 

Clinometer,  Elevation  Ml»591/U . . . . . . 

Clip  Assembly,  Cockpit  Utility  Light  . . . . 

Clip  Parachute  Harness  Quick  Release,  Safety . . . . 

Clip  Retain.ng  Replaceable  Nut  Plate  Nov-78  . . . . . . . . 

Clip-in  Subassembly  MHU-20-C  . . . . . 

Clip-in  Subassembly  PWU-6/C . . . . . . . . 

Clip-in  Subassembly  MHU-29A/C . . . . . 

Clip,  Cartridge.  5.56MM,  10  Round................... . . . 

Clip,  Cartridge,  Carbine,  Cal.  .30 . . . . . . . 

Clip,  Cartridge,  7.62MM,  5  Round.. . . . . . . . 

Clip,  Cartridge,  For  U.S.  Rifles,  Caliber  .30M 1 ,  MIC  And  MID  . . 

Clip,  Component,  Non-electrical,  General  Specification  For . 

Clip,  Cord,  Detonating,  Ml  . . . . . 

Clip,  Crystal  Holder  . . . . . . . . . . . . . 

Clip,  Double  Slot,  Spring  Tension . . . . . 

Clip,  Electrical,  Genera!  Specification  For  . . . . . . 

Clip,  Electrical,  Grid  And  Anode,  General  Specification  For  . . 

Clip,  Electrical,  Grid . . . . . . . 

Clip,  Electrical,  Anode  . . . . . . . 

Clip,  Electrical,  Anode  . . . . . . . . . 

Clip,  Electrical,  Anode  . . . . . . . . . . . 

Clip,  End,  Strop  Typo  I,  Class  1  And  Class  2.................. . . . . 

Clip,  End,  Strop . . . . . . . . . . . . . 

Clip,  End,  Strap  Type  H,  Class  1  . . . . . . . 

Clip,  Fastener,  Container . . . . . . . . . 

Clip,  Hemostatic,  large  . . . . . . 

Clip,  Hemostatic,  Mckenrie,  Silver . . . . . . . . . 

Clip,  Hemostatic,  Steel  (Raney) . . . 

Clip,  Hemostatic  (Medium).,..., . . . . . . . . . 

Clip,  Hemostatic,  Small . . . . . . . . . . 

Clip,  Hemostatic,  Small................. . . . . . . . . 

Clip,  Holder  For  Neon  lamp  . . . . . . . 

Clip,  Locking,  Turnbuckle  . . . . . . . . 

Clip,  Paper  (8inder) . . . . . . . . . 

Clip,  Paper  (Binder) . . . . . . . . . 

Clip,  Paper,  Wire . . . . . . . . . . . . . . 

Clip,  Sofety,  For  Hand  Grenades. . . . . . . . . . . 

Clip,  Shorting  Assembly,  For  2.75  Inch  Rocket  Motor  . . 

Clip,  Shorting  Assembly,  For  2.75  Inch  Rocket  Motor  Mark  4  And  40. 

Clip,  Single  Slot,  Spring  Tension . . . . . . . . 

Clip,  Solid,  Spring  Tension. . . . . . . . . 

Clip,  Spring  Tension . . . . . . . . . 

Clip,  Spring  Tension  *  W/dod  Exception  -  Jul  60  . . . . . 

Clip,  Spring  Tension  *30  Aug  82  W/DOD  Exceptions . . . . 

Clip,  Suture  (Metol) . . . . . . . 

Clip,  Suture,  Michel,  16  Mm  . . . . . . . . . 

Clip,  Wire  Rope  (Inactive  Use  Ms  16842-8).,..........., . . . . 

Clipboard,  Pilots  MXU063/P,  And  Mark  2A . . . . . . 

Cliper,  X  RAY  Technique  . . . . . . . . . . . . . . 

Clipper,  Hair  And  Bfode  Sets  (Small  Animal) . . . . . 

Clipper,  Hair,  Hond  . . . . . . . 

Clock  •  Aircraft,  1-7/8  Inch  Dial....................  . . . . . 

Clock  •  Aircraft,  Civil  Date,  24-HOUR  Dial, -2*3/4  Dio..... . . . . 

Clock  Aircroft,  Elapsed  Time,  Civil  Dote  24  Hour,  2*3/4  Inch  Dial....... 

Clock  Delay  CD*10  Mod  1  Mechanism  (Inactive  For  New  Design  . . 

Clock  Delay,  CD-8  Mod  0  Mechanism  (Inoctivefor  New  Design) . 

Clock,  Aircroft  Mechanical,  Type  A-13A . . . . . 

Clock,  Aircraft,  Electronic . . . . . . . . . . . 

Clock,  Aircraft,  Mechanical  ABU-1 1/A . . . . . . 

Clock,  Aircn  U  Elapsed  Time,  Civil  Date,  24-HOUR,  2*3/4  Inch  Dial, 

Clock,  Aircroft,  Mechanical  ABU&9*A,„„„.,„„,„., . . . 
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Clock,  Aircraft,  Mechanical  ABU-32/A . . . ........... . ......................... . . 

Clock,  Aircraft,  Civil  Date,  24-HOUR  Dial,  2*3/4  In.  Diameter  . . . 

Clock,  Alarm  (General  Purpose)..... . . . . . . 

Clock,  Alarm,  (General  Purpose)  . . . . . . . 

Clock,  Electric,  Internally-illuminated,  Wall-mounted  . . . . . . . . . . 

Clock,  Message  Center,  M*2  . . . . . . . . . . . . 

Clock,  Quartz  Crystal,  Battery  Powered . . . . . . . 

Clock,  Wall  (Electric,  Digital) . . . . . . . 

Clock,  Wall  (Quartz  Crystal  •  Battery  Operated)...... . . . . . . 

Clock,  Wall  Electric,  Synchronous  Motor  . . . . . . . . . 

Clocks,  Wall  (Synchronous  Motor)(s/s  By  A-A‘1509)..............................»... . . . 

Clofibrate  Capsules,  Usp  . . . . . . . . . 

Clomiphene  titrate  Tablets,  U.s.p . . . . . . . 

Clorazepate  Dipotassium  Tablets . . . . . . . . . . 

Closed  Circuit  Refueling  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  WASH,  D.c.  20360) 

Closer  Holder  Release  Devices,  American  National  Standard  For  -  2  Dec  1986 . 

Closer,  Door . . . . . . . . . 

Closer,  Door  Control  •  05  Nov  80 . . . . . . . . 

Closer,  Holder,  Release  Devices  •  09  Mar  81...... . . . . . . . 

Closing,  Sealing  And  Reinforcing  Of  Fiberboord  Shipping  Container,  General 
Method  For  (Interim) 

Closure  Assembly,  Aft,  For  Mk  56  Mod  2  Rocket  Motor . . . . . 

Cloth  &  Screens,  Industrial  Wire  (Square  Opening  Series)  Standard  Specification 
For  -  26  Jul  85 

Cloth  &  Strip,  Laminated  Or  Cooted,  Vinyl  Nylon  Or  Polyester  High  Strength, 
Flexible 

Cloth  And  Disks,  Abrasive,  Open  Mesh,  Waterproof . . . . . . . . . 

Cloth  Parachute,  Stretch  &  Ripstop  . . . . . . 

Cloth  Seersucker  Cotton . . . . . . . . . . . 

Cloth  Wool,  Mothproofing  Treatment  Of....... . . . . . . 

Cloth,  Abrasive  &  Paper,  Abrasive  (Emery) . . . . . . . 

Cloth,  Abrasive,  Crocus . . . . . . . . . . . . . . 

Cloth,  Acetat,  Fluorescent . . . . . . . . . . . . . . . . 

Cloth,  Acrylic  (For  Cartridge  Bags)  . . . . . . 

Cloth,  Acrylic,  Rayon  (For  Cartridge  Bags) . . . . 

Cloth,  Airplane . . . . . . . . . . . 

Cloth,  Anti/fogging  . . . . . . . . . . . . 

Cloth,  Asbestos . . . . . . . . . . . . . 

Goth,  Awning,  Cotton . . . . . . . . . . . . 

Cloth,  Ballistic,  Aramid . . . . . . . . . . 

Cloth,  Ballistic,  Nylon... . . . . . . . . . 

Cloth,  Ballistic,  Nylon,  Lightweight,  Water-repellent  Treated . . . . 

Cloth,  Botioon,  Cotton . . . . . . . . . . . . . .  . 

Cloth,  Banner,  Rayon  . . . . . . . . . . 

Cloth,  Barothea,  Wool . . . . . . . . . . . . . . 

Cloth,  Bosket  V/ecve,  Polyester  And  Cotton  (Crease  Resistant  Finish) . . . 

Cloth,  Batiste,  Cotton,  Polishing. . . . . . . . . . 

Cloth,  Bedford,  Cord  . . . . . . . . . . . . . . . 

Cloth,  Billiard  . . . . . . . . . . . . . . 

Cloth,  Birdseye  And  Gauze,  Cotton . . . . . . . . 

Cloth,  Brattice,  Cotton,  Fire  Resislont...., . . . . . . . 

Cloth,  Broadcloth,  Pol/ester/cotton,  Durable  Press..... . . . . . 

Cloth,  Broadcloth,  Cotton  Mercerized . . . . . . . . 

Cloth,  Broadcloth,  Polyester  And  Cotton . . . . . . . . 

Goth,  Broadcloth,  Palyes  ter/cot  too.  Polyester  Filament,  End  To  End,  (Durcbfe  Press) 

Cloth,  Broadcloths  Wool  And  Wool/rylon . . . . . . . . 

Cloth,  Brooddoth,  Cotton  Mercerized... . . . . . . . . . 

Goth;  Brooddoth,  Wool,  And  Wool-synthetic  (Moth-proofed),.,.... . . . 

Goth,  Buckrom,  Woven  And  Nonwoven.... . . . . . . . .  . . 

Goth,  Buckrom,  Woven  And  Nonwoven.......... . . . . . . . . 

Goth,  Bunting,  Acrylic  . . . . . . . . . . . . 

Cloth,  Bunting,  Cotton,  Mercerized....... . . . . . . . . 

Got h.  Bunting,  Nylon,  And  Nylon  And  Wool,,.....,..,. . . . . . . 

Goth,  Budop,  Jofc  (Or  Kenof) . . . . . . 

Goth,  Combric,  Varnished,  Unparoffined . . . . . . . . . . . . 

Cloth,  Camouflage  Pattern,  Wind  Resistant  Poplin,  Cotton  . . . . . 

Cloth,  Camouflage  Pattern,  Woodland,  Cotton  And  Nylon  . . . . . 

Goth,  Camouflage  Pattern,  Dock,  Cotton.............. . . . . . 

Cloth,  Cartridge,  Pc^esfer&viscosc  Royon  (For  Cartridge  Bags)-.... . . . . . 
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6645 

« 

17  Apr 

63 

GG-C-00447A  (1) 

6645 

t 

02  Od 

70 

L 

MIL-C-2333?  (2) 

6645 

SH 

09  Oel 

63 

SH 

L 

MIL-C-3956C 

NOTICE  1 

6645 

GL 

23  Od 

87 

GL 

MIL-C-1194D 

6645 

SH 

13  Apr 

84 

SH 

99 

A-A-1511 

6645 

t 

04  Mor 

81 

GG-C-OOI072A  (2) 

6645 

t 

03  Dec 

86 

A-A-1509 

6645 

t 

26  Mor 

81 

GG-C-00466E  (1) 

6645 

% 

18  Jim 

68 

MIL-C-37265A 

6505 

DM 

02  Mor 

88 

MX) 

MS 

03 

NOTICE  1 
MIL-C-37355A 

NOTICE  1 

6505 

DM 

23  Mar 

88 

MD 

MS 

03 

A-A-0053211 

6505 

MB 

09  Sep 

87 

MD 

MS 

03 

Q-STD-461 

ISDA 

AM 

26  Apr 

84 

BHMA  A156.15  86 

5340 

YD 

17  Aug 

87 

AR 

YD 

9? 

A-A-1926A 

5340 

J 

15  Jon 

88 

ANSI  A  156.4  80 

5340 

YD 

29  Aug 

86 

AR 

YD 

99 

NOTICE  1 

ANSI  A156.15-81 
NOTICE  1 

5340 

YD 

21  Aug 

86 

AR 

YD 

99 

FED-STD-224A 

NOTICE  1 

9  DEC  1974 

8115 

•GL 

28  Jul 

72 

GL 

SA 

69 

L 

MIL-C-82693A  (1) 

1338 

OS 

06  Mor 

85 

OS 

ASTM  E437-85 

5335 

YD 

03  Jul 

86 

ME 

YD 

MIL-C-43006F  (1) 

8305 

GL 

30  Dec 

86 

GL 

NU 

99 

GGG-C-5208  (T) 

♦5350 

/84 

17  Jul 

69 

MR 

99 

MIL-C-87180 

NOTICE  1 

8305 

20 

30  Jul 

87 

GL 

AS 

99 

CCC-C-448C 

8305 

i 

17  Nov 

67 

MH-C-43665C 

8305 

GL 

14  Nov 

86 

GL 

NU 

99 

A-A-1049A 

5350 

% 

22  Feb 

85 

P-C-458C 

INT  AMD  (1) 

5350 

•MR 

07  Apr 

65 

MR 

SH 

99 

l 

MIL-C-24320  (1) 

8305 

SH 

29  Apr 

68 

SH 

L 

MII-C.12800A  (2) 

8305 

AR 

22  Apr 

76 

AR 

L 

MIL-C-40070  (2) 

8305 

AR 

28  May 

76 

AR 

MIL-C-5646F  (2) 

8305 

AS 

11  Sep 

84 

GL 

AS 

99 

L 

MIL-C-10357D 

4240 

EA 

12  Aug 

88 

EA 

NOTICE  1 

SS-C-1783 

5640 

t 

29  Mor 

73 

CCC-C-406B 

8305 

% 

25  Apr 

67 

MIL-C-44050A 

8305 

GL 

18  Aug 

87 

GL 

NU 

11 

L 

MIL-C-12369F  (1) 

8305 

GL 

17  Aug 

77 

GL 

20 

L 

MIL-C-44043A  (1) 

8305 

GL 

18  Feb 

86 

GL 

NU 

99 

MIL-C-332H 

8305 

GL 

17  Od 

86 

GL 

NU 

11 

MIL-C-606E 

8305 

GL 

05  Mo y 

70 

GL 

NU 

99 

MIL-C-3727F 

8305 

GL 

18  Dec 

87 

GL 

NU 

99 

L 

MIL-0291408 

8305 

NU 

02  Jun 

88 

NU 

L 

MIL-0401293 

NOTICE  1 

8305 

GL 

12  Nov 

87 

GL 

L 

MIL-C-213I8C 

8305 

AS 

23  Od 

87 

AS 

MIL-C-17566E 

8305 

NU 

31  Mo  y 

88 

NU 

99 

CCC-C-425E 

8305 

/GL 

08  Dec 

83 

GL 

NU 

99 

l 

MIL-C-788F 

8305 

NU 

20  Aug 

81 

NU 

MIL-C-43992A 

8305 

GL 

10  Moy 

85 

GL 

NU 

11 

CCC-C-437D 

8305 

/GL 

12  Nov 

87 

GL 

NU 

11 

NOTICE  1 
MIL-C-43479D 

8305 

GL 

23  Mor 

87 

GL 

NU 

99 

MIL-C-87143  (1) 

8305 

11 

28  Mor 

83 

GL 

11 

L 

MIL-C-29405A 

8305 

MC 

01  Mor 

85 

MC 

A-A-50160 

8305 

GL 

01  Apr 

88 

GL 

NU 

99 

MIL-0822520 

8305 

NU 

04  Apr 

83 

GL 

NU 

11 

A-A-50186 

8305 

GL 

18  Nov 

88 

GL 

NU 

11 

CCC-C-438E 

8305 

/GL 

08  Dec 

83 

GL 

NU 

11 

MII-C-22775D 

8305 

NU 

06  Jon 

84 

GL 

NU 

CCC-C-439F 

NOTICE  1 

8305 

/GL 

12  Nov 

87 

GL 

NU 

99 

CCC-C-476G 

8305 

/GL 

21  Od 

83 

GL 

NU 

99 

CCC-C-467C 

8305 

/GL 

08  Feb 

72 

GL 

SA 

99 

L 

MIL-020610 

8305 

AR 

15  Jon 

52 

AR 

MIL-C-43468F 

0303 

GL 

26  Jul 

88 

GL 

NU 

99 

MIL-C-44031C 

8305 

GL 

02  Sep 

87 

GL 

NU 

99 

L 

MIL-044014 

8305 

GL 

17  Sep 

79 

GL 

l 

MIL-C-43153  (3) 

8305 

AR 

31  Jon 

75 

AR 

162 


ALPHABETICAL  LISTING 


Tine 


Cloth,  Cartridge,  Rayon  . . . . . . . . . . 

Cloth,  Chambray,  Polyester  And  Cotton . . . . . . 

Cloth,  Chambray,  Cotton  (flame  Retardant  Treated) . . . 

Cloth,  Cheesecloth,  Cotton,  Bleached  And  Unbleached.... . . . . 

Cloth,  Cheesecloth  (Cotton,  Rayon,  &  Cotton/rayon  . . . . 

Cloth,  Cheesecloth  (Wiping  Purposes) . .  . . 

Cloth,  Cleaning  (Nonwoven).... . 

Cloth,  Cleaning,  Low-lint . . . . . . . 

Cloth,  Cleaning,  Treated  (Rental  Service) . . . 

Cloth,  Cleaning,  Nonwoven  Fabric . . . . . . . 

Cloth,  Cleaning,  Artificial  Chomois . . . . . . . 

Cloth,  Coated. . . . . . . . . . . . . . 

Cloth,  Coated  (Windo  *  .node). . . . . . . 

Cloth,  Coated  (Chloroprene  8ase  Coated,  Chlorosulphonoted  Polyethylene  Top 
Coated) 

Cloth,  Coated  (Nylon  Taffeta) . . . . . . . . . . 

Cloth,  Coated  (Rubber  And  Plastic)  And  Plastic  Sheeting  For  Hospital  Use . . 

Cloth,  Coated  And  Laminated,  Chemical  Protective  . . 

Cloth,  Coated  Cotton,  Plastic  Coated  Ticking . . . . . 

Cloth,  Coated  For  Heat  Seal  Patching . . . 

Cloth,  Coated  Or  Laminated  (Table  And  Shelf) . . . . . . . 

Cloth,  Coated  Or  Cloth,  laminated,  Reflective..... . . . 

Cloth,  Coated,  &  Strip,  Cooted  Cloth-  Polychloroprene  O.i  Nylon . 

Cloth,  Coated,  Aramid,  Aluminized  . . . . . . . 

Cloth,  Cooted,  And  Webbing,  Inflatable  Boat  And  Miscellaneous  Use . . . 

Cloth,  Cooled,  Asbestos/aramid,  Plain  Weave,  Aluminized  And  Chloroprene  Coated 

Cloth,  Coated,  Butyl  Coated,  Toxicological  Agents,  Protective . 

Cloth,  Cooted,  Cotton,  Vinyl  Chloride  Or  Chloroprene  Coated . . . . . . 

Cloth,  Coated,  C6R  ProtecOe  . . . . . . 

Cloth,  Coated,  Chlorobutyl,  Aramid,  Fuel  &  Oxidizer  Resistant . . . . . . 

Cloth,  Coated,  Cotton,  Vinyl  Coaled,  Fire  And  Mildew  Resistant . . . . 

Cloth,  Coated,  Cotton  (Creped,  Phenolic  Resin  Treated) . . . . . . 

Cloth,  Coated,  Duck,  Nylon  . . . 

Cloth,  Coated,  Fire  Resistant,  Berth  And  Bedding  Cover . . 

Cloth,  Coated,  Fuel  And  Flame  Resistant . . . . . . . . 

Cloth,  Cooted,  Glass,  Silicone  Rubber  Cooted . . . . . . . 

Cloth,  Cooled,  Nylon,  Polyuretlione  Cooted... . . . 

Cloth,  Coated,  «  on,  Chi  'ne  Cooted . . . 

Cloth,  Coated,  Nylc  i  a  ted.  Fuel  •resistant . . . . 

Cloth,  Coau J,  Non-slip  Table  Covering . . . . . . . 

Cloth,  Coated,  Nylon,  Polyurethane  Double  Cooted . . . . 

Cloth,  Cooted,  Nylon  Twill  (One  Side  Coated) . . . 

Cloth,  Cooted,  Nylon,  Vinyl  Cooted . . . . . . 

Cloth,  Coated,  Nylon,  Polyuretho<  <  Cooled..... . . . . . . . . . 

Cloth,  Cooled,  N>lon,  Vinyl  Coated  (Fo^  A:r  Supported  Shelters) . . . .  w 

Cloth,  Coated,  Nylon . . . . . . . . . . .  .. .. 

Cloth,  Cooted,  Nylon,  Roft  Bottom  . . . . .  . . . . 

Clot!'  Cooted,  Polyester  Or  Nylon,  WcterpTPof  . . . . . . 

Cloth,  Coated,  Polyester,  Silicone  Rubber  Coated . . . . . 

Cloth,  Coated,  Polyurethane  On  Polyester . 

Cloth,  Cooled,  Rubber,  Nylon  8ase  . . . . . . . . . . . . 

Cloth  Coated,  Synthetic  Rubber  Nitrile  And  Polychloroprene) . .  . . 

Oth  Cooted,  Twill,  Nylon  (Low  Count) . . . . . 

Cloth,  Cooted,  Vinyl  Coated  (Aritificio!  Leather)  . . . . . . 

Cloth,  Coated,  Window  Shade . . . . . . . 

Cloth,  Corduroy,  Cotton. . . . . . . . . . 

Cloth,  Cotlen,  Muslin  (Mercerized) . . . . . . . . . 

Goth  Cotton,  Cartridge . . . . . . . . . 

Cloth,  Cotton,  Drill . . . . . . . . . . . . . 

Cloth,  Cotton,  Flonrul,  (Heavy,  For  Table  Felts) . . . . . . 

vK>tV  Cotton,  Ml* >»•»>,  (Mnrcf'ized)  . 

Cloth,  Cotton,  Oxford  And  Poplin  (For  Pojamas) . . . . . ......... 

Cloth,  C*»?on,  Sheeting  (For  Bonooleers) . . . .  -  ... . . . . 

Cloth,  Cotton,  Water  Repel'anl  . . . . . . . . . . . 

Cloth,  Curtain, ,Mo*(oCfy|it  Wcrp  And  ^craa  Filling  . . . . . . . . 

Cloth,  D*nim,  C'itcn  (Flame  Relordan'rTuoivd) ..............  . . . . . . . 

Cloth,- Denim.  CoJton/pcIyester  .......  . . . . . . . . . . . . . . 

Go tli.  Denim,  Cotton  ^runk  And  Unshrunk  . . . . . . . . . 

Cloth, .Denim,  Co.*0‘, . . . . . . . . . . . . . . . . 

Cloth,  Denim  Cotton  . . .  . . . . . . . . . 

Oath,  Dpubfe  Plan  V/eove,  Cotton,  ’  1  »o...  . . . 

Cloth,  Droptry  Gloss  Fiber . . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-C-20300 

8305 

AR 

21  Nov 

51 

AR 

l 

MII-C.87065A 

8305 

NU 

13  Feb 

85 

NU 

MIL’C-24916 

8305 

NU 

10  Sep 

84 

Gl 

NU 

99 

CCC-C-440E 

NOTICE  1 

8305 

/Gl 

12  Nov 

87 

GL 

NU 

99 

A-A-1491 

8305 

t 

18  Oec 

80 

A-A-1224 

8305 

t 

18  Dec 

80 

A-A-162 

7920 

t 

20  Apr 

8) 

MII-C-85043B 

7920 

AS 

24  Mar 

85 

GL 

AS 

DDDC-001410  (1) 

7920 

t 

02  Nov 

71 

CCC-C-46D 

7920 

t 

30  Sep 

86 

AS 

A-A-50001B 

7920 

/Gl 

08  Nov 

85 

Gl 

99 

A-A-1214 

8305 

t 

10  Mor 

81 

A-A-150 

8305 

t 

30  Jon 

81 

MIL-C-43285C 

8305 

GL 

15  Sep 

86 

Gl 

99 

L 

MIL-C-19699D 

8305 

10  Apr 

81 

NU 

ZZ-C-450C 

NOTICE  1 

8305 

/GL 

15  Jan 

74 

Gl 

NU 

20 

M1LC-44304 

8305 

MD 

22  Jun 

88 

MD 

NU 

n 

CCC-C-1798 

NOTICE  1 

8305 

/GL 

27  Feb 

87 

Gl 

SA 

L 

MIL.C-436778  (1) 

8305 

GL 

13  Aug 

85 

GL 

CCC-C-417E 

8305 

♦ 

31  Jul 

75 

20 

MIL-C-43708B 

8305 

GL 

30  Sep 

86 

GL 

99 

MIL-C.I9002D 

8305 

AS 

30  Jun 

85 

ME 

AS 

99 

INT  AMD  3  (AS) 
MIL-C-87076A 

8305 

NU 

05  Mar 

85 

Gl 

NU 

99 

l 

MIL-C-17415E  (5) 

8305 

SH 

26  Apr 

76 

SH 

l 

MII-C.82278B 

8305 

NU 

30  Jan 

ei 

NU 

MIL-C-12189H 

8305 

Gl 

30  Jun 

no 

Gl 

NU 

99 

MII-C-43410B 

8305 

Gl 

28  Dec 

81 

Gl 

NU 

11 

L 

MIL-C-51251A  (1) 

8305 

EA 

08  Feb 

89 

EA 

L 

MIL-C-38I49C 

8305 

n 

20  Jan 

89 

11 

MIL-C-10799H 

8305 

GL 

29  Mar 

83 

Gl 

AS 

99 

l 

MIL-C-3154A 

8305 

OS 

16  Sep 

71 

OS 

L 

MIL-C-8I395A 

8305 

AS 

08  Dec 

81 

AS 

L 

MIUM5104E 

8305 

NU 

09  May 

79 

NU 

MIL-C-22787D 

8305 

NU 

08  Dec 

87 

NU 

99 

L 

MIL-C-10797D 

NOTICE  1 

8305 

Gl 

12  Nov 

87 

GL 

L 

MIIC87178  (1) 
NOTICE  1 

8305 

20 

28  Apr 

88 

20 

MILC-26712B 

8305 

20 

26  Feb 

82 

AS 

20 

MIIC-8068B  (1) 
NOTICE  1 

8305 

io 

30  Jul 

87 

AS 

CG" 

20 

l 

MIL-C-19635  (1) 

8305 

CG 

24  Jon 

57 

MII-C-43906B  (1) 

8305 

Gl 

16  Dec 

85 

Gl 

NU 

99 

MII-C-14366E 

8305 

Gl 

18  Jun 

86 

Gl 

NU 

99 

MiLC-40039D 

8305 

Gl 

20  Oct 

81 

Gl 

NU 

99 

MII-C-43473E  (1) 

8305 

Gl 

29  Oct 

85 

GL 

NU 

99 

M11-C-43086C 

8305 

GL 

28  Sep 

83 

Gl 

NU 

MII-C-43808A 

8305 

Gl 

17  May 

83 

Gl 

L 

Mll-C-2  T  109v 

8305 

A5 

20  Oct 

88 

AS 

MII.C20496E 

8305 

Gl 

01- Jun 

87 

Gl 

NU 

99 

MIL-C-43656A 

8305 

Gl 

03  Dec 

82 

Gl 

NU 

99 

L 

MIL-C-29102A 

8305 

NU 

14  Oe- 

77 

NU 

MII-C-7966C 

8305 

AS 

07  Oct 

87 

AS 

99 

l 

MII-C-82255A 

8305 

NU 

16  Mor 

78 

NU 

MII-C-19759D 

8305 

NU 

26  Oct 

77 

NU 

11 

CCC-C-700H  (1) 

8305 

/Gl 

15  Sep 

86 

Gl 

NU 

99 

CCC-C-521E 

8305 

t 

07  Mar 

77 

CCC-C-441C 

NOTICE 

8305 

/GL 

12  fiov 

87 

Gl 

NU 

99 

CCC-C-422 

8305 

l 

10  Moy 

53 

l 

Mll-C-20313 

1395 

AR 

21  Nov 

51 

AR 

CCC-C-426D 

NOTICE  1 

8305 

,GL 

12  Ne 

87 

GL 

NU 

11 

CCC-C-460C 

8305 

/SA 

21  Jan 

76 

GL 

NU 

99 

CCC  C  C0422B 

8305 

♦  - 

21  Jc.t 

75 

MIL-C-2107E 

NOTICE  1 

8305 

Gl 

30  Nov 

87 

Gl 

L 

MIIC-13453A 

8305 

AR 

26  Jun 

£> 

AR 

L 

MIL-C-43033  (2) 

8305 

AR 

09  Jul 

85 

AR 

CCC-C-525D 

8305 

/NU 

15  Jun 

79 

NU 

20 

MIL-C-2491S 

8305 

NU 

06  Jun 

84 

GL 

NU 

L 

MII.C-87C64A 

8305 

NU 

26  Apr 

85 

NU 

CCC-C-421C 

8305 

/SA 

19  Sep 

72 

NU 

99 

M11-C-I1854F 

8305 

GL 

25  Jun 

87 

Gl 

NU 

99 

NOTICE  ! 

A-A-140 

830' 

27  Sep 

79 

l 

MIL-C.29I48 

830. 

NU 

14  Jul 

75 

NU 

CCGC.OOI703A 

8305 

V. 

05  Feb 

73 

153 


ALPHABETICAL  LISTING 


TITLE 

Cloth,  Dropery,  Bunk  Certain,  Slipcovers,  And  label,  Polyaramid  And  Pol/oromtd 
Novoldid  Fiber  Blends,  Shipboard  Use 

Cloth,  Duck,  Colton,  Plied  Yarns,  Fire,  Water,  Weather  And  Mildew  Resistant 
Treated,  Lightdry  Finish 

Cloth,  Duck,  Cotton,  Unbleached,  Plied-yarns,  Army  And  Numbered  . . 

Cloth,  Duck,  Cotton  And  Nylon  . . . . . . . . . 

Cloth,  Duck,  Cotton  Or  Cotton  Polyester  Blend,  Synthetic  Rubber,  Impregnated,  oo 
Laminated,  Oil  Resistant 

Cloth,  Duck,  Colton,  Bleached . . . . . . . . . . 

Cloth,  Duck,  Cotton  (Single  And  Plied  Filling  Yarns,  Flat)  . 

Cloth,  Duck,  Cotton,  Fire,  Water,  Weather  And  Mildew  Resistant . . 

Cloth,  Duck,  Nylon,  12.5  Ounce . . . 

Cloth,  Duck,  Nylon . . . . . . . . . . . . . 

Cloth,  Duck,  Nylon..... . . . . . . . . . . 

Cloth,  Duck,  Polyester,  Fire,  Water  And  Weather  Resistant . . . . . 

Cloth,  Duck,  Textured  Nylon  . . . . . . . . . . . . 

Cloth,  Elastique,  Wool . . . . . . . 

Cloth,  Elastique,  Polyester/wooi . . . 

Cloth,  Felt  Fabric  Composite,  Undercollar... . . . . . . . . . 

Cloth,  Felt.  Wool,  Pressed  (Junior  R.o.t.c.)  . . . . . . 

Cloth,  Flannel,  Wool . . . . . . . . . . . 

Cloth,  Flannel,  Cotton... . . . . . . . . . . . . . . 

Cloth,  Flannel,  Cotton(flame  Retardant  Treoted) . . . . . . . 

Cloth,  Flannel,  Wool  &  Cotton,  Woo!  &  Nylon  . . . . 

Cloth,  Flannel,  Wool,  Undei.ollar  Cloth . . . . . . . . . 

Cloth,  Flannel,  Lightweight . . . . . . . . . . . . . 

Cloth,  Flannel,  Wool  And  Nylon,  16  Ounce,  Shrink  Resistant  . . 

Cloth,  Flannel,  Wool,  Lining,  12  Ounce . . . 

Cloth,  Flannel,  Wool,  10*1/2  Ounce,  Shrink  Resistant . . . 

Cloth,  Fleece,  Cotton  &  Wool  Nylon  Filling,  Lining,  15  Ounce,  Shrink  Resistant . 

Cloth,  Fleece,  Wool,  21.5  Ounce . . . . . 

Cloth,  Fusibles  . . . . . . . 

Cloth,  Fuze . . . . . . . . . . . 

Cloth,  Gabardine,  Po’  ester  And  Rayon..... . . . . . . 

Cloth,  Gabardine,  Wool,  Polyester  And  Wool . . . . . . . . . . . 

Cloth,  Glass;  Tape,  Textile  Glass;  &  Thread,  Gloss  &  Wire-reinforced  Gloss . 

Cloth,  Gloss,  Finished,  For  Resin  laminates . . . . . . . . . . . 

Cloth,  Gloss,  Tope,  Textile  Gloss  &  Thread,  Gloss . . . . 

Cloth,  Hordware  (Woven  Or  Welded  Galvanized  Steel  Wire  Fabric)  •  1979 
(Reapproved  1985) 

Cloth,  Holland  . . . . . . . . 

Cloth,  Igniter  . . . . . . . . . . . . 

Cloth,  Impregnated  (Woven  Cotton  Cloth,_Aspholt  Impregnated,  Cool  Tar 
Impregnated) 

Cloth,  Insulation,  Multiple  Layer  Composite,  Quilted,  Flame  Resistant  . . 

Cloth,  Interlining,  Cotton  Or  Synthetic  Wcrp,  And  Spun  Hoir*wool  Or  Rayon  Filling 
Cloth,  Interlining,  Colton  Or  Synthetic,  And  Nylon  . . . . . . . 

Cloth,  Interlining,  Nonwoven  . . . . . . . . . . 

Cloth,  Interlining,  Cotton  Warp  And  Rayon  Filling . . . . . 

Cloth,  Interlining,  Polyester,. . . . . . . . . . . . 

Cloth,  Interlining,  Acetote  And  Cotton  , . . . . . . 

Cloth,  Interlining,  Non  Woven  . . . . 

Cloth,  Interlining,  Polyester................... . . . . . . . 

Cloth,  Jean,  Cotton . . . . . . . . . 

Ooth,  Jeon,  Cotton . . . . . . . . . . . . . 

Cloth,  Knit,  Jersey,  Aramid  . . . . . . 

Cloth,  Knitted,  Acrylic,  Double-p'que  . . . . . . 

Cloth,  Knitted,  Cotton  . . . . . . . . . 

Cloth,  Knitted,  Roschel,  Nyfo  i/spondex,  Power  Net . . . . . . . 

Goth,  Knitted,  Nylon,  Tricot........................... . . . . . . . 

Goth,  Knitted,  Warp,  linen  look.  Polyester, . . . . . . . . 

Cloth,  Knitted,  Roschel,  Aramid  . . . . . . . 

Cloth,  Knitted,  Polyester,  Double  Knit  (la  Coste) . . . . . 

Goth,  Knitted,  Terry,  Synthetic  Fibers  . . . . . 

Cloth,  Knitted,  Polyomice,  High  Temperature  Resistant,  Simplex,  Jersey . 

Goth,  Knitted,  Polyester,  kib  Knit  . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-C.24500 

8305 

$H 

24  May 

74 

SH 

MIL-C-43627C 

8305 

GL 

20  Feb 

86 

GL 

NU 

99 

CCC-C-419F 

8305 

/GL 

30  Sep 

85 

Gl 

NU 

20 

MIL-C-41836C  (1) 
NOTICE  1 

8305 

GL 

12  Nov 

87 

GL 

NU 

99 

MIL-C-882E 

8305 

SH 

27  Jon 

89 

GL 

SH 

99 

CCC  C-442D  (2) 
NOTICE 

8305 

/GL 

12  Nov 

87 

GL 

NU 

99 

CCC-C.443E  (2) 

NOTICE 

8305 

/GL 

12  Nov 

87 

GL 

NJ 

CCC-C-428G 

8305 

/GL 

09  Mai 

87 

GL 

NU 

99 

L 

MIL-C-43375D  (1) 

8305 

GL 

29  Apt 

85 

GL 

MIL-C-72I9E  (1) 

8305 

AS 

30  Apr 

86 

GL 

AS 

99 

MIL-C-3953E 

NOTICE  1 

8305 

GL 

16  Jun 

81 

GL 

NU 

99 

MIL-C-441038 

8305 

GL 

19  Jul 

88 

GL 

NU 

99 

MIL-C-43734D 

8305 

GL 

20  Aug 

87 

GL 

NU 

99 

MIL-C-3738K 

8305 

GL 

31  Mor 

87 

GL 

NU 

11 

L 

MIL-C-24903A 

8305 

NU 

06  Dec 

84 

NU 

MIL-C-29I37A 

8305 

NU 

06  Mor 

79 

Gl 

NU 

11 

l 

MIL-C-43806 

NOTICE  1 

8305 

GL 

27  Feb 

87 

GL 

l 

MIL-C-16291G 

8305 

NU 

06  Jon 

84 

NU 

CCC-C-458C 

8305 

/GL 

07  Jul 

76 

GL 

SA 

99 

MIL-C-24933 

8305 

NU 

23  Jun 

87 

99 

MIL-C-3760F 

8305 

GL 

30  Nov 

87 

Gl 

NU 

11 

NOTICE  1 
MIL-C-15062G  (1) 

8305 

GL 

24  Sep 

82 

GL 

NU 

11 

A-A-50129 

8305 

GL 

18  Sep 

87 

GL 

NU 

99 

L 

MIL-C-11065G 

8205 

GL 

11  Oct 

S3 

GL 

MIL-C-3191F 

8305 

GL 

28  Mor 

84 

GL 

NU 

n 

MIL-C.2I84F 

NOTICE  1 

8305 

GL 

25  Jun 

87 

GL 

li 

L 

MIL-C-2069E  (1) 
NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

MIL-C-2049E 

NOTICE 

8305 

GL 

30  Nov 

87 

GL 

NU 

li 

MILC-44296 

3305 

GL 

26  Apr 

88 

GL 

NU 

ii 

l 

JANC-367 

INT  AMD  1  (AR) 

8305 

AR 

19  Jul 

46 

AR 

M;l-C-41820D 

NOTICE  I 

£305 

GL 

12  Nov 

87 

GL 

NU 

;i 

MIL-C.10176J 

8305 

GL 

06  Jan 

39 

GL 

NU 

n 

MIL-C-20079H 

<3305 

SH 

10  Jul 

87 

ME 

SH 

99 

MIL-C-9084C 

8305 

AS 

09  Jun 

70 

EL 

AS 

20 

l 

MIL-C-0020079G  (1) 

8305 

SH 

29  Jun 

83 

SH 

ASTM  A740-79 

5335 

ME 

25  Jul 

80 

ME 

YD 

99 

Mll-C-17564 

8305 

NU 

20  May 

53 

NU 

99 

l 

MIL-C-T3814  (4) 

1395 

AR 

03  Jon 

83 

AR 

SS=C -<50A 

5650 

t 

10  Apr 

67 

M1LC-441S4A 

8305 

GL 

17  Dee 

86 

GL 

NU 

99 

MIL-C-297G 

8305 

GL 

21  Dec 

87 

GL 

NU 

99 

MILG43920  (2) 
NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

NU 

11 

AAS0128 

8305 

GL 

15  Sep 

87 

GL 

NU 

11 

l 

MIL-C-43675A 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

AA-50135 

8305 

GL 

05  Oct 

87 

GL 

NU 

11 

MIL-C-43626A 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

NU 

11 

MIL-C-43836A 

8305 

GL 

11  Sep 

78 

GL 

NU 

11 

MIL-C-43594A 

8305 

GL 

16  Dec 

76 

GL 

NU 

11 

A-A-50162 

8305 

GL 

01  Apr 

88 

GL 

NU 

99 

CCCG444D 

8305 

/GL 

12  Nov 

87 

GL 

NU 

99 

Nvikc 

l 

MIL-G85636  (1) 

8305 

AS 

29  Aug 

86 

AS 

MIL-C-4349IA 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

11 

l 

MIL-G12836A 

8305 

EA 

19  Nov 

65 

EA 

l 

MILG44018 

8305 

GL 

21  Dec 

79 

GL 

l 

MIL-G87059A 

8305 

NU 

06  Feb 

89 

SA 

l 

MIL-C-43938A 

8305 

GL 

01  Dec 

80 

GL 

L 

MIL-C-43989A 

8305 

GL 

19  Sep 

86 

GL 

MIL-C-87044A 

8305 

11 

07  Apr 

86 

GL 

11 

NOTICE  1 
MU-G4416IA 

8305 

GL 

09  Dec 

87 

Gl 

NU 

MIL-C-81393B 

8305 

AS 

17  Mor 

88 

GL 

AS 

l 

Mll-C-43983 

8305 

Gl 

01  Jun 

78 

GL 

164 


ALPHABETICAL  LISTING 


TITLE 


Cloth,  Knitted,  Aromatic  Polyamide,  High  Temperature  Resistant . . . 

Cloth,  Knitted,  Nylon,  Simplex, . . . . . . . . 

Cloth,  Knitted,  Acrylic  Fiber . . . . .................... . . . . 

Cloth,  Knitted,  Nylon/acetate,  Tricot,  Camouflage  Green  483..... . . . 

Cloth,  Knitted,  Vfnyon,  And  Vinyon  Cotton  . . . . 

Cloth,  Knitted,  Nylon,  Tubular,  Stretch  Type  . . . . . . . . . 

Cloth,  Knitted,  Aramid,  High  Temperature  Resistant.....  . . . 

Cloth,  Knitted,  Polyester,  Twill,  Double  Knit . . . . . . 

Cloth,  Knitted,  Nylon,  Fleece  . . . . . . . . . . 

Goth,  Knitted,  Wool  And  Cotton  Fleece  . . . . . . 

Cloth,  Knitted,  Cotton  (Waffle  Type) . . . . . . . . 

Cloth,  Knitted,  Cotton,  Simplex  . . . . . . . . . . . . 

Cloth,  Knitted,  Aramid,  Bi-pfy . . . . .  . . . . . . 

Cloth,  Knitted,  Flame  Resistant  Royon/woo*,  Pile  ..........  ...........  . . 

Cloth,  laminated  And  Coated  For  Waterproof  Containers . 

Cloth,  Laminated,  Aluminized  (Pora-aramid  Ba . . . . . . . 

Goth.  Laminated,  Kre  Resistant,  Waterproof  And  Mature  Vapor  Permeable . . . 

Cloth,  Laminated,  Aluminized  (Para-aromid/pbi  Base) ...  . . . . . 

Cloth,  Laminated,  Sateen,  Rubberized  . . . 

Cloth,  Laminated,  Nylon,  Water  Repellent  Treotem  For  Individual  Multipurpose 
Shelter  Cimps) 

Cloth,  Laminated.  Cotton  Balloon,  3  Ply  Air  Retaining,  Chloroprene  . . 

Cloth,  Laminated,  Stretchable,  Waterproof  &  Moisture  Vapor  Permeable . . . 

Cloth,  laminated.  And  Tape,  Cooled  Cloth,  Polyisoprene,  Natural  Or  Synthetic, 
Rubber  On  Nylon 

Cloth,  lominoted,  And  Cloth,  Coated  (Chloroprene  Cooled) . . . 

Cloth,  Lominoted,  Nylon  Tricot  Knit,  Polyurethane  Foam  Laminate,  Chemical 
Protective  &  Flame  Resistant 

Cloth,  Laminated,  Waterproof  And  Moisture  Vopor  Permeable  . . . . 

Cloth,  Marquisette,  Polyester . . . . . . . . . . . 

Clolh,  Melton,  Wool  (Moth  Proofed) . . . . 

Cloth,  Momie,  Cotton  Or  Cotton/polyester  Blend  . . . . 

Cloth,  Muslin,  Cotton . . . . . . . . . . 

Cloth,  Muslin,  Cotton  (Parachute  Canopy).... . . . . . 

Goth,  Muslin,  Cotton . . . . . . . 

Cloth,  Nainsook,  Cotton . ...» . . . . . . . . . 

Cloth,  Netting,  Parachute  Skirt  Extension,  Nylon,  Roschel  Knit  . . 

Goth,  Netting,  Nylon  Or  Polyester  . . . . . 

Goth,  Netting,  Nylon,  Tulle,  Tricot... . . . . . . 

Cloth,  Netting,  Cotton  And  Polyester . . . 

Goth,  Nonwoven,  Disposable,  Cellulosic  . . . . . . . . . . 

Cloth,  Nonwoven,  Disposable,  Spunbonded  Polypropylene  . . . . . . 

Goth,  Nonwoven,  Disposable,  Polyester/cellulosic  . . . . . . . . 

Cloth,  Nonwoven,  Disposable,  Spunbonded  Olefin  (Coated  And  Uncooted)  . . . 

Cloth,  Nonwoven,  Disposable,  Polypropylene . . . . . . . 

Goth,  Nonwoven,  Interlining,  Fusible,  Nylon  And  Polyester,  Polyamid . . . 

Cloth,  Nylon . . . . . . . . . . 

Cloth,  Nylon,  Knitted,  Roschel . . . . . . . . . 

Cloth,  Nylon,  Metalized . . . . . . . . . . . . 

Cloth,  Nylon,  Polychloroprene  Coated  (For  Pneumatic  Floating  Equipment). . 

Goth,  Nylon,  Raft  Bottom . . . . . . . . . . 

Cloth,  Nylon,  Roschel  Knit . . . . . . . . 

Cloth,- Organic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  120,  350 
(177) -15  Jvn75 

Goth,  Orgonic  Fiber,  High  Modulus,  For  Structural  Composites  -  15  Jan  77... . 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  181,  350 
(177)  -  15  Jun  75 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  281,  350 
(177)  -  15  Jun  75 

Goth,  Organic  Fiber,  High  Modulus  Epoxy  Resin  Jmpregna ted,  Oc  Style  328,  350 
(177)  -  15  Jun  75 

Goth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  120,  180 
(82)  -  15  Jun  75 

Goth^OrnboIc  F'b?r,- High  Modulus  Epo*y  Res*'»  lmp?f5*?a,?d.  Oc  Style  181,  180 
(82)  -  15- Jun  75 

Goth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  281,  180 
(82)  -  15  Jun  75 

Goth,  Organic  Fiber,  High  Modulus  Enoxy  Resin  Impregnated,  Oc  Style  328,  180 
(82)  -  15 Jun  75 

Goth,  Organic  Fiber  (Para •aramid).  High  Modulus  Epoxy  Resin  Impregnated  -  1  Oct 
1985 

Goth,  Osnoburg,  Cotton  . . . . . . . 

Goth,  Oxford,  Aramid . . . . . . . . . 

Cloth,  Oxford,  Cotton,  (Permeable) . . . . . . . . 

Cloth;  Oxford,  Cotton  Warp  And  Cotton  And  Nylon  Blend  Filling,  For  Tent 
Mountain,  Two  Moo 

Goth,  Oxford,  Cotton  Warp  And  Nylon  Filling,  Quarpel  Treated  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-81812A 

8305 

Gl 

01  Oct 

71 

GL 

AS 

99 

M1L-C-29135A 

8305 

NU 

14  Aug 

80 

GL 

NU 

11 

L 

Mll-C-51245  (1) 

8305 

EA 

31  Jut 

68 

EA 

MII-C-43358B 

8305 

GL 

25  Aug 

88 

GL 

NU 

99 

l 

MtL-C-81938 

8305 

AS 

11  Mo/ 

73 

AS 

MIL-C-432478  (1) 

8305 

GL 

03  Aug 

77 

Gl 

NU 

11 

MtL-C-85038  (1) 

8305 

AS 

26  Sep 

85 

AS 

99 

L 

MIL-C-29150B 

6305 

NU 

05  Feb 

85 

NU 

L 

MIL-C-17155G 

8305 

NU 

07  Apr 

88 

GL 

NU 

MIL-C-17238D 

8305 

NU 

19  Mor 

75 

GL 

NU 

99 

MIL-C-17157G 

8305 

NU 

04  Jun 

85 

NU 

99 

MIL-C-40004B 

8305 

GL 

15  Apr 

69 

Gl 

NU 

11 

MIL-C-44236 

8305 

Gl 

27  Aug 

86 

Gl 

NU 

99 

MIL-C-24932 

8305 

NU 

16  Jul 

87 

NU 

99 

L 

MIL-C-I0351D 

8305 

GL 

26  Nor 

82 

GL 

MIL-C-24929A 

8305 

NU 

30  Sep 

88 

Gl 

NU 

99 

L 

MIL-C-85637A  (1) 

8305 

AS 

30  Sep 

87 

AS 

MIL-C-24941 

8305 

NU 

30  Sep 

88 

GL 

NU 

99 

L 

MIL-C-9074C 

NOTICE  1 

8305 

GL 

12  Nor 

87 

Gl 

MIL-C-443I7A 

8305 

GL 

24  Aug 

88 

Gl 

L 

MIL-C-11390C 

8305 

GL 

12  Nor 

87 

GL 

NOTICE  1 

Mll-C-29567 

8305 

AS 

30  Mor 

89 

AS 

99 

MIL-C-23070B 

8305 

AS 

30  Aug 

72 

GL 

AS 

99 

MIL-C-43944  (1) 
NOTICE  1 

8305 

Gl 

30  Nor 

87 

GL 

NU 

11 

L 

MIL-C-43858B 

8305 

GL 

31  Dec 

85 

Gl 

MIL-C-44187B 

8305 

GL 

31  Mor 

88 

GL 

NU 

L 

M1L-C-51232C 

8305 

EA 

07  Feb 

77 

EA 

L 

MIL-C-16290J 

8305 

NU 

27  Oct 

83 

NU 

MIL-C-822B7B 

8305 

NU 

08  Aug 

79 

GL 

NU 

CCC-C-446F 

8305 

/GL 

23  Jul 

86 

Gl 

NU 

99 

MH-C-4279D  (1) 

8305 

GL 

12  Nor 

87 

GL 

NU 

99 

NOTICE  1 

A-A-50155 

8305 

. 

21  Mor 

88 

GL 

NU 

11 

L 

Mll-C-822898 

8305 

NU 

24  Mor 

82 

NU 

l 

MIL-C-43805  (2) 

8305 

GL 

30  Nor 

87 

GL 

MII-C-3395J  (1) 

8305 

Gl 

16  Sep 

88 

GL 

NU 

11 

MIL-C-43352D 

8305 

Gl 

30  Jun 

88 

Gl 

NU 

99 

l 

MIL-C-87025 

8305 

NU 

20  Sep 

76 

NU 

L 

MII-C-29132A 

8305 

NU 

18  Nor 

80 

NU 

L 

Mll-C-87092 

8305 

NU 

20  Jon 

81 

NU 

L 

Mll-C-24907 

8305 

NU 

03  .Mor 

83 

NU 

L 

MIL-C-87019A 

8305 

NU 

06  Mo/ 

82 

NU 

l 

Mll-C-24908 

8305 

NU 

04  Nor 

82 

NU 

L 

MIL-C-29365A 

8305 

MC 

21  Jun 

78 

Gl 

MC 

11 

L 

M1L-C-81268A 

8305 

OS 

18  Feb 

88 

OS 

MIL-C-41831B 

8305 

Gl 

15  Mor 

85 

GL 

NU 

99 

l 

MIL-C-25694B 

NOTICE  1 

8305 

20 

30  Jul 

87 

SA 

20 

l 

MIL-C-14505D 

8305 

ME 

21  Dec 

83 

ME 

20 

l 

MIL-C-21108C 

8305 

AS 

27  Jul 

84 

AS 

L 

Mll-C-8061 

8305 

20 

13  Feb 

53 

20 

NOTICE  2  (AF) 

AMS  3903/1-75 

8305 

AS 

21  Dec 

77 

MR 

AS 

20 

AMS  3902A-77 

8305 

AS 

09  Dec 

77 

AS 

20 

AMS  3903/2-75 

8305 

AS 

21  Dec 

77 

MR 

AS 

20 

AMS  3903/3-75 

8305 

AS 

21  Dec 

77 

MS 

AS 

20 

AMS  3903/4-75 

8305 

AS 

19  Dec 

77 

MR 

AS 

20 

AMS  3903/5-75 

8305 

AS 

19  Dec 

77 

MR 

AS 

20 

AMS  39CO/4-75 

£305 

AS 

19  D:: 

77 

MS 

AS 

20 

AMS  3903/7-75 

8305 

AS 

19  Dec 

77 

MR 

AS 

20 

AMS  3903/8-75 

8305 

AS 

15  Dec 

77 

MR 

AS 

20 

AMS  3903A-85 

8305 

AS 

20  Nor 

85 

MR 

AS 

11 

CCC-C-429F 

8305 

/Gl 

18  Feb 

88 

GL 

SA 

99 

MU-C-43842B 

8305 

GL 

17  Dec 

86 

GL 

NU 

99 

MIL-C-10859H  (!) 

8305 

GL 

21  Nor 

85 

GL 

NU 

99 

MIL-C-43847A 

8305 

GL 

02  Dec 

85 

GL 

99 

MIL-C-3924H 

8305 

GL 

27  Nor 

87 

GL 

NU 

99 

165 


ALPHABETICAL  LISTING 


TITLE 

Cloth,  Oxford,  Nylon,  3  Ounce . . . . . . . . . . . . . . 

Cloth,  Parochute,  Meta-ormio,  Low  Modulus  *  1  Apr  84  . . . . 

Cloth,  Parachute,  Aromid,  Intermediate  Modulus  . . . . . . . . 

Cloth,  Parachute,  Synthetic  Fiber  (For  Ammunition  Parachutes) . . 

Cloth,  Parachute,  Metaoromid,  Low  Modulus,  4.7  (160)  Weight,  Twill  -  1  Apr  84 .... 
Cloth,  Parochute,  Nylon . . . . . . . . . 

Cloth,  Parachute,  240-PERMEABILITY,  For  Use  With  Underwater  Ordnance . 

Cloth,  Parachute.  Nylon,  Cargo  And  Deceleration . . . . . 

Cloth,  Parachute,  Metu-armid,  Low  Modulus,  6.5  (220)  Weight,  Special  Weave  •  1 
Apr  84 

Cloth,  Parachute,  Nylon  . . . . . . . . . . 

Cloth,  Parachute . . . . . . . . . . 

Cloth,  Parachute,  Meto-oromid,  Low  Modulus  12.0  (400)  Weight,  Special  Weave  -  1 
Apr  84 

Cloth,  Parachute,  Meta  aramid.  Low  Modulus  7.0  (250)  Weight,  Plain  Weave . . 

Cloth,  Parachute,  Meta-oramld,  Low  Modulus  18.0  (600)  Weight,  Basket  Weave, 
Resin  Treated  •  1  Apr  84 

Cloth,  Percale,  Cotton  . . . . . . . . . . . . . 

Cloth,  Pile  (Synthetic  Mouton,  Knitted)  . . . . . . . . 

Cloth,  .le.  Alpaca  And  Wool  . . . . . . . . . . . . 

Cloth,  Pile,  Synthectifiber  Pile  . . . . . . . . 

Cloth,  Plain  &  Bosket  Weave,  Armld  . . . . . . . . . . . 

Cloth,  Plain  Or  Pajama  Check  Weave,  Aromid  . . . . . 

Cloth,  Plain  Weave,  Polyester/cotton,  Precured,  Duroble  Press  . . 

Cloth,  Ploin  Weave,  Ripstop,  Nylon;  For  Liners . . . . . 

Cloth,  Piain  Weave,  Polyester,  Low  Air  Permeability . . . . . . . 

Cloth,  Plain  Weave,  Modocrylic,  Water-repellent . . . . . 

Cloth,  Plain  Weave,  Nylon  cloth.  Plain  Weave,  Polyester . . . 

Cloth,  Ploin  Weave,  Nylon,  Water  Repellent,  OG-106 . . . 

Cloth,  Plain  Weave,  Aramid,  Water  Repellent . . . . . . . 

Cloth,  Plain  Weave,  Acrylic . . . . . . . 

Cloth,  Plain  Weave,  Polyester  And  Rayon,  Crease-resistant  Finish . . . 

Cloth,  Plain  Weave,  Nylon . . . . . . . . . . . 

Cloth,  Plain  Weave,  Polyester/royon,  Plaid . . . . . 

Cloth,  Ploin  Weave,  Polyester/cotton  For  Pockets . . . . . 

Cloth,  Plain  Weave,  Polyester/cotton . . . . . . . . . . . . . 

Cloth,  Polishing . . . . 

Cloth,  Polishing  (For  Electrical  Contact  Surfaces) . . . 

Cloth,  Polishing  (For  Electrical  Contact  Surfaces) . . 

Cloth,  Polyester/  Cotton,  For  Hospital  Duty  Uniform  (HDU)  . . . 

Cloth,  Polyester  Fabric,  Chlorosulfonoted  Polysthlcne  Coated,  Flame  Resistant  . 

Cloth,  Polyester;  Polyester  And  Cotton;  Polyester  And  Rayon,  For  Pockets . . . 

Cloth,  Poplin,  Cotton  . . . . . . . . . . 

Cloth,  Poplin,  Cotton,  For  Heat  Seal  Patching . . . . . . . . 

Cloth,  Poplin,  Cotfor  8-  Polyester  (Water  Repellent) . . . 

Goth,  Poplin,  Polyester/cotton,  Precured,  Soil  Release  Duroble  Press  Treatment . . 

Cloth,  Poplin,  Polyester  And  Colten  (Water  Repellant)  . . . . . . . . . 

Cloth,  Poplin,  Polyester  And  Cotton..... . . . . . . . . . 

Cloth,  Porous,  lominated  Fabric  System . . . . 

Cloth,  Pressing,  Nylon  . . . . . . . . . . 

Cloth,  Quartz,  ,b.  Stage  Polylmide  Resin  Impregnated,  Style  581  Fobric,  315  Deg.  C 
(600  Deg.  F)  -  1  Apr  83 

Cloth,  Quartz,  Finished  For  Resin  Laminates  *  1  Apr  83  . . . . 

Cloth,  Rayon  (For  liners  For  Recoilless  Cartridge  Coses) . . . 

Cloth,  Ripstop,  Pora-aromid/PBI,  Woter  Repellent . . . 

Gath,  Cotton  Fire -retardent  Treated  > ...  , 

Cloth,  Sateen,  Cotton,  Flame  Retardant  Treated  . . . . . . . 

Cloth,  Sateen,  Cotton....... . . . . . . . . 

Cloth,  Satin  Or  Cloth  Twill,  Rayon  Warp  And  Cotton  Filling . . 

Cloth,  Satin,  Acetate  Or  Rayon  Face  And  Rayon  Or  Cotton  Back.................... . . 

Cloth,  Satin,  Rayon,  Cuprommonium,  Scarlet . . . . . . . 

Cloth,  Satin,  Rayon  And  Goth,  Twill,  Rayon  . . . . . . 

Cloth,  Serge,  Poly  ester/wool  . . . . . . 

Goth,  Se:ge,  Polyester,  Texturized... . . . . . . . . . . 

Goth,  Serge,  Wool,  Wool  And  Nylon,  Polyester  And  Wool  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-508J 

8305 

Gl 

28  Mar 

86 

GL 

NU 

99 

AMS  3801-84 

8305 

AS 

30  Apr 

86 

GL 

AS 

20 

Mll-C-87156 

NOTICE  1 

8305 

11 

27  Mor 

87 

Gl 

AS 

11 

MIL-C-498E 

8305 

Gl 

27  Mar 

87 

GL 

AS 

AMS  3801/1-84 

8305 

AS 

30  Apr 

86 

GL 

AS 

20 

MIL-C-7350F 

NOTICE  1 

8305 

82 

12  Nov 

87 

GL 

NU 

99 

l 

Mll-C-172088 

8305 

OS 

15  Oct 

76 

OS 

NOTICE  (2) 
MIL-C-8021D  (2) 

8305 

82 

26  Sep 

78 

GL 

AS 

99 

AMS  3801/2-84 

8305 

AS 

30  Apr 

86 

Gl 

AS 

20 

MIL-C-7020G  (1) 

8305 

82 

23  Nov 

82 

GL 

AS 

99 

l 

MIL-C-19262A 

8305 

OS 

15  Nov 

76 

OS 

AMS  3801/3-84 

8305 

AS 

30  Apr 

86 

Gl 

AS 

20 

AMS  3801/4-84 

8305 

AS 

30  Apr 

86 

GL 

AS 

20 

AMS  3801/5-84 

8305 

AS 

30  Apr 

86 

Gl 

AS 

20 

CCC-C-447C 

INT  AMD  (1) 

8305 

•/. 

19  Feb 

68 

L 

MIL-C-6590C 

8305 

82 

22  Jan 

85 

AS 

99 

MIL-C-483D  (1) 
NOTICE  1 

8305 

GL 

30  Nov 

87 

Gl 

NU 

99 

MIL-C-43251C 

8305 

GL 

03  Feb 

85 

GL 

NU 

99 

MIL-C-83429A  (2) 

8305 

GL 

08  Jun 

88 

GL 

AS 

MII-C-43774B 

8305 

GL 

31  Mar 

86 

Gl 

NU 

MIL-C-43843A  (1) 

8305 

GL 

24  Jun 

87 

Gl 

NU 

11 

MIL-C-43637C 

8305 

Gl 

21  Dec 

87 

GL 

NU 

99 

MIL-C-43347D 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

99 

MIL-C-43874 

8305 

GL 

30  Nov 

87 

Gl 

11 

NOTICE  1 
MIL-C-43286B 

NOTICE  1 

8305 

GL 

01  Sep 

87 

GL 

NU 

99 

MIL-C-43128C 

INT  AMD  1 

8305 

GL 

10  Sep 

86 

GL 

NU 

MILC-24931 

8305 

NU 

15  Jul 

87 

Gl 

NU 

99 

L 

MIL-C-43234C 

8305 

GL 

30  Nov 

83 

GL 

L 

MIL-C-29147A 

8305 

NU 

03  Jul 

86 

NU 

L 

MIL-C-30469A 

8305 

71 

02  Feb 

67 

99 

L 

MIL-C-43935 

NOTICE  1 

8305 

Gl 

30  Nov 

87 

GL 

MIL-C-44157A 

8305 

GL 

06  Aug 

86 

GL 

NU 

99 

MIL-C-44162 

8305 

GL 

15  Mor 

85 

GL 

NU 

11 

DDD-C-441C 

7920 

•Gl 

07  Sep 

72 

Gl 

99 

A-A-148 

7920 

J 

17  Apr 

81 

DDD-C-450B 

7920 

% 

26  Jon 

76 

Mll-C-44270 

8305 

GL 

16  Mar 

87 

GL 

NU 

99 

L 

MIL-C-47127A 

8305 

Ml 

18  Nov 

83 

Ml 

MII-C-43718C 

8305 

GL 

17  Jun 

88 

GL 

NU 

11 

MII-C-507F 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

NU 

99 

L 

MIL-C-43667 

8305 

GL 

16  Sep 

69 

GL 

MIL-C-43482C 

8305 

Gl 

20  Aug 

87 

Gl 

NU 

99 

Mll-C-43865 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

NU 

L 

MIL-C-29363 

NOTICE  1 

8305 

MC 

23  Oct 

87 

MC 

MII-C-21881G 

8305 

NU 

12  Jul 

88 

Gl 

NU 

99 

MIL-C-44303 

8305 

MD 

30  Jun 

88 

MD 

NV 

CCC-C-482C 

NOTICE  1 

8305 

/GL 

12  Nov 

87 

GL 

NU 

99 

AMS  3847A-83 

9330 

AS 

07  Oct 

83 

MR 

AS 

20 

AMS  3846A-83 

8305 

AS 

29  Dec 

83 

MR 

AS 

20 

L 

MIL-C-11460  (1) 

1315 

AR 

24  Mar 

52 

AR 

Mll-C-24939 

8305 

NU 

30  Sep 

88 

NU 

99 

l 

Mll-C-81818 

8305 

AS 

18  Feb 

71 

AS 

MIL-C-43122G 

8305 

GL 

16  Sep 

88 

GL 

NU 

82 

MIL-C-10296J 

8305 

GL 

12  Sep 

86 

GL 

NU 

11 

L 

MIL-C-21883D 

8305 

NU 

01  Oct 

85 

NU 

l 

MIL-C-43525B  (2) 
NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

i 

Mll-C-82128  (2) 
NOTICE  1 

8305 

MC 

23  Oct 

87 

MC 

MIL-C-368H 

8305 

Gl 

15  Oct 

73 

Gl 

NU 

11 

L 

Mll-C-29374  (1) 
NOTICE  I 

8305 

MC 

23  Oct 

87 

MC 

L 

Mll-C-83448  (2) 
NOTICE  1 

8305 

20 

20  Jul 

83 

20 

MII-C-823J 

8305 

GL 

21  Dec 

83 

GL 

NU 

11 

166 


ALPHABETICAL  LISTING 


TITLE 

Cloth,  Sheeting  (Laundry  Cover  Cloth) . . . . . . . . . . 

Cloth,  Sheeting,  Cotton,  Treated  . . . . . . . . . . 

Cloth,  Sheeting,  Cotton,  And  Polyester  And  Cotton............ . . . . 

Cloth,  Sheeting,  Cotton,  (Unbleached,  Bleached,  And  Dyed) . . . . 

Cloth,  Sheeting,  Cotton  (Laundry  Cover  Cloth)  . . . . . 

Cloth,  Silica  Glass,  Cloth,  Coated,  Glass,  Silicone  Rubber  Coated  . . . . . 

Cloth,  Silica,  Phenolic  Impregnated. . . . . . . . . . 

Cloth,  Silk  (For  Ammunition  Parachutes)  . . . . . 

Cloth,  Silk,  Cartridge  Bag  . . . . . . 

Cloth,  Silk,  Momme  (For  Use  With  Ammunition)  . . . . . . . . 

Cloth,  Spacer  (Olefin) . . . . . . . 

Cloth,  Spacer,  Poi/ethylene  And  Nylon  . . . . . 

Cloth,  Spacer,  Polyethylene*sarnn.. . . . . . 

Cloth,  Spun  Viscose  Rayon  Resin  Impregnated.... . . . . . . 

Cloth,  Squeeze,  Dental . . . . . . . . 

Cloth,  Synthetic  Fur,  Knitted . . . . . . . . . 

Cloth,  Taffeta,  Polyester . . . . . . . . . . 

Cloth,  Taffeta,  Nylon . . . . . . . . . 

Cloth,  Terry,  Cotton,  Cotton  And  Polyester . . . . . . . . . 

Cloth,  Thread,  And  Tape-asbestos . . . . . . 

Cloth,  Ticking  Twill,  Cotton  . . . . . . . . . 

Cloth,  Tow  Target,  Acetate  And  Rayon  . . . . . . . . . 

Cloth,  Tracing........... . . . . . . . . . . . . 

Cloth,  Tracing . . . . . . . . . . . . . . 

Cloth,  Tropica),  Polyester/rayon  (Durable  Press) . . . . . . . . . . 

Cloth,  Tropical,  Wool,  Polyester/wool . . . . . . . . 

Cloth,  Tropical,  Polyester  &  Wool . . . . . . 

Cloth,  Tropical,  Polyester  And  Rayon . . . . . . . 

Cloth,  Tropicoh  Polyester  &  Wool . . . . . . . . . 

Cloth,  Twill,  Acetate . . . . . . . 

Cloth,  Twill,  Aramid,  High  Temperature  Resistant . . . . . 

Cloth,  Twill,  Camouflage  Pattern,  Cotton  &  Nylon  For  Desert  Uniform  . . . 

Cloth,  Twill,  Cotton,  Lightweight  . . . . . . . . . . 

Cloth,  Twill,  Cotton,  10.0  Ounces  (339  G)  . 

Cloth,  Twill,  Cotton  . . . . . . . . . . . 

Cloth,  Twill,  Cotton,  Fire  Retardant  Treated.. . . . . . . 

Cloth,  Twill,  Cotton  &  Nylon,  Water  Repellent  Treated . . . . . . . 

Cloth,  Twill,  Cotton  (Flame  Retardant  Treated) . . . . . . . 

Cloth,  Twill,  Nylon,  1.6  And  3.0  Ounce . . . . . . 

Cloth,  Twill,  Nylon  (Low  Count,  3*5  Ounce) . . 

Cloth,  Twill,  Nylon . . . . . . . . . . 

Cloth,  Twill,  Polyester/cotton  (Durable  Press)  . . . . . . . 

Cloth,  Twill,- Polyamide,  Aromatic,  Staple,  High  Temperoture  Resistant  . . . 

Cloth,  Twill,  Polyester  And  Cotton . . . . . 

Cloth,  Twill,  Polyesfer,  6.0  Ounce  (Texturized  Warp  Spun  Filing) . 

Cloth,  Twill,  Polyester/cotfon  (Durable  Press)  . . . . . . 

Cloth,  Twill,- Polyester,  Wh»te . . . . . . . . 

Cloth,  Twill,  Polyester/cotton  (Crease-resistant  Finish) . . . . 

Cloth,  Twill,  Polyester  &  Cotton  (Wate  Repellent) . . . . . . . . 

Cloth,  Twill,  Polyester. . . . . . 

Cloth,  Twill,_Unifor,n  Colton . . . . . . . . . . 

Cloth,  Type  ,s.  Gloss,  ]B1  Style  Fabric,  Finish  No.  HTS-904  *  16  Jul  79 . .... 

Doth,  Type  E  Gloss,  B  Stage  Epoxy-resin-impregn^led  7781  Style  Fabric,  Flame 
Resistant  •  1  Jan  1984 

Cloth,  Upholstery  . . . . . . . . . . . . 

Cloth,  Waffle,  Cotton..,., . . . . . . . . . 

Cloth,  Warp  Knit,  Aramid,  High  Temperoture  Resistant . . . . 

Cloth,  Wigan,  Cotton . . . . . . . . . 

Cloth,  Wind  &  Resistant  Sateen,  Co1fon,-Firc  &  Water  Resistant  . . 

Cloth,  Wind  Resistant  Sateen,  Cotton  And  Nylon  . . . 

Cloth,  Wind  Resistant,  Sateen,  Cotton..,,......,.......,.,,,,,. . . . . . . . 

doth.  Wind  Resistant  Oxford,  Nylon  And  Cotton,  Qucrpf  1  Treated  . . . 

Cloth,  Wind  Resistant,  Poplin,  Colton  . . . . . 

Crolh,  Wind  Resistant  Oxford,  Cotton,  Quorpel  Treated  . . ................ 

doth.  Wool,- Knitted  . . . . . ...... . . . . . . . 

Cloth,  Woven  Roving,  For  Plastic  Laminate  . . . . 

C!oth,iqueeze,r  Dentol  (Use  A*o  51290) . . . . . . . . 

Clothes  Stop..,.. . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-1833 

8305 

t 

11  Aug 

81 

MIL-O8104C 

8305 

AS 

25  Sep 

80 

AS 

CCC-C-430F 

8305 

/Gl 

Cl  Mar 

84 

Gl 

NU 

99 

CCCC-432D 

NOTICE 

8305 

/GL 

12  Nov 

87 

GL 

SA 

99 

CCOC435D 

8305 

t 

24  Aug 

71 

L 

MIL-C-24576A  (1) 

8305 

SH 

13  Jan 

88 

SH 

L 

MIL-C-81251 

‘  » 

OS 

20  Apr 

45 

OS 

MIL-C-3761 

INT  AMD  1 

AR 

22  May 

52 

AR 

OS 

MILC-539A 

8305 

OS 

22  Dec 

74 

OS 

L 

MIL-C-14780 

1315 

AR 

11  Jun 

48 

AR 

L 

MIL-C-43204C 

8305 

Gl 

31  Dec 

85 

Gl 

L 

MIL-C-44017 

8305 

GL 

20  Dec 

79 

Gl 

MIL-C-43623 

8305 

GL 

05  Feb 

49 

GL 

NU 

99 

L 

MILC-43157  (3) 

8305 

AR 

30  Apr 

84 

AR 

A-A-SI290 

4520 

/DM 

18  Dec 

85 

MD 

MS 

03 

MIL-C-43824A  (1) 

8305 

Gl 

05  Feb 

85 

Gl 

NU 

99 

MILC-43487A 

8305 

Gl 

30  Nov 

87 

GL 

NU 

11 

NOTICE  1 

L 

MIL-C-21852F 

8305 

NU 

06  Feb 

89 

GL 

NU 

11 

L 

MIL.C-1164G 

8305 

NU 

26  Oct 

84 

NU 

99 

SSC-466E 

5440 

* 

02  Jul 

44 

INT  AMD  (2) 
CCC-C-436E 

8305 

/GL 

14  Feb 

84 

GL 

NU 

99 

MIL-C-333D  (1) 

8305 

AS 

01  Oc* 

81 

AS 

99 

CCC-C-531E 

7510 

V. 

20  Feb 

43 

CCC-C-00531F 

7510 

t 

06  Jan 

71 

L 

MIL-C-43763  (1) 
NOTICE  1 

8305 

Gl 

30  Nov 

87 

GL 

MIL-C-21115K 

INT  AMD  1 

8305 

GL 

18  Dec 

87 

Gl 

NU 

11 

MIL-C-24910A 

8305 

NU 

15  Apr 

85 

GL 

NU 

L 

MII-C-29104A 

8305 

NU 

18  Aug 

74 

NU 

MIL-C-29404 

NOTICE  1 

8305 

MC 

23  Oct 

87 

L 

MIL-C-87074A 

8305 

NU 

24  Oct 

84 

NU 

MIL-C-81814B  (1) 

8305 

AS 

16  Nov 

84 

AS 

99 

MII-C-44034C 

8305 

GL 

28  Mar 

84 

GL 

NU 

11 

L 

MILC-82283B 

8305 

NU 

16  Mar 

84 

NU 

Mll-C-43956  (1) 

8305 

Gl 

30  Nov 

87 

Gl 

NU 

99 

NOTICE  1 
MIL-C-29118A 

8305 

NU 

28  May 

76 

GL 

NU 

11 

MIL-C-18387F  (2) 

8305 

11 

10  Nov 

88 

Gl 

AS 

11 

MIL-C-43B92A 

8305 

GL 

21  Dec 

84 

Gl 

NU 

11 

MIL-C-24946 

8305 

NU 

13  Jun 

88 

GL 

NU 

MIL-C-577H 

NOTICE  1 

8305 

GL 

30  Nov 

87 

GL 

NU 

99 

l 

MIL-C-19256F 

8305 

NU 

26  Oct 

84 

NU 

MIL-C-19377C 

NOTICE  1 

8305 

AS 

03  Jun 

87 

GL 

AS 

99 

L 

MIL-C-24927 

8305 

NU 

09  Sep 

86 

NU 

MIL-O81280C 

8305 

AS 

30  Nov 

87 

Gl 

AS 

99 

L 

MIL-C-21851E 

8305 

NU 

04  May 

88 

Gl 

NU 

11 

L 

MIL-C-87051 

8305 

NU 

30  Oc* 

78 

NU 

M'L-C-43791B  (1) 
NOTICE  1 

8305 

GL 

30  Nov 

87 

Gl 

NU 

11 

l 

MIL-C-87052A 

8305 

NU 

13  Sep 

83 

NU 

L 

MIL-C-29127A 

NOTICE  T 

8305 

NU 

03  Jul 

86 

NU 

L 

Mll-C-24904 

8305 

CG 

20  Apr 

82 

CG 

Mll-C-44121  (1) 

8305 

Gl 

18  Feb 

86 

GL 

NU 

11 

CCCC-461C  (1) 
NOTICE 

8305 

/GL 

12  Nov 

87 

GL 

NU 

99 

AMS  3837A-80 

8305 

AS 

29  Jul 

80 

MR 

AS 

20 

AMS  3821A-84 

8305 

AS 

13  Jan 

86 

AS 

11 

CCCC-00540  (4) 

8305 

V. 

19  Feb 

71 

CCOC-OOI375A 

8305 

% 

28  Nov 

75 

L 

Mll-C-85101 

8305 

AS 

16  Nov 

79 

AS 

MIL-C-16375G 

8305 

Gl 

12  Nov 

87 

GL 

NU 

99 

NOTICE  1 
MII.C-12095G 

NOTICE  ! 

8305 

GL 

12  Nov 

87 

Gl 

NU 

99 

MII-C-43191F 

8305 

GL 

18  Jun 

86 

GL 

NU 

99 

MIL-C-557G 

8305 

GL 

29  Sep 

72 

GL 

NU 

99 

MIL-C-43876A  (1) 

8305 

Gl 

19  Mar 

84 

GL 

NU 

99 

MIL-C342J 

8305 

Gl 

01  Apr 

88 

GL 

NU 

99 

MIL-C-484H  (1) 

8305 

GL 

28  Jul 

87 

Gl 

NU 

99 

MIL-C-363A  (1) 

8305 

82 

30  Jul 

81 

99 

L 

MILC49443D 

8305 

SH 

04  Aug 

88 

SH 

99 

DDDC004758 

4520 

/MB 

09  Jun 

72 

MD 

MS 

03 

L 

MIL.C-20004F 

8445 

NU 

04  May 

79 

NU 

167 


ALPHABETICAL  LISTING 


TITLE 

Clothing  Component!  For  Military  Uniforms . . . . . . . . . 

Clothing  Outfit,  Extreme  Cold  Weather  Survivol  A/P22S-10  (Inoctivefor  New 
Design) 

Clothing  Repair  Shop,  Trailer  Mounted  . . . . . . . ....... 

Clotlvng  Repair  Shop,  Trailer  Mounted  . . . . . . . 

Clothing,  Chemical  Agent  Protective,  5  And  10  Mon  Outfits,  Treatment,  Packaging 
And  Packing  Of 

Clothing,  Combat  Type,  Contour  Packaging  And  Packing  Of... . . . . . . 

Clothing,  Leather,  (Aprons,  Sleeves,  And  Jackets) . . . . . . 

Cloths, .Cleaning,  For  Aircraft  Fuel  Tanks  . . . . . . . . . 

Cloths,  Cleaning,  Waff!?,  Colton  . . . . . . . 

Clotrimazole  Solution . . . . . . . . . . . . 

Clotrimazole  Topical  Solution,  USP  . . . . . . . . . . . . 

Cloxacillin  Sodium  For  Oral  Solution,  Usp . . . . 

Cloxacillin  Sodium  Capsules,  USP. . . . . . . . . . 

Club,  Policeman  S  . . . . . . . . . . 

Cluster,  Incendiary  Bomb,  Plv,  750&POUND,  M35  (W/o  Fuze,  Fin,  And  Wire)  . 

CO-162  Cable . . . . . 

Coach,  Recruiter,  Forward  Control,  4  By  2 . . . . . . 

Coal  Tar  (Cutback)  Roof  Coating,  Brushing  Consistercy( . . . 

Coal  Tar  And  Mineral  Oil,  Lanolated,  Water  Dispersible,  Bath  Oil  . . . . 

Coal  Tar  Bitumen  Used  In  Roofing,  Dampproofing  &  Waterproofing  -  3  Jon  78 
(Reapproved  1984) 

Coal  Tar  Solution,  Usp . . . . . . . . . 

Coal  Tar,  (For  Use  In  Road  Construction)  . . . . . . . . . . 

Coal-tar  Creosote  For  The  Preservative  Treatment  Of  Piles,  Poles,  &  Timbers  For 
Marine,  Land,  &  Fresh  Water  Use  •  28  Feb  1986 

Coastal  Areos  &  Landing  Beaches  (Edition  4)  . . . . . 

Coat  And  Trousers,  Pajama,  Cotton  Polyester . . . . . . . . 

Coat  And  Trousers,  Paiomo,  Colton  Polyester  . . . . . . 

Coat  Front  For  Coats.  Musicians  . . . . . . 

Coat  Man's,  Service,  Summer  And  Winter,  Officer's  (USMC) . . . . 

Coot  Man's:  Summer  &  Winter.scarlet,  Drum  &  Bugle  Corps.drum  Mo  Jor . . . 

Coat,  All  Weather,  Man  S,  With  Removable  Liner . . . . . . . 

Coat,  AU  Weather  Woman  S . . . . . .... 

Coat,  All  Weather,  Woman  S,  Block  With  Removable  liner.. . 

Coat,  All  Weather,  Man  S,  Black,  With  Removable  liner...... . . . 

Coat,  All  Weather,  Womans,  With  Removable  Liner  . . . . . . 

Coat,  Ammunition  Corrying,  Buoyant,  And  Bladder,  Flotation  . 

Coat,  Cold  Weather,  Field . . . . . 

Coot,  Fireman  S,  Aluminized,  Proximity . . . . . . 

Coat,  Firemen  S . . . . . . . . . . . . . . 

Coat,  Food  Handler  S  (Steward) . . . . . . . 

Coat,  Fronts . . . . . . . . . . . . . . . 

Coat,  laboratory.  Disposable . . . . . . . . . 

Coot,  Mon  S  Full  Dress,  Summer  And  Winter,  Scarlet,  U.  S.  Marine  Bond,  Musician 

Coat,  Mon  S.  Dress,  Blue  (Officer  S)..... . . . . . . . . . 

Coot,  Man  S.  Full  Dress,  Summer  And  Winter,  Scarlet,  U.s.  Marine  Bond,  Drum 
Mojor 

Coat,  Mon  S.  Speclol  Full  Dress,  Scorlet,  U.s.  Marine  Bond,  Musicion  S . . . . 

Coat,  Mon  S,  All  Weather,  Dress . . . . . . . . . 

Coat,  Man  S,  Medical  Attendant . . . . . . . 

Cool,  Mon  S,  Polyesler/wool,  Green,  (WITH  Bell) . . . . 

Coot,  Man  S,  Polyester/wool,  Summer  . . . . . . . . . 

Coat,  Mon  S,  Polyester/wool,  Gabardine  (Coost  Guard)  . . . . 

Coat,  Mon  S,  Scorlet,  Drum  And  Bugle  Corps,  Musicians  . . . . 

Coat,  Mon  S,  Service........ . . . . . . 

Coot,  Mon  S,  White,  Dress  (Officer  S) . . . . . . . 

Coot,  Mon  S,  Wool,  Serge,  Green  (With  Belt) . . . . . . . 

Coot,  Mon  S,  Wool,  Gabardine,  Blue  (With  Bell) . . . . 

Coct,  Man  S,  Wool,  Winter...... . . . . . 

Coot,  Man  S:  Polyester/wool,  Gobordlre,  Green  (With  Belt)  .................................. 

Coat,  Man's,  All  Weather,  With  Removable  liner  . . . . . . . . . 

Coat,  Man's:  Full  Dress,  U.s.  Marine  Band,  Officer's . . . . 

Coot,  Shooting,  Colton  Soteen,  Green  . . . . .................................................. 

Coat,  Woman  S,  All  Weather,  Dress  . . . . . . . 

Coal,  Woman  S,  Blue,  Dress  . . . . . . . . 

Coot,  Woman  S,  Classic  Design,  Polyester/wool . . .......................................... . . 

Coot,  V/oman  S,  Light  Blue  (Cg) . . . .  ..................... 

Coat,  Woman  S,  Maternity  Work  Uniform . .  ........................................... 
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ALPHABETICAL  LISTING 


Tine 

Coat,  Woman  S,  Service#  While  . . . . . . . . . . . 

Coat,  Woman  5,  Wool,  Gabardine,  Blue................................................. . . 

Coal,  Woman  S,  Wool,  Field . . . . . . . . . . . 

Coat,  Woman's  (Pants  Suit) . . . . . . . . . 

Coat,  Women  S,  Dress,  (Cg) . . . . . . . . 

Coat,  Women  S,  Full  Dress  Scarlet,  U.  S.  Marine  Band,  Musician . . . 

Coal,  Women  S,  Wool  Gabardine,  Dress  Blue  Ceremonial  . . . . 

Coat,  Women  5,  Wool,  Polyesfer/wool... . . . . . . 

Coat,  Women  S,  Wool  And  Polyester/wool. . . . . . 

Coat's  Men's,  Tropicalond  Serge,  Polyester/wool,  Army  Green  344,  Fusible...... . 

Coated  Abrasive  Paper,  Flint . . . . . . 

Coated  Abrasive  Cloth,  Aluminum  Oxide. . . . . . . . 

Coated  Abrasive  Cloth,  Crocus............. . . . . . . . . . . 

Coated  Abrasive,  Cloth,  Aluminum  Oxide  Or  Silicon  Corbide  . . . . 

Cooted  Cellophane  Film  For  Increment  Charge  Containers.  . . . . . . . 

Coated  Fobrics  •  26  Oct  79.................... . . . . . . . 

Coated,  Abrasive  Cloth,  Silicon  Carbide  . . . . . . . 

Coating  Alloy  *  Cobalt  Base  62CO  28CR  4.5W  ♦  15  Jan  76 . . . 

Coating  Compounds,  Thermal  Insulation,  Fire  And  Water  Resistant,  Vapor  Barrier  .... 

Coating  Compound,  Obliterating  Aerosol......... . . . . . . . . . . . 

Coaling  Compound,  Metal  Pretreatment,  Resin-acid  (Asg)..... . . . . . 

Cocting  Compound,  Bituminous,  Solvent,  Coal-tar  Base . . . . . 

Coating  Compound,  CMflr.'col  Resistant,  Clear . . . . . . . 

Coaling  Compound,  Thermal  Insulating  (Intumescent) . . . . . . 

Cootirg  Compound,  Synthetic  Rubber,  Exposed  Steel  Surfaces . . . 

Cooling  Compound,  Reflective . . . . . . . . . 

Coating  Compound,  Acetylene  Tetrachloride  Resistant . . . . 

Coating  Compounds,  Nonflaming,  Fire  Protective  (Metric)..... . . . . 

Coating  Compound,  Paint  Antisweot . . . . . . . . . . 

Coating  Compound,  Temporary  Protective  For  Retrograde  Materials.... . 

Coating  Compound,  Acrylic,  Clear . . . . . . . . . 

Coating  Compound,  Bituminous,  Solvent  Type,  Acid  Resistant . 

Coating  Compound,  Weapon  Insulation,  fnfumesctnt . . . 

Coating  Compound,  Strippoble,  Sprayable . . . . . . . 

Coating  Compound,  Bituminous,  Fillers,  Solvent  Type,  Aluminum  Pigmented  . . 

Coating  Compound,  Thermal  Insulation.  Ablative . . . . . . . 

Coaling  Compound,  Bituminous,  Emulsion  Type,  Cool  Tar  Bose . 

Coating  Compound,  Oxide  Black . . . 

Cooling  Compound,  Rust  Inhibitive,  Fish  Oil  Bose  . . . . . . . 

Coating  Kit,  Epoxy,  For  Interior  Of  Steel  Fuel  Tonks. . . . . 

Cooling  Material,  Silicone  Resin  205  Deg  C  (400  Deg  F)  Cure . . .. . 

Coating  Material,  Phenolic  Resin  •  PTF6  Pigmented  150  Deg.  C(300  Deg.  F)  Cure  * 
l  Jan  1984 

Coating  Of  Glass  Opticol  Elements  (Antireflection) . . . . . . . . . . 

Coating  On  Long  Terne  Sheet  By  The  Triple  Spot  Test  Weight  &  Composition  Of  * 
25  Sep  87 

Coating  Plastic,  Denture  Model . . . . . . . . . 

Coating  System,  Polyurethane,  Aliphatic,  Weather  Resistant.  Process  For  Application 
Of 

Coating  System,  Nonskid,  For  Roll  Or  Spray  Application  (Metric . . . . ... 

Coating  System,  Polyukethone,  Non  Yellowing,  White,  Rain  Erosion  Resistant, 
Thermally  Reflective 

Coating  System,  Epoxy-polyamide,  Chemical  And  Solvent  Resistant,  Process  For 
Application  Of 

Coating  Thickness,  Measurement  Of,  By  The  Beta  Bock^catter  Method  -17  May  84.. 
Coating  Thickness  By  Tme  Beta  Backscotter  Method  Measurmenl  Of  The  •  9  Mar  87 

Cooling  Urethane,  Aliphatic  Isocyonote,  For  Aerospace  Applications . . . 

Coating-compound,  Bituminous  Solvent  Type,  Black  (For  Ammunition) . 

Coating,  Ablative,  Phenolic  Epoxy  Resin  System  . . . . . . . 

Coating,  Ablative  Resistant . . . . . . . . . . 

Coating,  Ablative,  Application  Of . . . . . . . . . . . 

Ceding,  Aliphatic  Polyurelhone,  Single  Component,  Chemical  Agent  Resistant . 

Coating,  Aliphatic  Polyurethane,  Chemicol  Agent  Resistant  . . . . . . 

Coating.  Aluminum,  Vacuum  Deposited  (Asg)  . . . . . . . . 

Coating,  Aluminum,  ION  Vapor  Deposited . . . . . . . 

Coating,  Aluminum  Oxide  Detonation  Desposition  *  15  Jon  81 . . 

Coating,  Aluminum  &  Silicon  Diffusion,  Process  For, . . . . 

Coating,  Aluminum  And  Aluminum  Alloys  (Metallic  Compound  Decomposition) .......... 

Cooling,  Attached  Organic,  With  Conical  Mandrel  Apparatus,  Elongation  Of, 
Standord  Test  Method  For  -  27  Sep  85 
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ALPHABETICAL  LISTING 


TITLE 

Coating,  Bituminous  Protective,  Steam  Distillation  Of  *  24  Dec  70  . .. . 

Coating,  Cadmium  (Vacuum  Deposited)... . . . . . . . 

Coating,  Cadmium,  Tin  Cadmium  And  Zinc  (Mechanically  Deposited)  . . 

Coating,  Clear  (Satin  Finish),  Polyurethane,  Latex,  For  Interior  Use. . . . . . 

Coating,  Conductive,  Epoxy,  Silver . . . . . . . . 

Coating,  Conductive  lacquer  . . . . . . . . . . . . 

Coating,  Conformal,  Resin  . . . . . . . . . . 

Coaling,  Conformal  Of  Welded  Modules,  Process  Requirements  For  (Inactive  For 
New  Design) 

Coating,  Corrosion*res!itant . . . . . . . . . . 

Coating,  Corrosion  Preventive,  For  Aircraft  Integral  Fuel  Tanks . . . . 

Coating,  Flastomeric,  Polyurethane,  Rain  Erosion  Resistant,  For  Exterior  Aircroft  Use 

Coating,  Electrically  Conductive,  Air  Drying . . . . . 

Coating,  Electroless  Nickel,  Requirements  For  . . . . . . . 

Coating,  Epoxy  Polyamide  . . . . . . . . . . 

Coating,  Epoxy,  Two  Component,  For  Interior  Use  On  Metol,  Wood,  Wollboard, 
Pointed  Surfaces  Concrete  And  Masonry 

Coating,  Epoxy,  Baking  Type  For  Magnesium  Castings  . . . . . . 

Coating,  EPOXY,  For  Steel  Structures.......... . . . . . . . . 

Coating,  Exterior,  For  Tinned  Food  Cans . . . . . . 

Coating,  Flame  Sprayed,  Adhesion  Or  Cohesive  Strength  Of  •  28  Dec  79 . . . 

Coating,  High  Reflectance,  First  Surface,  Ordinary  Requirements  For  . . . . 

Coating,  Immersion  Zinc  Flake/chromate  Dispersion . . . . . . . . . 

Coating,  Inorganically  Bonded  Aluminum  (Electmohdrectlcolly  Deposited) . . . . 

Coating,  Interior,  Fuel  Resistant,  For  Gasoline  Containers  3/s  By  M!l-C*4556 . . 

Coating,  Long  Wavelength  Pass  Filter,  Ordinary  Requirements  For . 

Coating,  Low  Reflectance,  Ordinary  Requirements  For. . . . . . . . 

Coating,  Low  Reflectance  On  Germonium,  8.0  To  11.5,  Micrometers,  High 
Durability,  Speciol  Requirements  For 

Coating,  Lusterless,  For  Helmets  And  Liners . . . . . . . . 

Coating,  Metallic  Ceramic  . . . . 

Coating,  Oxide,  Black,  For  Ferrous  Metals . . . . . . . . . 

Coating.  Pack  Cementation,  Chrome  Aluminlde,  Process  For . . . . . . 

Coating,  Permanent  Resin,  Process  For  Application  Of,  To  Aircroft  Ports . . . 

Coating,  Pipe,  Thermoplastic  Resin . . . . . . . 

Coating,  Plasma  Spray  Opposition . . . . . . . 

Coating,  Polyurethane,  Oil-free,  Moisture-curing  . . . . . . 

Coating,  Polyurethane,  Single  Component  System . . . . . 

Coating,  Polyorethone,  Rair.  Erosion  Resistant  For  Exterior  Aircroft  And  Missile 
Plastic  Parts 

Coating,  Polyurethane,  For  Protection  Of  Integral  Fuel  Tank  Sealing  Compound . 

Coating,  Polyvinyl  Chloride,  Application  Of . . . . . . . . 

Coating,  Polyvinyl  Chloride.. . . . . . . . . . . . . . . 

Coating,  Protective,  Resin,  Silicone  . . .  . . . . . 

Coating,  Protective,  Solvent  Removable,  For  Microcircuits . . . . . 

Coating,  Reflection  Reducing  For  Glass  Elements  Used  In  Aircrew  Station  Doplays 
(Edition  2)  Requests  Other  Thon  DOD  Refer  To:  HQ  USAFZXOXX(ISO),  Wcsh.dc 
20330-5058 

Coating,  Reflection  Reducing,  For  Instrument  Coyer  Glosses  And  lighting  Wedges  .... 

Cooting,  Reflection  Reducing  For  Aircrew  Station  Displays  . . . . 

Coating,  Rust  Preventive  For  Inactive  Fleet  Ships. . . . 

Cooting,  Short  Wavelength  Pass  Filter,  Ordincry  Requirements  For . . . . . 

Coating,  Silver  Conductive,  Electrical  And  Thermal . . . . . . . 

Cooting,  Sirgle  Or  Multilayer,  interference.  Durability  Requirements  For.. . 

Coating,  Sprayoble,  Strippoble,  Protective,  For  Packoging  Of  Weopons  Systems  & 
Components,  Application  Ol 

Coating,  Sprayoble,  Strippoble,  Protective,  Water  Emulsiorf  . . -  - 

Coating,  Strippoble  Masking  (For  Spray  Booths  And  Gloss) . . 

Coating,  Textured  (For  Interior  And  Exterior  Mosonry  Surfaces) . . . 

Coating,  Ultra  Low  Reflectance  On  Germoniun,  7,5  To  12.3  Micrometers,  Special 
Requirements  For 

Coating,  Visor,  Polycorbonate,  Flying  Helmet..... . . . . . 

Coating,  Wash  Primer  (Pretreatment)  For  Metc-s,  Application  Of  (For  Aeronautical 
Use)  (Asp) 

Coating:  Polyurelhane,high-soIids . . . . . . . . 

Coatings  With  Conical  Mandrel  Apporotus,  Attached  Organic,  Elongation  Of, 
Standard  Test  Method  For  *  2 7  Sep  85 
Coatings,  Anodic,  Measuring  Thiclness  Of,  On  Aluminum  With  Eddy-(urrent 
Instruments  *  12  Feb  79 

Coatings,  Chip  Resists  Nee  Of  *  29  May  87 . . . . . . 

Coatings,  Chromate,  For  Zinc  Alloy  Costings  And  Hot  Dip  Galvanized  Surfaces . 

Coatings,  Elongation  Of  Attached  Organic,  With  Cylindrical  Mandrel  Apparatus  • 
273«pt  1985 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

ASTM  D255-70R77 
NOTICE  1 

6810 

EA 

27  May 

88 

EA 

68 

Mll-C-88378  (1) 

MFFP 

AS 

16  Apr 

85 

MR 

AS 

20 

MIL-C-81562B 

MFFP 

AS 

30  Jun 

83 

MR 

AS 

20 

TT-C-001951  (1) 

8010 

i 

23  Jun 

77 

l 

MIL-C-47068  (1) 

8010 

Ml 

16  Apr 

75 

Ml 

L 

MIL-C-47I18A 

8010 

Ml 

26  Sep 

79 

Ml 

L 

MIL-C-22627 (1) 

9330 

OS 

19  No. 

64 

OS 

L 

MIL-C-47044 

NOTICE  1 

14GP 

Ml 

17  Apr 

86 

Ml 

Q  L 

MU-C-11080A 

8030 

EA 

30  Dec 

68 

EA 

Q 

MIL-C-277258 

NOTICE  1 

8030 

20 

30  Jul 

87 

AS 

20 

MIL-C-85322 

8010 

AS 

09  No. 

83 

ME 

AS 

11 

L 

MIL-C-47069A 

8030 

Ml 

30  Sep 

85 

Ml 

MIL-C-26074D 

MFFP 

20 

27  Feb 

89 

MR 

AS 

11 

M1L-C-22750D  (3) 

8010 

AS 

15  Jun 

84 

ME 

AS 

TT-C-535B  (2) 

8010 

•ME 

23  Jun 

77 

L 

MIL-C-46079A  (1) 

8010 

ME 

21  Dec 

71 

ME 

l 

MIL-C-82407  (1) 

8010 

CG 

01  Oct 

69 

CG 

TT-C-495D 

8030 

/GI¬ 

14  Jul 

78 

Gl 

SA 

ASTM  C633-79 

8040 

SH 

17  Jon 

83 

MR 

SH 

l 

MIL-C-48616/200 

6650 

AR 

29  Jul 

77 

AR 

MIL-C-87115 

NOTICE  1 

MFFP 

20 

30  Jul 

87 

MR 

20 

L 

MIL-081797 

MFFP 

AS 

02  Oc! 

70 

AS 

MIL-C-52032C 

8010 

ME 

08  Moy 

86 

ME 

YD 

99 

l 

MIL-C-48616/500 

6650 

AR 

29  Ju'i 

77 

AR 

L 

MIL-C-43616/100 

6650 

AR 

29  Jul 

77 

AR 

L 

Mll-C-486i6/101 

6650 

AR 

29  Jul 

77 

AR 

MIL-C-43460B 

8010 

ME 

26  Jan 

79 

MF. 

99 

MIL-C-8I751B 

MFFP 

AS 

17  Jan 

72 

MR 

AS 

20 

MIL-C-13924C  (1) 

MFFP 

MR 

30  Sep 

87 

MR 

OS 

20 

Mll-STD-340 

8030 

AT 

29  Mor 

88 

AT 

MIL-C-5056 

1500 

AS 

22  Mor 

50 

AS 

20 

L-C-530C 

9330 

/YD 

17  Feb 

87 

ME 

YD 

99 

L 

MlL-STD-1884 

MFFP 

AT 

29  Jul 

85 

AT 

NOTICE! 

TT-C-542E 

8010 

•84 

14  Jul 

78 

MR 

SH 

99 

l 

Mll-C-47002  (1) 

5970 

Ml 

12  Jun 

85 

Ml 

Q 

MIL-C-33231A 

in v  ;mdsi  01) 

8010 

1! 

24  Jun 

81 

ME 

AS 

11 

L 

Mll-C-83619  (2) 
NOTICE  1 

8030 

20 

20  Jul 

87 

20 

l 

MIL-C-47092 

14GP 

Ml 

24  Moy 

74 

Ml 

L 

MIL-C-47138 

NOTICE  1 

9330 

Ml 

16  Apr 

86 

Ml 

L 

MILO-47247  (1) 
NOTICE  1 

8030 

Ml 

14  Jun 

88 

Ml 

MILO-87179 

NOTICE  1 

8030 

20 

30  Jul 

87 

MR 

EC 

20  NS 

NAT-STD-3643  (D) 

I5DF 

06 

09  Nov 

87 

MIL-C-148QSA  (2) 
NOTICE  1 

6650 

AR 

15  May 

87 

AR 

AS 

11 

AIR-STD-10/61A 

ISDF 

06 

)6  Moy 

77 

A-A-002544 

8010 

t 

23  Apr 

87 

l 

MIL-C-48616/600 

6650 

AR 

29  Jul 

77 

AR 

L 

MIL-C-47011  (3) 

8010 

Ml 

01  No. 

76 

Ml 

MIL-C-48497A 

6650 

AR 

08  Sep 

80 

AR 

AS 

MIL-C-23760D 

8030 

AS 

04  Od 

83 

MR 

AS 

69 

Q 

MIL-C-6799H 

8030 

AS 

17  Sep 

84 

MR 

AS 

11 

TT-C-517A 

8030 

t 

31  Dec 

64 

20 

TT-C-555B  (1) 

8010 

•CG 

05  Aug 

75 

CG 

l 

MIL-C-48616/102 

6650 

AR 

29  Jul 

77 

AR 

L 

MIL-C-83409_(1) 

8415 

99 

14  Mor 

86 

82 

MIL-C-8507D 

8030 

AS 

23  Dec 

63 

AS 

99 

O  L 

MIL-C-85285B  (1) 

8010 

AS 

20  Ocl 

88 

AS 

ASTM  D522-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

84 

ASTM  B244-79 

MFFP 

MR 

11  Apr 

79 

MR 

AS 

11 

ASTM  03170-8/ 

8010 

MR 

20  Sep 

88 

MR 

AS 

99 

L 

MIL-C.17711B 

MFFP 

os 

14  May 

74 

OS 

ASTM  D1737-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

84 

170 


ALPHABETICAL  LISTING 


TITLE 


Coatings,  Epoxy,  Portable  Water  Tank*  (Metric) . . . . . » . 

Coatings,  Powdered  Epoxy  (Metric).,, . . . . . . . . . . . . 

Coatings,  Volume  Nonvolatile  Matter  Jn  Ctsur  Or  Pigmented,  Standard  Test  Method 
For  *  29  Oct  1973 

Coats,  Camouflage  pattern;  Combat  . . . . . . . . . 

Coats,  Medicol  Attendant  S,  Man  S,  White,  Cotton-polyester,  Durable  Press . . . 

Coals,  Men's  Tropical  &  Serg,  Polyester  Wool,  Army  Green  344  . . . . . . . 

Coats,  Women  S  . . . . . . . . . . . . . 

Coaxial  Assemblies,  General  Specification  For . . . 

Coaxial  Assemblies,  TNC  Type  (0.03  To  12  Ghz) . . . . . 

Coaxial  Assemblies,  Tnc  Type  (0.03  To  18  Ghz) . . . . . . . . 

Coaxial  Assemblies,  QDNC  Type  (0.03  To  12  GHZ) . 

Coaxiol  Assemblies,  Qdnc  Type  (0.03  To  18  Ghz) . . . . 

Coaxial  Assemblies,  Mlt  Type  (0.03  To  5.5  Ghz).............,..... . . 

Cobalt  Alloy  Costings,  Wear  And  Corrosion  Resistont  (Issue  Controllcd-requests  By 
Other  Than  Dod  A.ctys  Must  8e  Submitted  Via  The  Preparing  Acty  Of  The  Spec) 

Cobalt  Alloy  Castings,  Wear  &  Corrosion  Resistant . . . 

Coball-chromium  Alloy  Castings  (For  Barrel  Tube  Liners) . . . . . 

Cobalt-chromium-tungsten-nickel  &  Cobalt-chromium-tungsten  Alloy  Bars  &  Forgings 
(Req  For  Issue  Must  Be  Sent  Via  The  Preparing  Activity,  Naval  Sea  Sys  Comd. 
Sea  55Z3) 

Cobol  Coding  Form  . . . . . . 

Cobol  Progtammlng  Language  For  Information  Systems  With  ANSI-X3-23-85  . 

Cocame  Hydrochloride,  USP,  Sterile...,., . . . . . . . . . 

Cocaine  Hydrochloride,  Usp . . . . . . . . . 

Cock  Drain,  Spring  Key,  50  P.s.i . . . . . . . 

Cock,  Air,  Cut-out  . . . . . . . . . . . . 

Cock,  Drain,  Center  Drain,  150  P.s.l . . . . . 

Cock,  Drain,  Ground  Key,  150  P.s.i.  Steam  Pressure . . . . . . . 

Cock,  Drain,  Ground  Key,  Bib  Nozzel,  150  P.s.i.  Steam  Pressure . . . . 

Cock,  Drain,  With  Hose  Bib,  150  P.s.i.  . . . . . . 

Cock,  Plug.  Ground  Key,  Threoded  Type,  125  P.s.i... . . . . . . 

Cock,  Plug,  Air  Supply,  Vehicular,  Air  Brake  System . . . . . . . . . . 

Cock,  Plug,  Spring  Key,  Threaded  Type,  50  P.s.i . . . . . . . 

Cock,  Plug,  Three  Way,  Threoded  Type,  125  P.s.i . . . 

Cock,  Shut-off,  Screw  Stem,  Threoded  Type,  150  P.s.i. . . . . 

Cockpit  Canopy  System,  Fixed  Wing  Single  And  Multi-place,  Fighter,  Attack,  And 
Trainer  Aircraft,  General  Specification  For 

Cocks,  Drain,  Cocks,  Plug,  And  Cocks,  Shutoff,  Screw  Stem . . . 

Cocoa . . . . . . . . . . . . . 

Cocoa  Beverage  Powder  . . . . . . . 

Coconut,  Dried,  Prepared . . . . . 

Code  Designation  System  For  Special  Naval  Charts  (Ed.  No.  2)  (Req  For  Other 
Than  DOD  Rofer  To  Hq  Usof/xoxx-iso  Wash,  DC 

Code  Extension  Techniques  In  7  Or  8  Bits  (With  ANSI  X3.41-1974) . . . 

Code  For  Information  Interchange  (With  ANSI  X3.4-19 77) . . . 

Code,  Detonating . . . . . . . 

Coded  List  Of  Materials . . . . . 

Codeine  Phosphote  And  Acetominophen  Tablets  . . . . . 

Codeine  Phosphote,  USP . . . . . . . . . 

Codeine  Phosphote  And  Acetominophen  Elixir . . . . . . 

Codeine  Phosphate  And  Aspirin  Tablets . . . . . 

Codeine  Phosphote  And  Aspirin  Tobleis..... . . . 

Codeine  Sulfate  Tablets,  Nf . . . . . . . . 

Coder  Decoder  Group  OX-54/TYC39(V)  . . . 

Coder  Receiver  Transmitter  K&Y532A/ASQ . . 

Coder-burst  Transmission  Group  AN/GRA-71(  )  (Units  Of) . . . . . 

Coder-receiver -transmit ter  KY*533(*)/ASQ  . . . . . . 

Codification  Of  Items  Of  Supply  -  Uniform  System  Of  Data  Acquisition  (Edition  No. 

D 

Codification  Of  Equipment,  Uniform  System  Of  item  Identification  (Edition  6)  .......... 

Codification  Of  Equipment  •  Uniform  System  Of  Item  Identification  (6osed  On 
NATO  STANAG  3151)  (Release  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (0RCIRD)  (A8CA  642) 

Codification  Of  Equipment  *  Uniform  System  Of  Supply  Classification  (Bosed  On 
NATO  STANAG  3150)  (Release  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (0RCIRD)  (Abca  680) 

Codification  Of  Equipment,  Uniform  System  Of  Supply  Classification  (Edition  6) ...... 

Coding,  Manufacturer  S  Color,  Nylon  Parachute  Cloth  . . . . . 


Coffee  . 

Coffee  8oI!er,  Metoi . . . . 

Coffee  Bo’ler,  Metoi.......,..,,,...,..... 

Coffee  Moker,  Electric,  Automatic 
Coffee  Moker,  Percolator,  Electric 
Coffee  Maker,  Voccum . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

DOD-C-24654 

8010 

S>1 

25  Jul 

85 

SH 

99 

Mll-C-24712 

8010 

SH 

21  Feb 

89 

ME 

SH 

99 

ASTM  D2697-73R79 

8010 

YD 

09  Oel 

84 

ME 

YD 

M1L-C-44048D  (1) 

8415 

GL 

08  Mar 

89 

Gl 

NU 

99 

MIL-C-37186B 

6532 

DM 

30  Nov 

76 

MD 

MS 

03 

L 

MII-C-43368F 

8405 

Gl 

07  Oel 

88 

Gl 

L 

Mtl-C-29427 

8410 

MC 

10  Feb 

87 

MC 

L 

MIL-C-87104 

5985 

85 

15  Mor 

77 

85 

L 

MIL-C-87104/1 

5985 

85 

13  Moy 

77 

11 

L 

MIL-C-87 104/2 

5985 

85 

13  May 

77 

85 

L 

Mll-C-87104/3 

5985 

85 

13  Moy 

77 

85 

L 

Mll-C-87104/4 

5985 

85 

21  Apr 

77 

85 

L 

MIL-C-87104/5 

5985 

85 

21  Apr 

77 

85 

L 

MIl-C-242488  (1) 

MECASH 

06  Apr 

84 

SH 

DOD-C-24689R 

MECASH 

06  Nov 

87 

MR 

SH 

20 

l 

MII-C-13358E 

MECAMR 

04  Jon 

84 

MR 

l 

MII-C-24252B 

9530 

SH 

14  Oel 

85 

SH 

FIPS-44 

IPSC 

02 

01  Sep 

76 

OM 

02 

FIPS-21/2 

IPSC 

02 

18  Mar 

86 

OM 

02 

Mtl-C-37660 

6505 

DM 

27  Sep 

76 

MD 

MS 

03 

MIL-C-37305A 

6505 

DM 

14  May 

76 

MD 

MS 

03 

MS-35784C 

4820 

AR 

05  Sep 

86 

AR 

SH 

99 

MIL-C-225468 

4820 

ME 

26  Mor 

84 

ME 

99 

MS-35782C 

4820 

AR 

10  Jan 

89 

AR 

SH 

9? 

MS -357858 

4820 

AR 

05  Sep 

86 

AR 

SH 

99 

MS-35787B 

.820 

AR 

05  Sep 

86 

AR 

SH 

99 

MS-35783E 

4820 

AR 

10  Jan 

89 

AR 

SH 

99 

MS-359318 

4820 

AR 

05  Sep 

86 

AR 

SH 

L 

MS-5000468 

2530 

AT 

16  Feb 

88 

AT 

MS-359308 

4820 

AR 

28  Sep 

73 

AR 

SH 

99 

MS-359328 

4820 

AR 

28  Sep 

73 

AR 

SH 

99 

MS-359348 

4820 

AR 

05  Sep 

86 

AR 

SH 

99 

L 

Mll-C-81590  (3) 

1560 

AS 

22  Nov 

74 

AS 

MII-C-1203C 

NOTICE  1 

4820 

AR 

31  Jul 

73 

ME 

99 

A-r  -0034 

8955 

Gl 

06  Apr 

83 

Gl 

SA 

50 

MII-C-3031J  (1) 

8960 

Gl 

01  Dec 

87 

GL 

SA 

50 

Z-C-571H 

NOTICE  2 

8925 

/Gl 

01  Oct 

87 

GL 

SA 

50 

NAT-STD-1120  (5) 

DIST  STMT  C 

I'IDF 

06 

01  Aug 

88 

FIPS-35 

IPSC 

02 

01  Jun 

75 

OM 

02 

FIPS-1-1 

IPSC 

02 

16  Jun 

81 

OM 

02 

L 

Mll-C-85253 

1377 

AS 

13  Jun 

81 

AS 

Mll-HDBK  223 

DRPR 

AS 

14  Dec 

82 

AR 

AS 

01 

NOTICE  2 

A-A-30033 

6505 

/MB 

28  Oct 

81 

MD 

MS 

03 

Mll-C-37454 

NOTICE  1 

6505 

MB 

28  Mar 

88 

MD 

MS 

03 

A-A-51078 

6505 

/MB 

21  Nov 

85 

MD 

MS 

03 

MIL-C-37526 

6505 

DM 

26  Oel 

76 

MD 

MS 

03 

A-A-51067 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

Mll-C-37675 

NOTICE  1 

6505 

MB 

28  Mor 

88 

MD 

MS 

03 

Mll-C-49246 

NOTICE  1 

5895 

CR 

20  Jun 

E8 

CR 

99 

• 

MII-C-22764C  (2) 

5895 

AS 

15  Aug 

66 

AS 

All-C-55416  (1) 

5820 

CR 

01  Apr 

86 

CR 

L 

MI-C-22672B  (2) 

5895 

AS 

15  Aug 

66 

AS 

NAT-STD-4177 

ISDA 

AM 

18  Feb 

86 

NAT-STD-3151  (1) 

ISDF 

06 

05  Jul 

85 

Q-STD-642 

ISDA 

AM 

08  Jun 

81 

Q-STD-680 

ISDA 

AM 

C8  Jun 

81 

NAT-STD-3150  (1) 

ISDF 

06 

05  Jul 

85 

MII-STD-851A 

NOTICE-2 

8305 

82 

15  Apr 

75 

AS 

99 

15  APR  1975 
HHH-C-57IF 

8955 

/Gl 

23  Sep 

85 

Gl 

SA 

50 

MII-C-17536D 

7330 

Gl 

12  Sep 

72 

Gl 

SA 

99 

A-A-50188 

7330 

GL 

02  Dec 

88 

GL 

SA 

84 

W-C-500B 

7310 

/YD 

05  Apr 

85 

Gl 

YD 

99 

Mll-C-285158 

7310 

YD 

17  Jun 

85 

Gl 

YD 

99 

A-A-1078 

7330 

* 

29  Jul 

80 

171 


ALPHABETICAL  LISTING 


TITLE 

Coffee  Makers,  Percclaton  Electric...,....,. . . . . . . . . 

Coffee-maker,  Vacuum . . . . . . . . . . . . 

Coffee,  Instant . . . . . . . . . . . . . . 

Coffee,  Roasted  (Ground,  High  Extraction) . . . . . . 

Coil  Assembly,  Telephone  Loading  CU*260(  )/G . . . . . . . . 

Coil  Radiofrequency,  Molded,  Variable,  Ferrite  Core  (Printed  Circuit  Mt  O)  Types 
LT10V094  To  LT10V124  Inclusive 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Variable  . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Variable  . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Variable . . . . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Variable  . . . . . . .  , 

Coil,  Chip,  Radio  Frequency,  Shielded,  Fixed . . . . . 

Coll,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Variable  . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . 

Coil,  Chip,  Radio  Frequency,  Fixed  . . . . . . . . . . . 

Coil,  Clip,  Radio  Frequency,  Fixed  . . . . . . . . 

Coil,  Fixed  And  Variable,  Radiofrequency  General  Specification  For . . . 

Coil,  Fixed,  Rodiofrequency,  Molded,  Established  Reliability  General  Specification 
For 

Coil,  Fixed,  Radiofrequency,  Molded,  Micro-miniature,  Mogneticolly  Shielded 
(Phenolic  Core-iron  Sleeve),  Established  Reliability 
Coil,  Fixed,  Radiofrequency,  Molded,  MICRO-MINIATURE,  Magnetically  Shielded 
(Iron  Core-Iron  Sleeve),  Established  Reliability 
Coil,  Fixed,  Rndiofrequency,  Molded,  Micro-miniature,  Mogneticolly  Shielded  (Ferrite 
Core  *  Ferrite  Sleeve),  Established  Reliability 
Coil,  Fixed,  Radiofrequency,  Molded,  Sub-miniature,  (Phenolic  Core),  Established 
Reliability 

Coil,  Fixed,  Rodiofrequency,  Molded,  Sub-miniature  (Powdered  Iron  Core) 

Established  Reliability 

Coil,  Fixed,  Rodiofrequency,  Molded,  MICRO-MINIATURE  (Phenolic  Core), 
Established  Reliability 

Coil,  Fixed,  Rodiofrequency,  Molded,  Micro-miniature  (Phenolic  Core),  Established 
Reliability 

Coil,  Fixed,  Rodiofrequency.  Molded,  Micro-miniature  (Iron  Core),  Established 
Reliability 

Coil,  Fixed,  Radiofrequency,  Molded,  Micro-miniature  (Ferrite  Core),  Established 
Reliability 

Coil,  Frequency,  Molded,  Fixed,  Subminiature  (Iron  Core)  Types  LT10K097  To 
IT10K107  Incl.  (Inactive) 

Coil,  Ignition,  24  Volt,  Dc  (Wi»h  Internol  Ballast) . . . . . . 

Coil,  Ignition,  24  Volt,  Dc  (Without  Internal  8ollast) . . . 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  LT10KI08  To 
LT10Kn2  Inch  (Inactive) 

Coil,  Radio  Frequency,  Molded,  Varioble,  Powdered  Iron  Core  (Printed  Circuit  Mt 
G)  Types  IT12V001  To  LT12V031  Inclusive 

Coil,  Radio  Frequency,  Chip,  Fixed  . . . . . . 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Phenolic  Core)  Types  IT4K052 
And  LT4K053 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  LT10K1 13  To 
LT10K117  Incl.  (Inactive) 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Iron  Core)  Types  LT10K001  To 
LT10K021  Incl. 

Ceil,  Radio  frequency,  Ctvp.Fired  Or  Vo'-ob1*,  General  Specification  For. . . 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  LT10K022  To 
IT10K036  Incl. 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Iron  Core)  Types  LT 1 0K  118  To 
LT10K122  Incl.  (Inactive) 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  IT10K037  To 
LT10K049  Incl. 

Coil,  Radio  Frequency,molded,  Fixed,  Submin  lature  (Iron  Core)  Types  LT10K123To 
IT  I  OK  127  Incl.  (Inaclive) 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  LT10K050  To 
LT10K060  Incl. 

Coil,  Radio  frequency.  Molded,  Fixed,  Microminiature  (Iron  Core)  Types  LT  TOK 128 
To  LT10K137  Inf*. 
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ALPHABETICAL  LISTING 


TIKE 


Coil,  Rodio  Frequency,  Molded  Fixed,  (Phenolic  Core),  Types  IT4K339  To  LT4K351, 
Inclusive 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminiature  @iron  Core@  Types  (.TICK  153 
To  LTU0K157  Ind. 

Coil,  Radio  Frequency,  Molded  Fixed,  (Iron  Core),  Types  U10K061  To  LT10K077, 
Inclusive 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature  @iron  Core@  Types  IT10K158 
T0ITIOKI68  Ind. 

Coil,  Radio  Frequency,  Molded  Fixed,  (Ferrite  Core),  Types  LT10K078  To  L71CK096, 
Inclusive 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature  @iron  Core@  Types  UuAujo 
To  LTIQK147  Ind. 

Coll,  Rodio  Frequency,  A\olded,  Fixed,  Micro-miniature,  Magneticolly  Shielded 
(Phenolic  Core-iron  Sleeve)  Types,  IT10K061  To  LT10K072  Ind. 

Coil,  Radio  Frequency,  Molded,  Fixed,  Micro-minot»-*e,  Magneticolly  Shielded  (Iron 
Core-iron  Sleeve)  TYPES. LT10K203  To  It  10K216  Ind. 

Coil,  Radio  Frequency,  Molded,  Fixed,  Microminiature  (Phenolic  Core)  Types 
LT4K074  To  LT4K0891NCL 

Coil,  Radio  Frequency,  Encapsulated,  Variable-  Micro-miniature,  (Iron  Core),  Types 
LT11V001  To  LT1 1V021,  1NCL. 

Coil,  Radio  Frequency,  Encapsulated,  Variable,  Mlcro-minioture,  (Ferrite  Core),  Type 
LTHV022  To  IT11V038,  1NCI 

Coil,  Rodio  Frequency,  Encapsulated,  Variable,  Micro&minioture,  (Iron  Core),  Types 
T11V039  To  IT11V059,  Ind. 

Coil,  Radio  Frequency,  Encapsulated,  Variable,  Micro-miniature,  (Ferrite  Core), 

Types  ITUVOAO  To  LT11V076,  Ind. 

Coil,  Radio  Frequency,  Encapsulated,  Variable,  Micro-miniature,  (Iron  Core),  Types 
IT11V077  To  LT11V097,  Ind 

Coil,  Radio  Frequency,  Encapsulated,  Variable,  Micro-miniature,  (Ferrite  Core), 

Types  LTUV098  To  LT1 1V1 14,  Ind. 

Coll,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Phenolic  Core)  TYPES, IT4K200 
To  LT4K2C8  Ind.  LT4K220  &  IT4K221  (Inactive) 
r«rf  oC(j;0  Frequency,  Molded,  Fixed,  Micro  Miniature,  Magneticolly  Shielded  (Iron 
Iron  Sleeve)  Types,  LT10K408  To  IT10K432  Ind. 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature,  Iron  Core,  Types  LT4K... . . 

Coil,  Rodio  Frequency,  Molded  Fixed,  Micro  Miniature,  Magnetically  Shielded, 
(Ferrite  Core  Ferrite  Sleeve)  Types  IT10K433  To  LT10K456  Ind. 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminiature,  Iron  Core,  Types  IT4K . 

Coil,  Rcdlo  Frequency,  Molded,  Fixed,  Subminiature,  Phenolic  Core,  Types  LT4K . 

Coil,  Radio  Frequency,  Metal  Encased,  Fixed,  Miniature  (Iron  Core)  LT10K264  lo 
LT10K306  Ind. 

Coil,  Radio  Frequency,  Molded  Fixed,  Micro  Miniature,  Magnetically  Shielded, 
(Ferrite  Core  Ferrit  Sleeve)  Types  LT10K307  To  IT10K353  Ind. 

Coil,  Radio  Frequency,  Encopsuloted,  Fixed,  Micro  Miniature,  Shielded  (Iron  Core), 
Types  LT10K354  To  IT10K383,  Ind 

Coil,  Radio  Frequency,  Encapsulated,  Fixed,  Micro-miniature,  Shielded,  (iron  Core), 
Types  IT10K384  To  IT10K395,  Ind. 

Coil,  Rodio  Frequency,  Encapsulated,  fixed,  Micro  Miniotc.*e,  Shielded,  (Iron  Core), 
Types  IT10K396  To  LT10K407,  Ind. 

Coil,  Radio,  Frequency,  Molded,  Fixed,  Subminiature,  Types  LT4K496  To  l.r4K520 
Ind. 

Coil,  Rodio,  Frequency,  Molded,  Fixed,  Subminiolure,  Types  IT4K521  To  LT4K545 
Ind 

Coil,  Radio,  Frequency,  Molded,  Fixed,  Subminiature  Typ«s_LT4K546  To  IT4K570 
Ind. 

Coil,  Radio,  Frequency,  Molded,  Fixed,  Micro  Miniature,  Magnetically  Shielded  (Iron 
Core  ■  Iron  Sleeve)  Types,.  ITIOK'469  To  IT  1  OK  462  Ind. 

Coil,  Rodio,  frequency,  Molded  Fixed,  AAicro  Miniature,  Magnetically  Shielded, 
(Ferrite  Cor*  Ferrite  Sleeve)  Types,  LT10K  483  Yo_LT10K_517  Ind. 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminiature  (Phenolic  Core)  Types  LT4K002 
To  IT4K0I6  Ind. 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminratuf#-(1R0N  Core)  Types  LT10K169 
To  IT10K180  Ind. 

Coil,  Radiofrequency,  Molded,  Subminiature,  Shielded,  Magnetic  Type  LT4K242  To 
IT4K314  Ind.  (Inactive) 

Coil,  Rodiofrequency,  M^ded,  Fixed,  Subnvfiiature  (IRON. Core)  Types  LT10K18I 
To  LT10K190  Ind. 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminicture_(Phenolic  Core)  Types  LT4K027 
To  LT4K039  Ind. 

Coil,  Storting;- Engine  Ignition,  With  Filter,  24  Volt  D<  . 

Coil,  Storting,  Engine  Ignition  V/ith  filter,  24  Volt  Direct  Current  . 

Coil,  Telephone  Repeating  (Coils  C- 161)  S.  (0288) . . . .....................  ....... 

Coil,  Wire  . . . . . . . . . . . . . . . . . 

Coljt,  £if  Cooling  b'/Mr  Healing,  Foe ie'd "Circulation  *  1981  . . . . . 

Coifs,  Fixed,  Rodiofrequency,  Molded,' Micro-miniature,  Mogne*icolly  Shielded 
(Iron.core-lron  Sleeve),  Established  Reliability 
Coils,  Fixed,  Rodiofrequency,  Avoided,  Mlcro-miniofure,  Magnetic  Shielded  (Ferrite 
COre-fcrrifc  Sfeev-e)  hashed  Reliability 

Coil;/ Fixed^ Rodiofrequency,  Molded,  Micro  Mtmalure/MaqueticcUy  Shielded  (Iron 
Core  (run  Sleeve),  Established  Reliability 
Coils,  Fixed,  Rodiofrequency,  Molded,  Micro  Miniature,  Mogneticorfy  Shielded 
(rertilcJ-Core  recite -Sleeve)/ Established.  Reliability) 
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ALPHABETICAL  LISTING 


TITLE 


Colls,  Fixed,  Rodiofrequer.cy,  Molded,  Micro-miniature  (Powdered  Iron  Core) 
Established  Reliability 

Coils,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Iron  Core)  Types  LT10K148 
To  ITI0K152  fad. 

Coils,  Rodic  Frequency*  Molded,  Fixed,  Micro  -  Miniature,  Magnetically  Shielded 
(Ferrite  Core  -  Ferrite  Sleeve)  Types,  LT10K217  To  LT10K263  Ind 

Coils,  Radio  frequency,  Chip,  Fixed,  Phenolic  Core . . . . . . . . 

Coils,  Radio  Frequency,  Molded,  Fixed,  Subminiature  (Phenolic  Core)  Types 
IT4K315  To  IT4K327  Inch 

Coils,  Radio  Frequency,  Mo'ded,  Fixed,  Subminiature  (Iron  Core)  Types  LT 10K 138 
To  LT10K142  Inch 

Coils,  Radio  Frequency,  Molded,  Varioble,  Subminiature,  Ferrite  Core,  Mognetlcolly 
Shielded,  Types  IT10V210  To  LT10V246  Inch 

Colls,  Radio  Frequency,  Chip,  Fixed,  Iron  Core  . . . . 

Coils,  Radio  Frequency,  Molded,  Fixed,  Subminiature,  Iron  Core,  Typo  IT4K . 

Coils,  Radio  Frequency,  Chip,  Fixed,  Ferrite  Core  . . . . . . 

Coifs,  Radio  Frequency,  Molded,  Fixed,  Micro  Miniature  Magnetically  Shielded,  (Iron 
Core  Iron  Sleeve)  Type  IT10K 

Coils,  Radio  Frequency,  Chip,  Fixed,  Phenolic  Core . . . . . 

Coils,  Radio  Frequency,  Molded  Varioble,  Subminature,  Iron  Core,  Magnetically 
Shielded,  Types  LTT0VT74  To  IT10V209  Inch  And  IT10V247  To  IT10V258  Inch 

Coils,  Radio  Frequency,  Chip,  Fixed,  Iron  Core  . . . . . . . . 

Coils,  Radio  frequency,  Molded,  Fixed,  MJcro-minioture,  Magnetically  Shielded 
(Fertile  Core-ferrite  Sleeve)  Type  LT10K 

Coils,  Rodio  frequency.  Chip,  Fixed,  Ferriie  Core  . . . . . . . 

Colls,  Radio  Frequency,  Molded,  Fixed,  Subminiature  Types  LT4K . . . 

Coils,  Radio  Froquency,  Chip,  Fixed,  MagnetieoUy,  Shielded,  Iron  Core-iron  Sleeve.... 
Colls,  Rodio  Frequency,  Chip,  fixed,  Mognetlcolly  Shielded,  (Ferrite,  Core-ferrite 
Sleeve) 

Coke  (Coo!) . . . . . . . . . . . . . 

Cctandor,,. . . . . . . . . . . . . . . .  .. 

Colander,  Corro^on&resiitmg  Steel . . . . . .  . . . . 

Cold  Food  Counter,  Mechanically  Refrigerated . . . . . . . 

Ccld  Headers  &  Cold  Formers,  Safety  Requirements  For  The  Construction,  Core  B. 
Use  Of  .  1985 

Cold  Pack  And  Wrapper,  Cryotherapy,...,,.... . . . . . . . . . 

Coltstin  Sulfaje,  Hydrocortisone  Acetate,  Neomycin  Sulfote,  And  Thonzonfom 
Bromide  Suspenion,  Otic 

Collar  &  Tubing  End  Hose  Connection . . . , . . . . . . 

Collar,  Coble  . . . . . . . . . . . . 

Collar,  Coat,  Mon  S,  Wool,  Gabardine,  Blue...,., . . . . . 

Collar,  Dog,  Choke  Chain . . . . . . . . . . . . . . 

Collar,  Dog,  Uclher  . . . . . . . . . . . . . 

Collar,  Hi-sheor  Rivet,  1200  Degrees  F  *  Feb  63 . . . . . 

Collar,  Jacket,  Oetoochcbfe  CWU-6C /? . . . . . . . . . . . . 

Collar,  Swoge  locking.  For  Pull  Type  &  Slum's -Type  lock  Bolts  •  15  Aup  1985  . 

Collar,  SwIvjI  Pidleted  O-ring,  Tube  Connection,  6  Bolt,  Ams  6322  (Inactive 
1C-J6-72) 

Collar,  Swivel-piloted  O-ripg,  Tube  Connection,  4  Bolt,  Ams  6322  (Asg)( . . . 

Collar,  Swivel-piloted  O-ring,  Tube  Connection,  3  Bolt,  Amt  6322  (Asg) . . . 

Coflor,  Swivel-piloted  O-ring,  Tubs  Connection,  2  Bolt,  Cres  Stee'(osn) . . . 

Collecting  Tubing  .Sehutsrinc,  Plastic,  Disposable . . . . . . . . 

Collection  By  Filtration  And  Determination  Of  Moss,  Number  And  Optical  Sizing  Of 
Atmospheric  Particulates  -  31  Aug  65 

Collection  Of  Data  For  Evaluation  Of  Helmets  Damaged  In  Service  . . 

Collection. Pbte  . . . . . . . . . . . 

Collection  Mate  . . . . . . . . . . . . . . . . . 

Collective  Protection  equipment  CBR,  Battery  Control  Central,  M 10. . . 

Colfeclivc  Protection.  Equipment  CBR,  Nike  Hercules;  Conus,  M12  . . 

Collective  Protection  Equipment,  C5R,  Nike  Hercules^  Conus,  M13  . . . . 

Collective  Protection  Equipment,  CBR,  Nike  Hercules,  Conus,  MIT  . . . . 

Collector  Unit,  Out),  With  Fen . . . ......... ...... . . . . . . 

Collimator  &  Sextant . . . . . . . . . . . . 

CoKimator,  Infinity.  Aiming  Reference,  Mioi  . . . . . . 

Collimator,  (ofinlty  Aiming  Reference,  Ml  . . . . . . 

Coiftmofof,  (Minify  Aiming  Reference,  XM2  . . . . . . . . 

■ColVato'*,  Sexto '.t.  Aircraft.......!.......... . . . . . . . . . 

Collimator,  Vi:w.l  SU-98/UA  . . . . . . 

Collimator,  Visual  SU-IOM/A . . . . . . . 

Collodion,  Flexible,  IJsp  . . . . . . . . . . . 

Color  4  Strength  Of  Color  Figments  With  A^Mechonicol  Mulfer  - 17  Nov  81. . . 

Color- (Requirements  For  Individual  Color  Chips  (3/. 5  Supplements)  (Should  Be 
Sfcumitted  To  The-Nayot  Publications  And  Forms  Center,  PfcfodefpMa,  Citing  Fed 
Stef  59$  Together  With  Appropriate  Chip  Number  As  Shown  Th?«1/fl) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-39010/7C 

5950 

ER 

01  Mar 

85 

ER 

EC 

85 

MS-1404? 

5950 

EC 

15  Feb 

72 

ER 

EC 

85 

MS-75089B 

5950 

ER 

04  Sep 

85 

ER 

EC 

85 

MIL-C‘83446/20 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

MS-905428 

5950 

EC 

22  Aug 

72 

ER 

EC 

85 

MS-14047 

5950 

EC 

15  Feb 

72 

ER 

EC 

85 

l 

MS-21402D 

5950 

85 

08  May 

87 

ER 

EC 

85 

MIL-C-83446/21 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

l 

MS21390C 

5950 

85 

09  Sep 

88 

85 

Mll-C-83446/22 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

l 

MS-21426A 

5950 

85 

26  Apr 

84 

85 

MIL-C-83446/23 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

MS-21381D 

5950 

85 

08  May 

87 

ER 

EC 

MIL-C-83446/24 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

l 

MS-214278 

5950 

85 

31  Oct 

84 

85 

MIL-C-83446/2S 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

MS-75132 

5950 

ER 

17  Jul 

87 

ER 

85 

MIL-C-83446/26 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

Mll-C-83446/27 

5950 

ER 

20  Dec 

88 

ER 

EC 

85 

QC-571C 

9110 

t 

'2  Aug 

6? 

A-A-469 

7330 

t 

30  May 

80 

RR-C-531D 

7330 

•GL 

02  Nov 

71 

GL 

SA 

99 

MIL-C-43300G 

7310 

GL 

04  Moy 

88 

GL 

YD 

99 

ansi  en.7-85 

3446 

IP 

21  May 

85 

Al 

SH 

99 

AA-5X135 

6530 

MB 

31  Aug 

87 

MD 

MS 

03 

MIL-C-37590 

6505 

DM 

28  Mar 

88 

MD 

MS 

03 

NOTICE  1 

AN876 

4730 

AS 

1  Jun 

54 

AS 

99 

REV  2 

MS-35762 

5975 

ER 

7  May 

56 

ER 

AS 

85 

L 

MIL-C-23486A  (2) 

8315 

MC 

10  Apr 

7? 

MC 

MIL-C-43508 

3770 

GL 

20  Jun 

67 

GL 

MC 

99 

MIL-C.I161E 

3770 

GL 

20  Oct 

88 

GL 

99 

NAS  T585-63 

5320 

AS 

14  Jun 

74 

AV 

AS 

11 

L 

MIL-C-87165A 

NOTICE  1 

8315 

11 

30  Sep 

88 

MR 

11 

NAS  1060-85 

REV  7 

5320 

AS 

11  Feb 

87 

AV 

AS 

11 

MS-90858 

477 

AS 

26  Oct 

72 

AS 

11 

M5-9084A 

4730 

AS 

3)  Jul 

61 

AS 

11 

MS-9083A 

4730 

AS 

31  Jul 

61 

AS 

11 

MS-9378A 

4730 

AS 

06  Mar 

63 

AS 

11 

A-A-53787 

6515 

M3 

15  Cec 

7,8 

MD 

MS 

03 

A5TM  D2009-65R79 

6810 

EA 

06  Mar 

87 

EA 

AIR-STD-61/6 

ISDF 

06 

30  Sep 

76 

A-A-50172 

9925 

GL 

03  Oct 

88 

GL 

PE 

28 

Mll-C-43474  (1) 
NOTICE  1 

9925 

GL 

12  Feb 

38 

GL 

PE 

28 

L 

Mll-C-51230 

4240 

EA 

03  Mor 

87 

AR 

L 

MIL-C-51330 

4240 

EA 

04  fep 

69 

EA 

l 

Mll-C-51331 

4240 

EA 

04  Sep 

69 

EA 

l 

MIL-C-51329 

4240 

EA 

04  Sep 

69 

EA 

\ 

* 

MIL-C-I6703E 

NOTICE  1 

4460 

YD 

30  .Sep 

87 

YD 

AN5853 

6605 

AS 

29  May 

43 

AS 

99 

i 

MIL-C-48550  (3) 

1240 

AR 

22  May 

07 

AR 

i 

MIL-C-46372A  (4) 

1240 

AR 

14  Sep 

SO 

AR 

i 

Mll-C-6015?  (17 

1240 

AR 

23  May 

66 

AR 

MlL-C-6122 

6605 

AS 

20  Apr 

50 

AS 

99 

i 

MIL-C-49171A 

NOTICE  1 

5855 

CR 

28  Moy 

87 

CR 

i 

MIL-C-49174A 

5855 

CR 

11  Jun 

82 

CR 

MIL-C-37294A 

6505 

DM 

18  Mor 

88 

MD  MS 

03 

NOTICE  1 

AST M  D387-31 

Notice  2 

8010 

MR 

27  Oct 

88 

MR 

SH 

99 

FED-STD-595A 

'3010 

» 

29  May 

85 

NOTICE  9 


174 


ALPHABETICAL  LISTING 


TITLE 

Color  Code  &  Marking*  For  Ammunition  &  It*  Packaging  (Release  To  Other  Than 
Dod  Activities  Must  Be  Approved  By  Hq  Darcom  (Drtird) 

Color  Code  For  Containers  Of  Liquid  Propellants... . . . . . 

Color  Code  For  Pipelines  &  For  Compressed  Gas  Cylinders . . 

Color  Codes  For  Webbing,  Textile,  Manufacturers  Identification . . . . . . 

Color  Coding  Of  Wires  And  Cables  •  74 . . . . . 

Color  Coordinates,  Calculation  Of  Color  Differences  From  Instrumental!/  Measured, 
Standard  Method  For  •  29  Nov  1985 

Color  Of  Indicating  Smoke  For  Practice  Land  Mines  And  land  Mine  Simulators 
(ABCA  *257) 

Color,  Aeronautical  Lighting . . . . . . . 

Color,  Aeronautical  Lights  And  Lighting  Equipment,  General  Requirements  For  (Asg) 

Color,  Exterior,  Naval  Aircraft,  Requirements  For  . . . . . . . . . 

Color,  Interior,  Aircraft,  Requirements  For . . . . . . 

Color,  Tinting,  For  Interior  Nonflaming  (Dry)  Points  (Metric)... . 

Colorimeter,  Comparative,  Astm................................ . . . . . 

Colorimeter,  Photoelectric . . . . . . . 

Colour  &  AAarkings  Used  To  Denote  Operating  Ranges  Of  Aircraft  Instruments 
(Edition  No.  4)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wash.  D.c. 
20330-5058) 

Colours  And  Markings  Used  To  Denote  Operating  Ranges  Of  Aircraft  Displays  (Rel 
To  Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM  Mat  09B21,  Wosh,  D.c.  20360) 

Colours  For  The  Identification  Of  Airdropped  Supplies  (Edition  No.  4)... . . . 

Colours  For  The  Identification  Of  Airdropped  Supplies . . . 

Column  Assembly,  Trestle . . . . . . . . . . . . . 

Comb,  Dog..... . . . . . . . . 

Comb,  Hair  (Plastic)  . . . . . . . . . 

Combat  Charts,  Amphibious  Charts  &  Combo l/landing  Charts  (ED.7)  Req  Other 
Than  Dod  Act  Ref  To  Hq  Usaf/xoxx-iso  Wosh.  Dc  20330-5058 

Combat  Engineers  Vehicle  Full  Trocked  M728  . . . . . . . . . . 

Combined  Air  Terminal  Operations  (Re!  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21,  Wash  D.c.  20360) 

Combined  Air  Termlno!  Operations  (Edition  No,  3) . . . . . . 

Combined  Speed  Indicator  (Edition  No.  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO  Wosh  D.c.  20330-5058) 

Combiner,  Extended  Frequency  Range  CU-2007(  (/srr . . . 

Combs,  Hair  (Plastic) . . . . . . 

Combustible  Cartridge  Cose  Assembly  Ports  For  Charge,  Propelling,  155MM, 

M203A1 

Combustion  Boat  . . . . . . . . . . . . . . . 

Command  And  Control  Of  Infantry  Battalion  Antiarmor  Weopons  (Release  To  Other 
Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird)  (Abca  567) 
Command,  Control  And  Communications  (C3)  System  And  Component  Fault 
Diagnosis,  Subsystems,  Anolysis/synthesis  Of 
Commander  S  Display  For  AN/VSG-2 . . . . . . . 

Commander  S  Guide  On  The  Effects  Of  Penetrating  Ionizing  Radiation  (With 
Amendment  1) 

Commanders  Guide  On  Nuclear  Radiation  Exposure  Of  Groups  (Edition  No.  5)  ( 
Req  For  Issue  Must  Be  Sent  Vio  U.s.  Army  Security  Affairs  Office,  Attn: 
AMSAC-MP/S,  5001  Eisenhower  Ave.,  Alexandria,  VA  22333-0001 
Commercial  Blast  Cleaning,  No.  6,  Surface  Preparation  Specification  -  1  Mor  1985.. 
Commercial  Container  Looding  Explosive  Section  Mk  1  Mod  0  For  Mine  Mk  56 
Mod  0  In  Crate  Mk  101  Med  0  Fleet  ISSUE  Unit  Load 
Commercial  Container  Looding  Mine,  Underwater  Mk  52  And  Mods  In  Crate  Mk  52 
And  Mods  Fleet  Issue  Unit  load 

Commercial  Electric  Dishwashers  ■  19  Apr  73  . . . . 

Commercial  Item  Description  Cannula,  Larynegai . . . . . . . 

Commercial  Refrigeration  &  Freezers  •  15  Sep  75..... . . . . . 

Commercial  Repair  Parts  Support,  Generol  Specification  For . . . . . 

Commissary  Outfit,  Field  Breokdown . . . . . . 

Commode . . . . . . . . . . . . . . . . 

Commode . . . . . . . . . . . . . . . . . 

Common  Ado  Programming  Support  Environment  (Aspe)  Interface  Set  (Coais),.., . 

Common  Electrical  Definitions  &  Terms  Electrical  Power  Supplies  (Release  To  Other 
Than  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (Abca  582) 
Common  Long  Houl  And  Tactical  Communication  System  Technical  Standards............ 

Common  Termination  System  Fcr  Electricol  And  Electronic  Ports . . . . 

Communication  And  Navigational  Facilities  For  Multinational  Airmobile  Operations 
(Edition  1)  (Rel  To  Other  Than  Dod  Act  Req  Pr  Approval  Of  CNM  Dept  Of  The 
Navy,  Not  09B21,  Wosh,  Dc  20360)  ABCA 

Communication  Central  AN/ASC-15(J(V)1,2  . . . . 

Communication  System,  Flight  Occk,  AN/SRC-22(V) . . . . . . . . . 

Communication  Systems  For  Training  Devices,  General  Specification  For  . . . . 

Communications  CentrafaN/TSC-99 . . . . . . . . . 

Communications  Control  Monitor  Group,  Air  Traffic  Control  AN/FSA-58(V),.. . . 

Communications  Central  AN/ASC-26 . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

O-STD-481 

ISDA 

AM 

06  Mor 

81 

MIL-STD-I72C 

9135 

Ml 

06  Apr 

88 

Ml 

AS 

12 

NOTICE  1 

MIL-STD-101B 

8120 

EA 

03  Dee 

70 

EA 

SH 

68 

MH-STD-1480D 

8305 

Gl 

21  Dee 

88 

GL 

NU 

20 

NEMA  WC30-74 

6145 

85 

27  Apr 

87 

CR 

85 

NOTICE  1 

ASTM  D2244-85 

8010 

MR 

02  Sep 

86 

MR 

SH 

20 

Q-STD-257  (1) 

ISDA 

AM 

04  Dee 

74 

FED-STD-3  (1) 

•7650 

•AS 

27  Aug 

51 

AV 

AS 

11 

MIL-C-25950A  (1) 

6220 

AS 

31  Dee 

87 

AV 

AS 

11 

NOTICE  1 

L  MIL-C-18263F  (1) 

8010 

AS 

09  Mar 

72 

AV 

AS 

MIL-C-8779E 

1500 

AS 

17  Feb 

88 

AV 

AS 

l  DOO-C-223258 

8010 

SH 

25  Jul 

88 

SH 

MS-36529 

6630 

ME 

29  Jun 

67 

ME 

MS 

99 

MS-51441 

6630 

EA 

25  May 

83 

EA 

MS 

99 

NAT-STO-3436  (2) 

ISDF 

06 

25  Jon 

88 

AIR-STD-10/43E 

ISDF 

06 

22  Nov 

85 

NAT  STD-3427  (1) 

ISDF 

06 

02  Feb 

87 

AIR-STD-44/28A 

ISDF 

06 

22  May 

73 

L 

MIL-C-52298C 

5420 

ME 

13  Oct 

83 

ME 

MIL-C-1458C 

3770 

GL 

15  Jun 

72 

GL 

99 

L-C-565C 

8530 

% 

17  Sep 

57 

NAT-STD-1027  (7) 

ISDF 

06 

01  Aug 

88 

MS-52222 

2350 

AT 

28  Aug 

85 

AT 

AIR-STD-44/41B 

ISDF 

06 

25  Sep 

84 

NAT-STD-3739  (2) 

ISDF 

06 

27  Feb 

87 

NAT-STD-3451  (2) 

DIST  STMT  C 

ISDF 

06 

30  Sep 

87 

L 

MIL-C-28779B 

5985 

EC 

31  Mar 

72 

EC 

A-A-75 

8530 

t 

02  Jul 

80 

L 

MIL-C-70461C  (3) 

1320 

AR 

04  Mor 

88 

AR 

MS-35941 

6640 

EA 

30  Jun 

83 

MS 

99 

O-STD-567 

ISDA 

AM 

24  Mar 

80 

L 

MIL-STD-001591A 

MNTY17 

08  Dec 

78 

17 

L 

MIL-C-49380 

5855 

CR 

28  Apr 

86 

CR 

NOTICE  1 
AIR-STD-84/2A 

ISDF 

06 

31  Jul 

81 

NAT-STD-2083 

ISDA 

AM 

19  Sep 

86 

SSPC  SP6  85 

8010 

YD 

03  Aug 

87 

ME 

YD 

20 

L 

MIL-STD-1663/1 

8140 

OS 

08  Apr 

87 

OS 

NOTICE  1 

L 

MIL-STD-1663/2 

8140 

OS 

08  Apr 

87 

OS 

NOTICE  1 

UL  921-73 

7320 

Gl 

07  May 

76 

GL 

YD 

99 

A-A-51328 

6515 

/MB 

21  Feb 

86 

MD  MS 

03 

UL  471-75 

4110 

GL 

23  Mor 

76 

Gl 

YD 

99 

L 

MIL-C-82177A 

MISC 

MC 

16  Jun 

72 

MC 

MIL-C-1472F 

7360 

Gl 

01  Oct 

87 

Gl 

MC 

NOTICE  1 

MIL-C-20534 

6530 

DM 

10  Dec 

51 

MD  MS 

03 

MIL-C-0020534A 

6530 

DM 

29  Jun 

62 

MD  MS 

03 

DOD-STD-1838 

MISC 

02 

12  Apr 

88 

CR 

EC 

10 

Q-STD-582  (1) 

ISDA 

AM 

18  May 

84 

MIL-STD-188/100 

-SLHC 

DC 

17  Nov 

76 

CR 

EC 

90  DC 

NOTICE  3 

17  NOV  1976 

MIL-STD-1549A 

59GP 

85 

22  Apr 

88 

CR 

AS 

35 

Q-STD-658 

ISDA 

AM 

05  Oct 

84 

L 

MIL-C-49228 

5895 

CR 

16  Jun 

81 

CR 

L 

MIL-C-23212B 

5820 

EC 

05  Mar 

71 

EC 

L 

MIL-C-29025A 

69GP 

TD 

14  Sep 

78 

TD 

L 

Mll-C-49187 

5820 

CR 

29  Apr 

85 

CR 

L 

MIL-C-287718 

5895 

EC 

07  Mar 

77 

EC 

L 

Mll-C-85642 

5810 

AS 

14  May 

85 

AS 

175 


ALPHABETICAL  LISTING 


HUE 


DOCUMENT 

NUMBER  FSC  PREf>  DA1E 


ISTODIAN 


Communications  Equipment  Hove  Quick  Uhf  Secure  &  Jam  Resistcnt  (Ed  2), . . 

Communication*  Set*.  UHF  AN/WSC*3(V)  Satellite  And  IOS  Versions ............ .......... 

Communication;  Systems  Integrated  Voice . . . . . . 

Communications.  Digital  Control  And  Status  Information  Interchange  Standard..- . 

Communion  Set,  Chapel,  Individual  Cup  Type  . . . . . . ......... 

Communion  Set,  Chapel,  Chalice  Type..... . . . .  .......................... 

Compactor,  High  Speed,  Self  Propelled  Commercial  Construction  Equipment  (Cce),... 

Compactor,  Solitary  landfill,  Self-propelled,  Commercial. . . . . . 

Compactor,  Self  Propelled,  EmbarVment,  Commercial  (Roller.  Segmented,  Motorized, 
With  leveling  Blade) 

Comparative  Anthropometry  Of  ASCC  Personnel  For  Personal  Protective  Clothing  & 
Design,  Flight  Garments  (Advisory  Publication) 

Comparative  Compilation  Of  Aluminum  Alloys  For  Interchangeability/equivalency . 

Comparative  Compi'a^on  Of  Copper  Alloys  For  Interchangeability/equivolency  ........ 

Comparative  Formatic,  /unit  Designations  (Edition  1)  (Req  Other  Than  DOD  Ref  To 
US  AMC,  Attn:  AMCICP-AA-N,  500)  Eisenhower  Ave.,  Alexandria,  Vo 
22333-0001) 

Comparative  list  Of  ASCC  Terms  And  Definitions  r  Nuclear  Accident  Response  .... 

Comparator  Gage,  Internal  And  External,  Electronically  Amplified...... . . . .......... 

Comparator  Set,  Color,  Chlorine  Bromine  And  Ph  Determination.......................... . 

Comparator  Set,  Color,  Free  Chlorine  &  PH  Determination  . . . . . . „ 

Comparator,  Bench  Type,  Vertical  Column,  Electronically  Amplified, . . . 

Comparator,  Color . . . . . . . . . 

Comparator,  Color  Disk-type,  Aqua  Tester...... . . . . . . . . . ....... 

Comparator,  Color  Slide-type,  Ph . . . . . . . . . 

Comparator,  Magnitude,  Digital,  Key  Code  JHB  . . . . . . . . 

Comparator,  Viscosity,  Oil,  200  -  2000  Saybolt  Seconds  . . . 

Comparison  Of  Methods  Of  Testing  Ferrous  Metallic  Materials . . . . . 

Comparison  Of  Spray  Patterns  -  28  Jul  72 . . . . . . . . . 

Compass  •  Magnetic,  Pilots  Standby  . . . ..  .. 

Compass  Aircraft,  Fluid  *  1  Jul  83 . . . . . . . . . . . . . 

Compass  Magnetic,  Card,  Pocket,  Type  MC-1 . . . . . 

Compass  Set,  Gyroscope  Reference,  Navigational  AN/ASN*75(*) . . . 

Compass  Swinging,  Aircraft,  General  Requ.rements  For.... . . . . . . 


Compass  System,  Magnetic  Sloved,  Directional  Gyro  Stabilized,  4  DEG/HR  Type 
MA-1 

Compass  Unit,  Gyro  MX-18204/GSQ  . . . . . . . . . . 

Compass,  Drafting,  Beam . . . . . . . . . . ............... 

Composs,  Drafting,  Pivot,  Drop  Spring  Bow,  Pen  &  Pencil,  With  Case  . . . . 

Compass,  Gyro,  Miniature  . . . . . . . . . . . . .... 

Compass,  Gyro,  Vehicle......... . . . . . . . 

Composs,  Installation  Of  . . . . . . . . . . 

Compass,  Magnetic,  Mounted  . . . . . . . .......................... 

Composs,  Mognetic,  Unmounted,  M2  (Nonmaintalnoblc) . . . . . . 

Compass,  Magnetic,  Sloved  Gyro,  Type  J&4, . . . . . 

Compass,  Mcgnetic,  Pilot  S  Standby . . . . . . . 

Compass,  Mognetic,  Unmounted:  lensoiic,  luminous,  5  Deg.  And  20  Mil 
Graduations 

Composs,  Mognetic,  Unmounted,  Pocket,  Survival  . . . . . 

Composs,  Pilot  S  Standby,  Installation  Of . . . . . . . . 

Composs,  Ship,  Novy  No.  1,  Mognetic  (7  1/2  Inch  Cord).... . . . ........... 

Composs,  Sun,  Universal  Type  0  To  90  Degrees,  North  And  South  latitudes.  With 
Carrying  Cose 

Compasses,  Magnetic,  Surveyors  &  Trcn»it,  Pocket,  Wjth  Optionol  Boll  &  Socket 
Joint  Or  Bali  &  Socket  Head,  &  Jacobs  Staff 
Compatibility  Of  Vulconized  Elastomeric  Seols  In  Service  Medio  -  29  Mgr  75,,..,..  .... 
Compatibility  Of  Mechanical  Fuzing  Systems  &  Arming  Devices  For  Expendable 
Aircroft  Stores  (Edition  No.  2) 

Compensator  Group,  Mognetic  AN/ASA-65(V), . . . . . ....................... 

Compensator,  Inertia,  For  AS-473/ASBO  . . . . . . 

Compensator,  Magnetic  Flux  CN-405(  )/ASN  . . . . . . . 

Compilation  Data  References  On  Special  Navol  Charts  (With  Amendments  1,  2,  3, 

4) 

Component  Assembly.  10559404  (Transmitter  logic) . . . ................... 

Component  Assembly,  10559479  (Transmitter)....... . . . . . . . . 

Component  Board  Assembly  10558242  . . . . . 

Component,  Metal,  for  Fiber  Container  M105..... ......  . . . . . . 

Component,  Molded,  Aspholt-asbestos  Filled  (For  Use  tn  Ammunition  Shipping 
Containers) 

Component,  Prefabricated  Strong  Room,  Portable,  For  Small  Arms  And  Equipment,,.. 
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Components  And  Assemblies  For  Industrial  Gas  Production,  Storage  And  Transport 
Equipment,  Packaging  Of 

Components  Test  Junction  Assembly . . . . . . . . . . . . 

Components,  Rocket  Propulsion  Fluid  System,  General  Specification  For . . . . 

Composing  Machines,  Photo-printing  Type,  Single  Line  And  Multi  line  . . . . 

Composite  Light  Front,  Turn,  Park  And  Marker . . . . . . . 

Composite  Light  Tail,  Stop,  Turn  And  Marker  . . . . . . . 

Composite  Surfacing  Welding  Rods  &  Electrodes  ■  25  Apr  80 . . . . . 

Composites,  Fiber  Resin,  Tensile  Properties  Of  •  27  Aug  76  . . . . . . 

Composites,  Fiber  Resin,  Compressive  Properties  Of  Unidirectional  Or  Crossply, 
Standord  Test  Method  For  ■  27  Jun  75 

Composites,  Metal  Matrix,  Fiber  Reinfo.ced,  Tensile  Properties  Of  -  24  Feb  77  . . . 

Composites,  Reinforced  Metal  Matrix,  Fiber  Content  By  Digestion  OF31  Dec  76 . 

Composition  A*3,  Type  li  (With  Polyethylene) . . . . 

Compotition  B  . . . . . . . . . . 

Composition  B-3 . . . . . . . . . . . . . . . . 

Composition  B4 . . . . . . . 

Composition  C-3 . . . . . . . . . . . . . 

Composition  C*4 . . . . . . . . . . . 

Composition  CH-6  . . . . . . . 

Composition  D*2  . . . . . . .  . . . . 

Composition  86/14  RDX/WAX  . . . . . . . . . . . 

Composition,  Delay  . . . . . 

Composition,  Starter  . . . . . . 

Composition,  Tracer,  R-45  Igniter,  K*29 . . . . . . . . . 

Composition,  Tungsten,  Delay  . . . . . . . . 

Compositions  A*3  And  A-4.... . . . . . . . . . . . 

Compound*  End  Sealing,  Thermol  Isulation  Pipe  Covering-fire*,  Water-,  And 
Weather-rsistant 

Compound,  Alkaline  Rust  Remover,  Aircraft  Turbine  Engine  Components  •  1  Apr 
1985 

Compound,  Antiseepage,  For  Cooling  System,  Internol  Combustion  Engine  (Metrh.)  .. 

Compound,  Asphaltic,  High  Melting  Hot-mflt  (Cavity  Lining) . . . . 

Compound,  Asphaltic,  Hot  Melt  (Cavity  Lining) . . . . . . . 

Compound,  Battery  Sealing  (Metric)  . . . . . 

Compound,  Coating,  Polyurethane,  Electricol  Insulating.  Room  Temperature  Curu  ...... 

Compound,  Coating,  Porcelain  For  Potting  Electronic  Components . . . 

Compound,  Deck  Covering,  Nonslip,  Lightweight,  For  Aluminum  Alloy  Landing  Mats.. 
Compound,  Electrically  Conductive . . . . . . . 

Compound,  Epoxy,  Filament  Winding.. . . . 

Compound,  Gun  Slushing . . . 

Compound,  Heat  Sink,  Silicone  . . . . . . . . 

Compound,  Insulating,  High,  Temperature  . . . . . 

Compound,  Molding,  Epoxy  Resin,  Silicon  Dioxide  And  Asbestos  Fiber  Filled . 

Compound,  Molding  &  Extrusion,  Cellulose  Acetate  BUTYRATE-27  Jul  84 . . 

Compound,  Molding,  Transfer,  Epoxy  Resin,  Single  Component . 

Compound,  Mounting,  For  Optical  Lens  Blanks  . . . 

Compound,  Polymeric  Elostomer  ’hermosetting  (For  Use  As  Bomb  Tail  Pod  . . . 

Compound,  Polymeric  Bosed,  Hot  Melt  (Cavity  Lining),  (For  Internol  Use  In 
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Compound,  Simone,  Soft  Film . . . . 
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Compound,  Solvent,  For  Use  In  Integral  Fuel  Tonks  . . . . . . . 

Compound,  Woterproofing  (For  Smoll  Arms  Ammunition)........... . . 

Compounding  Materials  flame  Atomic  Absorption  Technique  Determination  Of 
Metals  •  27  Nov  81 

Compounding  Oil . . . . . . . . . . . . . . . . . 

Compounds,  Adhesive,  Aircraft  Design  &  Use  Limitations  For  Threaded  Components 
Retained,  Seoled  Or  Locked  By 

Compounds,  Cellulose  Acetate  Molding  &  Extrusion  •  30  Jul  1982  . . . . 

Compounds,  Epoxy,  Encapsulating  . . . . . . . . . . 

Compounds,  Epoxy  Molding  *  26  Jun  81 .........  . . . . . 

Compounds,  Lotex  Seoling  *  28  May  76  (Reopproved  1986)......,.................,............. 

Compress  And  Bandage,  General  Purpose . . . . . . . . . 
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Compress  And  Skullcop,  Head  Dressing . . . . . . 

Compress,  Gouze,  &,  Compress  &  Skullcop,  Head  Dressing,  Camouflaged  . . 

Compressed  Air  For  Technical  Purposes,  Characteristics,  Supply  Pressure  &  Hoses  .... 
Compressed  Air,  Characteristics,  Supply,  Pressure  &  Hoses  For  Technical  Purposees 
(Release  To  Other  Than  Dod  Refer  To  Hq  U»af/xoxx(iso)  Wash,  Dc  20330*5058 

Compressed  Gas  Cylinder  Valve  Outlet  &  Inlet  Connections  •  1977.. . . . 

Compressed  Nitrogen  Characteristics,  Supply,  Pressure  &  Hoses  For  Oil  Tolerant  Use 
(Release  To  Other  Than  Dod  Refe:  To  Hq  Usaf/xoxx(iso)  Wash,  Dc  20330*5058) 
Compression  Testing  Of  Metallic  Materials  At  Room  Temperature  •  25  Sep  1981...... 

Compressor  Assemblies,  Airbroke  System,  Wheeled  Vehicle....... . . . . 

Compressor  Rotor  Blod  Es,  Gas  Turbine  Tank  Engine,  Processing,  I  Nspection,  & 
Identifi  Cation  Of 

Compressor  Unit,  Rotary,  Air  Wheelbarrow  Frame  Mounted,  Two  Pneumatic  Tires, 
Gasoline  Engine  Driven,  60  CFM,  6.5  PSIG 
Compressor  Unit,  Reciprocating,  Gasoline  Engine  Driven,  Air,  4  CFM,  O  To  3,500 
PSIG,  Wheel  Mounted 

Compressor  Unit,  Aircraft,  Electric  Motor  Driven,  General  Specification  For . . 

Compressor  Unit,  5  Cfm.  3200  Psi,  Gasoline-engine-driven,  Diving  Air  . . . 

Compressor  Unit,  Air,  Aircraft,  Shaft  Power  Driven,  General  Specification  For... . 

Compressor  Unit,  Reciprocating,  Power  Driven,  Air,  15  CFM,  3,500  PSI . 
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Compressor,  Piston  Ring,  Band-type . . . 
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Compressor,  Reciprocating,  Power-driven,  Open-type,  For  Use  With 
REFRIGERANM2 

Compressor,  Reciprocating  Or  Rotary,  Power  Driven  (E.M.D),  Air,  Base  Mounted, 

10  HP  To  300  HP 

Compressor,  Reciprocating,  Power  Driven  &&  Air  Cooled,  12  C.f.m,  W/unloader . 

Compressor,  Reciprocating,  Electric  Motor  Driven,  Navol  Shipboord  Diesel  Engine 
Air  Storting  Service 

Compressor,  Reciprocating  And  Rotary,  Gasoline  Engine  Driven,  Air . . . . . . 

Compressor,  Reciprocating  &  Rotary,  Air,  Electric  Motor  Driven  . . . 

Compressor,  Reciprocating  Power  Driven,  Air  Cooled,  7  1/4  C.f.m.,  W/unloader.  .... 

Compressor,  Reciprocating,  50  CFM,  3000  PSI . . . . . 

Compressor,  Reciprocating  And  Rotory  Power  Driven,  Air,  (Paint  Spray  Type) . . 

Compressor,  Reciprocating,  Power  Driven,  Open-type,  For  Use  With  Refrigerant  12.. 

Compressor,  Rotary,  Power  Driven,  Type  MB&2  . . . . . 

Compressor,  Vacuum  Pumps  &  Blowers,  Displacement  •  1970  . . . . 

Compressors,  Centrifugo!  Displacement  Type  Motor  Driven,  Oil-free  Air  For  Naval 
Shipboard  low  Pressure  Air  Service 

Compressors,  Positive  Displacement  Refrigerant,  Compressor  Units  &  Condensing 
Units  -  1985 

Nowc4  Sb'pboc'd  ?r£SJ',*?j~AIr 

Service 

Compressors,  Reciprocating,  Electric  Motor  Driven,  Novol  Shipboord  Low  Pressure 
Air  Service 

Computation  Of  Bridge,  Rnft  And  Vehicle  Classification  (Edition  No.  3)  (With 
Amendment  1)  Release  To  Other  Than  Dod  Agencies  Mustbe  Approved  By  Hq 
Darcon  (Drcird) 

Computational  Systems,  Airborne . . . . . ........ . . . . . 

Computer  8.  Transmitter,  True  Airspeed,  Pitot  Static,  150*900  Knots,  Type  MAO ...... 

Computer  And  Transmitter,  True  Airspeed  Pilot  Static,  Type  A-2  (Inactive  . . 

Computer  Indicator,  Rodiac  CP-95/PD,  Reader  For  Rodiac  Oetector  DT-60/PD.......... 

Computer  logic  Unit,  8623272 . . . . . . . . . . 
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Computer  Output  Microform  (Com)  Format*  And  Reduction  Rotios,  16MM  And 
105MM 

Computer  Security  Guideline*  For  Implementing  The  Privacy  Act  Of  1974  . . . 

Computer  Set,  Attitude-reference  jvmbing  AN/AJB-7 . . . 

Computer  Set,  Bomb  Release,  Loft,  AN/AJB-3  . . . . . . . . 

Computer  Set,  Digital  AN/ASQ-114(V). . . . 

Computer  Set,  Gun  Direction,  10525735 . . . . . . . . . . . . . 

Computer  Set,  Loft  Bomb  Release  AN/AJB-3A . . . . . 

Computer  Set,  Navigotional  AN/ASN-39  ( . . . . 

Computer  Set,  Navigational  AN/ASN-42(*) . . . . . . . 

Computer  Set,  Navigational  AN/AYK-2  {*) . . . . . . . 

Computer  Set,  Standard  Airborne,  CP-1501A/AYK-14(V) . . . . 

Computer  Set,  Standard  Airborne  CP-1502A/AYK-14  (V) . . 

Computer  Set,  Standard  Airborne,  CP-1503/AYK-14(V) . . . 

Computer  Set,  Standard  Airborne  CP-1430/AYK-14  (V) . 

Computer  Set,  Standard  Airborne  CP-1429/AYK-14(V) . 

Computer  Set,  Standard  Airborne  CP-1430A/AYK-14  (V) . . 

Computer  Set,  Standard  Airborne  CP-1500B/AYK-14  (V)  . . . . . . 

Computer  Set,  Standard  Airborne  CP-1539/AYK-14  (V) . . . 

Computer  Set,  Standard  Airborne  An/AYK*14{V)  General  Specification  For . 

Computer  Set,  Tactical  AN/ASN-91B(V) . . . . 

Computer  System,  Ballistic,  M21  11732979.............. . . . . . . . 

Computer  Test  Set  (For  Torpedo  Mk  46)........... . . . . 

Computer  Unit,  Fire  Control,  11732400 . . . . . . . . . 

Computer-indicator  (Scaler),  Radiac,  CP-792/UD . . . 

Computer,  Aeriol  Photographic  Data  . . . . . . 

Computer,  Aerial  Photogrophic  Data . . . . . 

Computer,  Air  Data  CP1005A/A . . . . . . . 

Computer,  Air  Navigation,  Dead  Reckoning,  Type  MB-4A  And  Type  CPU-26A/P . 

Computer,  Air  Navigation,  True  Airspeed,  Mach  Number,  Wind  Components, 
Supersonic,  Type  MB-9 

Computer,  Air  Navigation,  Dead  Reckoning,  Type  MB-4A  And  Type  CPU-26A/P . 

Computer,  Aircraft  Load  Bolancing . . . . . 

Computer,  Altitude,  Altitude  Encoding  CPU-66 . . . . 

Computer,  Altitude,  Altitude  Encoding  CPU-66/A-24,  T-2B  . 

Computer,  Attack  Type  CPU-73  A/P . . . . . 

Computer,  Ballistics.  M14A1...., . . . . . 

Computer,  h;i  '1A1C  . . . . . 

Computer,  Ba  . . . . . . . . 

Computer,  Ba 

Computer,  Bollist.  <nd  Ml 3 A1  DEI . . . . . . 

Computer,  Bail's  .  C.  . . . . . . . . . . 

Computer,  Ballistics,  !P  . . . . . . . . . 

Computer,  Boilistics,  Mortar . .  . . . . . . . . . 

Computer,  Ballistics,  XM19 . . . . . . . . . . 

Computer,  Boilistics,  M13A3. . . . . . . . . . . . . 

Computer,  Bomb  Release,  Angle  CP-735/A JB-7 . . . . . . . . 

Computer,  Bombing,  Flight  Director  CP-734/AJB-7  . . . . . ........ 

Computer,  Ditch  Heading . . . . . . . . . ...» . . 

Computer,  Flight  Director,  Aircraft . . . . . 

Computer,  Flight  Director  CPU-65/A  . . . . ... 

Computer,  Helicopter  Performance . . . . . . . . 

Computer,  Longitudinal  Stress  And  Ships  Draft  . . . . . . 

Computer,  Pressure  Reduction,  Meteorological  CP-402/UM . . . . 

Computer,  Range  CP-888/UPS-2,  10548339  . . . . . . 

Computer,  Ship  S  Stability . . . . . . . . . . . .... 

Computer,  Sonar  Data,  CP0323/AQS-13E  And  Mounting  Base,  MT*4948/AQS*13E 

Computer,  Stodio,  Circular  Scale  . . . . . . . . . . . 

Computer,.  Stall  Warning  CPU-81/A.... . . . . . 

Computer,  Transducer,  Altitude,  Altitude,  Altitude  Encoding  CPU-46/A-7,  F/TF-102  .. 

Computer,  Weapon  Aiming  CP-1444/A . . . . . . . 

Computing  The  Colors  Of  Objects  By  Using  The  CIE  Systems  •  22  Feb  1985  . . . 

CcMA’ratw,  Cx/yctf,  GG-7/A  — . . . . . . . . 

Concept  Of  Operations  Of  Medical  Support  In  Nuclear,  Biological  &  Chemical 
Environments  -cmedP*7(A)  ^coition  No.  2) 

Concrete  &  Calcium  Silicate  Masonry  Units  Prefaced  •  27  Apr  73. . . . 

Concrete  &  Cotcium  Silicate  Mosonry  Units  Prefoced  (R85) . . . . 

Concrete  &  Concrete  Aggregates  -  8  Mar  1938 . . . . . . . 

Concrete  &  Mortars  Ground  Granulated  Blast  Furnace  Slog  For  Use  In  •  4  May  88 ,. 
Concrete  Aggregates,  Standard  Test  Method  For  Straing  Materials  Inllghtwcight  • 

26  Nov  1982 

Concrete  Aggregates,  Standard  Specification  For  -  Mar  86 . . . . 

Concrete  Arch  Culvert,  Storm  Drain,  &  Sewer  Pipe,  Reinforced,  Standard 
Specification  For  «  28  Dec  84 

Concrete  Arch  Culvert,  Reinforced,  Storm  Drain,  And  Sewer  Pipe  (Metric)  •  28  Dec 
1984 
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Concrete  At  Atmospheric  Pressure  State  Of  The  Art,  Accelerated  Curing  Of  *  1980- 

Concrete  Block,  Drying  Shrinkage  Of  *  27  Feb  70  (Reapproved  1982) . . - . 

Concrete  Construction  (Nonextruding  &  Resilient  Types),  Standard  Methods  Of 
Testing  Preformed  Expansion  Joint  Fillers  For  •  1  Mar  84 
Concrete  Cores,  Drilled,  Measuring  Length  Of,  Standard  Test  Method  For  -  9  Mar 
1987 

Concrete  Curing  Materials,  Water  Retention  6/  •  26  Sep  S0»««...r . . . . . 

Concrete  Curing  Test  Specimens  In  The  Field  Stumfoid  Practice  For  Making  And . 

Concrete  Curing,  Sheet  Materials  For  *  3  Oct  69  . . . . . . 

Concrete  Drain  Tile,  Standard  Specification  For  •  25  Feb  83 . . . 

Concrete  Fiber  Reinforced,  Stale  Of  The  Art  Report  -  1982  . . 

Concrete  Flexural  Strengthof  (Using  Simple  Beam  With  Third  Point  Looding)  -  1  Mar 
84 

Concrete  Floor  &  Slob  Construction,  Guide  Tor*  Mny  1987,...., . . . . . 

Concrete  For  Compressive  Strength,  Standard  Test  Method  For  Securing,  Preparing 
And  Testing  Specimens  From  Hardened  Lightweight  Insulating  31  Ocl  86 

Concrete  In  Hydraulic  Structures,  Erosion  Of  -  1987  . . . . . 

Concrete  In  Service,  Guide  For  Making  A  Condition  Survey  Of  -  1968...... . . . 

Concrete  In  Service,  Guide  For  Making  A  Condition  Survey  Of  -  1968 . ..... 

Concrete  In  Service,  Guide  For  Making  A  Condition  Su«  'ey  Of  •  1968,.... . ... 

Concrete  Making  &  Curing  Concrete  Test  Specimens  In  The  Laboratory  Stondord 
Proctice  For  8  Oct  1987 

Concrete  Woking  &  Curing  Concrete  Test  Specimens  In  The  Laboratory  Standard 
Practice  For  8  Oct  87 

Concrete  Masonry  Units,  Hollow  Load-  Bearing  •  29  Mar  1985 . . . . 

Concrete  Masonry  Units,  Solid  Load-bearing  -  29  Mor  1985 . . . .... 

Concrete  Masonry  Units,  Non-  Load-  Bearing  •  29  Mar  1985  . . . 

Concrete  Pavements,  Preformed  Potychloroprene  Elastomeric  Joint  Seals  For, 

Stondord  Specification  For  -  27  Nov  1981 

Concrete  Placing  Boom,  Truck  Mounted,  6X4,  Diesel  Engine  Driven,  Commercial  .... 
Concrete  Plant,  Mobile,  Semitrailer  Mounted,  6  Cubic  Meters  Bulk  Moteriol 
Capacity  (Metric) 

Concrete  Pressure  Pipe,  Prestressed,  Steel  Cylinder  Type,  For  Water  &  Other 
Liquids,  Awwa  Stondord  For  *  30  Jan  1984 
Concrete  Pressure  Pipe,  Reinforced,  Steel  Cylinder  Type,  For  Water  &  Other 
Liquids,  Awwa  Stondord  For  *  16  May  82 
Concrete  Recommended  Proctice  For  Measuring,  Mixing,  Transporting  And  Placing  - 
Apr  1973  (Reaffirmed  1983) 

Concrete  Reinforced,  Building  Code  Requirements  For  •  Nov  83  (1ST  Printing) . 

Concrete  Reinforcement,  Deformed  &  Plain  Billet-steel  Bars  For  •  9  Jun  1987 . 

Concrete  Reinforcement,  Roil-  Steel  Deformed  8.  Ploin  Bars  For  -  22  Aug  1986  . 

Concrete  Reinforced,  Commentary  On  Building  Code  Reouirements  For  ■  Nov  83 
(1ST  Print) 

Concrete  Resistance  Of  To  Ropid  Freezing  &  Thawing,  Standard  Test  Method  For  » 
25  May  84 

Concrete  Sewer,  Storm  Drain,  &  Culvert  Pipe  (Metric)  •  1  Apr  1982  . 

Concrete  Specimens,  Compressive  Strength  Of,stondard  Test  Method  For  -  27 
March  1986 

Concrete  Sproying  Machine,  Mix  Elevator  Type  Unit,  Trailer  Mounted  . . . 

Concrete  Test  Specimens  In  The  Field,  Moklngond  Curing,  Standard  Method  For  29 
May  87 

Concrete,  A  Guide  To  The  Use  OF  Waterproofing,  Dampproofing,  Protective  & 
Decorative  Sorrier  Systems  For  Concrete  -  June  1987 

Concrete,  Abrasion  Resistance  Of,  By  Sandblasting  *  30  Oct  81 . . 

Concrete,  Accelerated  Curing  Of  At  Atmospheric  Pressure  -stale  Of  The  Art  -  1987.. 

Concrete,  Air  Entraining  Admixtures  *  29  OCT82 . . . . . . . 

Concrete,  Air  Entraining  Admixtures  For  Concrete  *  29  Mor  36.... . . . 

Concrete,  Chemical  Admixtures  For  -  29  Oct  82 . . . . . 

Concrete,  Curing,  Liquid  Membrane  Forming  Compounds  For  •  24  Apr  -81 . 

Concrete.  Drilled  Core  &  Beoms,  Obtaining  &  Testing  Of  •  31  Dec  1987) . 

Concrete,  Durable,  Guide  To  -nov  1986 . . . . . . . . . 

Concrete,  Fiber  Reinforced,  Properties  Of,  Measurement  Of  •  1978  . 

Concrete,  Formwork,  Recommended  Proctice  For  -fuly  1978  (Reaffirmed  1984) . 

Concrete,  Freshly  Mixed,  By  The  Volumetric  Method,  Air  Content  Of  *  27  Apr  78  .... 

Concrete,  Freshly  Mixed,  Air  Content  Of,  By  The  Pressure  Method  •  28  Moy  82 . 

Concrete,  Gypsum  »  29  Oct  76 . . . . . ..... 

Concrete,  Heovyweight,  Measuring,  Mixing,  Transporting,  &  Placing  •  1975  (Revised 
1985} 

Concrete,  Insulating,  Lightweight  Aggregatesfor  -27  Morch  87.....,, . . . . 

Concrete,  Lightweight  Insulating,  Compressive  Strength  Of  -  31  Oct  1986  . . 

Concrete,  Lightweight  8atchihg,mhnng  &  Job  Control  Of  •  1982....*, . . . . 

Concrete,  Making  &  Curing  Test  Speciments  Inthe  Laboratory  Standard  Proctice  -  27 
May  88 

Concrete,  Masonry  Units,  Lightweight  Aggregates  For  -  27  Feb  87 . . 

Concrete,  Mass  •  Sept  1987 . . . . . . . . . . . 

Concrete,  Mass,  Cooling  &  Insulating  Systems  For  -  1986... . . . 

Concrete,  Mossive,  Effect  Of  Restraint,  Volume  Chonge,  &  Reinforcement  On 
Crocking  Of--  1973  (Reapproved  1986 

Concrete,  No  Slump,  Selecting  Proportions  For  •  Oct  80  (Reapproved  1981).... ........ 

Concrete,  Normal,  Heavyweight,  &  Moss,  Standard  Practice  For  Selecting 
Proportions  For  -  Mor  1986 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

ACI  517.2R-80 

5510 

YO 

21  Mor 

84 

ASTM  C426-70R76 

5520 

YD 

10  Jun 

81 

CE 

YD 

11 

ASTM  D545-84 

5610 

YD 

18  Sep 

84 

YD 

ASTM  C174-87 

5620 

YD 

31  Jul 

87 

YD 

ASTM  C156-80A 

5610 

YD 

28  Moy 

82 

ME 

YD 

ASTM  C31-88 

5610 

YD 

28  Oct 

88 

ME* 

YD 

ASTM  C171-69R80 

5680 

YD 

28  Jul 

81 

CE 

YD 

99 

ASTM  C412-83 

5630 

Y  r 

25  Moy 

84 

YD 

99 

ACI  544.1R.S2 

5610 

YD 

19  Ocl 

84 

YD 

ASTM  C78-84 

YD 

25  Nov 

88 

ME 

YD 

99 

ACI  302.1R-80 

5610 

YD 

14  Ocl 

87 

YD 

ASTM  C51386 

5610 

YD 

1)  Moy 

87 

CE 

YD 

99 

ACI  210R-87 

5610 

YD 

11  Ocl 

88 

YD 

AC!  201.1R.68RSA 

ACI  201.1, t*68  (J  84 

5610 

YD 

11  Ocl 

88 

YD 

5610 

YD 

11  Oct 

88 

YD 

ACI  201.1R-68R84 

5610 

YD 

11  Ocl 

88 

YD 

ASTM  092*87 

5610 

YD 

08  Ocl 

87 

CE 

MC 

99 

ASTM  092*87 

5610 

YD 

08  Ocl 

87 

CE 

MC 

99 

ASTM  C 90*85 

5610 

YD 

20  Apr 

87 

YD 

99 

ASTM  0.45*85 

5620 

YD 

19  Aug 

86 

ME 

YD 

99 

ASTM  029*85 

5610 

YD 

27  Feb 

87 

YD 

99 

ASTM  02528*81 

5680 

YD 

11  Nov 

£8 

ME 

YD 

99 

MIL-C-292I3A 

3895 

YD 

15  Dec 

87 

YD 

DOD-C-28682 

3895 

YD 

05  Nov 

87 

AWWA  C301-84 

5630 

YD 

02  Apr 

85 

YD 

AWWA  C300-82 

5630 

YD 

02  Apr 

85 

YD 

ACI  304*73 

5610 

YD 

03  Aug 

78 

YD 

ACI  318*83 

5610 

YD 

21  Mor 

84 

ASTM  A615  87A 

5680 

YD 

07  Sep 

88 

ME 

YD 

99 

ASTM  A616/A616A-86 

5680 

YD 

22  May 

87 

CE 

YD 

99 

ACl  318R-C3 

5610 

YD 

21  Mar 

84 

YD 

ASTM  C666-84 

5610 

YD 

25  Nov 

88 

CE 

YD 

11 

NOTICE  1 

ASTM  C14M-82 

5630 

YD 

31  Jul 

87 

YD 

99 

ASTM  C39-86E1 

5610 

YD 

23  Mar 

87 

CE 

YD 

MII-C-22744E 

3895 

YD 

10  Aug 

87 

YD 

ASTM  C31-87A 

5610 

YD 

27  Jul 

87 

ME 

YD 

AO  515.1R-79R85 

5610 

YD 

21  Sep 

88 

YD 

ASTM  C418-81 

5610 

YD 

14  Jul 

82 

ME 

YD 

ACI  517.2R-87 

5610 

YD 

11  Nov 

88 

YD 

ASTM  C233-82 

5610 

YD 

25  Moy 

83 

ME 

YD 

ASTM  C250-86 

5610 

ME 

31  Jul 

87 

ME 

YD 

ASTM  C494-82 

6850 

YD 

10  Dec 

82 

ME 

YD 

ASTM  C309-81 

5680 

YD 

24  Sep 

81 

CE 

YD 

99 

ASTM  C42-87 

5610 

YD 

15  Feb 

89 

ME 

YD 

ACI  201.2R-77R82 

5610 

YD 

14  Oct 

87 

YD 

ACI  544.2R.78R83 

5610 

YD 

30  Mor 

89 

YD 

ACI  347*78 

5610 

YD 

03  Aug 

78 

YD 

ASTM  073*78 

NOTICE  1 

5610 

YD 

25  Nov 

88 

ME 

YD 

ASTM  C231-82E1 

5610 

YD 

06  Moy 

83 

ME 

YD 

ASTM  C317-76R81 
NOTICE  1 

5610 

YD 

08  Moy 

87 

ME 

YD 

99 

AO  304.3R-75R85 

5610 

YD 

11  Oct 

88 

YD 

ASTM  C332-37 

5610 

YD 

20  Jul 

87 

CE 

YD 

99 

ASTM  C495-86 

5610 

YD 

11  Moy 

87 

CE 

YD 

99 

ACI  304.5R-82 

5610 

YD 

30  Mor 

89 

YD 

ASTM  092*88 

5610 

YO 

28  Ocl 

88 

ASTM  031*87 

56)0 

YD 

10  Apr 

87 

CE 

YD 

99 

ACI  207.1R-87 

5610 

YD 

22  Sep 

88 

YD 

ACI  207.4R.80R85 

5610 

YD 

11  Ocl 

88 

YD 

ACI  207.2R-73R86 

5610 

YD 

1!  Ocl 

88 

YD 

ACI  211.3-75R80 

5610 

YD 

30  Moy 

83 

YD 

ACI211.1.81R85 

5610 

YD 

16  Mor 

87 

YD 

180 


ALPHABETICAL  LISTING 


TITLE 

Concrete,  Normal,  Heavyweight  &  Mass,  Selecting  Proportions  For,  Stondard 
Practice  For  -  Jon  84 

Concrete,  Pipe,  Cast  In  Place  Nonreinforced  And  Concrete,  Pipe,  Recommendations 
For  Cast  fn  Place  Nonreinforced  *  May  81 

Concrete,  Portland  Cement,  Ball  Penetration  In  Fresh  *  30  Apr  82....... . . . 

Concrete,  Portland  Cement,  Fly  Ash  And  Raw  Or  Calcined  Natural  Poxrolon  Ofr 
Use  As  A  Mineral  Admixture  In  -  14JUN  85 

Concrete,  Portland  Cement,  Slump  Of,  Standard  Test  Method  For  -  30  Jun  1978 . 

Concrete,  Preformed  Expansion  Joint  Filler  For  (Bituminous  Type)  -  22  Nov  71  . 

Concrete,  Prestressed,  Steel  Strand,  Uncoated  Seven  Wire  Stress  Relieved  For  •  21 
Nov  1988 

Concrete,  Rail*s!ee!  Deformed  And  Plain  Borsfor  Reinforcement,  Stcndord 
Specification  For  -  21  Aug  87 

Concrete,  Ready-mixed  *  31  Oct  1986 . . . 

Concrete,  Recommended  Practice  For  Evaluation  Of  Strength  Test  Results  -  1977 
(Reopproved  83)  , 

Concrete,  Sampling  Freshly  Mixed  •  28  May  C2  . . . . . 

Concrete,  Slump  Of  Portland  Cement  *  30  Jun  78. . . . . 

Concrete,  Standard  Practice  For  Consolidation  Of  -  May  82 . . . « 

Concrete,  Standard  Practice  For  Curing  -  Aug  81  . . . . . . . . 

Concrete,  Steel,  &  Bituminous  Materials,  Standard  Recommended  Practice  For 
Inspection  A  Testing  Agencies  Fo:,  As  Used  In  Construction  •  29  Sep  72 
(Reopproved  1983) 

Concrete,  Structural  lightweight,  Selecting  Proportions  For  •  May  81 . . 

Concrete,  Structural,  Lightweight  Aggregatesfor-  27  Mor  87  . . 

Concrete,  Structural  Lightweight,  Unit  Weight  Of  •  26  April  85 . 

Concrete,  Surface  Preparation  Of,  For  Application  Of  Chemical-resistant  Resin 
Monolithic  Surfocings,  Standard  Practice  For  -  28  Aug  1981 
Concrete,  Unit  Weight,yield,  And  Air  Content(gravimetric)  Of  Concrete  26  Jnn  81.... 
Concretes  On  3asis  Of  The  Bond  Developed  With  Reinforcing  Steel,  Stondord  Test 
Method  For  Comparing  -  31  Oct  1986 

Concreting  Hot  Weather  -  Apr  83  1ST  Printing . . . 

Concreting,  Cold  Weather,  Standard  Specification  For  •  June  1987  . 

Concreting,  Cold  Weather,  Recommended  Practice  For  -  1  Aug  78 . . . 

Concreting,  Recommended  Practice  For  Cold  Wectf.er  -  1  Aug  78... . . 

Condenser  And  Heat-exchonger  Tubes,  Seamless  Nickel  And  Nickel  Alloy  -  27  Mor 
1986 

Condenser  Tube  &  Ferrule  Stock,  Copper  &  Copper  Alloy  Seamless  •  29  Jul  1988.... 
Condenser  Tubes  &  Ferrule  Stock,  Copper  8.  Copper  Alloy  Seamless  (Metric)  *  31 
Me r  86 

Condenser,  Air  Cooled,  REFRIGERANT-12 . 

Condenser,  Air  Cooled,  Refrigerant  12 . . . . . 

Condenser,  Laboratory,  Friedrichs  Type . . . . . . . . . 

Condenser,  Rating  Remote  Mechanical  Draft  Air  Cooled  Refrigent  •  1986 . 

Condenser,  Refrigerating,  Water  Cooled,  Refrigerant  12 . . . 

Condenser,  Refrigerating,  Water  Cooled,  Refrigerant  12. . . . . . 

Condenser,  Seamless  Nickel  Alloy,  And  Heat  Exchanger  Tubes  -  27  May  88 . 

Condenser,  Steom,  Surface  Naval  Shipboard . . . . . 

Condensers,  Remote  Mechanical-draft  Air  Cooled,  Standard  Far . 

Condiments,  Plastic  Collapsible  Tube  Pack  . . . . . . 

Conditioned  Dephoss  Modulation  (ABCA  639)  (Rel  To  Other  Than  OOD  Act  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Condom  (Prophylactic,  Natural  Rubber). . . . . . 

Condom,  Prophyloctic. . . . . . . . 

Condom,  Rubber  Contraceptive . . . . . . . 

Conductivity  Ceil . . . . . . . . . . 

Conductivity,  Thermol,  By  Cut  Oor  Apparatus  >  24  Nov  76  . . . . 

Conductor  Materials,  Electrical,  Resistivity  Of  -  28  Aug  87 . . . 

Conductor,  Bone  Cutiing  Wire  Saw  (Bailey)  . . . . . 

Conductor,  Bone  Cutting  Wire  Sow,  Bailey  . . . . . . . . . . 

Conductor,  Coated  Steel  Reinforced  (ACSR),  Concentric-loy-slranded  Aluminum, 
Standard  Specification  For  -  28  D*.c.o 
Conductor,  Concentric-lay-stranded  Alumln  )m-olloy  5005-H19,  Standard 
Specification  For  •  25  Jon  85 

Conductor,  Copper,  Rope  lay  Stranded,  Haying  Bunch  Stranded  Members,  For 
Electrical  Conductors  -  /5  A p-  1971W/D0D  Exceptions 
Conductor,  Copper,  For  Use  In  Hookup  Wire  For  Electronic  Equipment  •  29  Ju!  74  „ 
Conductor,  Copper,  Rope  Lay  Stranded,  Having  Concentric  Stranded  Members,  For 
Electrical  Conductors  -  15  Apr  71 

Conductor,  Copper,  Bunch  Stranded  For  Electrical  Conductors  -  15  Apr  71  W/DOD 
Exceptions 

Conductor,  Steel,  Concentric-lay-stronded  Copper  Clad,  Standard  Specification  For  - 
28  Dec  81 

Conductors,  Aluminum  1350,  Concentric-lay-stronded  -  28  Dec  1981 . . 

Conductors,  Concentric  lay  Stranded  Aluminum  Copper  Clod  Steel  Composite  -  15 
Apr  71 

Conduit  &  fittings,  Nonmetol,  Rigid,  (Asbestos  Cement  Or  Fire  Cloy  Cement),  (For 
Efectricol  Purposes) 

Conduit  &  Fittings,  Nonmetalllc,  Rigid,  Bituminixed  Fiber,  laminated  Wall . . 

Conduit  8>  Hope  Conduit,  Type  EB  8.  A  Rigid  PVC,  Standard  For  •  11  May  81  - 
First  Edition  (Cbg  Notice  3  Dtd  30  Sep?  88 
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Conduit,  Flexible,  Radio  Frequency  Shielding . . . . . . 

Conduit,  Metol,  Flexible,  Electrical,  Shielded  . . . . . . 
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Conduit,  Metol,  Flexible  . . . . . . . . . . . 

Conduit,  Raceway,  Metol,  And  Fitting,  Surface  . . . . . 

Conduit,  Rigid  Metal  (Ninth  Edition  First  Impression)  -  23  Oct  81(W/R£V  Pgs 
10/83 

Conduit,  Schedule  40  8.  80  Rigid  PVC,  Fourthedition  (Chg  Notice  2  Dtd  29  Oct  88) 

Cone&union  . . . . . . . . . . . . . . 

Cone.rclaosing,  Parachute  Pack . . . . . . 

Cone,  Felt  (Dental  Grinding  And  Polishing  Machine) . . . . . . . 

Cone,  Felt,  Dental  Grinding  And  Polishing  Machine.... . . . . . . . 

Cone,  Glass . . . . . . . . . . . . 

Cone,  Propeller  Hub,  Front... . . . . . . . . 

Core,  Propeller  Hub,  Reor . . . . . . . . . . 

Cones  And  Wheels,  Felt,  Dentol  Grinding  And  °o!ishing  Machine  . . . 

Configuration  Control  >  Engineering  Changes,  Deviations  &  Waivers . . 

Configuration  Control  ■  Engineering  Chonges,  Deviations  Ano'Waivers  (Short  Form) 
Configuration  Management  Practices  For  Systems,  Equipment,  Munitions,  And 
Computer  Progroms 

Configuration  Status  Accounting  Data  Elements  &  Related  Features . . . 

Connecotr,  Preform  Molded  Inserts,  For  Molded  Plugs,  Type  I . . . . . . . . 

Connecofrs,  Receptacle,  Multi-pin,  Type  V,  Seven*  And  Nine-conductor . . 

Connection  Assembly  -  Flexible,  Fluid,  Standard  Design  Of . . . 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cobles  (Navol  Shipboard 
Use)  General  Specification  For 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cobles  (Symbol  Numbers 

477.1  And  477.2) 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cables  (Symbol  Numbers 
478.2,  478.3,  478.4) 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cobles  (Symbol  Numbers 

479.1  And  479.2) 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cobles  (Symbol  Numbers 
480  3,  480.4,  480.5,  480.6,  480.7) 

Connection  End,  Solder-joint,  Refrigeration . . . . . 

Connection  Ena,  Internal  Flore,  Refrig. . . . . . . . . . . . . 

Connection  End,  Internal  Pipe  Thread,  Refrigeration . . . 

Connection,  Aircorft  Ground  Air  Conditioning,  5  Inch  Minimum  Requirements. . 

Connection,  Aircraft  Ground  Air  Conditioning,  8  Inch  Minimum  Requirements...... . 

Connection,  By-pbss  S-.Droin,  Standard  Specification  For  -  1982  . . . 

Connection,  Electrical,  Sotderiess  Wrapped . . . . . 

Connection,  Electrical,  Complaint  Pin  . . . . . 

Connection,  Electricol  Clip  Termination.. . . . . . . . . . . . . 

Connection,  End,  Externa!  Pipo  Thread  Refrigeration . . . . 

Connection,  End,  External  Flore,  Refrigeration . . . . . . 

Connection,  Ffexibler  Pipe  Loops  . . . . . . . . . . . . . 

Connection,  Ground  Leakage  Test,  Pressurized  Cabin,  Aircraft  (Asg)  . . . . . 

Connections  Fluid.  fnstoIIation  Procedures  Jt  Torques  For  .  15  Jo*>  80  ..  ...... 

Connections,  Hose,  Fire  And  Water . . . . . . . 

ConnecfionsrStandord  Practice  For  Use  Of  Branch  •  30  Jul  82...... . . . . 

Connector  PrinFed  Circuit  Subassembly  &  Accessories,  Plug  With  Socket  Contacts, 
3.917  Inches  Length,  2  Keying  Pins,  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connector  (Bayonet, -Threaded,  &  Breech-Coupling)  Enviro.  Resistant  Removable 
Crimp  ITHermeKc^Solder  Contacts,  Receptacle,  Dummy  Stowage,  8reecH  Coupling 
(MIL'C-38999,  Series-fv)  Metric 

Connector  4  Assemblies,  Electrical,  Aircraft  Grounding,  Plugs,  For  Types  I  &  II 
Grounding  Assemblies 

Connector  4‘Assemb!ie$,  Elecfrico!,  Aircraft  Grounding,  Receptacles,  One  Piece  ........ 

Connector  &  Assemblies,  Electricol,  Aircraft  Grounding,  Keceptodcs,  One  Piece ........ 
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Connector  &  Vacuum  Hose,  Photographic  . . . . . . . . . 

Connector  *  Bayonet,  Three  Pin,  Oxygen  Mosk  . . 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.,  Category  4C  (For 
M1UC5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3  And 
MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Nonenvironmentol,  Straight,  Shield 
Termination,  Category  3B  (For  Ml  1-C27599  Series  I  And  MIL-C-38999  Series  I 
And  li  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Non  Environmental,  Split  90  Deg., 

Shield  Termination,  Category  3B  (For  MIL-C-27599  Series  I  And  MIL-C-38999 
Series  I  And  li  Connectors) 

Connect?  Accessories.electrical,  Strain  Relief,  90,  Self-locking, category  4C  (For 
MIL-C-5015  Cnop,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3  And 
MIL-C-83723  Series  III  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  Siroight,  Category  4C  (For 
Ml 1*027599  Scries  I  And  MIL-C-38999  Series  1  And  li  Connectors) 

Connector  Accessories,  Electrical,  8ackshell,  Cable  Sealing,  Straight,  Category  1A 
(Fcr  MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MtL-C-81703  Series  3,  And 
MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Straight,  Self-locking,  Category  3B  (For 
MIL-C-38999  Series  lii  &  Iv  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  45  Deg.,  Self-locking,  Category  4C 
(For  MIL-C-38999  Series  lii  &  Iv  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.,  Self-locking,  Category  4C 
(For  MIL-C-38999  Series  lii  &  Iv  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Environmental,  Straight,  Shield 
Termination,  Category  2B  (For  MIL-C-27599  Series  I  And  MIL-C-38999  Series  I 
And  li  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Environmental,  Straight,  R&fi/e&mi, 
Category  2B  (For  MIL-C-38999  Series  lii  And  Iv  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Nonenvironmentol,  Straight,  Rfi/emi, 

C  ‘egory  3B  (For  MIL-C-38999  Series  lii  8,  Iv  Connectors) 

Connector  Accessories,  Electricol,  Straight,  RFI,  EMI,  Category  3B  (For  MIL-C-38999 
Series  lii  &  Iv  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Nonenvironmentol,  Straight,  Category 
3B  (For  MIL-C-38999  Series  lii  &  Iv  Connectors) 

Connector  Accessories,  Electricol,  Backshell,  Non  Environmental,  45  Deg.,  Shield 
Termination,  G:tego:y  3A  (For  MIL-C-5015  CRIMP,MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electricol,  Bocxshell,  Non  Environmental,  90  Deg.,  Shield 
Termination,  Category  3A  (For  MU-G60t5»-rimp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C83723  Series  lii  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Non  Environmental,  Straight,  Shield 
Termination,  Category  3A  (por  MIL-C-5015  Crimp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electricol,  Backshell,  Non  Environmental,  Straight,  Shield 
Termination,  Category  3A  (For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Non  Environmental,  Straight,  Category 
38  (For  MIL-C-27599  Series  I  And  MIL-C-38999  Series  I  And  li  Connectors) 
Connector  Accessories,  Electricol,  Backshell,  Non  Environmental,  Straight,  Shield 
Termination,  Cotegory  38  (For  Mll-C-83733  Connectors) 

Connector  Accessories,  Electrical,  Backshell,  Non  Environmental,  Straight,  Strain 
Relief,  Cotegory  3B  (For  MIL-C-27599  Series  I  And  MIL-C-38999  Series  I  And  li 
Connectors) 

Connector  Accessories,  Electricol,  Backshell,  Nonenvironmentol,  Straight,  Individual 
Shielded  Wire  Termination,  Category  3B  (For  MIL-C-27599  Series  I  And 
MIL-C-38999  Series  I  And  li  Connectors) 

Connector  Accessories,  Electrical,  8ackshell,  Non  Environmental,  Straight,  Category 
3B  (For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-817C3  Series  3  And 
MIL-C-83723  Series  lii  Connectors) 

Connec:or  Accessories,  Electrical,  Bockshell,  Non  Environmental,  90  Deg.,  Shield 
Termination,  Category  3C  (For  MIL-C-27599  Series  I  And  MIL-C-38999  Series  I 
And  li  Connectors) 

Connector  Accessories,  Electricol,  Back  Shell,  Non  Environmental,  Straight,  Shield 
Termination,  Cotegory  Sc  (For  MIL-C-27599  Series  I  And  MIL-C-38999  Series  1 
And  H  Connecto's) 

Connector  Acce'sories,  Electrical,  Bockshell,  Non  Environmental,  Threaded  Adapter, 
Category  3C  (For  MII-C-26482  Series  I  Jam  Nut  Receptacle  Connector) 

Connector  Accessories,  Uec:»*cot,  Strom  Relief,  45  Ocg.,  Cotegory  4C  (For 
MIL-C-27599  Series  I  And  MIL-C-38999  Series  I  And  li  Connectors) 

Connector  Accessories,  Electrical,  Ring,  Potting  Boot,  Category  5  (For  MIL-C-38999 
Series  I  Andii  Connectors) 

Connector  Accessories,  Electrical,  Adopter,  Shrink  Boot,  Category  5  (For 
MlL-C-22992  Connectors,  Classes  C,  J,  And  R) 

Connector  Accessories,  Electricol,  Adopter,  Shrink  Boot,  Cotegory  5  (For 
MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3  And 
MIL-C-83723  Series  lii  Connectors) 

Connector  Accessories,  Electricol,  Ring,  Potring  Boot,  Cotegory  5  (For  MIL-C-27599 
Connector) 

Connector  Accessories,  electricol.  Adopter,  Shrink  Boot,  Category  5  (For 
MIL-C-27599  Series  I  And  MIL-C-38999  Series  I  And  li  Connectors) 
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MIL-C-85049/38A 

5935 

85 

03  Mar 

83 

CR 

AS 

85 

M'L-C-38999  Series  lii  S>  lv  Connectors) 

Connector  Accessories,  Electrical  General  Specification  For . . . . . . 

MIL-085049 

SUPP  1 

NOTICE  1 

5935 

AS 

16  Jan 

so 

CR 

AS 

85 

85 

Connector  Accessories.electrical,  Strain  Relief,  Straight,  Self-locking,  Category  4C 

MIL-C-0085049B/38 

5935 

85 

26  Jan 

87 

(For  MIL-C-38999  Series  111  And  IV  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.  Category  4B  fFor 

MIL-C-85049/39A 

5935 

85 

04  Mor 

83 

CR 

AS 

85 

MIL-C-38999  Series  lii  &  lv  Connectors) 

Connector  Accessories, electrical,  Stroin  Relief,  90,  Self-locking.cotepory  4C  (For 

MIL-C-0085049/3? 

5935 

85 

26  Jt-n 

87 

85 

MIL-C-38999  Series  III  And  IV  Connectors) 

Connecter  Accessories,  Electrical,  Strain  Relief,  Straight,  Category  4C  (For 

Mll-C-85049/41 

5935 

AS 

16  Jan 

80 

CR 

AS 

85 

MlL-C-5015  Connectors  And  MIL-C-5015  Connector  Accessories) 

Connector  Accessories,  Electricol,  Strain  Relief  Straight,  Category  4A  (For 

MIL-C-85049/.42 

5933 

AS 

16  Jan 

80 

CR 

AS 

85 

MIL-C-5015  Solder  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  45  Deg.,  Cotegory  4A  (For 

MIL-C-S5049/43 

5935 

AS 

16  Jen 

80 

CR 

AS 

85 

MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  Mll-C-81703  Seriel  3,  And 

Mll-C-83723  Series  lii  Ccmnedors) 

21  Nov 

86 

CR 

AS 

85 

Connector  Acce:sories,  Electricol,  Stroin  Relief,  Straight,  Cotegory  4C  (For 

MIL-C-85049/44A 

5935 

85 

MIL-C-83733  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  Stroight,  Category  4B  fFor 

MIL-C-85049/52 

5935 

AS 

16  Jan 

80 

CR 

AS 

85 

MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  Mll-C-81703  Senes  3,  And 

Mll-C-83723  Series  lii  Connecto.-' 

16  Jan 

80 

CR 

AS 

85 

Connector  Accessories,  Electricol,  Bockshe'l,  Coble  Seoling,  Straight,  Grounding 

M1L-C-85049/I 

5935 

AS 

(Without  Stroin  Relief),  Category'  4C  (For  MIL-C-5015  Solder  Connectors) 

Connector  Accessories,  Electricol,  Backshell,  Coble  Sealing,  Straight,  Category  4C 

MIL-G85049/2 

5935 

AS 

16  Jon 

80 

CR 

AS 

85 

(For  MIL-C-5015  Solder  Connectors) 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.,  Nonmetollic,  Cotegory  4C 

m:1-C-85049/46B 

5935 

85 

13  Jan 

89 

CR 

AS 

85 

(For  M1L-C-27599  Series  1  And  MIL-C-38999  Series  1  And  li  Connectors) 

NOTICE  1 

AS 

85 

Connector  Accessories,  Electricol,  Strain  Relief,  90  P*c.,  Cotegory  4C  (For 

MIL-C-85049/47A 

5935 

85 

26  Jan 

87 

CR 

MIL-C-27599  Series  1  And  Mll-C-38999  Series  1  At*J  li  Connectors) 

Connector  Accessories,  Electrical,  Stroin  PeKef,  Straight,  Cotegory  4C  (For 

MIL-C-85049/48A 

5935 

EC 

20  Jon 

88 

CR 

EC 

85 

MIL-C-24303  Connectors) 

Connector  Accessories, electricol,  Stroin  Relief,  Stroight,  Self-locking  And 

MIL-O85049/49B 

5935 

85 

26  Jon 

8/ 

CR 

AS 

85 

Nonself-locking,  Cotegory  40  (FORMIL-C-38999  Series  1  And  li  Connectors 

Connector  Accessories,  Electricol,  Stroin  Relief,  90  Deg.,  Category  4C  (For 

MIL-C-85049/50A 

5935 

EC 

20  Jon 

88 

CR 

EC 

85 

MlL-C-24308  Connectors) 

Connector  Accessorie*,  Elec tricol, -Strain  Relief,  90  Deg.,  Category  4C  (For 

MIL-C-85049/51 

5935 

AS 

16  Jon 

80 

CR 

AS 

85 

MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3  And 

M'L-C-83723  Series  lii  Connectors) 

80 

CR 

AS 

85 

Connector  Accessories,  Elec  fried,:  Stroin  Relief,  Straight,  Category  4C  (For 

MII.-O85049/53 

5935 

AS 

16  Jan 

Mll-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C  81703  Series  3  And 

MIL-C-83723  Series  lii  Connectors) 

80 

CR 

AS 

85 

Connector  Accessories,  Electrical,  Strain  Relief,  45  Deg.,  Category  4C  (For 

Mll-C-85049/54 

5935 

AS 

16  Jan 

MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3  And 

Mll-C-83723  Series  lii  Connectors) 

83 

CR 

EC 

85 

Connector  Accessories,  Electrical,  Bockshel',  Coble  Seoling,  Straight,  Category  1A 

MIL.C-85049/3A 

5935 

EC 

28  Jun 

(For  MIL-C-22992  Connectors,  Classes  C,  J,  And  R) 

Connector  Accessories,  Electrical,  Bockshell,  Coble  Seoling,  Straight,  Step  Up, 

MIL-C-85049/4A 

5935 

EC 

28  Jun 

88 

CR 

EC 

85 

Category  1A  (For  MIL-C-22992  Connectors,  Classes  C,  J,  And  R) 

Connector  Accessories,  Electricol,  Bockshell,  Cable  Seoling,  Straight,  Step  Down, 

MIL-C-85049/5A 

5935 

EC 

28  Jun 

88 

CR 

EC 

85 

Category  1A  (For  MIL-C-22992  Connectors,  Classes  C,  J,  And  R) 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Seoling,  45  Deg.,  Shield 

MIL-C-85049/6 

5935 

AS 

16  Jon 

80 

CR 

AS 

85 

Termination,  Category  1A  (For  MIL-C-5015  Cr*mp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  lii  Connectors) 

80 

CR 

AS 

05 

Connector  Accessories,  Electricol,  Bockshell,  Cable  Sealing,  45  Deg.  Cotegory  1A 

Mll-C-85049/7 

5935 

AS 

16  Jan 

(For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3,  And 
MIL-C-83723  Series  lii  Connectors) 

80 

CR 

AS 

85 

Connector  Accessories,  Electricol,  Bockshell,  Cable  Sealing,  90,0eg.,  Shield 

Mll-C-85049/8 

5935 

AS 

16  Jan 

Termination,  Category  1A  (For  MIL-C-5015  Ciir.tp,  MIL-C-26482  Series  2, 
Mll-C-81703  Series  3,  And  Mll-C-83723  Series  lii  Connectors) 

80 

CR 

AS 

85 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Seoling,  90  Deg.,  Category  1A 

MIL-C-85049/9 

5935 

AS 

16  Jan 

(For  Mll-C-5015  Crimp,  MIL-C-26482  Seris:  2,  Mll-C-81703  Seriel  3,  And 
Mll-C-83723  Series  lii  Connectors) 
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ALPHABETICAL  LISTING 


TITLE 


Connector  Accesjorie*,  Electrical,  8ackshelt,  Cable  Seoling,  Straight,  Shield 
Termination,  Category  1A  (For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2, 
MlL-C-81703  Series  3,  And  MIL-C-83723  Series  lit  Connectors) 

Connector  Acessories,  Electrical,  Strain  Relief,  90,  Self  Locking,  Category  4B  (For 
MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MlL-C-81703  Series  3  4  MIL-C-83723 
Series  lii  Connectors) 

Connector  Acessories,  Electrical,  Strain  Relief,  Straight,  Self-locking,  Category  4B 
(For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MlL-C-81703  Series  3  4  MIL- 
C-83723  Series  lii  Connectors) 

Connector  Acessories,  Electrical,  Backshell  Straight,  Self-locking,  Category  3B  (For 
MII-C5015  Crimp,  MIL-C-26482  Series  2,  MlL-C-81703  Series  3  4  MIL-C-83723 
Series  lii  Connectors) 

Connector  Adopter,  Class  I  (Coaxiol,  Series  Twin),  Type  0G-493A/U  (Inactive) . . 

Connector  Adapter,  Right  Angle,  Rfi  Shielded,  Electric  Connector  To  Electric 
Connector 

Connector  Adapter,  Class  1  (Coaxial,  Series  Twin),  Type  UG-981/U . . . 

Connector  Adapter,  Cass  li  (Coaxial,  Series  Twin),  Type  UG-1058/U  . , . 

Connector  Adapter,  Class  li  (Coaxial,  Series  Twin),  Type  UG-1059/U  . . . . 

Connector  Assembly,  Male,  Flow  Control  And  Quick  Disconnect . . . . 

Connector  Assemblies;  Plugs  And  Receptades.electric  Power  Tronsf  6r,  Shore  To 
Ship  And  Ship  To  Ship,  General  Specification  For 
Connector  Assembly  4  Thermocouple  Lead . . . . . . . 

Connector  Assemblies;  Plug,  Power  Transfer,  Shore  To  Ship  And  Shipto  Ship,  500 
Volts,  500  Amperes,  60  Hertz,  Symbol  Number  1160 

Connector  Assembly . . . . . . . . . 

Connecror  Assemblies,-  Receptacle  And  Receptode  -  Cabled,  Power  Tronsfer,  Shore 
To  Shipand  Ship  To  Ship,  50C  Volts,  500  Amperes,  60HERTZ,  Symbol  Number 
1161 

Connector  Assemblies;  Plugs  4  Receptacles,  Electric,  Power  Transfer,  Shore  fo  Ship 
4  Ship  To  Ship,  500  Volts,  500  Amperes,  60  Hertz,  Symbol  Numbers  1162.1, 
1162.2  4  1162.3 

Connector  Assemblies  For  Bomb  Rock  Electric  Fuzing  Provisions . .  . . . 

Connector  Assemblies;  Ouol  Purpose,  Submarine  Shore  Power  Tronsfer  (AC)  And 
DSRV  Battery  Charging  (DC),  3C3VOLTS,  400  Amperes,  6  0  Hertz,  Three-phase 
Symbols  1150  4  1150.1 

Connector  Coaxial  R^dlo  Frequency  Strip  Or  Microstrip  Transmission  Line  Series 
SMA  (Socket  Contact  Flange  Mounted  Receptacle 
Connector  Component  Port,  Electrical  Back  Plane,  Printed  Wiring,  Generol 
Specification  For 

Connector  Component  Port,  Electrical  Bock  Plane,  Printed  Wiring  Compliant  Pin.. . 

Connector  Contact,  Electrical  Socket,  Crimp  Removoble,  For  MIL-C-85028\AS) 
Connectors 

Connector  Confad,  Electrical,  Pin,  Crimp  Removoble,  For  MIL-C-85028(AS) 
Connectors 

Connector  Electrical,  Circular  Threaded,  High  Density,  High  Shock  Shipboard,  Class 
D  Generol  Specification  For 

Connector  Electricol,  Circular,  Min'oture,  High  Density,  Quick  Disconnect  (Bayonet, 
Threoded  &  Breech  Coupling),  Envr.  Resistant  Removoble  Crimp  &  Hermetic 
Solder  Contacts  Receptode  Dummy  Stowage,  Bayonet  Coupling 

Connector  Kit,  Splice,  Single  Wire...... . . . 

Connector  Mounting  To  Connectors,  Mounting  Nuts,  Plain,  Hexagon.........*....*... . . 

Connector  Plug,  Elec,  Coaxiol,  Rodio  Frequency,  Ser.n  (Socket  Contact,  Semirigid, 
Cofcle.dass  2)  Use  With  MlL-C-28830/3> 

Connector  Plug,  Attachable  External  Electric  Power,  Aircraft,  28  Volt  Dc  Operating 
Power 

Connector  Plug,  Thermal  Releasing . . . . . . . 

Connector  Plug,  Electrical  And  Connector  Receptacle,  Electricol . . . . 

Connector  Plug,  Electricol,  Self  Locking,  Coupling  Nut,  Rear  Release,  Crfrrp  Contact, 
AN  Type 

Connector  Set,  Electrical,  Hermetically  Seoled,  Submarine . . . . 

Connector  Set,  Header  Assembly  -  15  Pin  . . . . . . . . . 

Connector  Set,  Header  Assembly,  6  PIN . . . . . . . . 

Connector  Set,  Hecder  Assembly,  19  Pin . . . . . . . . 

Connector  Set,  Header  Assembly,  12-PIN.,.. . . . . . . 

Connector  Set,  Header  Assembly  44-PIN  . . . . . . . . . . . 

Connector  Set,  Header  Assembly,  208  Pin  (45  Deg.  Orientation)  . . . . . 

Co'vtecto''  $*».  8e<?der  A«$*mHly4  138-PIN  ,  , . . . .  . . . . . 

Connector  Set,  Header  Assembly  208-PIN  (310  Deg.  Orientation)  . . . 

Connector  Set,  Heoder  Assembly,  72-PIN . . . . . . . . . 

Connector  Set,  Header  Assembly,  175-PIN . . . . . . . . . . 

Connector  Set,  Plug  Assembly,  138-PJN,  Comportment  Side  . . . . . . . 

Connector  Set,  Plug  Assembly,  3  Pin,  Missile  Side.... . . . . 

Connecter  Set,  Plug  Assembly,  19  Pin,  Compartment  Side . . . . . 

Connector  Set,  Plug  Assembly,  19  Pin,  Missile  Side... . . . . . . 

Connector  Set,  P/ug  Assembly,  12  Pin,  Comportment  Side . . . . . . 

Connector  Set,  Plug  Assembly,  6-PIN,  Missile  **'de  .......................  . . . . 

Connector  Set,  Plug  Assembly,  6-PJN,  Missile  Side,  Right  Anglo 

Connector  Set,  Plug  Assembly,  6-PfN  Comportment  Side . . . 

Connector  Set,  Plug  Assembly,  208-PIN,  Missile  Side,  (45  Deg.  Orientation)  „.nni.M. 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-C-85049/10 

5935 

AS 

16  Jon  80 

CR  AS  85 

MII-C-0085049751A 

5935 

85 

21  Nov 

86 

85 

MII-C-0085049/52A 

5935 

85 

21  Nov 

86 

85 

MIL>C*0085049/31 

5935 

85 

21  Nov 

86 

85 

MIL.C-3655/48  (2) 

5935 

CR 

16  Sep 

82 

CR 

EC 

85 

0 

MIL-C-81582/5A 

5935 

AS 

05  Nov 

75 

CR 

AS 

99 

MIL-C-3655/5B 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 
MIL-C-3655/7B 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 
MIL-C-3655/8B 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MS-90350A 

8475 

AS 

15  Apr 

83 

AS 

Q  L 

MIL-C-24368B 

5935 

SH 

25  Mor 

87 

SH 

5UPPL  1 

AN5537 

REV  1 

5935 

85 

05  Aug 

86 

AS 

85 

L 

MIL-C-243 68/18 

5935 

SH 

25  Mor 

87 

SH 

L 

MIL-C-48197 

NUORAR 

26  Sep 

72 

AR 

L 

MILC-24368/2B 

5935 

SH 

25  Mor 

87 

SH 

L 

MIL-C-24368/4A 

5935 

SH 

25  Mor 

87 

YD 

L 

MIL-C-61842A 

1095 

AS 

01  Sep 

76 

AS 

L 

MIL-C-24368/6 

5935 

SH 

25  Mor 

87 

SH 

MIL-C-83517/10  (1) 
NOTICE  1 

5935 

85 

27  Feb 

e? 

CR 

EC 

85 

Qt 

MIL-C-28859A  (2) 

5935 

SH 

23  Jul 

85 

SH 

l 

MIL-C-28859/1B 

5935 

SH 

16 

82 

SH 

L 

MIL-C*39029/69B 

5935 

AS 

21  Aug 

81 

AS 

L 

Mll-C-39029/,’08 

5935 

AS 

21  Aug 

81 

AS 

l 

MIL-C-28840A  (3) 

SUPP  1 

5935 

EC 

25  Jun 

84 

EC 

Mll-C-38999/9 

NOTICE  1 

5935 

85 

30  Dec 

86 

CR 

AS 

85 

L 

MIL-C-82632A 

1355 

OS 

28  Nov 

83 

OS 

MS-3186D 

*935 

AS 

06  Apr 

84 

CR 

AS 

85 

l 

MII-C-39012/118A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

MS-25488F 

5935 

/S 

12  Mar 

80 

CR 

AS 

85 

l 

Mll-C-45888  (3) 

1190 

AR 

16  Moy 

73 

AR 

l 

M'l.C-48811 

NUORAR 

09  Jun 

75 

AR 

MS-3459C 

5935 

AS 

22  Jon 

76 

CR 

AS 

85 

L 

MII-C-22249A  (2) 

5935 

SH 

21  Oct 

74 

SH 

l 

MIL-C-22249/3 

5935 

Sri 

19  Apr 

68 

SH 

l 

MIL-C-22249/4) 

5935 

SH 

19  Apr 

68 

SH 

l 

Mll-C-22249/35 

5935 

SH 

19  Apr 

68 

EC 

L 

Mll-C-22249/38 

5935 

SH 

19  Apr 

68 

EC 

l 

Mll-C-22249/6 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/27A 

5935 

SH 

15  Aug 

77 

SH 

l 

MIL-C-22249/18 

5935 

SH 

19  Apr 

68 

SH 

l 

Mll-C-22249/288 

5935 

SH 

15  Aug 

77 

SH 

l 

MIL-C-22249/13 

5935 

SH 

19  Apr 

68 

SH 

l 

MiL-C-22249/21 

5935 

SH 

19  Apr 

68 

SH 

L 

Mll-C-22249/14 

5935 

SH 

19  Apr 

68 

SH 

l 

MIL-C-22249/33A 

5935 

SH 

15  Aug 

77 

SH 

L 

MIVC-22249/348 

5935 

SH 

15  Aug 

77 

SH 

l 

M'<-C-22249/363 

5935 

SH 

15  Aug 

77 

SH 

l 

MII-C-22249/37A 

5935 

SH 

15  Aug 

77 

SH 

1 

MII-C-22249/42A 

5935 

SH 

15  Aug 

77 

SH 

l 

MIL-C-22249/43 

5935 

SH 

19  Apr 

68 

SH 

l 

MIL-C-22249/40A 

5935 

SH 

15  Aug 

77 

sri 

l 

M».-C-22249/29A 

5935 

SH 

15  Aug 

77 

SH 
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ALPHABETICAL  LISTING 


TITU 

Connector  Set,  Plug  Assembly  208-PIN,  Missile  Side  {310  Deg.  Orle*.  -don . . 

Connector  Set,  Plug  Assembly,  3-PIN,  Comportment  Side  . . . . 

Connector  Set,  Plug  Assembly,  138-PIN,  Comportment  Side  . . . . . 

Connector  Set,  Plug  Assembly,  44-PIN,  Comportment  Side  . . . . . 

Connector  Set,  Plug  Assembly,  44-PIN,  Misste  Side . . . . 

Connector  Set,  Plug  Assembly  15-PIN,  Comportment  Side........ . . . . . . 

Connector  Set,  Plug  Assembly,  15-PIN  Missile  Side... . . . 

Connector  Set,  Plug  Assembly,  138-PIN,  Missile  Side  . . . . 

Connector  Set,  Plug  Assembly,  138-PIN,  Missile  Side  . . . . . . . 

Connector  Set,  Plug  Assembly,  175-PIN,  Compartment  Side  . . . . . . . . 

Connector  Set,  Plug  Assembly,  175-PIN,  Missile  Side  . . . . . . . 

Connector  Set,  Plug  Assembly,  208-PIN,  Comportment  Side  . . 

Connector  Set,  Plug  Assembly  72-PIN,  Compartment  Side. . . . . . 

Connector  Set,  Plug  Assembly,  72-PIN,  Compartment  Side  . . . . . 

Connector  Set,  Plug  Assembly,  72  Pin,  Compart  Side  . . . . . 

Connector  Set,  Plug  Assembly  72  Pin,  Missile  Side . . . 

Connector  Set,  Plug  Assembly,  72  Pin,  Missile  Side.. . . . . . 

Connector  Set,  Plug  Assembly,  72-PIN,  Missile  Side  . . . . 

Connector  Set,  Spanner  Wrench  Assembly  For  44  And  72-PIN  Umbilical  Plug 
Coupling  Nuts 

Connector  Set,  Spanner  Wrench  For  208  Pin  Plug,  Missile  Side . . . 

Connector  Set,  Spanner  Wrench  For  3,  6,  12,  And  19  Pin  Plug,  Missile  Side . . 

Connector  Set,  Spanner  Wrench  Assembly  For  138-AND  175-PIN,  Umbilico!  Plug 
Coupling  Nuts 

Connector  Set,  Watertight  Header  Cover  Assembly  For  15-PIN  Umbicicol  Plug . . 

Connector  Set,  Watertight  Cover  Assembly,  208  Pin  Header  Assembly . . 

Connector  Sets,  Header  Assembly,  3  Pin . . . . . . . 

Connector  Sets,  Plug  Assembly,  12  Pin,  Compartment  Side . . . . . . 

Connector  Shield,  Electrical  (Coaxial,  Series  Twin),  Type  MX» 1556/U . . . 

Connector  Shield,  Electrical  (Coaxial,  Series  Twin),  Type  UG*106/U . . . 

Connector  Systems,  Separable  Insulated,  For  Power  Distribution  Systems  Above 
600V(22  Mar  85) 

Connector  Tubes,  Hydraulic  Component,  General  Specification  For . . . 

Connector  Tubes,  Preferred  Sizes, valves  And  Subplates., . . . . . 

Connector.occessories,  Electricol,  Strain  Relief,  Straight,  Nonmefollic,  Category  4C 
(For  MIL-C-27599  Series  I  And  MIL-C38999  Series  I  And  li  Connectors) 
Connector&plug,  Electrical  Coble  Mounting  . . . . 

Connector&plug,  Electricol,  Straight . . . . . . 

Connedor&receptacle,  Electrical,  Hermetic,  Jam  Nut,  Reor  Mounting  . 

Connector&receptocle,  Electricol,  Hermetic,  Jam  Nut,  Front  Mounting . 

Connector&receptacb,  Electrical,  Wall  Mounted . . . . . . . 

Connector-plug,  Electricol,  90  Deg . . . . . . . . . 

Connector-plug,  Electrical  45  Deg.......... . . . . . 

Connector,  Adapter,  Series  HN,  Type  UG-212C/U . . . 

Connector,  Adopter,  RFI  Shielded,  Coble  To  Electric  Connector....... . 

Connector,  Adopter,  For  Molded  Plug,  Type  li,  Three*  And  Four-conductor . 

Connector,  Adopter  Assembly,  Umbilicol  Coble  To  Stores  Interface,  Lanyard  Release 

Connector,  Adopter,  For  Molded  Plug,  Type  li.  Seven-conductor . . 

Connector,  Adopter  Electric  . . . . . . . 

Connector,  Adopter,  For  Molded  Plug,  Type  li.  Nine-conductor . . . . 

Connector,  Adopter  Assembly,  Umbilicol  Coble  To  Stores  Interface,  lonyard  Release 
Connector,  Adopter  Assembly,  Umbilicol  Coble  To  Stores  Interface,  lanyord  Release 

Connector,  Adopter,  Straight,  Electric  . . . . . . 

Connector,  And  Associated  Fitting  For  Flexible,  Solid  dielectric.  Radio-frequency 
Cables, 

Connector,  Audio,  Airborne,  General  Specification  For . . . . . 

Connector,  Audio,  Airborne,  Plug,  4  Contact . . . . . . 

Connect  or.  Audio,  Airborne,  Plug,  Miniature,  4  Contact  . . . 

Avd‘0,  A*»bome,  Jack,  Cable,  4  Contest . . . .  .............. 

Connector,  Audio,  Airborne,  Jack,  Panel  Mount,  4  Contact . . . . . . 

Connector,  Audio,  Airborne,  Jack,  Switch,  4  Contact  . . . . . . 

Connector/fiottery  Cel!,  Offset  . . . . . . 

Connector,  Battery  Cell,  Straight  . . . . . . . . . 

Connector,  Battery  Cell,  Curved . . . . . . . . . . 

Connector,  Breakaway,  Efeclro-mechoniccl . . . . 

Connector,  Bridle  Line  (Sheave  Type). . . . . . . . . 

Connector,  Coble,  Tube  Door,  Mk  42  Mod  1..... . . . . . . . . 

Connector,  Coble  Outlet,  Electricol,  General  Purpose,  Hospital  Grade  Coble 
Connecting,  Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Her 
Connector,  Cable  Outlet,  Electricol,  Midget  locking,  Specific  Purpose,  Grounding,  2 
Pole,  3  Wire,  15  Amperes,  125  Volts 


OOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


L 

MIL-C-22249/30A 

5935 

SH 

15  Aug 

77 

SH 

i 

MIL-C-22249/3IA 

5935 

SH 

15  Aug 

77 

SH 

l 

MIL-C-22249/15 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/4 

5935 

SH 

.9  Apr 

68 

SH 

i 

Mll-C-22249/5 

5935 

SH 

19  Apr 

68 

SH 

t 

Mlt-C-22249/1 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/2 

5935 

SH 

19  Apr 

68 

SH 

l 

Mll-C-22249/16 

1935 

SH 

19  Apr 

68 

SH 

l 

MIL-C-22249/17 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/19 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/20 

5935 

SH 

19  Apr 

68 

SH 

t 

MIL-C-22249/26A 

5935 

SH 

15  Aug 

77 

SH 

L 

MII-C-22249/7A 

5935 

SH 

15  Aug 

77 

SH 

i 

MIL-C-22249/8 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/9 

5935 

SH 

19  Apr 

68 

SH 

L 

MII.-C-22249/10 

5935 

SH 

19  Apr 

68 

SH 

L 

MII-C-2J249/11 

5935 

SH 

19  Apr 

68 

SH 

L 

Mll-C-22249/12 

5935 

SH 

19  Apr 

68 

SH 

i 

Mll-C-22249/23 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-2/249/44 

5935 

SH 

09  Aug 

68 

SH 

L 

MII-C-22249/45B 

5935 

SH 

15  Aug 

77 

EC 

L 

MIL-C-22249/24 

5935 

SH 

19  Apr 

68 

SH 

L 

MIL-C-22249/25 

5935 

SH 

19  Apr 

68 

SH 

i 

MIL-C-22249/46A 

5935 

SH 

15  Aug 

77 

SH 

l 

MIL-C-22249/32A 

5935 

SH 

15  Aug 

77 

SH 

L 

MIL-C-22249/39A 

5935 

SH 

15  Aug 

77 

SH 

MIL-C-3655/10A 

5935 

CR 

17  Jun 

77 

CR 

EC 

85 

MIL-C-3655/11B 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

IEEE  386-86 

6150 

YD 

23  Nov 

87 

ME 

YD 

L 

MIL-C-24714 

4810 

SH 

27  Jon 

89 

SH 

i 

MlL-C-24714/1 

4810 

SH 

26  Jan 

89 

SH 

MH-C-S5049/45A 
NOTICE  1 

5935 

85 

13  Jan 

89 

CR 

AS 

85 

i 

MS-242358 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

i 

MS-24236B 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

i 

MS-24240B 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

i 

MS-24241  B 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

i 

MS-24234B 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

i 

MS-24237B 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

L 

MS-242308 

5935 

85 

30  Jon 

87 

85 

NOTICE  1 
MIL-C-3643/4A 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

Q 

MIL-C-81582/4B 

5935 

AS 

05  Nov 

75 

CR 

AS 

99 

L 

MIL-C-24231/15D 

5935 

SH 

15  May 

87 

SH 

Q 

MII-C-81582/6A 

5935 

AS 

05  Nov 

76 

CR 

AS 

99 

l 

Mll-C-24231/160 

5935 

SH 

15  May 

87 

SH 

l 

MS-3136 

NOTICE  1 

5935 

AS 

06  Aug 

74 

AS 

L 

Mll-C-24231; 

5935 

SH 

15  May 

87 

EC 

0 

MIL-C-81582/7A 

5935 

AS 

05  Nov 

75 

CR 

AS 

99 

l 

MIL-C-81582/8B 

5935 

AS 

05  Nov 

75 

AS 

0 

MIL-C-81511/14D  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

L 

MIL-C-21367E 

SUPPL  1 

5935 

SH 

18  Ocl 

85 

SH 

L 

Mll-C-91778  (2) 

5935 

85 

12  Sep 

88 

85 

i 

MII-C-9177/1B 

5935 

85 

12  Sep 

88 

85 

MIL-C-9177/2A 

NOTICE  1 

5935 

85 

27  Feb 

87 

85 

i 

MiL-C-9  i  77  /35 

5935 

85 

12“Apr 

84 

55 

i 

MIL-C-9177/4B 

5935 

85 

12  Sep 

88 

85 

L 

Mll-C-9177/58 

5935 

85 

12  Sep 

88 

85 

L 

MS-273088 

6140 

80 

26  May 

77 

99 

i 

MS-27309A 

6140 

80 

26  May 

77 

99 

i 

MS-273I0A 

6140 

80 

26  May 

77 

99 

i 

MIL-C-18832  (2) 

5935 

OS 

17  Feb 

88 

OS 

MIL-C-145I8D 

5420 

ME 

24  Sep 

85 

ME 

L 

MIL-C-82631 

1355 

OS 

29  Mor 

74 

OS 

W-C-596/14C 

5935 

/ES 

06  Ocl 

80 

CR 

YD 

85 

ES 

W-C-596/76A 

5935 

/ES 

24  Moy 

76 

CR 

YD 

85 

ES 

186 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Connector,  Coble  Outlet,  Electrical,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire, 

W-C-596/70A 

5935 

/ES 

24  May 

76 

CR 

YD 

85  ES 

30  Amperes,  125  Volts 

Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  Single,  Generalgrade, 

W-C-596/79B 

5935 

*ES 

07  Aug 

81 

CR 

YD 

85 

Grounding,  Locking,  2  Pole  3  Wire,  30  Amperes,  250  Volts,  50/60  Hertz 

Connector,  Cable  Outlet,  Electrical,  General  Purpose,  Generol  Grade,  Grounding  2 

W-C-596/67B 

5935 

/ES 

07  Aug 

81 

CR 

YD 

85 

Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz 

Connector,  Cable  Outlet,  Electrical,  Generol  Purpose,  General  Grade,  Grounding,  2 

W-C-596/74B 

5935 

/ES 

07  Aug 

81 

CR 

YD 

85 

Pole,  3  Wire,  15  Amperes,  277  Volts  Ac,  50/60  Hertz 

Connector,  Coble  Outlet,  Electrical,  Genera!  Purpose,  Coble  Connecting,  Grounding, 

W-C-596/18B 

5935 

/ES 

06  Oct 

80 

CR 

YD 

85  ES 

2  Pole,  3  Wire,  15  Amperes,  250  Volts 

Connector,  Coble  Outlet,  Electrical,  Specific  Purpose,  Single,  Grounding,  Locking,  2 

W-C-596A/150A 

5935 

/ES 

03  May 

88 

CR 

YD 

85 

Pole,  3  Wire,  30  Amperes,  28  Volts,  Direct  Current 

Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  Coble  Connecting,  Generol 

W-C-596/61B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

Grade,  Locking,  4  Pole,  4  Wire,  20  Amperes,  3  Phase  Wye,  120/208  Volts, 

50/60  Hertz 

85 

Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  General  Grode,  Midget 

W-C-596/50B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

Locking  Coble  Connecting,  3  Foie,  3  Wire,  15  Amperes,  125/250  Volts,  50/60 

Hertz 

85  ES 

Connector,  Coble  Outlet,  Electrical,  Special  Purpose,  Coble  Connecting,  Grounding, 

W.C-596/138A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

4  Pole,  5  Wire,  20  Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y 

Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  Single,  Grounding,  Locking,  2 

W-C-596/153A 

5935 

/ES 

03  May 

88 

CR 

YD 

85  ES 

Pole,  3  Wire,  30  Amperes,  120  Volts,  400  Hertz,  1  Phase 

Connector,  Cable  Outlet,  Electrical,  General  Purpose,  Coble  Connecting,  General 

W.C-596/53B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

Grode,  3  Pole,  3  Wire,  15  Amperes,  125  Volts,  10  Amperes,  250  Volts,  50/60 

Hertz 

Connector,  Coble  Out*et,  Electrical,  Specific  Purpose,  Cable  Connecting,  Locking, 

W-C596A/156A 

5935 

/ES 

03  May 

88 

CR 

YD 

85 

Grounding,  3  Pole,  4  Wire,  30  Amperes,  120  Volts,  400  Hertz,  3  Phase 

Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  Cable  Connecting,  Locking 

W-C-596/159A 

5935 

/ES 

03  May 

88 

CR 

YD 

85  ES 

Grounding,  4  Pole,  5  Wire,  30  Amperes,  120/203  Volts,  3  Phase  Y,  400  Hertz 
Connector,  Cable  Outlet,  Electrical,  Specific  Purpose,  Cable  Connecting,  General 

W-C-596/48B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

Grode,  Locking,  3  Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Cannula,  Hemodialysis  . . . . . . . . . . 

A-A-51385 

6515 

MB 

09  Apr 

86 

MD 

MS 

03 

Connector,  Coaxial,  Radio  Frequency  Series  N  (Plugs  &  Jacks,  Semirigid  Cable, 

L  MIL-C-39012/117  (1) 

5935 

EC 

13  Jon 

83 

EC 

Male,  Class  2)  (For  Use  With  MIL-C.28830/3) 

Connector,  Coaxial,  Radio  Frequency,  Series  HN,  Associated  Fittings  General 

MIL-C-3643A  (3) 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

Specification  For 

SUPP  1A 

NOTICE  1 

Connector,  Coaxial,  Radio  Frequency,  Strip  Or  Microstrip  lronsmission  Line,  Series 

MIL-C.83517/11  (1) 

5935 

85 

27  Feb 

87 

CR 

EC 

85 

SMA  (Pin  Contact,  Flange  8.  Mounted  Receptacle) 

NOTICE  1 

EC 

85 

Connector,  Coaxial,  Radio  Frequency  (Series  N  (Uncobled)  •  Receptacles  -  Jam  Nut 

MIL-C-39012/4C  (2) 

5935 

CR 

16  Aug 

88 

CR 

And  Flange  Mounted,  Socket  Contoct,  Class  2( 

NOTICE  1 

EC 

85 

Connector,  Coaxial,  Radio  Frequency,  Series  LC . 

MIL-C-3650A  0) 

SUPP  1A 

5935 

EC 

16  Jan 

64 

CR 

Connector,  Coaxial,  Radio  frequency,  Series  TPS . 

L  MIL-C-55235 

5935 

CR 

31  Aug 

88 

CR 

NOTICE  1 

Connector,  Coaxial,  Radio  Frequency,  Series  Tnc  (Uncobled  ■  Receptacle,  Socket, 

MIL-C-390I2/31B 

5935 

CR 

22  Dec 

83 

CR 

EC 

85 

Jam  Nut  Mounted,  Class  2) 

Connector,  Coaxial,  Radio  Frequency  For  Coaxial,  Strip  Or  Microstrip  Transmission 

Q  Mll-C-83517 

5935 

85 

27  Feb 

87 

CR 

EC 

85 

Line  Generol  Specification 

SUPP  1 

NOTICE  1 

Connector,  Coaxial,  Radio  Frequency,  Series  HN,  &  Associated  Fittings,  Adapter, 

MIL-C-3643/6A 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

Type  UG-413/U 

NOTICE  1 

Connector,  Coaxial,  Radio  Frequency  Series  Tnc  (Uncabled  •  Receptacle,  Socket, 

MIL.C-390I2/32A  (1) 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

Flange  Mounted,  Class  2) 

NOTICE  1 

Connector,  Coaxlol,  RoJ:o  Frequency,  Series  Pulse,  General  Specification  For . 

MU-C-3607A 

SUPP  1 

5935 

EC 

30  Aug 

61 

CR 

EC 

85 

Connector,  Cooxiol,  Rodio  Frequency,  Series  Tnc  (Uncobled  •  Receptacle,  Socket, 

MIL-C-39012/33A  (1) 

5935 

CR 

21  May 

76 

CR 

EC 

85 

Right  Angle,  Class  2) 

Connector,  Coaxiol,  Radio  Frequency,  Series  Pulse,  Receptode,  Electrical, 

MIL-C-3607/4B 

5935 

EC 

01  Nov 

65 

CR 

EC 

85 

Pressurized,  Type  UG*38A/U 

Connector,  Coaxiol,  Rodio  Frequency  Series  Tnc  (Uncobled  ■  Receptacle,  Socket, 

MIL-C-39012/34A  (1) 

5935 

CR 

21  May 

76 

CR 

EC 

85 

Hermetic  Seoled,  Jam  Nut  Mounted,  Class  2) 

Connector,  Cooxiol,  Rodio  Frequency,  Series  Pulse,  Receptacle,  Electricol, 

MIL-C-3607/5B 

5935 

EC 

16  Mor 

66 

CR 

EC 

85 

Pressurized,  Type  UG-62A/U 

Connector,  Coaxiol,  Rodio  Frequency  Series  Sc  (Uncobled^receptade,  Femole, 

MU-C-39012/41A  (1) 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

Flonge,  Rear  Mounted,  Class  2) 

NOTICE  1 

EC 

Connector,  Coaxiol,  Rodio  Frequency,  Series  Pulse,  Plug,  Electricol,  Type 

MIL-C-3607/7A 

5935 

EC 

02  Aug 

63 

CR 

85 

UG-180A/U 

Connector,  Coaxiol,  Radio  Frequency  (Series  Bnc  (Uncobled)  •  Receptacles,  Femole, 

MIL-C-39012/21A 

5935 

CR 

22  Od 

69 

CR 

EC 

85 

Jam  Nut  Mounted,  Class  li( 

Connector,  Cooxiol,  Rodio  Fr#qu«ney,  Snries  Pulser  Receptacle,  Electrical,  Type 

MIL-C-3407/8B 

5935 

EC 

12  Dec 

63 

CR 

EC 

85 

UG-181A/U 

Connector,  Coaxiol,  Rodio  Frequency,  Series  Qsc  (Uncobled  Receptacle,  Socket 

MIL-C-39012/87 

5935 

CR 

16  Aug 

88 

CR 

EC 

85 

Contoct,  Hermetic  Sealed,  Jam  Nut,  Front  And  Reor  Mounted,  Clots  2) 

NOTICE  1 

Connector,  Coaxial,  Rodio  Frequency,  Series  Pulse,  Receptode,  Electrical,  Type 

M11-C-3607/9A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

UG-182A/U 

Connector,  Coaxial,  Rodio  Frequency,  High  Voltage  (Series  MHV  (Cabled)  Plug,  Pin 

MIL-C-39012/100A 

5935 

CR 

14  Dec 

87 

CR 

EC 

85 

Contoct,  Class  2 

Connector,  Coaxial,  Rad'o  Frequency,  Series  Pulse,  Adopter,  Type  UG-222B/U  . . 

MIL-C-3607/10A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

Connector,  Cooxiol,  Radio  Frequency,  (Series  MHV  (Cabled)  Plug,  Socket  Contact, 

Mll-C-39012/101  (1) 

5935 

CR 

17  Sep 

82 

CR 

EC 

85 

Class  2) 

Connector,  Coaxiol,  Rodio  Frequency,  series  Pulse,  Receptacle,  Electrical,  Type 

MIL-C-3607/11 

5935 

EC 

30  Aug 

61 

CR 

EC 

85 

UG-264/U 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Coaxial,  Radio  Frequency,  (Series  MHV  (Cobled)  Receptacles,  Socket 
Contact,  Flange  Mounted,  Class  2 

Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Adopter,  Type  UG-336A/U . . 

Connector,  Coaxial,  Radio  Frequency,  (Series  MHV  (Uncobled)  Receptacles,  Female, 
Flange  Mounted,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electrical,  Type 
UG-350/U 

Connector,  Coaxial,  Radio  Frequency,  Series  Sc  (Uncabled  -  Receptacle,  Femole, 

Jam  Nut  Mounted,  Front  Mounted,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Adapter,  Type  UG-1110/U  . . 

Connector,  Coaxial,  Radio  Frequency,  High  Voltage  (Series  MHV)  (Uncobled 
Receptacles,  Socket  Contact  Jam  Nut  Mounted,  Class  2 
Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electrical,  Type 
UG-1141/U 

Connector,  Coaxial,  Radio  Frequency,  High  Voltage  (Series  Shv  (Cabled)  -  Plug, 
Socket  Contact,  Class  2) 

Connector,  Coaxial,  Radio  frequency,  Series  Pulse,  Plug,  Electrical,  Type  UG-34/U  „ 
Connector,  Coaxial,  Radio  Frequency,  High  Voltage  (Series  SHV  (Cabled)  Plug, 
Socket  Contact,  Right  Angle,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Plug,  Electrical,  Type  UG-36/U  .. 
Connector,  Coaxial,  Radio  Frequency,  High  Voltage  (Series  Shv  (Cabled)  • 
Receptacles,  Pin  Contact,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electrical,  Type 
UG-37A/U 

Connector,  Coaxial,  Radio  Frequency,  High  Voltage  (Series  SHV  (Cobled) 
Receptacles,  Pin  Contact,  Flange  Mounted,  Class  2) 

Connector,  Coaxiol,  Radio  Frequency,  High  Voltage  (Series  Shv  (l  icobled)  - 
Receptacles,  Pin  Contact,  Flange  Mounted,  Class  2) 

Connector,  Coaxiol,  Radio  Frequency,  High  Voltage  (Series  SHV  (Uncobled) 
Receptacles,  Pin  Contact,  Jam  Nut  Mounted,  Class  2) 

Connector,  Coaxiol,  Radio  Frequerry,  Series  Qnc  (Uncobled  •  Rece;  ode.  Socket 
Contact,  Jam  Nut,  Front  And  Rear  Mounted,  Class  2) 

Connector,  Cooxiol,  Radio  Frequency,  Series  Qrc  (Uncobled  ‘receptacle.  Socket 
Contact,  Hermetic  Sealed,  Jam  Nut,  Front  And  Rear  Mounted,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Series  SMB  (Receptacle,  Male,  Printed 
Circuit,  Class  2) 

Connector,  Coaxial,  Radio  Frequency,  Serie;  C  (Uncobledreceptade,  Femole,  Flange 
Mounted,  Reor  Mounted,  Class  2) 

Connector,  Coaxiol,  Radio  Frequency,  Series  C  (Uncobled  Receptode,  Femole,  Jam 
Nut  Mounted,  Front  Mounted,  Pressurized,  Goss  2) 

Connector,  Coaxiol,  Radio  Frequency  Series  C  (Uncobled  receptade,  Femole,  Jom 
Nut  Mounted,  Hermetic  Seal,  Gass  2) 

Connector,  Coaxial,  Rodio  Frequency,  (Series  Bnc  (Uncabled)  •  Receptacles,  Femole, 
Flange  Mounted,  Class  li( 

Connector,  Cooxiol,  Radio  Frequency,  (Series  Bnc  (Uncobled)  •  Receptacles,  Femole, 
Right  Angle,  Class  li( 

Connector,  Coaxiol,  Radio  Frequency  Series  C  (Cabled  Receptacle,  Femole,  Jom 
Nut,  Front  Mounted,  Class  2) 

Connector,  Coaxiol,  Rodio  Frequency  Series  Eia  Flange  (Semirigid  Coble,  Class  2) 
(For  Use  With  Mll-C-28830/4) 

Connector,  Coaxial,  Radio  Frequency,  Series  IT,  Adapter,  90  Oeg . . . 

Connector,  Coaxiol,  Radio  Frequency,  Series  IT,  Adapter,  90  Deg.  . . . . 

Connector,  Coaxiol,  Radio  Frequency,  Series  Smb  (Uncabled  Receptacle,  Male, 
Jomnut  Mounted,  Class  2) 

Connector,  Coaxial,  R  Adio  Frequency  Series  SMA  (Cobled  Receptac  Le,  Socket, 
JAM  Nut  Mounted,  Class  2,  Sem  Rigid  Coble 
Connector,  Coaxial,  Rodio  Frequency  Series  N  (Plugs  And  Jocks,  Semirigid  Coble, 
Mole,  Class  2)  (For  Use  With  MIL-C-28830/4) 

Connector,  Coaxiol,  Rodio  Frequency  Series  N  (Plug  &  Jacks,  Semirigid  Cable, 
Female,  Class  2)  (For  Use  With  MIL-C-28830/4) 

Connector,  Cooxiol,  Rodio  Frequency,  High  Voltage  (Series  Shv  (Cabled)  • 
Receptacles,  Pin  Contact,  Jom  Nut  Mounted,  Class  2) 

Connector,  Cooxiol,  Radio  Frequency  (Series  TNC  (Cob’ed)  *  Plug,  Pin  Contcct, 

Gass  2)  For  Semi-rigid  Coble 

Connector,  Coaxiol,  Rodio  Frequency  (Series  Inc  (Cabled) -plug.  Socket  Contact, 

Closs  2)  For  Semi-rigid  Coble 

Connector,  Component  Parts,  Electrical  Backponel,  Printed  Wiring,  Housing . . 

Connector,  Component  Port,  Electrical  Back  Plane,  Printed  Wiring,  Compliant  Pin, 
Feed  Through 

Connector,  Component  Ports,  Electrical  Backplane,  Printed  Wiring,  Compliant  Pin, 

Connector,  Composite,  Recptade,  Contact  Spocing  (.200)  Alternate  Dual  Row,  Type 
CR,  Removoble  Contact 

Connector,  Composite,  Adopter,  Contact  Spacing  (.200),  Individual  Contacts,  Type 
CS 

Connector,  Contact,  Extroct  Tool,  Electric  Connector  Size  0  4  And  8 . . 

Connector,  Contact,  Crimp,  Removable,  Type  CR . . . . 

Connector,  Corridor  (Must) . . . . . . . . . . . . . . 

Connector,  Cover  And  Chain  Assemblies  (External  Threads,  For  Use  On  Waterproof 
Connectors) 

Connector,  Cover  And  Ch'  in  Assemblies  (Internal  Threads,  For  Use  On  Woterproof 
Connectors) 

Connector,  Elastic  Tubing  . . . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-C.39012/102  (1) 

5935 

CR 

17  Sep 

82 

CR 

EC 

85 

MII-C-3607/12A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

Mll-C-39012/103  (1) 

5935 

CR 

17  Sep 

82 

CR 

EC 

85 

MII-C-3607/13A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

MIL-C-39012/42A  (1) 

5935 

CR 

21  Moy 

76 

CR 

EC 

85 

MIL-C-3607/14A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

MIL-C-39012/104  (1) 

5935 

CR 

17  Sep 

82 

CR 

EC 

85 

MIL-C-3607/15A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

MIL-C3 9012/105  (1) 

5935 

CR 

22  Moy 

87 

ER 

85 

MIL-C-3607/1A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

MH.-C-390I2/106  (1) 

5935 

CR 

22  May 

87 

CR 

EC 

85 

MIL-C-3607/2A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

MIL*C*3 9012/107  (1) 

5935 

CR 

22  May 

87 

CR 

EC 

85 

MIL-C-3607/3B 

5935 

EC 

12  Dec 

63 

CR 

EC 

85 

MIL.C-39012/108  (1) 

5935 

CR 

22  May 

87 

CR 

EC 

85 

MIL-C'39012/109  (1) 

5935 

CR 

22  Moy 

87 

CR 

EC 

85 

MIL-C-39012/110  (1) 

5935 

CR 

22  May 

87 

CR 

EC 

85 

MIL*C*3 9012/90  (1) 
NOTICE  1 

5935 

CR 

16  Aug 

88 

CR 

EC 

05 

MIL-C-39012/91 

5935 

CR 

16  Moy 

73 

CR 

EC 

85 

MIL-C.390I2/95A 

5935 

CR 

24  Sep 

86 

CP. 

EC 

85 

MII-C-39012/12B  (1) 
NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

MIL-C-39012/13B 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MIL.C-39012/14B  (1) 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MIL-C-3.012/22A  (1) 

5935 

CR 

01  Nov 

79 

CR 

EC 

85 

MIL.C-39012/23A 

5935 

CR 

22  Ocl 

69 

CR 

EC 

85 

MII-C-39012/9C 

5935 

CR 

03  Ocl 

86 

CR 

EC 

'85 

L 

MII-C-39012/I23A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

L 

MIL-C-26637/3 

5935 

85 

31  Mo  r 

87 

85 

l 

Mll-C-26637/2 

5935 

85 

31  Mar 

87 

85 

Mll*C*3901J/71 

5935 

CR 

22  Jun 

71 

CR 

EC 

85 

l 

MIL-C-0039012/83B 

5935 

85 

11  Moy 

83 

85 

l 

MIL-C-39012/119A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

L 

MIL-C-39012/120A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

MIL-C-39012/111  (1) 

5935 

CR 

22  Moy 

87 

CR 

EC 

85 

M1L.C-39012/112A 

5935 

CR 

03  Ocl 

86 

CR 

EC 

85 

MIL*C*3 9012/1 13A 

5935 

CR 

03  Ocl 

86 

CR 

EC 

85 

L 

MII-C-28859/2C  (2) 

5935 

SH 

23  Jul 

85 

SH 

L 

MII-C-28859C/3C 

5935 

SH 

04  D.c 

84 

SH 

L 

MIL-C-28659/4D 

5935 

SH 

25  Ocl 

83 

SH 

MII-C-21097/13S 

5935 

EC 

14  Jul 

70 

CR 

EC 

17 

MIL.C-21097/3E 

5935 

EC 

29  Mor 

76 

CR 

EC 

17 

L 

MII.C-S3723/32A 

5935 

85 

12  Ocl 

71 

85 

MII-C-21097/I6E 

5935 

EC 

14  Jon 

86 

CR 

EC 

17 

L 

MIL-C-43868B 

5410 

Gl 

03  Sep 

80 

Gl 

MII.C-12520/12A 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

MII-C-12520/I3A 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

A'A-51346 

6515 

/MB 

30  Jul 

86 

MD  MS 

03 

180 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Elastic  Tubing,  Branched,  Plastic,  Y-shaped....,., . . . 

Connector,  Elastic  Tubing,  Branched  Y-shoped  . . 

Connector,  Elostic  Tubing,  Branched  T-shaped  . . . . . . . . . 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Bayonet  Thread  &  Breech 
Coup,  Receptacle  Solder  Mount  Hermetic  Tri  Start  Thread  Coup  Solder  Contacts, 
Series  lii,  Metric 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Thread  Abreech 
Coup,  Environment  Resist,  Receptacle  Wall  Mount  Flonge,  Removable  Crimp 
Contacts,  Series  K  Metric 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Thread  &breech 
Coup,  Environment  Resist,  Receptacle  Box  Mount  Flange,  Removable  Crimp 
Contacts,  Series  Iv,  Metric 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Thread  &breech 
Coup,  Environment  Resist  Removable  Crimp  &  Hermetic  Solder  Contacts  Plug, 
Removable  Crimp  Contacts,  Series  Iv,  Metric 
Connector,  Elec,  Circ,  Mini,  High  Density,  Quick  Disconnect(bayone», thread  & 

Breech  Coupl)  Environ  Res,  Remov  Crimp  &  Herm  Sol  Con,  Recp,  Sol  Mtg.herm, 
B'eech  Coupl,  Her  Sol  Con,  Series  Iv,  Metric 
Connector,  Elec,  Cir,  Min,  High  Density,  Quick  Disconnect  (Bayonet,  Threaded,  & 
Breech  Coupling),  Environment  Res,  Removable  Crimp  &  Hermetic  Sol.contacts, 

Rec,  In  Line  Cable  Breech  Coup,  Remove  Crimp  Con,  Series  Iv  Metric 
Connector,  Electrical,  Circular  Threaded,  An  Type,  General  Specification  For  . . 

Connector,  Electrical,  Individual  Shield  Termination  . . . . 

Connector,  Electrical,  Circular,  Miniature,  High  Density,  Quick  Disconnect,  Etc.  Pins, 
Series  lii,  Metric 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Coble 
Connecting,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  I,  Ck*s*  \,  G, 

And  R) 

Connector,. Electricol,  Coaxial,  Radio  Frequency  (Hardware  .or  Radio  Frequency 
Coaxial  Connectors) 

Connector,  Electricol,  Style  S,  Rack  And  Panel  Miniature,  Closed  Entry . 

Connector,  Electrical,  Circular,  Miniature,  High  Density,  Quick  Di' connect.  Etc., 
Sockets,  Series  lii.  Metric 

Connector,  Electrical,  Circular,  ..’iniature.  High  Density,  Quick  Disconnect  (Bayonet, 
Threoded,  And  Breech  Coupling),  Environment  Resistant,  Removable  Crimp  And 
Hermetic  Solder  Contacts,  General  Specification  For 
Connector,  Electricol,  Receptacle  Ponel  Mount,  Firewoll  Series  (Inactive  Use 
MIL-C-83723,  Series  lii.  Class  K 

Connector,  Electricol.woll  Mounting  Flonge,  Triple  Start  Threoded  Coupling, 
Removable  Crimp  Contacts,  Series  lii,  Metric 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Cable 
Connecting,  Bayonet  Coupling,  Crimp  Pin  Contact),  (Series  I,  Classes  A,  G,  And 
R> 

Connector,  Electrical,  Circular  Threaded.  High  Shock,  High  Density,  Shipboard, 
Bockshell,  45  Deg.,  Metal  Conduit  For  Emi  Shielding 
Connector,  Electricol  Receptacle  ,d.  Hole  Mount,  Firewoll  Series  (Inactive  Use 
MIL-C-83723) 

Connector,  Electricol,  Circulor,  Miniature,  High  Density,  Quick  Disconnect  (Boyonet, 
Threaded,  And  Breech  Coupling),  Nut,  Hexagon,  Connector  Mounting,  Series  lii 
And  Iv,  Metric 

Connector,  Electricol,  Circular,  Miniature,  High  Density,  Quick  Disconnect  (Bayonet, 
Threaded,  And  Breech  Coupling),  Environment  Resistant,  Plug,  Breech  Coupling, 

Emi  Grounding,  Removable  Crimp  Contacts,  Series  Iv,  Metric 
Connector,  Electricol,  Style  S,  Rack  And  Panel,  Miniature  . . 

Connector,  Electricol,  Circular,  Miniature,  High  Density  Quick  Disconnect  (Boyonet, 
Thread  &  Breech  Coupl)  Envr  Resistant  Removable  Crimp  &  Hermetic  Solder 
Contacts  Cover  Elec  Con  Protective  Plug,  Thread  Coupl  (MIL  C  38979  Sers  III, 
Metric 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow  Flonge 
Mount,  Bayonet  Coupling,  Solder  Pin  Contact),  (Series  I,  Closs  H) 

Connector,  Electricol,  Plugs,  Tip,  Duol  (Test  Point  Plug),  .080,  Solderless . 

Connector,  Electricol,  Style  P,  Rock  And  Ponel,  Miniature  . . 

Connector,  Electricol,  Plugs,  Tip,  Single,  (Test  Point  Plug  To  Bonana  Plug) . 

Connector,  Electricol,  Plugs,  Tip,  Single,  (Bonana  Plug  To  Test  Point  Plug) . . 

Connecter,  Elccfrice1,  Plug  Fire  WQil  Series  . . . . 

Connector,  Electrical,  Plugs,  Tip,  Single . . . . . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Wide  Flange 
Mount,  Boyonet  Coupling,  Solder  Pin  Contact),  (Series  I,  Closs  H) 

Connector,  Electric,  Romp  Power,  416/240  Volts.... . . . . . 

Connector,  Electrical,  Power . . . . . . . . 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contocts  Plug,  Asembly,  90  Deg.,  Classes  Dj  And  Djs 

Connector,  Electricol,  Printed  Wiring  Boord  Contact,  Solder,  Removable,  Type  Cr . 

Connector,  Electrical,  Rectangular,  Plug,  Microminiature,  Polarixed  Shell,  Pin 
Contocts,  Closs  P,  Solder  Type 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-37068 

6640 

DM 

02  Jul 

75 

MD 

MS 

03 

MS-36076A 

NOTICE  1 

6640 

EA 

01  Jon 

88 

EA 

MS 

99 

MS -34400  A 

6640 

EA 

10  Mor 

88 

EA 

MS 

99 

DOD-C38999/25 
NOTICE  1 

5935 

85 

30  Dec 

86 

CR 

AS 

85 

DOD-C-38999/40  (3) 

5935 

AS 

15  Aug 

86 

CR 

AS 

85 

DOD-C-38999/42  (1) 
NOTICE  1 

5935 

AS 

26  Aug 

80 

CR 

AS 

85 

DOD-C-38999/4? 

5935 

AS 

07  Dec 

77 

CR 

AS 

85 

DOD-C-C8999/45 
NOTICE  1 

5935 

AS 

01  Mor 

80 

CR 

AS 

85 

DOD-C-38999/49  (1) 

5935 

AS 

07  Nov 

84 

CR 

AS 

85 

Q 

MIL-C-5015G  (4) 

SUPP  1 

5935 

AS 

09  Moy 

80 

CR 

AS 

85 

L 

MS-27741 

5935 

85 

13  Feb 

87 

85 

NOTICE  1 
DOD-C-38999/29A 

5935 

85 

15  Aug 

85 

CR 

AS 

85 

L 

M1L-C-83723/7B 

NOTICE  1 

5935 

85 

26  Jon 

87 

85 

MU.-C-39012/25D  (2) 

5935 

CR 

22  Apr 

88 

CR 

EC 

85 

L 

MS-27399 

NOTICE  1 

5935 

85 

08  Aug 

86 

85 

DOD-C-38999/30A 

5935 

AS 

15  Aug 

85 

CR 

AS 

85 

MIL-C-38999H  (2) 

SUPP  1 

5935 

85 

30  Sep 

86 

CR 

AS 

85 

l 

MS-27613C 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

DOD-C-38999/20C 

5935 

85 

19  Aug 

88 

CR 

AS 

85 

L 

MIL-C-B3723/88 
NOTICE  1 

5935 

85 

26  Jon 

87 

85 

L 

MIL-C-28840/27A  (1) 

5935 

EC 

12  Jul 

82 

EC 

l 

MS-27614C 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

DOD-C-38999/28D 

5935 

85 

13  Nov 

87 

CR 

AS 

85 

DOD-C-38999/46  (1) 

5935 

AS 

29  Oct 

84 

CR 

AS 

85 

l 

MS-24285C 

NOTICE  1 

5935 

85 

06  Moy 

68 

85 

DOD-C-38999/32A 

5935 

85 

05  Ocl 

84 

CR 

AS 

85  ES 

L 

MIL-C-83723/98 

Notice  i 

5935 

85 

26  Jan 

87 

85 

MIL-C-2»901/8 

5935 

EC 

10  Apr 

80 

CR 

EC 

85 

L 

MS-24286D 

5935 

85 

05  Jan 

66 

85 

NOTICE  1 
Mll-C-28901/9 

5935 

EC 

10  Apr 

80 

ER 

EC 

85 

MIL-C-28901/10 

5935 

EC 

10  Apr 

80 

CR 

EC 

85 

L 

MS-27615C 

5935 

85 

13  Jan 

89 

85 

MIL-C-28901/11 

5935 

EC 

10  Apr 

80 

CR 

EC 

85 

• 

MIL-C-83723/10B 
NOTICE  1 

5935 

85 

26  Jon 

87 

85 

L 

MII-C-38159A 

NOTICE  1 

5935 

85 

11  Aug 

86 

85 

W-C-596F 

SUPPl  1 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

L 

MIL-C-28840/28D 

5935 

EC 

16  Jul 

86 

EC 

MIL-C-21097/17D  (1! 

5935 

EC 

12  Jon 

81 

CR 

EC 

17 

MIL-C-83513/6B 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

189 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Card  Insertion,  Contact 
Spacing  (.100)  Type  AD 

Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Card  Insertion,  Contact 
Spacing  (.125)  Type  AD 

Connector,  Electricol,  Printed  Wiring  Board  General  Purpose  Mole  Adopter,  Contact 
Spacing  (,100)  Type  C 

Connector,  Electricol,  Printed  Wiring  Board  Tool,  Contact,  Removal,  For  Type  CR 
Connector  Contacts 

Connector,  Electricol,  Printed  Wiring  Board  Blade  Simulator  For  Measuring 
Engagement  And  Separation  Forces  For  Type  CR  Contocts 
Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Solder,  Flo.,ge 
Mount,  Bayonet  Coupling,  Solder  Pin  Contact),  (Series  1,  Class  H) 

Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Cord  Insertion,  Contact 
Spacing  (0.050),  Type  AD 

Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock, 

Shlpboord, crimp  Contocts,  Plug,  Assembly,  45  Deg.,  Classes  DJ  Ana  Djs 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Bayonet  Coupling),  (Series  1,  v,*ass  H) 

Conector,  Electrical,  Circular  Threaded,  High  Shock,  High  Density,  Shipboord, 

Metal  Conduit  Coupling 

Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Card  Insertion,  Contact 
Spacing  (.156),  Types  A  And  AD 

Connector,  Electricol,  Printed  Wiring  Board  General  Purpose  Composite,  Receptacle, 
Contact  Spacing  (.100)  Single  Row,  Type  C 
Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Cord  Insertion,  Contact 
Spacing  (.125)  Types  A  And  AD 

Connector,  Electricol,  Printed  Wiring  Board,  General  Purpose  General  Specification 
For 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Bayonet  Coupling, 
Crimp  Socket  Contact),  (Series  I,  Classes  A,  G,  And  R) 

Connector,  Electricol,  Printed  Wiring  Board  Composite,  Receptacle,  Contact  Spacing 
(.200)  Single  Row,  Type  CR 

Connector,  Electricol,  Printed  Wiring  Board  Male  Adopter,  Contact  Spacing,  (.200), 
Alternate  Duol  Row,  Type  CS  Blade  Contact  (Mounting  Provision  A) 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Bayonet  Coupling, 
Crimp  Pin,  Contact)  (Series  I,  Classes  A,  G,  And  R) 

Connector,  Electrical,  Printed  Wiring  Board  Mole  Adopter,  Contact  Spacing  (.200) 
Alternate  Dual  Row,  Type  CS,  Blade  Contact  (No  Mounting  Provision) 

Connector,  Electricol,  Printed  Wiring  Boord  Composite,  Receptoc!e,contact  Spacing 
(.200),  Alternate  Dual  Row,  Type  CR 

Connector,  Electric,  Type,  Q,  Multi  Contact . 

Connector,  Electrical.printed  Wiring  Boord  Mole  Adopter,  Contact  Spacing  (.200) 
Alternate  Duol  Row,  Type  CS 

Connector,  Electrical,  Printed  Wiring  Board  Keys,  Polarizing . . . 

Connecror,  Electric,  Bockshell,  With  Heat-shrinkable  Strain-relief  Boot  (Straight  Or 
Right  Angle),  Bayonet-coupling  Series 

Connector,  Electricol,  Plugs,  Tip,  Single  .040  Diameter,.... . . . . . . . 

Connector,  Electricol,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Clomps,  Strain  Relief,  Straight,  Open  For  Electricol  Connectors 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 
Crimp  Pin  Contocts),  (Series  li,  Closses  A,  G,k,  And  R) 

Connector,  Electrical,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Clamps,  Strain  Relief,  90  Deg.,  Open  For  Electric  Connectors 
Connector,  Electrical,  Plugs,  Tip  (Test  Point  Plug,  Banana  Plug)  Generol 
Specification  For 

Connector,  Electricol,  Booster  *  To  •  Missile . 

Connector,  Electrical,  Plugs,  Tip  Single  (Bonona  Plug) . . . . . 

Connector,  Electricol,  Plugs,  Tip,  Duo!  (Banana  Plug) . . . . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Cable 
Connecting,  Threoded  Coupling,  Crimp  Pin  Contocts),  (Series  li.  Classes  A,  G, 

And  R) 

Connector,  Electricol,  Pfugs,  Tip,  Duol  (Banana  Plug) . . . 

Connector,  Electricol,  Plugs,  Tip,  Single,  Right  Angle  (Banana  Plug) . . . 

Connector,  Electricol,  (Circufor,  Environment  Resisting),  Receptacle,  (Wail  Mount, 
Threaded  Coupling,  Crimp  Socket  Contacts),  (Series  li,  Classes  A,  G,  K  And  R) 

Connector,  Electricol,  Plugs,  Tip,  Single,  Miniature,  (Test  Point  Plug),  .080 . 

Connector,  Electricol,  Plugs,  Tip,  Single,  Right  Angle,  (Test  Point  Plug),  .080  . 

Connector,  Electrical,  Miniature,  Quick  Disconnect  (For  Weopons  Systems) 
Established  Reliability 

Cc.TnfcJc.v  E.'rct.'iccJ,  P.'c;:,  Tip,  Sing  Is,  Plug),  .080,  Soideness . 

Connector,  Electrical,  Circular  Threaded,  High  Shock,  High  Density,  Shipboard, 
Clamps,  Strain  Relief,  450  Deg.,  Open  For  Electric  Connectors 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Woll  Mount, 
Threoded  Coupling,  Pin  Contocts),  (Series  li.  Classes  A,  G,  K,  And  R) 

Connector,  Electric,  Rectangulor,  High  Density,  Polarized  Center  Jockscrew, 
Receptacle,  Solder  Socket  Contocts,  Class  S  (Inactive  For  New  Design  As  Of  1 
Oct  86) 

Connector,  Electricol,  Circular  Threaded,  High  Shock,  High  Density,  Shipboord, 

Mefol  Conduit  For  Emi  Shielding 

Connector,  Electrical..  . . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Electrical,  Circular  Threaded,  High  Shock.  High  Density,  Shipboard, 

Bock  shell,  Straight,  Metal  Conduit  For  Em!  Shielding 
Connector,  Electrical,  Circular  Threaded,  High  Shock,  High  Density,  Shipboard, 
Backshell,  Straight,  Cable  Seoling  And  Shield  Termination,  Connector,  Electric 
Connector,  Electrical.. . . . . . . . . . . . .  . . 

Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts,  Dummy  Receptacle,  Wall  Mounting 
Connector,  Elecfricob  Circular,  Threaded,  High  Shock,  High  Density,  Shipboard, 
Backshell,  90  Deg.,  Cable  Sealing  &  Shield  Termination,  Connector,  Electric 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Box  Mount, 
Threaded  Coupling,  Crimp  Socket  Contacts),  (Series  li,  Class  A,  G,  And  R) 
Connector,  Electrical,  Screw  Threads,  High  Density,  High  Shock,  Shipboard,  Crimp 
Contacts  Receptacle,  Wall  Mounting,  Classes  D  And  Ds 
Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts,  Receptacle,  Cable  Connecting,  Classes  D  And  Ds 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Wall  Mounting 
Flange,  Threaded  Coupling,  Solder  Pin  Contacts)  (  li.  Class  H) 

Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock, 
Shipboard.crimp  Contacts  Receptacle,  Mounting  Box,  Classes  D  And  Ds 
Connector,  Electrical,  Circular  Threaded,  High  Shock,  High  Density,  Shipboard,  Dust 
Cover,  Receptacle 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Solder  Flange 
Mount,  Threaded  Coupling,  Solder  Pin  Contacts),  (Series  li,  Class  H) 

Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock, 
$hipboord,crimp  Contacts  Receptacle,  Jam  Nut  Mounting,  Classes  D  And  Ds 
Connector,  Electrical,  Circular  Threoded,  High  Shock,  High  Density,  Shipboard,  Dust 
Cover,  Plug 

Connector,  Electric,  Backshell,  With  Heat  Shrinkable  Strain-relief  Boot  (Straight 
Orright  Angle),  Threaded  Coupling  Series  li 
Connector,  Electricol,  Circular,  S'rew  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts  Plug,  Classes  D  And  Ds 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Contact,  Insert-extract  Tool, 
Sizes  12,  16,  And  20 

Connector,  Electrical,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts,  Plug,  Assembly  Open  Wire  Closses  D  And  Ds 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Plug,  Seoling  Contact  (Series  1  Or  2) 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts-  Plug,  Assembly,  Open  Wire,  90  Deg.,  Classed  D  And  Ds 
Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Cop,  Protective  Locking  (Inactive  6-5-70) 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts  Plug,  Assembly,  Open  Wire  45  Deg.,  Classes  D  And  Ds 
Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Cover,  Protective,  Plug  (Series  2) 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts  Receptacle,  Woll  Mounting,  Assembly,  Straight  Closses  DJ  &  DJS 
Connector,  Electricol,  Bayonet  Coupling,  Environmental  Resisting,  Umbilical,  Generol 
Specification  For 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock,  Shipboard, 
Crimp  Contacts  Receptacle,  Coble  Connecting  Assembly,  Straight  Classes  DJ  & 
DJS 

Connector,  Electric,  Bayonet  Coupling,  Umbilical  Receptacle,  Jam  Nut  Mounting,  Rfi 
Shielded,  Crimp  Contoct,  Class  E 

Connector,  Electricol,  Circular  Threaded,  High  Shock,  High  Density,  Shipboard, 

Metol  Conduit  Bushing 

Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  And  Accessories  Generol  Specification  For 
Connector,  Electrical,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Backshell,  Glond  Nut,  Wiring,  Electric  Connector 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptacle,  Flange  Mount,  Crimp  Type  Contacts,  Class 
A,  F  And  E  (Series  2) 

Connector,  Electricol,  Circulor,  Screw  Threads,  High  Density,  High  Shock, 
Shipboard.crimp  Contacts  Gasket,  Flange  Mounting 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Receptacle,  Jam  Nut  Mount,  Crimp-type  Contacts, 
Class  A,  F  And  E  (Series  2) 

Connector,  Electricol,  Circulor  Threaded,  High  Shock,  High  Density,  Shipboord, 
oocksheii,  90  Deg.  Mctoi  Conduit  For  EM!  Shielding 
Connector,  Electricol,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Plug,  Coble  Connecting,  Gimp-type  Contacts,  Class  A, 
F  And  E  (Series  2) 

Connector,  Electricol,  Circulor,  Screw  Threads,  High  Density,  High  Shock, 
Shipboard.crimp  Contacts,  Plug  Assembly,  Straight  Closses  Dj  And  Djs 
Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Plug,  Crimp  Type  Contacts,  Class  A,  F  And  E  (Series 
2) 

Connector,  Electrical,  Printed  Wiring  Board  Receptacle,  Card  Insertion,  Contact 
Spacing  (.050),  Type  AD 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  F  Adapter,  Roloble,  Type  I  (Series  1  Or  2) 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Electrlcol,  Miniature,  Coaxial,  Environment  Resistant  Type,  Coaxial 
Straight,  Hermetically  Sealed  Panel  Adapter,  Two  Jt-ck  Ends,  Series  lii.  Class  Y, 
Type  5 

Connector,  Electrical,  Bayonet  Coupling,  Environment  Resisting,  Umbilical,  Caps, 
Protective 

Connector,  Electrical,  (Circular,  Miniotuii,  Quick  Disconnect,  Environment  Resisting) 
Receptacles  And  Plugs,  General  Specification  For 
Connector,  Electrical,  Rectangular  Crimp  Contacts,  General  Specification  For . . 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  Coaxial 
Pressurized  Receptacle,  Series  I,  Class  G,  Type  I 
Connector,  Eledricol,  Rectangular,  Receptacle,  Environment  Resistant,  Crimp 
Contacts,  Double  Insert,  Type  2  Class  1  (-65  Degrees  C  To  Plus  125  Degrees  C), 
Series  1,  Shell  Designator  A 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  Coaxial,  Plug, 
Series  I,  Class  G,  Type  1 

Connector,  Electrical,  Rectangular,  Plug,  Environment  Resistant,  Crimp  Contocts, 

Single  Insert,  Type  2,  Class  1  (Minus  65  Deg.  C  To  Plus  125  Deg,  C),  Series  2, 
Shell  Designator  A 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  Isolated 
Hermetically  Sealed  Receptacle,  Series  Iv,  Class  H,  Type  2 
Connector,  Electrical,  Bayonet  Coupling,  Environment  Resisting,  Umbilical,  Dummy 
Stowage  Receptacle 

Connector,  Electrlcol,  Miniature,  Coaxial,  Environment  Resistant  Type,  Triaxiol 
Hermetic  Adapter,  Isolated  Ground,  Series  lii.  Class  Y,  Type  6 
Connector,  Electrical  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Cover,  Protective,  Receptacle  (Series  1  Or  2) 
Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistont  Type  Coaxial  Plug, 
Type  25516/23 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptacle,  Dummy  Stowage,  For  Series  2  Connectors 
Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistont  Type  Coaxial 
Pressurized  Receptacle,  Type  25516/24 

Connector,  Electric,  Circular,  Miniature,  Rack  And  Panel  Or  Push-pull  Coupling, 
Environment  Res’itii.g 

Connector,  Electrical,  Miniature,  Coaxial  Enviornmental  Resistont  Type,  Coaxial 
Hermetic  Sealed  Receptode,  Series  I,  Class  H,  TYPE1 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,environment  Resisting, 
And  Accessories,  Nut,  Slotted  Hexagon,  Connector  Mounting,  For  Series  1  And  2 
Connectors  (Use  MIL-STD  1353 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  Cooxiol  Plug, 
Series  I,  Class  G,  Type  3 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptacle,  Flange  Mount,  Crimp  Type  Contacts,  Class 
A,  F  And  E  (Series  1) 

Connector,  Electrlcol,  Miniature,  Coaxial,  Environment  Resistant  Type,  Coaxial 
Hermetically  Sealed  Receptacle,  Series  Iv,  Class  H,  Type  4 
Connector,  Eledricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptode,  Jam  Nut  Mount,  Crimp-type  Contocts, 

Class  A,  F  And  E  (Series  1) 

Connector,  Electrical,  Miniature,  Coaxial  Enviornmental  Resistant  Type,  Plug 
(lanyard  Releose),  Series  I,  Class  G,  Type  1 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptacle,  Coble  Connecting,  Crimp-type  Contacts, 
Class  A,  F  And  E  (Series  1) 

Connector,  Eledricol,  Miniature,  Coaxial,  Environment  Resistant  Type,  Hermetically 
Sealed  Receptode,  Series  Iv,  Class  G,  Type  4 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Plug,  Crimp  Type  Contacts,  Class  A,  F  And  E  (Series 
1) 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Pin 
Contocts,  Nonmagnetic,  Class  M  &  N,  Crimp  Type 
Connector,  Electrical,  Circular,  High  Density,  Quick  DUconned,  Environment 
Resisting,  Receptacle,  Flange  Mount,  Individual  Release,  Crimp  Type  Contacts, 
Class  A,  F  And  W  (Series  3) 

Connector,  Electrical,  Envorment  Resisting  Miniature,  With  Snap-in  Contacts...... . 

Connector,  Eledricol,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptacle,  Cable  Connecting,  Individual  Releose,  Crimp  Type  Contacts, 
Class  A,  F  And  W  (Series  3) 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  Coaxial 
Hermetically  Seoled  Receptacle,  Series  IV,  Class  H,  Type  e 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptacle,  Jam  Nut  Mount,  Individual  Release,  Crimp  Type  Contocts 
Class  A,  F  And  W  (Series  3) 

Connector,  Eledricol,  Miniature,  Cooxiol,  Environment  Resistont  Type,  Cooxiol 
Pressurized  Receptacle,  Series  Iv,  Class  G,  Type  4 
Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Dual  Insert,  Type  Iv, 
Class  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Designator  A,  Float 
Mounting( 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack&  Panel,  Plug,  Pin 
Contacts,  Hermetic,  Class  H  &  K 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MU-C-25516/18D 
NOTICE  1 

5935 

85 

03  No* 

88 

EC 

85 

MIL-C-81582/9 

5935 

AS 

11  Jun 

76 

CR 

AS 

Q 

MIL-C-26482G  (4) 

SUPPL  1 

5935 

CR 

28  Sep 

84 

CR 

AS 

85 

Ql 

Mll-C-816598  (1) 

SUPP  1 

5935 

AS 

12  Apr 

83 

CR 

AS 

85 

MIL-C-25516/19C  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

EC 

85 

l 

MIL-C-81659/9B 

NOTICE  1 

5935 

AS 

16  Dec 

71 

AS 

MIL-C-25516/20C  (2) 
NOTICE  1 

5935 

85 

27  Feb 

87 

EC 

85 

MIL-C-81659/29B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-25516/21C 

5935 

85 

19  Mo y 

80 

EC 

85 

MIL-C-81582/10 

5935 

AS 

1 1  Jun 

76 

CR 

AS 

MIL-C-25516/22D 
NOTICE  1 

5935 

85 

03  No* 

88 

EC 

85 

Q 

MIL-C-8151 1/18C  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

MIL-C-25516/23 

NOTICE  1 

5935 

85 

27  Feb 

87 

EC 

85 

0 

MIL-C-8151 1/19D  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

MIL-C-25516/24 

NOTICE  1 

5935 

AS 

27  Feb 

87 

AS 

85 

Q  l 

MIL-C-81703 

SUPP  !A 

5935 

AS 

21  Jul 

71 

AS 

MIL-C-25516/25B 
NOTICE  1 

5935 

85 

03  No* 

88 

EC 

85 

Q 

MIL-C-8151 1/20D  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

M1L-C-25516/26A 

5935 

85 

27  Feb 

87 

EC 

85 

Q 

MIL-C-8151 1/21C  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

Q 

MIL-C-25516/27A 

5935 

85 

27  Feb 

87 

EC 

85 

a 

MIL-C-8I511/23C  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

MIL-C-25516/28B 
NOTICE  1 

5935 

85 

03  No* 

88 

EC 

85 

Q 

MIL-C-8151 1/25C  (1) 
SUPP  2 

5935 

> 

30  Apr 

76 

CR 

AS 

85 

MIL-C-25516/29A 

5935 

85 

03  Nov 

88 

EC 

85 

Q 

MIL-C-8151 1/26C  (1) 

5935 

AS 

30  Apr 

76 

CR 

AS 

85 

MIL-C-24308/8K 

5935 

EC 

26  Jon 

89 

CR 

EC 

85  NA 

Q  L 

MIL-C-8151 1/41 A 

5935 

AS 

07  Jon 

77 

AS 

Q  l 

MIL-C-25955  (3) 
NOTICE  1 

5935 

85 

15  Feb 

87 

85 

t 

MIL-C-8151 1/45B 

5935 

AS 

07  Jon 

77 

AS 

MIL-C-25516/17D 
NOTICE  1 

5935 

85 

27  Feb 

87 

EC 

85 

t 

MIL-C-8151 1/49A 
NOTICE  2 

5935 

AS 

07  Jon 

77 

AS 

MIL-C-25516/16C 
NOTICE  1 

5935 

85 

27  Feb 

87 

EC 

85 

MIL-C-81659/72 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-24308/9D 

5935 

EC 

28  Jon 

85 

CR 

EC 

85 

192 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptocle,  Flange  Mount,  Individual  Release,  Crimp  Type  Contacts 
Class  A,  F  And  W  (Series  4) 

Connector,  Electric,  Rectangular,  Minicture,  Polarized  Shell,  Rock  And  Panel,  Shield, 
Right  Angle 

Connector,  Electrical,  Rectangular,  Receptacle,  Environment  Resistant,  Crimp 
Contacts,  Single  Insert,  Type  2,  Class  1  (Minus  65  Deg.  C  To  Plus  125  Deg.  C), 
Series  2,  Shell  Designator  A 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Panel,  Shield, 
Straight,  Deep 

Connector,  Electrical,  Rectangular,  Plug,  Crimp  Contacts,  (Dual  Insert,  Type  li.  Class 
1  (-65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell  Designator  A( 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Shield, 

Rou  Nd  Clamp,  Nonenvironm  Entol 

Connector,  Electrical,  Rectangular,  Receptcde,  Environment  Resistant,  Crimp 
Contacts,  Dual  Insert,  Type  li.  Class  1  (Minus  65  Deg.  C  To  Plus  125  Deg.  C), 
Series  2,  Shell  Size  A 

Connector,  Electric,  Rectangutor,  Miniature,  Polarized  SheJ,  Rock  &  Panel, 

Shield, stroi  Ght,  Nonenvironmentol 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  Receptocle,  Jam  Nut  Mount,  Individual  Release,  Crimp-type  Contacts, 
Class  A,  F  And  W  (Series  4) 

Connector,  Electrical,  Test  Point  Type,  Printed  Wiring,  Single  Test  Point,  (Right 
Angle,  2-lEG  Mounting)  low  Voltage 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptocle,  Jam  Nut  Mount,  Solder  Type  Contacts,  Pins  Only,  Class  D 
(Series  4) 

Connector,  Electrical,  Test  Point  Type,  Panel  Type,  Single  Test  Point,  (Hole 
Mounting,  Push-fit)  Low  Voltage 

Connector,  Electrical,  Circular,  High  ^nsity,  Quick  Discount,  Environment  Resisting, 
Receptacle,  Cable  Connecting,  Individual  Release,  Crimp  Type  Contacts,  Class  A,  F 
And  W  (Series  4) 

Connector,  Electrical,  Test  Point  Type,  Printed  Wiring  Type,  Single  Test  Point  (Right 
Angle,  2  Leg  Mounting),  Low  Voltage,  .080 
Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  Plug,  Individual  Release,  Crimp-type  Contacts,  Class  A,  F  And  W  (Series 
4) 

Connector,  Electrical,  Test  Point  Type,  Panel  Type,  Single  Test  Point,  Subminiature 
(Push-in),  Low  Voltage,  .080 

Connector,  Electrical,  Rectangular,  Receptacle,  Microminiature,  Polarized  Shell, 

Socket  Contacts,  Closs  P,  Solder  Type 

Connector,  Electricol,  Test  Point  Type,  Printed  Wiring  Type,  Single  Test  Point,  Low 
Voltage,  .080 

Connector,  Electricol,  Rectangular,  Plug,  Microminiature,  Polarized  Shell,  Pin 
Contacts,  Class  P,  Crimp  Type 

Connector,  Electrical,  Jack,  Tip  (Test  Point,  Panel  Or  Printed  Wiring  Type)  . .... 

Connector,  Electricci,  Flot  Coble,  Nonenvironmentol,  Four  Wall  Header,  Straight 
Thru  (.100  Spocing)  With  Polarizing  Feature,  Wroppost  Op  PWB  Termination 
Connector,  Electricol,  Test  Point  Type,  Panel  Type,  Single  Test  Point,  (Threaded) 
low  Voltage 

Connector,  Electrical,  Flot  Coble,  And/or  Printed  Wiring  Board,  Nonenvironmentol 
General  Specification  For 

Connector,  Electricol,  Test  Point  Type,  Panel  Type,  Single  Test  Point  (Threoded), 

High  Voltage 

Connector,  ElectrIcol,flot  Coble,  Nonenvironmentol,  Duol-in-line  Plug  For  Terminating 
Round  Conductors  On  .050CENTERS,  For  Mating  With  Standard  Dip  Sockets, 
,100  X  .300  Contactspocing,  .100  X.400  Contact  Spacing  &  .100  X.600  Contact 
Spocing 

Connector,  Electricol  Test  Point  Type,  Printed  Wiring,  Single  Test  Point,  (Right 
Angle,  2-LEG  Mounting)  Low  Voltoge 

Connector,  Electricol,  Flat  Coble,  Nonenvironmentol,  Plug  With  Duol  Polorizotion, 
Round  Conductor,  Insulation,  Displacing,  Non-removable  Socket  Contocts  (.100  X 
,100  Spocing 

Connector,  Electricol,  Test  Point  Type,  Printed  Wiring,  Single  Test  Point,  (Right 
Angle,  3-LEG  Mounting)  low  Voltoge 

Connector,  ElectrlcoUlof  Coble,  Nonenvironmentol,  Heoder,  Right  Angle  (.100 
Spacing)  With  Polarizing  Feoturesolderfess  Wroppost  OrpWB  Termination 
Connector,  Electrical,  Test  Point  Type,  Panel  Type,  Single  Test  Point,  (Hole 
Mounting,  Push-fit)  Low  Voltoge 

Connector,  ElectricoLflot  Coble,  Nonenvironmentol,  Header.  Stra:ghi  Thru  (.100  inch 
Spocing)  With  Polarizing  Feature  Solderless  Wroppost  Or  PWB  Termination 
Connector,  Electricol,  Test  Point  Type,  Ponel  Type  Banna  Receptacle,  Single  Test 
Point 

Connector,  Electricol,  Fla!  Coble,  Nonenvironmentol,  Socket  Insulation  Displacement.. 
Connector,  Electric,  Rectangular,  Nonenvironmentol,  Miniature,  Polarized  Shell,  Rack 
&  Panel,  Socket  Contocts,  Printed  Wiring  Board  Termination  Types 
Connector,  Electricol,  Flot  Coble,  Nonenvironmentol,  Printed  Circuit  Board  Solder 
Transition  For  Terminating  Round  Conductors  On  .050  Inch  Centers 
Connector,  Electrical,  Insert  (Insulator),  Mole  Rectongulor,  Polarized,  Center  Screw 
Lock,  For  33  Rcmovobfe  Type  Contocts 

Connector,  Electrical,  Rectongulor,  Receptocle,  Microminiature,  Polorized  Shell, 
Socket  Contocts,  Class  P,  Crimp  Type 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL.C-81511/S1A 

5935 

AS 

07  Jan 

77 

AS 

MU.-C-24308/19A 

5935 

EC 

30  Apr 

80 

CR 

EC 

85 

MIL-C-81659/318 

5935 

AS 

02  Aug 

76 

CR 

AS 

MU.-C-24308/20A 

5935 

EC 

30  Apr 

80 

CR 

EC 

85 

l 

MIL-C-81659/33B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C'24308/218 

5935 

EC 

20  May 

83 

CR 

EC 

85 

MII-C-81659/35B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-24308/22B 

5935 

EC 

20  May 

83 

CR 

EC 

85 

l 

MIL-C-8151T/53A 

5935 

AS 

07  Jan 

77 

AS 

MtL-C-39024/llE 

5935 

EC 

14  Jon 

85 

CR 

EC 

85 

L 

MIL.C.0081511/S4A  ()) 

5935 

AS 

30  Apr 

76 

AS 

MIL-C-39024/12C 

5935 

EC 

08  Aug 

75 

CR 

EC 

85 

L 

Mll-C-8151 1/55B 

5935 

AS 

07  Jan 

77 

AS 

MII-C-39024/13A 

5935 

EC 

09  Jun 

78 

CR 

EC 

85 

L 

MIL-C-8I5I1/56A 

5935 

AS 

07  Jan 

77 

AS 

MIL-C-39024/14A 

5935 

EC 

09  Jun 

78 

CR 

EC 

85 

MIL-C-83513/7B 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

MII-C-39024/15A 

5935 

EC 

09  Jun 

78 

CR 

EC 

85 

MIL-C83513/8B 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

MIL-C-39024A  (4) 

SUPP  1 

5935 

EC 

31  Oct 

84 

CR 

EC 

85 

L 

MII-C-83503/25A  (2) 

5935 

85 

19  Aug 

88 

85 

MIL-C-39024/IB 

5935 

EC 

17  Apr 

78 

CR 

EC 

85 

L 

MII.C-83J03A  (1) 

SUPP  1 

5935 

85 

13  Dec 

85 

85 

MIL-C-39024/2B 

5935 

EC 

17  Apr 

78 

CR 

EC 

85 

l 

MIL-C-83503/68 

NOTICE  1 

5935 

85 

03  Nov 

88 

85 

MII-C-39024/3A 

5935 

EC 

17  Apr 

78 

CR 

EC 

85 

L 

MIL-C-83503/7C 

NOTICE  1 

5935 

85 

03  Nov 

88 

85 

Mll-C-39024/48 

5935 

EC 

11  Mar 

74 

CR 

EC 

85 

L 

MII-C-83503/20B  (1) 

5935 

85 

19  Aug 

88 

85 

MII-C-39024/5B 

5935 

EC 

17  Apr 

78 

CR 

EC 

85 

L 

Mll-C.83503/2)B  (2) 

5935 

85 

19  Aug 

88 

85 

MIL-C-39024/19 

5935 

EC 

11  Mar 

82 

CR 

EC 

99 

L 

MIL-C-83503/22B 

5935 

85 

21  Feb 

84 

85 

MIL-C.24308/23B 

5935 

EC 

26  Jon 

89 

CR 

EC 

85  N 

L 

MII-C-83503/23A  (1) 

5935 

85 

21  Feb 

84 

85 

Mll-C-28731/278 

5935 

EC 

04  Jun 

85 

CR 

EC 

85 

MIL-C-83513/9B 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

193 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

date 

CUSTODIAN 

Connector,  Electric,  Rectangular,  Nonenvironmental,  Miniature,  Polarized  Shell,  Rack 

MIL-C-24308/24C 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

&  Pond,  Pin  Contacts,  Printed  Wiring  Board  Termination  Types 

Connector,  Electrical,  Rectangular,  Plug,  Microminiature,  Polarized  Shell,  Pin 

M1L.C-83513/1D 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

Contacts,  Class  M,  Solder  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Panel, 

MIL-C-24308/25E 

5935 

EC 

19  Nov 

84 

CR 

EC 

85 

Screw-lock  Assembly,  Male 

Connector,  Electrical,  Rectangular,  Receptacle,  Microminiature,  Polarized  Shell, 

MIL-C-83513/2D 

5935 

85 

07  Mor 

86 

CR 

EC 

85 

Socket  Contacts,  Class  M,  Solder  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Panel, 

MIL-C-24308/26F 

5935 

EC 

24  Dec 

87 

CR 

EC 

85 

Screw-lock  Assembly,  Female 

Connector,  Electrical,  Rectangular,  Plug,  Microminiature,  Polarized  Shell,  Pin 

MII.-C-83513/3D 

5935 

85 

07  Mar 

86 

CR 

EC 

85 

Contacts,  Class  M,  Crimp  Type 

Connector,  Electric,  Rectangular,  Minioture,po!arized  Shell,  Rack  &  Panel,  Insulation 

MIL-C-24308/27A 

5935 

EC 

26  Jan 

89 

NA 

Displacement,  Socket  Contact,  Nonenvironmental,  Class  G 

Connector,  Electric,  Backshell,  Straight  W/o  Strain  Relief,  And  With  Mechanical 

i 

MIL*C>83723/35£ 

5935 

85 

10  Nov 

88 

AS 

85 

Strain  Relief,  Straight  Or  Right  Angle  Threaded  Coupling  Series  II 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Insulation 

MIL-O24308/28A 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

NA 

Displacement,  Pin  Contact,  Nonenvironmental,  Class  G 

Connector,  Electric,  Plug,  Bayonet  Coupling,  Pre-wired  Pin  Contact,  Classes  F,  G 

L 

MIL-C-83723/36A 

5935 

85 

01  Oct 

75 

85 

And  R  (Shell  Size  8  For  Inserts  8*2,  8-3  And  8-4  Only) 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangular,  Polarized,  Center  Screw 

MIL-C-287317288 

5935 

EC 

04  Jun 

85 

CR 

EC 

85 

Lock,  For  33  Removable  Type  Contacts 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Bayonet  Coupling, 

L 

MIL-C-83723/37A 

5935 

85 

26  Jon 

87 

85 

Prewired,  Socket  Contact),  (Series  1,  Classes  A,  G,  And  R  (Shell  Size  8  For 

Inserts  8-2,  8-3,  And  8-4  Only) 

NOTICE  1 

Connector,  Electrical,  Miniature,  Rock  And  Panel,  Environment  Resisting,  200 

C  l 

Mll-C-265188  (3) 

5935 

85 

22  Apr 

88 

85 

Degrees  C  Ambient  Temperature  (Inactive  For  New  Design  (Use  MIL-C-83733) 

SUPPL  1 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow  Flange 

L 

MIL-C-83723/38A 

5935 

85 

01  Oct 

75 

85 

Mount,  Bayonet  Coupling,  Prewired  Pin  Contact),  (Series  1,  Classes  A,  G,  And  R 
(Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only) 

Connector,  Electrical,  Modular,  Insert,  Top . . . 

MIL-C-28754/50A  (1) 

5935 

SH 

IT- May 

84 

CR 

SH 

85 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow  Flonge 

l 

MIL-C-83723/39  (1) 

5935 

85 

26  Jon 

87 

85 

Mount,  Bayonet  Coupling,  Prewired  Socket  Contact),  (Series  1,  Classes  A,  G,  And 

R  (Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only) 

NOTICE  1 

Connector,  Electrical,  Modular,  Insert,  Bottom . 

MILC-28754/51A  (1) 

5935 

SH 

11  May 

84 

CR 

SH 

85 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Wide  Flonge 

L 

MIL-C-83723/40A 

5935 

85 

01  Oct 

75 

85 

Mount,  Bayonet  Coupling,  Prewired  Pin  Contoct),  (Series  1,  Classes  A,  G,  And  R 
(Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only) 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  40  Pin,  Single  Span, 

DIP 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Wide  Flange 

L 

MIL-C-28754/78 

5935 

SH 

29  Apr 

85 

SH 

l 

MIL-C-83723/41A 

5935 

85 

01  Ocl 

75 

85 

Mount,  Bayonet  Coupling,  Prewired  Socket  Contoct),  (Series  1,  Classes  A,  G,  And 

R  (Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only) 

Connector,  Electricol,  Modular,  Housing,  Connector  Assembly,  Style  1 . 

MII.C-28754752A  (1) 

5935 

SH 

11  May 

84 

CR 

SH 

85 

Connector,  Electrical,  Modular,  Housing,  Connector  Assembly,  Style  II . 

MIL-C-28754/53A  (1) 

5935 

SH 

11  May 

84 

CR 

SH 

85 

L 

MIL-C-24217A  (1) 

5935 

SH 

89 

SH 

SUPP  1 

SUPPL  1 

Connector,  Electric,  Rectangular  Miniature,  Polarized  Shell,  Rack  &  Panel, 

MIL-C-24308/1F 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

NA 

Receptacle,  Socket  Contacts,  General  Purpose,  Class  D  &  G,  Solder  Type 

Connector,  Electric,  Rectangular,  Mlnioture,  Polarized  Shell,  Rock  &  Panel, 

MIL-C-24308/2N 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

NA 

Receptacle,  Socket  Contact,  Generol  Purpose,  Class  D  &  G,  Crimp  Type 

Connector,  Electric,  Rectongulor,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Pin 

MIL-C-24308/3E 

5935 

EC 

26  Jon 

88 

CR 

EC 

85 

NA 

Contoct,  General  Purpose,  Closs  D  &  G,  Solder  Type 

Connector,  Electric,  Rectongulor,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Pin 

MIL-C-24308/4K 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

NA 

Contoct,  Generol  Purpose,  Class  D  &  G,  C.imp  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polorized.shell,  Rack  &  Panel, 

MIL-C-24308/5G 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

Receptode,  Socket  Contoct,  Nonmagnetic,  Closs  M  &  N,  Solder  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  &  Panel, 

MIL-C-24308/6K 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

Receptacle,  Socket  Contacts,  Nonmognetic,  Class  M  &  N,  Crimp  Type 

Connector,  Electric,  Rectongulor,  Miniature,  Polarized  Shell,  Rack  &  Panel,  Pin 

MIL-C-2430B/7E 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

Contacts,  Nonmognetic,  Class  M  &  N,  Solder  Type 

Connector,  Electrical,  Modulor,  Type  IV>  Connector,  100  Pin,  Center  Crossover, 

i 

MIL-C-28754/62 

5935 

SH 

29  Apr 

85 

SH 

Contoct  Toils  On  .050  Centers 

Connector,  Electrical,  Modulor,  Type  IV,  Connector,  40  Pin,  Offset,  Contact  Toils  On 

l 

MIL-C-28754/63 

5935 

SH 

29  Apr 

85 

SH 

.050  Centers  (Ceramic  Compatible) 

Connector,  Electrical,  Modular,  Type  IV,  Connector,  40  Pin,  Offset,  Contact  Toils  On 

L 

MIL-C-28754/64 

5935 

SH 

29  Apr 

85 

SH 

.050  Centers(modified  Frame,  Ceramic  Compatible 

Connector,  Electricol,  Modulor,  Type  IV,  Connector,  40  Pin,  Center  Contact  Toils  On 

i 

Mll-C-28754/65 

5935 

SH 

29  Apr 

85 

SH 

.100  Centers  (Ceramic  Compatible) 

Connecter,  Electrical,  Modular,  Type  IV,  Connecter,  40  Pin,  Crossover,  Contact  Td!s 

i 

‘•‘IL-C  25754/55 

5935 

SH 

29  Apr 

85 

SH 

On  .050  Centers  (Ceramic  Compatible) 

Connedor,  Electricol,  Modulor,  Connector  Frame,  Type  IV,  Double  Span,  Center  ...... 

L 

MIL-C-28754/67 

5935 

SH 

29  Apr 

85 

SH 

L 

Mll-C-28754/68 

5935 

SH 

29  Apr 

85 

SH 

Connector,  Electrical,  Modular,  Connector  Frame,  Type  IV,  Double  Span,  Offset  . . 

L 

MIL-C-28754/69 

5935 

SH 

29  Apr 

84 

SH 

Connector,  Electricol,  Modulor,  Connector  Assembly,  Type  V,  Coble  Connector,  100 

MIL-C-28754/55 

5935 

SH 

07  Dec 

84 

CR 

SH 

85 

Pin,  Conacls  On  .100  Centers 

Connector,  Electricol,  Insert  (Insulator),  Mole  Rectongulor,  Polarized,  Center  Screw 

MIL-C-28731/298 

5935 

EC 

04  Jun 

85 

CR 

EC 

85 

Lock,  For  75  Removable  Type  Contacts 

Connector,  Electricol,  Modulor,  Extractor,  Module,  Single  Span  Styles  1  And  II ....... .. 

MIL-C-28754/26A 
NOTICE  1 

5935 

SH 

30  Apr 

79 

CR 

SH 

85 

Connector  Electricol,  Modulor,  Extractor,  Module,  Double  Span,  Style  I....... . 

MIL-C-28754/27A 
NOTICE  1 

5935 

SH 

30  Apr 

79 

CR 

SH 

85 

194 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Electricol,  Module  Interface  And  Component  Parts  (Holder,  Moduli 
Extractor) 

Connector,  Electricol,  Modular,  Connector  Assembly,  Type  V,  40  Pin,  Two  Piece 
Insert,  &  20  Pin,  One  Half,  One  Piece  Insert 
Connector,  Electrical,  Insert  (Insulator),  Femole  Rectangular,  Polarized,  Center  Screw 
Lock,  For  75  Removable  Type  Contacts 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangular,  Polarized,  Cente-  Screw 
lock.  For  117  Removable  Type  Contacts 
Connector,  Electrical,  Modular,  Connector  Assembly,  Type  V,  Style  I,  Slip  lock 
Cover  Plate 

Connector,  Electrical,  Insert  (Insulator),  Ma'e  Rectangular,  Polarized,  Center  Screw 
Lock,  For  165  Removable  Type  Contacts 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangular,  Polarized,  Center  Screw 
Lock,  For  165  Removable  Type  Contacts 

Connector,  Electricol,  Contact,  Fork  Type,  Crimp  Removoble  (5.0  Amperes) . . 

Connector,  Electrical,  Contact,  Fork  Type,  Wrappost  Removable  (3.0  Amperes) . 

Connector,  Electrical,  Rectangular  Shield,  For  Female  Rectangular  165  Removable 
Type  Contacts 

Connector,  Electrical,  Rectangular  Shield,  For  Use  With  MlL*C*28731/32  . . . . 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  V,  Style  III  Slip  Lock 
Cover  Plate 

Connector,  Electricol,  Modular,  Connector  Type  III,  Female  Contact  And  Insulator 
Bushing  Set,  Removable  Wire  Wrappost  Terminal 
Connecto*-,  Electrical,  Rectangular,  Removoble  Contact,  Formed  B'ade,  Fork  Type 
(For  Rack  And  Panel  And  Other  Applications),  General  Spec'.ication  For 
Connector,  Electricol,  Insert  (Insulator),  Male,  Rectangular,  Pviarized  Center 
Screwlock,  For  75  Removable  Contocts 

Connector,  Electricol,  Modular,  Connector  Type  lii,  McJe  Contact  Ar.d  Insulator 
Bushing  Set,  Removoble  Wire  Wrappost  Terminol 
Connector,  Electrical,  Rectangular,  Rack  And  Ponel,  Crimp  Type  Removoble  Socket 
Contacts,  Size  22 

Connector,  Electricol,  Rectangular,  Rock  And  Panel,  Solder  Type  And  Crimp  Type 
Contacts  General  Specification  For 

Connector,  Electrical,  Rectangular,  Rack  And  Panel,  Solder  Type  Pin  Contacts,  Size 
16 

Connector,  Electrical,  Modular,  Connector,  Type  III,  Femole  Contact  And  Grounding 
Bushing  Set,  Removable  Wire  Wrappost  Terminol 
Connector,  Electrical,  Modular,  Connector,  Type  III,  Femole  Contact  And  Polarizing 
Bushing  Set,  Removoble  Wire  Wrappost  Terminal 
Connector,  Electricol,  Modular,  Connector,  Type  III,  Wroppost  Contact  And 
Grounding  Bushing  Set,  Removable  Wire  Wrappost  Terminol 
Connector,  Electricol,  Rectangular,  Rack  And  Ponel,  Solder  Type  Socket  Contocts, 
Size  16 

Connector,  Electrical,  Rectangular,  Rack  And  Panel,  Crimp  Type  Removable  Pin 
Contacts,  Sizes  16  And  20 

Connector,  Electricol,  Rectangular,  Rack  And  Panel,  Crimp  Type  Removable  Socket 
Contacts,  Sizes  16  And  20 

Connector,  Electricol,  Rectangular,  Rock  And  Ponel,  Solder  Type  Pin  Contacts,  Size 

20 

Connector,  Electricol,  Rectangular,  Reck  And  Ponel,  Solder  Type  Socket  Contacts, 
Size  20 

Connector,  Electrical,  Rectangular,  Rock  And  Ponel,  Solder  Type  Pin  Contocts,  Size 

22 

Connector,  Electrical,- Rectangular,  Rock  And  Ponel,  Solder  Type  Socket  Contocts, 
Size  22 

Connector,  Electricol,  Modular,  Connector,  Type  lii.  Keying  Pegs . . . . . . 

Connector,  Electricol,  Modular,  And  Component  Parts  General  Specification  For . 

Connector,  Electrical,  Modular,  Type  IV  40  Pin,  Straight  Through  . . . . . 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Rfi  Grounding, 

Bcyonel  Coupling,  Crimp  Pin  Contact),  (Series  I,  Classes  G  And  R) 

Connector,  Electrical,  Modular,  Type  IV,  Single  Span,  Connector  Assembly . . . 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Rfi  Grounding, 

Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  1,  Classes  G  And  R) 

Connecior,  Electricol,  Modular,  Type  IV  Double  Span,  Connector  Assembly,  (Dip 
Frame) 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Rfi  Grounding, 

Bayonet  Coupling,  Prewired  Pin  Contact),  (Series  I,  Gosses  A,  G,  And  R,  (Shell 
Size  8  For  Inserts  8*2,  8*3>  And  8*4  Only) 

Connector,  Electrical,  Modular,  Connecior,  Type  IV,  Pm,  Contact  Toils  On  0.50  ........ 

fl»r*«Col,  (Cir<i»tor,  (Rfi  (5 

Bayonef  Coupling,  Prewired  Socket  Contact),  (Series  I,  Classes  A,  G,  And  R 
(Shell  Size  8  For  Inserts  8*2,  8*3,  And  8-4  Only) 

Connector,  Electricol,  Modular,  Type,  IV,  40  Pin,  Right  Angle  (For. Solid  Or  Dip 
Frame) 

Connector,  Electric,  Circular,  Environment  Resisting,  Backshell,  Straight,  90  Degrees, 
And  45  Degrees,  Wilh  Dielectric  Strain  Relief,  For  Series  2  Connectors 

Connector,  Electricol  Modular,  Type  IV,  Connector  Assembly,  Screw,... . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 
Self  Locking,  Crimp  Pin  Contacts),  (Series  li,  Goss  K) 

Connecior,  Electricol,  Modular,  Type  IV,  Connecior  Assembly,  Screw,  Insert 
Connector,  Electric,  Circular,  Environment  Resisting,  Plug,  Threaded  Coupling, 
SelMocking,  Crimp  Socket  Contacts,  Series  2,  Goss  K 
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FSC 
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l 
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84 

CR 
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L 
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5935 

85 

02  May 

78 

85 
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ALPHABETICAL  LISTING 


title 

Connector,  Electrical,  Modular,  Type  ttf,  Connector  Assembly,  Single  Span. . 

Connector,  Electrical,  {Circular,  Environment  Relisting),  Receptacle,  (Single  Hole 
Mount,  Bayonet  Coupling,  Pin  Contact),  (Series  III,  Cass  H) 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  Singte  Span  (For 
Solid  Or  Oip  Frame 

Connector,  Electrical,  (Circutor,  Environment  Resisting)  Plug,  Threoded  Coupling, 
(Push*  Pull,  Quick-disconnecl  Without  Lanyard)  Crimp  Pin  Contact,  Series  III, 
Classes  A,  G,  And  R 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  Single  Span  (Without 
Guide  Ribs) 

Connector,  Electrical  (Circular,  Environment  Resistant)  Plug,  Threaded  Coupling 
(Push-  Pull,  Quick-  Disconnect  Without  Lonyord)  Crimp  Socket  Contact,  Series  III, 
Class  A,  G,  And  R 

Connector,  Electrical,  Modular,  Connector,  Type  IV,  20  Pin,  Right  Angle  (ror  Die 
Cast  Frame) 

Connector,  Electric  (Circular,  Environment  Resising)  Plug,  Threoded  Coupling  (Push- 
Pull,  Quick  Disconnect  With  Lanyard)  Crimp  Pin  Contact,  Series  III,  Classes  A,  G, 
And  R 

Connector,  Electrical,  Modular,  Cr;mp,  Contact,  Type  V . . . . . . . . . 

Connector,  Electric  (Circular,  Environment  Resisting)  Plug,  Threaded  Coupling  (Push- 
Pull,  Quick  Disconnect  With  Lanyard),  Crimp  Socket,  Series  III,  Classes  A,  G  And 
R 

Connector,  Electrical,  Modular,  Block  40  Pin,  Type  V,  Straight  Through  . . . 

Connector,  Electrical,  Rectangular,  Receptacle,  Microminiature,  Polarized  Shell, 

Socket  Contacts,  Class  M,  Crimp  Type 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  V,  Style  I,  Contact  Toils 
On  .100  Centers 

Connector,  Electrlcol,  Rectongulor,  Microminiature,  Mounting  Hardware  ..... . 

Connector,  Electrical,  Modular,  Spacer,  Pin,  Type  Iv,  Single  Spar. . . . . . 

Connector,  Electrical  (Circular,  Environment  Resisting),  Receptacle  AJopter  (Push- 
Pull,  Quick  Disconnect),  Series  III,  Classes  A,  G,  And  R 

Connector,  Electrical,  Modular,  Spocer,  Pin,  Type  Iv,  Single  Span . . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Flonge  Mount, 
Boyonet  Coupling,  Crimp  Socket  Contac)  Series  III,  Classes  A,  G  And  R 

Connector,  Electrical,  Modular,  Spacer,  Pin,  Type  Iv,  Double  Span  . . . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow  Flonge 
Mount,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  I,  Classes  A,  G,  And  R) 

Connector,  Electrical,  Modular,  Frame,  Casting,  Type  Iv,  Double  Span  . . 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receplocle,  (Flange 
Mount, bayonet  Coupling,  Crimp  Pin  Contact),  (Series  III,  Classes  A.g  And  R 

Connector,  Electrical,  Modular,  frame.  Casting,  Type  IV,  Single  Span..... . . . 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  III,  Classes  A,  G,  R,  & 
W) 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  Iv,  Single  Span . 

Connector,  Electrical,  *  j’rculor,  Environment  Resising),  Receptacle,  (Single  Hole 
Mount,  Boyonet  Coupling,  Crimp  Pin  Contact),  Series  111,  Classes  A,  G,  R,  &  W 

Connector,  Electricol,  Modular,  Pin,  Keying . . . . . 

Connector,  Electrical,  (Circular,  Environment  Resisting), plug,  (Boyonet  Coupling, 

Crimp  Socket  Contoct)  (Series  III,  Closses  A,  G,  And  R 
Connector,  Electrical,  Modular,  Guide  Retaining  (Inactive  For  New  Design  For  Repl. 
See  MIL-C-28754/7) 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Boyonet  Coupling, 
Crimp  Pin  Contoct),  Series  III,  Classes  A,  G,  And  R 

Connector,  Electricol,  Modular,  Housing . . . . . 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Threaded  Coupling,  Crimp  Socket  Contact),  (Series  lil,  Closses  A,  G,  K,  R, 
And  S) 

Connector,  Electricol,  Modulor,  Connector  Assembly,  Type  IV,  100  Pin,  Double  Spon 
Contoct  Toils  On  .050  Centers 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Flange  Mount, 
Bayonet  Coupling,_Soilder  Pin  Contoct),  (Series  lii,  Classes  H  And  Y) 

Connector,  Electricol,  Modulor,  Type  IV,  100  Pin,  Straight  Through,  Contact  Toils 
On  .100  Centers 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Solder  Flonge 
Mount,  Boyonet  Coupling,  Solder  Pin  Contact),  (Series  lii.  Classes  H  And  Y) 

Connector,  Electricol,  Modulor,  Connector  Frame,  Type  Iv,  Double  Span . 

Connector,  Electricol,. (Circolor,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Bayonet  Coupling,  Solder  Pin  Contact),  (Series  III,  Classes  H  And  Y) 
Connector,  Electricol,  Minioture,  Quick  Disconnect  (For  Weapons  Systems) 
established  Reliability 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 
Crimp  Pin  Contoct), (series,  III,  Classes  A,  G,  K,  And  R 
Connector,  Electricol,  Insert  (Insulator),  Femole  Rectongulor,  Polarized,  Center  Screw 
lock,  For  75  Removobf?  Contacts 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Flonge  Mount, 
Threoded  Coupling,  Solder  Pin  Contoct),  (Series  lii,  Gosses  H  &  Y) 

Connector,  Electricol, insert  (lnsulator).  Mole  Rectangular,  Polarized,  Center  Screw 
Lock,  Fcr  100  Removoble  Contacts 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow  Flonge 
Mount,  Boyonet  Coupling,  Crimp  Pin  Contact),  (Series  I,  Closses  A,  G,  And  R) 
Connector,  Electrical,  Insert  (Insulator),  Femole  Rectongulor,  Polarized,  Center  Screw 
Lock,  For  100  Removoble  Contacts 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Electrical  (Circular,  Environment  Resisting),  Receptacle,  (Wide  Flange 
Mount,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  I,  Classes  A,  G,  And  R) 
Connector,  Electrical,  Insert  (Insulator)  Male  Rectangulor  Polarized.  Center  Screw 
lock,  For  130  Removable  Contacts 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Wide  Flange 
Mount,  Boyonet  Coupling,  Crimp  Pin  Contact),  (Series  I,  Classes  A,  G,  And  R) 
Connector,  Electrical,  Insert  (Insulator),  Female  Rectangulor,  Polarized,  Center  Screw 
lock.  For  130  Removable  Contacts 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptode,  (Single  Hole 
Mount,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  I,  Classes  A,  G,  And  R) 
Connector,  Electrical,  Shield,  Rectangular  For  75,  100  Or  130  Removable  Contacts  .. 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Bayonet  Coupling,  Crimp  Pin  Contact),  (Series  I,  Classes  A,  G,  And  R) 
Connector,  Electrical,  Insert  (Insulator),  Mole  Rectangular,  Polarized,  Center  Screw 
Lock,  For  20  Removable  Contacts 

Connector,  Electrical,  Rectangulor,  Plug,  Crimp  Contacts.  (Ti‘v  *  Insert,  Type  li.  Class 
1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Si.:..  Designator  A( 
Connector,  Electrical,  Insert  (Insulator),  Female  Rectangular,  Polarized,  Center  Screw 
Lock,  For  20  Removable  Contacts 

Connector,  Electrical,  Rectangular,  Receptacle,  Environment  Resistant,  Crimp 
Contacts,  Triple  Insert,  Type  li.  Class  1  (-65  Degrees  C  To  Plus  125  Degrees  C), 
Series  2,  Shell  Size  A 

Connector,  Electrical,  Insert  (Insulator),  Male  Rectangular,  Polarized,  Center  Screw 
lock,  For  38  Removable  Contacts 

Connector,  Electrical,  Rectangular  Plug,  Environment  Resistant,  Crimp  Contacts, 
Quadruple  Insert,  Type  li.  Class  1  (-65  Degrees  C  To  Plus  125  Degrees  C),  Series 
2,  Shell  Size  A 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangulor,  Polarized,  Center  Screw 
lock.  For  38  Removable  Contacts 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Quadruple  Insert, 
Type  li,  Class  1  (-65  Deg  C  To  Plus  125  Deg.  G,  Series  2,  Shell  Designator  A( 
Connector,  Electrical,  Insert  (Insulator),  Mole  Rectangular,  Polarized,  Center  Screw 
lock,  For  56  Removoble  Contacts 

Connector,  Electrical,  Rectangular,  Plug,  Environment  Resistant,  Crimp  Contacts, 

Triple  Insert,  Type  li,  Class  1  (-65  Degrees  C  To  Pius  125  Degrees  C),  Series  2, 
Shell  Designator  B 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangulor,  Polarized,  Center  Screw 
lock.  For  56  Removable  Contacts 

Connector,  Electrical,  Rectangular,  Receptacle,  Environment  Resistant,  Crimp 
Contacts,  Triple  Insert,  Type  li.  Class  2  (Minus  65  Deg.  To  Plus  200  Deg.  C), 

Series  2,  Shell  Designator  8 

Connector,  Electrical,  Insert  (Insulator),  Mole  Rectangular,  Polarized,  Center  Screw 
lock.  For  90  Removable  Contacts 

Connector,  Electrical  Rectangular,  Plug,  Environment  Resistant,  Crimp  Contacts, 
Quadruple  Insert,  Type  li,  Class  1  (-65  Degrees  C  To  Plus  125  Degrees  C),  Series 
2,  Shell  Designator  B 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangular,  Polarized,  Center  Screw 
Lock,  For  90  Removoble  Contacts 

Connector,  Electrical,  Rectangular,  Plug,  Environment  Resistant,  Crimp  Contacts, 
Quadruple  Insert,  Type  li,  Closs  2  (Minus  65  Deg.  To  Plus  200  Deg.  C),  Series  2, 
Shell  Designator  B 

Connector,  Electrical,  Insert  (Insulator),  Mole  Rectangulor,  Polarized,  Center  Screw 
Lock,  For  120  Removable  Contacts 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Single  Insert,  Type 
lii,  Goss  !'(Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Designator  A( 

Connector,  Electrical,  Insert  (Insulator),  Female  Rectangulor,  Polarized,  Center  Screw 
Lock,  For  120  Removoble  Contacts 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Dual  Insert,  Type  lii. 
Class  1  Shell  Designator  A) 

Connector,  Electricol,  Rectongular  Shield,  For  20.  38,  56,  90  Or  120  Removoble 
Contacts 

Connector,  Electrical,  Rectangulor,  Receptacle,  Crimp  Contacts,  (Triple  Insert,  Type 
lii,  Goss  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Designator  A( 

Connector,  Electrical,  Contact,  Fork  Type,  Crimp  Removoble  (8.5  Amperes) . 

Connector,  Electricol,  Rectangular,  Receptacle,  Crimp  Contacts,  (Quadruple  Insert, 
Type  lii,  Closs  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Designator,A( 

Connector,  Electrical,  Contoct,  Fork  Type,  Removoble,  Oouble  Wire  Crimp . . . 

Connector,  Electricol,  Rectangulor,  Plug,  Crimp  Contacts,  (Single  Insert,  Type  lv. 

Class  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C)  Series  2,  Shell  Designator 
A( 

Connector,  Electrical,  Rectangular  Shield,  For  120  Removable  Contacts.. . 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Single  Insert,  Type 
lv.  Close  1,  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Designator  A( 

Connector,  Electrical,  Contact,  Fork  Type,  Wire  Hole  Removable.. . 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Single  Insert,  Type 
lv,  Closs  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shel*  Designator  A,  Clinch 
Nut  Mountmg( 

Connector,  Electrical,  Rectangular,  Receptacle,  Crimp  Contacts,  (Single  Inter*.  Type 
!v.  Class  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Designator  A,  Float  Mounting{ 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Electrical,  Rectangular,  Plug,  Crimp  Contacts,  (Dual  Insert,  Type  Iv,  Class 
1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell  Designator  A( 
Connector,  Electrical,  Rectangular,  Receptacle,  Crimo  Contacts,  (Dual  Insert,  Type  Iv, 
Class  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell  Designator 
A( 

Connector,  Electrical,  Rectangular,  Receptacle  Crimp  Contacts,  (Dual  Insert,  Type  Iv, 
Class  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Designator  A,  Clinch 
Nut  Mount( 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 
Mount,  Threaded  Coupling,  Solder  Pin  Con 
Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (RFI,  Threaded 
Coupling,  Crimp  Pin  Contcct)  (Series  III,  Classes  G  &  R) 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Solder  Flange 
Mount,  Bayonet  Coupling,  Straight  Pin  CONTACT)8  (Series  lii.  Classes  H  And  Y) 
Connector,  Electric,  Rectangular,  Miniature,  Polorized  Shell,  Rack  And  Panel,  Shell 
Receptacle  Socket  Contacts,  Crimp  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rock  And  Panel,  Shell, 
Plug  Pin  Contacts,  Crimp  Type 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rock  And  Panel,  Shell, 
Plug,  Hehmetic  Pin  Contacts,  Class  H 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  Single  Hole 
Mount,  Bayonet  Coupling,  Straight  Pin  Contact,  (Series  III,  Classes  H  And  Y) 
Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 
Self-locking,  Crimp  Socket  Contact),  (Series  lii,  Classes  A,  G,  K,  And  R) 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 

Self  locking,  Cr»mp  Pin  Contcct),  (Series  lii,  Classes  A,  G,  K,  R  And  W) 

Connecter,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Solder  Flange 
Mounr,  Threaded  Coupling,  Solder  Pin  Contact)  (Series  lii, 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (RFI,  Threaded 
Coupling,  Crimp  Socket  Contact),  (Series  III,  Classes  G  And  R) 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 

Self  Locking,  R.F.I.  Grounding,  Crimp  Socket  Contacts).  (Series  lii,  Classes  N  &  S 
Firewall) 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded  Coupling, 

Self  Locking,  R.F.I.  Grounding,  Crimp  Pin  Contacts),  (Series  lii,  Casses  N  &  S 
Firewall) 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Panel,  Shell 
Receptacle  Socket  Contacts,  Solder  Type 
Connector,  Electricol,  Mounting  Device,  Flange  Type,  1/4  Mounting  Perimeter 
Device,  Type  III  (Light  Duty) 

Connector,  Electric,  Rear  Accessory  Design  Stondcrd . 

■Connector,  Electrical.mounting  Device,  Flan  Ge  Type,  Full  Mountingperimeter  Device, 
Typ  E  I  (Heavy  Duty) 

Connector,  Electricol,  Receptacle,  10526125  . . . . . . . 

Connector,  Electricol,  Mounting  Device,  Flange  Type,  3/4  Mounting  Perimeter 
Device,  Type  II  (Medium  Duty) 

Connecter,  Electrical,  Mounting  Device,  Flange  Type,  1/4  Mounting  Perimeter 
Device  Type  I  &  15  (Light  Duty) 

Connector,  Electricol,  Rectangular,  Individual  Contact  Sealing,  Polarized  Center 
Tockscrew,  General  Specification  For 

Connector,  Electricol,  Miniature,  Rectongulor  Type,  Rack  To  Panel,  Environment 
Resisting,  200  Degrees  C  Totol  Continuos  Operating  Temperature,  Generol 
Specification  For 

Connector,  Electrical,  Receptacle,  Miniature,  Rectongulor  Type,  Rack  To  Panel, 
Standard  Hole  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Plug,  Socket  Contact,  Miniature,  Rectangular  Type,  Rack  To 
Panel,  With  Guide  Pins  &  Spring  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electric,  Rectongulor  Miniature,  Polarized  Shell,  Rack  &  Panel,  Shell, 
Receptocle,  Socket  Contocts,  Printed  Wiring  Board  Termination  Types 
Connector,  Electric,  Rectongulor  Miniature,  Polarized  Shell,  Rock  And  Ponel,  Shell, 
Plug,  Pin  Contacts,  Printed  Circuit  Boord  Termination  Types 
Connector,  Electric,  Rectangular,  Individuol  Contact  Sealing,  Polorizedcenter 
Jockscrew,  Plug,  Crimp  Removoble  Pin  Contacts,  Class  E 

Connector,  Electrical,  Power, . . . . . . . 

Connector,  Electric,  Rectongulor,  Individuol  Contact  Sealing,  Polorizedcenter 
Hardware,  Receptacle,  Crimp  Removoble  Socket  Contacts,  Closs  E 
Connector,  Electric,  Rectangular,  Individuol  Contact  Sealing,  Polorizedcenter 
Jockscrew,  Interfoclol  Seal,  Size  16,  Crimp  Contacts 
Connector,  Electric,  Rectangular,  Individuol  Contact  Sealing,  Polorizedcenter 
Jockscrew,  Sealing  Plug,  Size  16,  Crimp  Removable  Contacts 
Connector,  Electric,  Rectangular,  Individual  Contact  Sealing,  Polorizedcenter 
Jockscrew,  Wire  Seal,  Size  16,  Crimp  Removable  Contacts 
Connector,  Electric,  Rectangular,  Individuol  Contact  Sealing,  Pofarizedcer/er 
Jackscrew,  Replacement  Tool,  Wire  Seel,  Size  1 6,  Crimp  Removable  Contacts 
Connector,  Electrical,  Receptacle,  Pin  Contact,  Minioture,  Rectangular  Type,  Rack  To 
Panel,  With  Guide  Sockets,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Plug,  Socket  Contact,  Minioture,  Rectangular  Type,  Rock  To 
Panel,  With  Captive  Springs,  Environment  Resisting,  200  Deg  C 
Connector,  Electricol,  Receptacle,  Pin  Contact,  Minioture,  Rectongulor  Type,  Reck  To 
Panel,  Bushing  Mountain,  Environment  Resisting,  200  Deg.  C 
Connector,  Electricol,  Plug,  Pin  Contact,  Miniature,  Rectangular  Type,  Rack  To  Ponel, 
Clinch  Nut  Mounting,  Environment  Resisting,  200  Degree  C 
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NOTICE  1 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

l 

MIL-C83723/90B  (1) 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

MIL-C-83723/91B  (2) 
NOTICE  1 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

MIL-C-83723/97A  (1) 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

MII-C-83723/98A  (1) 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

MS-18269E 

5935 

EC 

30  Nov 

76 

CR 

EC 

85 

Mll-C-85528 

SUPP  1 

5935 

AS 

19  Mo/ 

83 

CR 

AS 

85 

l 

MS-3155C 

5935 

AS 

11  Dec 

78 

AS 

MIL-C-85528/ 1 

5935 

AS 

19  May 

83 

CR 

AS 

85 

L 

MIL-C-60174  !4) 

1220 

AR 

26  Jon 

70 

AR 

Mll-C-85528/2 

5935 

AS 

19  May 

83 

CR 

AS 

85 

MIL-C-85523/3 

5935 

AS 

1?  May 

83 

ck 

AS 

85 

L 

Mll-C-85028 

SUPP  1 

5935 

AS 

25  Od 

77 

AS 

Q  l 

Mll.C-837.33C 

SUPP  1 

5935 

85 

28  Jul 

86 

85 

L 

MIL-C-83733/1C 
NOTICE  J 

5935 

85. 

13  Nov 

87 

85 

L 

MIL-C-83733/2D 

5935 

85 

26  Jui 

86 

85 

MS-IAU58C 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

MS-14059D 

5935 

EC 

26  Jan 

89 

CR 

EC 

85 

L 

Mll-C-85028/1 

5935 

AS 

25  Ocl 

77 

AS 

L 

Mll-C-53052  (1) 

6115 

ME 

07  Jon 

86 

ME 

L 

MII-C-.85028/2 

5935 

AS 

25  Od 

77 

AS 

L 

Mll-C-85028/3 

5935 

AS 

25  Od 

77 

AS 

L 

MIL-C-85028/4 

5935 

AS 

25  Od 

77 

AS 

L 

MIL  085028/5 

5935 

AS 

25  Od 

77 

AS 

L 

MIL-C-85028/6 

5935 

AS 

25  Od 

77 

AS 

L 

MIL-C-83733/3B 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

l 

MIL-C-83733/48 
NOTICE  1 

5935 

35 

27  Teb 

87 

85 

L 

MIL-083733/5B 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

l 

MII-C-83733/6C 

5935 

85 

31  Dec 

87 

85 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Electrical,  Plug,  Socket  Contact,  Miniature,  Rectongulor  Type,  Rock  To 
Panel,  With  Guide  Sockets  &  Spring  Mounting,  Environment  Resisting,  200  Deg. 

C 

Connector,  Electricol,  Receptacle,  Pin  Contact,  Miniature,  Rectongulor  Type,  Rack  To 
Panel,  With  Guide  Pins,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Pin  Contact,  Miniature,  Rectongulor  Type,  Rock  To  Panel, 
Staggered  Standard  Hole  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Receptacle,  Pin  Contact,  Miniature,  Rectangular  Type,  Rack  To 
Panel,  Staggered  Bushing  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Receptacle,  Pin  Contact,  Miniature,  Rectangular  Type,  Rack  To 
Panel,  Sfoggered  Clinch  Nut  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Plug,  Socket  Contact,  Miniature,  Rectangular  Type,  Rack  To 
Panel,  Staggered  Spring  Mounting,  Environment  Resisting,  200  Deg.  C 
Connector,  Electrical,  Miniature,  Rectongulor  Type,  Bockshell,  Rodio  Frequency 
Interference 

Connector,  Electricol,  Miniature,  Rectangular  Type,  Strain  Relief,  Straight . 

Connector,  Fiber  Optic,  General  Specification  For  ♦  Nov  81 . 

Connector,  Fiber  Optic,  High  Reliability,  Fixed  Single  Terminus,  Plug  100/140  Urn 
Fiber  (Space  Level) 

Connector,  Fiber  Optic,  Circular,  Environmental  Resistant,  Hermaphroditic,  General 
Specification  For 

Connector,  Fiber  Optic,  Plug-receptode-adopter  Style,  2.5MM  Bayonet  Connector, 
Plug,  Epoxy,  For  50/125UM,  62.5/125UM  &  100/140UM 
Connector,  Fiber  Optic,  Adopter  2.5MM  Bayonet,  Pulkheod  Panel  Mount,  Coupling 
Receptacle 

Connector,  Fiber  Optic,  Active  Device  Receptacle,  2.5MM  Bayonet  Pcmount  . 

Connector,  Fixed  Flange,  To  Hose  ...................... . . . . . 

Connector,  Fixed  Flange,  To  Flored  Tube . . . . . . . 

Connector,  General  Purpose,  Electrical  Miniature,  Circular,  Environment  Resisting, 
General  Specification  For 

Connector,  Hose  Quick  Discounnect,  Female,  Anti  ,g.  Suit . 

Connector,  Hose,  Quic>acting,  Anti  (G)  Suit  (Asg)  . 

Connector,  Hose,  Quick  Acting,  Mole,  Anti-g  Garment . . . . . . . 

Connector,  Hull  Inserts,  Type  Vii  . . . . . . . 

Connector,  Intercell  And  Cell-lo-receptode,  Bottery,  Storage,  Heavy  Duty,  Aircraft.... 

Connector,  Line  Plug,  Electric,  Solder  Type,  Bayonet  Coupling....... . 

Connecter,  Mole  Inlet,  Electricol,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  2?7  Volts,  50/60  Hertr 

Connector,  Mole  Inlet,  Electricol,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3 
Wire,  15  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Male  Inlet,  Electrical,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire,  50 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electricc1,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electrical,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire,  50 
Amperes,  2 77  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electrical,  General  Purpose,  Crounding,  2  Pole,  3  Wire,  50 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electrical,  Special  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Spt*'ol  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Special  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3 
Wire,  15  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  4  Pole,  5  Wire,  20 
Amperes,  120/208  Volfs,  50/60  Hertz,  3  Phase,  Y 
Connector,  Mole  Intel,  Electricol,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  15 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Generol  Purpose,  Grounding,  2  Pole,  3  Wi?o,  15 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Spedol  Purpose,  Grounding,  4  Pole,  5  Wire,  30 
Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y 
Connector,  Male  Inlet,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  250  Volts,  50/60  nerlz 

Connector,  Mole  Inlet,  Electrical,  Specific  Purpose,  Grounding,  2  Pole,  3  Wire,  15 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Special  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electricol,  Special  Purpose.grounding,  3  Pole,  4  Wire,  30 
Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Mole  Inlet,  Electrical,  Specie!  Purpose,  Grounding,  3  Pole,  4  Wire,  30 
Amperes,  250  Volts,  50/60  Hertz,  3  Phase 
Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3 
Wire,  15  Amperes,  277  Volts,  50/60  Hertz 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


l 

M:L-C.83733/7D 

5935 

85 

26  Jut 

86 

85 

L 

MIL-C-83733/88 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

i 

MIL-C.83733/9B 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

L 

MH.-G83733/10B 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

i 

MIL-C-83733/11B 
NOTICE  1 

5935 

85 

27  Feb 

87 

85 

L 

MIL-C-83733/12C 

5935 

85 

26  Jul 

86 

85 

L 

MIL-C-83733/15A 

5935 

85 

21  May 

76 

85 

L 

MIL-C-83733/16A 

"*35 

85 
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76 

85 

E 

EIA  RS475-81 

6060 

CR 
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82 

CR 

AS 

85 

MIL.C-0083522/2E 
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NA 
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89 
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6060 

85 
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85 

CR 

EC 

85 

SUPl  l 

MIL-C*83522/12 

6060 

85 

21  Ocl 

88 

CR 

EC 

85 

MH.-C-83522/13 

6060 

85 

21  Oct 

88 

CR 

EC 

85 

MIL-C-83522/14 

6060 

85 

21  Ocl 

88 

CR 

EC 

85 

MS  .20757  8 

4730 

82 

24  Jul 

75 

AS 

99 

MS-20760C 

4730 

82 

16  Jun 

78 

AS 

99 

OL 

MIL-C-26500E  (4) 

SUPP  IB 

5935 

85 

30  Sep 

8f 

85 

MS-27755A 

4730 

82 

18  Jul 

75 

AS 

99 

MIL-C-79428  (1) 

4730 

82 

23  Apr 

70 

AS 

99 

L 

Mll.C-83390  (2) 

4730 

82 

27  Jul 

76 

11 

L 

MII-C.24231/25D 

5935 

SH 

15  May 

87 

SH 

i 

MS-3347A 

6140 

AS 

28  Aug 

69 

AS 

L 

MS-200270 

5935 

85 

20  Dec 

67 

85 

W-C-596/179 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

ES 

WC-596/89A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 

W-C-596/163 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85 

ES 

W.C-596/171 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

W-C-596/175 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

ES 

W-C-596/167 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

W-C-596/97 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

W-C-596/106 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

W.C-596/93 

5935 

/ES 
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78 

CR 

YD 

85 

W-C-596/102A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 
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5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

W-C-596/140A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 

W.C-596/I41A 

5935 

/ES 
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83 

CR 

YD 

85 

W-C-596/I42A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 

W-C-596/135 

5935 

/ES 

11  Aug 

78 

CR 

YO 

85 

W-C-596/144A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 

W-C-596/80 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

W.C-596/147 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

E5 

W.C-596/84 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

W-C-596/110 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

W.C-596/119 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

W.C-596/13) 

5935 

/ES 
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78 

CR 

YD 

85 

ES 

W-C-596/115A 

5935 

/ES 

15  Mar 

83 

CR 

YD 

85 

ES 
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ALPHABETICAL  LISTING 


TITLE 


Connector,  Mole  Inlet,  Electrical,  Spedol  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  125/250  Volts,  50/60  Herlr 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  250  Volis,  50/60  Hertz,  3  Phase 

Connector,  Mole,  Assembly  For  M18A1  Apers  Mine . . . 

Connector,  Micro  . . . . . . . . 

Connector,  Multiple  Coble  . . . . . . . . . . . . . . 

Connector,  Multiple  Fluid  Pressure  Lin?  90  Deg . . . . . 

Connector,  Multiple  Fluid  Pressure  Line  ,  75  Deg.  . . . . . . . . 

Connector,  Multiple  Fluid  Pressure  Line,  45  Deg. . . . . . 

Connector,  Multiple  fluid  Pressure  Line,  Straight  . . . . . . . . 

Connector,  Oxygen  Mask  To  Regulator  CRU-60/F . . . . . . . 

Connector,  Oxygen  Mask  Hose  Non-election  Type  . . . . . 

Connector,  Oxygen  Hose  To  Regulator  . . . . . . . 

Connector,  Oxygen  Mask  Hose,  Type  MC-3A  . . . . . . . . . 

Connector,  Oxygen  Hose  To  Regulator  . . . . . . . . 

Connector,  Oxygen  Mask  Hose,  Type  MC&3A  (Asg)..... . . . 

Connector,  Plug  And  Receptacle,  Electrical  (Coaxial,  Series  Twin),  And  Associated 
Fittings,  General  Specification  For 

Connector,  Plug  &  Receptacle,  Electrical,  Rectangular  Multiple  Insert  Type,  Pock  To 
Ponel,  Environment  Resisting,  150  C  Total  Continuous  Operating  Temperature, 
General  Specification  For 

Connector,  Plug  And  Receptode-electrical  Rectangular,  Polarized  Shell,  Miniature 
Type 

Connector,  Plug  And  Receptacle  (Electrical,  Waterproof),  And  Accessories,  General 
Specification  For 

Connector,  Plug  Electrical  Straight,  Crimp  Type  Bayonet  Coupling,  Emi,  Series  li  ...... 

Connector,  Plug  And  Receptacle  (Electrical,  Audio,  Waterproof,  Ten  Contact, 
Polarized). 

Connector,  Plug  &  Receptacle,  Intermediate  Power,  (Electrical,  Waterproof)  Type 
MW,  General  Specification  For 

Connector,  Plug  Receptacle,  Electrical  Rectangulor,  18  Contacts,  Femolc,  7.5  Amps 
(Inactive  6  Dec  71) 

Connector,  Plug  And  Cap  Electric,  Grounding  . . . . . 

Connector,  Plug  Receptacle,  Electrical,  Hexogonol,  9  Contacts,  Female,  7.5  Amps 
(Inactive  12*6*71) 

Connector,  Plug  And  Receptacle,  Electrical,  Quick  Connect  And  Disconnect,  12 
Contacts,  Medium  Power 

Connector,  Plug  And  Receptacle,  Telephone,  Electrical,  Subassembly  And  Accessories 
And  Contact  Assembly,  Electrical,  Generol  Specification  For 
Connector,  Plug*receptoc!e,  Electrical,  Hexagonal,  9  Contacts,  Mole,  7.5  Amps . 

Connector,  Plug-receptacle,  Electrical,  Rectangular,  18  Contacts,  Male,  13  Amps. . . 

Connector,  Plug-receptacle,  Electrical,  Hexogonol,  5  Contocts,  Female,  7.5  Amps.. . 

Connector,  Plug*receptocle,  Electrical,  Pectongulcr,  8  Contocts,  Femole,  7.5  Amps. .... 
Connector,  Plug-receptode,  Electrical,  Rectangular,  8  Contocts,  Mole,  7.5  Amps,  . 

Connector,  Plug-receptode,  Electrical,  Hexagonal,  5  Contacts,  Mole,  7.5  Amps.  . . 

Connector,  Plug,  Electrical,  Series  LT,  Cobled,  Class  2 . . . 

Connector,  Plug,  Intermediate  Power,  (Cectrical,  Waterproof)  Type  MW,  Pin 
Contact,  18  Terminal 

Connector,  Plug,  Electrical,  Waterproof  (Cathedral  Shope)  Shell  Size  26,  Femole 
Inserts 

Connector,  Plug,  Electrical  Straight,  Miniature  (Inactive) . . . . . . 

Connector,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  Series  N  (Socket  Contact, 
Semirigid  Cable,  Class  2)  (For  Use  With  MIL*C*28830/5) 

Connector,  Plug,  Electric,  Crimp  Type,  Push  Pull  Coupling,  Series  3  (Class  L  And  E) .. 
Connector,  Plug,  Electrical,  Waterproof  (Round  Shope,  Shell  Size  26,  Male  Inserts, 
Bd'ows  Clomp) 

Cesres for,  Pkg.  E'ectricoL  Lf  Series  UG-1305'U 

Connector,  Plug,  Type  I,  Molded,  Three*,  Four*,  &  Five-conductor . . . 

Connector,  Plug,  Electric,  Crimp  Type,  Lanyard,  Push-pull  Coupling,  Series  3  (Class  l 
AodE) 

Connector,  Plug,  Electrical,  Waterproof  (Round  Shope)  Shell  Size  20,  Femole  Inserts 
Connector,  Plug,  Electrical  -  90  Deg.  Adopter,  Lt  Series  UG-1264/U  (Supersedes 
57C858/) 

Connector,  Plug,  Efectricol,  Coaxial,  Radio  Frequency,  (Series  TNC  (Cobled),  Pin 
Contact,  Closs  2) 

Connector,  Plug,  RSFI  Shielded,  Electric,  Series=2,  Crimp  Type,  Bayonet  Couplings, 
Classes  t,  S,  And  W 

Connector,  Plug,  Efectricol,  Class  I  (Coaxial,  Series  Twin),  Type  UG-421B/U  ............ 


DOCUMENT 


NUMBER 

FSC 

PREP 
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CUSTODIAN 

W-C-596/123 

4933 

/ES 

11  Aug 

78 

CR 

YD 

8S 
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/ES 
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78 
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YD 

85  ES 

L 
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AR 
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71 

AR 
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MS 
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L 
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87 

SH 
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88 

AV 

AS 

99 
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79 

99 
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82 
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88 

AV 

AS 

99 

REV  9 

AN7796 

REV  5 
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82 
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88 

99 
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MII-C-38271A  (3) 
NOTICE  1 

1440 

82 
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88 

99 

Q  L 

MIL-C-83867A 

1440 

82 

03  Jun 

86 

99 

MIL-C-19064B  (2) 

1440 

AS 

05  Jan 

78 

AV 

AS 

99 

Q 

MIL-C-19246C  (1) 
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AS 
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78 

AV 

AS 
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AS 

31  Jon 

86 

AV 

AS 

99 

MS-22016D 
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AS 

20  Feb 

73 

AV 

AS 

MII-C-36S5C  (1) 

SUPP  1 

4934 

CR 
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84 

CR 

EC 

85 
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SUPP  1 

SUPPt.  1 

4934 

85 
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85 

CR 

AS 

85 

Q  L 

MIL-C-21617  (1) 

4934 

EC 
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59 

EC 

MIL-C-12520C  (1) 

4934 

CR 

01  Mar 

86 

CR 

85 

SUPP  1A 

NOTICE  1 

MS-274841 

4934 

85 

17  Feb 

88 

CR 

AS 

85 

L 

MIL-C-10544C  (2) 
NOTICE  1 

4934 

CR 

16  Aug 

88 

CR 

MIL-C-55181C  (1) 

SUPP  1A 

4934 

CR 

07  Nov 

85 

CR 

EC 

85 

MS-24011  E 

4934 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-34938 

4934 

AS 

22  Sep 

77 

CR 

AS 

11 

MS-24055D 

4934 

EC 

06  De: 

71 

CR 

EC 

85 

L 

MIL-C-55243 

4934 

CR 

25  Oct 

63 

CR 

Q  L 

MIL-C-55074F  (1) 

4934 

CR 

25  Feb 

88 

CR 

MS-24056E 

4934 

Ml 

02-  May 

86 

Ml 

AS 

85 

NOTICE  1 

MS-24034C 

NOTICE  1 

4934 

85 

08  Aug 

86 

Ml 

AS 

85 

MS-240370 

4935 

EC 

21  Feb 

67 

CR 

AS 

85 

MS-24005E 

5935 

Ml 

03  Apr 

64 

Ml 

85 

MS-240040 

NOTICE  1 

5935 

Ml 

08  Apr 

86 

Ml 

AS 

85 

MS-24038C 

NOTICE  1 

5935 

Ml 

02  May 

86 

Ml 

AS 

85 

MIL-C-24437/1 

5935 

85 

31  Mar 

87 

85 

MIL-C-55I81/7C 

5935 

CR 

23  Jun 

86 

CR 

EC 

85 

MIL-C-12520/3A 
NOTICE  1 

5935 

CR 

01  Mar 

86 

CR 

85 

L 

M5-24244K 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

L 

MII-C-39012/121A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

L 

MS-3447 

5935 

AS 

21  Jol 

71 

AS 

L 

MIL-C-12520/15 
NOTICE  1 

5935 

CR 

01  Mar 

86 

CR 

L 

MS-24281A 

NOTICE  1 

3935 

85 

27-Feb 

87 

85 

L 

MIL-C-24231/1D 

5935 

SH 

15  Moy 

87 

SH 

L 

MS-3448 

5935 

AS 

21  Jul 

71 

AS 

MII-C-12520/5A 

5935 

CR 

01  Mar 

86 

CR 

85 

L 

MS-24282A 

5935 

85 

18  Oct 

60 

85 

MIL-C-39012/24F  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MS-3475D 

5935 

CR 

12  Jut 

85 

CR 

AS 

85 

MIL-C-3455/1B 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 


200 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Male  Inlet,  Electrical,  Speciol  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz,  3  Phose 

Connector,  Mole,  Assembly  For  M18A1  Apers  Mine  . . . . . . 

Connector,  Micro  . . . . . . . . . . . 

Connector,  Multiple  Cable  . . . . . . . . . . . . 

Connector,  Multiple  Fluid  Pressure  Line  90  Deg..., . . . . . 

Connector,  Multiple  Fluid  Pressure  line  ,  75  Oeg . . . . 

Connector,  Multiple  Fluid  Pressure  line,  45  Deg. . . . . 

Connector,  Multiple  Fluid  Pressure  line.  Straight . . . . . . 

Connector,  Oxygen  Mask  To  Regulator  CRU-60/F . . . . 

Connector,  Oxygen  Mask  Hose  Non-ejection  Type  . . . 

Connector,  Oxygen  Hose  To  Regulator  . . . . . . . . . 

Connector,  Oxygen  Mask  Hose,  Type  MC*3A . . . . . . . 

Connector,  Oxygen  Hose  To  Regulator  . . . . . . 

Connector,  Oxygen  Mask  Hose,  Type  MC&3A  (Asg) . . . . . . . 

Connector,  Plug  And  Receptacle,  Electrical  (Coaxial,  Series  Twin),  And  Associated 
Fittings,  Generol  Specification  For 

Connector,  Plug  8.  Receptacle,  Electrical,  Rectangular  Multiple  Insert  Type,  Rock  To 
Panel,  Environment  Resisting,  150  C  Total  Continuous  Operating  Temperature, 
Generol  Specification  For 

Connector,  Plug  And  Receptacle-electrical  Rectangular,  Polarized  Shell,  Miniature 
Type 

Connector,  Plug  And  Receptacle  (Electricol,  Waterproof),  And  Accessories,  General 
Specification  For 

Connector,  Plug  Electricol  Straight,  Crimp  Type  Bayonet  Coupling,  Emi,  Series  li  . 

Connector,  Plug  And  Receptacle  (Electricol,  Audio,  Waterproof,  Ten  Contact, 
Polarized), 

Connector,  Plug  8>  Receptacle,  Intermediate  Power,  (Electrical,  Waterproof)  Type 
MW,  Generol  Specification  For 

Connector,  Plug  Receptacle,  Electricol  Rectangular,  18  Contacts,  Female,  7.5  Amps 
(Inactive  6  Dec  71) 

Connector,  Plug  And  Cap  Electric,  Grounding . . . . . . 

Connector,  Plug  Receptacle,  Electrical,  Hexagonal,  9  Contacts,  Female,  7.5  Amps 
(Inactive  1 2*671) 

Connector,  Plug  And  Receptacle,  Electricol,  Quick  Connect  And  Disconnect,  12 
Contacts,  Medium  Power 

Connector,  Plug  And  Receptacle,  Telephone,  Electrical,  Subassembly  And  Accessories 
And  Contact  Assembly,  Electricol,  Generol  Specification  For 
Connector,  Pfug*receptacle,  Electricol,  Hexagonal,  9  Contacts,  Mote,  7.5  Amps . 

Connector,  Plug*receptode,  Electricol,  Rectangular,  18  Contacts,  Mole,  13  Amps. ...... 

Connector,  PIug*receptacle,  Electrical,  Hexagonal,  5  Contacts,  Femole,  7.5  Amps . . 

Connector,  PJug-receptode,  Electrical,  Rectangular,  8  Contacts,  Femole,  7.5  Amps. .... 
Connector,  Plug*receptocle,  Electricol,  Rectangular,  8  Contacts,  Mole,  7.5  Amps . 

Connector,  Plug-receptacle,  Electrical,  Hexagonol,  5  Contacts,  Male,  7.5  Amps . 

Connector,  Plug,  Electricol,  Series  LT,  Cobled,  Class  2 . . . . . 

Connector,  Plug,  Intermediate  Power,  (Electricol,  Waterproof)  Type  MW,  Pin 
Contact,  18  Terminol 

Connector,  Plug,  Electrical,  Waterproof  (Cathedral  Shope)  Shell  Size  26,  Femole 
Inserts 

Connector,  Plug,  Electrical  Straight,  Miniature  (Inactive) . . . . 

Connector,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  Series  N  (Socket  Contact, 
Semirigid  Cable,  Class  2)  (For  Use  With  MII-C28830/5) 

Connector,  Plug,  Electric,  Crimp  Type,  Push  Pull  Coupling,  Series  3  (Class  L  And  E) 
Connector,  Plug,  Electrical,  Waterproof  (Round  Shape,  Shell  Size  26,  Male  Inserts, 
BrJ'ows  Clamp) 

Contactor,  Plug,  Electricol,  It  Series  UG-1305/U . . . 

Connector,  Plug,  Type  I,  Molded,  Three*,  Four*,  &  Five-conductor . . 

Connector,  Plug,  Electric,  Crimp  Type,  lanyard,  Push*pu!l  Coupling,  Series  3  (Class  L 
And  E) 

Connector,  Plug,  Electricol,  Waterproof  (Round  Shope)  Shell  Size  20,  Femole  Inserts 
Connector,  Plug,  Electricol  *  90  Deg.  Adopter,  It  Series  UG-1264/U  (Supersedes 
57C858/) 

Connector,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  TNC  (Cobled),  Pin 
Contoct,  Class  2) 

Connector,  Plug,  RSFI  Shielded,  Electric,  Series-2,  Crimp  Type,  Bayonet  Couplings, 
Classes  l,  S,  And  W 

Connector,  Plug,  Electrical,  Class  I  (Coaxial,  Series  Twin),  Type  UG-421B/U  . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

W-C-596/123 

5935 

/ES 

U  Aug 

78 

CR 

YD 

85 

W-C-596/127 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85  ES 

l 

MIL-050903 

1345 

AR 

19  Mor 

71 

AR 

MS-36480 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

l 

MIL-C-24231/1ID 

5935 

SH 

15  May 

87 

SH 

AN7769 

REV  8 

4730 

82 

10  Feb 

88 

AV 

AS 

99 

AN777 

4730 

82 

19  Mar 

79 

99 

REV  9 

AN7781 

4730 

82 

10  Feb 

88 

AV 

AS 

99 

RE7  9 

AN7796 

REV  5 

4730 

82 

10  Feb 

88 

99 

QL 

MIL-C-38271A  (3) 
NOTICE  1 

1660 

82 

10  Aug 

88 

99 

Qt 

MIL-C-83867A 

1660 

82 

03  Jun 

86 

99 

MIL-0190648  (2) 

1660 

AS 

05  Jan 

78 

AV 

AS 

99 

Q 

MIL-C-19246C  (1) 

1660 

AS 

24  Apr 

78 

AV 

AS 

MS-22058C 

1660 

AS 

31  Jon 

86 

AV 

AS 

99 

MS-220160 

1660 

AS 

20  Feb 

73 

AV 

AS 

MIL-C-3655C  (1) 

SUPP  1 

5935 

CR 

28  Sep 

84 

CR 

EC 

85 

Mll-C-83527 

SUPP  1 

SUPPL  1 

5935 

85 

15  May 

85 

CR 

AS 

85 

Q  L 

MIL-C-21617  (1) 

5935 

EC 

05  Mar 

59 

EC 

MIL-C-12520C  (1) 

SUPP  1A 

5935 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 

MS-27484L 

5935 

85 

17  Feb 

88 

CR 

AS 

85 

l 

MIL-C-10544C  (2) 
NOTICE  1 

5935 

CR 

16  Aug 

88 

CR 

MIL-C-55181C  (1) 

SUPP  1A 

5935 

CR 

07  Nov 

85 

CR 

EC 

85 

MS-2401  IE 

5935 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-3493B 

5935 

AS 

22  Sep 

77 

CR 

AS 

11 

MS-240550 

5935 

EC 

06  De: 

71 

CR 

EC 

85 

L 

M1L-C-55243 

5935 

CR 

25  Oct 

63 

CR 

Q  l 

M1L-C-55074F  (1) 

5935 

CR 

25  Feb 

88 

CR 

MS-24056E 

NOTICE  1 

5935 

Ml 

02‘ May 

86 

Ml 

AS 

85 

MS-24034C 

NOTICE  1 

5935 

85 

08  Aug 

86 

Ml 

AS 

85 

MS-240370 

5935 

EC 

21  Feb 

67 

CR 

AS 

85 

MS-24005E 

5935 

Ml 

03  Apr 

64 

Ml 

85 

MS-24006D 

NOTICE  1 

5935 

Ml 

08  Apr 

86 

Ml 

AS 

85 

MS-24038C 

NOTICE  1 

5935 

Ml 

02  May 

86 

Ml 

AS 

85 

Mll-C-26637/1 

5935 

85 

31  Mar 

87 

85 

MIL-C-55181/7C 

5935 

CR 

23  Jun 

86 

CR 

EC 

85 

MIL-C-12520/3A 
NOTICE  1 

5935 

CR 

01  Mar 

86 

CR 

85 

l 

MS-24266K 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

L 

MIL-C-39012/121A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

l 

MS -3467 

5935 

AS 

21  Jul 

71 

AS 

L 

MIL-C-12520/15 

5935 

CR 

01  Mor 

86 

CR 

NOTICE  1 

l 

M5-24281A 

5935 

85 

2/  feb 

8/ 

85 

NOTICE  1 

l 

MIL-C-2.231/1D 

5935 

SH 

15  Moy 

87 

SH 

L 

MS -3  468 

5935 

AS 

21  Jul 

71 

AS 

MIL-C-12520/5A 

5935 

CR 

01  Mor 

86 

CR 

85 

l 

MS-24282A 

5935 

85 

18  Oct 

60 

85 

MIL-C-39012/26F  (1) 

5935 

CR 

17  0cl 

88 

CR 

EC 

85 

MS-34750 

5935 

CR 

12  Jul 

85 

CR 

AS 

85 

MIL-C-3655/1B 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

200 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Plug,  Electrical,  Series  HN,  Type  UG-59E/U  . . . 

Connector,  Plug,  Electrical,  Specific  Purpose,  General  Grade,  locking,  2  Pole,  2 
Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

Connector,  Plug,  Type  I,  Molded,  Three-conductor,  For  THOF-9  Coble  . . . . 

Connector,  Plug,  Electrical  . . . . . . . . . 

Connector,  Plug,  Electrical,  Series  HN,  Type  UG-60E/U  . . . . . . 

Connector,  Plug,  Electrical,  Specific  Purpose,  Cable  Outlet,  General  Grade,  Locking, 

2  Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  (Inactive  For  New  Design 
Use  W-C-596/101 

Connector,  Plug,  Electrical,  Series  HN,  Type  UG-333C/U  . . . . 

Connector,  Plug,  Electric,  Series  1,  Solder  Type,  Straight,  Bayonet  Coupling . . 

Connector,  Plug,  Electrical,  Series  Pulse,  Type  UG  174/U . 

Connector,  Plug,  Electrical,  Specific  Purpose,  General  Grade,  Midget  locking,  2 
Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Waterproof  (Round  Shape)  Shell  Size  20,  Mole  Inserts  .. 

Connector,  Plug,  Electrical,  Crimp  Type,  Straight,  Bayonet  Coupling  (Inoctive*  Use 
MS  3476 

Connector,  Plug,  Aircraft  External  Power. . . . 

Connector,  Plug,  Electrical,  Specific  Purpose,  Cable  Outlet,  General  Grade,  Midget 
Locking,  2  Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  (Inoctive  For  New 
Design  Use  W-C-596/76) 

Connector,  Plug,  Electrical,  Waterproof  (Round  Shape)  Shell  Size  26,  Mole  Inserts  .. 

Connector,  Plug,  Electric,  Straight  . . . . . . 

Connector,  Plug,  Electrical,  Waterproof  (Round  Shape,  Shell  Size  20,  Mole  Inserts 
Bellows  Ctamp) 

Connector,  Plug,  Electrical,  Series  Ic,  UG-154A/U . . . . . . . . . . . 

Connector,  Plug,  Electrical,  Waterproof  (Cathedral  Shape,  Shell  Size  20,  Female 
Inserts) 

Connector,  Plug,  Electric,  Quick  Disconnect . . . . . . . . 

Connector,  Plug,  Electrical,  Waterproof  (Cathedral  Shope,  Shell  Size  20,  Mole 
Inserts) 

Connector,  Plug,  Electrical,  Special  Purpose,  Coble  Outlet,  locking.  Grounding,  3 
Pole,  4  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz,  3-PHASE 
Connector,  Plug,  Electrical,  Waterproof  (Cathedral  Shope,  Shell  Size  26,  Mole 
Inserts) 

Connector,  Plug,  Electrical . . . . . . . . . . . . . 

Connector,  Plug,  Electrical . . . . . . . . . 

Connector,  Plug,  Electrical,  Generol  Purpose,  Grounding,  3  Pole,  4  Wire,  30 
Amperes,  250  Volts,  50/60  Hertz,  3  Phase 

Connector,  Plug,  Electric,  Solder  Contacts,  90  Degree,  AN  Type... . . . 

Connector,  Plug,  Electric,  Crimp  Type,  Coble  Connecting,  Bayonet  Coupling 
(Inactive) 

Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  30 
Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Plug,  Electric,  Series  1,  Solder  Type,  Cable  Connecting,  3ayonet 
Coupling 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Grounding,  Locking,  2  F  >e,  3  Wire,  15 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  U*237(  )/G  Connector,  Receptacle,  Electrical,  U*238( 

)/G 

Connector,  Pfug.electricol,  Specific  Purpose,  Generol  Grade,  lock.  Grounding  2 
Pole,  3  Wire,  30  Ampers,  250  Volts,  50/60  Hertz 

Connector,  Plug,  Electric,  Solder  Type,  Push-pull  Coupling  (Closs  E,  P  And  J) . . 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  Locking,  Grounding,  3 
Pole,  4  Wire,  3C  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Rectangular,  Multiple  Insert  Type,  Rack  To  Panel, 
Environment  Resisting,  150  Deg.  C  Continuous  Operating  Temperature,  Shell  Size 

3 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Grounding,  Locking,  2  Pole,  3  Wire,  15 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electric,  Cable  Connecting,  Solder  Contacts,  An  Type..... . . . 

Connector,  Plug,  Electrical,  Midget  Locking,  Specie  Purpose,  General  Grade, 
Grounding,  2  Pole,  3  Wire,  15  Ampheres,  125  Veits,  50/60  Hertz 
Connector,  Plug,  Electric,  Solder  Type  lonyard.  Push  Pull  Coupling,  Series  I  (Class  E, 
P  And  J) 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Giounding,  locking,  2  Pole,  3  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Plug,  Electric  Crimp  Type,  Push  Pull  Coupling  (Class  E  And  J) . . . 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  Locking,  Grounding,  2 
Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Plug,  Electric,  Crimp  Type  Lanyard,  Push'pull  Coupling  (Closs  E  And  J),.„ 

Connector,  Plug,  Electrical,  Series  Lc,  UG-156A/U., . . . . . 

Connector,  Plug,  Electricol,  Rectangular,  Multiple  Insert  Type,  Rock  To  Panel, 
Environment  Resisting,  150  Oeg.  C  Continuous  Operating  Temperature,  Shell  Size 

4 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  Grounding,  Locking,  2 
Pole,  3  Wire,  15  Amperes,  277  Volts,  50/60  Hertz 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MIL-C-3643/1A 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

W-C-596/7B 

5935 

/ES 

08  Jan 

80 

CR 

YD 

85  ES 

MIL-C-24231/23E 

5935 

SH 

15  Moy 

87 

SH 

MIL-C-55116/7 

5935 

CR 

31  ’il 

87 

CR 

MIL-C-3643/2A 

5935 

CR 

.ug 

88 

CR 

EC 

85 

NOTICE  1 

W-C-596/8C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

MII-C-3643/5A 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

MS-3 1160 

NOTICE  1 

5935 

CR 

19  Aug 

76 

CR 

AS 

85 

MIL-C-3607/6A 

5935 

EC 

02  Aug 

63 

CR 

EC 

85 

W-C-596/9C 

5935 

/ES 

15  Feb 

89 

CR 

YD 

85  ES 

MIL-C-12520/6A 
NOTICE  ) 

5935 

CR 

01  Mor 

86 

CR 

85 

MS-3126E 

NOTICE  1 

5935 

CR 

06  Sep 

88 

CR 

AS 

85 

MIL-C-7974/1A 

5935 

AS 

08  Sep 

78 

AV 

AS 

85 

W-C-S96/10C 

5935 

/ES 

24  Jut, 

83 

CR 

YD 

85 

MIL-C-I2520/7A 

5935 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 

MS-31063 

5935 

AS 

15  Moy 

69 

CR 

AS 

11 

MIL-C-12520/14 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

MS-91604A 

5935 

EC 

02  Dec 

60 

CR 

EC 

85 

MIL-C-12520/16 
NOTICE  1 

5935 

CR 

01  Mar 

86 

CR 

85 

MS-3107A 

5935 

AS 

17  Dec 

58 

CR 

AS 

85 

MIL-C-12520/17 

5935 

CR 

05  Nov 

65 

CR 

85 

W-C-596/126A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

MIL-C-12520/18 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

Mll-C-55116/8 

5935 

, 

31  Jul 

87 

CR 

Mll-C-55116/1 

5935 

CR 

31  Jul 

87 

CR 

W-C-596/205 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85 

MS-31088 

5935 

AS 

15  Moy 

69 

CR 

AS 

85 

MS-3121B 

5935 

CR 

06  Sep 

88 

CR 

AS 

85 

NOTICE  1 
W-C-595/117 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85  ES 

MS-31UC 

5935 

CR 

19  Sep 

88 

CR 

AS 

85 

NOTICE  1 
W-C-596/87A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

MIL-C-55449B 

5935 

CR 

26  Jun 

69 

CR 

W-C-596/78B 

5935 

•ES 

07  Aug 

81 

CR 

YD 

85 

MS-3137E 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

W-C-596/118A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

DOD-C-83527/3A 

5935 

85 

28  Dec 

88 

CR 

AS 

85 

W-C-596/113A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

MS-31018 

5935 

AS 

15  May 

69 

CR 

AS 

85 

W-C-596/75B 

5935 

/ES 

07  Aug 

81 

CR 

YD 

85 

MS-3138D 

5935 

AS 

21  Jul 

7) 

CR 

AS 

85 

W-C-596/82A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

MS-31470 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

W-C-596/83A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

MS-31480 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

MS-91617A 

59J5 

EC 

02  Dec 

60 

CR 

EC 

85 

OOD-C-83527/5A 

5935 

85 

28  Dec 

88 

CR 

AS 

85 

W-C-596/114A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

202 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Plug,  Electrical,  Rectangular,  Multiple  Insert  Type,  Rack  To  Panel, 
Environment  Resitting,  150  Deg.  C  Continuous  Operating  Temperature,  Shell  Sire 
2 

Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  4  Pole,  5  Wire,  30 
Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y 
Connector,  Plug,  Electrical,  Rectangular,  Rock  To  Panel,  Environment  Resisting,  150 
Deg.  C  Continuous  Operating  Temperature,  Multiple  Inserts 
Connector,  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  locking,  Grounding,  4 
Pole,  5  Wire,  30  Amperes,  120/208  Volts,  50/60  Hertz,  3-PHASE,  Y 

Connector,  Plug,  Electric,  Front  Release,  Crinp  Contact,  An  Type  . . 

Connector,  Plug,  Electrical,  Specific  Purpose,  locking.  Grounding,  2  Pole,  3  Wire, 

30  Amperes,  28  Volts,  Direct  Current 

Connector,  Plug,  Fiber  Optic,  Single  Terminus,  Threaded,  Expanded  Beam  lens, 
Epoxy,  For  50/125  Urn,  62.5  Um,  And  100/140  Um 
Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Plug,  Fiber  Optic,  Single  Terminus,  Threaded,  (Straight  Nose  Interface), 
lensless.  Epoxy,  For  50/125  Um,  62.5/125  Um,  And  100/140  Um 
Connector,  Plug,  Electrical,  General  Purpose,  Coble  Outlet,  Grounding,  2  Pole,  3 
Wire,  20  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Plug,  Fiber  Optic,  Single  Terminus,  Threaded,  (Step-down  Nose 
Interface),  lens'.ess.  Epoxy, for  50/125  Um,  62.5/125  Um,  And  100/140  Um 
Connector,  Plug,  Electrical,  Specific  Purpose,  locking.  Grounding,  2  Pole,  3  Wire, 

30  Amperes,  120  Volts,  400  Hertz,  1  Phase 
Connector,  Plug,  Electric,  Threaded  Coupling  Crimp  Socket  Contacts,  Classes  G,  K, 
And  R 

Connector,  Plug,  Electrical,  Special  Purpose,  Cable  Outlet,  locking.  Grounding,  3 
Pole,  4  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Plug,  Electric,  90  Degree  Assembly,  Crimp  Contact,  An  Type . . . 

Connector,  Plug,  Electrical,  Generol  Purpose,  Grounding,  General  Grade  2  Pole,  3 
Wire,  15  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Plug,  Electric,  Solder  Type  Straight  Bayonet  Coupling . 

Connector,  Plug,  Attachable  External  Electric  Power,  Aircraft,  28  Volt  Dc,  Jet 
Starting 

Connector,  Plug,  Electric,  45  Degrees  Assembly,  Ctimp  Contoct,  An  Type . . 

Connector,  Plug,  Electrical,  Generol  Purpose,  General  Grade,  4  Pole,  4  Wire,  20 
Amperes,  3  Phose  Wye,  120/208  Volts,  50/60  Hertz 
Connector,  Plug,  Electric,  Bayonet  Coupling,  lanyard  Release,  RFI  Shielded,  Crimp 
Type  Contacts,  Class  E 

Connector,  Plug,  Eledrlcol,  Generol  Purpose,  Coble  Outlet,  Generol  Grade,  4  Pole, 

4  Wire,  20  Amperes,  3  Phose  Wye,  120/20G  Volts,  50/60  Hertz  (Inactive  For 
New  Design) 

Connector,  Plug,  Electricol,  Cable  Connecting,  (Femole) . . . 

Connector,  Plug,  Electricol,  Generol  Purpose,  Hospitol  Grade  Grounding,  2  Pole,  3 
Wire,  15  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Plug,  Electricol  UG*1870(  )/U  Connector,  Receptacle,  Electricol 
UG*1837(  )/U 

Connector,  Plug,  Electricol,  Generol  Purpose,  3  Pole,  3  Wire,  50  Amperes,  125/250 
Volts,  50/60  Hertz  (Inoctive  For  New  Design  Use  W-C-596/185) 

Connector,  Plug,  Electric,  Straight  . . . . . . . 

Connector,  Plug,  Electricol,  Generol  Purpose,  3  Pole,  3  Wire,  20  Amperes,  125/250 
Volts 

Connector,  Plug,  Electrical,  Generol  Purpose,  Coble  Outlet,  Generol  Grade,  3  Pole, 

3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Specific  Purpose,  locking.  General  Grade,  2  Pole,  2 
Wire,  20  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Plug,  Electricol,  Generol  Purpose,  Generol  Grade,  2  Pole,  2  Wire,  20 
Amperes,  250  Volts,  50/60  RTZ 

Connector,  Plug,  Electrical,  Generol  Purpose,  3  Pole,  3  Wire,  3C  Amperes,  125/250 
Volts 

Connector,  Plug,  Electricol,  Generol  Purpose,  Coble  Outlet,  3  Pole,  3  Wire,  30 
Amperes,  125/250  Volts,  50/50  Hertz  (Inactive  For  .New  Design  Use 
W.C-596/190) 

Connector,  Plug,  Electricol,  Speciol  Purpose,  Coble  Outlet,  Locking,  Grounding,  3 
Pole,  4  Wire,  30  Amperes,  250  Volts,  50/60  Hertz,  3-PHASE 
Connector,  Plug,  Electricol,  Speciol  Purpose,  Grounding,  locking,  3  Pole,  4  Wire,  30 
Amperes  250  Volts,  50/60  Hertz,  3-PHASE 
Connector,  Plug,  Electrical,  Speciol  Purpose,  Grounding,  Locking,  2  Pole,  3  Wire,  20 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol,  Special  Purpose,  Grounding,  locking,  2  Pole,  3  Wire,  30 
Amperes,  125  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol,  Speciol  Purpose,  Grounding,  locking,  2  Pole,  3  Wire,  15 
Amperes,  125  Volts,  50/60HERTZ 

Connector,  Plug,  Electrical,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire,  50 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire,  50 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  Specific  Purpose,  locking.  Grounding,  3  Pole,  4  Wire, 

30  Amperes,  120  Volts,  400  Hertz,  3  Phose  A 
Connector,  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  Grounding,  locking,  2 
Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 
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PREP 
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DOD-C-83527/1A 

5935 

85 

28  Dec 

88 

CR 

AS 

85 

W-C-596/133 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

MIL-C-83527/7 

5935 

85 

28  Dec 

88 

CR 

AS 

85 

W-C-596/134A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

L 

MS-3406H 

5935 

AS 

09  Apr 

79 

AS 

W-C-596A/149A 

5935 

/ES 

03  May 

88 

CR 

YD 

85 

ES 

MIL-C-83522/6C 

6060 

85 

30  Dec 

88 

CR 

EC 

85 

W-C-596/121 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

MIL-C-83522/2D 

6060 

85 

30  Dec 

88 

CR 

EC 

85 

NA 

W-C-596/143A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

MU.-C-83522/1D 

6060 

85 

30  Dec 

88 

CR 

EC 

85 

NA 

W-C-596A/152A 

5935 

/ES 

03  May 

88 

CR 

YD 

85 

L 

MILC-83723/23C 
NOTICE  1 

5935 

85 

26  Jan 

87 

85 

W-C-596/122A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

L 

MS-3408D 

5935 

AS 

09  Apr 

79 

AS 

W-C-596/17D 

5935 

/ES 

13  Feb 

85 

CR 

YD 

85 

ES 

L 

MS-20028E 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

MS-25487G 

5935 

AS 

23  Moy 

76 

CR 

AS 

85 

L 

MS-34098 

5935 

AS 

09  Apr 

79 

AS 

W-C-596/29B 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

Q 

MIL-C-81582/2C 

5935 

AS 

15  Mor 

83 

CR 

AS 

99 

W.C-596/30C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MS-17345D 

5935 

EC 

12  Aug 

87 

CR 

EC 

11 

W-C-596/.13C 

5935 

/ES 

06  Oct 

80 

CR 

YD 

85 

ES 

l 

Mll-C-556618 

5935 

CR 

07  Nov 

75 

CR 

W-C-596/37C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MS-17344D 

5935 

EC 

12  Aug 

87 

CR 

EC 

85 

W-C-596/268 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

W-C-596/27C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/20B 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

W-C-596/23B 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

W-C-596/34B 

5935 

/ES 

23  Apr 

80 

CR 

YD 

85 

ES 

W-C-596/35C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/130A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/129A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

W-C-596/95A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/91A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/JOOA 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-596/165 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

W-C-596/173 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85 

ES 

W-C-596A/I55A 

5935 

/ES 

03  Moy 

88 

CR 

YD 

85 

ES 

W-C-596/101B 

5935 

/ES 

01  Ocl 

87 

CR 

YD 

85 

ES 

203 


ALPHABETICAL  LISTING 


TITLE 


Connector,  Plug,  Electrical,  Special  Purpose,  Cable  Outlet,  Locking,  Grounding,  2 
Pole,  3  Wire,  30  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3  Wire,  20 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  Special  Purpose,  Coble  Outlet,  Locking,  Grounding,  2 
Pole,  3  Wire,  20  Amperes,  277  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Speciol  Purpose,  Cab’e  Outlet,  locking,  Grounding,  2 
Pole,  3  Wire,  20  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  Special  Purpose,  Cable  Outlet,  Grounding,  Locking,  2 
Pole,  3  Wire,  15  Amperes,  250  Volts  50/60  Hertz 
Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3  Wire,  30 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  Special  Purpose,  Coble  Outlet,  Locking,  Grounding,  2 
Pole,  3  Wire,  30  Amperes,  277  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  250  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  General  Purpose,  Grounding,  3  Pole,  4  Wire,  50 
Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  Specific  Purpose,  Locking,  Grounding,  4  Pole,  5  Wire, 

30  Amperes,  120/208  Volts,  3  Phase  Y,  400~  Hertz 

Connector,  Plug,  Electricol,  Series  Lc,  UG-1179/U  (Inactive  For  Design)  . . 

Connector,  Plug,  Electrical,  Series  Lc,  UG-1189/U  (Inactive  For  Design)  . . . . . 

Connector,  Plug,  Electrical,  Series  Lc,  UG-1258/U  (Inactiv)  1  . . 

Connector,  Plug,  Electrical  pin  Contact  No.  12,  14,  8,  16  A.w.g.  Water  Proof . 

Connector,  Plug,  Electricol&socket  Contact,  NO.12  A.w.g.,  Waterproof . 

Connector,  Plug,  Electrical,  Socket  Contact,  No.  14  And  16  A.w.g.,  Waterproof  ...... 

Connector,  Plug,  ELECTRICAL&N0.14  A.w.g.,  Double  Contact,  Waterproof . . . 

Connector,  Plug,  Electric,  Potting  Seal,  Solder  Contacts,  An  Type . . 

Connector,  Plug,  Elect. ical.  General  Purpose,  Grounding,  2  Pole,  3  Wire,  30 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol,  Specific  Purpose,  General  Grade,  Locking,  3  Pole,  3 
Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Plug,  Electricol,  General  Purpose,  Grounding,  Hospital  Grade,  2  Pole,  3 
Wire,  20  Amperes,  125  Volts,  5C/60  Hertz 
Connector,  Plug,  Electricol,  Specific  Purpose,  General  Grade,  Locking,  3  Pole,  3 
Wire,  15  Amperes,  125  Volts,  10  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Plug,  Electricol,  Specific  Purpose,  Generol  Grade,  Locking,  4  Pole,  4 
Wire,  20  Amperes,  3  Phase  Wye,  120/208  Volts,  50/60  Hertz 

Connector,  Plug,  Electrical,  Coble  Connecting,  (Without  Coupling  Ring)  Class  L  . 

Connector,  Plug,  Electricol-  12  Contact,  Intervehiculor,  24  Volt,  Waterproof . 

Connector,  Plug,  Electricol,  Straight,  Class  L  . 

Connector,  Plug,  Electricol-slove,  2  Contact,  24  Volt,  Waterproof  (Inactive,  Use 
MIL-C-62122) 

Connector,  Plug,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  277  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol  Intervehicle  Power  Cable . . . . 

Connector,  Plug,  Electricol,  General  Purpose,  Grounding,  3  Pole,  4  Wire,  30 
Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Plug,  Electricol,  Genrol  Purpose,  Genral  Grade  3  Pole  3  Wire,  15 
Amperes  125  Volts  10  Amperes  250  Volts,  50/60  Hertz 
Connector,  Plu*,  Electrical,  Specific  Purpose,  Locking,  3  Pole,  3  Wire,  20  Amperes, 
125/250  Volts,  50/60  Hertz  (Inactive  For  New  Design  Use  W-C-596/121) 
Connector,  Plug,  Electrical,  Specific  Purpose,  Cable  Outlet,  Locking,  3  Pole,  3  Wire, 
20  Amperes,  125/250  Volts,  50/60  Hertz  (Inactive  For  New  Design  Use 
W-C-596/122) 

Connector,  Plug,  Electricol,  Specific  Purpose,  Generol  Grade,  Midget  locking,  3 
Pole,  3  Wire,  15  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Plug,  Elec.ricol,  Specific  Purpose,  General  Grade,  locking,  4  Pole,  4 
Wire,  20  Amperes,  3  Phase  Wye,  120/208  Volts,  50/60  Hertz 
Connector,  Plug,  Electrical,  General  Purpose,  General  Grade,  4  Pole,  4  Wire,  60 
Amperes,  3  Phase  W&ye,  120/208  Volts,  50/60  Hertz 
Connector,  Plugs,  Electricol,  Coaxiol,  Radio  Frequency,  Series  QSC  (Cabled,  Socket 
Contact,  Closs  2) 

Connector,  Plugs  &  Receptacles,- Electricol,  Trioxiol,  Radio  Frequency,  General 
Specification  For 

Connector,  Plugs,  Electrical,  Coaxiol,  Rodio  Frequency,  Series  SMB  (Cobled,  Socket 
Contact,  Closs  2) 

Connector,  Plugs,  Electrical  Coaxiol,  Rodio  Frequency,  Series  SMB  (Cabled  Pin 
Contoct,  Class  2) 

Connector,  Plugs,  Electricol,  Coaxiol,  Rodio  Frequency,  Series  SMB  (Cabled,  Socket 
Contoct,  Right  Angle,  Closs  2) 

Connector,  Plugs  And  Receptacles,  Electricol,  Waterproof,  Quick  Disconnect,  Heavy 
Duty  Type  Generol  Specification  For 

Connector,  Pneumatic  Starter  Duct,  Double  Ended. . . . . . . 

Connector,  Printed  Circuit  Subassembly  Accessories,  Plug  With  Socket  Contacts, 
3.315  Inches  Length,  2  Keying  Pins,  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Acessories,  Plug,  Pin  Contoct,  184 
Contact  Positions,  For  Printed  Wiring  Boards  (.050  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Mounting  Hardware  For 
Printed  Wiring  Boords 
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PREP 
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W-C-594/92A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

W-C-594/108A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

W-C-594/109A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-594/94A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-594/88B 

5935 

/ES 

01  Oct 

87 

CR 

YD 

85 

W-C-594/104A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

W-C-594/105A 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

W-C-594/149 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85  ES 

W-C-594/185 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85  ES 

W-C-594/158A 

5935 

/EC 

03  May 

88 

CR 

YD 

85 

MS-27138A 

5935 

CR 

15  Jan 

73 

CR 

EC 

85 

MS-27139A 

5935 

CR 

15  Jan 

73 

CR 

EC 

85 

MS-27140A 

5935 

CR 

15  Jan 

73 

CR 

EC 

85 

MS-27I42C 

5935 

AT 

23  Oct 

84 

AT 

80 

MS-27143B 

5935 

AT 

16  Feb 

88 

AT 

YD 

MS-27144B 

5935 

AT 

16  Feb 

88 

AT 

MS-27145B 

5935 

AT 

16  Feb 

88 

AT 

YD 

MS-25183C 

5935 

AS 

28  Sep 

71 

CR 

AS 

85 

NOTICE  1 

W-C.596/177 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85  ES 

W-C-594/47B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

W-C-594/42C 

5935 

/ES 

05  Sep 

81 

CR 

YD 

85 

W-C-594/55B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

W-C-594/578 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

MS-90557E 

5935 

EC 

07  Feb 

80 

CR 

EC 

85 

MS-75020E 

NOTICE  1 

5935 

AT 

20  Cct 

84 

AT 

YD 

85 

MS-90554E 

5935 

EC 

07  Feb 

80 

CR 

EC 

85 

MS-75057A 

5935 

AT 

25  Moy 

73 

AT 

85 

W.C-594/181 

5935 

/ES 

28  Ocf 

80 

CR 

YD 

85 

MS-52131 

2920 

AT 

17  Dec 

75 

AT 

W-C-594/189 

5935 

/ES 

28  Oct 

80 

CR 

YD 

85 

W-C-596/528 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

W-C-394/44C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

W-C-594/45C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

W-C-594/49B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

W-C-594/40B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

W-C-594/398 

5935 

/ES 

23  Apr 

80 

CR 

YD 

85  ES 

MIL-C-39012/44C 

5935 

CR 

03  Oct 

84 

CR 

EC 

85 

MIL-C-49142  (1) 

SUPP  1A 

5935 

CR 

10  Jan 

82 

CR 

EC 

85 

Mll-C-39012/478  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MII-C-39012/48B  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MIL-C-39012/49B  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MIL-C-22992E  (5) 

SUPP  1 

5935 

EC 

30  Sep 

84 

CR 

EC 

85 

MS-178340 

4730 

AS 

04  Apr 

83 

AS 

MIL-C-55302/152B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MIL-C-55302/122A 

5935 

17 

03  May 

82 

17 

MIL-C-55302/1543 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

204 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Printed  Circuit  Assembly  &  Accessories,  Hood  For  Printed  Wiring  Boords 
Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Right  Angle,  Decade 
Increments  10  Thru  120,  150,  160  &  180  Contact  Positions  For  Printed  Wiring 
Boards  (.075  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Straight  Thru, 
Hermaphroditic  Contact  For  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug  Pin  Contracts  Decade 
Incre  10*70  Contact  Intermediate  Positions  Of  14  24  44  54  &  26  36  56  66  For 
Printed  Wiring  Boards  (.100  In  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Straight  Thru, 

Composite  Contact,  Wrapost  Removable,  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug  Pin  Contacts  Decade 
Incre  10*70  Contact  Intermediate  Positions  Of  14  24  4 4  54  &  26  36  56  66  For 
Printed  Wiring  Boards  (.100  In  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Pin  Plug,  Electrical 
Polarized  (.090  Spacing),  Removable  Crimp  Contacts 
Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Right  Angle, 
Hermaphroditic  Contact  For  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Plug,  Straight  Thru, 
Hermaphroditic  Contact  For  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Plug,  Socket  Contacts 
Decade  Incre  10-70  Contact  Intermediate  Positions  Of  14  24  44  54  &  26  36  56 
66  For  Printed  Wiring  Boards  (.100  In  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Plug,  Pin  Contocts,  Decade 
Incre  90,  100  8t  120  Contactpositions  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  8>  Accessories,  Receptacle,  80  Contact 
Positions,  For  Printed  Wiring  Boords  (.050  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptode,  Single  Row,  2 
Thru  65  Contact  Positions,  For  Printed  Wiring  Boords  (1/16  Inch,  3/32  Inch,  And 
1/8  INCH)(.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Double  Row,  4 
Thru  130  Contact  Positions,  For  Printed  Wiring  Boords  (1/16  Inch,  3/32  Inch, 

And  1/8  !NCH)(.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  8i  Accessories,  Plug,  Right  Angle,  90  •  24w 
Contact  Positions,  Fdr  Printed  Wiring  Boards  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Plug,  Straight  Thru  Contocts, 

64  Or  96  Contact  Positions,  For  P*inted  Wiring  Boards  (.100  Inch  Spacing) 
Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Socket 

Contacts,  Right  Angle  64  Or  96  Contact  Positions  For  Printed  Wiring  Boords 
(.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories  Receptacle  17,  29,  41,  53,  8. 

65  Contact  Positions  For  Printed  Wiring  Boords  2.54  MM  X  1.27  MM  Offset 
Grid,  Metric 

Connector,  Printed  Circuit  Subassembly  8>  Accessories  Receptacle  72,  84,  96,  8i  120 
Contact  Positions  For  Printed  Wiring  Boords  2.54  ,M  X  1.27  MM  Offset  Grid, 
Metric 

Connector,  Printed  Circuit  Subassembly  8«  Accessories  Receptacle  160  Contact 
Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM  Offset  Grid,  Metric 
Connector,  Printed  Circuit  Subassembly  8i  Accessories  Plug  17,  29,  41,  53,  8.  65 
Conloct  Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM  Offset  Grid, 
Metric 

Connector,  Printed  Circuit  Subossembly  8.  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Incre  90-120  Contoct  Positions  (.100  Inch  Spacing) 

Connector,  Printed.Circuit  Subossembly  And  Accessories,  Receptacle  Straight  Thru, 
Hermaphroditic  Contoct,  Crimp  Removoble,  For  Printed  Wiring  Boords  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptocle,  Socket 
Contocts,  Straight  Thru,  For  Printed  Wiring  Boords  (.150  Spacing) 

Connector,  Printed  Circuit  Subossembly  And  Acessories,  Plug,  Pin  Contocts,  Right 
Angle,  For  Multiloyered  Printed  Wiring  Boords  (.100  Spacing) 

Connector,  Printed. Circuit  Subassembly  And  Accessories,  Plug,  Pin  Contacts, 

Straight  Thru,vFor  Multilayered  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket  Contacts, 
Straight  Thru,  For  Multilayered  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  8>  Accessories,  Pin,  Right  Angle,  For 
Multiloyered  Printed  Wiring  Boards  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket  Contocts, 
Straight  Thru,  For  Multilayered  Printed  Wiring  Boards  (1.000  Spacing) 

Connector,  Printed  Circuit  Subossembly  £■  Accessories,  rin.  Right  Angie,  For  Printed 
Wiring  Boards  (.200  Spacing) 

Connector,  Printed  Ocuit  Subassembly  &  Accessories,  Socket,  Straight  Thru,  For 
Printed  Wiring  Ba*uds  (.200  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Pin,  Straight  Thru,  For 
Printed  Wiring  Boards  (.200  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Pin  Contocts  Right 
Angle,  41  Composite  Contact,  For  Printed  Wiring  Boords  (.150  Spacing) 
Connector,  Printed  Circuit  Subossembly  And  Accessories,  Receptacle,  Socket 
Contact,  Straight  Thru,  For  Printed  Wiring  Boards  (.150  Spacing) 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Plug,  Pin  Contacts,  Right 
Angle,  92  Composite  Contact,  For  Multilayered  Printed  Wiring  Boards  (.100 
Spacing) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll.C.55302/155 

5935 

CR 

24  Apr 

81 

CR 

EC 

17 

MIL-C-55302/156C 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

MIL-C-55302/52C 

5935 

CR 

18  Apr 

83 

CR 

EC 

17 

MU..C-55302/63E 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

L 

MIL-C-55302/101B 
NOTICE  1 

5935 

CR 

07  Sep 

88 

CR 

MIL-C-5J302/57F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

l 

MIL-C-55302/69B 

5935 

17 

26  Sep 

75 

17 

MIL-C-55302/53B 

5935 

CR 

19  Sep 

88 

CR 

EC 

17 

NOTICE  1 
M1L-C-55302/54B 

5935 

CR 

19  Jan 

81 

CR 

EC 

17 

MII-C-55302/55E 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/59F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

L 

MIL-C-55302/126B 

5935 

17 

21  Sep 

88 

17 

L 

MIL-C-55302/127A 

5935 

17 

21  Sep 

88 

17 

MU-C-55302/I28B 

5935 

17 

21  Sep 

88 

CR 

EC 

17 

L 

MILC-55302/129C 

5935 

EC 

26  Aug 

88 

EC 

MII-C-S5302/157A 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

MIL-C-55302/15BA 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

L 

DODC-55302/159B 

5935 

CR 

18  Jul 

85 

CR 

L 

DODC-55302/1608 

5935 

CR 

18  Jul 

85 

CR 

L 

DOD-C-55302/161B 

5935 

CR 

18  Jul 

85 

CR 

L 

DODC-553027162B 

5935 

CR 

18  Jul 

85 

CR 

MII-C-55302/60G 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

L 

MIL-C-55302/102D 

5935 

CR 

04  Apr 

83 

CR 

MIL-C-55302/2D 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

NOTICE  1 
MIL-C-55302/4D 
NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

17 

MII-C-55302/5D 
NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

17 

MIL-C-5530276G 

5935 

CR 

13  Apr 

88 

CR 

EC 

17 

MIL-C-55302/7C 

5935 

CR 

19  Sep 

88 

CR 

EC 

17 

NOTICE  1 
MII-C-55302/8D 

5935 

CR 

19  Sep 

88 

CR 

EC 

17 

NOTICE  1 
MIL-C.553U2- 168 

5935 

CR 

06  Mar 

73 

CR 

EC 

17 

MIL-C-55302/17A 

5935 

CR 

11  Aug 

70 

CR 

EC 

17 

MIL-C-55302/18A 

5935 

CR 

11  Aug 

70 

CR 

EC 

17 

MIL-C.J5302/19D 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

NOTICE  1 
MIL-C-55302/20D 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

NOTICE  1 
MU..C-55302/21E 
NOTICE  1 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

205 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Insulotor  Plug,  Right  Angle, 

l 

MII.C.55302/103D 

5935 

CR 

04  Apr 

83 

CR 

Removable  Crimp  Type  Contact,  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 
Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug  Straight  Thru, 

l 

MIL-C-55302/104D 

5935 

CR 

04  Apr 

83 

CR 

Hermaphroditic  Contact,  Crimp  Removable,  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Support  Pin,  For 

l 

MII-C.55302/107A 

5935 

CR 

27  Apr 

76 

CR 

Connector  Mounting  Brocket 

Connector,  Pnnted  Circuit  Subassembly  And  Accessories,  Keying  Accessories  . 

l 

Mll-C-55302/124 

5935 

17 

05  Feb 

79 

17 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  80  Contact  Positions, 

i 

MIL-C-55302/125B 

5935 

17 

21  Sep 

88 

17 

For  Printed  Wiring  Boards  (.050  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Socket 

MII-C.55302/111A 

5935 

CR 

07  Sep 

88 

CR 

EC 

17 

Contacts,  Straight  Thru,  For  Multilayered  Printed  Wiring  Boards,  (.100  Spocing) 

NOTICE  1 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Straight  Thru,  30  Thru 

l 

MIL-C-55302/113D 

5935 

17 

21  Sep 

88 

17 

110  Contact  Positions,  Crimp  Removable  Contacts  (.100  Sq  Grid) 

Conne  tor.  Printed  Circuit  Subassembly  And  Accessories.  Keying  Method . 

MIL-C-55302/116 

5935 

CR 

20  Sep 

77 

CR 

EC 

17 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Plug,  Right  Angle  Decode 

l 

MIL-C-55302/117C 

5935 

17 

21  Sep 

88 

17 

Increment  20  Thru  1 10  And  128  Contact  Positions,  For  Printed  Wiring  Boards 
(.050  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Decade  Increment  20 

L 

MIL-C-55302/118C 

5935 

17 

31  Oct 

88 

CR 

EC 

17 

Thru  110  And  128  Contact  Positions,  For  Printed  Wiring  Boards  (.050  Spacing) 
Connector,  Printed  Circuit  Subassembly  And  Accrtsories,  Receptacle,  Socket 

MIL-C-55302/22E 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

Contacts,  Straight  Thru  For  Multilayered  Printed  Wiring  Boards  (.100  Spacing) 

NOTICE  1 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Plug,  Decade  Increment  10 

MIL-C-55302/23F 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

Thru  120,  150,  160,  And  180  Contact  Positions,  For  Printed  Wiring  Boards  (.075 
Spocing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Decode 

MII-C-55302/24E 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

Increment  10  Through  1 10  Contact  Positions,  For  Printed  Wiring  Boords  (.075 
Spocing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Receptacle,  120,  150,  160, 

MIL-C-55302/25D 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

And  180  Contact  Positions,  For  Printed  Wiring  Boords  (.075  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Contoct  Separation  Force 

MIL-C-55302/29A 

5935 

CR 

20  Mar 

72 

CR 

EC 

17 

Test  Method 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Resistance  To  Test  Probe 

MIL-C-55302/30A 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

Damage 

NOTICE  1 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Keying  Accessories . 

MIL-C-55302/31H 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Receptacle,  Decode 

l 

MIL-C-55302/119F 

5935 

17 

21  Sep 

88 

17 

Increment  20  Through  110  And  128  Contoct  Positions,  For  Printed  Wiring  Boords 
(.050  Spocng) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Pin  Contacts,  128 

i 

MII-C-55302/120A 

5935 

17 

03  May 

82 

17 

Contact  Positions,  For  Printed  Wiring  Boards  (.050  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories  Plug  72.  84,  96,  &  120 

i 

DOD-C-55302/163B 

5935 

CR 

18  Jul 

85 

CR 

Contact  Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM  Offset  Grid, 
Metric 

Connector,  Printed  Circuit  Subassembly  &  Accessories  Plug  And/or  Receptacle  160 

i 

DODC-55302/1648 

5935 

CR 

18  Jul 

85 

CR 

Contact  Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM  Offset  Grid, 
Metric 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  low  Mating  Force,  Mole 

l 

MILC-55302/166A 

5935 

17 

10 -Jun 

86 

17 

Brush,  Straight  Through,  Polarized,  For  Multilayered  Printed  Wiring  Boords  (.100 
Spacing) 

Connector,  Printed  Circuit  Subassembly  8>  Accessories,  low  Mating  Force,  Mole 

l 

MIL-C-55302/167A 

5935 

17 

10  Jun 

86 

17 

Brush,  Stroight  Through,  Polarized,  With  Wrappost  Termination  (.100  Spocing) 
Connector,  Printed  Circuit  Subassembly  &  Accessories,  low  Mating  Force,  Mole 

i 

MII-C-55302/168A 

5935 

17 

10  Jun 

86 

17 

Brush,  Right  Angle,  Polarized,  For  Multilayered  Printed  Wiring  Boards  (.100 

Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  low  Mating  Force,  Female 

l 

MIL-C-55302/169A 

5935 

17 

10  Jun 

86 

17 

Brush,  Straight  Through,  Polarized,  (.100  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptacles,  90  Through  240 

l 

Mll-C-55302/1308 

5935 

EC 

26  Aug 

88 

EC 

Contact  Positions,  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Acces,  Plug,  Right  Angle,  Pin  Contacts,  64 

MIL-C-55302/131A 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

Or  96  Contoct  Positions,  For  Printed  Wiring  Boards  (.1C0  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Socket  Contacts, 

MII-C-55302/132A 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

Stroight  Thru,  64  Or  96  Contact  Positions,  For  Printed  Wiring  Boords  (.100  Inch 
Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Right  Angle,  Pin 

MILC-55302/133A 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

Contacts,  32  Or  64  Contact  Positions,  For  Printed  Wiring  8oards  (.100  Inch 

Spacing) 

Connector,  Printed  Circuit  Subossembly  6  Accessories,  Receptacle,  Socket  Contacts, 

MIL-C*553j2/134A 

5935 

CR 

09  Apr 

86 

CR 

EC 

17 

Stroight  Thru,  32  Or  64  Contact  Positions,  For  Printed  Wiring  Boords  (.100  Inch 
Spocing) 

Co. sector.  Printed  Circuit  Subassembly  And  Accessaries,  Plug,  Pin  Contacts,  160 

i 

MiL  C  55302  /13SA. 

5035 

17 

27MO' 

86 

17 

Contoct  Positions,  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  8  Accessories,  Receptacle,  Socket  Contacts, 

l 

MII-C-55302/139A 

5935 

17 

27  Mor 

86 

17 

160  Contact  Positions,  For  Printed  Wiring  Boards  (100  Inch  Spacing 

O 

MIL-C-55302E 

5935 

CR 

31  Aug 

88 

CR 

EC 

17 

NOTICE  1 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Pin  Contacts,  Right 

MII-C-55302/1C 

5935 

CR 

06  Sep 

88 

CR 

EC 

17 

Angle,  For  Printed  Wiring  Boards  (.150  Spacing) 

NOTICE  1 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Receptacle,  Composite 

i 

MII-C-55302/96D 

5935 

CR 

12  Feb 

82 

CR 

Wropost  (Removable)  Contact,  For  Printed  Wiring  Boords  (.100  Inch  Spacing) 
Connector,  Printed  Circuit  Subassembly  &  Accessories,  Contacts,  Hermaphroditic, 

L 

MILC-55302/97C 

5935 

CR 

19  Sep 

88 

CR 

Crimp  Removable  For  Wire  (Stranded) 

NOTICE  1 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Contact,  Wraposl 

L 

MIL-C.55302/98C 

5935 

CR 

19  Sep 

88 

CR 

Removable  Type 

NOTICE  1 

206 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Printed  Circuit  Subosjembly  co  Accessories,  Receptacle,  Straight  Thru, 
Hermaphroditic  Contact,  Wrappost  Removable,  For  Printed  Wiring  Boards  (.100 
Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Right  Angle, 
Hermaphroditic  Contact,  Wrappost,  Removable,  For  Printed  Wiring  Boards  (.100 
Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Contacts  -  C  flip.  Dip 
Solder  Tail,  Solder  Turret,  And  Wirewrap 
Connector,  Printed  Circuit  Subassembly  And  Accessories,  Key,  Polarizu 
Connectors,  Electrical  Printed  Wiring  Boards 
Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Right  Angle,  For  Printed 
Wiring  Boards  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  8.  Accessories,  Receptacle,  Right  Angle, 
Hermaphroditic  Contact  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Straight  Thru, 

Composite  Contact  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Straight  Thru, 
Composite  Contact  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Insert  (Insulotor), 
Rectangular,  Polarized,  Removable  Crimp  Type,  Hermophroditic  Contacts  (.100 
Inch  Spacing) 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Insert  (Insulator), 
Rectangular,  Polarized,  Removable,  Crimp  Type  Hermaphroditic  Contacts  (.100 
Inch  Spacing) 

Connector,  Rack  &  Panel,  Spring  loaded  Mounting  Assembly . . 

Connector,  Receptacle,  Electricol,  Waterproof  (Shell  Size  20,  Mole  Inserts)  . 

Connector,  Receptacle, electrical.  Coaxial,  Radio  Frequency,  SeriessMB,  (Cabled,  Pin 
Contact,  Jam  Nut  Mounted,  Rear  Mounted,  Class  2  ) 

Connector,  Receptacle,  Electrical,  General  Purpose,  Duplex,  Hospital  Grade, 
Grounding,  2  Pole,  3  Wire,  20  Amperes,  125  Volts,  50/60  Hertz 
Connector  Receptode,  Electrical,  Series  HN,  Type  UG-61E/U... . . . . 

Connector,  Receptacle,  Telephone,  Electrical  . . . . 

Connector,  Receptode,  Electrical,  Coaxial,  Radio  Frequency,  Series  EIA  Flange 
(Semirigid  Cable,  Class  2)  (For  Use  With  Mll-C-28830/3) 

Connector,  Receptode,  Electrical,  Generol  Purpose  Single,  Hospital  Care  Grounding, 
2  Pole,  3  Wire,  20  Amperes,  125  Volts,  50/60  Hertz 
Connector,  Receptacle,  Electricol,  Class  I  (Coaxial,  Series  Twin,  TWTNC,  Bulkhead) .. 

Connector,  Receptode,  Electricol . . . 

Connector,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  Series  Ssmb,  Printed 
Circuit  Board  Mount,  Straight 

Connector,  Receptacle,  Electrical,  Class  1  (Coaxial,  Series  Twin,  TWBNC,  Bulkhead) 

Connector,  Receptacle,  Electrical  . . . 

Connector,  Receptacle,  Type  Iv,  80-CONDUCTOR . . . 

Connector,  Receptacle,  Electrical  Intervehide  Power  Coble . . . 

Connector,  Receptacle,  Electricol,  Class  1  (Coaxial,  Series  Twin,  TWBNC)  . . . . 

Connector,  Receptode,  Electric,  Wall  Mounting,  Front  Release  Crimp  Contact,  An 
Type  With  Accessory  Threods 

Connector,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  (Series  BNC,  (Cabled), 
Socket  Contact,  Flonge  Mounted,  Class  2) 

Connector,  Receptacle,  Electricol,  Series  HN,  Type  UG-496/U . . . 

Connector,  Receptode,  Electric,  Hermetic,  Crimp  Type,  Single  Hole  Mounting, 
Push-pull  Coupling,  Series  3  (Class  N) 

Connector,  Receptacle, multi-pin.  Type  V,  Three*,  Four*,  And  Five-conductor . 

Connector,  Receptode,  Electrical,  General  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  50  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Receptccle,  Electricol,  Closs  li  (Coaxial,  Series  Twin)  Type  UG*1057/U.... 

Connector,  Receptacle,  Telephone,  Electrical  . . . . . . 

Connector,  Receptacle,  Multi-pin,  Type  V,  65-CONDUCTOR . . . . 

Connector,  Receptacle,  Electricol,  Generol  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  30  Amperes,  125/250  Volts,  50/60  Hertz 
Connector,  Receptacle,  Electrical,  Closs  I  (Coaxial,  Series  Twin,  Twine,  Jam  Nut 
Mounted) 

Connector,  Receptacle,  Electric,  Wall  Mounting,  Front  Release,  Crimp  Contact,  An 
Type  (Inactive  For  Design) 

Connector,  Receptacle,  Multi-pin,  Type  V,  For  Type  2SWF  Cables  . . . 

Ccnrccfc.v  Rcccpfcda;  Electrics!,  Class  !  (Ccszis!,  Series  Twin}.  Type  UG  422/U  ... 

Connector,  Receptode,  Electric,  Coble  Connecting,  Front  Release,  Crimp  Contact,  An 
Type 

Connector,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  (Series  SC  (Cabled), 
Socket  Contact,  Jam  Nut,  Rear  Mounted,  Class  2) 

Connector,  Receptacle,  Electrical »  Slave,  2  Contact,  24  Volt,  Waterproof  (Inactive 
Use  Mtl*C-62122) 

Connector,  Receptacle,  Electricol,  Class  I  (Coaxial,  Series  Twin),  Type  UG-423B/U  .. 

Connector,  Receptacle,  Electric,  Box  Mounting,  Crimp  Contacts,  An  Type . 

Connector,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  (Series  SMA  (Cabled)  - 
Socket  Contact,  Flonge  Mounted,  Class  2) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T~ 

MIL-C-55302/99C 

5935 

CR 

04  Apr 

83 

CR 

L 

MII-C-55302/100B 

5935 

* 

5935 

CR 

12  Jon 

81 

CR 

L 

1 

MIL-C-55302/84B 

17 

02  Mcr 

89 

17 

L 

MII-C-55302/78C 

5935 

17 

02  Mor 

89 

17 

L 

MU-C-55302/89D 

5935 

CR 

12  Feb 

82 

CR 

L 

MIL-C-55302/90D 

5935 

CR 

12  Feb 

82 

CR 

L 

MIL-C-55302/91D 

5935 

CR 

17  Feb 

82 

CR 

L 

MIL-C-55302/92D 

5935 

CR 

12  Feb 

82 

CR 

l 

MIL-C-55302/93D 

5935 

CR 

12  Feb 

82 

CR 

l 

MII-C-55302/94D 

5935 

CR 

12  Feb 

82 

CR 

Mll-C-83733/17 

5935 

85 

28  Jul 

86 

85 

MIL-C-12520/8A 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

MIL-C-3 9012/7 0B  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

VAC-596/ 40B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

MIL-C-3643/3A 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MIL-C-55074/2A  (1) 

5935 

CR 

03  Dec 

85 

CR 

L 

MIL-C-39012/122A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

W-C-596/418 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

MIL-C-3655/22A 

5935 

CR 

16  Sep 

82 

CR 

EC 

85 

l 

MIL-C-55116/9 

5935 

CR 

31  Jul 

87 

CR 

MIL-C-39012/141 

5935 

CR 

02  Mor 

89 

CR 

EC 

85 

MIL-C-3655/23A  (1) 

5935 

CR 

28  Sep 

84 

CR 

EC 

85 

L 

Mll-C-551 16/10 

5935 

CR 

31  Jul 

87 

CR 

L 

MII-C-24231/22D 

5935 

SH 

15  May 

87 

SH 

l 

MS-52129 

2920 

AT 

17  Dec 

75 

AT 

MIL-C-3655/16A  (3) 
NOTICE  1 

5935 

CR 

16  Aug 

88 

CR 

EC 

85 

L 

MS-3412D 

5935 

AS 

23  Mor 

76 

AS 

MII-C-39012/18F  (1) 

.  .35 

CR 

17  Oct 

88 

CR 

EC 

85 

MIL-C-3643/9A 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MS-3149 

5935 

AS 

04  Feb 

72 

AS 

L 

MII-C-24231/12D 

5935 

SH 

15  May 

87 

SH 

VAC-596/ 184 A 

5935 

/ES 

15  Feb 

89 

CR 

YD 

85 

MII-C-3655/6B 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MIL-C-55074/3A  (1) 

5935 

CR 

03  Dec 

85 

CR 

l 

MII-C-24231/20D 

5935 

SH 

15  May 

87 

SH 

W-C-596/188A 

5935 

/ES 

15  Feb 

89 

CR 

YD 

85  ES 

MIL-C-3655/13A  (2) 

5935 

CR 

16  Sep 

82 

CR 

EC 

85 

L 

MS-3400G 

5935 

AS 

23  Mor 

76 

AS 

L 

MII-C-24231/27E 

5935 

SH 

15  Mo y 

87 

SH 

iiji  r  2*55 /->. 

NOTICE  1 

5935 

CR 

3!  Aug 

83 

CR 

EC 

85 

L 

MS-3401G 

5935 

AS 

09  Apr 

79 

AS 

MIL-C-39012/40F  (1) 

5935 

CR 

02  Mor 

89 

CR 

EC 

85 

MS-75058B 

5935 

AT 

25  Moy 

73 

AT 

85 

MIL-C-3655/3B 

NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MS-3402F 

5935 

AS 

23  Mor 

76 

AS 

MIL-C-39012/58E  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

207 


ALPHABETICAL  LISTING 


TITLE 


Conneclor,  Receptacle,  Electrical  Wall  Mounting  Cla»$  L  {Power  Source  Receptacle).. 
Connector,  Receptacle,  Electrical,  Series  HN,  Type  UG-427C/U  . . . 

Connector,  Receptacle,  Electric,  Jam  Nut  Mounting,  Front  Release,  Crimp  Contact, 

An  Type  | 

Connector,  Recepfocle,  Electrical,  Coaxial,  Radio  Frequency,  {Series  BNC,  {Cabled), 
Socket  Contact,  Jam  Nut  Mounted,  Class  2) 

Connector,  Receptacle,  Electrical*  12  Contact,  Intervehiculor,  24  Volt,  Waterproof .... 
Connector,  Receptacle,  Electrical,  Waterproof  (Shell  Size  20,  Femole  Inserts). . . 

Connector,  Receptacle,  Electric,  Crimp  Type,  Wall  Mounting,  No.  4/6  Holes, 

Bayonet  Coupling  (Inactive) 

Connector,  Receptacle, electrical,  Coaxial,  Radio  Frequency,  (Series  SMA  (Cabled)  - 
Socket  Contact,  Jam  Nut  Mounted,  Class  2) 

Connector,  Receptacle,  Electrical,  Wall  Mounting,  (Coupling  Ring)  Class  L 
(Equipment  Receptacle) 

Connector,  Receptacle,  Electrical,  Waterproof  (Shell  Size  26,  Male  Inserts)  . ......... 

Connector,  Receptacle,  Electric,  Solder  Type,  Wall  Mtg,  Flange,  Push  Pull  Coupling, 
Series  1  (Class  E,  Panel  J) 

Conneclor,  Receptacle,  Threaded  Coupling  (MIL-C-38999  Series  lii), metric . 

Connector,  Receptacle,  Electric  Grounding . . . . . . 

Conneclor,  Receptacle,  Electrical,  Aircraft  . . . . . . . . . . 

Conneclor,  Receptacle,  Electric,  Solder  Type,  Box  Mtg.  Flonge,  Push-pull  Coupling .... 
Connector,  Receptacles,  Electrical,  Coaxial,  Radio  Frequency,  Series  SMA  (Uncobled 
Socket  Contact,  Flange  Mounted,  Class  2) 

Connector,  Receptodes,  Plugs,  Adapter,  El,  Embedded,  Printed  Circuit  Board  lamp 
Lighting  Panels 

Connector,  Receptacle,  Electrical,  Waterproof  (Shell  Size  26,  Femole  Inserts) . 

Connector,  Receptacle,  Electric,  Solder  Type,  Jam  Nut  Mounting,  Push-pull  Coupling, 
Series  I  (Class  E,  P,  J  And  H) 

Connector,  Receptacles,  Electrical,  Coaxial,  Radio  Frequency,  Series  SMA  (Uncobled 
Socket  Contact,  Flange  Mounted,  Class  2) 

Conneclor,  Receptacle,  External  Electric  Power,  Aircraft,  115/200  Volt,  400  Hertz.... 
Conneclor,  Receptacles,  Electrical,  Coaxial,  Radio  Frequency,  Series  SMA  (Uncobled 
Socket  Contact,  Flange  Mounted,  Class  2) 

Connector,  Receptacle,  Electric,  Dummy  Stowage,  Wall  Mtg.  Flonge  Push  Pull 
Coupling  Series  1  And  2  Connectors 

Connector,  Receptacle,  Dummy  Stowage,  Bayonet  Coupling,  (MIL-C-27599,  Series  li 
&  MIL.C-38999,  Series  li) 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  60  Amperes,  250  Volts,  50/60  Hertz,  3  Phase 
Connector,  Receptacle,  Dummy  Stowage,  Triple  Start  Threaded  Coupling 
(Mll*C-38999,  Series  lii)  Metric 

Conneclor,  Receptacle,  Electric  Thru  Bulkhead,  Wall  Mtg.  Flange,  Scries  1  (Class  E).. 
Conneclor,  Receptacle,  Jam  Nut  Mounting,  Triple  Start  Threaded  Coupling, 
Removable  Crimp  Contacts,  Series  lii.  Metric 
Connector,  Receptacle,  Electrical  -  Pin  Contact,  No.  12,  14  And  16  A.w.g. 
Waterproof 

Connector,  Receptacle,  Electric,  Crimp  Type,  Woll  Mounting  Flange,  Push  Pull 
Coupling,  Series  2  (Class  E  And  J) 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  General  Grade, 
Grounding,  2  Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Receptacle,  Electricol,  Box  Mounting,  Solder  Contact,  Hermetic,  An  Type 
(Inactive) 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single,  Locking  Grounding,  4 
Pole,  5  Wire,  30  Amperes,  120/208  Volts,  3  Phase  Y,  400  Hertz 
Connector,  Receptacle,  Electric,  Crimp  Type,  Wall  Mounting  Flange,  Push  Pull 
Coupling,  Series  3  (Class  L  And  E) 

Connector,  Receptacle,  Electrical  . . . . . . . . . 

Comector,  Receptacle,  Electrical,  Double  Contact,  Waterproof.... . . . 

Connector,  Receptacle,  Intermediate  Power,  (Electrical,  Woterproof),  Type  MW,  Pin 
Contact,  4  Terminol 

Connector,  Receptacle,  Electricol,  Generol  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  50  Ampere,  250  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electricol  . . . . . . . 

Connector,  Receptacle,  Electrical  Specific  Purpose,  Single,  locking,  Grounding,  3 
Pole,  4  Wire,  30  Amperes,  120  Volts,  400  Hertz,  3  Phase 

Conneclor,  Receptacle,  Electrical . . . . . . . 

Connector,  Receptacle,  Electrical,  Generol  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  30  Amperes,  250  Volts,  50/60  Hertz 
Connector,  Receptacle,  Intermediate  Power,  (Electrical,  Waterproof)  Type  MW, 
Socket  Contact,  18  Terminol 

Connector,  Receptacle,  Electrical  . . . . . . 

Conneclor,  Receptacle,  Elecfrico!rPin  Insert,  Cylindrical,  Miniature,  Hermetic,  Solder 
Mount  (Inactive) 

Conneclor,  Receplocle,efectricol . . . . . . . . 

Conneclor,  Receptacle,  Electrical,  Specific  Purpose,  Single,  General  Grade,  locking, 
3  Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 

Conneclor,  Receplode,  Electricol . . . . . . . . . . . . . . 

Connector,  Receptacle,  Electricol,  Speciot  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  20  Amperes,  277  Volts,  50/60  Hertz 
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FSC 

PREP 
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MS-90555D 

5935 

EC 

24  Feb 

76 

CR 

EC 

85 

MIL-C-3643/11A 
NOTICE  1 

5935 

CR 

31  Aug 

88 

CR 

EC 

85 

L 

MS-3404G 

5935 

AS 

23  Mor 

76 

AS 

MIL-C-39012/19F  (1) 

5935 

CR 

17  Ocl 

88 

CR 

EC 

85 

l 

MS-7502ID 

5935 

AT 

23  Dec 

74 

AT 

MIL-C-12520/9A 

NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

MS-312EI 

5935 

CR 

05  Sep 

75 

CR 

AS 

85 

MIL-C-39012/59E  (1) 

5935 

CR 

17  Otl 

88 

CR 

EC 

85 

M  S-90558D 

5935 

EC 

24  Feb 

76 

CR 

EC 

85 

MIL-C-12520/10A 
NOTICE  1 

5935 

CR 

01  Mor 

86 

CR 

85 

MS-31300 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

DOD-C-38999/33A 

5935 

85 

05  Ocl 

84 

CR 

AS 

85 

MS-90298C 

5935 

AS 

24  Nov 

81 

AV 

AS 

11 

Q  l 

MIL-C-6100A 

5935 

AS 

15  Ocl 

73 

AS 

MS-3132D 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

MIL-C-39012/60A  (2) 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

L 

MS-90335B 

5935 

AS 

30  Dec 

76 

AS 

MIL-C-12520/IIA 

5935 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 

MS-3134F 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

MIL-C-390I2/61A  (2) 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MS-90362C 

5935 

AS 

27  Feb 

76 

CR 

AS 

85 

MIL-C-39012/62A  (2) 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MS-31350 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

MIL-C-38999/10 
NOTICE  1 

5935 

85 

30  Dec 

86 

CR 

AS 

85 

W-C-596/196 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85  ES 

DOD-C-38999/22B 

5935 

85 

04  Ocl 

85 

CR 

AS 

85 

MS-3139D 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

DODC-38999/24C 

5935 

85 

19  Aug 

88 

CR 

AS 

85 

L 

MS-33800C 

5935 

AT 

05  Sep 

84 

AT 

MS-3140C 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

W-C-596/64B 

5935 

/ES 

07  Aug 

81 

CR 

YD 

85  ES 

L 

MS-3142D 

5935 

AS 

23  Jon 

78 

AS 

W-C-596A/157A 

5935 

/ES 

03  May 

88 

CR 

YD 

85 

L 

MS-3424 

5935 

AS 

21  Jul 

71 

AS 

L 

MIL-C-55116/11 

5935 

CR 

31  Jul 

87 

CR 

MS-27146A 

5935 

AT 

01  Sep 

67 

AT 

MIL-C-55181/2C 

5935 

CR 

23  Jun 

86 

CR 

EC 

85 

W-C-596/164A 

5935 

/ES 

15  Feb 

89 

CR 

YD 

85 

MIL-C-55181/4C 

5935 

CR 

23  Jun 

86 

CR 

EC 

85 

W-C-596A/154A 

5935 

/ES 

03  Moy 

88 

CR 

YD 

85 

MIL-C-55181/6C 

5935 

CR 

23  Jun 

86 

CR 

EC 

85 

W-C-596/T68 

5935 

/ES 

28  Ocl 

80 

CR 

YD 

85  ES 

MIL-C-55T81/8C 

5930 

CR 

23  Jun 

86 

CR 

EC 

85 

L 

MIL-C-551 14/12 

5935 

CR 

31  Jul 

87 

CR 

l 

MS-27034G 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

l 

MIL-C-551 16/13 

5935 

CR 

31  Jul 

87 

CR 

W-C-596/46B 

5935 

/ES 

04  Sep 

81 

CR 

YD 

85 

L 

MIL-C-551 16/14 

5935 

CR 

31  Jul 

87 

CR 

W-C-596/107 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

208 
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TITLE 

NUMBER 

fSC 

PREP 

DATE 

CUSTODIAN 

Connector,  Receptacle,  Electrical,  Solder  Mounting,  Solder  Contact  Hermetic,  An 

i 

MS-31 43D 

5935 

AS 

23  Jan 

78 

AS 

Type  (Inactive) 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/98 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

Connector,  Receptacle,  External  Power,  Aircraft,  230/400  Volt,  400  Hz . 

L 

MS-21379A 

NOTICE  1 

5935 

85 

24  Jul 

87 

AS 

85 

Connector,  Receptode,  Electrical,  Special  Purpose,  Duplex,  Grounding,  2  Pole,  3 

W-C-596/99 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

Connector,  Receptode,  Electric,  Box  Mounting., . . . . . . . . 

MS-3102C 

5935 

AS 

15  May 

69 

CR 

AS 

85 

Connector,  Receptode,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/90 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  30  Amperes,  125  Volts,  50/60  Hertz- 
Connector,  Receptacle,  Electric  Crimp  Type,  Jam  Nut  Mounting,  Push-pull  Coupling 

MS  T144C 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

(Gass  E  And  J) 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/94 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  20  Amperes,  125  Volts,  50/60  Hertz 

Connector,  RecepK.de,  Electric,  Woll  Mounting,  Solder  Contacts,  An  Tyce . 

MS-3100D 

5935 

AS 

15  Moy 

69 

CR 

AS 

85 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/103 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  30  Amperes,  277  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electric,  Hermetic,  Crimp  Type,  Box  Mounting,  Push-pull 

L 

MS-3145 

5935 

AS 

04  Feb 

72 

AS 

Coupling,  Series  3  (Class  N) 

Connector,  Receptode,  Electrical,  Series  Ic,  UG-352B/U . . . . . . . . 

MS-9161C8 

5935 

EC 

11  Sep 

61 

CR 

EC 

85 

Connector,  Receptacle,  Electric,  Hermetic,  Crimp  Type,  Solder  Mounting,  Push  Pull 

L 

MS-3146 

5935 

AS 

04  Feb 

72 

AS 

Coupling,  Series  3  (Class  N) 

Connector,  Receptacle,  Electric,  Series  1,  Box  Mounting  Flongc,  Bayonet  Coupling, 

MS-31  !?G 

5935 

CR 

19  Sep 

88 

CR 

AS 

85 

Solder  Contact 

NOTICE  1 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single  Locking,  3  Pole,  3  Wire, 

W-C-596/43C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

20  Amperes,  125/250  Volts,  50/60  Hertz  (Inactive) 

Connector,  Receptacle,  Electric,  Series  1,  Solder  Type,  Solder  Mounting,  Bayonet 

MS-3U3G 

5935 

CR 

31  Jul 

78 

CR 

AS 

85 

Coupling 

NOTICE  1 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  3  Pole,  4 

W-C-596/12B 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  30  Amperes,  250  Volts,  50/60  Hertz,  3  Phase 

Connector,  Receptacle,  Electric,  Series  1,  Solder  Type,  Jom  Nut  Mounting,  Bayonet 

MS3114H 

5935 

CR 

19  Nov 

87 

CR 

AS 

Coupling 

Connector,  Receptode,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/111 

5935 

/ES 

1)  Aug 

78 

CR 

YD 

85 

Wire,  15  Amperes,  277  Volts,  50/60  Hertz 

Connector,  Receptode,  Electrical  Dummy  Stowage,  Bayonet  Coupling  For 

MS-31 15D 

5935 

CR 

01  Dec 

77 

CR 

AS 

85 

MU  -C-26482  Connectors 

NOTICE  1 

r  ..  .rfCtor,  Receptode,  Electrical,  Special  Purpose,  Duplex,  Grounding,  2  Pole,  3 

Y/-C-596/112 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  15  Amperes,  277  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electric,  Series  1,  Crimp  Type,  Box  Mounting,  Flange,  No.  4 

MS-3122E 

5935 

CR 

30  Jul 

79 

CR 

AS 

85 

Holes,  Bayonet  Coupling 

NOTICE  1 

Connector,  Receptacle,  Electric,  Integral  Mounting . . . 

MS-33678 

5935 

AS 

17  Dec 

58 

CR 

AS 

85 

Connector,  Receptode  Electric,  Crimp  Type,  Rear  Mounting  Jom  Nut,  Boyonet 

MS-3124D 

5935 

CR 

06  Sep 

08 

CR 

AS 

85 

Coupling  (Inactive 

NOTICE  1 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single,  General  Grade,  Locking, 

W-C-596/59C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

4  Pole,  4  Wire,  20  Amperes,  3  Phase  Wye,  120/208  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electric  Crimp  Type,  Wall  Mounting,  Flange,  No.  4  Holes, 

MS-3120E 

5935 

CR 

06  Sep 

88 

CR 

AS 

85 

Bayonet  Coupling  (Inactive) 

NOTICE  1 

Collector,  Receptode,  Electrical,  Special  Purpose,  Single,  Grounding,  3  Pole,  4 

W-C-596/120 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electric,  Series  1,  Crimp  Type,  Box  Mounting,  Flange,  No. 

MS-3127H 

5935 

CR 

06  Sep 

88 

CR 

AS 

85 

4/6  Holes,  Bayonet  Coupling 

NOTICE  1 

Connector,  Receptode,  Electrical,  Special  Purpose,  Single,  Grounding,  3  Pole,  4 

W-C-596/1 16 

5935 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  30  Amperes,  125/250  Volts,  50/60.Hertz 

Connector,  Receptode,  Electric,  Potting  Seal,  Solder  Contacts,  An  Type . . 

MS-3103C 

5935 

AS 

15  May 

69 

CR 

AS 

85 

Connector,  Receptode,  Electricol,  General  Purpose,  Single,  3  Pole,  3  Wire,  50 

W-C-596/36C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

Amperes,  125/250  Volts,  50/60  Hertz  (Inactive  For  New  Design  Use 

W-C-596/184 

Connector,  Receptacle,  Electric  Dummy  Stowage . . . . . . . . 

L 

MS-3105A 

5935 

AS 

18  Ju.i 

69 

AS 

Connector,  Receptode,  Electricol,  General  Purpose,  Single,  Genera!  Grade,  3  Pole, 

W-C-596/25B 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz 

Connector,  Receptacle,  Electric,  Series  1,  Solder  Type,  Woll  Mounting,  Flange, 

MS-31 10D 

5935 

CR 

19  Sep 

88 

CR 

AS 

85 

Bayonet  Coupling 

NOTICE  1 

Connector,  Receptode,  Electricol,  General  Purpose,  Single,  General  Grade,  3  Pole, 

W-C-596/33C 

5935 

/ES 

24  Jun 

83 

CR 

YD 

85 

ts 

3  Wire,  30  Amperes,  125/250  Volts,  50/60  Hertz  (Inactive  For  New  Design  Use 
W.C-596/188) 

Connector,  Receptode,  Electric,  Series  1,  Thru  Bulkhead  M‘g.,  Flonge,  Bayonet 

MS-31 19D 

5935 

CS 

31  Jul 

78 

CR 

AS 

85 

Coupling 

NOTICE  1 

Connector,  Receptacle,  Electricol,  General  Pappose,  Single,  General  Grade, 

W-C-596/15C 

5935 

/ES 

01  Oct 

87 

CR 

YD 

85 

ES 

Grounding,  2  rote,  3  Wire,  15  Amperes,  250' Volts,  50/60  nertx 

Connector,  Receptode, electricol,  Trioxiol,  Radio  Frequency  (Series  TRB  (Cobled), 

MIL-C-49142/5C  (1) 

5935 

CR 

14  Sep 

87 

CR 

EC 

85 

Socket  Contoct,  JAM  Nut  Mounted,  Class  2) 

Connector,  Receptode,  Electricol,  General  Purpose,  Duplex,  Grounding,  2  Pole,  3 

W-C-596/16B 

5935 

/ES 

06  Oct 

81 

CR 

YD 

85 

ES 

Wire,  15  Amperes,  250  Volts 

Connector,  Receptode,  Electric,  Coble  Connecting  Threaded  Coupling,  Crimp  Socket 

L 

MIL-C-83723'178 

5935 

85 

26  Jon 

87 

85 

Contacts,  Classes  F  G  And  R 

NOTICE  1 

Connector,  Receptode,  Electrical,  General  Purpose,  Single,  4  Pole,  4  Wire,  20 

W-C-596/28B 

5935 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

Amperes,  3  Phase  Wye,  120/208  Volts 

Cornector,  Receptacles,  Electrical,  Coaxial,  Radio  Frequency,  Strip  Or  Microstrip 

MIL-C-83517/5  (1) 

5935 

85 

27  Feb 

87 

CR 

EC 

85 

Transmission  tine,  Series  SMA  (Pin  Contoct,  Flange  Mounted  Extended  Dielectric) 

NOTICE  1 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  General  Grade,  4  Pole, 

W-C-596/38C 

5935 

/ES 

15  Feb 

89 

CR 

YD 

35 

ES 

209 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

ESC 

PREP 

DATE 

Connector,  Receptacle,  Electric,  Box  Mount,  Threaded  Coupling,  Crimp  Pin  Contacts, 
Classes  F,  G,  And  R 

i 

MIL-C-83723/22B 
NOTICE  1 

5935 

85 

26  Jan 

87 

Connector,  Receptacle,  Electrical,  Special,  Single,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz,  3-PHASE 

W*C*596/124 

5935 

/ES 

11  Aug 

78 

Connector,  Receptacles,  Electrical,  Coaxial,  Radio  Frequency,  Strip  Or  Microstrip 
Transmission  line.  Series  SMA  (Socket  Contact,  8  Hole  Surface  launch 

MIL-C-83517/6  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

Connector.  Receptacle,  Fiber  Optic,  Single  Terminus,  Threaded,  Parallel  Pc  Mount .... 

MIL-C.83522/7B 

6060 

85 

30  Dec 

88 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single,  Grounding,  Locking,  2 

Pole,  3  Wire,  30  Amperes,  120  Volts,  400  Hertz,  1  Phase 

W.C-596B/151B 

5935 

/ES 

03  May 

88 

Connector,  Receptacle,  Fiber  Optic,  Single  Terminus,  Threaded,  Bulkhead,  Hex  Nut 
Mount 

MIL-C-83522/8B 

6060 

85 

30  Dec 

88 

Connector,  Receptode,  Electrical,  Speciol  Purpose,  Single,  Grounding,  4  Pole,  5 

Wire,  30  Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y 

W-C-596/132 

5935 

/ES 

11  Aug 

78 

Connector,  Receptacle,  Electric,  Jam  Nut  Mounting,  Solder  Type,  Bay'  Coupling,. 

l 

MS-20029E 

NOTICE  1 

5935 

85 

30  Jon 

87 

Connector,  Receptacle  Electrical  Speciol  Purpose,  Duplex  Hospital  Grade,  Isolated 
Grounding  2  Po’e,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

W-C’596/145 

5935 

X 

24  Mar 

82 

Connector,  Receptacle,  Electric,  Wall  Mount,  Solder  Type,  Bayonet  Coupling  . . 

i 

MS-20026D 

NOTICE  1 

5935 

85 

30  Jan 

87 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single,  Grounding,  locking  Pole, 

3  Wire,  30  Amperes,  28  Volts,  Direct  Current 

W.C-596A/148A 

5935 

/ES 

03  May 

88 

MS-180628 

5935 

EC 

66 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding.  4  Pole,  5 

Wire,  20  Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y 

W.C-596/136 

5935 

/ES 

11  Aug 

78 

Connector,  Receptodes,  Electricol,  Coaxial,  Radio  Frequency,  Strip  Or  Microslrip 
Trcnsrniision  line.  Series  SMA  (Pin  Contact,  8  Hole  Surface  launch) 

MIL-C-83517/7  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

Wire,  20  Amperes,  250  Volts,  50/60  Hertz 

W- 0596/81 

5935 

/ES 

11  Aug 

78 

Connector,  Receptacle,  Electrical,  Cooxiol,  Radio  Frequency,  Strip  Or  Microstrip 
Transmission  line,  Series  SMA  (Socket  Contact,  Flange  Mounted  Tab  Terminal) 

MIL-C-83517/1  (1) 

5935 

85 

29  Apr 

85 

Connector,  Receptacles,  Electricol,  Coaxial,  Radio  Frequency,  Strip  Or  Microstrip 
Transmission  Line,  Series  SMA  (Socket  Contact,  8  Hole  Surface  launch  Right 

Angle) 

MILC-83517/8  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  Grounding,  3  Pole,  4 

Wire,  50  Amperes,  250  Volts,  50/60  Hertz,  3  Phase 

W-C-596/200 

5935 

/ES 

28  Ocl 

80 

Connector,  R*ceptacles,  Electrical,  Coaxial,  Radio  Frequency,  Strip  Or  Microslrip 
Transmission  Line,  Series  SMA  (Socket  Contact,  End  launch) 

MIL  C-83517/9  (2) 
NOTICE  1 

5935 

85 

18  Mor 

88 

Connector,  Receptacle,  Electricol,  General  Purpose,  Single,  General  Grade, 

Grounding,  2  Pole,  3  Wire,  30  Amperes,  125  Volts,  50/60  Hertz 

W.C-596/68B 

5935 

/ES 

07  Aug 

81 

Connector,  Receptacle,  Fiber  Optic,  Single  Terminus,  Threaded,  Receptacle,  low 

Profile  Parallel  Pc  Mount 

MIL-C-83522/4E 

6060 

85 

30  Dec 

88 

Connector,  Receptacle,  Electrical,  General  Purpose,  Duplex,  Grounding,  2  Pole,  3 

Wire,  15  Amperes,  277  Volts  Ac 

W-C-596/71B 

5935 

/ES 

07  Aug 

81 

Connector,  Receptacle,  Electrical,  Cooxiol,  Radio  Frequency,  Strip  Or  Mlcrostrip 
Transmission  line,  Series  SMA  (Pin  Contact,  Flange  Mounted  Tab  Terminal) 

Mll-C-83517/2  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

Connector,  Receptode,  Electrical,  Specific  Purpose,  General  Grode,  Single, 

Grounding,  locking,  2  Pole,  3  Wire,  30  Amperes,  250  Volts,  50/60  Hertz 

W-C-596/778 

5935 

/ES 

07  Aug 

81 

Connector,  Receptode,  Electricol,  Coaxial,  Radio  Frequency,  Strip  Or  Microstrip 
Transmission  Line,  Series  SMA  (Socket  Contact,  Flarge  Mounted  Slotted  Tob 
Terminal) 

MIL.C83517/3  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

Connector,  Receptacle,  Electricol,  Speciol  Purpose,  Single,  Grounding,  2  Pole,  3 

Wire,  15  Amperes,  250  Volts,  50/60  Hertz 

W-C-596/85 

5935 

/ES 

11  Aug 

78 

Connector,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency  Strip  Or  Microstrip 
Transmission  Line,  Series  SMA  (Socket  Contact,  Flange  Mounted  Extended 

Dielectric) 

Mll-C-83517/4  (1) 
NOTICE  1 

5935 

85 

27  Feb 

87 

.Connector,  Receptacle,  Electricol,  Speciol  Purpose,  Duplex,  Grounding,  2  Pole,  3 

Wire,  15  Amperes,  250  Volts,  50/60  Hertz 

W-C-596/86 

5935 

/ES 

11  Aug 

78 

Connector,  Receptode,  Fiber  Optic,  Bulkheod  Mount,  For  Single  Fiber . . 

MII-C-83522/5D 

6060 

85 

30  Dec 

88 

Connector,  Receptode,  Electrical,  General  Purpose,  Duplex,  General  Grade, 

Grounding,  2  Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz 

W-C-596/65B 

5935 

/ES 

07  Aug 

81 

Connector,  Receptacle,  Electricol,  Rectangulor,  Rack  To  Panel,  Environment  Resisting, 

150  Deg.  C  Continuous  Operating  Temperature,  Multiple  Inserts 

MIL-C-83527/8 

5935 

85 

28  Dec 

88 

MS  -33679 

5935 

AS 

17  Dec 

58 

Connector,  Receptode,  Electricol,  Rectangular,  Multiple  Insert  Type,  Rock  To  Panel, 
Environment  Resisting,  150  Deg.  C  Continuous  Operating  Temperature,  Shell  Size 

DOD-C-83527/2A 

5935 

85 

28  Dec 

88 

Connector,  Receptacle,  Electricol,  General  Purpose,  Duplex,  Grounding,  Hospital 

Grade,  Ground  Fault  Grout  Interrupting  2  Pole  3  Wire,  15  Amperes,  125  Volts, 

60  Hertz 

W-C-596/212 

5935 

X 

24  Mar 

82 

r,  l?fCfp>ocle,  EI?<tr'co,,  P?cf'?''2*yi,ar.  MyWp1*  M?e'»=Type,  Rock  To  Po"*1, 
Environment  Resisting,  150  Deg.  C  Continuous  Operating  Temperature,  Shell  Size 

DOD-C-83527/6A 

5935 

85 

28  Dec 

88 

Connector,  Receptode,  Electrical,  General  Purpose,  Single,  General  Grade, 

Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

W-C-596/11B 

5935 

/ES 

06  Oct 

80 

Connector#  Receptode,  Extemol  Electric  Power,  Aircraft,  28  Volt,  Dc  Operating 

Pov/er 

MS-3506B 

5935 

AS 

27  Feb 

76 

Connector,  Receptade,_Electricol,  General  Purpose,  Duples,  Hospital  Grade 

Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

W-C-596/12D 

5935 

/ES 

04  May 

88 

Connector,  Receptacle,  Electric,  Series  2,  Wide  Flange  Mounting,  Bayonet  Coupling, 
Solder  Pin  Contoct,  Class  H. 

MS-34428 

NOTICE  1 

5935 

CR 

31  Jul 

78 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  General  Grode,  locking, 

2  Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz 

W-C-596/5B 

5935 

/ES 

08  Jan 

80 

CUSTODIAN 


85 

CR 

YD 

85 

ES 

CR 

EC 

85 

CR 

EC 

85 

NA 

CR 

YD 

85 

CR 

EC 

85 

NA 

CR 

YD 

85 

85 

85 

CR 

YD 

85 

CR 

EC 

85 

CR 

YD 

85 

ES 

O’ 

EC 

35 

CR 

YD 

85 

ES 

CR 

EC 

85 

CR 

EC 

85 

CR 

YD 

85 

ES 

CR 

EC 

85 

CR 

YD 

85 

CR 

EC 

85 

NA 

CR 

YD 

85 

ES 

CR 

EC 

85 

CR 

YD 

85 

CR 

EC 

85 

CR 

YD 

85 

ES 

CR 

EC 

85 

CR 

YD 

85 

CR 

EC 

85 

NA 

CR 

YD 

85 

CR 

AS 

85 

CR 

AS 

85 

CR 

AS 

85 

CR 

AS 

85 

CR 

YD 

85 

ES 

CR 

AS 

85 

CR 

YD 

85 

ES 

CR 

AS 

85 

CR 

YD 

85 

ES 

210 


ALPHABETICAL  LISTING 


TITLE 

Connector,  Receptacle,  Electric,  Series  2,  Hermetic,  Solderless,  Box  Mounting, 

Bayonet  Coupling,  Class  N 

Connector,  Receptacle,  Electrical,  Thru  Bulkhead  Mounting,  Boyonet  Coupling  Series 

I 

Connector,  Receptacle,  Electric,  Series  2,  Hermetic,  Solderless,  Rear  Mounting,  Jam 
Nut,  Bayonet  Coupling,  Class  N 

Connector,  Receptacle,  Electric,  Wall  Mounting  Flange,  Crimp  Type,  Bayonet 
Coupling  Series  I  (Inactive  Use  Ms  27466) 

Connector,  Receptacle,  Electric,  Hermetic,  Solder  Type,  Jam  Nut  Mounting,  Push  * 

Pull  Coupling,  Series  3  (Class  H) 

Connector,  Receptacle,  Electric,  Back  Panel  Wall  Mounting  Flange,  Crimp  Type, 
Bayonet  Coupling,  Series  I  (Inactive) 

Connector,  Receptacle,  Electric,  Series  2,  Solder  Flange  Mount,  Bayonet  Coupling, 
Solder  Pin  Contact  Class  H 

Connector,  Receptacle,  Electrical,  Bock  Panel  Wall  Mounting  Flange,  Crimp  Type, 
Bayonet  Coupling,  Series  I 

Connector,  Receptacle,  Electric,  Hermetic,  Solder  Type,  Solder  Mounting,  Push-pull 
Coupling,  Series  3  (Class  H) 

Connector,  Receptacle,  Electrical,  Flange  Mount  Miniature . . . 

Connector,  Receptacle,  Electric,  Crimp  Type,  Jam  Nut  Mounting,  Push  Pull  Coupling, 
Series  3  (Class  L  And  E) 

Connector,  Receptacle,  External  Electric  Power,  Aircraft,  28  Volt  D.c.,  Jet  Starting  .. 
Connector,  Receptacle,  Electric,  Hermetic,  Solder  Type,  Box  Mounting,  Push-pull 
Coupling,  Series  3  (Class  H) 

Connector,  Receptacle,  Electrical  Single  Hole  Mount  Miniature . 

Connector,  Receptacle,  Electric,  Series  2,  Crimp  Type,  Cable  Connecting,  Boyonet  B 
Coupling,  Classes  A,  L,  S,  And  W 

Connector,  Receptacle,  Electrical  Woll  Mounting  Flange,  Crimp  Type,  Bayonet 
Coupling,  Series  I 

Connector,  Receptacle,  Electric,  Series  2,  Crimp  T/pe,  Wide  Flange  Mounting, 
Bayonet  Coupling,  Closses  A,  L,  S,  And  W 

Connector,  Receptacle,  Electricol  &  High  Voltage,  Waterproof  . . . . 

Connector,  Receptacle,  Electric,  Series  2,  Hermetic,  Solderless,  Solder  Mounting, 
Bayonet  Coupling,  Class  N 

Connector,  Receptacle,  Electricol,  Box  Mounting  Flonge,  Crimp  Type,  Bayonet 
Coupling,  Serin  li 

Connector,  Receotode,  Electric,  Series  2,  Crimp  Type,  Rear  Mounting  Jam  Nut, 
Boyonet  C  Cotoling,  Classes  A,  l,  S,  And  W 
Connector,  Receptacle,  Electric,  Jam  Nut  Mounting,  Solder  Type,  Bayonet  Coupling.. 

Connecter,  Receptacle,  Electric,  Series  2,  Single  Hole  Mount,  Bayonet  Coupling, 
Solder  Pin  Contact,  Class  H 

Connector,  Receptacle,  Electricol  Box  Mounting  Flonge,  Crimp  Type,  Boyonet 
Coupling,  Series  li 

Connector,  Receptacle,  Electric,  Woll  Mounting,  Reor  Release,  Crimp  Contact,  An 
Type  (Inactive  For  Design) 

Connector,  Receptacle,  Electric,  Crimp  Type,  Box  Mounting  Flange,  Boyonet 
Coupling  Series  li  (Inocive  Use  MS27499) 

Connector,  Receptacle,  Electrical,  Coble  Connecting,  Rear  Release,  Crimp  Contact, 

An  Type 

Connector,  Receptode,  Electrical,  Bock  Panel,  Box  Mounting  Flange,  Crimp  Type, 
Boyonet  Coupling,  Series  I 

Connector,  Receptode,  Electricol,  Box  Mounting,  Rear  Releose,  Crimp  Conect,  An 
Type 

Connector,  Receptode,  Electrical,  Bock  Panel  Box  Mounting  Flange,  Crimp  Type, 
Boyonet  Coupling,  Series  li 

Connector,  Receptacle,  Electricol,  Jam  Nut  Mounting,  Rear  Release  Crimp  Contact, 
An  Type 

Connector,  Receptacle,  Electric,  Crimp  Type,  Back  Panel  Wall  Mounting  Flange 
Series  I  (Inactive  Use  Ms  27656) 

Connector,  Receptode,  Electric,  Series  2,  Narrow  Flonge  Mount,  Bayonet  Coupling, 
Solder  Pin  Contact  Closs  H 

Connector,  Receptacle,  Electric,  Solder  Mounting,  Solder  Type,  Hermetic  Seal, 

Series  li  (INACTIVE  Use  Ms  27478) 

Connector,  Receptacle,  Electrical,  Rectangular,  Multiple  Insert  Type,  Rack  To  Panel, 
Environment  Resisting,  150  Deg.  C  Continuous  Operating  Temperature,  Shell  Size 
3 

Connector,  Receptacle,  Electric,  Solder  Type,  Wall  Mounting  Flange,  Bayonet 
Coupling 

Connector,  Receptacle,  Electricol,  Wall  Mounting . . . . . . . . 

Connector,  Receptode,  Electric,  Sold-tr  Type,  Jam  Nut  Mounting,  Hermetic  Seol,  Pin, 
Bayonet  Coupling  (Inactive  After  30  Jan  1968  (Use  Ms  27477) 

Connector,  Receptacle,  Electricol  Box  Mounting . . . . . . . 

Connector,  Receptacle,  Electric,  Box,  Flange  Mount,  Solder  Type,  Bayonet  Coupling., 

Connector,  Receptacle,  Electrical  Jam-nut................... . . . . . 

Connector,  Receptode,  Electric,  Jam  Nut  Mounting,  Crimp  Type,  Bayonet  Coupling, 
Series  li  (Inactive  Ms  27474) 

Connector,  Receptode,  External  Electric  Power,  Aircraft  . . . . .......... 
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ALPHABEriCAL  LISTING 


TITLE 

Connector,  Receptode,  Electrical  Box  Mounting,  Crimp  Type,  Bayonet  Coupling, 

Series  I 

Connector,  Receptacle,  Electricol  Jam-nut  (8ox)»...„,«««.«......«M,u,uni„ . . . 

Connector,  Receptacle,  Electrical,  Back  Ponel  Wall  Mounting  Flange,  Crimp  Type, 
Bayonet  Coupling,  Series  It 

Connector,  Receptacle,  Electrical,  For  M5  Baroswilch  . . . . . 

Connector,  Receptacle,  Electrical  Jam  Nut  Mounting,  Crimp  Type,  Bayonet  Coupling, 
Series  I 

Connector,  Receptacle,  Electrical  V/all  Mounting  Flange,  Solder  Type,  Hermetic  Seal, 
Series  I 

Connector,  Receptacle,  Electricol  Jam  Nut  Mounting,  Solder  Type,  Hermeticseol, 

Series  I 

Connector,  Receptacle,  Electrical  Solder  Mounting,  Solder  Type,  Hermetic  Seal, 

Series  I 

Connector,  Receptacle,  Electrical  Woll  A\ounting  Flange,  Crimp  Type,  Bayonet 
Coupling,  Series  li 

Connector,  Receptacle,  Electricol,  Jam  Nut  Mounting,  Crimp  Type,  Bayonet 
Cooping,  Serios  I! 

Connector,  Receptacle,  Electrical  Wall  Mounting  Flange,  Solder  Type,  Hermetic  Seol, 
Series  IsS 

Connector,  Receptacle,  Electrical  Box  Mounting,  Solder  Type,  Hermetic  Seal,  Series 
li 

Connector,  Receptacle,  Electrical  Jam  Nut  Mounting,  Solder  Type,  Hermefic  Seol, 
Series  Isi 

Connector,  Recepfode,  Electrica*  Solder  Mounting,  Solder  Type,  Hermetic  Seel, 

Seres  li 

Connector,  Receptacle,  Elec'ric,  Wall  Mour’ing  Flange,  Crimp  Type,  Boyonet 
Coupling,  Series  li  (Inactive  Use  Ms  27472) 

Connector,  Rectangular,  Electrical  Ruck  And  ponel  4  Size  22' Solder  Pin  Contacts . 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  14,  Size  20  Socket  Contacts . 

Connector,  Rectangular,  Elcctriccl  Ruck  And  Panel  4  Size  22  Solder  Socket  Contacts 

Connector,  Rectangular,  Electricol,  Rock  And  Panel,  14,  Size  20  Pin  Contacts . . 

Connector,  Rectangular,  Electricol  Rack  And  Ponel  7  Size  22  Solder  Pin  Contacts . 

Connector,  Rectongulc  ,  Electrical,  Rack  And  Panel,  7.  Size  20  Pin  Contacts . 

Connector,  Rectangular,  Electricol  Rack  And  Panel  7  Size  22  Solder  Socket  Contacts 

Connector,  Rectangular,  Electrical,  Rack  And  Ponel,  7,  Size  20  Socket  Contacts.. . 

Connec'or,  Rectangular,  Electrical  Rack  And  Panel  14  Size  22  Solder  Pin  Contacts.... 

Connector,  Rectangular,  Electrical,  Rock  And  Ponel,  26,Size  20  Socket  Contacts . 

Connector,  Rectangular,  Electrical  Rock  And  Pone!  14  Size  22  Solder  Socket 
Contacts 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  18,  Size  20  Pin  Contacts 
(Inactive  12-6-71) 

Connector,  Rectangular,  Electrical  Rack  And  Panel  20  Size  22  Solder  Pin  Contacts.... 

Connector,  Rectangular,  Electrical,  Rock  And  Ponel,  20,  Size  20  Socket  Contacts . 

Connector,  Rectangular,  Electricol  Rock  And  Panel  20  Size  22  Solder  Socket 
Contacts 

Connector,  Rectangular,  Electricol,  Rock  And  Panel,  20,  Size  20  Pin  Contacts . 

Connector,  Rectongulor,  Electricol  Rock  And  Pone!  26  Size  22  Solder  Pin  Contacts.... 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  26,  Size  20  Pin  Contacts . 

Connector,  Rectangular,  Electricol  Rack  And  Panel  26  Size  22?Solder  Socket 
Contacts 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  34,  Size  20  Socket  Contacts . 

Connector,  Rectangular,  Electricol  Rack  And  Ponel  34  Size  22  Solder  Pin  Contacts.... 

Connector,  Rectongulor,  Electricol,  Rack  And  Ponel,  34,  Size  20  Pin  Contacts. . 

Connector,  Rectongulor,  Electricol  Rock  And  Ponel  34  Size  22  So1der  Socket 
Contacts 

Connector,  Rectangular,  Electricol,  Rock  And  Panel,  50,  Size  20  Socket  Contacts . 

Connector,  Rectongulor,  Electricol,  Rack  And  Panel,  9,  Size  16  Socket  Contacts . 

Connector,  Rectangular,  Electricol,  Rock  And  Ponel,  50,  Size  20  Pin  Contacts . 

Connector,  Rectongulor,  Electrical,  Rocr  And  Ponel,  34,  Size  16  Socket  Contacts . 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  10,  Size  16  Socket  Contacts 

(Inactive  6  Dec  1971) 

Connector,  Rectangular,  Electricol,  Rack  And  Ponel,  42,  Size  16  Pin  Contacts . 

Connector,  Rectongulor,  Electricol,  Rack  And  Ponel,  10,  Size  16  Pin  Contacts 
(Inactive  12-6*71) 

Connector,  Rectongulor,  Electricol,  Rock  And  Panel,  42,  Size  16  Socket  Contacts ...... 

Connector,  Rectangular,  Electricol,  Rack  And  Panel,  14,  Size  16  Socket  Contacts 
(Inactive  6  Dec  1971) 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  50,  Size  16  Pin  Contacts . 

Connector,  Rectongulor,  Electrical,  Rack  And  Ponel,  50,  Size  16  Socket  Contacts. . 

Connector,  Rectongulor,  Eiectricai,  Rock  And  Ponel,  66,  Size  16  Pin  Contacts . . 

Connector,  Rectangular,  Electricol  Rock  And  Panel,  14,  Size  16  Pin  Contacts . . 

Connector,  Rectongulor,  Electricol,  Rock  And  Panel,  14,  Size  16,  Socket  Contacts  .... 

Connector,  Rectangular,  Electrical,  Rock  And  Ponel,  20,  Size  16  Pin  Contacts . 

Connector,  Rectangular,  Electricol,  Rock  And  Ponel,  20,  Size  16  Socket  Contacts. . 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  66,  Size  16  Socket  Contacts ...... 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  75,  Size  16  Pin  Contacts . . 

Connector,  Rectangular,  Electricol  Rock  And  Ponel  44  Size  22  Solder  Pin  Contacts.... 
Connector,  Rectangular,  Electrical  Rock  And  Panel  44  Size  22  Solder  Socket 
Contacts 

Connector,  Rectangular,  Electricol  Rack  And  Ponel  50  Size  22  Solar  Pin  Contacts...... 

Connector,  Rectangular,  Electricol  Rack  And  Panel  50  Size  22  Solder  Socket 
Contacts 
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ALPHABETICAL  LISTING 


TITLE 

Connector,  Rectangular,  Electrical,  Rock  And  Pane),  75,  Size  16  Socket  Contact* ...... 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  104,  Size  16  Pin  Contacts 
200570 

Connector,  Rectangular,  Electrical,  Rack  An',  Panel,  104,  Size  16  Socket  Contacts .... 

Connector,  Rectangular,  Electrical,  Rack  ArJ  Panel,  9,  Size  20  Socket  Contacts . 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  9,  Size  20  Pin  Contacts.............. 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  42,  Size  20  Pin  Contacts . . . 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  75,  Size  20  Socket  Contacts ...... 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  42,  Size  20  Socket  Contacts ...... 

Connector,  Rectongular,  Electrical,  Rock  And  Panel,  75,  Size  20  Pin  Contacts . . 

Connector,  Rectangular,  Electricol,  Rack  And  Panel,  104,  Size  20  Socket  Contacts  .... 

Connector,  Rectongular,  Electricol,  Rack  And  Panel,  104,  Size  20  Pin  Contacts,.., . 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  9  Size  16  Pin  Contacts . . . 

Connector,  Rectangular,  Electricol,  Rack  And  Panel,  34,  Size  16  Pin  Contacts..... . . 

Connector,  Rod  End&steel  . . . . . . . 

Connector,  Rod  End,  Turnbuckle,  Clip  locking . . . . . . 

Connector,  Seven-conductor  Electrical,  For  Ttruck-trailer  Jumper  Cable,  Sae 
Standard  •  Sep  74 

Connector,  Single  Cable,  Type  lit.  For  Type  2$WF  Cables . . . . 

Connector,  Single  Cable,  Type  lii.  Three-conductor,  For  THOF-9  Coble  . . . 

Connector,  Single  Cable,  Type  lii,  65-CONDUCTOR  . . . . . 

Connector,  Single  Cable,  Type  lii,  Three*,  Four*  Or  Five-conductor  . . . . . 

Connector,  Single  Cable,  Type  lii,  For  DSS-3  Coble . . . . . . . . . . 

Connector,  Single  Coble,  Type  lit,  Seven-sonductor . . . . 

Connector,  Single  Cable,  Type  lii,  Seven*conductor . . . . . . . 

Connector,  Single  Cable,  Type  lii.  Seven*  &  Nine-conductor  . . . . . . . . 

Connector,  Single  Coble,  Type  lii,  14*,  24*,  30*,  Or  40-CONDUCTOR  . . * . . 

Connector,  Surgical  Tubing  Straight,  Plastic . . . . . . . . . 

Connector,  Tee,  Antenna  . . . . . . . . . . . . . . . . . 

Connector,  Telecommunication,  Polarized  Shell,  General  Specification  For  . . 

Connector,  Telecommunication,  Polarized  Shell,  Receptacle,  Male  Rock  &  Panel, 
Solder  Contact,  Screwlock 

Connector,  Telecommunication,  Polarized  Shell,  Receptacle,  Femole  Rock  &  Panel, 
Solder  Contacts,  Screwlock 

Connector,  Telecommunication,  Polarized  Shell,  Plug,  Male  Rack  &  Panel,  Solder 
Contoct,  Side  Entry  Shield,  Screwlock 

Connector,  Telecommunications,  Polarized  Shell,  Recptade,  Femole,  Rack  3.  Panel, 
Solder  Contact,  Side  Entry  Cover  Screwlock 
Connector,  Telecommunication,  Polarized  Shell,  Plug,  Mole,  Printed  Circuit  Boord, 
Solder  Contoct,  Screwlock 

Connector,  Telecommunication,  Polarized  Shell,  Receptacle,  Female,  Printed  Circuit 
Board,  Solder  Contact,  Screwlock 

Connector,  Torpedo  Tube  Cable,  Mk  47  Mod  0  And  Mk  48  Mod  0 . . . . . . 

Connector,  Trocheoll  Tube  (Acute  Angled) . . . . . . . . . . . . 

Connector,  Trioxiol,  RADIO  Frequency  (Series  TRB  (Cabled),  Socket  Contact,  Class 
2) 

Connector,  Trioxiol,  Radiofrequency  (Series  Trt  (Uncabled)  Receptacle,  Socket 
Contact,  Jomnut  Mounted,  Class  2 

Connector,  Trioxiol,  Radio  Frequency  (Series  TRT  (Cabled)  Receptacle,  Socket 
Contoct,  Jamnut  Mounted,  Class  2) 

Connector,  Iriaxiol,  Radiofrequency.  (Series  Trb-ptug,  Pin  Contact,  Class  2)  . ....... 

Connector,  Tubing  Plastic...... . . . . . . . . . . . . . . . 

Connector,  Umbilical,  Insert  Arrangements . . . . . . . . . . . 

Connector, cooxlol.rad  lo  Frequency  Series  S  MA(CABIE  Plug,  Pin,c  lass  2  Semirigid 
Coble 

Connector, plug,  Attachable,  Externol  Electric  Power,  Aircraft,  1 15/200  Volt,  400 
Hertz 

Conhector.plug,  Type  I,  90  Degree,  Molder,  Three*,  Four*,  &  Five*  Conductor.... . . 

Connectors  &  Assemblies,  Electrical,  Aircraft  G-oundings  Type  lii  Grounding 
Assembly,  Discharger,  Electrostatic 

Connectors  Assemblies,  Electrical,  Aircraft  Grounding:  Decafcomanla  For  Ground 
Receptacle  Identification,  Decol 

Connectors  &  Assemblies,  Electricol,  Aircraft  Grounding,  Jumper  Cable  Assembly, 
Aircraft  To  Fuel,  Nozzle,  Discarger,  Electrostatic 
Connectors  &  Assemblies,  Electrical,  Aircraft  Grounding  . . . . . . . 

Connectors  And  Assemblies,  Electricol, -Aircioft  Grounding.,.., . . . . 

Connectors  And  Assemblies,  Electrical,  Aircraft  Groundingj  Receptacles,  Two  Piece, 
With  Inserts  And  Housings 

Connectors  And  Assemblies,  Electricol,  Aircraft-Grounding»  Grounding  Clomp 
Connector  Forty  pet  I  "And  HI  Grounding  Assemblies,  Clip,  Electrics! 

Connectors  And  Assemblies,  Electrical,  Aircraft  Grounding:  Type  IV  Jumper  Coble 
Assembly,  lead,  Electrical 

Connectors  And  Assemblies,  Electricol,  Aircraft  Grounding:  Type  Hgrounding 
Assembly,  Discharger,  Electrostatic 

Connectors  And  Jacketed  Coble,  Electric,  Selection  Standord  For  Shipboard  Use  ...... 

Connectors  For  Multi-pair  Field  Telephone  Cables  (ABCA»22S)  (Edition  2) ................ 

Connectors  For  115/200  Volts,  400  Hertz,  3  Phase,  AC  Servicing  Power  (Edition  5., 
Connectors  For  115/200  Volt  400  HZ  3-PHASE  AC  Servicing  Power,  Request  Other 
Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058 
Connectors  for  115/200  Volts,  400  Hertz,  3  Phase,  AC  Servicing  Power  (Edition  2) 
(W/amd  1  Thru  3) 

Connectors  for  115/200  Volt  400  HZ  3-PHASfe  AC  Servicing  Power  (Change  2) ...... 
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ALPHABETICAL  LISTING 


TITLE 


Connectors  For  28  Volt  OC  Servicing  Power  (Change  1  . . . . . 

Connectors  For  28  Volts  (DC)  Servicing  Power  (Edition  No.  5)  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21.  Wash.,  O.c.  20360) 

Connectors  For  28  VoltdC  Servicing  Power  (  Req  For  Issue  Oiher  Than  DOD  Must 
Be  Sent  Via  HQ  USAF/XOXX  (Iso)  Wash  DC  20330-5058) 

Connectors  Printed  Circut  Subassembly  &  Accessories  Keying  Plug  (Inactive  For  New 
Design  After  1  July  1989) 

Connectors;  Miniature  Audio.  Five-pin  And  Six-pin  General  Specification  . . . 

Connectors.  Coaxial.  Radio  Frequency . . . . . . . . . . . . 

Connectors.  Coaxial.  Radio  Frequency,  SeriesIT.  . . . . . . 

Connectors,  Elec  Cir  Min  High  Density  Quick  Disconnet  (Bayonet  Thread  &  Breech 
Coup)  Envir  Resistant  Removable  Crimp  &  Hermetic  Solder  Contacts,  Receptacle, 
Jam  Nut  Mounting  Hermetic  Triple  Start  Threoded  Coupling  Hermetic  Solder 
Contacts,  Series  lii  Metric 

Connectors,  Elec,  Cir, min,  High  Density  Quick  Disconnect  (Bayonet,  Thread,  & 

Breech  Coup)  Environment  Resistant,  Removable  Crimp  &  Hermetic  Solder 
Contacts,  Receptacle,  Box  Mount  Flange  Hermetic,  Triple  Start  Thread  Coup, 
Hermetic  Solder  Contacts  Series  lii 

Connectors,  Electrical,  Contoct,  Fork  Type,  Wroppost,  Removable...... . 

Connectors,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Panel,  Shell, 
Receptacle,  Socket  Contacts,  Solder  Type 

Connectors,  Electrical,  Modular,  Connector  Assembly,  Type  Iv,  100  Pin,  Double  Span 
Connectors,  Electrical,  Modular,  Type  Iv,  40  Pin,  Right  Angle  (For  Die  Cast  Frcme)  .. 

Connectors,  Electromagnetic  Interference  (EMI)  Filter  Contact . . . . 

Connectors,  Elec,  Cir,  Min,  High  Density,  Quick  Disconnect  (Bayonet),  Thread,  And 
Breech  Coup,  Environment  Resistant,  Removable  Crimp  &  Hermetic  Solder 
Contacts,  Receptocle,  Weld  Mount,  Hermetic,  Triple  Start  Thread  Coup,  Hermetic 
Solder  Contacts  Series  lii 

Connectors,  Electrical,  Circular,  Miniature  High  Density,  Quick  Disconnect  (Bayonet, 
Threaded,  And  Breech  Coupling),  Envt  Rest,  Removable  Crimp  And  Hermetic 
Solder  Contacts,  Receptable,  Jam-nut  Mounting,  Breech  Coupling, removable  Crimp 
Contacts,  Series-iv,  M 

Connectors,  Electrical,  (Circular,  Environment  Resisting),  Protective  Covers,  Plug  (For 
MIL-C-26500  &  Mil  C  83723,  Series  III  Connectors) 

Connectors,  Electrical,  Circular,  Plug,  lanyard  Release,  Foil-safe,  Removable  Crimp 
Contacts,  Pins,  Series  lii,  Shell  Size  25,  Metric  For  Mll-STD-1760  Applications 
Connectors,  Electrical,  Modular,  Type  IV,  Connector,  100  Pin,  Right  Angle  Contact 
Tolls  On  100  Centers 

Connectors,  Electrical,  Rectongulor,  Microminiature,  Polarized  Shell,  Gt.'erol 
Specification  For 

Connectors,  Electrical,  Insert  (Insulator),  Mole  Rectangular,  Polarized,  Center  Screw 
Lock,  For  117  Removable  Type  Coniacls 

Connectors,  Electrical  &  Fiber  Optic,  Packaging  Of . . . 

Connectors,  Electrical,  Modular,  Type  IV,  Connector,  100  Pin,  Offset  Contoct  Tails 
On  050  Centers 

Connectors,  Electrical,  (Circular,  Environment  Resisting),  Protective  Covers,  Electrical 
Connector,  Receptodes,  (For  MIL  C  26500  8.  MI183723  Series  III  Connectors) 
Connectors,  Electricol,  Modular,  Type  IV,  Connector,  100  Pin,  Offset  Contact  Tails 
On  050  Centers  (Ceramic  Compatible) 

Connectors,  Electricol,  (Circular  Environment  Resisting),  Dummy  Stowage  Receptacles 
(For  Mil  C  26500  &  MIL  C  83723,  Series  III  Connectors 
Connectors,  Electricol,  Modular,  Type  IV,  Connector,  100  Pin,  Offset  Contoct  Toils 
On  050  Centers  (Modified  Frame,  Ceramic  Compatible) 

Connectors,  Elec.,  Flat  Coble,  Nonenvironmental,four  Wall  Heoder, right  ANG16(100 
Spacing)  With  Polarizing  Feat, solderless  Wroppost  Or  PWB  Termination 
Connectors,  Electrical,  Modulor,  Type  IV,  Connector,  100  PIN,  Offset  Contact  Toils 
On  050  Centers  (Modified  Frame) 

Connectors,  Electricol  (Circular,  Environment  Resisting)  Receptacles  And  Plugs 
Generol  Specification  For 

Connectors,  Electrical,  Modulor,  Type  IV,  Connector,  100  Pin,  Center  Contact  Tails 
On  100  Centers  (Ceramic  Compatible) 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Flange  Mount, 
Threaded  Coupling,  Crimp  Socket  Contact),  (Series  lii,  Classes  A,g.k,n,r,s  &  W) 
Connectors,  Electricol,  Modulor,  Type  IV,  Connector,  100  PIN,  Center  Contact  Tails 
On  100  Centers 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Flange  Mount, 
Threaded  Coupling,  Crimp  Pin  Contact),  (Series  lii.  Classes  A,g,k,n,r,s  &  W) 
Connectors,  Electrical,  Modular,  Type  IV,  Connector,  100  Pin,  Center,  Crossover, 
Contact  Tails  On  050  Centers  (Ceramic  Compatible) 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Single  Hole 
Mount,  Threaded  Coupling,  Crimp  Pin  Contoct),  (Series  lii.  Classes  A,g,k,n,r,s  & 

W 

Connectors,  Electrical,  Modular,  Connector  frame.  Type  IV,  Singlespon,  Center  . . 

Connectors,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Threoded  Coupling, 
Crimp  Socket  Contoct),  (Series  lii.  Class  A,g.k,r  &  W) 

Connectors,  Electricol,  Modular,  Connector  Frame,  Type  IV,  Single  Span,  Offset  ...... 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Rfi,  Bayonet 
Coupling,  Crimp  Socket  Contact),  (Series  lii.  Classes  G,r  &  W) 

Connectors,  Electricol,  Circular-Threaded,  High  Shock,  High  Density,  Shipboard, 
Bockshell,  45  Deg.,  Cable  Sealing  And  Shield  Termination,  Connector,  Electric 
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TITLE 

Connectors,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Rfi,  Bayonet 
Coupling,  Crimp  Pin  Contact),  (Series  lii,  Classes  G,r,  &  W) 

Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew,  Plug, 
Solder,  Pin  Contacts,  Class  S  (Inactive  For  New  Design  As  Of  1  Oct  86) 
Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  JacVscrew,  Pin 
Contact,  Size  22,  Crimp  Removable  (Inactive  For  New  Design  As  Of  1  Oct  86 
Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew,  Socket 
Contoct,  Size  22,  Crimp  Removeable  (Inactive  For  New  Design  As  Of  1  Oct  86) 
Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew, 
Interfacial  Seal,  Plug,  Solder  Pin  Contacts,  Class  SE  (Inactive  For  New  Design  As 
Of  1  Oct  86) 

Connectors,  Electrical,  Modular,  Type  lii,  Femole  Contact  6.  Insulator  Bushing  Set, 
Low  Insertion  Force  (Lif),  Removable  Wire  Wrappost  Terminal 
Connectors,  Electrical,  Modular,  Type  lii,  Femole  Contoct  Grounding  Bushing  Set, 
Low  Insertion  Force  (Lif),  Removable  Wire  Wrappost  Terminal 
Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jacks' -ew  (Inactive 
For  New  Design  1  Oct  86) 

Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jo-  v>crew. 
Receptacle,  Crimp  Removable  Socket  Contracts,  Class  G  (Inactive  For  New  Design 
As  Of  1  Oct  86) 

Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew,  Plug, 
Crimp  Removable  Pin  Contacts,  Class  G  (Inoctive  For  New  Design  As  Of  1  Oct 
86) 

Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew, 
Receptacle,  Crimp  Removable  Socket  Contacts,  Class  E  (Inoctive  For  New  Design 
As  Of  l  Oct  86) 

Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew,  Plug, 
Crimp  Removable  Pin  Contacts  Class  E  (Inoctive  For  New  Design  As  Of  1  Oct  86) 
Connectors,  Electric,  Rectangular,  High  Density,  Polarized  Center  Jackscrew, 
Receptacle,  Crimp  Removable  SOCKE7  Contacts,  Class  P  (Inoctive  For  New 
Design  As  Of  1  Oct  86) 

Connectors,  Electric,  Rectangulor,  High  Density,  Polarized  Center  Jackscrew,  Plug, 
Crimp  Removable  Pin  Contacts,  Class  P  (Inactive  For  New  Design  As  Of  l  Oct  86 
Connectors,  Electrical,  Modular,  Type  lii.  Female  Contact  8.  Polarizing  Bushing  Set, 
Low  Insertion  Force  (Lif),  Removable  Wire  Wrappost  Teriminal 
Connectors,  Electrical,  Miniature,  Coaxial,  Environment  Resistant  Type,  General 
Specification  For 

Connectors,  Electrical . . . . . . . . . . . . . . . . 

Connectors,  Electric,  Rectangular,  Nonenvironmental,  Miniature,  Polarized  Shell, 

Rock  &  Panel,  Genera!  Specification  For 

Connectors,  Electrical,  Modular,  Type  lv.  Connectors,  0.6  Pitch,  250  Contact,  Center 
Connectors,  Electrical,  Test  Point  Type,  Printed  Wiring  Type:  Microminiature,  Single 
Test  Point  (2-LEG  Mouniing).low  VOLT..080  Inch 
Connectors, -Electrical#  Modular,  Type  lv.  Connectors,  0.3  Pitch,  100  Contact,  Offset 
Connectors,  Electrical,  Modular,  Type  lv.  Connectors,  0.3  Pitch,  100  Contoct,  Dual 
Inline  Package  (Dip) 

Connectors,  Electrical,  Modular  Connector  Frame,  Type  lv.  Dual  Inline  Package  (Dip) 

Connectors,  Electrical,  Modular  Connector  Frame,  Type  lv.  Center.... . . . 

Connectors,  Electrical,  Modulor  Connector  Frome,  Type  lv.  Offset,  (0.050  Thickness) 
Connectors,  Electrical,  Modulor  Connector  Frome,  Type  lv,  Offset,  (0.071  Thickness) 

Connectors,  Electrical,  Modular,  Connector  Frome,  Type  IV, .Single  Span,  T*dip  . . 

Connectors,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  100  Pin,  Double 
Span,  Dip 

Connectors,  Electrical,  Modulor,  Connector  Assembly,  Type  IV,  100  Pm,  Double 
.Span,  Center 

Connectors,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  100PIN,  double 
Span,  Offset 

Connectors,  Electrical,  Modulor,  Connector  Assembly,  Type  IV,  40  Pin,  Single  Span, 
Center 

Connectors,  Electrlcol,  Modular,  Connector  Assembly,  Type  IV,  40  Pin,  Single  Span, 
Offset 

Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removable  Termini, 
Screw  Threads,  Wall  Mounting,  Without  Strain  Relief,  Environment  Resisting 
Connectors,  Fiber  Optic,  Single  Terminus,  General  Specification  For . . . . . 

Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removable  Termini, 
Screw  Threads,  Wall  Mounting,  With  Straight  Strain  Relief,"  Environment  Resisting 
Connectors,  Fiber  Optic,  Circular,  Hermophoditic,  Jammu!  Mounting,  Without  Strain 
Reclef,  2  &  4  Position 

Connectors,  Fiber  Optic,  Circular,  Receptacle  Siyic,  Multiple  Removable  Termini, 
Receptacle,  Screw-Threads,  Woll  Mounting,  With  45  Deg  Strain  Relief, 
Environment  Resisting 

Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple.removable. termini. 

Screw  Threads,  Woll  Mounting, with  90  Deg  Strain  Relief,  Environment  Resisting 
Connectors,  Fiber-Optic,  Circular,  Receptocle  Style,  Multiple  Removable  Termini, 
Screw  Threads,  With  Straight  Strain  Relife,  Environment  Resisting 
Connectors,  Fiber  Optic,  Circular,  Plug  Style,  Multiple  Removable  Termini  Screw 
Threads,  Without  Strain  Relief,  Environment  Resisting 
Connectors,  Fiber  Optic,  Circular,  Plug  Style,  Multiple  Removable  Termini,  Screw 
Threads,  With -Straight  Strain  Relief,~Environment  Resisting 
Connectors,  Fiber  Optic,  Circular,  Plug  Style,  Multiple  Removable  Termini,  Screw 
Toreads,  With  45  Deg  Strain  Relief,  Environment  Resisting 
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NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-83723/78A  (2) 
NOTICE  1 

5935 

85 

31  Aug 

88 

CR 

AS 

85 

L 

MII-C-28804/8C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

MIL-C-28804/9C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

L 

MIL-C-28804/10B 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

MIL-C-28804/11C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

L 

Mll-C-28754/79 

5935 

SH 

21  Apr 

89 

SH 

L 

Mll.C-28754/80 

5935 

SH 

21  Apr 

89 

SH 

O 

MIL-C-28804B 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

MII-C-28804/1C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

l 

MIL-C-28804/2C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

MIL-C-28804/3C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

L 

MIL-C-28804/4C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

L 

MII.C28804/5C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

MIL-C-28804/6C 

5935 

EC 

21  Jul 

86 

CR 

EC 

85 

L 

MIL-C.2B754/81 

5935 

SH 

21  Apr 

89 

SH 

Q 

MIL-C-25S16D  (6) 

SUPP  \ 

5935 

85 

24  Jul 

87 

EC 

85 

l 

MIL-C-28754/82 

5935 

SH 

21  Apr 

89 

SH 

Q 

MH.-C-24308C 

5935 

EC 

26  Jan 

89 

CR 

EC 

85  NA 

l 

MIL-C.28754/83 

5935 

SH 

21  Apr 

89 

SH 

MIL-C-39024/18D 

5935 

EC 

19  Jul 

87 

CR 

EC 

85 

L 

Mll-C-28754/84 

5935 

SH 

21  Apr 

89 

SH 

L 

Mll-C-28754/85 

5935 

SH 

21  Apr 

89 

SH 

l 

MIL-C-28754/8& 

5935 

SH 

21  Apr 

89 

SH 

L 

Mll-C.28754/87 

5935 

SH 

21  Apr 

89 

SH 

L 

Mll-C-28754/88 

5935 

SH 

21  Apr 

89 

SH 

L 

MIL-C-28754/89 

5935 

SH 

21  Apr 

89 

SH 

L 

MIL-C-28754/72 

5935 

SH 

29  Apr 

85 

SH 

l 

MII.C287J4/73 

5935 

SH 

29  Apr 

85 

SH 

L 

Mll-C-28754/74 

5935 

SH 

29  Apr 

85 

SH 

L 

MII-G28754/75 

5935 

SH 

29  Apr 

85 

SH 

L 

Mll’C-28754/76 

5935 

SH 

29  Apr 

85 

SH 

l 

MIL-C-28754/77 

5935 

SH 

29  Apr 

85 

SH 

L 

MIL-C-28876B/1C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

MII-C-83522B  (1) 

SUPPl  18 

6060 

85 

25  Mar 

88 

CR 

EC 

85 

l 

MII-C-28876B/2C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

Mlt-C-83526/11 

6060 

85 

19  Aug 

86 

CR 

EC 

85 

L 

M!L*C'2G3763  '3C 

6060 

EC 

15  Jan 

82 

CR 

EC 

85 

L 

MII-C-2B876B/4C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

L 

MIL-C-288768/5C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

l 

MH.-C-28876B/6C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

L 

MH.-C-288768/7C 

6060 

EC 

15  Jun 

83 

CR 

EC 

85 

L 

MII-C-28876B/8C 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

215 


ALPHABETICAL  LISTING 


Ting 

Connectort,  Fiber  Optic.  Circular,  Plug  Style,  Multiple  Removable  Termini,  Strew 
Thread*  ,  With  90  0«o  Strain  Relief,  Environment  Resisting 
Connectors,  Fiber  Optic,  Circular,  Plug  And  Receptacle  Style,  Muftiple  Removoble 
Termini,  Plug  Du*t  Cover,  Screw  Thread*,  Environment  Refining 
Connector*,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removable  Termini, 
Screw  Thread*,  Jamnul  Mounting,  Without  Strain  Relief,  Environment  Reiiiting 
Connector*.  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Rtmovoble  Termini, 
Screw  Thread*,  Jamnut  Mounting  With  Straight  Strain  Relief,  Environment 
Resitting 

Connector*,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removable  Termini, 
Screw  Thread*,  Jamnut  Mounting,  With  45  Deg  Strain  Relief,  Environment 
Retilting 

Connector*,  Fiber  Optic.  Circular,  Receptacle  Style,  MuM  Pie  Removable  Termini, 
Screw  Thread*,  Jamnut  Mounting,  With  90  Deg  Strain  Relief,  Environment 
Residing 

Connector*,  Fiber  Optic.  Circular,  PIuq  And  Receptacle  Style,  Multiple  Removoble 
Termini,  Receptacle  Du*f  Cover,  Environment  R**i*ting 
Connector*.  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Rer  :*voble  Termini, 
Screw  Thread*,  Wall  Mounting,  With  Short  Straight  Bockthell,  Nv.  >  Environment 
Connector*,  Fiber  Optic,  Circular,  Plug  And  Receptacle  Style,  Multiple  Removoble 
Termini,  Straight  Bockthell,  Screw  Thread*,  With  Strain  Relief,  Environment 
Retitling 

Connector*,  Fiber  Optic,  Circulor,  PIuq  And  Receptacle  Style,  Multiple  Removoble 
Termini,  45  Deg  Bockthell,  Screw  Threod*,  With  Strain  Relief,  Environment 
Retitting 

Connector*,  Fiber  Optic,  Circular,  Plug  And  Receptacle  Style,  Multiple  Removable 
Termini,  90  Dep  Bockthell,  Screw  Thread*,  With  Stroin  Relief,  Environment 
Retitting 

Connector*,  Plug,  Electrical,  Rectangular,  Rack  And  Pontl,  Crimp  Type  Removable 
Pin  Contactt,  Size  22 

Connector*,  Plug,  Electrical,  Circular,  Straight,  Removable  Crimp  Contact!,  Seriet  lit, 
Metric 

Conn*ctor»,  Plug,  Electrical,  Rear  Release,  Crimp  Contact,  AN  Type . , . 

Connectori,  Plug*,  Electrical,  Cooxial,  Radio  Frequency,  Seriet  QSC  {Cabled,  Pin 
Contact,  Cla**  2)  Inactive  For  New  Detign  After  3  Oct  1986 
Connector*.  Plug.  Eteclricol,  Generol  Purpote,  General  Grode.  Grounding,  2  Pole,  3 
Wire,  20  Ampere*,  250  Volt*,  50/60  Hertz 
Connecton,  Plug,  Electrical,  Coaxial.  Rodio  Frequency,  Seriet  SMA  (Coble,  Pin, 

Clou  2,  Semirigid  Coble) 

Connector!,  Plug,  Electric.  Trioxial,  Radio  Frequency,  (Series  Trb,  (Cabled),  Pin 
Contact,  Right  Angle,  Clot*  2 

Connectors,  Plug*,  Electricol,  Coaxial,  Radio  Frequency,  Series  Qne,  (Cabled,  Pin 
Contact,  Class  2)  Inactive  For  New  Design  After  3  Oct  1986 
Connectors,  Plug,  Electrical,  General  Purpose,  General  Grode,  Grounding,  2  Pole,  3 
Wire,  15  Amperes,  277  Volt*  Ac.  50' 60  Hertz 
Connoctori,  Plugs,  Electrical,  Cooxial,  Rodio  Frequency,  Series  Qnc  (Cabled,  Socket 
Contoct,  Clast  2)  Inoctivefor  New  Design  After  30CT  86 
Connectort.  Plug,  Electrical,  Triaxiol,  Rcdiofrequency,  (Seriet  Trt  (Cobled),  Pin 
Contoct,  Right  Angle,  Clatt  2) 

Connectort,  Plug,  Electrical,  Cooxial,  Rodio  Frequency,  Seriet  SMA  (Cabled,  Pin 
Right  Angle,  Clatt  2,  Semirigid  Cable} 

Connectort,  Plug,  Electrical,  General  Purpote,  General  Grode.  Grounding,  2  Pole,  3 
Wire,  30  Ampere*,  125  Volt*,  50/60  Hertz 
Connectort,  Plug,  Electrical,  Cooxiol,  Radio  Frequency,  Seriet  SMA  (Cabled,  Socket, 
Clatt  2,  Semirigid  Coble) 

Connectort,  Plugt,  Electrical,  Cooxiol,  Radio  Frequency,  Seriet  QSC,  (Cabled,  Pin 
Contoct,  Right  Angle,  CIASS2) 

Connectort,  Plug.  Electrical,  Special  Purpote,  Grounding,  4  Pole* 5  Wire,  20, 
Amperet,  120/208  Volts,  50/60  Hertz.  3-PHASE,  Y 
Connectort,  Plugs,  Electrical,  Coaxial,  Rodio  Frequency,  Series  SMC,  (Cabled, 

Socket  Contact,  Class  2) 

Connectors,  Plug,  Electrical,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperet,  250  Volft,  50/60  Hertz,  3-PHASE 
Connectort,  Plugt,  Electricol,  Cooxiol,  Radio  Frequency,  Seriet  SMC,  (Cobled,  Pin 
Contoct,  Clott  2) 

Connectort,  Plug,  Electricol,  Gentrol  Purpote,  Grounding,  2  Pole,  3  Wire,  50 
Amperet,  125  Voltt,  50/60  Hertz 

Connectors,  Plugs,  Electrical,  Cooxiol,  Rodio  Frequency,  Seriet  SMC  (Cobled,  Socket 
Contact,  Right  Angle,  Clatt  2) 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  Sma  (Cobled)-plug, 

Pin  Contact,  Clatt  2) 

Connectort,  Plugs,  Electricol,  Coaxial,  Rodio  Frequency,  (Seriet  Sma  (Cobled)-plug, 
Pin  Contoct,  Right  Angle,  Clott  2} 

Connectort,  Plug,  Electricol,  Cooxiol,  Radio  Frequency,  {Seriet  Sc  (Cobled),  Pin 
Contact,  Clott  2) 

Connectors,  Plug,  Electricol,  Coaxial,  Radio  Frequency,  {Series  Sc,  (Cabled),  Socket 
Contoct,  Clott  2) 

Connectort,  Plug,  Electrical,  Cooxiol,  Radio  Frequency  (Seriet  TNC  (Cabled)  *  Pin 
Contact,  Right  Angle,  Clou  2)  For  Semi-rigid  Cable 
Connectort,  Plugs,  Electricol,  Cooxiol,  Radio  Frequency,  Seriet  QNC,  (Cabled,  Pin 
Contact,  Rljht  Angle,  CLASS2) 

Connectort,  Plug,  Electricol,  Cooxiol,  Radio,  Frequency,  Series  SMA  (Cabled,  Clou 
2,  Without  Contact,  ,141  Semirigid  Coble) 
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CUHOOtAN 

Mlt,C2»876l'9C 

SOM 

fC 

13  ivn 

'm” 

C« 

(C 

15 

Mil  C 288768/ I0A 

MM 

(C 

03  ftb 

•7 

CR 

EC 

85 

MIL.C286765/11C 

MM 

1C 

13  J  un 

(8 

CR 

EC 

83 

MII..C-288768/I2C 

6060 

1C 

15  Jo n 

•8 

CR 

EC 

85 

MIL  C  2B876I/13C 

6060 

ec 

15  Jon 

88 

CR 

EC 

85 

MU..C  28876B/14C 

MM 

fC 

15  Jim 

88 

CR 

EC 

85 

MILC.78876B/13C 

MM 

ec 

21  Mo, 

88 

CR 

EC 

85 

MILC-28876A/26B 

SOM 

EC 

IS  Jim 

88 

CR 

EC 

85 

MIL-C-28876A/27B 

SOM 

EC 

15  Jon 

88 

CR 

EC 

85 

MILC-28876A/288 

6060 

EC 

15  Jun 

88 

CR 

EC 

85 

MIL-C-28876A/29B 

SOM 

EC 

15  Jun 

88 

CR 

EC 

85 

MIL-C -28748/138 

5933 

EC 

09  7.b 

87 

CR 

EC 

85 

DODC-38999/26C 

5935 

85 

17  F.b 

88 

CR 

AS 

85 

MS-3436D 

3935 

AS 

23  Mo, 

76 

AS 

85 

MILC-39012'631 

5935 

cr 

03  Oct 

86 

CR 

EC 

85 

W  C  S96/66C 

5933 

/ES 

07  Au0 

81 

CR 

YD 

85 

MIL-C-39012/79E 

5935 

CR 

05  Dm 

88 

CR 

EC 

85 

Mll-C-49142/7  (1) 

6935 

CR 

14  S,p 

87 

CR 

EC 

85 

MIL-C-39012/638 

3933 

CR 

03  Oct 

86 

CR 

EC 

85 

W-C-59S/73C 

5933 

''ES 

07  Aug 

81 

CR 

yd 

85 

MllC-39012/66! 

5935 

CR 

03  Oct 

86 

CR 

EC 

MU  C-49142/12  (1) 
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CR 
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87 

CR 

EC 

85 
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YD 

85 
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86 
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85 
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86 

CR 
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11  Aug 
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CR 

YD 

85 
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17  Oct 

88 

CR 
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83 
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/ES 

11  Aug 

78 

CR 

YD 

85 

MIL-C-39012/748  (1) 
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CR 

17  Oct 

88 

CR 

EC 

85 

W-C-596/161 
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80 

CR 
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05 

MIL  C-39012/73B  (1) 
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88 
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86 

CR 

EC 

S3 
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CR 
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89 

CR 

EC 

83 
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CR 

02  Mo, 

89 
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EC 
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86 
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EC 
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Mlt-C-39012/888 
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86 

CR 

EC 

85 
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CR 

14  Dm 

87 

CR 
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Connectors,  Plug,  Electricol,  Coaxial,  Rodio  Frequency  (Series  N  (Cabled)  •  Pin 

MIL-C-3 9012/129 

5935 

CR 

10  Jul 

85 

CR 

EC 

85 

Contact,  Class  2)  For  Semirigid  Cable 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency  (Series  N  (Cabled)  -  Right 

MIL-C-39012/130 

5935 

CR 

10  Jul 

85 

CR 

EC 

85 

Angle,  Pin  Contact,  Class  2)  For  Semirigid  Coble 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency  (Series  N  (Cables)  •  Socket 

MtL-C-3 9012/131 

5935 

CR 

10  Jul 

85 

CR 

EC 

85 

Contact, class  2)  For  Semir  igid  Cable 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  N  (Cabled)  Pin 

MIL-C-39012/1F  (1) 

5935 

CR 

22  Nov 

88 

CR 

EC 

85 

Contact,  Class  2  ) 

Connectors,  Plugs  &  Receptodes,  Electrical,  Coaxial,  Radio  Frequency,  (Series  N 

MU-C-39012/2F  (1) 

5935 

CR 

22  Nov 

88 

CR 

EC 

85 

(Cabled)  Flange  Mounted,  Socket  Contact,  Goss  2  ) 

Connectors,  Plug,  Electrical,  Coaxiol,  Radio  Frequency,  (Series  C,  (Cabled)  Male, 

MIL-C-39012/10D 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

Right  Angle,  Class  2  ) 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  N  (Cabled)  Right 

MIL-C-39012/5F  (1) 

5935 

CR 

22  Nov 

88 

CR 

EC 

85 

Angle,  Pin  Contact,  Class  2) 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  C,  (Cabled)  Female, 

MIL-C-39012/7D  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

Gass  2  ) 

Connectors,  Plug,  Electrical,  Coaxiol,  Radio  Frequency,  (Series  C,  (Cobled)  Mole, 

MIL-C-39012/15D 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

Class  2  ) 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  C,  (Cobled)  Mole, 

MIL-C-39012/6D 

5935 

CR 

14  Dec 

87 

CR 

EC 

85 

Class  2  ) 

Connectors,  Printed  Ci  . . . . . . . . . 

MIL-C-55302/140B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle, 

l 

MIL-C-S5302/73C 

5/35 

17 

17  Oct 

86 

17 

Environmental  Resistant,  Plug,  Electrical,  Polarized  For  Printed  Wiring  Boards 
(.150  Spacing)  (  Inactive  For  New  Design  After  1  Oct  86) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  low  Mating  Force,  Female 

i 

MIL-C-55302/170A 

5935 

17 

10  Jun 

86 

17 

Brush,  Right  Angle,  Polarized,  For  Multilayered  Printed  Wiring  Boord  (.100 

5pacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle,  Plug, 

L 

MIL-C-55302/74C 

5935 

17 

17  Oct 

86 

17 

Electrical,  Polarized  For  Printed  Wiring  Boords  (.100  Spacing)  (  Inactive  For  New 
Design  After  1  Oct  86) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Socket,  Receptacle, 

l 

MIL-C-55302/75C 

5935 

17 

17  Oct 

86 

17 

Electrical,  Polarized  (.100  Spacing),  Removable  Crimp  Contacts  (  Inactive  For 

New  Design  After  1  Oct  86) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Socket 

MIL-C-S5302/121A 

5935 

17 

03  May 

82 

17 

Contact,  128  Contact  Postions,  For  Printed  Wiring  Boards  (.050  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Socket 

i 

MIL-C-55302/123A 

5935 

17 

03  May 

82 

17 

Contact,  184  Contact  Positions,  For  Printed  Wiring  Boords  (.050  Inch  Spacing) 
Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Plug,  Right  Angle,  30  Thru 

M1L-C.S5302/110F 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

140  Contact  Positions,  For  Printed  Wiring  Boards  (.100  Sq.  Grid) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Plug  W/pin  Contacts,  & 

MIL-C-55302/141B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

Keying  Pins,  For  Printed  Wiring  Boords  (.100  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptade.w/socket 

MIL-C-55302/1426 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

Contacts,  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  8.  Accessories:  Receptode  W/socket 

MIL-C-55302/143B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

Contacts,  3  Keying  Guides,  For  Printed  Wiring  B'aords  (.100  Inch  Spacing) 
Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptacle  W/pin  Contacts, 

MU-C-55302/144B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

2  Female  Keying  Guides,  1.516  Inches  length.  For  Printed  Wiring  Boards  (.100 

Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  low  Mating  Force 

l 

MIL-C-55302/171A 

5935 

17 

10  Jun 

86 

17 

Contact  Brush 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Hardware,  Coupling  And 

l 

Mil-C-55302/172 

5935 

17 

16  Jan 

85 

17 

locking 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  2-ROW  Pinossemblies,  20 

Mll-C-55302/173 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Thru  150  Contact  Positions,  For  Printed -Wiring  boords  (.100  Spacing) 

Connectors,  Printed  Circuit  Subossembly  And  Accessories:  2-ROW  Receptacle 

MIL-C-55302/174 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Assemblies,  Right  Angle,  20  THROUGH  150  Contact  Positions,  For-printed  Wiring 
Boards  (.100  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  3-ROW  Pin  Assembles, 

MIL-C-55302/176 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

75  Thru  405  Contact  Positions,  For  Printed  Wiring  Boards  (.100  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories*  3-ROW  Receptacle 

MIL-C-55302/177 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Assemblies,  Right  Angle,  75  Thru  405  Contact  Positions,  For  Printing  Wiring 

Boards  (.100  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories-.  3-ROW  Pm  Assemblies, 

Mll-C-55302/178 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Right  Angle,  75  Thru  405  Contoct  Positions,  For  Printed  Wiring  Boords  (.100 

Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  4-ROW  Pin  Assemblies, 

MIL-C-55302/179 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

100  THRU684  Contoct  Positions,  For  Printed  Wiring  Boards  (.100  Spacing) 
Connectors,  Printed  Circuit  Subossembly  And  Accessories:  4-ROW  Receptacle 

Mll-C-55302/180 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Assemblies,  Right  Angle,  100  Th.*v  624  Ccr.*cc‘Pc::t:cr.:,  Or  Printed  Wiring 

Boards  (.100  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  4-ROW  Pin  Assemblies, 

Mll-C-55302/181 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

Right  Angle,  100  Thru  684  Contoct  Positions,  For  Printed  Wiring  Boords  (.100 
Spacing) 

Connectors,  Printed  Circuit  Subossembly  And  Accessories:  Guide  Pins,  Jackscrews 

Mll-C.55302/182 

5935 

17 

15  Apr 

87 

CR 

EC 

17 

And  Mounting  Ears 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  2  Row  Receptacle 

MllC-55302/ 183 

5935 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

Assemblies,  20  Through  150  Contact  Positions,  For  Printed  Wiring  Boords  (.100 
Spacing) 

Connectors,  Printed  Circuit  Subossembly  &  Accessories,  3  Row  Receptacle 

MIL-O55302/184 

5935 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

217 


ALPHABETICAL  LISTING 


TITLE 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  4  Row  Receptacle 
Assemblies,  100THROUG4  300  Contact  Positions,  For  Printed  Wiring  Boards 
(.100  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Socket  Contacts, 
100  Position  Printed  Wiring  Boords  (.075  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Pin  Contacts,  100 
Position  Printed  Wiring  Boords  (.075  Inch  Spacing) 

Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket  Contacts, 
122  &  152  Po$;tlcn  Printed  Wiring  Boards,  (.075  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Pin  Contacts,  122  & 

152  Position  Printed  Wiring  Boards  (.075  Inch  Spocing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptacle  W/pin  Contacts, 

2  Female  Keying  Guides,  2.114  Inches  Length,  For  Printed  Wiring  Boards  (.100 
Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  S>  Accessories:  Receptacle  W/pin  Contacts, 

2  Female  Keying  Guides,  3.917  Inches  Length,  For  Printed  Wiring  Boords  (.100 
Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  And  Accessoriesi  Receptacle  W/pin 
Contacts,  2  Femal  Keying  Guides,  2.717  Inches  Length,  For  Printed  Wiring  Boards 
(.100  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessoriesi  Receptacle  W/pin  Contacts, 

2  Female  Keying  Guides,  3.315  Inches  Length,  For  Printed  Wiring  Boards  (.100 
Inch  Spacing) 

Connectors,  Printed  Circuit  Subossembly  &  Accessories:  Plug  W/socke!  Contacts, 

1.516  Inches  Length,  2  Keying  Pins,  For  Printed  Wiring  Boards  (.100  Inch 
Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Plug  W/sockei  Contacts, 
2.114  Inches  Length,  2  Keying  Pins,  For  Printed  Wiring  Boords  (.100  Inch 
Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Plug  With  Socket  Contacts, 
2.717  Inches  Length,  For  Printed  Wiring  Boards  (.)00  Inch  Spacing) 

Connectors,  Printed  Circiut  Subassembly  And  Accessories,  Socket,  Straight-  Thur, 
Polarized  For  Multilayered  Printed  Wiring  Boards  (.100  Spacing)  (Inactivefor  New 
Design  After  lOCT  86) 

Connectors,  Printed  Circuit  Subossembly  And  Accessories:  Plug,  30  Thru  140  Contact 
Positions,  For  Printed  Wiring  Boards  (.100  Sq  Grid) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Receptacles  30  Thru  140 
Contactpositions,  For  Prinledwirlng  Boords  (.100  Sqgrid) 

Connectors,  Printed  Cipcuit  Subassembly  And  Accessories,  Pin  Righi-ongel  For 
Multilayered  Printed  Wiring  Boards  (.100  Spocing)  (Inactive  For  New  Design 
After  1  Oct  85 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Composite  Wroppost, 
Hermaphroditic  Contacts  (.100  Inch  Spacing) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories  Recptacle,  Sookel  Contacts, 
41,  66,  114  Contact  Positions  For  Printed  Wiring  Boords  (.100  X  .050  Offset 
Grid)  (Inactive  For  New  Design  After  1  July  1989) 

Connectors,  Printed  Circuit  Subossembly  &  Accessories  Plug,  Pin  Contacts,  41,  66, 

114  Contoct  Positions,  For  Printed  Wiring  Boards  (.100  X  .050  Offset  Grid) 
(Inactive  For  New  Design  After  1  July  1989) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  10  Thru  70  Contact  Positions  &  Intermediot  Positions  Of  14, 

24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords  (.100  Inch  Spacing) 
Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decode  Increments  10  Thru  70  Contoct  Positions  &  Intermedia!  Positions  Of  14, 

24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 
Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  10  Thru  70  Contact  Positions  &  Intermediot  Positions  Of  14, 
24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords  (.100  Inch  Spocing) 
Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle  Plug, 
Electrical,  Polarized  For  Printed  Wiring  Boards  (.100  Spacing)  (Inactive  For  New 
Design  After  1  Oct  86) 

Connectors,  Printed  Circuit  Subossembly  And  Accessories,  Socket  Receptode, 
Electrical,  Polarized  Composite  Contact  (.100  Spacing)  (Inactive  For  New  Design 
After  1  Oct  86) 

Connectors,  Printed  Circuit  Subossembly  And  Accessories,  Socket  Environmental 
Resistant, receptacle,  Electricol,  Polarized  (.150  Spocing),  Removable  Crimp 
Contacts  (Inactive  Fornew  Design  After  1  OCT86) 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  iO’Tnru  70  Contoct  Positions  &  Intermediot  Positions  Of  14, 
24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords  (.100  Inch  Spacing) 
Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  10  Thru  70  Contact  Positions  &  Intermediot  Positions  Of  14, 
24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 
Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  10  Thru  70  Contact  Positions  &  Intermedia!  Positions  Of  14, 
24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boards  (.100  Inch  Spacing) 
Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket  Contacts, 
Decade  Increments  10  Thru  70  Contact  Positions  &  Intermediot  Positions  Of  14, 
24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords  (.100  Inch  Spocing) 
Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Pin  Rightangle  Plug, 
Electrical,  Polarized  For  Printed  Wiring  Boards  (.090  Spacing)  (Inactive  Fornew 
Design  After  1  OCT86) 


DOCUMENT 


NUMBER 

FSC  PREP 

DATE 

CUSTODIAN 

MIL-C-55302/185 

5935 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

Mll-C-55302/190 

5935 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL.C-55302/191 

5935 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL-C-55302/192 

5935 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL.C-55302/193 

5935 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL-C-55302/145B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MIL-C-55302/14BB 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MII.C-55302/146B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MII-C-55302/147B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MIL-C-55302/149B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MIL-C-55302/150B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MIL-C-55302/151B 

5935 

CR 

17  Nov 

88 

CR 

EC 

17 

MII-C-55302/76C 

5935 

17 

17  Oct 

86 

17 

MIL.C-55302/26D 

5935 

l:t 

31  Oct 

88 

CR 

EC 

17 

MIL-C-55302/27G 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

MII-C-55302/77C 

5935 

17 

17  Oct 

86 

17 

MIL-C-55302/95D 

5935 

CR 

12  Feb 

82 

CR 

MII-C-55302/82B 

5935 

17 

02  Mar 

89 

17 

MII-C-55302/83B 

5935 

17 

02  Mar 

89 

17 

MIL-C-55302/61E 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/62F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/J6F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/70C 

5935 

17 

17  Oct 

86 

17 

MIL-C-55302/71C 

5935 

17 

17  Oct 

86 

17 

MII-C-55302/72C 

5935 

17 

17  Oct 

86 

17 

MIL.C-55302/58G 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MII-C-55302/64F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL.C-55302/65F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MII-C-55302/66F 

5935 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/67C 

5935 

17 

17  Oct 

86 

17 

218 


ALPHABETICAL  LISTING 


TITLE 

Connectors,  Printed  Circiut  Subassembly  And  Accessoried,  Socket  Receptacle, 
Electrical,  Polarized  (.090  Spacing),  Removable  Crimp  Contacts  (Inactive  For  New 
Design  After  1  Oct  86) 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Contacts, solder  Eyelet 
And  Wropost  Removeable  Types 

Connectors,  Receptacle,  Electrical,  Coaxiol,  Radio  Frequency,  (Series  N  (Cobled) 

Jom  Nut  Mounted,  Socket  Contact,  Class  2  ) 

Connectors,  Receptode,  Electrical,  Generol  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  20  Amperes,  250  Volts,  50/60  Hertz,  3-PHASE 
Connectors,  Receptacle,  Electrical,  Cooxial,  Radio  Frequency,  (Series  BNC 
(Uncabled)  •  Femole,  Hermetic  Sealed,  Jam  Nut  Mounted,  Clast  2) 

Connectors,  Receptacle,  Telephone,  Electrical....... . . . . . 

Connectors,  Receptacle,  Electrical,  Coaxial,  Radio  Frequency,  (Series  Sc  Ncobled). 

Socket  Contact,  Flange  Mounted,  Rear  Mounted,  Class  2) 

Connectors,  Receptacle,  Electrical,  Triaxial,  Radio  Frequency,  (Series  Trb,  Socket 
Contact,  Jam  Nut  Mounted,  Class  2)  Hermetic  And  Non  Hermetic 

Connectors,  Receptacle,  Electrical,  Coaxial, . . . . 

Connectors,  Receptacle,  Electric,  Series  2,  Crimp  Type,  Norrow  Flange  Mount, 
Bayonet  Coupling,  Classes  A,  L,  S  &  W 

Connectors,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  (Series  C,  (Cobled) 
Femole,  Flange  Mounted,  Rear  Mounted,  Class  2  ) 

Connectors,  Receptacle,  Electrical,  Coaxial,  Radio  Frequency,  (Series  C,  (Coble) 
Female,  Jam  Nut,  Reor  Mounted,  Pressurized,  Class  2  ) 

Connectors,  Receptacle,  Cooxial,  Radio  Frequency,  (Series  TNC  (Cabled),  Socket 
Contact, jam  Nut  Mounted,  CLASS2 

Connectors,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency  (Series  N  (Cobled)  ■ 
Jom  Nut  Mounted,  Socket  Contoct,  Class  2)  For  Semirigid  Coble 
Connectors,  Receptacle,  Electricol,  Cooxial,  Radio  Frequency,  Series  SMA 
(Uncabled,  Femole,  Printed  Circuit,  Closs  2) 

Connectors,  Receptacle,  Electrical,  CoaxiaI,radio  Frequency,  Series  Smo  (Uncobled, 
Femole,  Printed  Circuit,  Right  Angle,  Closs  2) 

Connectors,  Receptacles,  Electricol,  Coaxiol,  Radio  Frequency,  Series  QSC,  (Cabled, 
Socket  Contact,  Jom  Nut,  Front  Mounted,  Class  2) 

Connectors,  Receptacles,  Electricol,  Coaxiol,  Radio  Frequency,  Series  QNC,  (Cabled, 
Socket  Contact,  Jam  Nut  Mounted,  Class  2) 

Connectors,  Receptode,  Electricol,  Cooxial,  Radio  Frequency,  Series  SMB  (Uncobled, 
Mole,  Printed  Circuit,  Right  Angle,  Closs  2 

Connectors,  Receptacle,  Mulii-pin,  Type  V,  14-,  24*,  30-,  And  40-CONDUCTOR . 

Connectors,  Receptacle,  Electricol,  Coaxiol,  Radio  Frequency  (Series  TNC  (Cabled)  - 
Socket  Contact,  Jom  Nut  Mounted,  Class  2)  For  Semi  rigid  Cable 
Connectors,  Receptacle,  Electricol,  Coaxial,  Radio  Frequency,  Series  SMC,  (Cobled, 
Pin  Contoct,  Jam  Nut  Mounted,  Rear  Mounted,  Closs  2) 

Connectors,  Receptacle,  Electrical,  Coaxiol,  Rodio  Frequency,  Series  SMC  (Uncabled, 
Mole,  Jomnut  Mounted,  Clas2) 

Connectors,  Receptacles,  Electricol,  Coaxiol,  Radio  Frequency,  Series  QSC,  (Cabled, 
Socket  Contact,  Jom  Nut  Mounted,  Rear  Mounted,  Closs  2) 

Connectors,  Receptacle,  Electricol,  Cooxial,  Radio  Frequency,  Series  SMA,  (Cobled, 
Socket,  Flange  Mounted,  Closs  2,  Semirigid  Coble) 

Connectors,  Receptacle,  Electrical,  Coaxial,  Radio  Frequency,  Series  SMA,  (Cobled, 
Socket,  Jam  Nut  Mounted,  Class  2,  Semirigid  Coble) 

Connectors,  Receptode,  Electrical,  Coaxiol,  Radio  Frequency  (Series  TNC  (Cabled)  • 
Socket  Contoct,  Flange  Mounted,  Class  2)  For  Semi-rigid  Coble 
Connectors,  Receptacle,  Electricol,  Coaxial.rodio  Frequency,  Series  EIA  Flange 
(Semirigid  Coble,  Closs  2)  (For  Use  With  MIL-C-28830/5) 

Connectors,  Receptacle,  Electricol  Coaxiol,  Rodio  Frequency  (Series  BNC,  Solder 
Pocket,  Socket  Contoct  Jem  Nut  Mounted,  Isolated,  Class  2) 

Connectors,  Receptacle,  Electrical,  Rectangular,  Rock  And  Panel,  Polarized  Center 
Jackscrew  Or  Guidepin  Style,  Crimp  Type  Removoble  Pin  Contacts,  Size  16 
Connectors,  Receptode,  Electricol,  Rectangular,  Rock  And  Panel,  Polarized  Center 
Jackscrew  Or  Guidepin  Style,  Crimp  Type  Removoble  Socket  Contacts,  Size  16 
Connectors,  Splicing  Wire,  Stondard  For  (First  Edition  •  27  Aug  85 . . . 

Connectors,  Triaxial,  Rodio  Frequency,  (Series  Trt  (Cabled)  Pin  Contoct,  Closs  2) . 

Connectors,  Triaxiol,  Rodiofrequency  (Series  Trt  (Cabled)  Receptode,  Socket 
Contoct,  Closs  2) 

Connectors,  Wire,  &  Soldering  lugs  For  Use  With  Copper  Conductors,  Standard  For 
*24  Nov  80  •  Seventh  Edition  •  Chg  Notice  1  Dtd  8  Nov  1985 
Connectors,elec,drc,miniature,hi  Den.quick  D!scon(boyonet, thread,  &  Breech 
Coupl),env  Rests, remov  Crimp  &  Hermet  Solder  Cont,recep,we!d  Mounting 
Herm, breech  Coupl,herm  Solder  Contocts, series  Iv, metric 
Connectors, e‘cc,drt,miniofurc,m  Gen.quitk  Discdri(boy3rt£Uh<4<sd,&  Srooch 
Coupl),env  Resis.rerr.ov  Crimp  &  Hermet  Solder  Cont,recep,box  M!g 
Flan.herm.breech  Coupl.herm  Solder  Contocts, series  lv,metric 
Connectors, elec, cire,minioture, hi  Den.quick  Discon(bayonet,thread,&  Breech 
Coupl),env  Res!s,remov  Crimp  &  Hermet  Solder  Con!,recep,jom  Nut 
Mounting, herm, breech  Coupl,herm  Solder  Contocts,  Series  lv,metric 
Connectros,  Fiber  Optic,  Circulor,  Plug  And  Receptode  Style,  Multiple  Removable 
Termlnigenerol  Specification  For 

Console,  Input  Output,  Mk  77  Mods  0,  1  And  2 . . . . . . . . . 

Constrictor,  Bead  Expanding  Pneumatic  Tire  . . . . . . . . . 

Construction  &  Industrial  Equipment,  Access  Systems  For .  Jul  70 . . . . . . 

Construction  And  Materiel  Schedule  For  Military  Medical  And  Dental  Facilities . 

Construction  Specifications,  Section  Format  Three-part  Section  Formal  For  *  Oct  85 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-55302/68C 

5935 

17 

17  Oct 

86 

17 

MIL-C-55302/32E 

5935 

CR 

31  Oct 

88 

CR 

EC 

17 

MH.-C-39012/3F  (1) 

5935 

CR 

22  Nov 

88 

CR 

EC 

85 

W-C-596/208 

5935 

ES 

28  Oct 

80 

CR 

YD 

85 

MIL.C-39012/24C 

5935 

CR 

07  Feb 

85 

CR 

EC 

85 

MIL.C-55074/1A  (1) 

5935 

CR 

03  Dec 

85 

CR 

MII-C-39012/38F  (1) 

5935 

CR 

02  Mar 

89 

CR 

EC 

85 

MIL-C-49142/4D 

5935 

CR 

22  Apt 

88 

CR 

EC 

85 

MII-C-39012/29F 

5935 

CR 

14  Dec 

87 

CR 

EC 

85 

MS-347CD 

5935 

CR 

12  Jul 

85 

CR 

AS 

85 

MIL-C-39012/8D  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MIL-C-39012/11D 

5935 

CR 

14  Dec 

87 

CR 

EC 

85 

MH.-C-39012/28F  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

Mll-C-39012/132 

5935 

CR 

10  Jul 

85 

CR 

EC 

85 

MILC-39012/93A 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MII.-C-39012/94A 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

Mll-C.39012/868 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

MII-C-39012/89B 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

MIL-C-39012/96A 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MII-C-24231/14D 

5935 

SH 

15  May 

87 

SH 

MIL-C-39012/II5A 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

MII-C-39012/76B  (1) 

5935 

CR 

17  Oct 

88 

CR 

EC 

85 

MII-C-39012/77A 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MII-C-39012/85B 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

MH-C-39012A/82D 

5935 

CR 

03  Od 

86 

CR 

EC 

85 

MIL-C-39012/83D 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

M1L-C-39012/116A 

5935 

CR 

03  Oct 

86 

CR 

EC 

85 

MH-C-39012/124A 

5935 

EC 

09  Dec 

86 

CR 

EC 

85 

MIL-C-39012/128A 

5935 

CR 

24  Sep 

86 

CR 

EC 

85 

MIL.C-28748/9E 

5935 

EC 

26  Jon 

87 

CR 

EC 

85 

MII-C-28748/10E 

5935 

EC 

26  Jon 

87 

CR 

EC 

85 

UL  486085 

NOTICE  2 

5940 

YD 

11  Mar 

86 

YD 

85 

Mll-C-49142/8  (2) 

5935 

CR 

14  Sep 

87 

CR 

EC 

85 

MIL-C-49142/11  (2) 

5935 

CR 

14  Sep 

87 

CR 

EC 

85 

Ul  486A-80 

CHG  NOTICE  1 

5940 

YD 

02  Jun 

84 

ER 

YD 

85 

DOD-C-38999/48  (2) 

5935 

AS 

06  Apr 

81 

CR 

AS 

85 

DCO'C-38999/4! 
NOTICE  1 

5925 

AS 

01  Mo? 

so 

CR 

AS 

85 

OOD-C-38999/43 
NOTICE  1 

5935 

AS 

01  Mor 

80 

CR 

AS 

85 

MII-C-28876C 

6060 

EC 

18  Nov 

88 

CR 

EC 

85 

SUPPl  1 

MIL-C-82618 

1220 

OS 

01  Dec 

72 

OS 

MII.C45192S  0) 

4910 

AL 

09  Jon 

86 

Al 

SAE  J185-70 

HFAC 

AT 

30  Sep 

81 

AT 

99 

MIL-STD-1691D 

•6530 

YD 

03  Sep 

85 

MD 

YD 

03 

CSI  MP2.2-85 

MISC 

YD 

24  Feb 

86 

YD 
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ALPHABETICAL  LISTING 


TIRE 

Construction,  Flat  Sandwich,  Or  Sandwich  Cores,  Shear  Test  In  Flatwise  Plane  Of, 
Standard  Method  Of  *  18  Sept  61 

Construction,  Sandwich,  Laboratory  Aging  Of,  Standard  Test  Method  For  •  28  Sept 
1962 

Consumable  Electric  Arc  Welding  Electrodes  &  Rods  *  72  , . . . . . . . 

Contact  Assembly,  Electrical . . . . . . . . . . . . . 

Contact  Assembly,  Electrical,  Dry  Reed  Type,  S.p.t . . . 

Contact  Bushing,  Electric,  Wire  Barrel  . . . . . . 

Contact  Wire  Barrel,  Crimp  Type . . . . . . . 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-81659  Series  1 
Connectors) 

Contact,  Electrical-plug  Connector,  Ramp  Power,  416/240  Volts,  Large,  Female . 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For  MIL-C-26482 
Series  1  Connectors) 

Contact,  Electric  Connector,  Shielded  Cable  Applications,  Size  8  . . . . . 

Contact,  Electrical  Connector  Pin,  Crimp  Removable,  Shielded,  (For  MIL-C-26482 
Series  1  Connectors) 

Contact,  Electrical,  leof  Top  For  Use  With  MIL-R-8903  Resistor  (Asg).... . 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For  MIL-C-81511 
Series  2  Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded  For  RG-178B/U 
And  RG-196A/U  Cable 

Contact,  Electric,  Connector,  Socket,  Crimp,  Removable,  Composition  A,  Class 
3(PLgS  200  Deg.  C.  Max),  Size  22,  20  And  16 
Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Thermocouple,  (For 
MIL-C-26482  Series  2,  MIL-C-81703  Series  3,  MIL-C-83723  Series  3,  And 
MIL-C-83733  Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-81511  Series  3 
Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For  MIL-C-26482 
Series  2  And  MIL-C-81703  Series  3  Connectors) 

Contact,  Electrical  Connector,  Pin,  Crimp  Removable,  Shielded,  (For  MIL-C-81511 
Series  3  And  4  Connectors) 

Contact,  Elecfricol  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-81659  Series  2 
Connectors) 

Contact,  Electrical  Connector,  Generol  Specification  For . . . . . . 

Contact,  Electrical  Connector  Socket,  Crimp  Removable,  Shielded,  (For  MIL-C-26482 
Series  1  Connectors 

Contact,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  MIL-C-81511  Series  1  &  2 
Connectors)  (Inactive) 

Contact,  Electricol  Connector,  Pin,  Crimp  Removable,  (For  MH-C-22992  Class  L 
Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removoble  (For  MlL-C-22992  Class  L 
Connectors) 

Contact,  Electricol  Connector,  Pin,  Crimp  Removable,  (For  MtL-T-81714  Terminal 
Junction  Systems) 

Contoct,  Electricol  Connector,  Pin,  Crimp  Removable,  (For  Mll-C-26482  Series  l, 
MIL-C-26500  And  MIL-C-26518  Connectors) 

Contact,  Electricol  Connector,  Socket,  Crimp  Removable,  Thermocouple  (For 
MIL-C-5015  MS3450  Series  And  MIL-C-83723  Series  II  Connectors) 

Contact,  Elecfricol  Connector,  Pin,  Crimp  Removable,  Thermocouple,  (For 
MIL-C-38999  Series  I,  li,  lii,  &  Iv,  MlL-C-24308,  &  MILtC-83733) 

Contact,  Electricol  Connector,  Concentric  Twinox,  Socket,  Shielded,  Size  8  (For 
DO D  -  C  -  83527,  Connector) 

Contoct,  Electrical  Connector,  Concentric  Twinox,  Socket,  Shielded,  Size  8  (For 
DOD-C-83527,  Connector) 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-2&482  Series -1, 
MIL-C-26500  And  MIL-C-26518  Connectors) 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable  Shielded,  (For  MIL-C-83733 
Connectors) 

Contact,  Electricol  Connector,  Pin,  Crimp  Removoble,  Shielded,  (For 
MIL-C-26500)USAF(  And  MIL-C-26518)USAF(  Connectors) 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  Shielded,  (For 
MIL-C-26500)U$AF(  And  MIL-C-26518)USAF(  Connectors) 

Contact,  Electrical  Connecter,  Pin,  Crimp,  Removobie,  Snlcia'coVSize  12,  (for 
MIL-C-38999  Series  I,  II,  III,  &  IV  Connectors 
Contoct,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  MIL-C-5015  Series 
MS3450  And  MIL-C-83723  Series  2  Connectors) 

Contact,  Electrical  Connector,  Pin,  Crimp  Removoble,  (For  MIL-C-28748/9 
Connectors) 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  MIL-C-28748/10 
Connectors) 

Contoct,  Electricol  Connector,  Pin,  Gimp  Removoble,  (Foe, MIL-C-5015  Series 
MS3400  Connector*) 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-5015  Series 
MS3400  Connectors) 

Contoct,  Electricol  Connector  Concentric  Twinox,  Pin,  Size  8  (For  DOD  -  C  •  83527 
Connector) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  C273-61R0E1 

MISC 

YD 

21  Oct 

85 

YD 

99 

ASTM  C481-62R80E1 

MISC 

YD 

12  Jul 

85 

ME 

YD 

99 

NEMA  EW2-72 

3439 

84 

19  Feb 

74 

AR 

SH 

99 

I. 

MIL-C-55074/4B 

NOTICE  1 

5935 

CR 

03  Mor 

88 

CR 

1 

MS-17134 

5930 

SH 

26  Jan 

60 

SH 

MS-3348E 

5935 

AS 

30  Jun 

78 

CR 

AS 

85 

l 

MS-3190F 

SUPl  1 

5935 

AS 

02  Apr 

68 

AS 

MIL-C-39029/3B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

L 

ME -272838 

5935 

85 

27  Feb 

87 

85 

NOTICE  1 
M1L-C-39029/24B 
NOTICE  1 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

MS-14056 

5935 

EC 

08  Dec 

72 

CR 

EC 

11 

MIL-C-3 9029/25C 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

NOTICE  I 

MS-28902A 

5905 

AS 

14  Feb 

66 

AS 

85 

L 

MIL-C-39029/14A 

5935 

AS 

02  Aug 

76 

AS 

l 

MS-182338 

5935 

EC 

10  Mor 

69 

EC 

MIL-C-39029/15A  (3) 

5935 

AS 

25  Apr 

74 

AS 

85 

MIL-C-39029/I0E  (1) 

5935 

AS 

06  Aug 

86 

CR 

AS 

85 

L 

MIL-C-39029/17C 
NOTICE  1 

5935 

AS 

25  Apr 

80 

AS 

MIL-C-39029/8B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

t 

MIL-C-39029/I9A 

5935 

AS 

02  Aug 

76 

AS 

MIL-C-39029/12J 

5935 

AS 

25  Apr 

.80 

CR 

AS 

85 

2 

MIL-C-39029C  (1) 

SUPP  1 

5935 

AS 

06  Aug 

86 

ER 

AS 

85 

M1L-C-39029/26C 
NOTICE  1 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

l 

MIL-C-39029/47C  (1) 

5935 

AS 

21  Aug 

87 

CR 

AS 

85 

MIL-C-39029/48D 

5935 

EC 

16  Sep 

85 

CR 

EC 

85 

MIL-C-39029/49D 

5935 

EC 

16  Sep 

85 

CR 

EC 

85 

MIL-C-39029/1F 

5935 

AS 

12  Me r 

82 

CR 

AS 

85 

MIL-C-39Q29/31S 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

NOTICE  1 
MIL-C-39029C/86B 

5935 

85 

19  Apr 

88 

CR 

AS 

85 

MIL-C-39029C7878 

5935 

85 

19  Apr 

88 

CR 

AS 

85 

MIL-C-3 9029/95 

5935 

85 

08  Aug 

85 

CR 

AS 

85 

MIL-C-003 9029/95 

5935 

85 

15  May 

87 

85 

MIL-C-3 9029/328  (1) 

5935 

AS 

09  Oct 

81 

CR 

AS 

85 

MIL-C-39029/51A 
NOTICE  1 

5935 

85 

25  Apr 

80 

CR 

AS 

85 

l 

MIL-C-39029/54B 
NOTICE  1 

5935 

85 

30  Jan 

87 

85 

l 

MIL-C-39029/55B 

5935 

85 

30  Jan 

87 

85 

NOTICE  1 

MIL-C-39029/28C  12) 

5935 

85 

13  Feb 

87 

CR 

AS 

85 

M1L-C-39029/298 

5935 

AS 

25  Sep 

81 

CR 

AS 

85 

MIL-C-39029/36A  (1) 

5935 

EC 

22  Apr 

80 

CR 

EC 

85 

MIL-C-39029/37A  (1) 

5935 

EC 

22  Apr 

80 

CR 

EC 

85 

MIL-C-39029/44C  (1) 

5935 

AS 

21  Dec 

87 

CR 

AS 

85 

MIL-C-39029/45C 

5935 

AS 

09  Apr 

87 

CR 

AS 

85 

Mll-C-39029/96 

5935 

85 

08  Aug 

85 

CR 

AS 

85 

220 


ALPHABETICAL  LISTING 


TITLE 


Contact,  Electricol  Connector,  Pin,  CRIMP  Removable,  Shielded,  (For 
MlL-C-28748/9  Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
Ml 1*0*28748/ 10  Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-38999  Series  1, 
III  And  IV  Connectors 

Contact,  Electrical  Connectors,  Socket,  Crimp  Removable,  (For  MIL*G24308, 
MIL-C-55302/68,  /71,  /72,  /75,  Mtl-C-38999  Series  li  And  MIL-C-83733 
Connectors) 

Contact,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  MIL*C*24308, 

MIL-C-38999  Series  I,  II,  III.  IV  &  MIL-C-55302/69  & 

MIL-C-83733CONNECTORS) 

Contact,  Electrical  Connector,  Socket,  Crin.p  Removable,  Shielded,  Size  8  (For 
MIL-C-38999  Series  I,  lii  And  Iv  Connectors) 

Contact,  Electricol  Connector,  Pin,  Crimp  Removable,  Shielded,  Size  8  (For 
MIL-C-38999  Series  I,  lii  And  Iv  Connectors) 

Contact,  Electrical  Connector,  Socket  Crimp  Removable,  (For  Mll-C-24308 
Connectors) 

Contact,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  Mll-C-24308  Connectors) 
Contact,  Electrical  Connector,  Socket,  Crimp  Removoble  (For  MtL-C-28840 
Connectors) 

Contact,  Electrical  Connector,  Socket,  Removable,  Solderless  Wrap  Posltermination 
(For  MIL-C-38999  Series  II,  MIL-C-55302/68,  /71,  And  /75  Connectors) 

Contact,  Electrical  Connectors,  Socket,  Solder,  Removable,  Shielded,  Slzo  12  (For 
MIL-C-83723  Series  lii,  MIL-C-26482  Series  2,  Mll-C-83733,  &  DOD-C-83527 
Connectors) 

Contact,  Electrical  Connectors,  Pin,  Solder,  Removoble,  Shielded,  Size  12  (For 
MIL-C-83723  Series  lii,  MIL-C-26482  Series  2,  Mll-C-83733  & 
DOD-C-83527CONNECTORS) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  12,  (For 
MIL-C-38999  Series  1,111,  &  IV  Connectors 
Contact,  Electricol  Connector,  Concentric  Twinox,  Pin,  Shielded,  Size  8  (For 
DOD-C-83527  Connector) 

Contact,  Electricol  Connector,  Socket,  Crimp  Pemovable,  (Thermocouple  For 
Mll-C-38999  Series  li,  Mll-C-83733,  8.  MIL-C-24308  Connectors) 

Contact,  Electrical  Connector,  Concentric  Twinax,  Pin,  Size  8 . 

Contact,  Electrical  Connector,  Concentric  Twinox,  Socket,  Size  8  . 

Contact,  Electricol  Connector,  Pin,  Crimp  Removoble,  Shielded,  Size  16,  (For 
MIL-C-38999  Series  I,  li,  lii,  Iv  «.  MIL-C-24308  Connectors) 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  16  (For 
MIL-C-38999  Series  I,  Hi  And  Iv  Connectors) 

Contact,  Electrical  Connector,  Socket,  Crimp  Removoble  (For  MIL-R-6106  & 
MIL-S-12883/40  &  /41  Reloy  Sockets) 

Contact,  Vided  Coaxial  Connector . . . . . . . 

Contactor . . . . . . . 

Contactor  (For  Torpedo  Mark  37  Mods  0,  2  And  3) . . . . 

Contacts  Pin  And  Socket  Classes  G,  N,  And  H  Solder  Type,  Non-ren.ovoble  . . 

Contacts,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  DOD-C-83527 
Connector) 

Contacts,  Electricol  Connector  Socket,  Crimp  Removable,  Shielded,  Size  16  (For 
Mll-C-38999  Series  li  &  MIL-C-24308  Connectors) 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable  (For  M1L-C-28840  Connectors) 
Contacts,  Electrical  Connector,  Pin,  Removable,  Solderless  Wrap  -  Post  Termination 
(For  MIL-C-38999  Series  li,  MIL-C-24308,  Mll-C-83733  And  MIL-C-55302/69 
Connectors) 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removoble,  (For  DOD-C-83527, 
Connector) 

Contocts,  Electrical  Connector,  Pin,  Crimp,  Removoble  (For  Mtl-C-81511  Series  2 
Connectors) 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removoble,  Coaxial,  Size  1  (For 
DOD-C-83527  Connectors) 

Contacts,  Electricol  Connector  Socket,  Crimp  removable,  Coaxiot,  Size  1  (For 
DOD-C-83527CONNECTORS) 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removable,  (For  Mll-C-5015  MS3450 
Series  And  Mll-C-83723  Series  li  Connectors) 

Contacts,  Electricol,  Pin,  Crimp,  Removoble  (For  MIL-C-81511  Series  1  &  2 
Connectors) 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  Mll-C-28748/3  And 
MIL-C-28478/13  Connectors) 

Contocts,  Electricol  Connector  Pin,  Crimp  Removable,  Coaxial,  Size  5  (For 
DOD-C-83527  Connectors) 

Contocts,  Electrical  Connector,  Socket,  Crimp  Removoble,  Coaxial,  Size  5  (For 
DOD-C-83527  Connectors) 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removable  (For  MIL-S-12883/44, 
Mll-S-12883/45,  MIL-S-12883/46,  &  Mll-R-6106/23  Reloy) 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removoble,  Coaxiol,  Size  12  (For 
Mll-C-38999  Series  I,  II,  III  &  IV  Connectors) 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removable,  Coaxial,  Size  12  (For 
Mll-C-38999  Series  I,  II,  111  &  IV  Connectors) 

Contocts,  Electrical  Connector,  Concentric  Twinax,  Socket,  Shielded,  Size  8  (For 
Mll-C-28840) 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removable,  Thermocouple  (For 
Mll-C-38999  Series  !,  li,  lii,  Iv  Connectors) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL*C*39029/79A 

5935 

EC 

28  Jul 

86 

CR 

EC 

85 

MII-C-39029/80A 

5935 

EC 

28  Jul 

86 

CR 

EC 

85 

MII-C-39029/56D 

5935 

85 

12  Apr 

84 

CR 

AS 

85 

MII-C39029/57B 
NOTICE  1 

5935 

85 

22  Apr 

80 

CR 

AS 

85 

MM'C-3 9029/51  "> 

5935 

85 

12  Apr 

84 

CR 

AS 

85 

MII-C-39029/59D 

5935 

85 

26  Dec 

88 

CR 

AS 

85 

MIL-C-39029/60D 

5935 

85 

26  Dec 

88 

CR 

AS 

85 

MII-C-39029/63B 

5935 

EC 

27  Jul 

87 

CR 

EC 

85 

MIL-C-39029/64B 

5935 

EC 

27  Jul 

87 

CR 

EC 

85 

MIL-C-39029/84D 

5935 

EC 

16  Sep 

85 

EC 

MIL-C-39029/72D 

5935 

85 

19  Aug 

88 

CR 

AS 

85 

MII-C-39029/73C 

5935 

85 

29  Aug 

86 

CR 

AS 

85 

MIL-C-39029/74C 

5935 

85 

29  Aug 

86 

CR 

AS 

85 

MII-C-39029/75A  (2) 

5935 

85 

24  Aug 

82 

CR 

AS 

85 

Mll-C-0039029/96 

5935 

85 

15  May 

87 

85 

MII-C-39029C/89B 

5935 

85 

19  Apr 

88 

CR 

AS 

85 

MIL-C-39029/90A 

5935 

AS 

18  Jan 

85 

CR 

AS 

85 

MIL-C-39029/91A 

5935 

AS 

18  Jan 

85 

CR 

AS 

85 

MIL-C-39029/76A  (1) 
NOTICE  1 

5935 

85 

30  Jan 

87 

CR 

AS 

85 

MIL-C-39029/77B 

5935 

85 

22  Nov 

85 

CR 

AS 

85 

MIL-C-39029/92B 

5935 

CR 

02  Mor 

89 

CR 

EC 

85 

MS-33695 

5935 

AS 

17  Dec 

58 

CR 

AS 

85 

MIL-C-22896A  (1) 

1355 

OS 

23  Dec 

69 

OS 

MIL-C-19087A 

1355 

OS 

27  Aug 

70 

OS 

MS-182B1C 

5935 

EC 

06  Ocl 

70 

CR 

EC 

85 

MII-C-39029/93A 

5935 

85 

C9  Dec 

88 

CR 

AS 

85 

MIL-C-39029/78B 

5935 

85 

22  Nov 

85 

CR 

AS 

85 

MIL-C-39029/83C 

5935 

EC 

16  Sep 

85 

EC 

MII-C-39029/71C 

5935 

85 

19  Aug 

88 

CR 

AS 

85 

MIL-C-39029/94A 

5935 

85 

09  Dec 

88 

CR 

AS 

85 

MII-C-39029/46C  (1) 

5935 

AS 

2)  Aug 

87 

CR 

AS 

85 

MIL-C-39029/97A 

5935 

85 

09  Dec 

88 

CR 

AS 

85 

MIL-C-39029/98A 

5935 

85 

09  Dec 

88 

CR 

AS 

85 

MII-C-39029/30A 
NOTICE  1 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

MIL-C-39029/33C  (1) 

5935 

AS 

21  Aug 

87 

CR 

AS 

85 

MIL-C-39029/34B  (1) 

5935 

EC 

22  Apr 

80 

CR 

EC 

85 

Mll.-C-3y02y.-y5A 

5935 

85 

07  Dec 

88 

CR 

AS 

85 

MII-C-39029/I0OA 

5935 

85 

09  Dec 

88 

CR 

AS 

85 

MII-C-39029/101A 

5935 

85 

10  Mor 

89 

CR 

AS 

85 

MIL-C-39029/102A 

5935 

85 

31  Mor 

88 

ER 

AS 

85 

MII-C-39029/103A 

5935 

85 

31  Mor 

88 

CR 

AS 

85 

Mll-C-39029/105 

5935 

EC 

09  Nov 

87 

CR 

EC 

85 

MIL-C-39029/88A 

5935 

85 

13  Jon 

89 

CR 

AS 

85 

NOTICE  1 


221 


ALPHABETICAL  LISTING 


TITLE 


Contacts,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  Mll-C-28748/4  And 
MIL-C-28748/14  Connectors) 

Contocts,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  Size  12  (For 
Mll-C-38999  Series  li  Connectors) 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable,  (For  Mll-C-81659  Series  1 
Connectors) 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
MIL*C*81511  Series  1  Connectors) 

Contacts,  Electricol,  Connector,  Socket,  Crimp  Removable,  (For  Common  Terminal) 
System  Cts  And  MIL-C-81511  Series  3  And  4  Class  l  Connectors) 

Contacts,  Electrical  Connector,  Pin,  Crimp  Removable,  Shielded  (For  Mll-C-26482 
Series  1  Connectors) 

Contocts,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
Mll-C-81511  Series  3  Connectors) 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removable,  Thermocouple,  (Fo, 

Mil  *026482  Series  2,  Mll-C-81703  Series  3,  Mll-C-83723  Series  3,  And 
Mll-C-83733  Connectors) 

Contacts,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  Mlt*C*81511  Series  3 
And  4  Connectors) 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable,  (For  Mll-C-81659  Series  2 
Connectors) 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  MIL-C81511  Series  4 
Connectors) 

Contacts,  electrical  Connector  Pin,  Crimp  Removable,  (For  MIL*C*26482  Series  2, 
MIL.C-81703  Series  3,  MIL-C-83723  Series  I  And  lii.  And  Mll-C-83733 
Connectors) 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-26482  Series 
2,  MIL-C-81703  Series  3,  MIL-83723  Series  I  And  lii.  And  MtL-C-83733 
Connectors  And  MIL-S-12883/40  And  /41  Relay  Sockets) 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable,  Shielded,  (For  MIL-C-81511 
Series  1  And  2  Connectors) 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable,  Shielded,  (For  MIL-C-26482 
Series  2  And  MIL-C-81703  Series  Connectors) 

Container  &  Cushion  Assembly,  Ammunition,  Metal,  For  Cortridge,  120MM,  Tank 
Ammunition 

Container  &  Pump,  Dental  (Mouthrinse) . . . 

Container  Assembly,  Sample  And  Specimen  Shipping . . . . . 

Container  Assemblies,  Inflatable  life  Raft . . . 

Container  Assembly,  Sample  And  Specimen  Shipping,  Box  Type,  For  Meat  And 
Dairy  Product  Samples 

Container  Assembly,  Sample  And  Specimen  Shipping . . . . . 

Container  Assembly,  Sample  And  Specimen  Shipping,  Box  Type  For  Aviation  Fuels 
And  Lubricating  Oils 

Container  Assembly  For  Demolition  Kit,  Blasting,  X&M268  . 

Container  Connector,  Horizontal  (Connector) . 

Container  Crane,  Roughterroin,  Wheel  Mounted,  Hydraulic,  Diesel  Powered . . 

Container  Design  Retrieval  System  Procedukes  For  Use  Of . . . 

Container  Inspection  Handbook  For  Commercial  And  Military  Intermodo!  Containers 
(Dry  Cargo  Type) 

Container  Kit,  Airdrop . . . . . 

Container  Rack,  Pallet  (Palcon  Rock . . . . . 

Container  Shipping  And  Storage  XM467 . . . . . . . . 

Container,  Aerosol,  Reporting  Laboratory  Results  When  Checking  ■  4  Dec  72 . 

Container,  Aircraft  Fire  Extinguishing  System,  Bromotrifluoromethane,  CF3BR . 

Container,  Ammunition,  Plastic,  PA-83 . . . 

Container,  Ammunition,  Fiber,  Spirally  Wound . . . . . . . . 

Container,  Ammunition,  Metol,  PA  101  For  Projectile,  155MM,  HE,  Guided,  Connon 
launched,  M712  &  Training  M823 

Container,  Ammunition,  Fiberboard . . . . . 

Contoiner,  Ammunition, metal.  For  Cortridge,  120MM,  Tank  Ammunition . 

Container,  Ammunition,  Metal,  For  Propelling  Charges  &  Cartridges . . 

Contoiner,  Ammunition,  Metol,  For  Cartridge  105MM,  APFSDS-T,  M833  . 

Contoiner,  Ammunition,  PA108  Assembly . . . . . . . . 

Container,  Cargo  . . . . . . . . . . . 

Container,  Carrying  And  Storoge,  Signal,  Illumination  Aircraft  CNU-96/C  And 
CNU-97/C 

Container,  Cartridge  For- 4.2  Inch  Ammunition  ..  . 

Container,  Composite,  (Steel  Drum  With  Polyethylene  Insert)  . . . . 

Contoiner,  Dummy  Shipping  &  Storoge,  M622  . . . . . 

Contoiner,  Environmental  Protection  Medical  Supplies  . . . . 

Container,  Fiber,  For  Bulk  Propellant . . . . . . . . . 

Container,  Fiberglass  Reinforced  Plastic,  For  Inflatable  lifeboats,  Mark  5,  Mod  2, 
And  Mark  6 

Contoiner,  Fluid,  For  Point  Spray  Equipment . . . . . . . . . 

Contoiner,  For  Floating  Smoke  Pot  . . . . . . . . . 

Container,  Gloss,  PoTariscopie  Examination  Of  •  28  Jon  77. . 

Container,  High  Speed,  Aerial  Delivery  . . . . . . . . . . 

Contoiner,  Inner,  Survival  Kit . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-39029/35B  (3) 

5935 

EC 

26  Sep 

81 

CR 

EC 

85 

MIL-C-39029/27C  (1) 

5935 

85 

03  Sep 

81 

CR 

AS 

85 

MIL-C-39029/2B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

L 

MIL-C-39029/13A 

5935 

AS 

02  Aug 

75 

AS 

L 

MIL-C-39029/22A  (1) 
NO!  ICE  1 

5935 

AS 

25  Apr 

80 

AS 

MIL-  2*39029/23B 

NOT  CE  1 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

L 

MIL-C-39029/20A 

5935 

AS 

02  Aug 

76 

AS 

MIL-C-39029/9E 

5935 

AS 

19  Oct 

82 

CR 

AS 

85 

L 

MIL-C-39029/18C 

5935 

AS 

25  Apr 

80 

AS 

NOTICE  1 
MIL-C-39029/11J 

5935 

AS 

25  Apr 

80 

CR 

AS 

85 

L 

MIL-C-39029/15C 

5935 

AS 

25  Apr 

80 

AS 

NOTICE  1 
MIL-C-39029/4F 

5935 

AS 

10  Apr 

87 

CR 

AS 

85 

MIL-C-39029/5G 

5935 

AS 

10  Apr 

87 

CR 

AS 

85 

MIL-C-39029/6A 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-39029/7B 

5935 

AS 

02  Aug 

76 

CR 

AS 

85 

L 

MIL-C-70472  (1) 

8140 

AR 

23  May 

88 

AR 

A-A-0051703 

6520 

/MB 

13  Oct 

86 

MD 

MS 

03 

L 

MIL-C-13527 

8120 

EA 

24  Jun 

54 

EA 

L 

MIL-C-81543B  (1) 
NOTICE  1 

4220 

AS 

23  Jun 

87 

AS 

MIL-C-43369A 

NOTICE  1 

8115 

GL 

25  Jon 

88 

GL 

SA 

69 

PPP-C-1128A  (1) 

8110 

/GL 

18  Apr 

78 

GL 

69 

MII-C-43391A  (1) 

8115 

GL 

21  Apr 

78 

GL 

SA 

69 

l 

MIL-C-63407 

8140 

AR 

07  Dec 

80 

AR 

L 

MIL-C-29449 

8145 

MC 

25  Jon 

88 

MC 

L 

MIL-G53057 

3950 

ME 

24  Jul 

85 

ME 

MIL-STD-1510A 

PACK 

18 

15  Jun 

78 

SM 

OS 

18 

L 

MIL-HDBK  138 

8115 

AR 

14  Aug 

78 

AR 

99 

MIL-C-7554E 

1670 

GL 

15  Dec 

78 

GL 

AS 

99 

L 

Mll-C-29447 

7)25 

MC 

25  Jon 

88 

MC 

L 

MIL-C-14762A  (1) 

NUORAR 

28  Oct 

80 

AR 

ASTM  D3067-72R78 
NOTICE  1 

6810 

EA 

27  Moy 

88 

EA 

SH 

68 

L 

MIL-C-22284A 

1680 

AS 

07  Sep 

65 

AS 

L 

MIL-C-63403  (2) 
NOTICE  1 

1345 

AR 

20  Moy 

88 

AR 

MIL-C-2439E  (2) 

8140 

AR 

05  Aug 

88 

AR 

l 

MIL-C-63227A  (2) 

1320 

AR 

05  Mor 

84 

AR 

MtL-C-48633 

1345 

AR 

03  Feb 

87 

AR 

L 

Mll-C-70478  (1) 

8)40 

AR 

23  Moy 

88 

AR 

l 

MIL-C-63461  (5) 

8140 

AR 

23  Mor 

88 

AR 

L 

MIL-C-63521  (7) 

8140 

AR 

18  Aug 

87 

AR 

l 

MIL-070628 

1305 

AR 

09  Mor 

87 

AR 

l 

MIL-C-52661C 

8115 

ME 

23  Feb 

89 

ME 

MIL-C-6879A 

8140 

70 

14  Apr 

67 

OS 

99 

l 

MILC4S022A 

1315 

-AO 

19  Aug 

81 

AR 

PPP-C-1337B 

NOTICE  2 

81)5 

/6  9 

26  Nov 

76 

GL 

SA 

69 

L 

MIL-C-63189 

NOTICE  1 

8140 

AR 

22  Apr 

88 

AR 

L 

Mll-C-37964 

6530 

DM 

25  Oct 

85 

DM 

L 

MIL-070470  (1) 

8140 

AR 

13  Jon 

87 

AR 

L 

MIL-C-24491B  (1) 

1940 

SH 

29  Jon 

86 

SH 

RR-C-550C 

4940 

/Al 

28  Jon 

86 

AL 

YD 

99 

MIL-C-11954A 

1365 

EA 

26  Aug 

52 

EA 

OS 

ASTM  Cl  48-77 

PACK 

AS 

25  Jan 

88 

SM 

AS 

69 

MIL-044046 

1670 

GL 

26  Jun 

81 

GL 

AS 

11 

L 

MIL-C-83864A 

1660 

82 

24  Aug 

88 

99 

222 


ALPHABETICAL  LISTING 


TITLE 

Container,  Insert  (Insert) . . . . . . . 

Container,  Insulated,  Shiplng  . . . . . 

Container,  Mark  470  Mod  O . . . . . . . 

Container,  Marking  Of  Airborne  &  Ground  Gas  &  Cryogenic  Fluid  (Edition  5)  (Oeq 
Other  Than  DOD  Ref  To  HQ  USAF/XOXX/ISO  Wash.  D.c.  20330-5058) 

Container,  Metal,  For  Propelling  Charge  . . . . . . 

Container,  Metol  Reusable,  Shipping,  Inspection  And  Refurbishment  Of  (Issue 
Controlled  Requests  By  Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The 
Preparing  Activity  Of  The  Spec.) 

Container,  Metal,  Ammo,  For  Fuze,  Training.  Xm  555  With  Test  Plug . . . . . 

Container,  Missile  Mk  183  Mod  2 . . . . . . . 

Container,  Motor,  11.  65  Rocket,  Mk  178  Mod  0... . . . . . . . 

Container,  Mouthrinse,  Dental . . . . . . . . . 

Container,  M473  And  M473A1,  Clip,  Draw-in,  For . . . . . . . 

Container,  Nestable  Or  Collapsible,  Reusable,  Shipping  And  Storage,  Assembled 
External  Aircraft  Fuel  Tanks 

Container,  Packaging  And  Packing  For  Drugs,  Chemicals,  And  Pharmaceuticols . 

Container,  Pallet  (Palcon) . . . . . . . . . . . 

Container,  Plastic,  Molded  (For  Liquids,  Pastes  And  Powders).  Overpacked  . 

Container,  Plastic,  Photographic  Aerial  Film,  Outline  Of . . . 

Container,  Polyurethane,  Rigid  Or  Elastic  For  Packaging  Small  Engines...  . . 

Container,  Quadruple  (Quadcon) . . . . . . 

Container,  Refrigerated,  8  Feet  X  8  Feet  X  20  Feet,  Insulated. . 

Container,  Reusable,  Shipping  And  Storage  Disassembled,  Nested  Externol  Aircraft 
Fuel  Tanks 

Container,  Reusable,  Shipping  10547128.......... . . . . . . . . . 

Container,  Reusable,  Aluminum,  Hand  Portable  . . . . . 

Container,  Reusable  Aluminum,  Hand  Portable . . . . . . . . 

Container,  Reusable,  Aluminum,  Hand  Portable-assembly  For  Shipping  . . . 

Container,  Shipping  And  Storage,  Metol,  Reusable,  For  Engines,  Transmissions, 
Differentials,  Transfers,  And  Similiar  Assemblies 

Container,  Shipping  &  Storage  M473A1  For  Warhead  Section . . . 

Container,  Shipping  &  Storage,  Metol,  Reusable  (NOFORN,  Subject  To  Special 
Export  Controls,  Foreign  Govts  Or  Nationals  Submit  Request  For  Prior  Approval 
To  Naval  Sea  Systems  Command) 

Container,  Shipping  And  Storage,  M473,  For  Warhead  Sections  . 

Container,  Shipping,  Reusoble,  Wood,  Aircraft  Engines . 

Container,  Shipping  And  Storage,  Mine . . . . . . . . . . 

Container,  Shipping  And  Storage,  Mine  Canister.  M602 . 

Container,  Shipping  And  Storage,  All  Up  Round  CNU-398/E  . . 

Container,  Shipping  And  Storage,  Metal  Reusoble . . . . . . . 

Container,  Shipping  And  Storage,  Atomic  Projectile,  M500 . . . 

Container,  Shipping  And  Storage,  Metal  Reuseoble  (Issue  Controlled-requests  By 
Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The  Preporing  Activity  Of  The 
Spec) 

Container,  Shipping  &_  Storage:  PA  122 . . . . . . . 

Container,  Shipping  &  Storoge,  Coat  (Hanger  Pack) . . . 

Container,  Shipping,  H-542  . . . . . . . . . . . . 

Container,  Shipping,  Multipurpose,  Canine . . . . . . . . . . 

Container,  Shipping,  Reusoble,  10539223  . . . . . . . . 

Container,  Shipping  And  Storoge,  CNU-77/E23  . . . . . . . . . . . 

Container,  Shipping,  Reusoble,  8246020  And  10539215  . . . . . . . . . 

Container,  Shipping  And  Storoge  Mk  311  Mod  1 . . . . . . 

Container,  Shipping  And  Storoge  Mk  309  Mod  0 . . . 

Container,  Shipping  And  Storoge  Guided  Missile  CNU-159/E.. . . 

Container,  Shipping  And  Storoge  Guided  Missile  CNU-163/E . . . . 

Container,  Shipping  And  Storage  Mork  300  Mods  0  And  1  (For  Torpedo  Mk  46 
Mod  0) 

Container,  Signal,  Mork  3  Mod  O  (For  Signal,  Smoke  And  Illumination,  Marine  An, 
Mork  13  Mod  O) 

Container,  Steel,  For  8utk  Propellont  . . . . . . . . . . . 

Container,  Thermal  Shock  Test  On  Glass  •  1977 . . . . . . . ...... 

Container,  Thermal,  Shipping,  For  Medical  Material  Requiring  Controlled 
Temperature  Ranges 

Container,  Torpedo,  MK  197  Mod  1  &  2  (Inactive  For  New  Oesign  . . 

Container,  Weapon  Security:  XH289 . . . . . . 

Container,  Wood,  Shipping,  Rtusable  For  Tank  Automotive  Engine  Transmission 
Differential,  Thronsfers,  Final  Drive,  Driving  Axle  &  Similar  Assemblie 

Containers,  Plastic,  Molded  (For  Liquids,  Pastes,  &  Powders)  . .., 

Containers,  Resistance  Of  Gloss  To  Chemical  Attack  *  1978 . . . . . ..... 

Containers,  Shipping  &  Storage,  Steel  Lightweight,  Reusable  (Refer  To 
MIL-C-5584D) 

Containers,  Shipping,  Water  Vapor  Permeability  Of  *  1  Dec  64  . . . . . 

Containers,  Shipping,  Compression  Test  For  •  24  Sep  76  . . . . 

Containers,  Shipping,  In  Revolving  Hexogonaldrum,  Standard  Method  Of  *  27  Aug 
82 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

Mll-C-29446 

8145 

MC 

25  Jan 

£8 

MC 

A-A-50486 

8145 

YD 

23  Jun 

87 

Gl  YD 

L 

MIL-C-82582  (1) 
NOTICE  1 

8140 

OS 

10  Jun 

86 

OS 

NAT-STD-3056  (2) 

ISDF 

06 

05  Apr 

88 

L 

MIL-C-2440E  (4) 

8140 

AR 

15  May 

85 

AR 

L 

Mll-C-24458 

8115 

SH 

01  Feb 

72 

SH 

L 

MU-C-48103A 

NUORAK 

10  Jan 

89 

AR 

NOTICE  1 

L 

MIL-C-82611  (1) 
NOTICE  1 

8140 

OS 

10  Jun 

86 

OS 

L 

MIL-C-82580 

NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

A-A-53461 

6520 

/M3 

29  Jul 

88 

MD 

MS 

03 

L 

Mll-C-48052 

8140 

AR 

25  Feb 

72 

AR 

L 

MIL-C-83669 

8145 

69 

10  Sep 

77 

69 

PPP-C-186C 

•PACK 

/DM 

15  Dec 

88 

MD 

MS 

03 

L 

MIL-C-29444 

8145 

MC 

25  Jan 

88 

MC 

PPP-C-569C  (2) 

8115 

•GL 

15  May 

72 

Gl 

SA 

99 

MS-27575B 

6760 

70 

15  Nov 

85 

ER 

SA 

99 

L 

M1L-C-38226B 

8115 

69 

09  Mor 

87 

69 

L 

MIL-C-29445 

8145 

MC 

25  Jan 

88 

MC 

L 

MIL-C-52788A 

8115 

ME 

03  Aug 

79 

ME 

MIL-C-9361G 

8145 

69 

20  Jun 

78 

AS 

69 

L 

Mll-C-60590  (3) 

1220 

AR 

08  Mar 

68 

AR 

L 

MIL-C-23525A 

8140 

OS 

12  May 

87 

OS 

L 

MS-18026A 

8140 

OS 

24  Dec 

64 

OS 

L 

MS-1801 1A 

8140 

OS 

11  Apr 

66 

OS 

L 

MIL-C-14200C 

8145 

AT 

10  Nov 

88 

AT 

L 

M1L-C-60442 

8140 

AR 

27  Apr 

67 

AR 

L 

MIL-C-24457A 

8115 

SH 

30  Sep 

82 

SH 

L 

MIL-C-60441 

8140 

AR 

27  Apr 

67 

AR 

Mll-C-41 ,63 

8145 

69 

09  Dec 

74 

AS 

69 

L 

MIL-C-63392A 

1345 

AR 

03  Feb 

87 

AR 

L 

Mll-C-48294  (2) 
NOTICE  1 

1345 

AR 

09  Jun 

75 

AR 

L 

MIL-C-85659 

8140 

AS 

21  Nov 

84 

AS 

MIL-C-5584D 

8145 

69 

21  Apr 

88 

AV 

AS 

69 

L 

MIL-C-50565 

NUORAR 

19  Mar 

86 

AR 

NOTICE  1 

' 

L 

MIL-C-24465A 

8115 

SH 

01  Jul 

82 

SH 

L 

MIL-C-70627A 

1345 

AR 

15  May 

87 

AR 

MIL-C-44192 

8115 

GL 

02  Jul 

85 

GL 

l 

MIL-C-48538 

NUORAR 

09  Jun 

75 

AR 

Mll-C-44080 

3770 

GL 

01  Oct 

87 

Gl 

MC 

99 

L 

MIL-C-60181  (3) 

1220 

AR 

25  Mor 

68 

AR 

l 

MII-C-386I2A 

1040 

EA 

06  Feb 

67 

EA 

L 

MU-C-60104A  (5) 

1220 

AR 

02  Dec 

83 

AR 

L 

MIL-C-81204A 

1450 

AS 

27  Jan 

66 

AS 

L 

MIL-C-81289 

1450 

AS 

08  Jun 

65 

AS 

L 

Mll-C-85123 

8140 

AS 

17  Feb 

78 

AS 

l 

Mll-C-85124 

8140 

AS 

26  Apr 

78 

AS 

l 

MIL-C-81084  (3) 

8140 

OS 

20  Jon 

67 

OS 

L 

MIL-C-18875A  (1) 

8140 

OS 

08  Apr 

63 

OS 

L 

Mll-C-70469  (1) 

8140 

AR 

13  Jan 

87 

AR 

ASTM  049*77 

7350 

Gl 

15  Mor 

85 

Gl 

SA 

99 

PPP-C-1266B 

INI  AMD  1  (DM) 

8115 

/DM 

30  Apr 

69 

MD 

MS 

03 

L 

MIL-C-82461  (1) 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

Mll-C-63955 

8140 

AR 

21  Jul 

88 

AR 

MIL-C-11264C  (1) 

8145 

AT 

23  Mor 

87 

AT 

MC  69 

A-A-1235 

8115 

. 

06  Dec 

84 

GL 

SA 

69 

ASTM  C225-73R78 

7350 

GL 

15  Mar 

85 

Gl 

SA 

99 

L 

MIL-C-38770A  (1) 

8145 

69 

26  Feb 

76 

69 

ASTM  D1008-64R77 

PACK 

AS 

01  Oct 

82 

SM 

AS 

69 

ASTM  0642-76 

PACK 

AS 

25  Jan 

88 

SM 

AS 

69 

ASTM  D782-82R87 

PACK 

SM 

08  Jun 

88 

SM 

AS 

99 
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ALPHABETICAL  LISTING 


TITLE 

Contaminated  Or  Dongerous  land  Areos,  Complete  Equipment*,  Supplies  &  Stores, 
Warning  Signs  For  The  Marking  Of{cBCA  Edition  2)  (Based  On  NATO  Stag 
2002) 

Contamination  Control  Technology  Packaging  Protection  Of  Precision  Cleaned 
Materiel 

Contamination  Control  Technology  Precision  Cleaning  Methods  And  Procedures ........ 

Contamination  Control  Technology  Microbiol  Deterioration  In  Electronics  Its  Origin 
And  Control 

Contamination  Control  Technology  Logistic  Protection  Of  Precision  Cleaned  Materiel 

Contamination  Control  Technology,  Cleaning  Materials  For  Precision  Precleaning 
And  Use  In  Cleon  Rooms  And  Cleon  Work  Station*. 

Continuous  Identificoiion  Marking  Of  Nickel  And  Nickel-base  Alloys.... . . . . 

Continuous  Identification  Marking  Of  Iron  And  Steel  Products..... . . . ... 

Contour  And  Mounting  End,  Cluster  Fitting  Body,  Semi-finished  (Asg) . . 

Contraceptives  (Condoms),  Rubber  -  28  Oct  83 . . . . 

Contract  Training  Programs  . . . . . . . . 

Contract,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
MU-G815H  Series  4  Connectors) 

Contract,  Electrical  Connector,  Pin,  Crimp  Removable,  Shielded,  (For  Mll-C-83733 
Connectors) 

Contract,  Electrical  Connector,  Pin,  Crimp  Removable,  Thermocouple  (For 
MIL-C-5015  MS3450  Series  And  Mll-C-83723  Series  2  Connectors) 

Contractor  Configuration  Management  Plans . . . . . . . 

Contractor  Standardization  Program  Requirements  . . . . . . 

Contractor  Technical  Information  Coding  Of  Replenishment  Parts  . . . 

Contractor,  Rib,  Bailey... . . . . . . . . . 

Contractual  Service  Requirements  For  Automatic  Dishwashing  Machine  Accessory 
Equipment  And  Supplies 

Control  &  Evaluation  Of  Exposure  Of  Personnel  To  Radio  Frequency  Radiation 
(Release  To  Other  Than  DOD  Agencies  Must  Have  Prior  Approvol  From  Hq 
Darcom  (Drcird) 

Control  &  Return  Of  Stragglers  (Edition  5)  Req  For  Issue  Other  Than  DOD  Must  Be 
Sent  Via  U.S.  Army  Security  Affairs  Command,  Attns  AMSAC-MC/S,  5001 
Eisenhower  Ave,  Alexandria  Va  22333-0001 

Control  (Blinker)  Key,  Navigator  Lights  Symbol  No.  978.2  . . . . . . . 

Control  (Pulsator)  Navigation  Lights  A.c.  125  Volts  •  Symbol  No.  930.2  D.c.  125 
Volts  •  Symbol  No.  931.2 

Control  Amplifier,  Altitude  (P-1  Automatic  Pilot  Radar  Set,  AN/APN-22) . 

Control  And  Display,  Targeting  Station,  M981  (FISTV) . . . 

Control  And  Stabilization  Systems,  Automatic,  Piloted  Aircraft,  General 
Specification  For 

Control  Assembly,  Push-pull.  Throttle,  Engine,  Vernier  Adjustment  Type . . . . 

Control  Assembly,  Interphone-radio,  AN/AIA-2A  (For  Aircraft) . . . . . 

Control  Assembly,  Push  Pull,  General  Specification  For . . . . . . 

Control  Assembly,  Push  Pull,  Choke,  Engine  . . 

Control  Assembly,  Ejector . . . 

Control  Assembly,  Gyroscope,  Attitude  Heading  A/A24G-42  . . 

Control  Assembly,  Gyroscope,  Attitude  Heading  A/A24G-5A . . . . . 

Control  Assembly,  Push  Pull,  Throttle,  Engine,  Ratchet  lock  Type. . . . . . 

Control  Assembly,  Gyroscope,  Attitude  A/A24G-39 . . . . . . . 

Control  Assembly  R.f.  (Unit  1)  11748205 . 

Control  Assembly,  Push-pull,  Friction  Lock  Type  Generol  Purpose  . . . 

Control  Assembly,  Push-pull  Ratchet  Lock  Type  General  Purpose . . . 

Control  Box,  Computer  Logic  Unit,  Test  Set,  C4020  GSM-70,  8623274  . . . 

Control  Coble  Assemblies  And  Connector  Plugs  And  Receptacles  (For  Torpedoes) . 

Control  Centers,  Alternating  Current  Navol  Shipboard . . . . . . . 

Control  Enclosure  CY-6816/APX-72  For  Transponder  Set  Control  C-6280(  (  )p(/apx 

Control  Equipment  Automatic  Degaussing  (Auto  Deg),  Type  SSM . . . 

Control  Equipment,  Automatic  Degaussing,  Earth  S  Magnetic  Field  Detecting,  Type 
Ems  Aulodeg,  For  Minesweepers 

Control  Group,  Communication  Security,  Integration  &  Housing  Group  Components.. 

Control  Group,  Electric  Power  OK-XXX  (V)  A . . . 

Control  Grovp.E'ecKcPcwar  OK-XXX  (V)  A  Genera!  Specification- For  . . . 

Control  Head  Assembly  Test  Fixture. . . . . . . 

Control  Indicator  C-8157(  )/ARC. . . . . . . . . . . 

Control  Module  (For  The  XM84  Filter  Unit) . . . . . 

Control  Monitor  0CU-75/A  . . . . . . . . . . . 

Control  Monitor  Set,  Guided  Weapon,  AN/AWW-9.. . . . . . . 

Control  Monitor  DCK-143/A24B-4(V)  . . . . 

Control  Monitor  Set  Guided  Weapon,  AN/AWW-13 . . . . . . . 

Control  Monitor,  C-8430/UPX . 

Control  Of  Heat  Treatment  (This  Document  Subject  To  Special  Export  Control 
Release  To  Foreign  Govts/natlonals  Need  Prior  Approval  Of  The  Nova!  Sea  Sys 
Comd) 

Control  Panel  Assembly  For  Portable  Heliport  Electric  Lighting. . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Q-STD-501 

ISDA 

AM 

11  May 

82 

MIL-STD-1475 

NOTICE  1 

3694 

Ml 

14  Jun 

88 

Ml 

AS 

99 

Mll-HDBK  407 

NOTICE  1 

3694 

Ml 

20  Jon 

84 

Ml 

AS 

99 

Mll-HDBK  408 

3694 

Ml 

14  Jun 

88 

MI 

AS 

99 

NOTICE  l 

Mll-HDBK  410 

NOTICE  1 

3694 

Ml 

25  Apr 

88 

Ml 

AS 

99 

Mll-HDBK  406 

NOTICE  1 

3694 

Ml 

14  Jun 

88 

Ml 

AS 

99 

FED-STD-I82B 

95GP 

/16 

15  Jun 

79 

MR 

AS 

16 

FED-STD-183C 

CHG  NOT  1 

*4710 

/16 

01  Sep 

84 

MR 

SH 

16 

MS-21936A 

4730 

AS 

20  Nov 

57 

AS 

99 

ASTM  D3492-83 

6515 

MB 

24  Jul 

85 

MD 

MS 

03 

t 

Mll-STD-13798 

69GP 

AS 

18  Feb 

81 

AS 

l 

MIL-C-39029/21A 

5935 

AS 

02  Aug 

76 

AS 

MIL-C-39029/50A 
NOTICE  1 

5935 

85 

30  Jon 

87 

CR 

AS 

85 

MII-C-39029/85C 

5935 

85 

19  Apr 

88 

CR 

AS 

85 

l 

Mll-STD-1456 

CMANAR 

30  Oct 

81 

AR 

NOTICE  2 

30  OCT  1981 
MII-STD-680A 

MISC 

AS 

02  Oct 

81 

AR 

AS 

10 

MII-STD-789C 

MISC 

AS 

14  Oct 

83 

AV 

AS 

25 

Mll-C-36767 

6515 

DM 

14  May 

71 

MD 

MS 

03 

l 

MIL-STD-1493 

7930 

GL 

11  May 

73 

GL 

NAT-STD-2345  (6) 

ISDA 

AM 

25  Jun 

86 

NAT-STD-2067 

ISDA 

AM 

10  Jun 

87 

l 

MIL-C-'24l74A/3 

6110 

SH 

02  Oct 

87 

SH 

l 

Mll-C-24174/2 

6110 

SH 

29  Sep 

67 

SH 

l 

MII-C-T8053A 

6615 

AS 

15  Jul 

58 

AS 

l 

MIL-C-62479A 

1260 

AT 

22  Mar 

88 

AT 

MII-C-18244A 

MISC 

AS 

01  Dec 

62 

AV 

AS 

MS-500044C 

2990 

AT 

25  Sep 

77 

AT 

99 

Mll-C-5619 

5830 

AS 

30  Jan 

50 

CR 

AS 

Mll-C-62191  (2) 

2990 

AT 

U  Nov 

85 

AT 

YD 

99 

M5-500045C 

2990 

AT 

09  Jan 

81 

AT 

11 

l 

MIL-C-2 15268  (2) 

1440 

OS 

15  Jon 

65 

OS 

l 

Mll-C-83396  (2) 

6610 

11 

07  Feb 

86 

11 

l 

MII-C-27205E  (2) 

6610 

71 

18  Feb 

86 

99 

l 

MS-500043B 

2990 

AT 

29  Apr 

75 

AT 

l 

MIL-C-38418E  (2) 

6610 

AS 

21  Mar 

85 

AS 

l 

MIL-C-48605 

1240 

AR 

30  Sep 

80 

AR 

MS-500073B 

2990 

AT 

29  Apr 

75 

AT 

99 

MS-5000748 

2990 

AT 

29  Apr 

75 

AT 

99 

l 

Mll-C-60656  (3) 

1220 

AR 

15  Dec 

69 

AR 

l 

MII-C-19062C 

5935 

OS 

30  Sep 

77 

OS 

l 

Mll-C-23742  (3) 

6110 

SH 

08  Jul 

66 

SH 

l 

MII-C-28742A 

NOTICE  1 

5840 

EC 

15  Oct 

86 

EC 

l 

MII-C-23952B  (2) 

1075 

SH 

28  Jul 

81 

SH 

l 

MII-C-22437E 

NOTICE  1 

1075 

SH 

27  Jan 

88 

SH 

l 

MII-C-28863A 

5810 

EC 

31  Jul 

85 

EC 

l 

Mll-C-81883/1 

6110 

AS 

04  May 

76 

AS 

■ 

b 

.•-•,11-081033 

6110 

AS 

C4  May 

76 

AS 

A-A-50755 

6625 

/82 

15  Ocl 

86 

EC 

99 

L 

Mll-C-55688  (1) 
NOTICE  1 

5821 

CR 

31  Jul 

86 

CR 

L 

Mll-C-51540 

4240 

EA 

21  Mar 

89 

EA 

L 

Mll-C-22802  (2) 

5821 

AS 

20  Sep 

61 

AS 

L 

Mll-C-85283 

1430 

AS 

28  Jon 

82 

AS 

L 

Mll-C-81767 

5895 

AS 

30  Nov 

70 

AS 

Mll-C-85629 

1430 

AS 

14  Apr 

88 

L 

MII-C-28741A 

5985 

EC 

27  Jun 

72 

EC 

L 

MIL-STD-1684A 
NOTICE  1 

95GP 

SH 

01  Nov 

85 

SH 

L 

MII-C-52009C 

6110 

ME 

28  Apr 

75 

ME 

224 


ALPHABETICAL  LISTING 


TITLE 


Control  Panel  C&826-AIC&10 . . . 

Control  Panel  For  M130  Dispenser  System . . . . . . . . . . . . . 

Control  Panel,  Aircraft  Equipment,  Typical  Installation. . . . . . . 

Control  Panel,  Aircraft  Equipment,  Rack  Or  Console  Mounted  (Asg).... . 

Control  Panel,  Aircraft,  Generol  Requirements  For. . . . . 

Control  Port*),  Console  Type,  Aircraft  Equipment,  Base  Dimensions . 

Control  Procedures  For  Pallets  And  Associated  Restraint  Equipment  Used  In 
Combined  Air  Transport  Operations  (Request  Other  Ihon-dod  Must  Request  Via 
Hq  Usaf/xoxx{iio)  Wash,  Dc  20330-5058)  (Ed  3) 

Control  Section,  Guided  Mfssile  For  AIM/RIM-7M,  Guided  Missile. . . . 

Control  Set,  Approach  Power  AN/ASN-54  (V). . . . . . 

Control  Set,  Syphilis . . . . . . . . . . 

Control  Shapes  (CHG-2  -  15  Oct  85)  . . . . 

Control  Strip,  Reagent  Suitability... . . . . . 

Control  Strips,  Visual  Urinolsis . . . . . . . . . . 

Control  Strips,  Visual  Urinalysis . . . . . . 

Control  System,  Remote, aN/FSQ-98(A)(V) . . . . . . . . 

Control  Temperature  REFRIGERANT-12-W1TH  High  Pressure  Cut-off . . 

Control  Test  Harness  C-9154/APM  . . . . . . . . . . 

Control  Unit  (For  MK-7  Retractable  Deck  Sheave)............ . . . . . 

Contiol  Unit  Subsystem  For  The  Bombing  Set,  Angle  Rote  AN/ASB-19(V) . . 

Control  Unit,  lance  AK  (M238E1) . . . . . 

Control  Unit-rectifier,  C-7673/PCC-1 . 

Control  Unit,  Alorm  Set,  C9412/FSS-9(V)  . . . 

Control  Unit,  Alcrm  Set  C-9412/FSS-9(V) . 

Control  Unit,  Communication  System  C-l  1746  (V)(  )/aRC . . . . . 

Control  Unit,  Communication  System  C*10414(V)  (  )/ARC  . . . . . . 

Control  Unit,  Dirediono!  Signal  &  Hazard  Warning  Control,  Vehicular  24  Volt,  Solid 
State  (Use  Mli-C62069( 

Control  Unit,  lance  Ak . . . 

Control  Unit,  Pressure  Generating,  Manually  Operated,  Aircraft  Hydraulic  Brake 
System 

Control  Units  Cl  1628/ARC.  C-10777A/ARC  And  C.11132/ARC  C-10320/ARC  And 
C-l  0777/ARC 

Control  Units,  Remote  Switching,  C-10315/U  And  G10979/U.. . 

Control  Urine  Chemistry,  Normal . . . . . . . . . . 

Control-monitor  DCU-74/A . . . . . . . . . . . 

Control-monitor  Set,  Guided  Weopon,  AN/A WW-9A . . . . . . . 

Control-monitor  DCU-77/A . 

Control-monitor  Set,  Guided  Weopon,  A*N/*AWW-12, . . . 

Control-monitor  DCU-9-A . . . . . . . 

Control-monitor  Set,  Guided  Weopon,  AN/AWW-7D,  Generol  Specification  For...... 

Control-monitor  DCU*1 16/A . . . . . . . 

Control-monitor  DCU*1 17/A... . . . . . . . 

Control-monitor  DCU-121/A . . . . . . . . . 

Control,  Aircraft  Weapons  Releose  Set  C-8014(*)/AWE-1  . . 

Control,  Aircroft  Weapons  Releose  Set  C-6682  (*)/AWE-l.... . . 

Control,  Alorm,  Airspeed  And  landing  Gear  Warning,  Type  MJ-3 . 

Control,  Auxiliary  Hoist  . . . . . . . . . . . . 

Control,  Central  C*3076(*)/ASQO9  And  C-6248(*)/ASQ-88 . 

Control,  Collar  Assembly,  Steel,  With  Flash  Welded  Clevis  &  Threaded  Rod  Ends  • 
Jon  64 

Control,  Commonder  S  Sight  &  Receiver  Transmitter,  loser  Ranging,  11743121  . . 

Control,  Commanders,  Loser  Ranging  C9134()/VVG-1,  11738811 . 

Control,  Communication  System  C-6533(  )/ARC  . . . . . . . . . 

Control,  Communications  Mode  Selector,  Cmsc,  C-10377(  )/gtc  . . . . . . . 

Control,  Degaussing  Compass  Compensating,  Type  A-!,.... . . . . . 

Control,  Depth,  Torpedo  C-7821/A . . . . . . . 

Control,  Electro-hydraulic  Steering  Gear  Synchro  Hand  Electric . . . . . 

Control,  Electronic  Access...... . . . . . . . . . . . . 

Control,  Frequency  Selector  C2742(  )/VR . . . . . . . . . . . . 

Control,  Fuel  Flow,  Oil  Burner  . . . . . . . . 

Control,  Gimbal  Position,  10527253  . . . . . . . 

Control,  Gunners,  loser  Ranging,  10559221  . . . . . . 

Control,  Gunners,  Computer,  11732500........... . . . . . . . . . . . 

Control,  Indicator,  For  Dispenser  And  MInes:ground  M131  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-C-9226A 

NOTICE  1 

5831 

84 

12  Aug 

86 

99 

L 

MIL-C-48890B 

1345 

AR 

14  Jon 

85 

AR 

MS-25213B 

1680 

AS 

10  Jul 

68 

AS 

11 

MIL.C-678IB  (1) 

1680 

AS 

24  Mo, 

79 

AV 

AS 

11 

MIL-C-81774A  (1) 

1680 

AS 

11  Dtc 

76 

AV 

AS 

11 

MS-25212C 

1680 

AS 

25  Aug 

60 

AS 

11 

NAT-STD-3774  (1) 
DIST  STMT  C 

ISDF 

06 

09  Mor 

88 

MIL-C-85144C 

1420 

AS 

22  Oct 

86 

AS 

l 

MIL-C-23866A 

NOTICE  1 

5825 

AS 

19  Jun 

87 

AS 

A-A-005361 1 

6550 

/MB 

29  Aug 

88 

MD 

MS 

03 

AIR-STD-10/44B 

ISDF 

06 

15  Ocl 

80 

A-A-53428 

6550 

MB 

30  Mor 

88 

MD 

MS 

03 

A-A-53293A 

6550 

/MB 

22  Jul 

88 

MD 

MS 

03 

A-A-0053293 

6550 

MB 

07  Dee 

87 

MD 

MS 

03 

L 

MIL-C-28792A 

5820 

EC 

03  Aug 

84 

EC 

MS-17844B 

NOTICE  1 

5930 

GL 

23  Oct 

87 

GL 

YD 

99 

l 

MIL-C-81925 

NOTICE  1 

6625 

AS 

21  Mor 

88 

AS 

L 

MIL-C-23771A 

1710 

AS 

10  Aug 

73 

AS 

L 

MIL-C-85058 

NOTICE  1 

1280 

AS 

15  Ap- 

87 

AS 

L 

MIL-C-63I77A 

NUORAR 

16  Feb 

89 

AR 

NOTICE  1 

L 

MIL-C-28914  (1) 

5805 

MC 

30  Jul 

69 

MC 

MIL-C-52853B 

6350 

ME 

23  Jul 

80 

ME 

99 

MIL-C0052853C 

INT  AMEND  2 

6350 

ME 

19  Nov 

84 

ME 

L 

MIL-C-58111 

5895 

AV 

30  Mor 

87 

AV 

L 

MIL-C-49227A  (1) 

5821 

AV 

16  Mor 

87 

AV 

L 

MIL-C-62069D  (1) 

2540 

AT 

13  Apr 

83 

AT 

L 

Mll-C-45882 

NUORAR 

16  Feb 

89 

AR 

NOTICE  1 

MIL-C-6026B 

1630 

AS 

9  Ocl 

59 

AV 

AS 

L 

MIL-C-85674 

5821 

AS 

07  Jul 

87 

L 

MII-C-28843A 

5840 

EC 

08  Mo, 

87 

EC 

NOTICE  1 

A-A-51396A 

MISC 

/MB 

17  Sep 

86 

MD 

MS 

03 

l 

MIL-C-22937 

5821 

AS 

10  Jul 

61 

AS 

l 

MIL-C-S5070A 

1450 

AS 

05  Jon 

88 

AS 

l 

MIL-C-22650  (3) 

1135 

AS 

30  Nov 

66 

AS 

l 

MIL-C-85373A 

1095 

AS 

21  Nov 

88 

l 

MIL-C-27016A  (1) 
NOTICE  1 

1190 

79 

18  Sep 

62 

79 

l 

MIL-C-85392 

1095 

AS 

08  Sep 

87 

AS 

L 

MIL-C-38965 

NOTICE  1 

1190 

79 

23  Jon 

89 

79 

l 

MIL-C-38966 

NOTICE  1 

1190 

79 

23  Jon 

89 

79 

l 

MIL-C-38967 

NOTICE  1 

1190 

79 

23  Jon 

89 

79 

l 

Mll-081770 

1280 

AS 

04  Jun 

70 

AS 

l 

MIL-C81360 

1280 

AS 

04  Jun 

70 

AS 

MIL-C-25613D  (1) 

6340 

82 

28  Jun 

78 

AS 

99 

L 

MIL-C-9940A 

4940 

82 

20  Jun 

88 

99 

l 

MIL-C-22766  (2) 

5895 

AS 

15  Jon 

66 

AS 

NAS  628-64 

5320 

AS 

14  Jun 

74 

AV 

AS 

11 

l 

MIL-C-48490B  (2) 

1240 

AR 

09  Nov 

87 

AR 

l 

MIL-060734  (1) 

1240 

AR 

17  Nov 

76 

AR 

l 

MIL-C-55653A 

NOTICE  1 

5821 

CR 

14  Mo, 

86 

CR 

l 

MIL-049206 

NOTICE  1 

5810 

CR 

03  Mo y 

83 

CR 

L 

MIL-C-2I640B 

1075 

SH 

0,3  Jul 

88 

SH 

l 

MIL-C-81861 

1430 

AS 

22  Sep 

75 

AS 

L 

MIL-C-17903C  (3) 

2030 

SH 

31  Aug 

64 

SH 

MIL-C-529I3A 

6350 

YD 

19  Jon 

89 

ME 

YD 

99 

L 

MIL-C-55127D 

5820 

CR 

16  Feb 

88 

CR 

NOTICE  1 
MILC-43343B 

4520 

GL 

31  Mor 

86 

GL 

99 

l 

MIL-C-60142A 

1270 

AR 

10  Moy 

66 

AR 

L 

MIL-C-I4867  (1) 

1240 

AR 

30  Jul 

73 

AR 

l 

MIL-0484578 

NOTICE  1 

1220 

AR 

30  Jon 

87 

AR 

l 

MIL-064030 

1345 

AR 

20  Oct 

86 

AR 

225 


ALPHABETICAL  LISTING 


TITLE 

Control,  Integrated  Electronic  Central  C-4850{  *  (/ASQ-85 . . . . . . 

Control,  Intercommunication  Set  C*1611(  )/AIC. . . . 

Control,  Intercommunication  Set  C-l  1  134/VIC-2  (V) . . . 

Control,  Intercommunication  Set  Control,  Intercommunication  Set  C*10456()1VRC  .... 

Control,  Interphone  C-2644/AIC-14  Plastic  lighting  Plate,  Configuration  Of  (Inactive 
For  New  Design  After  10  Aug  1984  *  No  S/s) 

Control,  Inverter  Changeover,  Type  A&2  . . . . . . . . . . 

Control,  Navigation  Lights,  General  Specification  For . . . . . 

Control,  Orderwire  C-107 16{  )/tre, . . . . . . . . . . 

Control,  Orderwire  C-107 17(  )/TRC . 

Control,  Power  Supply,  10559261  . . . . . . . . . 

Control,  Power  Supply,  Laser,  C-9135{  )/WG*l,  11738831 . . . . . 

Control,  Power  Supply.  C-7674/VCC,  And  Control,  Terminal  Set.  C-7827/VCC . 

Control,  Pressurizing  Set,  C-1173/ASQ . . . . 

Cont'ol,  Pressure,  Filling,  Nonvented  Drum . . . . . . . 

Control,  Public  Address  Set  C&1614-AIC&13 . . . . . . . 

Control,  Push  Pull,  Flexible  And  Rigid......... . . . . . 

Control,  Radio  Set  C-6709(  )/g . . . . . . . . . . . . . . . . . 

Control,  Radio  Set  C-4684(*)/ASQ-56A . . . . . . . . . . . . 

Control,  Radio  Set  C-10319A/ARC,  C-10776A/ARC,  And  C-l  1131/ARC . 

Control,  Radio  Set  C-8057  (*)/orc  . . . . . . . . . . 

Control,  Radio  Set  C-1138()/UR  . 

Control,  Radio  Set  C-6684(*)/A$Q . . . 

Control,  Radio  Set  C-1207()/UR  . 

Control,  Receiver-transmitter  C-9887(  (/GRA-114  . . . . . . 

Control,  Receiver  Transmitter  C8728(  )/VVG-l,  11738851  . . . . . . . 

Control,  Remote  Switching,  C-7594(  (/u  And  C-7595)  (/u  Generol  Specification  For 

Control,  Remote,  M71,  Land  Mine  System . . . . . . 

Control,  Rod  &  Tube  Assembly,  5/16-24  UNF-3A  Thread  •  Jan  64  . . 

Control,  Temperature,  REFRIGERANT-12  With  High  Pressure  Cut-out . 

Controller,  Compass  System  C-2499A/AJB-3 . . . 

Controller,  Compass,  Roll  Stabilized,  Type  MF-1  Compass . . . 

Controller,  Compass  System  C-6448/ASN-55  . . . . 

Controller,  Compass  System  C-2984/AJ8-3A . . . . . . . 

Controller,  Drive,  M12A1  &  M12E2 . . . . . . . . . 

Controller,  Drop  Rate, intravenous  Infection . . . . . 

Controller,  Electric  Motor  AC  Or  DC,  &  Associated  Switching  Devices . . . 

Controller,  MA&1  Compass  (System  A),  (A6  Aircraft  Only) . . . . 

Controller,  MA-1  Compass  (System  &)..... . . . . . 

Controller,  MA-1  Compass  (System  A) . . . . . . . 

Controller,  Motor,  Direct  Current,  Nonmognettc,  Watertight  Mark  6(8),  Mod  2 
(Minesweeping)  (Inactive  For  New  Design) 

Controller,  Navigation  Lights  A.c.  115  Volts  -  Symbol  No.  970.2  D.c.  115  Volts  - 
Symbol  No.  973.2 

Controller,  Oxygen  Flow  Emergency  Cylinder  Valve..... . . . . . . . 

Controller,  Roll  Stabilization,  Type  MF-1  Compass.... . . . 

Controller,  S-2  Compass,  Type . . . . . . . 

Controller,  Steering  (For  Torpedo  Mark  37  Mod  2) . . . 

Controller,  Weopons-gun  Speed  And  Louncher  Brake,  Lh. . . . . 

Controllers,  Static,  Naval  Shipboard . . . . . . . 

Controls,  Intercommunication  Set  C-2296(  )/VRC,  C-2297(  )/VRC,  C-2298(  )/VRC, 

8.  Control  Radio  Set  C-2299(  )/VRC 

Controls,  Pulsotor,  Submarine  Identification  Light,  A.c.  125  Volts,  Symbol  No.  932 

Convention  &  Lettering,  Line  -  1979 . . . . . . . . . . 

Conversion  Factors  And  Logistics  Data  For  Petroleum  Planning . . . 

Conversion  Kit,  Barge,  Deck  Enclosure  Design  7006,  For  Designs  213A  And  7005 . 

Conversion  Units,  Carbon  Dioxide,  260  Pounds  Per  Hour. . . . . . . . 

Converter  -  Constant  Voltage  300  Amp,  30  Volts  Dc  (For  Ground  Use)  (Inactive)  .... 

Converter  -  Regulator,  10553449,,,... . . . . . . . . . 

Converter  -  Shift  Register  Group  AN/UGA-3  ()  . . . . . . . . . 

Converter  Dc/dc.  10549021 . . . . 

Converter  For  Searchlight,  Infrored  28  Volt,  110  Ampere  . . . . . 

Converter  Group,  Radar  Scan  AN/ASA-69(*).......................... . . . 

Converter  Group,  (Enhanced)  Digital  Scon  OD-(  )/APO-126(V) . . . 

Converter  Patch  Panel  CV-3022/UG  . . . . . . . . 

Converter,  Aircraft,  150  Ampere  Type  li.  Blast  Cooled,  Class  C . 

Converter,  Aircraft  Dc  To  Dc,  Boost  General  Specification  For . . . . . . . . 

Converter,  Aircraft,  General  Specification  For. . . . . . . . . . . 

Converter,  Anolog/DIGITAL,  Key  Code  QQQ . . . . . . . . . . 

Converter,  Azimuth  Data  . . . . . . . . 

Converter,  Electronic  Frequency,  CV-1159A/WLR-1(  (,  CV-1160A/WLR-1)  (, 

CV-1 161A/WLR-1)  ( 


DOCUMENT 


NUMBER 

F5C 

PREP 

DATE 

CUSTODIAN 

L 

MIL-C-23768A  (1) 

5895 

AS 

08  Nov 

71 

AS 

L 

MIL-C-55194  (3) 

5831 

CR 

21  Aug 

64 

CR 

L 

MIL-C-29456 

5830 

23  May 

88 

L 

MIL-C-49191A 

NOTICE  1 

5820 

CR 

16  Feb 

88 

CR 

L 

MS-25491K 

5831 

AS 

10  Aug 

84 

AS 

QL 

MIL-C-6521  (2) 

NOTICE  1 

5945 

85 

31  Mar 

88 

85 

L 

MII-C-24174A 

6110 

SH 

02  Oct 

87 

SH 

L 

MII-C-49244A 

5805 

CR 

29  Apr 

88 

CR 

Mll-C-49245 

5805 

CR 

19  Nov 

81 

CR 

99 

L 

MIL-C-14866  (1) 

1240 

AR 

30  Jul 

73 

AR 

L 

MII.-C-50743  (2) 

1240 

AR 

17  Nov 

76 

AR 

L 

MIL-C-28917  (2) 

5805 

MC 

05  Jun 

70 

MC 

L 

MIL-C-8052C  (1) 

NOTICE  1 

5895 

84 

20  Aug 

86 

99 

L 

MIL-C-43044C 

4930 

ME 

08  Apr 

88 

ME 

69 

L 

MH-C-25548C  (1) 
NOTICE  1 

5831 

84 

12  Aug 

86 

99 

MII-C-7958A  (2) 

2995 

71 

09  Jan 

87 

AV 

AS 

99 

L 

MIL-C-49208 

NOTICE  1 

5820 

CR 

10  Mor 

86 

CR 

99 

L 

MIL-C-81009 

NOTICE  1 

5821 

AS 

15  Apr 

88 

AS 

L 

MIL-C-85666 

5821 

AS 

07  Jul 

87 

AS 

L 

MIL-C-81470  (2) 

NOTICE  1 

5821 

AS 

19  Jun 

87 

AS 

L 

MIL-C-229548  (1) 

5820 

EC 

08  Aug 

78 

EC 

L 

Mll-C-81441 

5821 

AS 

15  Aug 

66 

AS 

L 

Mll-C-22959  (1) 

5820 

EC 

09  Apr 

62 

EC 

L 

MIL-C-49114 

1290 

CR 

09  Feb 

78 

CR 

L 

MIL-C-50742  (1) 

1240 

AR 

17  Nov 

76 

AR 

L 

MIL-C-28724A  (1) 
NOTICE  1 

5840 

EC 

15  Oct 

86 

EC 

L 

MIL-C-64025 

1290 

AR 

20  Oct 

86 

AR 

NAS  363THRU369-64 

MISC 

AS 

14  Jun 

74 

AS 

MIL-C-23292B 

NOTICE  1 

4130 

GL 

25  Aug 

76 

Gl 

99 

L 

MS-17380 

6615 

AS 

15  Jon 

64 

AS 

L 

MS-28102A 

6605 

AS 

1  Dec 

60 

AS 

L 

MIL-C-38333  (4) 

6615 

71 

31  Aug 

83 

99 

L 

MS-17392 

6615 

AS 

15  Jon 

64 

AS 

L 

MIL-C-793B  (2) 

1290 

AR 

30  Mar 

60 

AR 

A-A-51684A 

6515 

/MB 

21  Dec 

87 

MD 

MS 

03 

Q  L 

MIL-C-2212F 

6110 

SH 

30  Mar 

82 

SH 

L 

MS-14173 

6605 

AS 

05  Aug 

76 

AS 

L 

MS-90319 

6605 

AS 

01  Oct 

64 

AS 

L 

MS-90316 

NOTICE  1 

6605 

AS 

11  Dec 

87 

AS 

L 

Mll-C-24367 

1075 

SH 

27  Jon 

88 

SH 

L 

MIL-C-24174/1 

6110 

SH 

29  Sep 

67 

SH 

MS-295970 

1660 

71 

07  Jan 

87 

AV 

AS 

99 

L 

MS-28104 

6605 

AS 

10  Jun 

59 

AS 

L 

MIL-C-19941A 

6605 

AS 

15  Sep 

66 

AS 

L 

MIL-C-22912B 

1355 

OS 

09  Sep 

70 

OS 

L 

MIL-C-45956  (2) 

1090 

AR 

11  Jun 

76 

AR 

L 

Mll-C-23994  (2) 

6110 

SH 

14  Dec 

64 

SH 

MIL-C-55126D 

NOTICE  1 

5820 

CR 

16  Feb 

88 

CR 

99 

l 

MIL-C-24174/4A 

6110 

SH 

02  Oct 

87 

SH 

ANSI  Y14.2M-79 

ORPR 

AR 

04  Jan 

79 

AR 

OS 

16 

Mll-HDBK  210A 

•9130 

YO 

16  Apr 

79 

ME 

YD 

68 

L 

MII-C-13766C  (1) 

1935 

ME 

23  Jun 

87 

ME 

l 

MIL-C-52025C 

3655 

ME 

06  Dec 

78 

ME 

l 

MS-25303A 

6125 

AS 

17  Jun 

71 

AS 

Q  L 

MIL-C-46369  (4) 

1240 

AR 

07  Mar 

68 

AR 

L 

MIL-C-22873A 

5815 

EC 

17  Sep 

68 

EC 

L 

MIL-C-50330B  (2) 

1285 

AR 

30  Nov 

82 

AR 

MIL-C-556A6B 

5855 

CR 

26  Jan 

76 

CR 

EC 

L 

MIL-C-81343C 

5895 

AS 

01  Mar 

70 

AS 

L 

MU.-C-85456 

5841 

AS 

22  Feb 

83 

AS 

L 

MII-C-28807A  (1) 

5820 

EC 

18  Dec 

86 

EC 

L 

MIL-C-7115/3 

6130 

AS 

13  Sep 

85 

AS 

QL 

MIL-C-8199) 

6130 

AS 

14  May 

75 

AS 

Q 

MIL-C-7115E 

SUPP  1 

6130 

AS 

08  Jul 

83 

ME 

99 

L 

MIL-C-28787/232A  (2) 

5963 

SH 

06  Jul 

83 

SH 

L 

MIL-C-468178 

1430 

Ml 

24  Jul 

79 

Ml 

L 

MIL-C-28802 

5820 

SH 

18  Dec 

86 

SH 

226 


ALPHABETICAL  LISTING 


TITLE 


Converter,  Electronic.  10549013.... . . . . . . . 

Converter,  Frequency,  Slolic,  XM$  (For  M56,  XM59,  Or  XM62  Filter  Units). 

Converter,  Interface  Unit,  CV*3507/USQ*74  . . . . . . . . 

Converter,  liquid  To  Goseous  Oxygen,  Aircraft  Type  A  3 . . . 


Converter,  liquid  Oxygen  Type  GCU-17/A  . . . . . . . . . . 

Converter,  Liquid  To  Gas  Oxygen,  Aagon,  And  Nitrogen,  Skid  Mounted,  1,200  Scf 
Per  Hour  Capacity 

Converter,  liquid  Oxygen  GCU-20/A  . . . . . . . . . 

Converter,  liquid  Oxygen,  5  liter,  MBA-5A. . . . . . . . . . . 

Converter,  liquid  Oxygen,  10-UTER  GCU-24A/A  . . . . 

Converier,  Liquid  Oxygen,  Type  ME-3 . . . . . . . . . 

Converter,  liquid  Oxygen,  Capacitance  Type  Gaging,  General  Specification  For . 

Converter,  Liquid  Oxygen,  GCU-12A/A. . . . . . . . . . . . . 

Converter,  liquid  Oxygen,  GCU-2A/A....... . . . . . 

Converter,  liquid  Oxygen  GCU-3/A  . . . . . . . 

Converter,  liquid  Oxygen,  GCU&10-A . . . . . . . . . 

Converter,  Liquid  Oxygen  GCU-11/A  . . . . 

Converter,  Oxyg«n,  Aircraft,  Liquid  To  Gaseous,  Generol  Specification  For . 

Converter,  Radar  Data  CV-1607D/AVA-1  . . . . . . . . . 

Converter,  Signal  Data  CV-1053A/ARC . . . . . . . 

Converter,  Signal  Data  CV-2461(  (/a  . . . . . . . 

Converter,  Signal  Data  CV-395(U) . . . . . . . . . . 

Converter,  Single  Sideband,  CV-157/URR  . . . . 

Converter,  Speed,  Underwater  log  (Inactive  For  New  Design)  . . . 

Converter,  Synchro  Signal  (Panel  Mounted) . . . 

Converter,  Telephone  Signal  CV*1919(  (/g  . . . . . . . . . 

Converier,  Telephone  Signal  (Converter  TA-187)  (U) . . . 

Converter,  Telephone  Signal  CV-1548(  )/G . . . 

Converter,  Voltage  To  Frequency  CV-3746/0KT-59. . . . 

Converter,  100  Ampere,  Aircraft,  Class  8,  Regulated,  Fan  Cooled. . . . 

Converter,  100  Ampere,  Class  C  Static,  Aircraft,  Blast  Cooled  . . . 

Converter,  100  Ampere,  Class  B  Aircraft,  Self  Cooled . . . . . 

Converter,  100  Ampere,  Class  C  Aircraft,  Fan  Cooled . . . . . 

Converter,  150  Ampere,  Class  C  Aircraft  Blast  Cooled.. . . 

Converter,  200  Ampere,  Aircraft,  Class  B,  Fon  Cooled . . . . . . 

Converier,  200  Ampere,  Class  A  . . . . . . 

Converter,  200  Ampere,  Class  B  Aircraft . . . . . 

Converter,  4  Ampere  Dc  To  Dc,  Boost  Class  A,  Multipurpose  . . . . 

Converter,  50  Ampere,  Class  C  Nonregulated,  Aircraft,  Fan  Cooled . 

Converter,  50  Ampere,  Closs  B . . . . . 

Conveyor,  Belt.  Powered,  Meat  loaf . . . . . . . . . 

Conveyor,  Belt,  Portable,  Wheel  Mounted,  Electric  Motor  Driven,  50  Foot . 

Conveyor,  Belt,  Flat,  Skid-mounted,  Electric-motor-driven,  24-INCH  Wide  Bell, 
50-FOOT-lONG  Frame,  Capacity,  25  Pounds  Per  Foot,  75  Tons  Per  Hour 

Conveyor,  Belt,  Portoble,  Electric,  Caster  Mounted  . . . . . . 

Conveyor,  Belt,  Portable,  Ded,  Ged,  Or  Emd . . . . . . 

Conveyor,  Bell,  Portoble . . . 

Conveyor,  Belt;  Powered,  Meat  Processing . . . . . . 

Conveyor,  Flat  Belt,  Portable,  Gasoline  Engine  Driven . . . . . . 

Conveyor,  laundry.  Storage  Bins,  Electric  Powered  Auto  Selective . . . 

Conveyor,  Roller,  Gravity,  1000  Ib/fl . . . . . . . . 

Conveyor,  Storage  And  Retrieval,  Dry-cleaned-gorment,  Motorized, . 

Conveyor,  Verticol,  Troy  Type,  100  Pound  Package  Troy  Capacity  (Shipboard  Use) .. 
Conveyor,  Vertical,  Tray  Type,  For  3000  Pound  Palletized  loads  (Shipboard  Use)  .... 

Conveyor,  Wheel,  Gravity,  Extraction  Kit  . . . . . . . . . . 

Conveyors,  Roller  And  Wheel,  Gravity  And  Conveyor  Supports  . . . 

Cook  Set,  Field,  5  Mon . . . . . . . . . . . 

Cooker,  Steam,  Vegetable  (Speed)  . . . . . . 

Cooker,  Steam,  Verticol . . . . . . . . . . . . 

Ccckie  Cutting  Machine.  Electric  . . . . . . 

Cookie  Cutting  Machine,  Electric  . . . . . . . . . 

Cookie  Mix,  Dry...................... . . . . . . . . . . . . . . . . 

Cookie,  Oatmeol,  &  Brownies,  Chocolate  Covered  For  Meal,  Ready  To  Eat . 

Cookies,  Oatmeal  With  Chocolate  Chips  And  Sandwich  Canned . . . 

Cooking  Outfit,  Field,  Small  Detachment . . . . . . . . 

Coolant  &  Cutting  Fluid,  lens  Preparation  . . . . . . . 

Coolant  And  Cutting  Fluid,  lens  Preparation  . . . . . . 

Coolant  Fluid,  Dielectric . . . . . . . . . . . . 

Coolant  Fluid,  HydroTylicolly  Stable,  Dielectric . . . . . . . . 

Coolant,  Guided  Boring,  Sulfurtzed  Fatly  And  Mineral  Oil  . . . . . . 

Cooler-lubricating  Oil,  Aircraft  Engine,  Petroleum  Bose,  Tubular,  Round  . . . . . 

Coofer-lubrlcotlng  Oil,  Aircraft  Engine,  Petroleum  Bose,  Tubular,  Elliptical . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MII-C-50329B  (1) 

1285 

AR 

30  Nov 

82 

AR 

l 

MIL-C-51542 

4240 

EA 

29  Sep 

88 

l 

MIL.C-28869  (1) 

7025 

EC 

25  Jul 

86 

EC 

MII-C.7407F 

NOIICE  5 

NOTICE  5 

1640 

71 

13  Feb 

87 

O  L 

MII-C-27336B  (2) 

1660 

71 

21  Oct 

86 

99 

l 

MIL-C-3495E 

3655 

ME 

10  Jan 

78 

ME 

Q  l 

MIL-C-27652D 

NOTICE  1 

1660 

71 

18  Dec 

87 

99 

O 

MIL-C-19328E 

1660 

71 

30  Mar 

83 

AS 

99 

Q 

MIL-C-19803F  (4) 

1660 

AS 

04  Nov 

86 

AS 

99 

Q  l 

MII-C-25674C 

NOTICE  1 

1660 

71 

17  Mar 

86 

99 

L 

MII.C-25644E 

NOTICE  1 

1660 

71 

07  Mar 

86 

99 

O  L 

Mll-C-259738  (4) 

1660 

71 

05  Sep 

86 

9V 

Q  l 

MIL-C-25777C  (3) 

1660 

71 

08  Apr 

86 

99 

Q  l 

MIL.C-25781C  (1) 

1660 

71 

17  Nov 

86 

99 

Q  l 

MIL-C-25974D  (1) 

1660 

71 

13  Jan 

89 

99 

L 

MII.C-25972C 

1660 

71 

31  Oct 

83 

99 

l 

MIL-C-9082H  (1) 

1660 

71 

23  Dec 

87 

99 

L 

Mll-C-85638 

5841 

AS 

26  Jun 

85 

AS 

L 

MIL-C-22553  (3) 

5895 

AS 

28  Mar 

73 

AS 

l 

MIL.C-81344  (1) 

6125 

AS 

01  May 

68 

AS 

l 

MIL-C-14470A 

5815 

CR 

27  Jan 

61 

CR 

L 

MIL-C-11957C 

5620 

CR 

04  Jan 

66 

CR 

l 

MIL-C-18021B  (1) 
NOTICE  1 

6605 

SH 

31  Aug 

62 

SH 

Q  l 

MIL-C-24105C  (1) 

6125 

SH 

28  Sep 

84 

SH 

L 

Mll-C-49073  (1) 
NOTICE  1 

5805 

CR 

03  Mar 

86 

CR 

L 

Mll-C-14468 

5805 

CR 

4  Feb 

57 

CR 

l 

MIL-C-55607A  (3) 

5805 

CR 

10  Nov 

83 

CR 

L 

MIL-C-85651 

5815 

AS 

08  Nov 

84 

AS 

l 

DOD-C-7115/1 

6130 

AS 

24  May 

77 

AS 

l 

MS-3370A 
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ALPHABETICAL  LISTING 


TITLE 

Cooler,  Air,  Evaporative. . . . . . . . . . . . . . 

Cooler,  Cryogenic  Detector . . . . . . . . . . . 

Cooler,  Cryogenic,  Mechanical  HD-1033/UA  . . . . . . . . . 

Cooler,  Drinking  Water,  Mechanically  Refrigerated,  Self-contained  Naval  Shipboard 

Cooler,  Fluid,  After  Air,  Diesel  Engine,  Navel  Shipboard..................... . . 

Cooler,  Fluid,  Industrial,  Air  Motor  And  Generator,  Naval  Shipboard . . . 

Cooler,  Fluid,  Industrial,  Navol  Shipboord  (Somple  Water  Coolers).. . . 

Cooler,  Fluid,  Navol  Shipboard  (Hull  Coolers) . . . . 

Cooler,  Fluid,  Naval  Shipboord,  lubricating  Oil,  Hydraulic  Oil,  And  Fresh  Water ...... 

Cooler,  Liquid,  Electronic  Equipment  (D-957)  (/AWM*23)V{ . . . . . . . 

Cooler,  Liquid,  Electronic  Equipment  HD-908()AWM*23(V) . . . . . . 

Cooler,  Lubricating  Oil,  Petroleum  Base,  Aircraft  Engine,  Tubular  . . . . 

Cooler,  Lubricating  Oil,  Aircraft  Engine,  Synthetic  Oil,  General  Specification  For...... 

Cooler,  Lubricating  Oil,  Aircraft  Engine,  Plate  . . . . . . . . 

Cooler,  Oil,  Transmission  And  Engine... . . . . . . . 

Cooler,  X-ray  Film  Processing  Unit . . . . . . . 

Cooling  Coils,  Air,  Duct  Type  And  Gravity  Type;  Cooler  Units,  Air,  Naval  Shipboard 
Environmental  Control  Systems 

Cooling  n.'>uirements  Of  Power  Plant  Installations  . . . . . . . . 

Cooling  System  Hoses  For  Wheeled  Transport  Tactical  Vehicles  (Edition  1) . 

Cooling  Tower,  liquid  . . . . . . . . . . . . . 

Cooling  Tower,  Liquid,  Semitrailer&mounted  . . . . 

Cooling  Unit,  Stereoplolter  Projection  . . . . . . . . . . 

Cooling-pumping  Group  AN/AMA-6  . . . . . . 

Cooper-zinc-leas  (leaded  Red  Brass  Or  Hardware  Bronze)  Rod,  Bars,  &  Shapes  •  26 
July  1985 

Coordinate  Converter  Mark  54  Mod  0..... . . . 

Copper  &  Copper  Alloys,  Mercurous  Nitrote  Test  For  •  31  July  1987 . . 

Copper  &  Copper  Alloy  Bare  Welding  Rods  &  Electrodes,  Specification  For  •  11 
Feb  77  W/addenda 

Copper  &  Copper  Alloy  Torging  Rod,  Bor,  &  Shapes  •  28  Nov  1986 . 

Copper  &  Copper*  Alloy  Seamless  Condenser  Tubes  &  Ferrule  Stock  -  27  Feb  1987.. 
Copper  &  Copper-olloy  Tube,  Wrought  Seamless,  General  Requirements  For  •  9  Oct 
1984 

Copper  8.  Copper-olloy  Seamless  Condenser  Tubes  &  Ferrule  Stock  (Metric) 

Stondord  Sepcificotion  For  29  Jul  88 

Copper  &  Copper*  Alloy  Die  Forgings  (  Hot*  Pressed)  •  28  Nov  1986  . 

Copper  Alloy  Addition  Agents  •  29  July  1988 . . . . . 

Copper  Alloy  Castings  (Including  Cast  Bar) . . . . 

Copper  Alloy  Ingots,  Brass  (Yellow,  High  Strength)  Manganese  And  Manganese 
Aluminum  Bronze  (For  Remelting) 

Copper  Alloy  Ingots,  Leaded  And  Nonleoded  Tin  Bronze,  Red  Brass,  And  Semi-red 
Brass( 

Copper  Alloy  Investment  Castings  . . . . . . 

Copper  Alloy  Numbers  210  (Gilding,  95%)  And  220  (Commercial  Bronze,  90%) 
Sheet  And  Strip 

Copper  Alloy,  Number  260  Cartridge  Brass,  70  Percent,  Sheet  Strip,  Plate  Bor,  And 
Discs 

Copper  Alloys,  Determining  Offset  Yield  Strength  In  Tension  For  *  27  Jun  86, . . 

Copper  Aluminum  Alloys  (Aluminum  Bronze)  (Copper  Alloy  Numbers  606,  614,  630, 
632M,  And  642),  Rod,  Flot  Products  With  Finished  Edges  (Flat  Wire,  Strip,  And 
Bar),  Shapes,  And  Forgings) 

Copper  And  Copper*bose  Alloy  Mill  Products,  Packaging  Of . . . 

Copper  And  Copper  Alloy  Pipe  And  Tubing,  Expansion  (Pin  Test)  Of  •  25  Jan  1985 
Copper  And  Copper*ol!oy  Seamless  Condenser  And  Heat  Exchanger  Tubes  With 
Integral  Fins  •  25  Jan  1935 

Copper  And  Copper  Alloy  Bore  Welding  Rods  And  Electrodes  •  20  Oct  1983  .......... 

Copper  And  Copper  Alloys  . . . . . . 

Copper  Base  Alloy  Castings  (For  Pressure  Tight  Applications;.... . . . . 

Copper  Base  Sintered  Bars  (Oil  Impregnated) . . . . . 

Copper  By  Adhesives,  Standard  Practice  for  Determining  Electrolytic  Corrosion  Of 
30  Apr  76 

Copper  Chromium  Alloy  Costings. . . . . 

Copper  Chromium  Alloy  Forgings,  Wrought  Rod,  Bar,  And  Strip  (Copper  Alloy 
Numbers  182,  184,  And  185) 

Copper  Clad  Stoinless  Steel  Sheet  &  Strip  For  Building  Construction  •  27  Feb  81 . 

Copper  Corrosion  From  Petroleum  Products  By  The  Copper  Strip  Tornish  Test, 
Detection  Of  •  28  Oct  83 

Copper  Drainage  Tube  (DWV)  •  27  June  1986. . . . . . . 

Copper  Flat  Products  With  Slit,  Slit  And  Edge-rolled,  Sheared,  Sawed  Or  Machined 
Edges,  (Plate,  Bor,  Shee»,  And  Strip) 

Copper  Flat  Products  With  Finished  (Rolled  Or  Drawn)  Edges  (Flat  Wire  And  Strip) 
29  July  1983 

Copper  Foil  For  Printed  Wiring  Application  •  2  May  81  . . . . . . . . 

Copper  In  Water,  Standard  Test  Methods  For  *  30  Nov  84  . . 

Copper  Ingot . . . . . . . . . 

Copper  Nickel  Manganese  Alloy  Bars,  Plates,  And  Sheets,  low  Magnetic  Effect  (For 
Special  Purpose  Tools  And  Equipment) 

Copper  Nickel  Zinc  Alloy  (Nickel  Silver),  Castings . . . . . . 

Copper  Pipe,  Seamless,  Stondard  Sizes  ■  30  Aug  1986....... . . . . 

Copper  Plating  (Eleclrodeposited)  . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Copper  Pressure  Cylinders  And  Copper  Pressure  Spheres,  Cannon  (Mojor  And 
Medium),  Cannon  (Minor),  Small  Arms,  And  Pistol  And  Revolver. 

Copper  Rod  for  Crusher  Cylinders . . . . . . . . . . . 

Copper  Rods  And  Shapes,  And  Flat  Products  With  Finished  Edges  (Flat  Wire,  Strips 
And  Bars) 

Copper  Sheet,  Strip,  Plate,  &  Rolled  Bar  •  18  Nov  1986 . . . 

Copper  Silicon,  Copper  Zinc  Silicon,  And  Copper  Nickel  Silicon  Alloys,  Rod,  Wire, 
Shapes,  Forgings,  And  Flat  Products  (Flat  Wire,  Strip,  Sheet,  Bor,  And  Plate 
Copper  Tube,  Seamless  For  Air  Cinditioning  Ano  Refrigeration  Field  Service  *  27 
June  86 

Copper  Tube,  Seamless  (Metric)  •  27  June  86. . . 

Copper  Tubing  Systems,  Evaluating  The  Corrosivity  Of  Solder  Fluxes  For  -  24  Feb 
1984 

Copper  Water  Tube,  Seamless  •  27  June  1986  . . . . . . . 

Copper  Wire,  Hard*  Drawn  •  29  Nov  1985 . . . . . . . . . . . 

Copper  Wire,  Medium*  Hard  Drown  •  30  Aug  1985  . . . . . . 

Copper  Zinc  lead  Alloy  (leaded  Brass)  Rod  *  29  Jul  1988  . 

Copper*  Nickel-zinc  Alloy  (  Nickel  Silver)  Wire  &  Copper*  Nickel  Alloy  Wire  -  28 
Nov  1986 

Copper*  Silicon  Alloy  Wire  For  General  Purposes  (Metric)  ■  28  Nov  1986 . 

Copper*accelerafed  Acetic  Acid-salt  Spray  (Fog)  Testing  (Case  Test)  ■  29  Mor  85 .... 

Copper-alloy  Spring  Materials,  Bending  Fatigue  Testing  For  »  25  Jan  1985..., . 

Copper-alloy  Strip  Forflexible  Metal  Hose  Standard  Specification  For  *31  Januory 
1986 

Copper-aluminum  Alloy  (Aluminum  Bronze)  Plate,  Sheet,  Strip,  And  Bar  (Copper 
Alloy  Numbers  606,  610,  613,  614,  And  630) 

Copper-aluminum  Alloys  (Aluminum  Bronze)  (Copper  Alloy  Numbers  606,  614,  630, 
And  642),  Rod,  Flat  Products  With  Finished  Edges  (Flat  Wire,  Strip,  And  Bar), 
Shopes,  And  Forgings 

Copper-aluminum-silicon-cobolt  Alloy,  Copper-nickel-oluminum-sillcon  Alloy,  & 
Copper-nickel-oluminum  magnesium  Alloy,  Sheet  &  Strip  •  25  July  1986 

Copper-base  Alloys  In  Ingot  Form,  Standard  Specification  For  •  29  July  1988  . . 

Copper-beryllium  Alloy,  low  Magnetic  Effect  (For  Special  Purpose  Tools  And 
Equipment) 

Copper-beryllium  Alloy  (Copper  Alloy  Numbers  C17500  And  07510),  Strip  . . . 

Copper-beryllium  Alloy  Bor,  Rod,  And  Wire  (Copper  Alloy  Numbers  172  And  173)  .. 

Copper-beryllium  Alloy  Wire  (Metric)  •  26  July  1985  . . . . . . . 

Copper-beryllium  Alloy  Strip  (Copper  Alloy  Numbers  170  And  172) . . . 

Copper-nickel  Alloy  (70-30  A-d  90&10),  Castings  . . . . . 

Copper-nickel  Alloy  Shot  . . . . . . 

Copper-nickel  Alloy  Forgings  And  Forging  Stdcli . . . . . . . . . 

Copper-nickel  Alloy,  Sheet,  Plate,  Strip,  Bor,  Rod  &  Wire . . . . 

Copper-nickel  Alloy  Bar,  Rod  &  Forged  Shapes,  High  Strength  (Metric) . 

Copper-nickel-tin  Spinodal  Alloy  Strip . . . . 

Copper-nickehzinc  Alloy,  Rod,  Shopes,  Flat  Products  With  Finished  Edges  (Flat 
Wire,  Strip,  And  Bar) 

Copper-nickel-zinc  Alloy  (Nickel  Silver)  Wire  &  Copper-nickel  Alloy  Wire  Metric  * 

31  Jul  87 

Copper-nickle-zinc-olloy  Plate,  Sheet,  Strip  And  Bar  (Copper  Alloy  Numbers  735, 
745,  752,  762,  766  And  770 

Copper-zinc-lead  (leoded  Red  Brass  Or  Hardware  Bronze)  Rod,  Bor,  &  Shapes 
(Metric)  -  26  July  1985 

Copper*zInc*lead  Alloy  (leaded  Brass)  Rod  Metric . . . 

Copper-zinc-tin  Alloysplote,  Sheet,  Strip,  And  Rolled  Bor  •  31  January  1986  . . 

Copper,  Hydrogen  Embrittlement  Of,  Standard  Test  Methods  For  •  25  Jun  82 . 

Copper,  Oxygen  Free  Electrolytic,  Refinery  Shopes  •  26  Feb  82  . . . 

Copper,  Phosphor  (Alloying  Additive) . . . . 

Copper,  Powdered  (For  Use  In  Ammunition)  . . . . . 

Copper,  Rectangular  &  Square,  &  Copper  Alloyfube,  Angle  Of  Twist  In  •  31  July  .... 

Copper,  Silicon  (Alloying  Additive)  . . . . . . . . . 

Copper,  Standard  Classification  1  Jon  80  . . . 

Copper,  U-bend  Seo'  ,iess,  And  Copper  Alloy  Heat  Exchanger  And  Condenser  Tubes 
(Metric),  Standard  Specification  For  -  29  Jul  88 

Copper,  Welded  And  Copper-alloy  Heat  Exchonger  Tube  (25  Jul  86) . . . 

Copper,  Welded,  &  Copper-olloy  Heat  Exchanger  Tube  *  24  &  27  Nov  1987 . 

Copper,  Welded,  &  Copper-olloy  Heot  Exchonger  Tube  •  26  Feb  1988....... . . 

Copper,  Welded,  &  Copper  Alloy  Tube  For  Air  Conditioning  &  Refrigeration  Service 
-  26  Feb  1988 

Copper,  Wrought,  &  Copper-olloy  Plate,  Sheet,  Strip,  And  Rolled  Bor,  General 
Requirements  For  2  Oct  87 

Copper,  Wrought,  &  Copper  Alloy  Plate,  Sheet,  Strip  &  Rolled  Bar  (Metric) 

General  Requirements  -  28  Nov  1986 

Copy  And  Supply  Section,  Topographic  Mopping  Set,  Truck  Mounted,  Packaging 
Of 

Copyholder,  Typists  . . . . . . . . . . . . . . . 

Copyholder,  Typist  S  . . . . . . . . . . . 

Copying  Machine,  Indirect  Electrostatic  Process  (Plain  Paper) . . . . 

Copying  Machine,  Indirect  Electrostatic  Process  (Plain  Paper) . . . . . . . . 

Copying  Machine,  Indirect  Electrostatic  Process  (Plain  Paper) . 

Cord  And  Tossel,  Flag  . . . . . . . . . . . . 

Cord  Assemblies,  Electrical,  Braided  And  Molded  Jacket,  General  Specification  For.. 
Cord  Assembly,  Detonating  . . . . . . . . . 
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Cord  Assembly,  Electrical,  CX-215/U  (Retractile). . . . . . 

Cord  Assembly,  Electrical  (Cord  CD-307*A) . . . . . . 

Cord  CO  169 . . . . . . . ..... 

Cord,  Acrylic,  Lacing  . . . . . . . . . . . . . 

Cord,  Aromatic  Polyamide,  Nonmelting . . . . . 

Cord,  Cotton,  Braided  (For  Pyrotechnic  Parachutes), . . . . . . 

Cord,  Colton,  General  And  Special  Purpose,  Sash  And  Venetian  Blind . . . 

Cord,  Detonating  . . . . . . . . . . . . . 

Cord,  Detonating  . . . . . . . . . . . . 

Cord,  Detonating . . . . . . . . . . 

Cord,  Elastic,  Cotton  . . . . . . . . . . . . . 

Cord,  Elastic,  Exerciser  And  Shock  Absorber  For  Aeronautical  Use . 

Cord,  Elastic,  Nylon . . . . . . . . . . . 

Cord,  Electricol  And  Wire,  Electrical  (0*  To  600-  Volt  Service)  . . . 

Cord,  Electricol  (WF-5/U,  WF-14/U,  WD-34/U,  WM-53/U,  WM-85/U) . 

Cord,  Electrical,  Audio,  Subminiature  (Retractile  And  Straight) . . . . . . 

Cord,  Electricol,  600  Volts,  Type  ISMCOS  . . . 

Cord,  Electrical  (Audio,  Miniature). . . . . . . . 

Cord,  Electricol,  300  Volts,  Type  LSMMOP  . . 

Cord,  Electricol  (Retractile,  2,  3,  And  4  Conductor,  WD-9/U,  WT-2/U,  WF-4/U) . . 

Cord,  Electricol,  Type  LSMRI  . . . . . . . . . 

Cord,  Electrical,  Shielded  (Audio  Frequency)  . . . . . 

Cord,  Electrical  (Short  loy) . . . . . . . . . . 

Cord,  Electricol  (Tinsel)  Class  SBL,  Styrene  Butadiene  Rubber  (SBR)  Insulated, 
Polyamide  Braided 

Cord,  Electrical  (Tinsel)  Class  SSL,  Styrene  Butadiene  Rubber  (SBR)  Insulated  & 
Jocketed 

Cord,  Electricol  (Tinsel)  Class  SPL,  Strene  Butadiene  Rubber  (SBR)  Insulated 
Polchloroprene  Jacketed 

Cord,  Electricol  (Tinsel  Class  PSBl,  Polyamide  Insulated  (Extruded),  Styrene 
Butodiene  Rubber  (SBR)  Jacketed  &  Polyamide  Braided 

Cord,  Fibrous  (Lines,  Lead)..., . . . . . . . . . . . 

Cord,  Fibrous  linen.  Shock  Absorber  Serving  Use . . . . . . . . . 

Cord,  Fibrous,  Nylon . . . . . . . . . . . . . . . 

Cord,  Fibrous,  Polyester,  Diamond  Braid . . . . . . . 

Cord,  Lacing,  Silk  (For  Assembly  Of  Propelling  Chorges) . . . 

Cord,  Linen,  (Plumb'bob  Use).. . . . . . . . . . . 

Cord,  Nylon  Braided,  Tubular,  Spliceoble . . . . . 

Cord,  Nylon,  Coreless  . . . . . . . . . . 

Cord,  Nylon,  Solid  Braid,  General  Purpose  . . . . . . 

Cord,  P/O  H-87B/U . 

Cord,  Polyamide,  High  Temperature  Resistant  . . . . . . . 

Cord,  Polyester,  Solid  Broid.. . . . . . . . . . 

Cord,  Polyester,  Waxed,  Coreless  . . . . . . . . . . . . 

Cord,  Rayon,  Without  Core,  Broided . . . . . 

Cord,  Service  Cop,  Women  S  . . . . . . . . . 

Cord,  Yarns  And  Monofilaments  Organic  Synthetic  Fiber.. . . . . . 

Cord:  Heodset>microphone,  CX-1301/AR  . . . . . . . . . . . . 

Cordage  Fiber,  Aboco  (Manila) . . . . . . . . . 

Cordage,  Packaging  Of . . . . . . . 

Core  &  High  Pressure  Air  Valve . . . . . . . . 

Core  For  70  Mm  Air  Film... . . . . . . . . . 

Core  Material,  Aluminum,  For  Sandwich  Construction . 

Core  Material,  C18  . . . . . . . . . . 

Core  Material,  Cellular  Cellulose  Acetote . . . 

Core  Material,  08  . . . . . . . . . . . . . . . . 

Core  Materiol,  foamed-in-ptoce,  Urethane  Type.... . . . . . . 

Core  Materiol,  Metallic,  Heat*resisting,  For  Structural  Sondwich  Construction, . . 

Core  Material,  Plostic  Honeycomb,  Nylon  Paper  Base,  For  Aircraft  Structural 
Applications 

Core  Material,  Plastic  Honeycomb,  Laminated  Glass  Fobric  Base,  For  Aircraft 
Structural  And  Electronic  Applications 

Core  Sondwich,  Flatwise  Compressive  Strength  Of  -  28  Sept  1982  (Reapproved 
1988 

Core;  Toroid...... . . . . . . . . . . . . . 

Core,  Flexible  Shaft  Assembly,  Tachometer  And  Speedometer.  . . . . 

Core,  Radiator,  Engine  Cooling,  Industrial  . . . . . . . . 

Core,  Sandwich,  Measurement  Of  Thickness  Of, standard  Method  cor*  1  Jon  80... . 

Core,  Stee!,-For  Use  lr  Boll  Types  Of  Small  Arms  Ammunition  . . 
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Core,  Steel,  Hardener,  For  Armor-piercing  Types  Of  Small-arms  Ammunition  . 

Cores  For  Search  Coil  Assemblies  . . . . . 

Cores  For  70  MM  Air  Film  (Rel  To  Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM, 

MAT  09B21,  Wash  O.c.  20360) 

Cork  And  Rubber  Composition  Sheet,  For  Aromatic  Fuel  And  Oil  Resistant  Gaskets.. 
Cork  Board  And  Cork  Type  Thermal  Insulation, specification  For  Adopted  28  Jan  83 
Cork  Pressers,  Rotary . . . . . . . . . 


Cork  Sheet  (Packaging  &  Gasketing) . 

Cork  Sheet  (Gaskets,  Sheets,  And  Strips) . . . . . 

Cork  Sheet,  Bulletin  Board . . . . . 

Corn  Meal  (Regular  And  Degermed)  . . . . . . . 

Corn,  Powder  (For  Oral  Liquid  Feeding)  . . . . . . . 

Corn,  Sweet,  Cream  Style,  Thermostabilized,  Troy  Pack  . . . . . . 

Corn,  Sweet,  Cream  Style,  Thermostabilized,  Troy  Pock  . . . 

Corn,  Whole  Kernel,  Thermostabilized,  Tray  Pock  . . . . 

Corn,  Whole  Kernel,  Thermostabilized,  Troy  Pack  . . . 

Corn,  Yellow,  Dehydrated,  Compressed  . . . . . . 

Corned  Beef  Hash,  Thermostabilized,  For  Meal  Ready  To  Eat . . 

Corned  Beef  Hash,  Thermostabilized,  Tray  Pock .  . . . . 

Cornmeal,  Enriched  (Yellow  Or  White) . . . . . 

Correctable  Typewriter  Ribbons  (High  Yield)  . . . . 

Correction  Fluid,  White  Opaque  . . . . . . . 

Correction  Fluid,  White,  Opaque,  And  Thinner  . . . . 

Correction  Fluid,  Duplicating  Machine  Stencil . . . . . 

Correction  Tluid,  Duplicating  Machine  Stencil. . . . . . 

Corrective  Action  And  Disposition  System  For  Nonconforming  Materiol . . 

Corrosion  &  Corrosion  Prevention  Metals........ . . . . . . . 

Corrosion  &  Corrosion  Testing  Standard  Definitions  Of  Terms  Relating  To  *  29  Aug 
06 

Corrosion  Predentive  Compound,  Woter  Emulsifiable,  Oil  Type . 

Corrosion  Preventive  Compound,  Woter  Displacing  Ultro  Thin  Film  . . 

Corrosion  Preventive,  Aircraft  Engine,  Heavy  Oil  Type  . . . . . 

Corrosion  Preventive,  Fingerprint  Remover. . . . . . . . 

Corrosion  Preventive  Compound  And  Surface  Sealer  For  Nonferrous  Metals . 

Corrosion  Preventive  Compound,  Petrolatum,  Hot  Application . 

Corrosion  Preventive  Compound,  Solvent  Cutback,  Cold  Applicotior . 

Corrosion  Prevention  And  Deterioration  Control  In  Electronic  Components  And 
Assemblies 

Corrosion  Preventive,  Aircraft  Engine . . . 

Corrosion  Preventative,  Soluble  Oil,  For  Water  Injection  Systems  (Asg) . 

Corrosion  Preventive  Compound,  Water  Displacing,  Cleor  (Amlguard). . . . 

Corrosion  Preventive,  Petrolatum,  Spraying  Application,  For  Food  Handling 
Machinery  And  Equipment 

Corrosion  Preventive  Compounds  Cold  Application  (For  Motor  Vehicles  . . 

Corrosion  Preventive  Compounds,  Cold  Application  (For  New  &  Fielded  Motor 
Vehicles  &  Trailers) 

Corrosion  Preventive  Compound,  Cold-application  (For  Motor  Vehicles) . 

Corrosion  Removing  Compound,  Prepaint,  For  Aircraft  Aluminum  Surfaces  . . 

Corrosion  Removing  &  Metal  Conditioning  Compound  (Phosphoric  Acid  Base) . 

Corrosion  Removing  Compound,  Scale  Remover  (Phosphoric  Acid  Base) . . 

Corrosion  Removing  Compound,  Sodium  Hydroxide  Base,  For  Immersion  Application 
Corrosion  Removing  Compound,  Sodium  Hydroxide  Bose,  For  Electrolytic  Or 
Immersion  Application. 

Corrosion  Resistant  Split  Keys,  Buoy  Shockle . . . 

Corrosion  Test  Strip,  Copper,  3  By  1/2  Inch . . . . . 

Corrosion  Test  Strip  Copper  . . . . . . . . . . . . . . . 

Corrosion-preventive  Oil,  Gas  Turbine  Engine,  Aircraft  Synthetic  Base . . 

Corrosion-resistant  Steel  Ports,  Scnpling,  Inspection  And  Testing  For  Surface 
Possivation 

Costumer,  M»tol  (Contemporary  Style) 

Costumer,  Metal,  Contemporary  Style . . . . . . . . 

Costumer,  Wearing  Apparel,  Metal . . . . . . . . 

Costumer,  Wood,  General  Office.. . . . . . . . . . 

Costumer,  Wood,  General  Office . . . . . . 

Cot,  Folding . . . . . . . . . . . . . . 

Col,  Folding,  Double-decking  MXU-615/E82,  Lightweight,  Bare  Base . . . . 

Cot,  Folding,  Hospitol,  Aluminum . . . . . . . . . . . 

Cots,  Rubber  Finger  -  28  Mar  80.....,,., . . . . . . . . . . . 

Cotton,  Purified  (Sterile)  And  Nonsterile  . . . . . . 

Counter  Air  Operations  ATP-42  (Edition  1 )..... . . . . . 

Counter  Air  Operations  ATP-42  (Ed  No.  1) . . . . . . . 

Counterpoise,  Electronic,  18  Gigahertz  (Ghz)  TD-1338  ()/USM  (Inactive  For  New 
Design) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

t 

MII-C-13743A 

NOTICE  1 

1305 

AR 

21  Mo  y 

87 

AR 

L 

MIL-C-23331  (1) 

1350 

OS 

14  Jun 

74 

OS 

AIR-STD-52/15C 

ISDF 

06 

04  Nov 

83 

MIL-C-6183B 

5330 

AS 

13  Feb 

81 

MR 

AS 

20 

ASTM  C640-83 

5640 

84 

06  Aug 

86 

ME 

YD 

99 

GGG-C-589 

NOTICE  2 

6640 

-MS 

3  Oct 

50 

17  MAR  1978 

A-A-1188 

5330 

-OS 

30  Jun 

81 

OS 

99 

HH-C-576B 

5330 

/OS 

05  Sep 

62 

OS 

99 

(INT.  AMO.  1) 
MIL-C-15116C 

9390 

SH 

10  Sep 

64 

GL 

SH 

99 

N-C-521E 

8920 

/Gl 

03  Mor 

70 

GL 

SA 

50 

L 

MIL-C-4417S 

8940 

Gl 

30  Jun 

85 

HHH-C-002I67A 

8915 

GL 

06  Aug 

85 
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Gl 
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85 
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GL 

SA 
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SA 
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8940 
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SA 
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SA 
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SA 
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A-A-142/A 
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7510 
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81 
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7510 
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08  Dec 

75 

A-A-213A 
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13  Nov 

79 
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7510 
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31  May 

73 
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NOTICE  1 
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11 
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AR 

OS 

05 

MIL-HOBK  729 
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MR 

21  Nov 

83 

MR 

SH 

11 

ASTM  G 15-86 
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MR 

09  Aug 

88 

MR 

SH 

Q 

Mll-C-400848 
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MR 
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MR 

AS 

Q 

MIL-C-81309D  (3) 
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AS 

25  Sep 

86 

EA 

AS 
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O 
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6850 

AS 

14  Jul 

83 

SM 
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Q 
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NOTICE  1 

8030 

MR 

22  Mor 

88 

MR 

SH 

99 

Mtl-C-82594 

8030 

OS 

15  Sep 

71 

AR 

OS 

Q 

MIL-C-I1796C 

8030 

MR 

04  Nov 

86 

MR 

SH 

99 

Q 

MII-C-16173D  (2) 

8030 

SH 

19  Nov 

68 

MR 

SH 

99 

l 

MIL-STD-1250 

MFFP 

Ml 

31  Mar 

67 

Ml 

14 

Q 

MII-C-6529C  (2) 

6850 

11 

29  Sep 

59 

EA 

AS 

11 

MII-C-4339C 

NOTICE  1 

6850 

68 

22  Aug 

88 

AS 

68 

L 

MII-C-85054A 

8030 

AS 

26  Oct 

85 

AS 

MII-C-I0382D 

8030 

MR 

06  Oct 

83 

MR 

SH 

20 

Mtl-C-83933 

NOTICE  1 

8030 

MR 

10  Feb 

87 

MR 

YD 

99 

L 

MII-C-62218A  (1) 

8030 

AT 

01  Dec 

87 

AT 

YD 
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Q  l 
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MR 
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88 
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AS 
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MR 
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A-A-2H2 

7110 

t 
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AA-C-001870 

7110 

t 

24  Jun 
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AA-C-553D  (1) 
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% 

14  Oct 

64 

AA-C-556B 
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52 
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t 

28  Feb 

75 

AA-C-571G  (1) 
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84 
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DM 
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CR 
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CR 
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ALPHABETICAL  LISTING 


TITLE 

Counter,  Blood  Cells,  Differential . . . . . . . . . . 

Counter,  Checkout,  Conveyor . . . . . . . . . . . . 

Counter,  Checkout,  Conveyor. . . . . . . 

Counter,  Dish  Troy  Conveyor . . . . . . . . 

Counter,  Electronic,  Digltol  Readout  18  Gigahertz  (Ghz)  Continuou  S  Wove  (Cw) 
TD-1225  {  )  U  (Inactive  For  New  Design) 

Counter,  Electronic,  10548009  . . . . . . . . 

Counter,  Electronic,  Digital  Readout,  TS-3662(  ()V(1/U...... . . . . . . 

Counter,  Electronic,  Digital  Readout  26,5  Gigahertz  (GHZ)  Continuous  Wave  (CW) 
Counter,  Electronic,  Digital  Readout  18  Gigahertz  (GHZ)  Continuous  Wave  (CW) 
(S/s  By  MIL-G87974) 

Counter,  Footwear . . . . . . . . . . . . . . . . 

Counter,  Reciprocating,  Hand-held  . . . . . . 

Counter,  Reciprocating,  Hand  Held,.... . . . . . . . . 

Counter,  Rotating,  Mechanical,  Direct  Drive,  8587543  (3200  Mil  Reset) . . 

Counlerbore  Set.............. . . . . . . . 

Countermeasure,  Chaff,  M-l..., . . . . . . . . . . . 

Countermeasures  Set  AN/DLQ-5(V)...„....„.,....,..., . . . . . . . 

Countermeasures  Set,  B  Bond...... . . . . . . . . . 

Countersinks,  &  Countersinks  &  Drills . . . . . . . . . . . . . 

Countertops,  Fabricated  High  Pressure  Decorative  Laminate  -  29  Mar  79 . 

Counting  Apparatus,  Bacterial  Colony  And  Plate,  Counting,  Bacteriological . . 

Counting  Apparatus,  Bacterial  Colony  . . . . . . . . . . . . . . 

Coupler  Directional  (Coaxial  Line  Or  Waveguide),  General  Specification  For.... . 

Coupler  Directional  (Coaxial,  Series  N  Connectors) . . . . . . . . 

Coupler  Group,  Antenna,  AN/URA-38(  (.,...., . . . . . . . 

Coupler  Group,  Antenna  An/sra-(  ) . . . . . . . . 

Coupler,  Antenna,  CU-2064/GRC-193 . . . . . . . . . . . 

Coupler,  Antenna  CU-942(  )/AR,  CU*1894(  )/AR  &  Antenna  A$-1703(  )/AR . 

Coupler,  Antenna  CU-308D/U . .  . . . . . 

Coupler,  Antenna  CU-351/AR  And  Coupler,  Antenno  CU-509/AR . . 

Coupler,  Antenna,  AN/SRA-33,  Four  Channel,  Automatically  Tuned  . . . . 

Coupler,  Cargo  Parochute  Extraction  System,  2  And  4  Point . . . . . 

Coupler,  Directional  (Coaxial  line,  Woveguide,  And  Printed  Circuit),  Selection  Of .... 

Coupler,  Directional  (Waveguide,  Multihole) . . . 

Coupler,  Directional  (Coaxial,  SMA  Connectors)  (50  To  18  GHZ).... . 

Coupler,  Directional,  Dual  (Coaxial,  Series  N  Connectors) . 

Coupler,  Directional  (Coaxial,  TNC  Connectors)  . . . . . . 

Coupler,  Directional  (Coaxial,  Series  N  And  C  Connectors) . . . 

Coupler,  Directional  (Woveguide-crossguide) . . . . 

Coupler,  Directional  (Waveguide,  Coaxial  Output)  . . . . . . 

Coupler,  Directional,  Dual  (Coaxial,  SMA  Connectors)  . . . . . . 

Coupler,  Drawbar,  Ring,  Keovy  Duty,  120,000  Lb  GVW..... . . . . . . . 

Coupler,  Drawbar,  Ring,  Light  Duty,  60,000  Lb  GVW . . . . . 

Coupler,. Drawbar,  Ring,  Offset  (Toper  Shank),  60,000  LB  GVW  . . 

Coupler,  fiber  Optic  Coble,  Coble  Splitter,  Possive  Glass  Conneclorized  Output, 
Type  I  820  To  910  Nanometers  Wavelengthronge,  2X2  Symmetrical  Transmission 
Stor,  50/125  Micrometer  Fiber,  Groded  Index  Multi  Mode  Bidrectionol  (Metric) 
Coupler,  Fiber  Optic  Coble,  Cable  Splitter,  Possive  Glais-pigtalled  Output;  Type  II, 
320  To  910  Nanometers  Wavelength  Range,  4X4  Symmetrical  Transmission  Star, 
50/125  Micrometer  Fiber,  Graded  Indexmulti-mode  Didirectiono!  (Metric) 

Coupler,  Hydront  Volve  GRU-16/E . . . . . . . . 

Coupler,  Monitor  CU-737/URC  . . . . . . . . . . . 

Coupler,  Optical, . . . . . . . . . . . . . . . 

Coupler,  Passive,  Fiber  Optic,  General  Specification  For  (Metric).. . . . . . 

Couplers,  Directionol(Pin  Plug  In  Termination) . . . 

Couplers,  Directional  Coaxial,  SMA  Connectors  (1  To  18  GHZ) . . . . . 

Couplers,  Directional,  Duo!  (Waveguide) . . . . . . . . 

Couplers,  Directional  (Coaxiol,  SMA  Connectors)  (25  To  500  MHZ............ . 

Couplers,  Fiber  Optic  Cable,  Coble  Splitter,  Passive,  GLASS-P1GTAUED  Output; 
Type  II,  820  To  910  Nanometers  Wovelength  Range,  5X5  Port  Transmission 
Star,  50/125  &  100/140  Micrometer  Fiber  (Metric) 

Coupling  &  Airspeed  Tube  Union  (Brazing) . . . . . 

Coupling  &  Coupling  Halves  Quick  Disconnect,  Air  Hose,  Bowes  Type  . . . 

Coupling  &  Electrical  Conduit................... . . . . . . . 

Coupling  &  Keyway,  Flange,  Round  Hub . . . . . 

Coupling  Assemblies,  QuickDisconnect,  Aircraft  Liquid  Oxygen  Systems . . . . 

Coupling  Assembly,  Low  Pressure,  Air  Hose,  Ouick*disconnect. . . . . . 

Coupling  Assembly,  Hydraulic,  Self-sealing,  Quick  Disconnect,  Flared  Fitting  To 
Internol  Thread  Boss  (Asg) 
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69 

GG-C-00620F 

6680 

t 

15  Apr 

76 

L 

MIL-C-60618B  (3) 
NOTICE  1 

6680 

AR 
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88 

AR 

A-A-501 

5133 

t 

26  Oct 

79 

l 

MIL-C-63106A  (2) 

5865 

AR 
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86 

AR 
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MIL-C-85578 
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16  Nov 
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5985 
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MIL-C-24219A  (1) 

5985 

EC 
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87 

EC 
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GL 
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85 

GL 

AS 

99 
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NOTICE  1 
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EC 

27  Oct 

87 

ER 

EC 
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5985 

EC 
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ER 

EC 

85 

MII-C-15370/10A 

5985 

EC 

05  Jun 

75 

ER 

EC 

85 

MIL-C-15370/11A 
NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

MIL-C-15370/12 

5985 

EC 

05  Jun 

75 

ER 

EC 

85 

L 

MIL-C-15370/14 

5985 

EC 
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76 

EC 
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EC 
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AT 
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84 

AT 
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6060 

SH 

31  Aug 

84 

SH 

DOD-C-24621/2 

6060 

SH 

31  Aug 

84 

CR 

SH 

85 

l 

MIL-C-83260A 

4930 

82 

18  Mo y 

72 

99 

l 

MIL-C-22720  (1) 
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EC 
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EC 
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AT 

09  Jol 

85 

AT 
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6060 

SH 

31  Aug 

84 

CR 

SH 
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MIL-C-15370/18 

5985 

EC 
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87 

ER 

EC 

85 

NOTICE  1 
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5985 

EC 

05  Mor 

82 

ER 

EC 

85 
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5985 

EC 
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87 

ER 

EC 

85 
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SH 
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ALPHABETICAL  LISTING 


TITLE 

Coupling  Assemblies,  Quick-disconnect,  General  Purpose,  For  Subminiolure 
Waveguide  Flanges,  Generoi  Specification  For 

Coupling  Assembly,  Quick  Disconnect,  Cam&locking  Type  . . . . . 

Coupling  Assembly,  Hose  (Chemical,  3/4-  And  1-INCH)  . . . . . . . . . 

Coupling  Assembly,  Hydraulic,  Self-sealing,  Flareless  Fitting  To  Internal  Thread  Boss 
(Asg) 

Coupling  Assembly,  Hydraulic,  Self-sealing,  Quick  Disconnect  . . . . 

Coupling  Assemblies,  Quick-disconnect,  Generoi  Purpose,  for  Subminiature 
Waveguide  Flanges 

Coupling  Assemblies,  Quick-disconnect,  Sexless  Type.............. . . . . . 

Coupling  Assembly,  Quick  Disconnect,  For  Submillimeter  Waveguide  Flanges . 

Coupling  Assembly,  Hose  (Fire,  Woven-jacketed,  Rubber-  Or  Fabric-lined  And 
Unlined) 

Coupling  Assembly,  Quick-disconnect,  Fuel. . ...,„ . . . 

Coupling  Assemblies,  Quick  Disconnect,  Aircraft  Liquid  Oxygen  Systems..... . . . 

Coupling  Assembly,  Hose  (Garden,  Water,  And  Woter  Suction) . . . . 

Coupling  Assembly,  Ventilation  Air.. . . . . . . . . . . 

Coupling  Assembly  -  Hose,  Quick  Disconnect,  Mole,  Anti  ,g,  Suit . . . . 

Coupling  Assembly  And  Mender,  Hose,  Hose  (Plastic  And  Rubber)  . . 

Coupling  Assembly,  Quick  Disconnect,  Plain  &  Self  Sealing...... . . . . 

Coupling  Dimensions&receptade  Electrical  Connector................. . . . . . 

Coupling  End,  1-INCH,  Drinking  Water,  Service  Aircraft,  Standard  Dimensions  For  .. 

Coupling  Flange,  Round  Hub  . . . . . . . . . . 

Coupling  Flanges,  V-band,  Profile  Dimensions  For  (Inactive  For  New  Disign  -  Fig.  2, 
Only 

Coupling  Fuel  Line,  Flexible,  125  PS l,  Generoi  Specification  For . . . . . 

Coupling  Half,  Fitting  End,  Flexible,  Variable  Cavity  Threoded,  Ferrule  Type  Design 
Standard  -  May  1982 

Coupling  Half,  Quick  Disconnect,  Pneumatic  Sforter,  External,  Low  Pressure . . 

Coupling  Half,  Quick  Disconnect  . . . . . . . . . . . 

Coupling  Half,  Quick  Disconnect,  Pneumatic  Starter,  Externol,  low  Pressure,  Direct 
Release 

Coupling  Half,  Quick  Disconnect  . . . . . . . 

Coupling  Half,  Quick  Disconnect,  Com.  locking  Type,  Nipple  Adopter,  Mole  By 
Externol  Grooved  Pipe,  Type  Xix 

Coupling  Half,  Quick  Disconnect,  Cam-locking  Type,  Mole,  Internal  Straight  Threads, 
Type  Xvii  (For  Use  With  Nafo  Equipment 
Coupling  Half,  Quick  Disconnect,  Cam-locking  Type,  Female,  External  Straight 
Threads,  Type  Xvi  (For  Use  With  Nato  Equipment) 

Coupling  Half,  Quick  Disconnect,  Com&Iocking  Type,  Male,  Internal  Pipe  Threod, 
Type  I 

Coupling  Holf,  Quick  Disconnect,  Com&Iocking  Type,  Male,  Hose  Shank,  Type  IS . 

Coupling  Holf,  Quick  Disconnect,  Com&Iocking  Type,  Mole,  Externol  Pipe  Thread, 
Type  lii 

Coupling  Holf,  Quick  Disconnect,  Corn-locking  Type,  Femole  Reducer  (Internal  Pipe 
Thread)  Type  Xviii 

Coupling  Half,  Quick  Disconnect,  Cam&tocking  Type,  Mole,  Flonged,  Type  !v . 

Coupling  Half,  Quick  Disconnect,  Cam&locking  Type,  Femole,  Internal  Pipe  Thread, 
Type  V 

Coupling  Holf,  Quick  Disconnect,  Cam  locking  Type,  Femole,  Flanged,  Type  Viii, 

(For  D*1  Nozzle  Aircrofl) 

Coupling  Holf,  Quick  Disconnect,  Cam-locking  Type,  Femole,  Hose  Shank,  Type  Vi.... 
Coupling  Half,  Quick  Disconnect,  Cam&locking  Type,  Female,  External  Pipe  Thread, 
Type  Vii 

Coupling  Half,  Quick  Disconnect,  Cam&locking  Type,  Femole,  Flanged,  Type  Viii . 

Coupling  Holf,  Quick  Disconnect,  Cam-locking  Type,  Cap,  Dust,  Type  lx . 

Coupling  Holf,  Quick  Disconnect,  Com&Iocking  Type,  Plug. Dust,  Type  X . . . . 

Coupling  Holf,  Quick  Disconnect,  Com&Iocking  Type,  Drilling  Template......... . .... 

Coupling  Holves,  Quick-disconnect,  Cam-locking  Type  . . . . . . 

Coupling  Nut,  Part  Of  Series  HnConnectors . . . . . . . . . . 

Coupling  Sub-assembly,  Flexible,  Variable  Cavity,  Threoded,  Ferrule  Type  Tube  Ends 
.  1  Jon  1984 

Coupling  Tube  Flared  Fitting,  Femole  Thread  *  15  Oct  73 . . . . . . 

CoupKng&conduit  Y  . . . . . . . . . . . 

Coupling,  Automotive  Air  Brake  Lines,  Quick  Disconnect . . . . . . . . . 

Coupling,  Automotive,  Air  Broke  lines  ... . . . . . . . . 

Coupling,  Canister,  ABC  Ml  . . . . . . . . . . . . 

Coupling,  Cops,  Plugs,  &  Bushings,  Pipe  Threaded,  Pressure  Class  3000  &  6000 . 

Coupling,  Cast  Iron  Soil  Pipe  Institutes  Approved,  For  Use  In  Connection  With 
Hubless  Cast  Iron-Soil  Pipe  &  Fittings  For  Sanitary  &  Storm  Drain,  Waste,  &  Vent 
Piping  Applications,  Specification  For  *  1985 
Coupling,  Clomp,  Pipe,  With  Bolls  &  Synthetic  Rubber  Gaskets  For  Grooved  End 
Pipe 

Coupling,  Clomp,  Grooved,  V  Band,  1.750  To  6.250  Flange  Od  (Minus  450  Deg.  To 
Plus  200  Deg.  F) 

Coupling,  Clamp,  Grooved,  V-band  . . 
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TITLE 


Coupling,  Clomp,  Grooved,  V  Bond,  1.750  To  14.250  Flange  Od  {Minus  320  Deg. 

To  Plus  1500  Deg.  F) 

Coupling,  Clamp,  Grooved,  V  Band,  1.750  To  14.250  flange  Od,  {Minus  65  Deg. 

To  Plus  800  Deg.  F) 

Coupling,  Ear  {Inactive  6  Dec  1971)  . . . . . . . . . . 

Coupling,  Electrical  Conduit,  Rigid . . . . . . . 

Coupling,  Extraction  Force  Transfer,  Airdrop  . . . . . . . . . . . 

Coupling,  Extraction  Force  Transfer,  Platform........ . . . 

Coupling,  Ferrule,  Flexible,  Variably  Cavity,  Threaded,  Ferrule  Tube  End  •  May  82 .... 
Coupling,  Ferrule  End,  Flexible,  Variable  Cavity,  Threaded,  Ferrule  Type,  Design 
Standard  -  May  1982 

Coupling,  Fire  Hose,  Reusable,  High  Pressure...................... . . . . . 

Coupling,  Flexible,  Variable  Cavity,  Threaded  Ferrule  Type  Ends,  Envelope 
Dimensions  •  1  Jan  1984 

Coupling,  flexible,  Low  Pressure,  450  Deg.  Air  Line  •  16  Mor  53  . . . . . . 

Coupling,  Flexible,  Low  Pressure  •  16  Mar  53  . . . . . . 

Coupling,  Flexible,  Low  Pressure  Air  Line  •  16  Mor  53 . . . . . 

Coupling,  Frangible,  Aviation  Ground  Lights  . . . . . . . . . 

Coupling,  Fuel  Line,  Flexible,  125  PS1 . . . . . . . . 

Coupling,  Fuel,  Flexible,  Variable  Cavity,  Threaded  Type  With  Ferrules  ■  1  Jan  1984 

Coupling,  Grease  Gun,  Hydraulic  Type  Nozzle . . . . . . . . 

Coupling,  Grease  Gun,  Shafer  Type  Nozzle  . . . . 

Coupling,  Ground  Cooling,  Combat  Type  Aircraft . . 

Coupling,  Hose,  Reattachable  Screw-on . . . . . . . . . . . . 

Coupling,  Hose,  (Half),  Pneumatic,  Universal  Type.... . . . . . 

Coupling,  Hose,  Steam..... . . . . . . . 

Coupling,  Increases,  Offsets,  Cast-iron  Threoded  Drainage . . . .  . . 

Coupling,  Insulated,  Bushing  Shaft,  For  MIL-R-8903  Resistor  (Asg)  . 

Coupling,  Pipe . . . . . . . . . . . 

Coupling,  Pipe  Straight  {150  &  300  Pounds)... . . . . . . . . . . . 

Coupling,  Pipe,  Heat  Recoverable . . . . . . . . . 

Coupling,  Quick  Disconnect,  3  Inch,  For  Construction  Equipment . . . . . 

Coupling,  Quick  Disconnect,  Aviomotic  Shutoff,  General  Specification  For . 

Coupling,  Quick  Disconnect,  2-1/2  Inch  Pressure  Fuel  Servicing  Nozzle  To  Hose... . 

Coupling,  Quick-disconnect,  low-pressure  Air  Connection,  Bulkhead  Fitting  End,  1/4 
Tube  Size  (INACTIVE-28  Dec  1967) 

Coupling,  Reception,  Flight  Pressure  Refueling,  Type  MA-2  . . . . 

Coupling,  Reception  •  Type  MA-2,  Flight-pressure-refueling,  Assembly  Of  (Asg) . 

Coupling,  Regulated,  Aerial  Pressure  Refueling  Type  MA-3 . 

Coupling,  Replenishment,  1-1/2  Inch,  For  Methonol-water  (Details  Of  Servicing 
Nozzle) 

Coupling,  Retainer,  Flexible,  Variable  Cavity,  Threoded  Ferrule  Type  Tube  Ends  • 

May  82 

Coupling,  Rigid  Tube  Connector,  Aluminum  (Jon  81),., . . . . 

Coupling,  Rigid  Tube  Bulkhead  Connector  (81)  . . . 

Coupling,  Rigid  Tube  Connector,  Corrosion  Resistont  Steel  (Jan  81)........ . 

Coupling,  Segmented,  &  Split  Clamps  Reattachable,  2-1/2-,  4-,  6*  &  7-  Inch,  For 
Refueling-at-sea  Hose 

Coupling,  Shaft,  Rigid  . . . . . . . . 

Coupling,  Sleeve  Type,  Wrought  Corbon  Steel  -  30  Jul  82  . . . . . 

Coupling,  Tube-brazing,  Ams  5646 . . . 

Coupling,  Tube,  With  Stop,  Solder-{oint,  Refrigeration  . . . . . 

Coupling,  Type  II,  Swagged  Ferrule  Connecting  Fluid  line.  Flexible  Max  Envelope 
And  Weight 

Coupling,  Type  1,  Roiled  Beod  Connecting  Fluid  line.  Flexible,  Maximum  Envelope 
And  Weight 

Coupling,  Union,  Brazing  . . . . . . . . . . 

Couplings  -  Quick  Disconnect,  Bowes  Type  (Air  Hose  &  Piping) . . . . . . 

Couplings  And  Propulsion  Clutches  For  Novol  Shipboard  Propulsion  Units  And 
Avsi'icry  Turtles 

Couplings  For  Propulsi  Units,  Auxiliary  Turbines  And  line  Shafts  Naval  Shipboard 

Course  Gyroscope  (Fv  Torpedo  Mk  46  Mods  0  And  1 . . . . 

Course  Indicator  ID-250A/ARN  . . . . . . . . . 

Cover . . . . . . . . 

Cover  &  Anchor  light........... . . . . . . . ..< 

Cover  &  Circular  Formation  light  (Inactive) . . . . . . . 

Cover  &  Engine  Accessory  Drive  . . . . . 

Cover  &  Exterior  light  Assembly  . . . . . . . . . 
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Cover  1  Position  Light  (Supersedes  Usaf  Dwg  40A6727)  . . . 

Cover  &  Propeller  Governor  Drive . . . . . . . 

Cover  &  Type  Xi  Engine  Accessory  Drive...... . . . . . . 

Cover  •  Accessory  Drive,  10,000  Be  Round,  Qod... . . 

Cover  *  Accessory  Drive,  8,000  Be  Round,  Qod... . . . 

Cover  *  Accessory  Drive,  5,000  Be  Round,  Qad . . . . . . . . . . 

Cover  And  Cases,  Textile,  Army  Equipment,  General  Specification  For . . 

Cover  And  End  Curtains,  Cargo  Body  (For  Military  Vehicles). . . . . . 

Cover  Assembly,  Electrical,  For  Ms  27212  Terminal  Board  Assembly . 

Cover  Assy,  Terminal  Block  Two  Stud  . . . . . . . . . 

Cover  Bivy,  Extreme  Cold  Weather  Sleeping  System  (Ecwss) . 

Cover  For  Use  With  MS90362  External  Power  Receptacle..... . . . 

Cover  Glass,  Aircraft  Instrument  Dial..... . . . . . . . 

Cover  Glass,  Microscope  Slide . . . . . . . 

Cover  Glass,  Microscope  Slide-hemacytometer. . . . . . 

Cover  Plate  Assembly . . . . . . . . 

Cover  Set,  Multiplex  Equipment . . . . . 

Cover&type  Xii,  Xiv&a,  Xiv&b,  Xiv&e,  Xvii&a  And  Xvii&b  Engine  Accessory  Drive  .... 

Cover&type  Xvi,  Xvii&c,d,e  And  F  Engine  Accessory  Drive . . 

Cover-type  Xiii  Engine  Accessory  Drive  (Inactive  For  Design  26  Oct  1972) . 

Cover,  Accessory  Drive,  5  Inches  (127  Mm)  Be  Round,  Aluminum . 

Cover,  Aircraft  Components,  General  Requirements  For . . . . 

Cover,  Battery,  Storage,  Medium  Duty,  General  Purpose,  Aircraft  . 

Cover,  Bayonet  Scabbard,  Cotton  Duck,  White  (With  leather  Tip) . 

Cover,  Bed  Frame . . . . . 

Cover,  Bedding  (Flame  Resistant), . . . . . . . . . . 

Cover,  Bedding,  Flameproof . . . . . . . . . . 

Cover,  Bedpan . . 

Cover,  Bedpan,  Paper  . . . . . . . . . . 

Cover,  Bedpon,  Poper  . . . . . . . . . . . . 

Cover,  Body  Armor,  Fragmentation  Protective  . . 

Cover,  Coble  Weight,  Rescue  Equipment,  Helicopter . 

Cover,  Canvas  (For  Navol  Ordnance  Equipment) . . . . . 

Cover,  Coated,  Nylon  (For  Navol  Ordnonce  Equipment) . . . 

Cover,  Cotton  Duck,  Mobile  Bakery  Plant  . 

Cover,  Drum&type  Rotating  Beacon,  24&  Inch . . . . . 

Cover,  Electrical  Connector,  Plug,  An  Type  . . . 

Cover,  Electrical  Connector,  Receptacle,  (Closs  l)  . . . 

Cover,  Electricol  Connector,  Receptacle,  An  Type . . . . . . . 

Cover,  Electrical  Connector,  Protective,  Receptacle,  Bayonet  Coupling,  Series  I . . 

Cover,  Electrical  Connector,  Protective,  Receptacle,  Bayonet  Couplings,  Series  li . 

Cover,  Electrical  Connector,  Plug,  Class  L....... . . . . . . . 

Cover,  Field  Pock,  Camouflage,  l&C-l . . . . . . . 

Cover,  Fitted,  Vehicular  Body-top . . . . 

Cover,  Foxhole,  Overheod  Protection . . . . . 

Cover,  Ground  Troops  Parachutists  Helmet  . . . . . . . . 

Cover,  Helmet,  Chemicol  Protective . . . . . . . . . . 

Cover,  Helmet,  Camouflage  . . . . . . . . . . . . 

Cover,  Identification  Tog,  Personnel . . . . . . . 

Cover,  Individual,  Camouflage . . . . . . . . . 

Cover,  Ironing  Board  . . . . . . . 

Cover,  Level  Rod,  Philadelphia,  Canvas  . . . . . . 

Cover,  Light  Transmitting,  For  Aeronautical  lights.  General  Specification  For . 

Cover,  Light,  Navigotiona!  And  Warning,  Aircraft  . . . . . . . 

Cover,  Marine  Hatch,  Hydraulically  Operated,  Quick  Acting,  Self-stowing..... . 

Cover,  Matrcss,  Plastic,, . . . . . . . . . . . 

Cover,  Mattress . . . .  . . . . 

Cover,  Mattress  Pad., . . . . . . . . . . . . . . . 

Cover,  Mattress,  And  Pillow  (Plastic) . . . . . . . . . 

Cover,  Music  Carrying  Pouch,  Embroidered . . . . . . . 

Cover,  Operating  Table,  Plastic,  Disposable.,... . . . . . 

Cover,  Outlet  Valve  (For  05  Outlet  Valve)  . . . . . . . 

Cover,  Pillow  . . . . . . . . . . . . 

Cover,  Pillow,  Plastic . . . . . . . . . . . . . . 

Cover,  Polyethylene,  Pallet,  Cargo  HCU-6/E  And  HCU-12/E  . . . . 

Cover,  Protective,  Airdrop  Hardware  And  Equipment,  General  Specification  For  . 

Cover,  Protective/  Heot  Pad..................... . . . . . . 

Cover,  Protective,  Mine  Dispenser  . . . 

Cover,  Protective,  For  Ports  &  Equipment  . . . . . . 
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GL 

MS-3505 

5935 

AS 

05  Dec 

72 

CR 

AS 

85 

NOTICE  1 

MS-28105C 

9340 

AS 

17  Nov 

72 

GL 

AS 

11 

A-A-51271 

4440 

/MB 

10  Dec 

85 

MD 

MS 

03 

MS-34334A 

4440 

EA 

01  Sep 

88 

EA 

MS 

99 

L 

MS-17970A 

8475 

AS 

27  Apr 

45 

AS 

l 

MIL-C-52819A 

4475 

ME 

13  Dec 

79 

ME 

AN100041 

2995 

82 

8  Jan 

58 

AV 

AS 

99 

REV  2 

AN100044 

REV  2 

2995 

82 

8  Jan 

58 

AS 

99 

AN100039 

REV  2 

2995 

82 

26  Oct 

72 

AV 

AS 

99 

MS-9971 

2995 

AS 

01  Oct 

73 

AS 

11 

MII-C-5778C 

1730 

AS 

22  Jun 

73 

AV 

AS 

L 

MS-90390D 

4140 

AS 

28  Jul 

47 

AS 

L 

MIL-C-17774A  (1) 
NOTICE  1 

8445 

MC 

25  Jun 

87 

MC 

MIL-C-37827 

7210 

DM 

27  Sep 

78 

MD 

MS 

03 

A-A-144 

7210 

t 

16  Jan 

81 

L 

MII-C-29124A 

7210 

NU 

15  Aug 

79 

NU 

A-A-51522 

4530 

/MB 

03  Jul 

84 

MD  MS 

03 

UU-C-400 

4530 

/DM 

05  Apr 

41 

MD  MS 

03 

UU-C-00400A  (1) 

4530 

/DM 

26  Aug 

71 

MD  MS 

03 

MIL-C-44124A 

8470 

GL 

07  Oct 

88 

GL 

NU 

82 

MIL-C-8592/4  (1) 

4240 

AS 

08  Feb 

78 

AS 

99 

L 

MIL-C-14751A 

10GP 

OS 

26  Jun 

43 

OS 

L 

MIL-C-22043 

10GP 

OS 

22  Apr 

40 

OS 

L 

MII-C-2221B 

73GP 

Gl 

23  Oct 

87 

GL 

AN2578 

REV  1 

4210 

82 

15  Feb 

57 

AS 

99 

MS-25042K 

5935 

AS 

28  Dec 

87 

CR 

AS 

85 

MS-90543E 

5935 

EC 

25  Mar 

77 

CR 

EC 

85 

MS-25043K 

5935 

AS 

28  Dec 

87 

CR 

AS 

85 

MS-27502G 

5935 

85 

05  Oct 

84 

CR 

AS 

85 

MS-27511J 

5935 

85 

31  Mar 

88 

CR 

AS 

85 

MS-90544E 

5935 

EC 

25  Mar 

77 

CR 

EC 

85 

MIL-C-43830B 

8445 

GL 

12  Feb 

85 

GL 

NU 

MS-51323C 

NOTICE  1 

2540 

AT 

22  Jul 

88 

AT 

99 

L 

MIL-C-52707D 

4240 

ME 

30  Nov 

83 

ME 

L 

MII-C-44107A  (1) 

8415 

GL 

03  Mar 

89 

GL 

MIL-C-44001A 

8415 

GL 

31  Mar 

87 

GL 

NU 

99 

MIL-C-17502C  (1) 
NOTICE  1 

8415 

MC 

23  Oct 

87 

GL 

MC 

MII-C-14435A 

8445 

GL 

26  Nov 

75 

Gl 

SA 

99 

MIL-C-44358 

8415 

Gl 

09  Nov 

88 

GL 

NU 

99 

A-A-1805A 

7290 

* 

07  Feb 

84 

l 

MIL-C-10320E 

4475 

ME 

02  Oec 

82 

ME 

MII-C-7989B  (2) 

SUPP  1 

4220 

82 

08  Sep 

82 

AV 

AS 

99 

MS -23004 

4220 

82 

28  Jul 

44 

AS 

99 

L 

Mll-C-18831 

2040 

SH 

29  Aug 

55 

SH 

MIL-C-34145B 

7210 

MB 

13  Dec 

88 

MD  MS 

03 

NOTICE  1 

DDD-C-423F 

7210 

/GL 

31  Dec 

88 

GL 

NU 

59 

NOTICE  1 
MIL-C-37734 

7210 

DM 

29  Sep 

77 

MD 

MS 

03 

L-C-1021C 

7210 

% 

30  Apr 

79 

L 

MIL-C-82141  (1) 

7720 

MC 

29  Jan 

73 

MC 

A-A-50870A 

4530 

/MB 

29  Jul 

88 

MD 

MS 

03 

l 

MIL-C-10113C  (1) 

4240 

EA 

18  Jul 

84 

EA 

FED-STO-43A 

7210 

t 

04  Jan 

41 

MIL-C-34I85A 

7210 

DM 

09  Mor 

78 

MD  MS 

03 

l 

MIL-C-83991A 

3990 

84 

11  Nov 

88 

99 

MIL-C-43800A 

1470 

GL 

04  Nov 

83 

GL 

AS 

99 

A-A-51424 

4530 

MB 

22  Aug 

84 

MD 

MS 

03 

l 

MIL-C-44223 

1095 

GL 

05  May 

84 

Gl 

MIL-C-58104A 

8145 

AV 

20  Moy 

83 

AV 

49 
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ALPHABETICAL  LISTING 


TITLE 


Cover,  Protective,  Electrical  Connector  Plug,  8ayonet  Coupling,  Seriej  I . . . 

Cover,  Protective,  Electricol  Connector  Receptacle,  Bayonet  Coupling  For 
MlL-C-26482  Connectors 

Cover,  Protective,  Electric  Connector,  Plug  Push-pull  Coupling  . . . . 

Cover,  Protective,  Electric  Connector,  Receptacle,  Push  Pull  Coupling  . . . 

Cover,  Protective,  Electrical  Connector  Plug,  Bayonet  Coupling  For  M1L-C-26482 
Connectors 

Cover,  Purse,  Women  S  (Officer  S). . . . . . . . . . . . . . . 

Cover,  Receptacle,  Swinging  Door. . . . . . . . . . . 

Cover,  Receptacle,  Swinging  Door  . . . . . . . . . 

Cover,  Reel,  Cotton  Duck . . . . . . . . . . . 

Cover,  Self-sealing,  Fuel  Line,  Aircraft  . . . . . . . . . . . . 

Cover,  Service  Cap,  Man  S,  Water  Repellent  . . . . . . . . . 

Cover,  Service  Cap  (Man  S)  . . . . . . 

Cover,  Service  Cap,  Air  Police,  White  . . . . . . . . . 

Cover,  Surgical  Instrument  Stand  . . . . . . . . . . 

Cover,  Surgical  Instrument  And  Dressing  Cabinet.......... . . . . . . . 

Cover,  Surgical  Instrument  Stand,  Bag  Type . . . . . . . . 

Cover,  Surgical  Instrument  And  Dressing  Tray . . . 

Cover,  Terminol  Board,  5  Stud  (Asg) . . . . . . . . . . 

Cover,  Terminol  Board,  6  Stud  (Asg) . . . 

Cover,  Terminol  Block..., . . . . . . . . . 

Cover,  Toilet  Seat  . . . . . . . . . . . . . . 

Cover,  Toilet  Seat,  Paper... . . . . . . . . . . . 

Cover,  Top  And  Bottom  Fuselage  Lights . . . . . 

Cover,  Toxicological  Agents  Protective  Gos  Mask  Hood,  Cooling  . . . . 

Cover,  Typewriter.... . . . . . . . . . . 

Cover,  Voicemitter-outiet  Valve,  C13  . . . . . . . . . . 

Cover,  Voicemitter  Outlet  Valve,  C13R1  . . . . . . . 

Cover,  Voicemitter-outiet  Valve,  C13  (Uso  In  Lieu  Of  MIL-C-50072B)  . . 

Cover,  Water  Canteen,  Insulated,  Cotton  Ouck  . . . . . . 

Cover,  Water  Canteen,  2  Quart,  Collapsible  (With  Pile  Lining) . . . . . 

Cover,  Water  Canteen,  LC-2  . . . 

Cover,  Waterproof,  Multi  Purpose . . . . . 

Cover,  X-ray  Cassette . . . 

Cover.chemicol  Protec  Tive,  Patient  Wrap . . . 

Coverolis,  Flame  Resistant  (Cotton  FRT) . . . . . . . 

Coveroll/stowage  Bag  Assembly,  Flyer’s,  Anti-exposure  Quick  Donn  G,  CWU-GO/P.. 

Coverall,  Flying,  Anti-exposure,  Quick  Donning  CWU-16/P . 

Coverall,  Flying,  Anti-exposure  CWU-21/P . . . . . 

Coverall,  Mechanic  S,  Cold  Weather . . . . 

Coveroll,  Microwave  Radiation  Protective  . . . . . . . 

Coverall,  Safety,  Industrial . . . 

Coverall's,  Flyers,  Summer,  Fire-resistant,  Blue  CWU-73/P . . . . . . . . 

Coveralls  Diver  S  (MK-12) . . . . . . 

Coveralls,  Anti  Exposure. . . . . . . . . . 

Coverolis,  Arc  Preventive  . . . . . . . . 

Coverolis,  Catapult,  Crewmen  S . . . . . . . 

Coverolis,  Combat  Vehicle  Crewmen  S. . . . . . . . 

Coveralls,  Disposoble,_General  Purpose . . . . . . . 

Coverolis,  Disposable,  General  Purpose . . . 

Coveralls,  Disposable . . . . . . . 

Coverolis,  Explosive  Handlers . . . . . . . . . . . 

Coveralls,  Explosive  Handlers  (Women  S)  . . . . . . . . 

Coverolis,  Firemen  S,  Aluminized,  Proximity . . . 

Coverolis,  Flame  Resistant  (Aramid) . . . . . . 

Coverolis,  Flyers,  Anti-exposure,  CWU-62/P..... . . . . . . . 

Coveralls,  Flyers,  Knit,- High  Temperoture  Resistant  Aramid  CWU-48/P . 

Coveralls,  Flyer  S  Summer,  Fire  Resistant . . . . . . . . . 

Coverolis,  Flyers,  CWU-64/P  . . . . . 

Coveralls,  Industrial  Lint  Free  . . . . . . 

Coveralls,  Men  S  CMU-3/P  . . . . . . . . . . . 

Coveralls,  Men's . . . . . . . . . . . 

Coveralls,  Mens,  Cotten,_Sateen . . . . . . . . . . . 

Coverolis,  Radioactive  Contaminants,  Protective . . . . . . . . . . . 

Coverolis,  Rocket  Fuel  Handlers,  CMU-2/P . . . . . . . . . . 

Coveralls,  Rocket  Fuel  Handlers,  Impermeoble,  Limited  Protection  . . . . . 

Coveralls,  Rocket  Fuel  Handler  S,  Impermeoble,  Full  Protection  . . 

Coveralls,  Toxicological  Agents  Protective  M-3  . . . . . . . . 

Covered  Storage  . . . . . . . . 

Covering,  Floor,  Military  Aircraft,  Generol  Specification  For . . . 

Covers,  Automobile  Distinguishing  Plate,  Commandant  And  General  Officer's 
(USMC) 

Covers,  Brocket  Table,  Dental  (Paper) . . . 

Covers,  Dental  Bracket  Table,  Poper  . . . . . . . 

Cowpting,  Grease  Gun,  Flush  Type  Nozzle . . . . . . . . 

Crcbupples,  Spiced,  Canned . . . . . . . 

Crabopples,  Spiced,  Conned............................ . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-27501F 

5935 

85 

31  Mor 

88 

CR 

AS 

85 

NOTICE  > 

MS-3I81F 

5935 

CR 

08  Jol 

80 

CR 

AS 

85 

NOTICE  1 

MS-3182D 

5935 

AS 

2)  Jul 

71 

CR 

AS 

85 

MS-3I83E 

5935 

AS 

21  Jul 

71 

CR 

AS 

85 

MS-3I80F 

5935 

CR 

08  Jul 

80 

CR 

AS 

85 

NOTICE  1 

L 

Mll-C-8211)  (1) 

84)0 

MC 

23  Ocl 

87 

MC 

NOTICE  1 

RR-C-625C  (1) 

7240 

* 

29  Nov 

71 

A-A-675 

7240 

t 

28  Jul 

82 

L 

M1L-C.52786A 

8130 

ME 

14  Feb 

80 

ME 

MIL-C-83291B 

4720 

82 

28  Feb 

78 

AS 

99 

L 

MIL-C-381828 

8405 

11 

12  Mor 

84 

11 

l 

MIL-C-17620E 

8405 

NU 

02  Sep 

81 

NU 

L 

MIL-C-26804B  (3) 

8405 

11 

27  Mor 

87 

11 

NOTICE  1 

A-A-51424A 

4530 

/MB 

28  Nov 

86 

MD 

MS 

03 

Mll-C-37722 

4530 

DM 

27  Apr 

78 

MD 

MS 

03 

MIL-C-36398 

4530 

DM 

25  Feb 

65 

MD 

MS 

03 

MIL-C-37732 

4530 

DM 

22  Sep 

77 

MD 

MS 

03 

MS-25079E 

5940 

AS 

31  Mar 

67 

ME 

AS 

85 

MS-25075E 

5940 

AS 

31  Mor 

67 

ME 

AS 

85 

MS-251328 

5940 

85 

22  Aug 

60 

AS 

85 

NOTICE  1 

UU.C-1229 

8540 

•/. 

11  Mo> 

72 

A-A-1220 

8540 

t 

04  Apr 

81 

L 

MS-252I6A 

4220 

82 

31  Jul 

85 

99 

MIL-C-12226G 

8415 

NU 

23  Dec 

87 

NU 

99 

A-A-1811 

7430 

t 

17  Apr 

81 

MIL-C-50072B 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

L 

MIL-C-51280B 

4240 

EA 

06  Jun 

77 

EA 

L 

MIL-C-0050072C 

4240 

EA 

19  Jul 

67 

EA 

MII-C-40131C 

8445 

Gl 

15  Ssp 

86 

GL 

SA 

99 

MIL-C-43689C 

8445 

Gl 

31  Mor 

$7 

GL 

NU 

M1L-C-43742B 

8445 

GL 

03  Mor 

81 

Gl 

NU 

MII-C-1997C 

8445 

GL 

11  Apr 

83 

el 

MU 

A-A-51075B 

4525 

MB 

26  Feb 

88 

MD  MS  03 

MIL-C-44313 

8415 

Gl 

30  Jun 

88 

L 

Mll-C-24945 

84)5 

NU 

15  Jun 

88 

NU 

MIL-C-85763 

8475 

AS 

20  Ocl 

87 

MIL-C-38483A  (1) 

8475 

82 

19  Jul 

70 

Gl 

AS 

99 

L 

MIL-C-83195A 

8475 

11 

02  Apr 

86 

AS 

11 

NOTICE  1 

L 

MII-C-41833D 

8415 

GL 

08  Feb 

85 

Gl 

MIL-C-82296B  (1) 

8415 

NU 

15  Mor 

84 

NU 

99 

MII-C-43570A 

8415 

Gl 

18  Jun 

85 

Gl 

L 

Mil-085700 

8475 

AS 

27  Mor 

87 

AS 

L 

MIL-C-87032B 

4220 

SH 

18  Apr 

86 

SH 

L 

MII-C-29109B 

8415 

NU 

28  Jun 

88 

NU 

MIL-C-32297B 

8415 

NU 

12  Dec 

80 

NU 

99 

L 

MII-C-21850C 

8415 

NU 

13  Dec 

79 

NU 

MIL-C-44077B 

8415 

Gl 

03  Nov 

88 

Gl 

NU 

A-A-50358A 

8415 

/NU 

26  Jon 

83 

NU 

L 

MII-C-29133A 

8415 

NU 

23  Ocl 

80 

NU 

l 

M11-C-87069A 

8415 

NU 

12  Nov 

85 

NU 

MII-C-14410G 

8415 

Gl 

17  Ocl 

88 

Gl 

NU 

99 

MIL-C-29111B 

8415 

NU 

21  Jan 

80 

Gl 

NU 

l 

MIL-082284C  (J) 

8415 

NU 

06  Mor 

84 

NU 

L 

MIL-C-87093B 

84)5 

NU 

29  Jun 

88 

NU 

L 

MII-C-85433A 

8475 

AS 

31  Dec 

86 

AS 

Mll-085078 

8415 

AS 

14  Jun 

78 

Gl 

AS 

45 

MIL-C-8314IA  (3) 

8415 

82 

31  Jul 

79 

Gl 

AS 

99 

Mll-087230 

8415 

11 

20  Sep 

85 

NU 

11 

MII-C-43339D 

8415 

GL 

07  Nov 

88 

Gl 

NU 

99 

MII-C-27845C 

8405 

82 

05  Dec 

77 

Gl 

99 

L 

M11-C-87000B 

8405 

NU 

27  Ocl 

87 

NU 

99 

L 

MH-C-2202G 

8405 

NU 

02  Dec 

81 

Gl 

NU 

99 

M1L-C-G2243D 

0415 

NU 

17  Feb 

83 

NU 

99 

L 

MII-C-27413A  (1) 

8415 

82 

18  Moy 

71 

99 

MII-C-43082E 

8415 

Gl 

31  Dec 

84 

Gl 

NU 

99 

MIL-C-43043E 

8415 

Gl 

30  Jun 

86 

Gl 

NU 

99 

Mll-C-21811 

8415 

Gl 

14  Dec 

87 

GL 

NU 

99 

L 

Mll-HDBK  1032/2 

M1SC 

YD 

30  Sep 

87 

YD 

MII-C-38747A 

1680 

82 

21  Jun 

87 

AR 

AS 

99 

L 

MIL-C-21082A  (1) 

8340 

MC 

25  Jun 

87 

MC 

NOTICE  1 

UU-C-411C 

6520 

/DM 

23  Jun 

76 

MD 

i  MS 

03 

A-A-50841 

6520 

•MB 

26  Jon 

83 

MD 

i  MS 

03 

MS-24205B 

4930 

ME 

21  Apr 

77 

ME 

YD 

99 

Z-C-1845 

8915 

-Gl 

12  Mor 

74 

GL 

SA 

50 

A-A-20157 

8915 

« 

18  Jun 

87 

Gl 

SA 

50 

236 


ALPHABETICAL  LISTING 


TITLE 

Cracker,  For  Meal,  Ready  To  Eat . . . . . . . 

Crackers  &  Cookies  . . . . . . . . 

Crackers  And  Cookies  . . . . . . . . . . 

Cradle,  Aircroft&mUsile  Components  MMU&1-E . . . . . . . 

Cradle,  Boat,  Steel . . . . . . . 

Cradle,  Bomb  Handling  MHU*27A/E  . . . . . . . . . . 

Cradle,  Bomb  Handling  MHU&19-E  . . . . . . . . 

Cradle,  Hospital  Bed  Clothing  . . . 

Cradle,  Hospital  Bed  Clothing  . . . . . . . . 

Cradle,  Ponton  Boat,  Half  Section,  Aluminum  Hull . . 

Cradle,  Weapon,  Shipping  And  Storage,  Mk  12,  Mk  13,  Mk  14,  Mk  15,  Mk  16 
And  Mk  18 

Cradle,  27  Foot  Bridge  Erection  Boat . . . . . 

Cradles,  Air  Launched  Weapons. . . . . . . 

Crampons,  Hinged . . . . . . . . . . . 

Cranberry  Juice  Cocktail  . . . . . . . . . . . . . . . 

Crane  Shovel,  Crawler  Mounted,  12  1/2  Ton  At  12  Foot  Radius,  3/4  Cubic  Yard, 
Diesel  Engine  Driven,  For  Military  Operations 
Crane  Shovel,  Crawler  Mounted,  40  Ton  At  12  Foot  Radius,  2  Cubic  Yard,  Diesel 
Engine  Driven 

Crane,  Container  Handling,  Air  Transportable  . . . . . . 

Crane,  Crawler  Mounted,  60  Ton  At  25  Foot  Rodius,  Diesel  Engine  Driven . . 

Crane,  Crawler  Mounted,  Commercial,  Ded  . . . . . . . 

Crane,  Electro  Hydraulic  &  Diesel  Hydraulic  Shipboard  . . 

Crane,  Electro-mechanical,  Shipboard . . . . . . . 

Crone,  Engine  Or  Turret,  Portable,  5000  Lb  Capacity,  Type  J&1B... . . . 

Crane,  Floor,  Portable  . . . . . . . 

Crane,  Floor,  Portable  . . . . . . 

Crone,  Hydraulic,  Truck  Mounted,  A/S32A-16  16,500  Pound  Crane  Copacity,  6X4, 
DED 

Crane,  Hydraulic,  Mobile,  Diesel  Engine  Driven,  Rubber  Tires . . . 

Crane,  Hydraulic,  Truck  Mounted . . . . 

Crane,  Hydraulic,  Full  Revolving,  Wheel  Mounted,  4X4,  DED  . 

Crone,  Materia!  Handling . . . . . . . . . 

Crane,  Multi-purpose,  Railway,  On/off  Trock,  12.000  Pounds  Copacity . 

Crone,  Overhead  Traveling,  Electric  Powered,  25*TON  Copacity  Or  Less . 

Crone,  Overhead  Traveling,  Electric,  5  Ton  Capacity,  And  Runway  Conductor 
System  Components 

Crare,  Overhead  Traveling,  Underhung,  Electric  Powered  . . . . 

Crono,  Railway,  Diesel  Electric  40  Ton  Copacity,  (55  1/2  Inch  Goge) . 

Crane,  Truck  Mounted,  Hydraulic,  25  Ton  Commercial  Construction  Equipment  (CCE) 

Crane,  Truck  Mounted,  Container  Handling . . . 

Crane,  Truck  Mounted,  Hydraulic . . . . . . . . . 

Crone,  Wheel  Mounted,  Hydraulic,  Rough  Terrain,  30  Ton  Copacity,  Full  Revolving, 

4  By  4,  Ded 

Crane,  Wheel  Mounted,  Hydraulic,  Light,  7-1/2  Ton  . . . . . . 

Crane:  High-speed,  High  Mobility . . . . . . . 

Crones  And  Crone-shovels,  Truck,  Crawler,  And  Wheel  Mounted,  Full  Revolving,  And 
Their  Attachments,  Packaging  Of 

Cranes,  Jib,  With  Accessories  . . . . . . 

Cranes,  Truck  Mounted,  Two-engine  Driven,  lattice  Type  Boom,dED . . 

Cronk  Assembly . . . . . . . . . . . . . . . . . . 

Crate,  Pallet,  Ammunition.... . . . . . . 

Crote,  Slotted  Angle,  Steel  Or  Aluminum,  For  lightweight  Airframe  Components 
And  Bulky  Items  (For  Maximum  Loods  Of  3000  Pounds) 

Crate,  Underwater  Mine  Mk  56  Mod  0  General  Specification  For. . . . 

Crate,  Wood,  Lumber  And  Plywood  Sheathed,  Nailed  And  Bolted  . . 

Crate,  Wood,  Open  &  Covered . . . . . 

Crate,  Wood,  Open,  12,000  And  16,000  Pound  Capacity . . . . 

Crates,  Shipping,  Wood,  Open,  Wirebound........... . . . . . . . 

Crotes,  Wpod,  For  Domestic  And  Overseas  Shipment  Of  Airframe  Components 
(2,000  Pound  Maximum  Net  load) 

Crayon  Assortment,  Marking,  Colored  . . . . . . . . . . 

Crayon  Assortment,  Drawing, „ Colored . . . . . 

Cra/on,  Marking  . . .  . . . . . . . . . . . 

Crayon,  Marking  . . . . . . . . . . . . . . 

Crayon,  Morking  (Lumber)  . . . . . . 

Crayon,  Marking,  lumber........,.,.,.,,,...., . . . . . . . . . 

Cream  Substitute,  Dry,  Non  Dairy  . . . . . . . . 

Cream,  Shaving  And  Soap,  Shoving...,.,,,......., . . . . . 

Cream,  Sour,  (Cultured  Or  Acidified). . . . . . . 

Creamer,  Non-dairy,  For  Reconstitution  . . . . 

Creamer,  Non-dairy,  Dry  ............................................. . . . . . . . . 

Credenza  (Steel,  Contemporary  Style) . . . . . . . . . 

Credenzas,  Office  (Traditional  Style). . . . . . . . . . . 

Creeper,  Mechanics  (Automotive).... . . . . . 

Creepers,  Ice  . . . . . . . . . . 

Creosote  &  Creosote  Solutions,  Standard  For  10  Dec  87  . . . . . 
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NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-44112B 

8920 

GL 

16  Dec 

87 

GL 

SA 

50 

A-A-20160 

•8920 

t 

01  Dec 

87 

EE'C-451  J 

8920 

/Gl 

01  Mar 

73 

GL 

SA 

50 

INT  AMD  3  (Gl) 

l 

MIL-C-26237C 

1730 

82 

10  May 

83 

99 

L 

MIL-C-14500C 

2090 

ME 

28  Jan 

85 

ME 

l 

MIL-C-27022A 

1190 

79 

02  Feb 

87 

79 

NOTICE  3 

L 

MIL-C-27001A 

1190 

79 

26  Jan 

88 

79 

NOTICE  1 

RR-C-633A 

6530 

/DM 

11  Aug 

61 

MD 

MS 

03 

RR-C-00633B 

6530 

/DM 

28  Mar 

68 

MD 

MS 

03 

L 

MIL-C-52093C 

5420 

ME 

17  May 

83 

ME 

L 

MIL-C-81585 

8140 

AS 

31  Oct 

69 

AS 

L 

MIL-C-S2774A  (2) 

5420 

ME 

13  Jul 

77 

ME 

l 

MIL-C-81313  (1) 

1740 

AS 

01  Jun 

87 

AS 

AA-50117 

8465 

GL 

13  Apr 

87 

GL 

NU 

99 

Z-C-1651  (1) 

8915 

•GL 

10  Oct 

74 

GL 

SA 

50 

L 

MIL-C-52640A 

3810 

ME 

20  Jun 

73 

ME 

L 

MIL-C-52648C 

3810 

ME 

30  Nov 

81 

ME 

l 

MIL-C-29244 

3810 

YD 

17  Nov 

85 

YD 

l 

MIL-C-52326B 

3810 

ME 

04  Apr 

74 

ME 

MIL-C-15467F 

3810 

YD 

14  Nav 

83 

YD 

99 

l 

MIL-C-17933C  (1) 

•3950 

SH 

18  Jan 

84 

SH 

L 

MIL-C-17949B  (1) 

•3950 

SH 

18  Jan 

84 

SH 

MIL-C-6497C 

3950 

84 

08  Jul 

82 

99 

A-A-50797 

3950 

/84 

16  Apr 

82 

YD 

99 

MIL-C-455IE 

3950 

84 

03  Feb 

71 

YD 

99 

i_ 

MIL-C-2771BD 

3810 

84 

06  Aug 

84 

99 

MIL-C-3998D 

3950 

SA 

16  Feb 

88 

ME 

SA 

99 

l 

MIL-C-2B564B 

3810 

YD 

19  Apr 

84 

YD 

l 

MIL-C-28614C 

3810 

YD 

29  No. 

85 

YD 

L 

M1L-C-62135A  (1) 

3950 

AT 

29  No. 

82 

AT 

L 

MIL-C-5305BA  (1) 

2230 

ME 

06  Jul 

87 

ME 

L 

MII-C-28613A  (3) 

3950 

YD 

17  Dec 

86 

YD 

MIL-C-16536C 

3950 

YD 

31  Oct 

83 

ME 

YD 

99 

l 

MII-C.2B546A  (2) 

3950 

YD 

17  Dec 

86 

YD 

MIL-C.16915D 

2230 

YD 

25  May 

85 

ME 

YD 

84 

L 

Mll-C-52911 

3810 

ME 

27  Sep 

76 

ME 

L 

Mll-C-52967 

3950 

ME 

29  May 

79 

ME 

l 

MIL-C-52989 

3950 

ME 

23  Feb 

81 

ME 

l 

Mll-C-29352  (2) 

3810 

MC 

31  Dec 

74 

MC 

l 

Mll-C-52974 

3810 

ME 

29  Sep 

83 

ME 

l 

Mll-C-29425 

3810 

MC 

21  No. 

86 

MC 

MIL-C-3580D 

3810 

ME 

23  Sep 

75 

ME 

YD 

99 

L 

MIL-C-820I7B 

3950 

YD 

13  Jul 

84 

YD 

MIL-C-22972E 

3810 

YD 

30  Oct 

87 

YD 

99 

l 

MIL-C-48203 

1190 

AR 

07  Mar 

86 

AR 

NOTICE  1 

l 

MIL-C-21215A  (1) 

8140 

OS 

22  No. 

78 

OS 

MIL-C-9B97B  (1) 

8145 

69 

17  Jun 

76 

GL 

SA 

69 

L 

MILC-82541S 

8140 

OS 

30  Sep 

88 

OS 

NOTICE  1 

MIL-C-104B  (1) 

8115 

ME 

18  Aug 

82 

ME 

SA 

69 

Mll-C-52950  (1) 

8115 

ME 

19  Jun 

79 

ME 

SA 

69 

MIL-C-3774A 

8115 

ME 

21  Sep 

62 

ME 

SA 

69 

MIL-C-11133D  (1) 

8115 

GL 

10  Sep 

85 

GL 

SA 

69 

l 

MIL-C-25731A  (1) 

8115 

69 

24  May 

74 

69 

A-A-2360 

7510 

t 

22  Jul 

85 

SS-C-635B 

7510 

% 

07  Dec 

66 

SS  C661A 

7510 

% 

1!  Jc.n 

74 

A-A-2359 

7510 

t 

22  Jul 

85 

A-A-72 

7510 

t 

30  Apr 

81 

SSC-646B  (2) 

7510 

V. 

31  Oct 

63 

MIL-C-43338E 

8940 

GL 

19  Dec 

79 

GL 

SA 

50 

FFF-C-64ID 

8520 

•/. 

17  Apr 

75 

C-C-678D 

8910 

•GL 

21  No. 

77 

GL 

SA 

50 

A-A-20049A 

8940 

•GL 

22  Jun 

84 

GL 

SA 

50 

A-A-20043 

8940 

/GL 

16  Aug 

82 

GL 

SA 

50 

A-A-2015A 

7110 

t 

15  Mor 

84 

A-A-208IA 

7110 

t 

15  Mar 

84 

KKK-C-650E  (1) 

4910 

/Al 

09  Jon 

86 

AL 

YD 

MIL-C-1476G 

8465 

GL 

24  Aug 

88 

Gl 

99 

AWPA  P2-85 

8030 

MR 

10  Dec 

87 

MR 

99 
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ALPHABETICAL  LISTING 


TITLE 

Creosote  8.  Oil-type  Preservotives, standard  Methods  For  Analysis  9  Dec  87 . . . . 

Creosote  Or  Creosote-cool  Tor  Solution  From  Freshly  Treated  Piles,  Poles,  Or 
Timber  (Squeeze  Method)  Qualitative  Recovery  Of  *  1967 
Creosote-coal  Tor  Solution  (Up  To  50%  Tor)  &coal  Tar  (Coke  Oven  Tor)  Volume  & 
Specific  Gravity  Correction  Tables  For  CREOSOTE10DEC87 

Creosote-coal  Tar  Solution  -  28  Dec  1984  . . . . . . . . . 

Creosote-pentachcorophenol  Wood  Preservative  Solution,  Standard  For  -  1970  ........ 

Creosote,  Petroleum  Oil  For  Blending  With,  Standard  For  10  Dec  87 . . . 

Creosote,  Technical  (Wood  Preservative) . . . . 

Cresote-petroleum  Solutions,  Standard  Volume  Correction  Toble  For  -  1951 . . . 

Cresyl  c  Acid,  Technical  . . . . . . . . . . . . 

Crimp  Tool,  Terminal,  Hand,  Wire  Termination  For  Size  12  Shielded  Contacts 
(Outer  Contact) 

Crimp  Tool,  Terminal,  Hand,  Wire  Termination  For  Size  12  Shielded  Contacts 
(Shielded  Crimp  Sleeve) 

Crimper,  Blasting  Cap,  M2,  Plier  Type,  W/fuse  Cutter  . . . . . . . . 

Crimping  &  Beading  Mochine,  Sheet  Metal,  Rotary,  Manually  Operated, . 

Crimping  Outpfit,  Hdraulic,  Voicemitfer  Outlet  Valve  Assembly,  Mi. . . . 

Crimping  Tool,  Contact,  Electric,  Hand  For  Shielded  Outer  Contacts . . . . 

Crimping  Tool,  Terminal,  Hydraulic  Operated,  Wire  Size  8  Thru  4/0  . 

Crimping  Tool,  Terminal,  Hand,  Wire  Termination,  Large  For  Coxiol,  Shielded 
Contacts  And  Feirules,  Terminal  Lugs,  Splices  And  End  Caps 
Crimping  Tool,  Terminal,  Hand,  Wire  Termination,  Large  For  Cooxiol,  Shielded 
Contacts  And  Ferrules,  Terminal  Lugs,  Splices  And  End  Caps 
Crimping  Tool,  Terminal,  Hand,  Wire  Termination  For  Size  16  Shielded  Contacts 
(Outer  Contact) 

Crimping  Tool,  Terminal,  Hand,  For  Shielded  Size  12  Outer  Contacts . . 

Crimping  Tool,  Terminal  And  Connector  Contact,  Hydraulic  Operated.. . . 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Connectors,  Electrical,  Flat 
Cable  (Type  2) 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination,  For  Crimp  Type  Removoble 
Contocts  For  MIL-C-28840  Connectors 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination,  Large  For  Coaxial,  Shielded 
Contacts  And  Ferrules,  Terminal  Lungs,  Splices  &  End  Caps 
Crimping  Tools,  Terminal,  Hand  Or  Power  Actuated,  Wire  Termination,  And  Tool 
Kits  General 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Wire  Barrel  Sizes  12  Through 
20 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Wire  Barrel  Sizes  20  Through 
28 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination;  In-  Service  Inspection  Gages  For 
MIL-C-22520/34  Crimp  fools 

Crimping  Tools,  Terminal,  Hand  (Compression  Tool)  Wire  Termination  Type  I,  For 
Semirigid  Coaxial  Coble  (Category  F  Connectors) 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination,  In-service  Inspection  Gages  For .. 
Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Wire  Barrel  Sizes  16,  20  And 
22 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Size  16  Shielded  Contacts 
(Shield  Crimp  Sleeve) 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination  For  Contacts  Of  MIL-C-28731 
Electric  Connectors 

Crimping  Tools,  Terminal,  Hond,  Wire  Termination  In-service  Inspection  Gage  For 
MIL-C-22520/17  Crimping  Tool 

Crimping  Tools,  Terminal,  Hand,  Wire  Termination,  In-service  Inspection  Goges . 

Crimping  Tools,  Terminal,  Hand  Or  Power  Actuated,  Wire  Termination,  Pneumatic 
Tool  For  Wire  Barrel  Sizes  0000  Through  8 
Crimping  Tools,  Terminol,  Hond  Or  Power  Actuated,  Wire  Termination.  Tool,  For 
lug  Terminol  And  Externol  Power  Plug  Socket  Contacts,  Size  22*10 
Crimping  Tools,  Terminol,  Hand  Or  Power  Actuated,  Wire  Termination,  Pneumotlc 
Tool  For  Wire  Barrel  Sizes  20  Through  28 
Crimping  Tools,  Terminal,  Hand  Or  Power  Actuated,  Wire  Termination,  Pneumatic 
Tool  For  Wire  8orrel  Sizes  12  Through  20 
Crimping  Tools,  Terminol,  Hand  Or  Power  Actuated,  Wire  Termination,  Accessory 
Hardwore  For  Mll-C-22520/28  And  Mll-C-22520/29  Tools 
Criteria  &  Test  Procedure  For  Ordnance  Exposed  To  An  Aircraft  Fule  Fire . 

Criteria  For  A  Nato  Combat  Helmet  (Release  To  Other  Thon  Dod  Agencies  Must  Be 
Appr0*ed  By  Hq  Durcom  (Ofclrd) 

Criteria  For  High  Quality/high  Reliability  Soldering  Technology  . . . . 

Criteria  For  Maximum  Elevation  Figure  For  Aeronautical  Charts  Ced  2)  Other  Than 
Dod  Refer  To  Hq  Usof/xoxx-iso  Wash,  Dc  20330-5058 

Criteria  For  Pressure  Fuelling  Of  Aircraft  (Corrigendum  Otd  18  Nov  82)..... . . . . 

Criteria  For  Preparation  Of  Gear  And  Spline  Engineering  Drawings . . . . 

Criteria  For  Reporting  The  Nature  Of  Clothing  Materials  On  Assemblies  Subjected 
To  Physical  &  Operational  Testing  (Req  For  Issue  Must  Be  Sent  Via  HQ 
USRF/XOXX  (ISO)  Wash,  DC  20330-5058 
Criteria  For  Selection  &  Marking  For  Fixed  Wing  Aircroft  (Change  3  Did  2*12-86) 
(Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c. 
20360) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AWPA  A 1-80 

8030 

MR 

09  Dec 

87 

MR 

99 

AWPA  A8-67 

8030 

MR 

09  Dec 

87 

MR 

99 

AWPA  Fl-51 

8030 

MR 

10  Dec 

87 

MR 

99 

ASTM  D391-84 

8030 

YD 

23  Jan 

86 

ME 

YD 

68 

AWPA  PI  170 

8030 

MR 

10  Dec 

87 

MR 

99 

AWPA  P4-86 

8030 

MR 

10  Dec 

87 

MR 

99 

A-A-1893 

6810 

•GS 

23  Apr 

82 

AWPA  F4-51 

8030 

MR 

10  Dec 

87 

MR 

99 

MIL-C-13246B 

6810 

EA 

17  Oct 

73 

EA 

AS 

68 

MIL-C-22520/21 

5120 

AS 

19  Mar 

76 

CR 

AS 

85 

MIL-C-22520/22 

5120 

AS 

19  Mar 

76 

CR 

AS 

85 

MII-C-43438D 

NOTICE  1 

5120 

OS 

13  Oct 

87 

GL 

OS 

99 

A-A-51164 

3441 

IP 

04  Nov 

86 

Al 

99  IP 

MIL-C-51404A 

5180 

EA 

11  Jul 

78 

EA 

99 

Q 

MIL-C-22520/4A 

5120 

AS 

19  Mar 

76 

AR 

AS 

85 

MS-25441C 

5130 

AS 

15  Apr 

64 

EL 

AS 

11 

Q 

MIL-C-22520/5E 

5120 

AS 

15  May 

87 

CR 

AS 

85 

l 

MIL-C-22520/10D 

5120 

AS 

18  Jun 

86 

CR 

AS 

85 

INT  AMD  (1) 
Mll-C-22520/19 

5120 

AS 

19  Mar 

76 

CR 

AS 

85 

Mll-C-22520/31 

5120 

AS 

28  Nov 

80 

CR 

AS 

85 

MII-C-22909B 

SUPP  1 

5130 

AS 

04  Dec 

72 

CR 

AS 

11 

l 

Mll-C-22520/32 

5120 

85 

05  Oct 

84 

85 

L 

MIL-C-22520/34B 

5120 

EC 

06  Mor 

87 

EC 

MIL-C-0022520/5 

5120 

85 

15  May 

87 

Q 

MIL-C-22520A 

5120 

AS 

09  Aug 

85 

CR 

AS 

83 

MIL-C-22520/1C  (2) 

5120 

AS 

06  Jul 

81 

CR 

AS 

85 

Q 

MII-C-22520/2C  (1) 

5)20 

AS 

28  Nov 

80 

CR 

AS 

85 

l 

MII-C-22520/35C 

5220 

EC 

06  Mor 

87 

EC 

l 

MII-C-22520/36A  (1) 

5120 

85 

20  Sep 

87 

CR 

AS 

85 

Ql 

MII-C-22520/6B 

5220 

AS 

06  Feb 

81 

AS 

Q 

MII-C-22520/7B 

5120 

AS 

19  Mor 

76 

CR 

AS 

85 

Mll-C-22520/20 

5120 

AS 

19  Mor 

76 

CR 

AS 

85 

l 

MII-C-22520/17A 

5120 

AS 

19  Mor 

76 

AS 

l 

MII-C-22520/18A 

5220 

AS 

19  Mor 

76 

AS 

Q 

MII-C-22520/3D 

5220 

AS 

06  Feb 

81 

CR 

AS 

85 

MIL-C-22520/23 

5130 

AS 

C2  Jan 

79 

CR 

AS 

85 

l 

MII-C-22520A/24A 

5120 

AS 

09  Aug 

85 

AS 

Mll-C-22520/28 

5130 

AS 

10  Nov 

77 

CR 

AS 

85 

Mll-C-22520/29 

5130 

AS 

10  Nov 

77 

CR 

AS 

85 

Mll-C-22520/30 

5130 

AS 

10  Nov 

77 

El 

AS 

85 

l 

MII-STD-1648A 

NOTICE  1 

SAFT 

AS 

10  Mar 

83 

AS 

NAT-STD-2902  (1) 

I5DA 

AM 

28  Apr 

81 

DOD-STD-2000/3A 

SOLD 

AS 

30  Apr 

87 

Ml 

AS 

10  NS 

NAT-STD-3591  (12) 
DI5T  ST  MT  C 

ISDF 

06 

30  Nov 

88 

NAT-STD-3681  (6) 

ISDF 

06 

10  Sep 

86 

MIL-HDBK  400 

3020 

AT 

04  Jun 

85 

AT 

99 

NOTICE  1 
AIR-STO-61/8A 

ISDF 

06 

06  Jul 

86 

AIR-STD-44/37B 

ISDF 

06 

01  Feb 

83 

238 


ALPHABETICAL  LISTING 


TITLE 

Criteria  For  Selection  &  Marking  Of  landing  Zones  For  Fixed  Wing  Transport 
Aircraft  (Edition  No.  3) 

Criteria  For  The  Preparation  Of  Instruments  Approach  &  Departure  Procedures* 
APATC-1  (Ed.  No.  2)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Apor  Of  CNM,  NAT 
09821,  Wash,  D.c.  20360) 

Criteria  For  The  Design  Of  Equip  Required  To  Be  Air  Transported  Orairdropped 
From  Fixed  Wing  Rotary  Wing  Transport  Aircraft  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Approval  Of  CNM,  MAT  09B21  Wash  D.c.  20360)  (Chg  1  -  12  Feb  1986) 
Criteria  Temperature  And  Altitude  Range  Self  Cooled  Electric  Equipment  .................. 

Criteria-temperature  And  Altitude  Range  Blast  Cooled  Electric  Equipment . . . 

Criteria,  Jet  Electrical  Storting  System,  Dc. . . . . . . 

Cromolyn  Sodium  Capsules  . . . . . 

Cromolyn  Sodium  Nasal  Solution,  USP  . . . . . 

Cromolyn  Sodium  Inhalation  Aerosol,  Oral. . . . . . . . . 

Cromolyn  Sodium  Ophthalmic  Solution,  USP  . . . . . . 

Cross  Chain  (Dual  And  Single  Tire) . . . . 

Cross  Servicing  Information  To  Be  Carried  In  Aircraft  (Ch  3  10  Sept  86)  Request 
For  Issue  Other  Than  OOD  Must’be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash,  DC 
20330-5058 

Cross  Servicing  Of  Helicopters  Engaged  In  land  Operations  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Cross  Servicing  Of  Helicopters  Engaged  In  land  Operations  (Edition  No.  1)  . . 

Cross-crucifix,  Metal......... . . . . . . . . . . . 

Cross-servicing  Adaptors  With  Amd  2  Chg  1  10SEP  86  Request  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via:  HQ  USAF/XOXX  (ISO)  Wash  Dc 
Cross,  Flared  Tube  (Use  Ms  24403) . . . . . . . . . . 

Cross,  Flareless  Tube  . . . . . . . . . . . . 

Cross,  Pipe  (Inactive  For  Design  Except  For  Use  On  Oxygen  Systems  &  Ground 
Service  Equipment) 

Cross,  Reducer,  Flareless  Tube  2  Feb  87  . . . . . . . . . 

Cross,  Tube,  Ffareless  Type,  Hydraulic  . . . . 

Cross,  Tube,  Internal  Thread . . . . . . . 

Cross,  Tube,  Precision  Type . . . . . . . 

Cross,  Tube,  37  Degrees  Flared . . . . . . . . 

Crossorm,  Wood  . . . . . . . . . . . . . 

Crotamiton  Cream,  NF . . . . . . . . 

Crowfoot  Attachment,  Socket  Wrench  . . . . . . 

Crown,  Service  Cap:  Tropical  Worsted  . . . . . 

Crowns,  Service  Cap . . . . . 

Crucible,  Casting  Machine,  Dental . . . . . . . . . 

Crucible,  Filtering,  laboratory,  Gooch,  Low  Form,  Fritted,  30  Ml. . . . . . . 

Crucible,  Filtering,  Laboratory  (Porcelain,  Gooch) . . . . . . . 

Crucible,  Filtering,  loboratory  Glass,  Gooch . . . . . . . . . 

Crucible,  Filtering,  laboratory  Porcelain  Gooch  (Porous)......... . . . 

Crucible,  Filtering  And  Ignition,  And  Cover,  laboratory . . . . . . . 

Crucible,  Ignition,  loborotory,  Metol  *  27  Feb  81  . . . . 

Crucible,  Ignition,  loboratory,  Metol . . . . . . . . . 

Crucible,  Ignition,  loboratory.  Platinum,  With  Tongue-type  Cover.... . 

Crucible,  Ignition,  laboratory,  Porceloin . . . . . . 

Crucible,  Ignition,  loboratory.  Nickel,  With  Tongue-type  Cover. . . . 

Crucible,  Ignition,  Loborotory,  Acid  leached  Glass,  With  Tongue-type  Cover. . 

Crucibles,  Filtering  And  Ignition,  And  Covers,  laboratory........... . . . . . 

Crusher,  Jaw,  Diesel  Engine  &  Electric  Motor  Driven,  75  Ton  Per  Hour  Capacity  . . 

Crusher,  Jaw,  Portable,  Primary  Aggregate  Plant,  Mobile,  75  Ton  Per  Hour  Copocity 

Crusher,  Roll,  Diesel  Engine  &  Electric  Motor  Driven,  75  Ton  Per  Hour  Capacity, . 

Crushing  And  Screening  Plant,  Two-unit,  Gasoline-engine-driven, 

Semitrailer-mounted,  35-TON-PER-HOUR  Copocity 
Crushing  And  Screening  Plant.  Two-unit,  Diesel-engine-driven,  Semitrailer-mounted, 
35-TON-PER-HOUR  Copocity  (Used  In  Lieu  Of  MIL-C-52460A) 

Crushing,  Screening,  And  Washing  Plants,  Diesel  Engine  And  Electric  Motor  Driven, 
??5  Tons  P#r  Hour 

Crushing,  Screening  &  Washing  Plant,  150  Tons  Per  Hr.  Commercial  Construction 
Equipment  (Cce) 

Crutch  (Adjustable,  Wood)........ . . . . . . . . . . . . . 

Crutch,  Adjustable,  Wood  (Youth  And  Child) . . . . . . . 

Crutch,  Adjustable,  Wood  . . . . . . . . . . . . . 

Crutch,  Aluminum,  Cane  Type,  Adjustable  . . . . . . . . 

Crutch,  Cane  Type  (Forearm  &  Elbow) . . . . . . . 

Crutch,  Cane  Type,  Adjustable,  Child,... . . . . . 

Crutches,  Adjustable  (Superseded  By  GG-C-00716A)  . . ......................... 

Cryptographic  Equipment  Destroyer  Incendiary,  TH4,  M1A2  . . . . . 

Cryptographic  Equipment  Destroyer,  Incendicry,  TH4,  M2A1.,.. . . . . 

Cryptographic  Equipment  Destroyer  Incendiary,  TH4,  M2A1  . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3601  (2) 

ISDF 

04 

27  Feb 

87 

NAT-STD-3759  (2) 

ISDF 

06 

24  Feb 

86 

AIR-STD-44/21F 

ISDF 

06 

01  Feb 

83 

MS-33543A 

1500 

AS 

27  Nov 

53 

AS 

MS-33542A 

1500 

AS 

27  Nov 

53 

AS 

MS-17794 

MISC 

AS 

12  Feb 

62 

AS 

MIL-C-37235 

6505 

DM 

18  Mor 

88 

MD  MS 

03 

NOTICE  1 

A-A-51208A 

6505 

/MB 

19  Sep 

86 

MD  MS 

03 

A-A0051755 

6505 

MB 

19  Nov 

86 

MD  MS 

03 

A-A-0051761 

6505 

/MB 

21  Nov 

86 

MD  MS 

03 

MS-500057D 

2540 

AT 

28  Mar 

86 

AT 

AIR-STD-U/16A 

ISDF 

06 

18  Feb 

74 

Q-STD-645  (1) 

ISDA 

AM 

24  Oct 

83 

NAT-STD-3907  (1) 

ISDF 

06 

27  Sep 

85 

MIL-C-43516A 

9925 

GL 

12  Feb 

88 

GL 

PE 

28 

NOTICE  1 

AIR-STD-11/9F 

ISDF 

06 

19  Feb 

81 

AN827 

4730 

82 

10  Feb 

67 

AV 

AS 

99 

REV  7 

MS-21906E 

4730 

AS 

03  Mar 

87 

AV 

AS 

99 

NOTICE  1 

AN918 

4730 

82 

21  Mor 

79 

99 

REV  8 

AS  1006C-87 

4730 

AS 

16  Aug- 

87 

AV 

AS 

99 

MS-51894A 

4730 

AR 

30  Jut 

87 

AR 

SH 

99 

AN937 

4730 

82 

21  Mor 

79 

99 

REV  6 

MS-24403E 

4730 

82 

04  Apr 

85 

99 

MS-51517A 

4730 

AR 

17  Jon 

79 

AR 

OS 

MII-C-12436C  (1) 

5510 

ME 

21  Feb 

73 

ME 

YD 

99 

MII-C-3873E 

6505 

DM 

15  Apr 

76 

MD 

MS 

03 

GGG-C-I507A 

5120 

% 

05  Sep 

73 

MIL-C-23315A  (1) 

8405 

MC 

25  Jun 

87 

MC 

NOTICE  1 

MIL-C-18186D 

8405 

MC 

12  Sep 

84 

MC 

A-A-51583A 

6520 

MB 

30  Jun 

87 

MD 

MS 

03 

MIL-C-3659A 

6640 

DM 

24  Jun 

68 

MD 

MS 

03 

MS-36088A 

6640 

EA 

11  Jan 

88 

EA 

MS 

99 

NOTICE  1 

MS-36089B 

6640 

EA 

11  Jon 

88 

EA 

MS 

99 

NOTICE  1 

MS-36579A 

6640 

EA 

03  Feb 

84 

EA 

MS 

99 

NNN-C-680 

6640 

/DM 

22  Sep 

61 

AR 

MS 

ASTM  £785-81 

6640 

EA 

27  May 

88 

EA 

99 

NOTICE  1 

NNN-C-688 

6640 

/EA 

22  Oct 

62 

EA 

MS 

99 

MS-35974C 

6640 

EA 

15  Sep 

88 

EA 

MS 

99 

MS-35964B 

6640 

EA 

24  May 

88 

EA 

MS 

99 

MS-35967C 

6640 

EA 

15  Sep 

88 

EA 

MS 

99 

MS-359688 

6640 

EA 

24  May 

88 

EA 

MS 

99 

NNN-C-00680A 

6640 

/DM 

24  May 

72 

MD 

MS 

03 

MII-C-52128C  (2) 

3820 

ME 

08  Apr 

82 

ME 

MIL-C-29221A 

3820 

YD 

13  Sep 

88 

YD 

MII-C-52127C  (2) 

3820 

ME 

08  Apr 

82 

ME 

MIL-C-52460A 

3820 

84 

07  Oct 

66 

ME 

99 

Mll-C-00524608 

3820 

84 

17  Oct 

67 

ME 

84 

MIL-C-139628 

3820 

ME 

19  Apr 

66 

ME 

99 

MIL-C-52921 

3820 

84 

29  Jut 

87 

ME 

99 

A-A-30071 

6515 

/DP 

24  Feb 

83 

MD 

MS 

Mll-C-37233  (1) 

6515 

DM 

10  Mor 

76 

MD 

MS 

03 

GG-C-00716C 

6515 

/DM 

01  Mar 

89 

MD 

MS 

03 

NOTICE  1 

MIL-C-1667IB 

6515 

DM 

15  Sep 

76 

MD 

MS 

03 

A-A-300928 

6515 

* 

16  Dec 

85 

MD  MS 

03 

MIL-C-37277 

6515 

DM 

25  Sep 

75 

MD  MS 

03 

GG-C-716 

6515 

/DM 

01  Mor 

89 

MIL-C-00124693  (2) 

1375 

AR 

23  Aug 

82 

AR 

MIL-C-10244G  (1) 

1375 

AR 

12  May 

71 

EA 

OS 

99 

MIL-C  0010244H  (1) 

1375 

AR 

18  Mar 

80 

AR 

239 


ALPHABETICAL  LISTING 


TITLE 


Cryptographic  Equipment  Destroyer,  Inccndiory,  TH4,  M1A2.. 


Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystal 

Crystol 

Crystal 

Crystal 

Crystal 

Crystol 

Crystal 

Crystal 

Crystal 

Crystol 

Crystol 

Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystal 

Crystol 

Crystal 

Crystol 

Crystol 

Crystol 

Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystol 

Crystol 

Crystol 

Crystol 

Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystol 

Cr/:;c! 

Crystol 

Crystol 

Crystal 

Crystol 

Crystol 

Crystol 

Crystal 

Crystol 


Impedonce  Meter  IS  683/TSM  .. 

Unit  CR03/U . . 

Unit  CR.13/U . . . . . 

Unit  CR-10/U . . . 

Unit  DC-9-A . . . 

Unit  0035 . . . 

Unit  DC-34 . 

Unit  In  Rodio  Receiver  BC-499 .... 
Unit  U$ed  In  Transmitter  BC-610.. 
Unit,  Quartz,  CR-15B/U  ............. 


Unit,  Quortz,  CR-75/U... 

Unit,  Quartz,  CR-125/U. 

Unit,  Quartz,  CR-101/U. 
Unit,  Quartz,  CR102/U . 


Unit, 

Unit, 


Quartz,  CR-103/U . 
Quartz,  CR-127/U. 


Unit,  Quartz,  CR-126/U  (Inactive) . 


Unit, 

Unit, 

Unit, 

Unit, 


Quartz,  CR-T28/U. 
Quartz  CR-130/U  . 

Quartz,  CR-129/U . 
Quartz,  CR-8A/U... 


Unit,  Quartz,  CR-133/U  (Inactive)  . 


Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 


Quartz,  CR-134/U . 
Quortz,  CR-135/U . 


Quartz,  CR-136/U. . 

Quartz,  CR-137/U . 

Quartz,  CR-138/U  (Inactive) . 


Quartz,  CR-139/U .. 
Quartz,  CR-131/U .. 


Unit,  Quartz,  CR-132/U  (Inactive) . 


Unit, 

Unit, 


Quartz,  CR-141/U, 
Quartz,  CR-142/U, 


Unit,  Quortz,  CR048/U. 


Unit, 

Unit, 


Quortz,  CR  76A/U., 
Quortz,  CR-6A/U.,., 


Unit,  Quartz.  CR-104/U., 


Unit, 

Unit, 

Unit, 

Unit, 

Unit, 


Quartz,  CR-105/U . 
Quartz,  CR-94/U ... 
Quortz,  CR-106/U . 
Quartz,  CR-107/U . 
Quortz,  CR-103/U  , 


Unit,  Quortz,  CR-109/U . 


Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 

Unit, 


Quortz,  CR-HOA/U. 
Quortz,  CR-lll/U... 
Quortz,  CR‘112/U... 
Quortz,  CR013/U ... 
Quortz,  CR-114/U 


Quartz,  CR 
Quartz,  CR-1 17/U  „ 


Quortz  CR-119/U  . 

Quartz,  CR-90/U  (Inactive^ ... 
Quortz,  CR-120/U  (Inactive) . 
Quortz,  CR-121/U . . . . 


Quortz,  CR-122/U . 
Quortz,  CR023/U . 
Quortz,  CR-124/U . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-C-12469K 

NOTICE  1 

1375 

AR 

13  Oct 

88 

AR 

os 

99 

L 

MIL-C-10479B 

6625 

SH 

24  Feb 

69 

CR 

SH 

99 

L 

M1L.C-10405/8A 

5955 

ER 

18  Sep 

67 

ER 

L 

MII-C-10405/9A 

5955 

ER 

18  Sep 

67 

ER 

L 

MIL-C-10403/7A 

5955 

ER 

18  Sep 

67 

ER 

L 

MIL-C-13142A  (1) 

5955 

ER 

29  Jul 

59 

ER 

L 

MIL-C-I0405/4A 

5955 

ER 

18  Sep 

67 

ER 

L 

MIL-C-10405/3A 

5955 

ER 

18  Sep 

67 

ER 

L 

MIL-C-10405/2A 

5955 

ER 

18  Sep 

67 

ER 

L 

MIL-C-10405/1A 

5955 

ER 

18  Sep 

67 

ER 

MIL-C-3098/1D 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/52D 
NOTICE  1 

5955 

ER 

04  Oct 

76 

ER 

EC 

85 

L 

MIL-C-3098/102A 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

MIL-C-3098/  103B 

5955 

ER 

12  Jan 

87 

ER 

EC 

85 

MIL-C-3098/104B 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098D/105D 

5955 

ER 

19  Mor 

86 

ER 

EC 

85 

L 

Mlt-C-3098/106A 
NOTICE  1 

5955 

85 

07  Apr 

75 

85 

MIL-C-309B/107B 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

L 

MIL-C-309B/108A 

5955 

ER 

02  Nov 

83 

85 

MIL-C.3098/109B 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MII-C-3098/110A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

MIL-C-3 098/11 1A 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

L 

MIL-C-3098/112B 
NOTICE  1 

5955 

85 

01  Mor 

88 

85 

MIL-C-3098/113A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

L 

MIL-C-3098/1T4A 

5955 

85 

17  Apr 

87. 

85 

NOTICE  1 

MILC-3098/11SA 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

L 

MII-C.3098/116A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

l 

MII-C-3098/T17B 
NOTICE  1 

5955 

85 

01  Mar 

88 

85 

L 

MIL-C-3098/118A 

5955 

ER 

09  May 

84 

ER 

EC 

85 

L 

MII-C-3098/120A 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

MIL.C-3098/I21B 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/I22A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

L 

MIL-C-3098/123A 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

l 

MIL-C-3098/129A 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

MIL-C-3098/53H 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

MIL-C-3098/78B 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

L 

MIL.C-3098/79C 
NOTICE  1 

5955 

85 

01  Mar 

88 

85 

L 

MIL-C-3098/80C 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

l 

MIL-C-3098/81B 

5955 

ER 

09  Mor 

83 

ER 

L 

MIL.C-3098/82A 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

l 

MIL-C-3098/83C 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

L 

MIL-C-3098/84B 
NOTICE  T 

5955 

85 

17  Apr 

87 

85 

l 

MII-C-3098/85A 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

L 

MII-C-3098/86B 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

L 

MIL-C-3098/87C 

5955 

85 

12  Sep 

85 

ER 

EC 

85 

MIL-C-3098/88D 

5955 

ER 

09  Nov 

83 

ER 

EC 

35 

l 

MIL-C-3098/89A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

l 

Mll-C-3098/90  ()) 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

i 

% 

MIL  C-3098/92C 

5935 

ER 

02  Nov 

03 

ER 

EC 

85 

t 

MIL-C-3098/93 

5955 

85 

17  Apr 

87 

85 

NOTICE  T 
MIL-C-3098/95B 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MII-C-3098/96C 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MII-C.3098/97D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098/98D 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/99A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

MIL-C-3098/100A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

MIL-C-3098/101A 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

240 


ALPHABETICAL  LISTING 


DOCUMENT 

NUMBER 


FSC  PREP 


Crystol  Unit,  Quartz,  CR*73/U . 

Crystal  Unit,  Quartz,  CR-149/U . .... 

Crystal  Unit,  Quartz,  Type  CR-150/U.. 


Crystal  Unit,  Quartz, 
Crystal  Unit,  Quartz, 
Crystal  Unit,  Quartz, 


CR-151/U . 
CR052/U  , 
CR-153/U ., 


Crystal  Unit,  Quartz,  CR-156/U  (Inoctive) . 
Crystal  Unit,  Quartz,  CR*157/U . . 


Crystal  Unit,  Quartz, 
Crystal  Unit,  Quartz, 

Crystal  Unit,  Quartz, 
Crystal  Unit,  Quartz, 


CR-154/U . 
CR-158/U . 


CR-159/U . . 

CR-160/U  (Inactive) . 


Crystal  Unit,  Quartz,  CR-161/U 
Crystal  Unit,  Quartz,  CR*162/U. 
Crystal  Unit,  Quartz,  CR-163/U.. 
Crystal  Unit,  Quartz,  CR-164/U . 


Crystal  Unit,  Quartz,  < 
Crystal  Unit,  Quartz,  < 

Crystal  Unit,  Quartz,  1 

Crystal  Unit,  Quartz,  » 
Crystal  Unit,  Quartz, « 


CR-156/U 
CR-77/U  ... 


Crystal  Unit,  Quartz,  CR-82/U., 
Crystal  Unit,  Quartz,  CR-83/U . 
Crystal  Unit,  Quartz,  CR-84/U. 
Crystal  Unit,  Quartz,  CR-78/U . 
Crystal  Unit,  Quartz,  CR-79/U . 


Crystal  Unit,  Quartz, 
Crystal  Unit,  Quartz, 


CR-88A/U  (Inactive).. 
CR-89/U . 


Crystal  Unit,  Quortz,  Typo  CR.91/U 

Crystal  Unit,  Quortz,  CR*95/U . . 

Crystol  Unit,  Quartz,  CR-96/U . . 


Crystal  Unit,  Quortz, 
Crystal  Unit,  Quortz, 


Crystol  Unit,  Quartz,  CR*99A/U  (Inactive).. 

Crystol  Unit,  Quartz,  CR-1D/U . 

Crystol  Unit,-Quartz,  CR»5A/U..... . . . 

Crystal  Unit,  Quartz,  CR-18A/U . . . 

Crystal  Unit,  Quartz,  CR»19A/U...... . . 

Crystal  Unit;  Quartz,  CR-24/U . . . . 

Crystol  Unit,  Quortz,  CR -25 B/U . . 

Crystol  Unit,  Quartz,  CR*26A/U . ............. 

Crystal  Unit,  Quartz,  CR*27a/U.................. 

Crystol  Unit,  Quartz,  CR-28A/U...... . . 

Crystal  Unit,  Quartz,  CR-40/U  ......... 

Crystol  Unit,  Quortz,  CR*42A/U.... . . . 


MII-C-3098/54C 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/130A 
NOTICE  1 

5955 

85 

01  Mar 

88 

ER 

EC 

85 

MIL-C-3098/1318 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

MIL-C-3098/132A 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

MII-C-3098/133B 

5955 

85 

09  Nov 

83 

ER 

EC 

85 

Mll-C-3098/1348 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/136B 
NOTICE  1 

5955 

n 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/137 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL.C-3098/138C 

5955 

ER 

02  Nov 

83 

ER 

EC 

85 

MILC-3098/139B 
NOTICE  1 

5955 

n 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/140D 

5955 

n 

04  May 

87 

ER 

EC 

85 

MII-C-3098/141A 

5955 

ER 

01  Nov 

88 

ER 

NOTICE  1 
MIL-C-3098/142B 
NOTICE  1 

5955 

11 

01  Nov 

88 

ER 

EC 

85 

MIL.C-3098/143A 

5955 

11 

01  Mar 

88 

85 

NOTICE  1 
MIL-C-3098/I44A 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C3098/145 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098/146 

5955 

ER 

24  Sep 

86 

ER 

MIL-C*3098/55C 

NOTICE) 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/56D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098/57E 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

MIL-C-309B/S8E 
NOTICE  ) 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MII-C.3098/59C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 

* 

MIL-C-3098/60D 
NOTICE  1 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

MIL-C-3098/61F 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/62C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098/63C 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL-C-3098/64F 

5955 

ER 

08  Mar 

83 

ER 

EC 

85 

Mll-C-3098/678 

5955 

ER 

01  Nov 

88 

ER 

NOTICE  1 
MIL-C-3098/68C 
NOTICE  ) 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

MIL.C-3098/70B 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

MIL-C-3098/7IB 
NOTICE  1 

5955 

85 

17  Apr 

87 

85 

MII.-C-3098772B 

5955 

85 

02  Nov 

83 

ER 

EC 

85 

MIL-O3098/73B 

5955 

85 

17  Apr 

87 

85 

NOTICE  1 
MII.-C-3098/74D 

5955 

85 

01  Mar 

88 

85 

NOTICE  1 
MIL-C-3098/74B 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MII.-C-3098/77B 

5955 

ER 

01  Nov 

88 

ER 

.  EC 

85 

NOTICE  1 
MIL-C-3098/3D 
NOTICE  1 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

MIL-C  3098/4D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
M'l-C-309844' 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-309877F 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 
MIL-C-3098/80 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

NOTICE  ) 
MIL-C-3098/9E 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

NOTICE  1 
MII-C-3098/10E 

5955 

ER 

04  Oct 

76 

ER 

EC 

85 

NOTICE  1 
MII-C-3098/20C 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

35 

MIL-C-3098/21E 
NOTICE  1 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 
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NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Crystal  Unit,  Quartz,  CR-43/U  . . . . . . . . . . . . . 

MIL-C-3098/22C 

5955 

ER 

01  Noy 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-45/U . . . . . . . . . 

NOTICE  1 
MH.-C-3098/24C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-46B/U . . . . . . . . . 

NOTICE  1 
MII-C-3098/25D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-47A/U . . . . . 

NOTICE  1 
MIL-C-3098/26E 

5955 

ER 

01  Nov 

88 

ER 

EC 

35 

Crystal  Unit,  Quartz,  CR-50A/U . . . . . . . . . . . . 

NOTICE  1 
MIL-C-3098/28E 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR.30A/U . . . . . . . 

NOTICE  1 
MIL-C-3098/12D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-33A/U. . . . . . . . 

NOTICE  1 
MIL-C-3098/14D 

5955 

ER 

OINov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-35A/U . . . . . . . . . . . . 

NOTICE  1 
MIL-C-3098/15E 

5955 

ER 

0!  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-36A/U . . . 

NOTICE  1 
MIL-C-3098/16F 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-37A/U . . . . . . . . . 

NOTICE  1 
MIL-C-3098/17D 

5955 

ER 

01  Nov 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-38A/U.... . . . . . . . . . . 

NOTICE  1 
MII-C-3098/18D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR*16B/U . . . . . . . . . . . 

NOTICE  1 
M1L-C-3098/2E 

5955 

ER 

01  Noy 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz  CR-51A/U  . . . . . . . 

NOTICE  1 
MIL-C-3098/29C 

5955 

ER 

0)  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR*52A/U . . . . . 

NOTICE  1 
MII-C-3098/30D 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-53A/U . 

MIL-C-3098/31C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-54A/U . . . . . . . . . . . 

NOTICE  1 
MIL-C-3098/32D 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-55A/U . . . . . . . . . . . 

NOTICE  1 
MIL-C-3098/33G 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-56A/U . . . . . . . . . . . 

MIL-C-3098/34E 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-57/U . . . . 

MIL-C-3098/35D 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-58A/U . . . . . 

NOTICE  T 
MIL-C-3098/36C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-59A/U . . . . . 

NOTICE  1 
MH.-C-3098/37G 

5955 

ER 

09  Noy 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-60A/U..... . . . . . . . 

MII-C-3098/38E 

5955 

ER 

09  Noy 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-61/U . . . . . . . 

MIL-C-3098/39E 

5955 

ER 

09  Noy 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-62/U . . . . . . . 

MIL-C-3098/40D 

5955 

ER 

01  Noy 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-630/U . . . . . . . . . 

NOTICE  1 
M1L-C-3098/4IF 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-64/U., . . . . . . . . . 

NOTICE  1 
MII-C-3098/42G 

5955 

ER 

23  Aug 

84 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-65/U . . . . . . . 

MII-C-3098/43E 

5955 

ER 

04  Od 

76 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-66/U . . . . . . . 

NOTICE  1 
MII-C-3098/44C 

5955 

ER 

23  Jun 

75 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-67A/U . . . . . . . 

NOTICE  1 
MIL-C-3098/45G 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-68/U . . . . . . . 

MIL-C-3098/46D 

5955 

ER 

04  Od 

76 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-69A/U . . . . . . . 

NOTICE  1 
MIL-C-3098/47G 

5955 

ER 

09  Nov 

83 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-71/U.. . . . . . . . . . 

MU-C-3098/49B 

5955 

ER 

30  Jul 

74 

ER 

EC 

85 

Crystal  Unit,  Quartz,  CR-72/U  (Inactive) . . . . . . . . . . . 

NOTICE  T 

l  MII-C-3098/50C 

5955 

85 

07  Nov 

84 

ER 

EC 

85 

Crystal  Unit,  Quortz,  CR-74/U . . . . . . . . . . 

MII-C-3098/51E 

5955 

ER 

17  Jul 

84 

ER 

EC 

85 

Crystal  Unit,  Quartz  Wire-mounted,  Metol  Plated . . . 

MII-C-I2813A  (5) 

5955 

85 

29  Jul 

59 

ER 

85 

Crystal  Units  (Quortz)  And  Crystal  Holders  (Enclosures),  Selection  Of . . . 

MII-STD-683F 

5955 

ER 

05  May 

78 

ER 

EC 

85 

Crystal  Units,  Quortz,  Generol  Specification  for . . . . . . . . . 

Q  MIL-C-3098G  (3) 

5955 

ER 

14  Sep 

88 

ER 

EC 

85 

Crystal  Units,  Quartz,  Pressure  And  Spacer  Movnted  . . . . . . . 

SUPP  l 

MIL-C.10405A  (3) 

5955 

ER 

29  Jul 

59 

ER 

11 

Crystal  Units,  Quartz,  CR*39/U  . . . . . . . . . 

SUPP  1A 
MII-C-3093/I9C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

Crystal  Units,  Quortz,  CR«29A/U . . . . . 

NOTICE  T 
MII-C-3098/11D 

5955 

ER 

01  Noy 

88 

ER 

EC 

85 

Crystal  Violet,  Analyzed  Reagent . . . . . . . . . . . . 

Cs  Mechanism  Mark. 1  Mods  3,  4,  9,  And  1  1  . . . . . 

Cuff  Set,  Tourniquet,  Pneumatic . 

NOTICE  1 
l  Mll-C-37550 

NOTICE  1 

l  MH.-C-21583  (2) 
AA-53133A 

6505 

1350 

6515 

DM 

OS 

28  Mar 

07  Dec 
15  Apr 

88 

64 

88 

MD 

OS 

MS 

DM 

03 

Cuff,  Endotracheal  Tube . . . . . . . . . . . . 

MU-C-36525 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

Cuff,  Sphygmomanometer,  Conductive . . . . . . . . . 

NOTICE  1 
Mll-C-37107 

6515 

DM 

17  Dec 

75 

MD 

MS 

03 

Cuff,  Tourniquet,  Extremity,  Synthetic  Rubber  . . . . . 

A-A-53116 

6515 

MB 

07  Aug 

87 

MD  MS 

03 

Cuffs,  Knit,  Wrist  And  Ankle,  And  Cloth,  Knitted . . . . . . . . 

MU-C-3735E 

8315 

NU 

30  Nov 

88 

GL 

NU 

99 

Culture  Collection  &  Transport  System........... . . . . . . . . . 

MS-36596 

6640 

EA 

1 1  Jan 

88 

EA 

MS 

99 

Culvert,  Reinforced  Concrete  O-load,  Storm  Drain,  &  Sewer  Pipe,  Standard 

NOTICE  1 

ASTM  C655-85A 

5630 

YD 

26  May 

86 

YD 

99 

Specification  For  •  27  Dec  85 

Culvert,  Reinforced  Concrete  Elliptical,  Storm  Drain,  &  5ewer  Pipe  -  28  Dec  1984.... 

ASTM  C507-84A 

5630 

YD 

16  Od 

86 

YD 

99 

Culvert,  Storm  Drain,  &  Sewer  Pipe,  Reinforced  Concrete,  Standard  Specification 

ASTM  C76-85A 

5630 

YD 

12  Jon 

86 

YD 

99 

For  •  Dec  85 
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ALPHABETICAL  LISTING 


TITLE 

Culverts  &  Underdrams,  Sleel  Sheet,  Zinc  Coated  (Galvanized)  By  The  Hot  Dip 
Process  For  •  6  Feb  86 

Cummerbund,  Man  S,  Black . . . . . . . 

Cummerbund,  Man  S,  Scarlet  (Officer  S) . . . . . . . . . . 

Cummerbund,  Woman  S  Evening  And  Mess  Dress  (Officer  S) . . . . . 

Cup  Furniture . . . . . . . . . 

Cup,  Blood  Sample . . . . . . . . . . . . 

Cup,  Bullet  Jacket,  Copper  Alloy,  For  Small  Arms  Ammunition  . . . . 

Cup,  Bullet  Jacket,  Copper  Alloy  Clad  Sleel,  For  Smoll  Arms  Ammunition..... . 

Cup,  Cartridge  Case,  Steel  (For  Smoll  Arms  Ammunition) . . . 

Cup,  Cose,  Cartridge,  Copper  Alloy  (For  Small  Arms  Ammunition) . . . . 

Cup,  Communion,  Plastic  . . 

Cup,  Communion,  Plastic . . . . . . . . . 

Cup,  Dental  Amalgam  . . . . . . . . 

Cup,  Denture  . . . . . . . . . . . 

Cup,  Earphone . . . . . . . . . . 

Cup,  Glass,  Pin,  Clip,  And  Sponge...... . . . . . . . . 

Cup,  Grease. . . . . . . . . . . . 

Cup,  Grease,  Automatic  Feed  . . . . . . . . . . 

Cup,  Grease,  Manual  Feed . . . . . 

Cup,  Hydraulic  Broke  Actuating  Cylinder,  Synthetic  Rubber . . . . . . 

Cup,  Lead  Assembly  For  Fuzes,  PD,  M551  &  M533 . . . 

Cup,  Medicine,  Plai*Ic  . . . . . . . . . 

Cup,  Oil,  lubricating  And  Oilers,  Self-feeding . . . . . 

Cup,  Paper  (Medicine . . . . . 

Cup,  Paper,  Lids,  Paper  Or  Lids  Plastic,  Disposable. . . . . . 

Cup,  Pin,  Clip  And  Sponge  . . . . . . . . . . . 

Cup,  Plastic,  Lids,  Plastic  Disposable  Cup . . . 

Cup,  Polishing,  Dental  Handpiece  (Screw  Stem) . . . . . 

Cup,  Porous . . . . . . . . . . 

Cup,  Solution,  (Corrosion  Resisting  Metal) . . . 

Cup,  Solution,  CRM,  7  OZ. . . . . . . . . . . . 

Cup,  Specimen . . . . . . . . . . 

Cup,  Specimen . . . . . . . . . . 

Cup,  Specimen . . . . . . . . . . . 

Cup,  Specimen,  Plostic  (Sterile  &  Nonsterile) . . . . . . . 

Cup,  Specimen,  Paper  . . . . . . . . . . . . 

Cup,  Water  Canteen,  Cold  Weother.crs . . . . . . . . . . . 

Cup,  Water  Canteen  (For  Insulated  Canteen) . . . . . 

Cup,  Water  Canteen,  W/wire  Handle,  Corrosion  Resisting  Steel. . . 

Cupola  Body  Assembly  For  Armored  Vehicle  Bridge  launcher,  M60A1  &M48A5 
Tank  Chassis 

Cupola,  Flame  Gun,  M8 . . . . . . . . . 

Cupric  Carbonate,  Basic,  Anolyzed  Reagent . . . . . . 

Cupric  Oxide  . . . . . . . . . . . 

Cupric  Sulfote,  Pentohydratc,  Technical . . . . . 

Cupric  Sulfate,  Nf  . . . . . . .  . . 

Cuprous  Cyanide,  Technical  . . . . . . 

Cupwosher . . . . . . . . . . . ...., 

Curcuil  B'eoker,  Aircraft,  Trip  Free,  Toggle  Type,  0.1  Thru  50  Amps,  Type  li ..... 

Curette  Set,  Antrum,  Cookley..... . . . . . . . 

Curette,  Bone  (Brun) . . . . . . . 

Curette,  Bone  (Brun)... . . . . 

Curette,  Bone  (Scoville) . . . . 

Curette,  Cholozion,  Meyhoefer..... . . . . . . 

Curette,  Ear  (House,  light.  Angle) . . . . . . . . . . . 

Curette,  Ear,  Billeou, . . . . . . 

Curette,  Endometriol  Biopsy,  Curved,  11  3/4  Inch,  Disposable,  12S  . . . . 

Curette,  Eye,  Knapp,  5  Inch . . . . . . . . . 

Curette,  Mostoid,  Sprott  . . . . . . . . . . . 

Curette,  Mastoid,  Richard..... . . . . . . . . . . . . 

Curette,  Suction,  Uterine,  Sterile  . . . . . . . . . 

Curette,  Uterine,  Btunt,  Ihom-s  . . . . . . . . . 

Curette.  Uterine,  Molleoble,  Sharp,  Sims . . . . . . . . 

Curettes,  Alveolar  (Moll) . . . . . . . 

Curettes,  Periodontal,  Me  Coll . . . . . 

Curettes,  Periodontol,  (Gracey) . . . . . 

Curettes,  Periodontal,  Double  Ended  . . . . . . . . . 

Curettes,  Periodontol  (Columbia) . . . . . . . 

Curing  Agent,  Polyamide  Resin..... . . . . . . . . 

Curing  Agents,  Dimeryl-di*isocyonote  &  Isophorone  Di-isocyanate . . 

Curing  Unit,  Denture,  One  Stage . . . . . . . . 

Curir.g  Unit,  Denture,  Two  Stage . . . . . . . . . 

Curling  And  Twisting  On  Unwinding  Of  Pressure  Sensitive  Tapes  -  27  Jul  79 .... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  A444/A444M-86 

9515 

YD 

27  Jun 

86 

MR 

YD 

99 

l 

MIL-C-19688A  (1) 
NOTICE  1 

8440 

MC 

23  Oct 

87 

MC 

L 

MIL-C-82162A 

8440 

MC 

19  Sep 

73 

MC 

L 

MIL-C-82121A 

8445 

MC 

09  Sep 

86 

MC 

A*  A*  1196 

5340 

t 

09  Jun 

81 

NNN-C-1494A 

6640 

t 

27  Apr 

73 

L 

MIL-C-3383A 

1305 

AR 

28  Jun 

65 

AR 

Q  L 

MIL-C-684D  (1) 

1305 

AR 

04  Mor 

86 

AR 

L 

MIL-C-646A 

NOTICE  1 

1305 

AR 

21  Mo, 

87 

AR 

L 

MIL-C-10375B  (2) 

1305 

AR 

34  Mor 

86 

AR 

A-A -50175 

9925 

GL 

05  Oct 

88 

GL 

PE 

28 

Mll-C-43382 

9925 

Gl 

12  Nov 

65 

GL 

PE 

28 

MIL-C-36843A 

6520 

DM 

08  Feb 

77 

MD  MS 

03 

A-A-30053B 

6530 

t 

05  Apr 

34 

MS-75130A 

NOTICE  1 

5965 

CR 

25  Mor 

82 

CR 

EC 

85 

DD-C-00791D 

7510 

t 

24  Oct 

63 

MIL-C-1213E 

4730 

AR 

22  Jan 

86 

AR 

99 

MS-35759B 

4730 

AR 

18  Mor 

71 

AR 

99 

MS-35758B 

4730 

AR 

28  Jon 

86 

AR 

99 

L 

MIL-C-14055E  (1) 
NOTICE  1 

2530 

ME 

27  Jun 

86 

ME 

l 

MIL-C-60940  (1) 

NOTICE  1 

1375 

AR 

22  Mor 

88 

AR 

A-A-50857A 

6530 

•MB 

29  Jul 

88 

MD  MS 

03 

MIL-C-1258D  (1) 

NOTICE  1 

*4730 

YD 

14  Oct 

87 

AR 

YD 

99 

UU-C-001099 

6530 

t 

03  Aug 

66 

UU-C-806H  (2) 

7350 

* 

13  Sep 

76 

GL 

SA 

99 

A-A- 196 

751C 

t 

06  Jan 

80 

L-C-770B 

INI  AMD  (1) 

7350 

X 

11  Oct 

74 

GG-C-1320B 

6520 

/DM 

02  Oct 

85 

MD 

MS 

03 

MS-36081 

6640 

EA 

30  Jun 

83 

MS 

99 

A-A-50898 

6530 

t 

17  Mo, 

85 

MIL-C-16322A 

6530 

MB 

14  Sep 

64 

MD  MS 

03 

A-A-51015 

6530 

/MB 

20  Sep 

85 

MD 

MS 

03 

MIL-C-36542C 

6530 

DM 

04  Feb 

76 

MD 

MS 

03 

MILC-36435B 

6530 

DM 

13  Nov 

75 

MD  MS 

03 

A-A-30056C 

6530 

•MB 

28  Jon 

87 

MD  MS 

03 

A-A-50878 

6530 

/MB 

31  Moy 

83 

MD  MS 

03 

l 

MIL-C-44349 

8465 

Gl 

09  Dec 

88 

GL 

MIL-C-40126F 

8465 

GL 

29  Jul 

88 

GL 

NU 

99 

MII-C-43761C 

8465 

Gl 

25  Mor 

88 

Gl 

NU 

99 

l 

MIL-C-46793B 

2510 

ME 

28  Oct 

83 

ME 

l 

MIL-C-51158 

1040 

AR 

25  Oct 

63 

AR 

L 

MIL-C-14005A 

6810 

EA 

02  Aug 

67 

EA 

L 

MIL-C-13600A 

6810 

AR 

14  May 

62 

AR 

0-C-828C 

6810 

/EA 

11  Sep 

80 

EA 

68 

MIL-C-37458 

6505 

DM 

01  Sep 

76 

MD  MS 

03 

MIL-C-51264A 

6810 

EA 

21  Jun 

83 

EA 

68 

MS-75113 

NOTICE  1 

5965 

CR 

10  Apr 

37 

CR 

EC 

85 

L 

MS-25304D 

5925 

AS 

30  Nov 

87 

ER 

AS 

85 

MIL-C-42020 

6515 

01  Oct 

86 

A-A-51954A 

6515 

MB 

06  Feb 

89 

MD 

MS 

03 

A-A-0051954 

6515 

MB 

04  Moy 

87 

MD 

MS 

03 

A-A-53824 

6515 

/MB 

14  Feb 

89 

MD 

MS 

03 

Mll-C-37017  (1) 

6515 

DM 

26  Sep 

74 

MD  MS 

03 

A-A-53465 

6515 

/MB 

29  Jul 

88 

MD 

MS 

03 

GG-C-I213A 

6515 

/DM 

23  Feb 

77 

MD 

MS 

03 

MIL-C-37026A 

6515 

DM 

28  Nov 

78 

MD 

MS 

03 

Mll-C-37150 

6515 

DM 

13  Feb 

75 

MD 

MS 

03 

GG-C-1969A 

6515 

/DM 

14  Nov 

77 

MD 

MS 

03 

MIL-C-36985 

6515 

DM 

09  Jul 

73 

MD  MS 

03 

A-A-51279 

6515 

/MB 

24  Feb 

86 

MD  MS 

03 

MIL-C-36765 

6515 

DM 

19"Muy 

71 

MD 

MA 

03 

MIL-C-36737 

6515 

DM 

28  Jon 

71 

MD 

MS 

03 

GG-C-1282C 

6520 

/DM 

14  Aug 

85 

MD 

MS 

03 

MIL-C-36507C 

6520 

MB 

30  Apr 

87 

MD 

MS 

03 

A-A-53366 

6520 

• 

15  Feb 

88 

MD 

MS 

03 

MIL-C-42000 

INT  AMD  1  (DM) 

6520 

MB 

28  Oct 

85 

MD 

MS 

03 

MIL-C-42015 

6520 

MB 

27  Jul 

87 

MD  MS 

03 

l 

Mll-C-50885 

1)95 

Ml 

26  Feb 

71 

Ml 

l 

MIL-C-85498 

6810 

AS 

06  Od 

8) 

AS 

Mll-C-37790 

6520 

DM 

03  Jon 

78 

MD 

MS 

03 

GC-C-860B 

6520 

/DM 

20  Jul 

78 

MD 

MS 

03 

ASTM  D3813-79 

7510 

AS 

09  Dec 

80 

SM 

AS 

69 

243 


ALPHABETICAL  LISTING 


title 

Current-voltage  Standard  * . . . . . . . . . 

Curtair,  Air-port,  Curtain,  Doorway,  And  Curtain  Fixtures................ . . 

Curtain,  Bedside  Screen . . . . . . . . . . . . 

Curtain,  Doorway,  Darkroom . . . . . 

Curtain,  Flak  Protective  . . . . . . . . . 

Curtain,  Projector  Comportment,  Cotton  Duck . . . . . . . 

Curtain,  Shower  And  Window,  Plastic . . . .  . . . 

Curtain,  Shower  &  Window  Plastic  . . . . . . . . 

Curtain,  Track  And  Suspension  System,  Berth  (Shipboard  Use)  (Metric)  . . . 

Curtain,  Vehicular,  End,.... . . . . . . 

Curves,  Drafting,  Regular  And  Irregulari  Curve  Sets,  Drafting,  Regular  And  Irregular,* 
French,  Mechanicol  Engineers,  Railroad,  And  Ships 

Cushion  &  Support  Componenis  For  Meta!  Contolner  For  Volcano  Mine  Canister . 

Cushion  (Underlay),  Carpet  And  Rug,  Sponge-rubber  And  Synthetic »rubber . 

Cushion  Assemblies . . . . . . . . . . . . . . . . 

Cushion  Components  For  Metal  Container  For  Cartridge  120MM  Tank  Ammunition  .. 
Cushion,  AFT  M753  8  Inch  Projectile . . . . . . . 

Cushion,  Carpet  And  Rug,  Cellular  Rubber. . . . . . . . . . . 

Cushion,  Carpet  And  Rug  (Hair  Fell  And  Rubber  Coated  Jute  And  An>mal  Hair  Or 
Fiber) 

Cushion,  Carpet  And  Rug,  Bonded  Urethane  . . . . . . . . . . . 

Cushion,  Carpet  And  Rug,  Virgin  Urethane  . . . . . . . . 

Cushion,  Choir  And  Stool. . . . . . . . . . . . . 

Cushion,  Crutch  . . . . . . . . . . . . 

Cushion,  Crutch  . . . . . . . . . . . . . . . 

Cushion,  Earphone . . . . . . . . . . . 

Cushion,  Forward  M753  8  Inch  Projectile . . . . . 

Cushion,  Loop  Clamp  &  Multiple,  3&TUBE,  Ams  3303  (Asg) . . . . . 

Cushion,  Loop  Clamp-multiple,  3-TUBE,  Ams  3839.. . . . . 

Cushion,  Loop  Clamp  8>  Multiple,  2&TUBE,  Ams  3303  (A  ■<  . . . . 

Cushion,  Loop  Clamp-multiple,  2-TUBE,  Ams  3839. . . . 

Cushion,  Ring,  Inflatable  (Donut) . . . . . . 

C-  -Mon,  Ring,  Inflatable, . . . . . . . . . . 

Cushion,  Ring,  Inflatable,  Plastic . . . . . . . 

Cushion,  Ring,  fnflatoble.  Plastic . . . 

Cushion,  Seat,  Survival  Container  . . . . 

Cushioning  Material,  Resilient  Type,  General . . . 

Cushioning  Moteriol,  Packaging,  (Ceilulosic,  Water  Absorbent) . . . . 

Cushioning  Material,  Fibrous  Glass  . . . . . . . . 

Cushioning  Material,  Packaging  (Ceilulosic,  Water  Resistant) . . . 

Cushioning  Material,  Expanded  Polystryrene,  Loose-fill  Bulk.... . . 

Cushioning  Material,  Packoging  (Flexible  Cellular  Plastic  Film)  For  Packaging 
Applications 

Cushioning  Material,  Ceilulosic . . . . . . . 

Cushioning  Material,  Polystyrene  Expanded,  Resilent  (For  Packaging  Uses) . . 

Cushioning  Moteriol,  Packaging  (Closed  Cell  Plastic  Film) . . . 

Cushioning  Material,  Uncompressed  Bound  Fiber  For  Packaging  . . . 

Cushioning  Material,  Expanded  Polystyrene  Loose  Fill  Bulk  (For  Packaging 
Application) 

Cushioning  Moteriol,  Packoging,  Unicellular  Polyethylene  Foam,  Flexible  . . . . 

Cushioning  Moteriol,  Resilient,  Low  Density,  Unicellular,  Polypropylene  Foam . 

Cushioning  Material,  Plastic,  Open  Cell  (For  Packaging  Applications) . . 

Cushioning  Moteriol,  Plastic,  Open  Cell  (For  Pockoging  Applications) . 

Cushioning,  Anchoring,  Bracing,  Blocking,  And  Waterproofing,  With  Appropriate 
Test  Methods 

Custard  Mix,  Egg,  Dry,  No-boke  . . . . . . 

Custodial  Cleaning. Services  . . . . . . . . . . 

Custom  Large  Scale  Integrated  Circuit  Development  &  Acquisition  For  Space 
Vehicles 

Cutback  Asphalt,  Ropid  Curing . . . . . . . . 

Cutlery,  Galley  And  Kitchen  (Cleaver,  Forks,  Knives,  Spatulas,  Steel  And  Server) . 

Cutoff  Machine,  Abrasive  Disk  Or  Circular  Sow  Blode,  Metolcutting,  Chop  Stroke, 
Dr/  Cut,  Floor  Mounted 

Cutoff  Machine,  Metallurgical  Specimen,  Laboratory  . . . . . 

Cutoff  Machines,  Abrosive  Disk,  Metol  Cutting,  Chop  Stroke,  Wet  Cut,  Floor 
Mounted 

Cutout  Relay,  Engine  Generator.... . . . . . . . . . . . . 

Cutout  Relay,  Engine  Generator,  28  Volt  Dc  System . . . . . . . 

Cutter  &  Tool  Grinding  Machines  -  1982..... . . . . . . . . . . . 

Cutter  •  Coble,  Aerial  Tow  Target,  Mk  V.......... . . . . . . . . . . 

Cutter  And  Flaring  Tool  Kit,  Tube,  Hond,  Culler,  Flaring  And  Bender  Tool  Kit,  Tube 
Hand 

Cutter  Bit  Blanks  And  Cgt'Off  Blades  . . . . . . 

Cutter  Bit,  Tool  Holder  (Carbide  Tip)......., . . . . . . . . . . 

Culler  Bit,  Tool  Holder  (Solid  High-speed  Steel)  . . . . . . 


DOCUMENT 


NUMBER 

FSC  1 

PREP 

DATE 

CUSTODIAN 

A-A-50749 

6625 

82 

12  Moy 

87 

EC 

99  ES 

ODD-C-641B 

7230 

% 

30  Jun 

64 

DDD-C-800 

6530 

/DM 

20  Sep 

56 

MD  MS 

03 

L 

MIL-C-I9219D  0) 

7230 

YD 

07  Jul 

88 

YD 

L 

MIL-C-I8491A  (1) 

1680 

AS 

14  Dec 

81 

AS 

L 

MIL-C-52810A 

7230 

ME 

20  Mor 

80 

ME 

L-C-780A 

7230 

t 

11  Jim 

65 

INI  AMD  (2) 

A-A-2398 

7230 

l 

09  Aug 

85 

L 

DOD-C-24556  (2) 

7230 

SH 

13  Feb 

84 

SH 

l 

MS-513248 

2540 

AT 

25  Sep 

78 

AT 

A-A-50213A 

6675 

ME 

18  May 

88 

ME  YD 

99 

L 

MIL-C-70733 

8140 

AR 

06  Oct 

87 

AR 

ZZ-C-811  (1) 

7220 

t 

29  Nov 

45 

L 

MIL-C-6249< 

2540 

AT 

01  Apr 

85 

AT 

L 

MIL-C-70473  (2) 

8140 

AR 

23  Moy 

88 

AR 

L 

MIL-C-63168 

NUORAR 

18  Apr 

88 

AR 

NOTICE  1 

ZZ-C-00811B 

7220 

t 

02  Jan 

63 

(COM&NBS) 
DDD-C-001023  (1) 

7220 

t 

10  Mor 

72 

1.0001369 

7220 

t 

10  Dec 

69 

L-C-001676  (1) 

7220 

t 

07  Sep 

71 

ZZ-C-766D 

7210 

t 

14  Sep 

77 

MIL-C-37578 

6515 

DM 

22  Sep 

77 

MD  MS 

03 

A-A-30078 

6515 

•DP 

13  Moy 

83 

MD  MS 

03 

MS-75128A 

NOTICE  1 

5965 

CR 

29  Mor 

88 

CR  EC 

85 

MIL-C-63169 

NUORAR 

18  Apr 

88 

AR 

NOTICE  1 

L 

MS-9392 

5340 

AS 

21  Dec 

62 

AS 

MS-9514 

5340 

AS 

17  Aug 

67 

AS 

11 

L 

MS-9393 

5340 

AS 

21  Dec 

62 

AS 

MS-9515 

5340 

AS 

17  Aug 

67 

AS 

11 

A-A-30O48 

6530 

t 

22  Sep 

82 

ZZ-C-796D 

6530 

/DM 

13  Jon 

77 

MD  MS 

03 

L-C-001804 

6530 

/DM 

12  Jun 

72 

MD  MS 

03 

A-A-50860 

6530 

•MB 

24  Jon 

83 

MD  MS 

03 

L 

MIL-C-83865  (1) 

1660 

82 

21  Jon 

75 

99 

MIL-C-26861C 

8135 

69 

09  Jun 

88 

Gl  AS 

69 

A-A-1898A 

8135 

. 

30  Jun 

86 

Gl  AS 

99 

MIL-C-17435C 

NOTICE  3 

8135 

AR 

24  Mor 

87 

AR  OS 

69 

A-A-1899 

8135 

/Gl 

24  Nov 

86 

AS 

99 

A-A-671 

8135 

69 

13  Mar 

84 

GL  SA 

69 

PPP-C-795B 

8135 

•Gl 

12  Mor 

85 

GL  AS 

69 

INT  AMD  1 
PPP-C-843D 

8135 

. 

22  Jul 

77 

PPP-C-850D  (5) 

8135 

*SM 

03  Sep 

76 

SM 

A-A-549A 

8)35 

» 

14  Aug 

81 

PPP-C-1120B 

8135 

/6  9 

15  Apr 

82 

Gl  OS 

69 

PPP-C-1683  (2) 

8135 

/69 

18  Nov 

76 

GL  SA 

69 

PPP-C-1752C 

8135 

• 

29  Jon 

87 

PPP-C-1797A 

8135 

/AS 

01  Sep 

82 

SM  AS 

69 

PPP-C-I842A  (3) 

8135 

* 

17  Aug 

77 

A-A-440 

8135 

» 

03  Ocl 

79 

MIL-STD-1 186A 

PACK 

ME 

12  Mor 

81 

ME  SA 

69 

A-A-20045 

8940 

•GL 

27  Dec 

82 

Gl  SA 

50 

MIL-STD-U58A 

7930 

GL 

05  Dec 

78 

GL 

99 

L 

Mll-HDBK  339 

1820 

19 

31  Jul 

84 

19 

A-A-914 

5610 

t 

25  Mor 

80 

GGG-C-746G 

•7330 

t 

26  Jul 

79 

INT  AMD  1 
MIL-C-80021B 

3413 

IP 

01  Mor 

88 

Al  SH 

99 

MS-36136 

6640 

EA 

30  Jun 

83 

MS 

99 

MIL-C-80071B 

3405 

IP 

07  Jon 

85 

Al  SH 

99 

MII-C-5026F 

2925 

82 

05  Apr 

84 

AV 

99 

L 

MS-27433 

NOTICE  1  (AS) 

2925 

82 

21  Aug 

86 

99 

ANSI  B5.53M-82 

3415 

IP 

06  Jon 

84 

AL  SH 

99 

MS -26506 

5130 

AS 

15  Sep 

53 

AS 

11 

GGG-C-744A 

5180 

•GL 

15  Moy 

65 

Gl  SH 

99 

INT  AMD  1 
A-A-51130 

3455 

/IP 

14  Aug 

84 

AL  SH 

99  IP 

A-A-51143 

3455 

/IP 

29  Mor 

85 

AL  SH 

99  IP 

00-C-851A  (1) 

3455 

/IP 

29  Jun 

71 

244 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

ESC 

PREP 

DATE 

Cutter  Set,  Cookie . . . . . . . . . . . 

MIL-C-17519C 

7330 

GL 

23  Oct 

87 

Cutter  Set,  Cookie . . . . . . . . . . . . 

NOTICE  1 

A-A-50171 

7330 

/GL 

15  Jul 

88 

MS-15796 

5120 

GL 

58 

Cutter,  Angle,  Hand  Operated . . . . . . . . 

GGG-C-735B 

5110 

• 

29  Feb 

88 

Cutter,  Barbed  Wire,  Insulated  Handles,  Hand  Operated . . 

MIL-C-386D 

5110 

GL 

02  Apr 

74 

Cutter,  Bolt.. . . . . . . . . . . . . . 

GGG-C-740D 

5110 

-GL 

11  Jan 

63 

Cotter,  Bone  Pin,  18  Inch., . . . . . 

INT  AMD  (2) 
MIL-C-36676  (1) 

6515 

DM 

19  Apr 

74 

Cutter,  Bone  Pin  (6  Inches)..... . . . . . 

A-A-53788 

6515 

MB 

15  Dec 

88 

Cutter,  Butter,  Hand. . . . . . . . . . . 

GGG-C-743C 

7330 

•GL 

31  Mar 

71 

Cutter,  Butter,  Hond . . . . . . . . . 

A-A-107) 

7330 

t 

09  Apr 

80 

Cutter,  Coble,  Aerial  Tow  Target,  MK  VII  (ASG).. . . . . . 

l 

MIL-C-8&14 

5110 

AS 

15  Sep 

53 

GGG-C-749A 

5110 

•GL 

29  Mar 

54 

Cutter,  Cable,  Hand  Operated,  With  Groping  Guide...... . . . . . 

(INT.  AMD.  2) 
MIL-C-3958C  (2) 

5110 

GL 

07  Mar 

77 

Cutter,  Coble,  Hand  Operated,  Light  Duty . . . . . 

GGG-C-750A 

5110 

t 

16  Nov 

65 

Cutter,  Cartridge  Acluacted,  Mark  18  Mod  O...... . . . 

MIL-C-81535A 

1377 

AS 

03  Feb 

69 

Cutter,  Circle  (Adjustable),  For  Gaskets  And  Washers . . . . . 

GGG-C‘7488  (3) 

5110 

•GL 

18  Apr 

63 

Cutter,  Circle  (Adjustable)  For  Gaskets  And  Washers . . . 

INT  AMEND  5 
GGG-C-00748C 

5110 

« 

15  Mor 

66 

Cutter,  Delay,  Propellant  Actuated,  M21  (2  SEC)  &  M22  (10  SEC)  . 

l 

MIL-C-46992B 

1377 

OS 

30  Jun 

86 

Cutter,  Ooughnut,  3-INCH  . . . . . . . . . . . 

NOTICE  1 
MIL-C-40115B 

7330 

GL 

26  Sep 

67 

Cutter,  Glass,  Wheel  Type  (For  Sheet  Glass  And  Round  Gage  Gloss . . . 

GGG-C.751D 

5110 

•GL 

01  Feb 

66 

Cutter,  Grinder..... . . . . . 

A-A-568A 

5130 

t 

29  Feb 

80 

Cutter,  Orthopedic  Cast,  Stryker,  110  Volt,  Ac-dc. . . . . . . 

MlL-C-36625  (1) 

6515 

DM 

18  Jon 

72 

Cutter,  Paper  Guillotine,  Hand  Operated . . . . . . . . 

A-A-50053 

3610 

GL 

15  Jun 

83 

Cutter,  Paper,  Guillotine,  12  Inch  (304.8MM)  Capacity,  Bench  Mounted . . 

MIL-C-43748A 

3610 

GL 

01  Feb 

78 

Cutter,  Paper,  Guillotine,  Floor  Model,  Electric-motor-driven  . . . . . . 

L 

MIL-C-43I41D 

3610 

ME 

15  Nov 

78 

Cutler,  Photogrammetric,  Slotted  Templet,  Hond  Operated,  Center  Punch  And  Slot 

MIL-C-10085E 

6675 

ME 

07  Apr 

77 

Cutting,  With  19  Accessories 

Cutter,  Pipe  (Chain  Type)........ . . . . . . . . . . . 

GGG-C-00775 

5110 

t 

27  Jon 

64 

Cutter,  Pipe,  And  Cutters,  Tube  . . . . . . . . . . . . 

GGG-C-771D 

5110 

•GL 

31  Jon 

64 

Cutter,  Powder  Actuated,  Reefing  line,  XM23  Metal  Parts  Assembly  (Inactive  For 

l 

(iNT.  AMD.  1) 
MIL-C-46944 

1377 

OS 

15  Jul 

88 

New  Design) 

Cutter,  Powder  Actuoted,  M8  Re-manufactured  Metal  Parts  Assembly . 

L 

Mll-C-60593 

1377 

OS 

20  Sep 

66 

Cutter,  Powder  Actuated  Face  Curtain  Coble,  Mark  4  Mod  O . . . 

L 

MIL-C-23288C 

1377 

AS 

24  Dec 

85 

Cutter,  Powder  Actuated,  Reefing  line,  M9,  Assembly . . . . . 

L 

Mll-C-60262 

1377 

OS 

26  Jun 

86 

Cutter,  Powder  Actuoted,  M8  Metal  Partsassembly . . . . . . 

i 

NOTICE  1 
MIL-C-60103 

1377 

OS 

01  Feb 

89 

Cutter,  Powder  Actuated,  Reefing  line,  XM10  Assembly  . . 

L 

NOTICE  1 
Mll-C-60263 

1377 

OS 

23  Jun 

86 

Cutter,  Powder  Actuated,  Reefing  line,  XMU,  Assembly . . . 

l 

NOTICE  1 
MIL-C-60264 

1377 

OS 

23  Jun 

86 

Cutter,  Powder  Actuated,  Reefing  line,  XM12,  Assembly . . . . . . 

l 

NOTICE  1 
Mll-C-60265 

1377 

OS 

23  Jun 

86 

Cutter,  Powder  Actuoted,  Reefing  line.  Ml 3,  Assembly . 

l 

NOTICE  1 
Mll-C-60266 

1377 

OS 

10  Mor 

87 

Cutter,  Powder  Actuated,  Reefing  line,  M9,  XM10,  XM11,  XM12,  M13,  Metal  Ports 

l 

NOTICE  1 
Mll-C-60267  (1) 

1377 

OS 

15  Jul 

86 

Assembly 

Cutter,  Powder  Actuated,  M8  Assembly. . . . . . . . . . 

L 

Mll-C-60105  (1) 

1377 

OS 

26  Jun 

86 

Cutter,  Power  Actuoted,  Reefing  line,  XM23  Assembly  (Inactive  Fornew  Design) . 

L 

NOTICE  1 
MIL-C-46945  (1) 

1377 

OS 

02  Jun 

64 

Cutter,  Rivet,  Shear  Type. . . . . . . . . 

Mll-C-6798 

5110 

84 

24  Mo y 

76 

GGG-C-835A 

5110 

•Gl 

04  Sep 

27  Oct 

63 

Cutter,  Steel  Stropping......... . . . . . . . . . . . . . 

INT  AMD  (2) 
GGG-C-C0835S 

5110 

i 

70 

Cutter,  Tile,  Aspholt,  Plastic  Rubber  . . . . 

MIL-C-9912B 

5110 

84 

19  Mar 

80 

Cutters,  Pooer,  Guillotine,  H.-nd  Operated . . . . 

L 

MIL-C-43227A 

3610 

Gl 

11  May 

73 

Cutter*,  Wire  Rope,  Hond  Operated  . . . . . 

GGG-C-800B 

5110 

•Gl 

27  Feb 

64 

Cutting  Edge  Moldboord,  Dozer...... . . . . . . . . . . . 

INT  AMD  1 
MS-39103D 

3830 

ME 

12  Sep 

72 

Cutting  Edge,  Moldboord,  Grader . . . . . 

ME  9.5465E 

3805 

ME 

26  Aug 

88 

Cutting  Edge,  Scraper  . . . . . . . . . . 

MIL-C-52j70 

3805 

ME 

14  Apr 

67 

Cutting  Edge,  Scraper  Bowl,  Earth  V  dng,  18  Cubic  YarJ  . . . . 

MS-39238A 

3805 

ME 

02  May 

67 

Cutting  Edges,  Moldboard,  Grader  . . . . . . . . . 

L 

MIL-C-20704C 

3805 

ME 

07  Feb 

80 

Cutting-Edges,  Moldboard,  Snowplow  . . .  . . . . 

MS-39334 

3830 

ME 

23  Apr 

70 

Cutting  Edges,  Moldodboord,  Grader... . . . . . . . 

A-A-52008 

3805 

/ME 

17  Aug 

88 

Cutting  Fluid,  Emulsifiable  Oils . . . . . . . . . . 

VV-C-846A  (1) 

9150 

/AR 

18  Sep 

68 

Cutting  Fluid,  Sutfur-and  Chlorine-additive  . . . . . . 

NOTICE  (1) 
MIL-046149 

9150 

AR 

04  Sep 

70 

Cutting  F'uids,  Sulfurized  Fatly  And  Mineral  Oils........... . . . . 

VV-C-850A  (1) 

9150 

/AR 

26  Sep 

68 

Cutting  Mo  h?ne.  Oxygen-fuel,  Motor-driven,  Portobfe . . . 

MIL-C-18843E 

3433 

IP 

04  Jun 

86 

Cutting  Mat'.ne,  Shape,  Oxygen  &  Fuel  Gos,  Electric-motor  Driven,  Tracer  Guided, 

MIL-C-801T1C 

3433 

IP 

14  Jan 

87 

Portable 

Cutting  Machine,  Oxygen  Ffame  And  Plasma  Arc,  Automatic,  Stationary, 

MIL-C-80036C 

3433 

IP 

19  Dec 

85 

Photoelectric  Tracer  Conirolled 

Cutting  Machines,  Gear,  Safety  Requirements  For  The  Construction  Core  &  Use  • 

ANSI  811.11-85 

34GP 

IP 

09  Nov 

84 

1985 

CUSTODIAN 


GL  SA  99 

GL  SA 
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GL 

GL  MC 
GL  SH 

MD  MS 
MD  MS 
GL  SA 

AS 
GL  SH 

GL  SH 

AS 
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OS 
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GL  SA 
ME 
ME 


GL  SH 

OS 

OS 

AS 

OS 

OS 

OS 

OS 

OS 

OS 

OS 

OS 

OS 
GL  AS 
GL  SH 
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GL  SA 
GL  SH 

ME 
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ME 

ME  YD 
ME 
ME 
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AR  YD 
AR  SH 
AL  YD 
SH 

ME  99 
AL  SH  99 
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ALPHABETICAL  LISTING 


TITLE 

Culling  Machine*,  Oxygen  Flame  Ard  Plasma  Arc,  Automatic,  Stationary, 

Numerically  Controlled 

Culling  System,  Metal,  Plasma  Arc  ...... . . . . . . . 

Cutting-fluid  Concentrates,  Transparent  . . . . . . . . . . 

Cuvette,  Blood  Coagulation  (Polystyrene,  Disposable...... . . . . . . 

Cuvette,  Spectrophotometer . . . . . . . . . . . . . . 

Cuvette,  Spectrophotometer . . . . . . . . . . 

Cydohexylamine,  Technical . . . . . . . . . . . 

Cyclophosphamide  For  Injection,  Usp . . . . . . . . . 

Cyclophosphamide  For  Injection,  USP . . . . . . . . . . . 

Cydotol  . . . . . . . . . . . . . . 

Cylinder  Assembly,  Emergency  Oxygen  . . . . . . . . . 

Cylinder  Assembly  (Reuse)  For  M56  Mines . . . . . . . 

Cylinder  Assembly,  Actuating,  linear,  Hydraulic,  For  Bridge  And  Bridge  launcher ...... 

Cylinder  Assembly  . . . . . . . . . . . . . 

Cylinder  For  M56  Mines . . . . . . . . . . . . . . . 

Cylinder  Reconditioning  &  Correction  Equipment,  Portable... . . . . 

Cylinder  Stored  Compressed  Air  For  8reathingpurposes,  Request  Other  Than  DOD 
Must  Be  Sent  Vfo-Hq  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

Cylinder  Stored  Compressed  Breathing  Air  Characteristic*  . . 

Cylinder-compressed  Gos,  Nonshatlerable . . . . . . . . . . . 

Cylinder,  Ai’  Purifier. . . . . . . . . . . . 

Cylinder,  -orbon  Dioxide  rilled.  Technical . . . . . . . . 

Cylinder,  Carbon  Dioxide,  2  OZ.  Copacity . . . 

Cylinder,  Corbon  Dioxide,  For  Inflation  Of  Pneumatic  life  Preservers  . . . . 

Cylinder,  Compressed  Gos,  High  Pressure,  Sleel  Dot  3AA,  And  Aluminum 
Applications,  Genera!  Specification  For 

Cylinder,  Compressed  Gas,  Chlorine,  ICC  3A  ICC  3AA  . . . 

Cylinder,  Compressed  Gos,  Dot  Specification  3AA  And  Aluminum  Applications,  For 
Industrial  Services 

Cylinder,  Compressed  Gas  (Compressed  Air  And  Corbon  Dioxide,  Nonshatferable 
And  Nonmagnetic) 

Cylinder,  Compressed  Gas,  Dot  Specification  3AA  And  Aluminum  Applications  For 
Corbon  Dioxide 

Cylinder,  Compressed  Gas.  Chlorine,  Dot  3A480  Or  Dot  3AA480  . . ............. 

Cylinder,  Compressed  Gos,  Dot  Specification  3AA  And  Aluminum  Applications,  For 
Medico!  Services 

Cylinder,  Compressed  Gos,  Diver  S,  For  Demand,  Open  Circuit  Scuba . . . 

Cylinder,  Compressed  Gas,  Dot  Specifications  4BA,  4BW,  &  4E  For  Refrigerants, 

Fire  Extinguishing  Agents  &  Sterilization  Gases 

Cylinder,  Compressed  Gas.  Ammonia,  With  Valve  (Dot  4AA480) . 

Cylinder,  Compressed  Gos,  Dot  Specifications  4BA,  4BW,  &  4E  Liquified  Petroleum 
Gas  &  Fuel  Gos  Mixtures 

Cylinder,  Dehydrator . . . . . . . . . 

Cylinder,  Gases  &  Liquids  One  Ton,  Type  D . . . . . . . 

Cylinder,  Graduated,  Laboratory . . . . . . . 

Cylinder,  Graduated,  Laboratory,  Polypropylene . . . . . 

Cylinder,  Graduated,  laboratory.  Polypropylene . . . . . . . 

Cylinder,  Graduated,  laboratory.  Glass . . . . . . . 

Cylinder,  Graduated  Polymethylpentene  Plastic  . . . . . . 

Cylinder,  Graduated,  loborotory  With  Stoppered  Mouth  . . . 

Cylinder,  Graduated  Polycarbonate  . . . . . . . . 

Cylinder,  Graduated  Polyethylene  Plastic . . . . . . 

Cylinder,  Graduated,  Loborotory,  1130  Ml  And  1205  Ml  Graduations  And  Markings 
(Borosllicote  Glass) 

Cylinder,_Graduoted,  loborotory.  With  Pourout  Mouth  (Borosilicale  Glass)  .............. 

Cylinder,  High  Pressure  Air,  Fibergloss  Reinforced  Plastic  (FRP),  Metol  lined.. . .... 

Cylinder,  Hydroulic  Brake,  Master,  Power  Assisted . . . . . 

Cylinder,  lockout  For  Shock  Absorber  Missile  launcher  Mark  2  Mod  O . 

Cylinder,  Nitrogen,  For  Rescue  Hand  Tool . . . . . . . . . 

Cylinder-Nitrogen  Filled,  Puncturoble  Seal................. . . . . 

Cylinder,  Oxygen,  low  Pressure,  Nonshatterable . . 

Cylinder,  Oxygen,  Non  Shatteroble,  Welded,  1800  Psi  (Straight,  ,u.  And  Spiral 
Types) 

Cylinder,  Oxygen,  low  Pressure. . . . . . 

C/foder,  Rings  ©Tone  Gud>,  Turbine,  Cast,  Acceptance  Criteria  f  Or . . . 

Cylinder,  Sampling . . . . . . . . . . . . . 

Cylinder,  Ungraduoled,  Loborotory,..,.,.,.,.. . . . . . . 

Cylinders,  Centrifugalfy  Cast  Duo!  Metol  (Gray  And  White  Cast  Iron  (Metric  •  12 
April  1984 

Cylinders,  Centrifugallx  Cost  Dual  Metol  ( Gtay  And  White  Cost  lron),stondard 
Specification  For  *  30  Oct  87 

Cylinders,-Compressed  Gos  Dot  8  &  Dot  8Al  Acetylene,  With  Volves  . . 

Cylinders,  Compressed  Gas,  ICC4BA,  Icc  4BW,  And  Ice  4E... . . . . 

Cylinders,  Steel,  Compr  ,w  Gas,  Nonshatferable  . . . . . . 

Cylindrical  Parts,  P^rerred  limits  And  Fits  For  -  18  Sep  67  . . . . . . 

Cylindrical  Tanks,  Upright,  Standard  Method  For  Measurement  &  Calibration  Of  • 
1980 
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MlL-C-80265 

3433 

IP 

19 

85 

99  IP 
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85 

AL 
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MIL-C-46U3B 
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73 

AR 
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MB 
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88 

MD 

MS 

03 
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DM 
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69 

MD 
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03 
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6640 

DM 
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78 

MD 

MS 

03 
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t 
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75 
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MB 

28  Mor 

88 

MD 

MS 

03  DM 

A-A-0051835 

6505 

MB 

18  Feb 

87 

MD 

MS 

03 

L 

MIL-C-13477C 

1375 

AR 

09  Jul 

75 

AR 

MS-22069E 

1660 

71 

05  Nov 

87 

AV 

AS 

99 

l 

MIL-C-48371  (1) 

NOTICE  1 

1345 

AR 

08  Apr 

86 

AR 

l 

MIL-C-524648 

5420 

ME 

26  Jul 

82 

ME 

l 

Mll-C-63093 

1345 

AR 

13  Aug 

76 

AR 

l 

MIL-C-48287  (1) 

NOTICE  1 

1345 

AR 

20  May 

88 

AR 

Mll-C-STWC 

*5110 

YD 

15  Apr 

85 

GL 

YD 

99 

AIR-STD-25/32 

ISOF 

06 

10  Sep 

86 

06 

AIR-STD-14/1IE 

isor 

06 

12  Jul 

84 

MS-26545M 

1660 

AS 

07  Oel 

88 

AV 

AS 

99 

L 

M1L-C-83959 

4310 

84 

19  Apr 

71 

99 

MH.-C-601G  (1) 

4220 

AS 

31  Aug 

72 

ME 

AS 

99 

l 

MIL-C-52053A 

8120 

ME 

15  Feb 

85 

ME 

MIL-C-25369C 

4220 

S2 

23  Aug 

83 

ME 

SH 

99 

RR-C-90IC 

8120 

/ME 

15  Jon 

81 

ME 

SH 

6e 

MIL-C-11732D 

8120 

ME 

20  Mor 

73 

ME 

SH 

68 

RR-C-901/1 

8120 

/ME 

15  Jon 

81 

ME 

SH 

68 

MIL-C-16310C  (1) 

8120 

SK 

26  Oct 

71 

SH 

68 
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8120 

/ME 

15  Jon 

81 

ME 

SH 

68 

Mll-C-1 1732/1 

8120 

Mb 

08  Mor 

73 

ME 

SH 

68 

RR-C-901/3 

8120 

/ME 

15  Jon 

81 

ME 

SH 

68 

l 

MII-C-24316A 

4220 

SH 

01  Sep 

71 

SH 

RR.C-910/1 

8)20 

/ME 

11  Dec 

80 

ME 

SH 

68 

MIL-C-11733D  (1) 

8120 

ME 

24  Nov 

81 

ME 

SH 

68 

RR-C-910/2 

8120 

/ME 

11  Dec 

80 

ME 

SH 

68 

l 

MIL-C-83960A 

4440 

84 

28  Nov 

88 

99 

L 

MII-C-3250B 

8120 

EA 

22  Jun 

61 

EA 

A-A-51822 

6640 

DM 

20  Jul 

87 

EA 

MS 

99 

Mll-C-36229 

6640 

DM 

01  Jul 

64 

MD 

MS 

03 

A-A-50999 

6640 

/MB 

14  Aug 

85 

MD 

MS 

03 

A-A-50807 

6640 

/MB 

17  Apr 

81 

MD 

MS 

03 

MO-36483 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MS -35947  B 

6640 

EA 

10  Nov 

£6 

EA 

MS 

99 

MS-36484 

6640 

BA 

12  Feb 

82 

EA 

MS 

99 

MS-36481 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MS-35951A 

6640 

fcA 

26  Mor 

69 

EA 

MS 

99 

MS-359438 

6640 

EA 

10  Nov 

86 

EA 

MS 

99 

l 

MIL-C-24604 

NOTICE  1 

1940 

SH 

22  Jun 

87 

SH 

MII-C-7979B 

1630 

AS 

21  Ocl 

59 

AV 

AS 

11 

l 

Mll-C-21522  (2) 

1440 

OS 

01  Aug 

61 

OS 

l 

Mll-C-81575  (1) 

8120 

AS 

05  Aug 

83 

AS 

l 

MIL-C-51098E  (5) 

4230 

EA 

24  Aug 

87 

EA 

MII-C-5886E 

1660 

71 

31  Ocl 

79 

AV 

AS 

99 

MS-90389B 

NOTICE  1 

1660 

AS 

30  Sep 

87 

AV 

AS 

99 

MS-21227A 

NOTICE  1 

1660 

71 

12  Nov 

76 

AV 

AS 

99 

L 

MII-S10-T880 

2835 

AT 

05  Mo y 

83 

AT 

L 

MIL-C-03590 

8120 

12 

04  Feb 

69 

12 

MS-35997C 

6640 

EA 

10  Nov 

86 

EA 

MS 

99 

ASTM  A667M-84 

MECAYD 

19  Jul 

85 

MR 

YD 

ASTM  A667M-A567M-87 

MECAYD 

28  Ocl 

88 

ME 

YD 

MII-C-3701B  />) 

8120 

ME 

24  Nov 

81 

ME 

SH 

68 

RR-C-910D 

8170 

/ME 

11  Dec 

80 

ME 

SH 

68 

Q 

MIL-C-7905F  (1) 

1660 

AS 

30  Aug 

85 

AV 

AS 

99 

ANSI  84.1-67 

MISC 

70 

04  Jon 

72 

AR 

SH 

99 

API  2550-80 

NDTI 

YD 

17  Dec 

82 

MR 

YD 

99 

246 


ALPHABETICAL  LISTING 


TITLE 


Cyproheptadine  Hydrochloride  Tablets,  Nf . . . . . . . . . . . 

Cystoscope... . . . . . . . . 

Cystoscope . . . . . . . . . . . . 

Cytorabine,  Sterile,  USP. . . . . . . . . . . . . 

DC  To  DC  Inverter,  Electronic  Timer  Module  . . . . . . . . . . . 

DDM  Projection  Lamp  -  8  Mar  82 . . . . . . . . . 

DES  Modes  Of  Operation . . . . . . . . . . . 

DI&2  Ethy’hexylphthalate  . . . . . . . 

DNF  Projection  lamp  -  11  May  77  . . . . . . . 

DOD  Materiel  Procedures  For  Development  &  Application  Of  Packaging 
Requirements 

Dam  Compound,  Babbitt  Pouring . . . . . . . . . 

Damage  Control  Books  For  Auxiliary  And  Miscellaneous  Srrjll  Ships  . . . . 

Damage  Control  Books  For  Submarines  Preparation  Ano  Revision  Of . .... 

Damage  Control  Books  For  Warships  And  Miscellaneous  Large  Ships,  Preparation 
Of 

Damage  Control  Books  For  Surface  Ships,  Revision  Of . . . . . 


Dampener,  Fluid  Pressure,  Gage  Protectior  . . . . . . 

Damper,  Engine  Exhaust  Flame  And  Glare... . . . . . . . . 

Damper,  Flue,  4  Inch  . . . . . . . . . 

Damping  Fluid,  Silicone  Base  (Dimethyl  Polysiloxone)  . . . . 

Dantrolene  Sodium  Capsules  . . . . . . . . . . . 

Darkroom,  Photographic,  Transportable  ES>82(  ( . . . . . . . 

Darkroom,  Photogrophic,  Portable,  ES*38(  )  . . . . . . 

Darkroom,  X-ray,  Portable,  Tent  Type  Lightweight,  Field . . . . 

Dashpot  Assembly  Atomic  Weapon  . . . . . . 

Data  &  Tests,  Engineering,  Contract  Requirements  For  Guided  Missile  Target 
Systems 

Data  Analysis  Programming  Group  AN/AYA-8(*) . . . . . 

Data  And  Tests,  Engineering,  Contact  Requirements  For  Air  Launched  Guided 
Missile  Systems 

Data  Encryption  Standard . . . . . 

Data  Information,  Principles  For  The  Automated  Transfer  Of,  Between  Tactical 
Command  &  Control  Systems  (Releose  To  Other  Than  DOD  Activities  Requires 
Prior  Approval  Of  DARCOM,  DRCDE-1  (ABCA  675) 

Data  Item  Descriptions  (DID),  Preparation  Of . . . . 

Data  Management  Program . . . . . . . . . . 

Date  On  Transportation  Environments.  Monitoring  Cargo  Shipments  For  Acquisition 
Of 

Data  Presentation  Requirements,  Installed  Performance  And  Air  Induction  Systems 
(ASG) 

Data  Requirements  For  Development,  Acquisition,  And  Update  Of  Technical  Monuols 
Data  Storoge  Transparencies  For  Factored  Transparency  Radar  Simulators . 

Dota  Terminal  Equipment  &  Dota  Communication  Equipment,  Interface  Between, 
Employing  Serial  Binary  Dota  Interchange  *  1969 
Data  Transmission  Codes  (Releose  To  Other  Than  DOD  Activities  Requires  Prior 
Approve!  Of  DARCOM)  ABCA  432 

Data  Transmission  For  Rodar  Doppler  Systems  . . . . . . . . . . . 

Data,  Electronics  Commond  Engineering  Document  Control  . . . 

Data,  Engineering  And  Technical,  Reproduction  Requirements  For . . . . 

Data,  Technical  Aircraft,  For  Design  Of  Aviotion  Training  Devices  . 

Data,  Technical  For  Rocket  Motors  . . . . . . . . . . 

Dating  Stomp  (Fixed  Legend) . . . . . . . . 

Doling  Stomp  (Nonfixed  Legend).... . . . . . . . . . 

Dating  Stamp  (Removable  Type) . . . . . . . . . . . 

Dating  Stomp  (Time  legend)  . . . . . . . . . . . . . 

Datum  Buoys  Markers  Marine  &  Mares  (Gig.  1  Ota  1  Dec  1986). . . . . 

Davit  &  Winches,  Boat  Power  Operoted  . . . 

Doy  Morking  Of 'Airfield  Runways . . . . . . . 

DB3  . . . . . . . . . 

De  Trose  Injection,  USP,  Partical  Fill  Bogswith  Vital  Additive  Port..... . . . . 

De-icing-System,  Pneumatic  Boot,  Aircraft,  General  Specicicotion  For . . . 

Dead  Reckoning  Tracer  (DRT)  (Naval  Shipboard) . . 

Decal  (Heat  Transfer)  Usmc  And  U.s.  Navy . . . . . . . 

Decol,  Rubber  Assembly  Oate  (  ASG) . . . . . . , . . . . 

Decay  Element,  loadings  Assembling  &  Pocking . . . . . . . 
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MIL-C-37696 

6505 

MB 

28  Mor 

88 

MD 

MS 

03 
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AR 
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83 

AR 
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6240 

82 

12  Jan 

84 

99 
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02 

01  Jun 

81 

OM  02 

NOTICE  (1)02 
MIL-D-13796A 

6810 

AR 

14  May 

62 

AR 

os 

68 

ANSI  C78.1404-77 

6240 

SH 

30  Mar 

81 

ME 

SH 

99 

MIL-STD-2073/1A 
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AS 

16  Jul 

84 

SM 

AS 

43 

MIL-D-I1568C 

NOTICE  1 

9350 

ME 

13  Feb 

87 

ME 

SH 

99 

L 

MIL-STD-771C 

TMSS 

SH 

01  Jun 

72 

SH 

L 

MIL-STD-797C 

TMSS 

SH 

25  Mar 

88 

SH 

L 

MIL-STO-772C 

NOTICE  1 

10  JUNE  1974 

TMSS 

SH 

10  Jun 

74 

SH 

L 

MII-STD-784B 

NOTICE  2 

10  JUNE  1974 

TMSS 

SH 

10  Jun 

74 

SH 

Q 

MIL-D-2940B  (1) 

INT  AMD  3  (SH) 

6685 

SH 

12  Nov 

86 

ME 

SH 

99 

MIL-D-6728A 

1560 

AS 

15  Nov 

56 

AV 

AS 

99 

MIL-D-1427C 

4520 

Gl 

09  Sep 

88 

GL 

99 

VV-D-1078B 

9150 

/AS 

09  Dec 

83 

ME 

AS 

20 

A-A-51068 

6505 
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11  Oct 

85 
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L 

MIL-D-49031A 

6780 

CR 

21  Nov 

84 
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L 

MIL  D-55162B 
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CR 

12  Nov 

84 

CR 

Mll-D-36105 

6545 

DM 

21  Mor 

62 

MD 

MS 

03 

L 

MIL-D-480'6  (1) 
NOTICE  1 

1110 

AR 

10  Mar 

86 

AR 

L 

MIL-D-86853 

•14GP 

AS 

01  Jun 

67 

AS 

L 

MIL-D-8I347C 

NOTICE  1 

5895 

AS 

15  Apr 

88 

AS 

L 

MIL-D-8684B 

•14GP 

AS 

28  Apr 

67 

AS 

FIPS-46 

IPSC 

02 

15  Jan 

77 

OM  02 

Q-STD-675 

ISDA 

AM 

10  Feb 

82 

DOD-STD-963 

MISC 

SD 

18  Mor 

85 

Ml 

SH 

10  DH 

L 

DOD-STD-1700 
NOTICE  1 

MISC 

NS 

15  May 

86 

MIL-D-45217A 

ENVR 

MT 

01  Nov 

82 

MT 

SA 

69 

MII-D-17984A  (1) 

2840 

AS 

03  Jun 

59 

AR 

AS 

L 

MIL-STD-1790A 

TMSS 

16 

07  Nov 

86 

16 

l 

MIL-STD-736 

NOTICE  1 

15  APR  1965 

6940 

TD 

15  Apr 

65 

TD 

EIA  RS232C-69 

34GP 

DC 

09  Mar 

79 

AL 

SH 

99 

Q-STD-432  (1) 

ISDA 

AM 

04  Aug 

83 

AIR-STD-53/7A 

ISDF 

06 

15  Aug 

68 

L 

MIL-D-55176C 

MISC 

ER 

18  Oct 

66 

ER 

MIL-D-5480E 

DRPR 

16 

15  Jun 

70 

AR 

AS 

16 

L 

MIL-D-23143A 

69GP 

TD 

15  Mar 

82 

TD 

L 

MIL-D-23660A 

1336 

AS 

15  Sep 

65 

AS 

A-A-566 

7520 

t 

29  Jon 

80 

A-A-288 

7520 

t 

14  Feb 

80 

A-A-285 
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09  Nov 

79 

A-A-565 

7520 
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07  Feb 

80 

Am-57D-5i/9 

AIR 

ISDF 

Oi 

15  May¬ 

85 

l 

MIL-D-177628  (2) 

2030 

SH 

ra  Jul 

67 

SH 

NAT-STD-3158  (7) 
NAT 

ISDF 

06 

29  Oct 

85 

L 

MIL-D-50028A  (1) 
NOTICE  1 

6810 

EA 

24  Feb 

87 

EA 

A-A-0053429 

6505 

/MB 

16  Jun 

88 

MD 

MS 

03 

MIL-D-3804A 

1650 

AS 

26  Sep 

58 

AV 

AS 

99 

O  L 

MIL-D-2759E 

6605 

SH 

18  Dec 

87 

SH 

L 

MIL-D-29362A 

7690 

MC 

13  Apr 

83 

MC 

MS-9244A 

7690 

AS 

16  Nov 

62 

AS 

11 

l 

Mll-D-70669 

1345 

AR 

06  Oct 

87 

AR 
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TITLE 

Decelerator,  RAM  Air  Ports  &  Container  Assembly  . . . . . . . . 

Deck  Covering  Materials  . . . . . . . . . . . . . . . 

Deck  Covering  Mognesio  Aggregate  Mixture . . . . . . . . . 

Deck  Covering  Materials,  Interior,  Cosmetic  Polymeric . . . . 

Deck  Covering  Magnesia  Aggcrgote  Mixture . . . . . . . . 

Deck  Covering  Underlay  Materials . . . . .  . . . . . . . . 

Deck  Covering,  Lotex  Concrete  . . . . . . . . 

Deck  Covering,  Lightweight,  Nonslip,  Silicon  Carbide  Partice  Coated  Fabric  Film,  Or 
Composite  &  Sealing  Compound 

Oeck  Covering,  Sproy.on,  Nonslip  (S/s  By  DOD*C-24667)  . . 

Deck  Underlay  And  Covering,  Insulating,  Magnesia  Aggregate  Mixture. . . . 

Decoder  Group  OA-3369(*)/APX.7 . . . . . 

Decoder  Group,  AN/UPA-60  (V)  Iff  Mk  Yii  (Sif),  With  Active  Readout  And 
Associated  functions 

Decoder  Group,  AN/UPA-59(V)  Iff  Mk  Xii  (SIF),  With  Active  Readout  And 
Associated  Modification  To  Indicators  (PP1) 

Decoder,  Video  KY-871()/TKQ.2B . . . . . 

Decontaminating  Agent,  STB  . . . . . . . . . . 

Decontaminating  Apparatus,  Portable,  1  -1/2  Quart  With  Decontamination  Agents 
(ABCA»235)  (Release  To  Other  Than  Dod  Activities  Requires  Prior  Approval  Of 
Hq  Darcom,  Drcird) 

Decontaminating  Apparatus,  Power  Driven,  Skid*MOUNTED,  Multipurpose, 
Nonintegrol,  500-GALLON,  M12A* 

Decontaminating  Kit,  (Us)  Skin,  M2S3  (Uk)  Decontaminating  Kit,  Personal  (Dokp) 
(Co)  Milt,  Decontaminating,  Cn  Agent  (Release  To  Other  Than  Dod  Agencies 
Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Decontaminating  &  Reimpregnating  Kit,  Individual,  M 13  . . . . 

Decontaminating  Agent,  Biological,  Ethylene  Oxide  Propellant  Mixture . 

Decontaminating  Apparatus,  Portable,  D52,  1  1/2  Quart,  Mil  . . . . . 

Decontaminating  Agent,  DS2 . . . . 

Decontaminating  Apparatus:  Portoble  14  liter,  M13,  &  Components  For  . 

Decontaminating  Solutions  (Metric) . . . . . . . . . . 

Decontamination  Apparatus,  Power  Driven,  Skid  Mounted,  Multi  Purpose, 
Nonintegrol,  500  Gallon,  M12A1  (Release  To  Other  Than  Dod  Agencies  Requires 
Prior  Approval  Of  Hq  Dorcom,  Drcird) 

Decontamination  Kit,  Personal,  M258A1  . . . . . . . 

Decorating,  Exceptional  Bravery  Medal,  NASA  . . . . . . . 

Decoration,  NOAA  Association  Of  Commissioned  Officers  Awards . . . 

Decoration,  Achievement  Medal,  Uniformed  Services,  University  Of  The  Heolth 
Sciences 

Decoration,  Achievement  Medo!  For  Civilian  Service,  Army . . 

Decoration,  Achievement  Award,  Usphs . . . . . . . 

Decoration,  Aerial,  Achievement,  Air  Force . . . . . . . 

Decoration,  Air  Force  Achievement  Medal . . . . . . . 

Decoration,  Air  Force  Commendation  Medal . . . . . 

Decoration,  Air  Force,  (AF) . . . . . . . . . . 

Decorotion,  Air  Medal . . . . . . 

Decoration,  Airman  $  Medal  (AF) . . . . . . . 

Decoration,  Army  Commendation  Mcdol . . . . . 

Decoration,  Army  Achievement  Medal . . . . . . 

Decoration,  Award  For  Distinguished  Achievement  In  Science,  Navy..... . . . 

Decoration,  Award  For  Superior  Achievement,  Dot . . . . . . . . 

Decorotion,  Aword  For  Valor,  Dot . . . . . . . . . . 

Decorotion,  Aword  For  Meritorious  Achievement,  Dot . . . . . 

Decoration,  Award  For  Outstanding  Achievement,  Dot  . . . . . . . . 

Decorotion,  Award  Of  The  President  Of  The  United  States  For  Distinguished  Federol 
Civilian  Service 

Decorotion,  Bronze  Star  (A,  N,  AF,  MC,  CG) . . . 

Decorotion,  Civilian  Service  Medol,  OSD . . . . . 

Decorotion,  Civilian  Award  For  Volor,  Air  Force  . . . . . . . . . 

Decorotion,  Coost  Guard  Commendation  Medol  . . . . . . . . . . 

Decorotion,  Coast  Guard  Medol  . . . . . . . . . 

Decoration,  Coost  Guard  Achievement  Meta),  CG . . . 

Decoration,  Commond  Civilian  Award  For  Volor,  Air  Force . . . . . 

Decorotion,  Commander's  Aword  For  Public  Service,  Army  . . . . . . 

Decorotion,  Commendable  Service  Medol,  Uniformed  Services,  University  Of  The 
Heolth  Sciences 

Decoration,  Commendation  Medol,  USPHS  . . . . . . . . 

Decoration,  Commendable  Service  Aword,  Environmental  Protection  Agency . 

Decoration,  CongressionoLSpoce  Medol  Of  Honor  .  . 

Decorotion,  Defense  Distinguished  Service  Medal  . . . . . . . 

Decorotion,  Defense  Intelligence  Director  S  Award,  D.i.o. . . . . 

Decoration,  Defense  Meritorious  Service  Medol . . . . . 

Decoration,  Defense  Superior  Service  Medal  . . . . . . . 

Decorotion,  Distinguished  Service  Medol,  f  EMA . . . . 

Decorotion,  Distinguished  Service  Medol,  Merchant  Marine......... . . . . . 

Decoration,  Distinguished  Career  Service,  EPA  . . . . . 

Decoration,  Distinguished  Service  Medol,  Uniformed  Services  University  Of  The 
Heolth  Sciences 

Decoration,  Distinguished  Service  Medal,  USPHS..., . . . . . . . . . . 

Decorotion,  Distinguished  Career  Service  Award,  A.i.d.,  Dept  Of  Slate  . . . . 

Decoration,  Distinguished  Service  Cross  (A) . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Decoration,  Distinguished  Civilian  Service  DOD. . . . . 

Decoration,  Distinguished  Public  Service  Medal,  NASA . . . . 

Decoration,  Distinguished  Service  Award,  OCAA . . . . . . 

Decoration,  Distinguished  Service  Medal,  NASA  . . . . . . . . . . 

Decoration,  Distinguished  Civilian  Service,  Navy  (N) . . . . 

Decoration,  Distinguished  Civilian  Service,  Army,  Non-civil  Service . . . 

Decoration,  Distinguished  Public  Service  Award,  DOD... . . . . . . 

Decoration,  Distinguished  Public  Service  Award,  Navy  (N)  . . . . . . . 

Decoration,  Distinguished  Service  Medol,  Army  (A) . . . . . 

Decoration,  Distinguished  Service  Medal,  Navy  (N,  MC)..... . . . . . . 

Decoration,  Distinguished  Service  Medal,  Airforce  (AF) . . . 

Decoration,  Distinguished  Service  Meda1,  Coast  Guard  (Cg) . . . . . 

Decoration,  Distinguished  Flying  Cross  (A,oF,  N,  ML,  CG).., . 

Decoration,  Exceptional  Civilian  Service  Award,  Air  Force  (AF)  . . . 

Decoration,  Exceptional  Civilian  Service  Awcrd,  DNA . 

Decoration,  Exceptional  Service  Medal,  NASA  . . . . . . . . . 

Decoration,  Exceptional  Scientific  Achievement  Medal,  NASA.,.. . 

Decoration,  Exceptional  Civilian  Service  Award,  National  Security  Agency.. . . . 

Decoration,  Exceptional  Civilian  Service,  DLA  ........  . . . . . 

Decorotion,  Exceptional  Civilian  Service,  DIA . . . . . . . . . 

Decoration,  Exceptional  Service  Award,  Environmental  Protection  Agency........... . 

Decoration,  Exceptional  Civilian  Award  Civil  Service,  Army  (A)  . 

Decoration,  Exceptional  Service  Medal,  Uniformed  Services  University  Of  The  Heolth 
Sciences 

Decoration,  Fourragere . . . . . . . . . 

Decoration,  General  Specification  For . . . . 

Decoration,  Gold  life-saving  Medal  And  Bar,  Coast  Guard . 

Decoration,  Joint  Service  Commendation  Medal  . . . . 

Decorotion,  Joint  Service  Achievement  Medol,  Dod . . . . . 

Decoration,  legion  Of  Merit,  Chief  Commander{a,  AF,  N,  CG)  . 

Decorotion,  legion  Of  Merit  Officer  &  legionnaire  (A,  AF,  N,  MC,  CG . . 

Decorotion,  legion  Of  Merit,  Commonder  (A,  AF,  N,  MC,  CG) . 

Decoration,  Medal  Of  Valor,  Chaplain,  Army  . . . . . 

Decorotion,  Medol  Of  Honor,  Army  (A)  . . . . . . 

Decorotion,  Medal  For  Heroism,  ROTC  &  NDCC . . . . . . . 

Decoration,  Medol  For  Volor,  Federal  Aviation  Administration  . . . 

Decorotior.,  Medol  Of  Honor,  Navy  (N,  MC,  CG) . . . 

Decorotion,  Medal  For  Merit . . . . . . . 

Decoration,  Medol  Of  Honor,  Air  Force  (AF)  . . . . . . . 

Decorotion,  Meritorious  Civilian  Service  Award,  Army  (A)  . . . . 

Decorotion,  Meritorious  Civilian,  DIA. . . . . . 

Decoration,  Meritorious  Civilian  Service,  DIA . . . . . . 

Decorotion,  Meritorious  Civilian  Award,  Air  Force  (AF) . 

Decoration,  Meritorious  Service  Medol  . . . . . . . . 

Decoration,  Meritorious  Civilian  Service  Award,  Navy, . . . 

Decorotion,  Meritorious  Service  Medol,  USPHS . . . . . . . 

Decorotion,  Meritorious  Service  Award,  DCAA . . . . . . . 

Decorotion,  Meritorious  Civilian  Service  Award,  DNA . . . . . 

Decorotion,  Meritorious,  Civilian  Serrce  Award,  Office  Of  The  Secretory  Of 
Defense 

Decoration,  NOAA  AworH,  Various.. . . . 

Decorotion,  Notional  Security  Medal . 

Decoration,  National  Intelligence  Distinguished  Service  Medal . . . 

Decoration,  Notionol  Intelligence  Medol  Of  Achievement.. . . . 

Decorotion,  Navy  Commendation  Medol . . . . . 

Decorotion,  Navy  Achievement  Medol . . . . . . 

Decoration,  Navy  &  Marine  Corps  Medol  (N,  MC) . . . . . 

Decorotion,  Navy  Cross  (N,  MC).......... . . . . . 

Decorotion,  Netherlands  Orange  lanyard . . . . . . . . 

Decoration,  Outstanding  .Civilian  Service  Award,  Army  (Non-civil  Service) . . . . 

Decorotion,  Outstanding  Service  Aword,  USPHS . . . . 

Decorotion,  Outstanding  Service  Medol,  Uniformed  Services,  University  Of  The 
Heolth  Sciences 

Decorotion,  Oulstonding  Coreer  Achievement  Award,  A.I.D.,  Dept  Of  State . 

Decoration,  Outstanding  Civilian  Career  Service  Aword,  Air  Force . . . . 

Decoration,  Outstanding  leadership  Medol,  NASA  . . . . . 

Decorotion,  Outstanding  Public  Service  Aword,  Osd  . . . . . . 

Decoration,  Presidential  Citizens  Mfida*  . . . . . .  ... .. 

Decorotion,  Purple  Hcort . . . . . . . . 

Decoration,  Regional  And  State  Science  And  Engineering  Foir  Awcrd,  Army  . . . 

Decoration,  Robert  Dexter  Conrad  Aword  For  Scientific  Achievement . . . . . 

Decoration,  Silver  Star  Medol  . . . . . . . . . . . . . . 

Decorotion,  Silver  Life-saving  Medal  And  Bor,  Coast  Guard  . . 

Decorotion,  Sofdier  S  Medol  (A) . . . . . . . . . . . 

Decorotion,  Superior  Cadet  Award  ROTC  (A,  AF)  . . . . . 

Decoration,  Superior  Service  Award,  Environmental  Protection  Agency...... . . 

Decoration,  Superior  Civilian  Service  Aword,  Navy . . . . 

Decorotion,  Superior  Civilian  Service,  DIA  . . . . . . 

Decoration,  Superior  Civilian  Service  Award.ormy... . . . . . 

Decoration,  Surgeon  Generals  Medallion,  USPHS  . . . . . 
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8455 

IH 

09  Jul 

79 

IH 

Mtl-D-3943/112 

8455 

IH 

06  Jun 

85 

IH 

NU 

l 

MIL-D-3943/56B 

8455 

IH 

31  Mor 

87 

IH 

l 

MIL-D-3943/63C 

8455 

IH 

31  Mor 

87 

IH 

l 

MIL-D-3943/50B 

8455 

IH 

31  Mor 

87 

IH 

MIL-D-3943/ 1 10A 

8455 

IH 

15  Nov 

85 

IH 

l 

MIL-D-3943/31B 

8455 

IH 

01  Apr 

87 

IH 

MII-D-3943/69A 

8455 

IH 

31  Mcr 

87 

IH 

NU 

11 

MIL-D-3943/90A 

8455 

IH 

31  Mar 

87 

IH 

NU 

11 

MIL-D-3943/28B 

8455 

IH 

01  Apr 

87 

IH 

MIL-D-3943/53B 

8455 

IH 

31  Mor 

87 

IH 

NU 

MIL-D-3943/17B 

8455 

IH 

31  Mor 

87 

IH 

NU 

MIL-D-3943/5A 

8455 

IH 

30  Jun 

71 

IH 

PE 

MIL-D-10254C 

8455 

IH 

23  May 

88 

IH 

82 

NOTICE  1 

l 

MII-D-3943/51B 

8455 

IH 

31  Mor 

87 

IH 

l 

MIL-D-3943/97A 

8455 

IH 

31  Mor 

87 

IH 

l 

MIL-D-3943/104 

8455 

IH 

28  May 

82 

IH 

l 

MIL-D-3943/ 105 

8455 

IH 

04  Jun 

82 

IH 

MIL-D-3943/107A 

8455 

IH 

20  Nov 

84 

IH 

11 

l 

MIL-D-3943/58B 

8455 

IH 

31  Mor 

87 

IH 

l 

MIL-D-3943/86A 

8455 

IH 

31  Mor 

87 

IH 

l 

Mil  -D-3943/758 

8455 

IH 

31  Mar 

87 

IH 

MIL-D-3943/24B 

8455 

IH 

01  Apr 

87 

IH 

11 

l 

MIL-D-3943/79A 

8455 

IH 

31  Mar 

87 

IH 

MIL-D-3943/35B 

8455 

IH 

01  Apr 

87 

IH 

MII-D-3943/11B 

8455 

IH 

31  Mar 

87 

IH 

NU 

11 

MIL-D-3943/21B 

8455 

IH 

01  Apr 

87 

IH 

l 

MIL-D-3943/16B 

8455 

IH 

31  Mar 

87 

IH 

MIL-D-3943/34C 

8455 

IH 

25  Aug 

87 

IH 

11 

l 

MII-D-3943/81A 

8455 

IH 

31  Mar 

87 

IH 

MIL-D-3943/68B 

8455 

IH 

31  Mar 

87 

IH 

NU 

MIL-D-3943/126 

8455 

11  Apr 

89 

MIL-D-3943/123A 

8455 

IH 

24  Oct 

88 

IH 

MIL-D-3945/117 

8455 

IH 

23  Dec 

84 

IH 
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ALPHABETICAL  LISTING 


TIKE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Decoration,  Surgeon  General’s  Exemplary  Service  Medal  . . 

Decoration,  USPHS  Awards . . . . . 

Decoration,  Unit  Awards  &  Citations... . . . . . . . . . . . . . 

Decoration,  Unit  Awards  &  Citations,  Air  Force  (Af)  . . . . . . 

Decorations,  Distinguished  And  Meritorious  Public  Service  Awards,  Coast  Guard . . 

Decorations,  Presidential  Medal  Of  Freedom  With  Distinction  And  Presidential 
Medal  Of  Freedom 

Decotation,  Commandersoward  For  Civilian  Service,  Army  . . . . 

Defense  System  Software  Development . . . . . . . 

Defibrillator  &  Cardioscope  (Three  Lead,  With  Recorder)  . . . . . . 

Defibrillator,  Monitor-recorder  flattery  Operated  With  Charger . . . . . 

Definition  &  Determination  0  Ballistic  Properties  Of  Gun  Propellants  (Edition  1)  .... 
Definition  And  System  Of  Units,  Electromagnetic  Interference  Technology . . . 

Definition  Applicable  To  Speed-governing  Of  Electric  Generator  Set  . . . . 

Definition  Of  And  Basic  Requirement  For  Enclosure  For  Electric  And  Electronic 
Equiment 

Definition  Of  Pressures  For  Use  In  The  Design  &  Proof  Of  Guns  &  Ammunitions 
(Edition  ■  ) 

Definition  Of  Pressures  For  Use  In  The  Design  And  Proof  Of  Guns  And  Ammunition 
(ABCA-309) 

Definition  Of  Sea  State  For  Use  In  Connection  With  Doppler  Navigation. . . . . 

Definition  Of  Weight  Of  A  Standard  Manpack  Radio  Stolion  (ABCA-209) . . 

Definitions  &  Systems  Of  Units,  Magnetic  Silencing  (Metric),............ . . . 

Definitions  And  Basic  Requirements  For  Electric  And  Electronic  Equipment  Enclosures 

Definitions  For  Use  On  Engineering  &  Associated  Data  (Req  For  Issue  From  Other 
Than  DOD  &  DOD  Contractors  Must  Be  Sent  Via  HO  USAF/XOXX(lSO),  Wosh., 
D.c.  20330-5058 

Definitions  Of  Effectiveness  Terms  For  Reliability,  Maintainability,  Human  Factors, 
And  Safety 

Definitions  Of  Item  levels,  Item  Exchangeability,  Models,  And  Related  Terms . . 

Definitions  Of  Tactical,  Prime,  Precise,  And  Utility  Terminologies  For  Classification 
Of  The  Dod  Mobile  Electric  Power  Engine  Generator  Set  Family 

Definitions  Of  Terms  For  Test,  Measurement  And  Diagnostic  Equipment . . . 

Definitions,  IEEE  Stondard  Radar  -  15  Oct  82...., . . . . . . . 

Defuelling  Of  Aircraft  (Edition  No.  2)  (With  Amendments  1,  2) . . . . 

Degaussing  &  Acoustic  Ranging  Information  Concerning  North  Atlantic  Treaty 
Minesweepers  &  Minehunters  (Edition  No.  3) 

Degradation  Tests  For  Fuels  And  Fuel  Container  Coatings  (Test  Procedure) . . 


Degreaser,  Portable,  Solvent  Type,  Tank  Immersion  (For  Cleaning  20MM  Gun 
Components) 

Degreoser,  Solvent,  Tank  Immersion  Type  . . . . . . . 

Degreaser,  Stationary,  High  Velocity  Centrifugal  Impact  Type,  Oil  Fired.  . . . 

Degreaser,  Vapor-spray,  Stationary,  Solvent  Type  Steamor  Electrically  Heeled.......... 

Dehumidifier,  Dry  Desiccont  Type,  Automatic,  Continuous  Outy . . . . . 

Dehumidifier,  Rotary,  Dry  Desiccont  Type,  Automatic,  Continous  Duty  . . . 

Dehumidifier,  Spoce . . . . . . . 

Dehumidifier,  Spoce,  Mechanically  Refrigerated,  Self-contained,  Novo!  Shipboard  .... 

Dehumidifiers,  Rotory,  Desiccant,  Electric  (For  Shipboard  Use) . ...» . . 

Dehydrator,  Condenser-filter  Low  Pressure  Air,  For  Speciol  Applications . 

Dehydrator,  Desiccant,  REFRIGERANT&12..... . . . . . . . 

Dehydrator,  Desiccont,  HD-186-ASQ  . . . . . . . . . . 

Dehydrator,  Desiccont,  Electric  (For  Bagged  Desiccont . . . . . 

Dehydrator,  Desiccant,  Semi  Automatic,  High  Pressure  Air  . . . . . . 

Dehydrator,  Low  Pressure  Air,  For  Special  Applications............. . . . . . 

Dehydrators,  Desiccont,  Refrigerant  12  . . . . . . . . 

Dehydrochotic  Acid  Toblcts,  Nf . . . . . . . . . . . 

Deicer/cnti-icer  Fluid  (For  Runways  And  Taxiwoys). . . . . 

Deicing  Defroster  Fluid  (Aerosol) . . . . . . . . . 

Delamination  Test  Stand  For  Oxygen  Hose  (Asg)  . . . . . . . 

Delay  Assembly  M75 3  8  Inch  Projectile  . . . . . . . . 

Delay  Celt,  7415435 . . . . . . . . . . . . . . 

Delay  Composition,  T  10  . . . . . . . . . . . 

Delay  Composition,  Tungsten  Fluorocorbon  Copolymer . . . . . 

Delay  Detonator  For  Projectile,  155MM,  Smoke,  M825............................. . . 

Delay  Detonator  Assembly  (Dwg.  C-9207798). . . . . 

Delay  Element  Assemblies.... . . . . . . . . . . 

Delay  Element  M2,  For  Fuxes  M557  And  M524  Ports  For  And  loading.  Assembling 
And  Pocking 

Delay  Element  M53  loading.  Assembling  And  Pocking.,., . . . . 

Delay  Element,  Cartridge,  M75,  Assembly  . . . . . . . . . 

Delay  Element,  Cartridge.  M8  . . . . . . . . . 

Delay  Element,  Cartridge,  XM17  Assembly,..., . . . . . . . . . 

Delay  Element,  Cartridge,  XM43  Assembly . . . . . . . . . 


I 

l 


L 


L 


L 


L 


L 

l 


L 

L 

L 

L 

L 

L 

L 


O  L 


L 

l 

L 

L 

L 

L 

L 

L 

L 

L 

L 

L 

l 


MIL-D-3943/122 

8455 

IH 

26  Jon 

88 

IH 

Mll-D-3943/101 

8455 

IH 

12  Aug 

81 

IH 

MIL-D-3943/32E 

8455 

IH 

17  Jul 

85 

IH 

MIL-D-3943/33C 

8455 

IH 

01  Mar 

83 

IH 

11 

MIL-D-3943/88A 

8455 

IH 

31  Mar 

87 

IH 

NU 

MIL-D-14644 

8455 

IH 

30  Jun 

74 

IH 

MIL-D-3943/92C 

8455 

IH 

26  Jon 

88 

IH 

DOD-STD-2167A 

MCCREC 

29  Feb 

88 

AR 

EC 

10 

A-A -005 1948 

6515 

MB 

22  Apr 

87 

MD 

MS 

03 

A-A-51560A 

6515 

/MB 

29  Jul 

88 

MD 

MS 

03 

NAT-STD-4115 

ISDN 

NM 

31  Mar 

70 

MIL-STD-463A 

EMCS 

CR 

19  Sep 

88 

CR 

SH 

11 

NOTICE  1 

MIL-STD-178A 

6115 

SH 

11  Jon 

88 

SH 

n 

NOTICE  1 

MIL-STD-I08E 

MISC 

SH 

19  Sep 

85 

TE 

SH 

NOTICE  1 

NAT-STD-4110  (1) 

ISDN 

NM 

13  Jun 

69 

Q-STD-309 

ISDA 

AM 

12  Apr 

73 

AIR  STD-53/14 

ISDF 

06 

15  Dec 

74 

Q-STD-209  (1) 

ISDA 

AM 

06  Ocl 

81 

DOD-STD-2141 

1905 

SH 

16  Feb 

89 

SH 

NOTICE  1 

ABC-STD-21A 

ISDN 

SH 

09  Ocl 

74 

ABCA-STD-2IA 

AIR-STD-104/5A 

ISDF 

06 

21  Jan 

87 

MU-STD-721C 

REll 

AS 

12  Jun 

81 

CR 

AS 

17 

MIL-STD-280A 

MISC 

CR 

30  Jul 

86 

CR 

AS 

26 

MIL-STD-1332B 

6115 

ME 

13  Mar 

73 

ME 

YD 

11 

MII-STD-1309C 

ATTS 

EC 

18  Nov 

83 

CR 

EC 

99 

IEEE  686  82 

58GP 

99 

15  Ocl 

84 

ER 

99 

NAT-STD-3334  (4) 

ISDF 

06 

07  Dec 

76 

NAT-STD-1203  (1) 

ISDN 

NM 

21  Mar 

86 

MIL-STD-1262 

8010 

ME 

21  Feb 

69 

ME 

YD 

20 

NOTICE  1 

21  FEB  1969 

MIL-D-45064D 

4940 

AL 

29  Nov 

85 

AL 

MIL-D-12491E 

4940 

At 

10  Mor 

89 

ME 

YD 

MU-D-45099D 

4940 

At 

18  Sep 

85 

AL 

M1L-D-45950A  (1) 

4940 

AL 

09  Jon 

86 

AL 

MII-D-16886G 

4440 

YD 

22  Nov 

82 

ME 

YD 

99 

MIL-D-28594A 

4440 

YD 

20  Ocl 

82 

ME 

YD 

99 

A-A-50746 

4440 

84 

07  Aug 

87 

99 

MIL-D-19947A  (1) 

4440 

SH 

14  Ocl 

64 

SH 

Mll-D-24322 

4440 

SH 

02  Feb 

68 

SH 

Mll-D-24693 

4440 

SH 

23  No v 

87 

SH 

MS-35845E 

4130 

Gl 

19  Nov 

71 

GL 

99 

MIL-D-9394A 

4440 

84 

26  Aug 

74 

99 

MIL-D-21576 

4440 

AS 

11  Aug 

58 

AS 

MIL-D-17847E 

4460 

SH 

26  Sep 

87 

SH 

MIL-D-23523D 

4460 

SH 

23  Nov 

87 

SH 

MIL-D-22825C 

4130 

GL 

01  Ocl 

87 

GL 

YD 

99 

NOTICE  1 

Mll-D-37464 

6505 

DM 

29  Mor 

88 

MD 

MS 

03 

MIL-D-8341 1A 

6850 

20 

01  Aug 

73 

20 

O-D-190B 

6850 

* 

10  Sep 

76 

INT  AMD  (1) 

MS-22057 

1660 

AS 

30  Sep 

87 

AS 

99 

NOTICE  1 

MIL-D-63180 

1110 

AR 

07  Apr 

88 

AR 

NOTICE  1 

MIL-D-60SI0C 

1285 

Ml 

31  Jul 

85 

Ml 

MIL-D-85306  (1) 

1377 

AS 

19  Jun 

86 

AS 

MIL-D-82710 

1376 

OS 

05  Dec 

84 

MII-D-64002A  (1) 

1320 

EA 

22  Aug 

86 

EA 

Mll-D-50584  (1) 

1375 

AR 

16  Jul 

73 

AR 

MIL-D-50727B  (1) 

1377 

OS 

16  Ocl 

86 

05 

Mll-D-48116 

1375 

AR 

14  Nov 

72 

AR 

MIL-D-14951A  (1) 

1375 

AR 

31  Dec 

86 

AR 

MIL-D-50648  (1) 

1377 

OS 

16  Ocl 

86 

OS 

MII-D-46606A  (1) 

1377 

OS 

09  Jun 

87 

OS 

MIL-D-60842  (1) 

1377 

OS 

16  Jon 

87 

OS 

Mll-D- 14820 

1377 

OS 

22  Jul 

69 

OS 

250 


ALPHABETICAL  LISTING 


TITLE 

Delay  Element,  Cartridge,  M14  Assembly . . . . . . 

Delay  Element,  Cartridge.  M60  Assembly,..,...,.,.., . . . 

Oelay  Element,  Cartridge,  Ml 3  Assembly.... . . . . . . 

Delay  Element,  Corf  ridge.  M24  Assembly. . . . . . . . 

Delay  Element,  Cartridge,  XM44  Assembly............. . . . . . . 

Delay  Element,  Cartridge,  45,  Assembly. . . . . . . . . . . . 

Delay  Element,  Cartridge,  XM28  Assembly . . . . . . . 

Delay  Element,  Cartridge,  XM69,  Assembly  . . . . . . 

Delay  Element,  Cartridge,  M27  Assembly . . . . . . . . 

Delay  Element,  M2,  Parts  Par  And  Loading,  Assembling  And  Packing  . . 

Delay  Element,  Non-delay  Ml  Loading,  Assembling  And  Packing . . . . . 

Delay  Element,  Po  500,  For  Mine  M16  . . . . . . . . . 

Delay  Element,  Cartridge,  M5  Assembly........ . . . . . . . 

Delay  Line#  Pulse,  Electromagnetic,  Fixed  Style  Ta...., . . 

Delay  Line,  Pulse,  Electromagnetic,  Fixed  Style  Pb . . . 

Delay  Line,  Pulse,  Electromagnetic,  Fixed  Style  Ra . . . 

Delay  Line,  Pulse,  Electromagnetic.  Lumped  Constant,. . . . . . . . 

Delay  Lines,  Active,  16-PIN  Dip  Compatible  Programmable  3-BIT  Ttl  Compatible  ...... 

Oelay  Lines,  Active,  16-PIN  Dip  Compatible,  Prograr, enable  3-BIT,  Emitter-coupled 
logic 

Delay  lines.  Active . . . . . . . „ . . . 

Delay  lines.  Electronic  And  Network  Pulse,..,.,....,,,.,... . . . . . . . . 

Delay  Lines,  Passive . . . . . .................. . . . . . . . 

Delay  lines,  Pulse,  Electromagnetic.  Fixed  Generol  Specification  For.....  . . 

Delay  Lines,  10-  Tap,  Dual-  (n-  Line,  14-  Pin  . . . . . . . 

Delay  lines,  10-  Tap,  Dual*  In-  Line,  16-  Pin  . . . . . . . . . 

Delay  Lines,  14  Pin  Dip  Compatible,  5  Top  (5  Section  Minium)... . . . . . 

Delay  Lines,  14  Pin  Compatible,  5  Tap  <10  Section  Minimum),........... . . . . 

Delay  Lines,  14  Pin  Dip  Compatible,  10  Tap  . . . . . . . 

Delay  Lines,  14  Pin  Dip  Compatible,  3  Delay  Circuits  Per  Package  . . . 

Deloy  Lines,  20-  Tap,  Dual-  In*  lino,  24-  PIN  . . . . . . . 

Delay  Module,  Impact,  Metal  Ports  Assembly,  &  Packing.... . . . . . . 

Deloy  Or  Non-deloy  Element,  M9  Loading,  Assembling  And  Packing . . 

Delay  Unit  . . . . . . . . . . . . . . 

Delineation  Of  Air  Defense  Identification  Zones  On  Aeronautical  Charts  And  Flight 
Information  Publications  Request  For  Issue  Other  Than  Dod  Must  Be  Sent  Vias  Hq 
Usaf/xoxx  (Iso)wash,  Dc  20330-5058 

Delineation  Of  The  International  Date  Line  On  Aeronautical  Charts  And  Flight 
Informatlonpublications  (Chg  1  Dtd  18  Apr  86) 

Deminerolizer,  Water,  ION  Exchonge,  115  Volf,  60  Hz,  Ac  . . 

Demineralizer,  Water,  Ion  Exchange  Unit  8.  Demineralization  Equipment  Set,  Water, 
Ion  Exchange,  3,000  GPH,  Packaging  Of 

Deminerolizer,  Water,  ION  Exchonge,  Hand  Operated  . . . . 

Deminerolizer,  Water,  Ion  Exchange..... . . . . . . . . . . . . . 

Demolition  Kit,  Torpedo  Bangalore  M1A2,  He  loading.  Assembly  And  Pocking . 

Demolition  Kit,  Cratering,  Training,  XM270  Inert  Assembly  &  Packing . . . 

Demolition  Kit,  Projected  Charge,  M173,  And  Practice,  Ml 74  Loading,  Assembling 
And  Packing 

Demolition  Kit,  Blasting,  YM26  (Blasting  Agent)  . . . . . . . . 

Demolition  Kit,  Bongolore  Torpedo,  M1A2  And  Torpedo,  Bongclore,  MlAl,  Inert 
Parts  For 

Demolition  Kit,  Catering,  M180  Assembling  And  Packing . . . . . . 

Demolition  Kit,  Projected  Chorge  Ml 61,  Loading,  Assembling  And  Packing . 

Demolition  Kit,  Projected  Charge,  M157  Ports,  Assembly  And  Packing  . . 

Demolition  Kit,  M1E1,  Container  And  Accessories . . . . . . . . . 

Demonstration  Of  Airborne  Target  And  Missile  Systems  General  Specification  For..., 

Demonstration  Requirements  For  Airplanes..... . . . . . . . . . . 

Demonstration  Requirements  For  Helicopters . . . . . . . . 

Denio)  Of  Military  Equipment  &  Supplies  To  An  Enemy  (Edition  4)  (Req  Other  Than 
DOD  Ref  To  U5  AMC,  Attns  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria, 
Vo  22333-0001) 

Densitometer  . . . . . . . . . . . . . . . 

Densitometer  . . . . . . . . . . . . . . . . 

Density  Step  Wedge  . . . . . . . . . . . . . . 

Dental  Engine,  Bench  Type,  High  Speed,  115  Volts,  60  Hz,  AC...... . . . 

Oenfol  Operating  And  Treatment  Unit,  Field,  Portable,  Air  Operated . . . . . 

Dental  Operating  And  Treatment  Unit,  Over  Patient  Type,  Chair  Mounted . . 

Dentifrice . . . . . . . . . 

Denture  Base  Forming  Kit,  Fluid  Resin  Technique . . . . . . 

Deodorant,  Aircraft  Toilet  . . . . . . . . . . . . . . 

Deodorant,  Chemical  For  Holding  Tonks  &  Recirculating  Toilets . . 

Deodorant,  Generol  Purpose  (Concentrated,  Wick  Bottle) . . . . . 

Deodorant,  General  Purpose  (Cokes  For  Urinols  And  Toilets)  . . . . . 

Deodorant,  Generol  Purpose  (Concentrated) . . . . . 

Deodorant,  Genera!  Purpose  (Aerosol  Air  Freshener) . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-D-60567A  (1) 

1377 

OS 

09  Jun 

87 

OS 

l 

MIL-0'14842  (1) 

137/ 

OS 

14  Oct 

86 

OS 

L 

MIL-D-60568A  (1) 

1377 

OS 

08  Dec 

86 

OS 

L 

MIL-D-14826  (1) 

1377 

OS 

14  Oct 

86 

OS 

L 

MIL-D-60571B  (1) 

1377 

OS 

08  Dec 

86 

OS 

L 

MIL-D-60851  (1) 

1377 

OS 

16  Jan 

87 

OS 

L 

MIL-D-60572  (1) 

1377 

OS 

08  Oec 

86 

OS 

l 

MIL-D-60873  (2) 

1377 

OS 

09  Jun 

87 

OS 

L 

MIL-D-60866  (1) 

1377 

OS 

21  May 

87 

OS 

L 

MIL-D-46486F 

1375 

AR 

13  Feb 

76 

AR 

L 

MIL-D-13512B 

1375 

AR 

24  Mar 

64 

AR 

L 

MIL-D-48889 

NOTICE  1 

1345 

AR 

20  May 

88 

AR 

l 

MIL-D-46634A  (1) 

1375 

OS 

08  Mar 

89 

OS 

MIL-D-23859/1 

5999 

85 

20  Sep 

67 

ER 

EC 

85 

MIL-D-23859/2 

5840 

85 

20  Sep 

67 

ER 

EC 

99 

MIL-D-23859/13 

5999 

85 

20  Sep 

67 

ER 

EC 

85 

MIL-D-23859/23C 

5840 

85 

06  Apr 

78 

ER 

EC 

85 

M1L-D-83532/5 

5999 

85 

10  Mar 

89 

ER 

EC 

85 

MIL-O-83532/6 

5999 

85 

10  Mar 

89 

ER 

EC 

85 

MIL-D-83532 

5999 

85 

31  Mar 

87 

ER 

EC 

85 

L 

DOD-STD-35/132 

EDS 

Ml 

28  Jul 

78 

Ml 

MIL-D-83531 

5999 

85 

31  Mar 

87 

ER 

EC 

85 

MIL-D-23859C 

5999 

85 

25  Aug 

76 

ER 

EC 

85 

MIL-D-83531/1 
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EC 
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EC 
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ALPHABETICAL  LISTING 


TITLE 

Deodoront,  Generol  Purpose  (Powder  For  Rugs  &  Carpels)........ . . . 

Deodorant,  General  Purpose  (Gel  In  Plastic  Dispenser) . . . . . . . 

Depleted  Uranium  Casting  •  16  Oct  78 . . . . . . . . . 

Depleted  Uranium  Costings  •  1  Oct  87......................... . . . . . . . . . 

Deposition  Machine,  Carbide  . . . . . . . . 

Deposition  S/stem,  Vacuum,  Sputtering  Type  . . . . . . . 

Deposition  System,  Vacuum  Evaporation  Reslstoncee  Type  And  Electron  Beam  Type 
Depot  Maintenance  Work  Requirements  For  Maintenance/demilitarization  Of 
Conventional  And  Chemical  Ammunition 

Depot  Rework  Specification,  Air-launched  Weapons,  Armament,  Ordnance,  Missile 
Launchers,  &  Peculiar  Support  Equipment,  Preparation  Of 
Depot  Storage  Standards . . . . . . . . . . . . . 

Depressor  Assembly,  Hydraulic,  Balk,  For  Bridge,  Floating,  Aluminum,  Highway,  Deck 
Balk  Superstructure 

Depressor,  Tongue,  Wood . . . . . . . . . 

Depressor,  Tongue,  Metal . . . . . . . 

Depressor,  Tongue,  Wood  . . . . . . . . . . 

Depth  Preception  Apparatus,  Ophthalmological . . . . . . 

Dera.',  Railway . . . . . . . . . . . . . 

Derivatives,  Cellulose,  Viscosity  Of,  By  Ball-drop  Method  -  6  Jun  69  (Reapproved 
1979) 

Derrick,  Barge  Mounting,  100  Long  Ton  Capacity . . . . . 

Desalter  Kit,  Sea  Water,  Mark  2 . . . . 

Descaling  Compound,  Alkaline,  Hot  Section  Jet  Engine  Parts... . . . 

Descender,  FIGURE-8 . . . . . . 

Describing  Physical  Characteristics  Of  STANO  Equipment  (ABCA  413) . 

Deseolont,  Integral  Fuel  And  Oil  Tanks  Validated  Jan  72  . . . . . 

Desiccant  Container,  Dehumidifier . . . . . 

Desiccant,  Activated,  Calcium  Sulfate,  Anhydrous  . . . . . . . . 

Desiccant,  Molecular  Sieve  (Impregnated)  (  Metric) . . . . . 

Des:"ant*  And  Desiccation,  Method  Of,  For  Packaging  Subsistence . . . . 

Desiccants,  Activated,  Bagged,  Packaging  Use  And  Static  Dehumidification  . . . 

Deiiccants,  Activated  For  Dynamic  Dehumidification . . . . . 

Desiccator  Plastic . . . . . . . . . 

Desiccator,  Laboratory  And  Desiccator  Plates  . . . . 

Design  &  End  Product  Requirements  For  Discrete  Wiring  8oards  &  Associated 
Specification  Sheets 

Design  &  Engineering  Standards  For  Tactical  Terminal  Subsystems  . . . . 

Design  &  Installation  Of  Anti-G  Suit  Pressure  System  In  Jet  Propelled  Aircraft . 

Design  &  Installation  Of  On  Board  Oxygen  Generating  Systems  In  Aircraft,  General 
Specification  For 

Design  And  Evaluation  Of  Cartridges  For  Cartridge  Actuated  Devices . . . . . 

Design  And  Evaluation  Of  Cartridges  For  Stores  Suspension  Equip*  sent . . 

Design  And  Evaluation  Of  Cartridge  Actuated  Devices . .  . 

Design  And  Evaluation  Of  Signal  Transmission  Subsystems,  .General  Specification 
For 

Design  And  Installation  Of  Gaseous  Oxygen  Systems  In  Aircraft,  General 
Specification  For 

Design  And  Installation  Of  Liquid  Oxygen  Systems  In  Aircraft,  General  Specification 
For 

Design  Criteria  To  Minimize  Generation  Of  Static  Electricity  Within  Aircraft  Fuel 
Systems  (Request  For  Issue  Other  Than  DOD  Must  Send  Request  Via  HQ 
USAF/XOXX-ISO  Washington,  DC  20330-5058 

Design  Criteria  For  Specialized  Shipping  Containers  . . . . . 

Design  Criteria  For  Crashworthiness  (Light  Fixed  Wing  &  Rotary  Wing  Aircraft) 

Abca  458  (Release  To  Other  Thon  Ood  Activities  Requires  Prior  Approval  Of  Hq, 
Darcom,  DRC1RD) 

Design  Criteria  For  Personnel  Low  Pressure  Chambers . . . . . 

Design  Criteria  For  The  10,000  lb  (4,535  Kg)  Air  Transport  Pallet,  Release  To 
Other  Thon  DOD  Activities  Requires  Prior  Approvo!  Of  (CNM)  CH*1 
Design  Criteria  For  Ammunition  Unit  Loads  . . . . . . . . . . 


Design  Dota  Requirements  For  Avionic  Equipment . . . . . . 

Design  Features  For  Switchboard  Cord  Assemblies  . . . . 

Design  Guidance  For  Producibility . . . . . . . . . . 

Design  Guide  For  EMI  Reduction  In  Power  Supplies  . . 

Design  Handbook  For  Fiber  Optic  Communications  Systems  . . . . 

Design  Handbook  For  line  Of  Sight  Microwave  Communication  Systems . 

Design  Methods  For  Naval  Shipboard  Systems  Section  310*1  Electric  System  Load 
&  Power  Anolysis  For  Surface  Ships 

Design  Methods  For  Naval  Shfpboord  Systems  Section  305*1  Designation  & 
Marking  Of  Electric  System 

Design  Methods  For  Novel  Shipboard  Systems  (Section  314*4)  400  Hertz  Power 
System  Test  Procedure 
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FED-STD-793 

NOTICE  1 

MISC 
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MIL-D-S23288 
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ME 

01  Jun 
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6532 

/MB 
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8010 
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SH 
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83 

YD 

MIL-D-5531E  (1) 
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SH 

08  Jul 

08 

ME 

SH 

99 
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MIL-D-26549A  (1) 
NOTICE  1 
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30  Jul 
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A-A-50125A 
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88 

GL 

NU 

Q-STD-413  (2) 

ISDA 

AM 

01  Jun 

77 
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MIL-D-9063B  (1) 

8030 

AS 

19  Jon 

66 

AS 

20 

MIL-D-3263B 

4440 

SH 

20  Jul 

87 

ME 

SH 

O-D-210A 

6850 

/EA 

25  Feb 

76 

EA 

68 

DODD-87934 

6850 

68 

16  May 

83 

68 

MIL-D-43266B 
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GL 

26  Moy 

87 

GL 

SA 

50 
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MIL-D-3464E 

6850 
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21  Apr 

87 

EA 

SH 

68 
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MIL-D-3716B 

6850 

SH 

28  Sep 

87 

MR 

SH 

85 

INT  AMD  1 

MS-36485 

6640 

EA 

12  Feb 
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EA 

MS 

99 

NNN-D-001290 

6640 
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01  Dec 

69 

IPC  DW42S-82 

5999 

17 

10  Sep 

82 

ER 

EC 

17 

MIL-STD-188/260 

TCTS 

SC 

01  Feb 

85 

CR 

EC 

90 

MIL-D-7890A  (2) 

1660 

11 

27  Jun 

73 

AS 

11 

l 

MIL-D-85520 

1660 

AS 

10  Mor 
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AS 

MIL-D-2162JF  (1) 

1377 
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29  Nov 

77 

AS 

99 

M1L-D-81303A  (1) 

1377 

AS 
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67 
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MIL-D-23615B  (1) 

1377 

AS 

24  Sep 

74 

AS 

l 

Mll.D-81980  (1) 

1377 

AS 

14  Aug 

75 

AS 

MIL-D-8683C 

1660 

AS 

05  Feb 

88 

AV 

AS 

11 

M1L-D.19326G 

1660 

AS 

01  Oct 

85 

AV 

AS 

99 

NATSTD-STD-3991 

ISDF 

06 

08  Dec 

87 

MIL-STD-648A 

PACK 

OS 

05  Jul 

83  SM  05  69 

Q-STO-458 

ISDA 

AM 

21  Dec 

79 

MIL-STD-1642 

6930 

TO 

20  Aug 

77 

TO 

AIR-STO-44/39A 

ISDF 

06 

01  Feb 

83 

MIL-STD-1660 

NOTICE  1 

06  JUN  78 

8140 

OS 

06  Jun 

78 

AR 

OS 

69 

MIL-D-18300G 

MISC 

AS 

01  Mor 

70 

AV 

AS 

1 

MS-75131 

NOTICE  1 

5995 

85 

03  Nor 

S3 

85 

Mlt-HDSK  727 

MISC 

MR 

05  Apr 

84 

MR 

AS 

11 

MIL-HDBK  2418 
NOTICE  1 

EMCS 

EC 

29  Nov 

84 

CR 

EC 

99 

MIL-HDBK  415 

SLHC 

SC 

01  Feb 

85 

SC 

EC 

90  0C 

MIL-HDBK  416 

SLHC 

90 

15  Nov 

77 

SC 

EC 

90 

L 

MIL-ST0-2I89 

1990 

SH 

11  Jon 

88 

MIL-STD-2 189/305 
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SH 

07  Apr 

88 

MIL-STD-2 189/314 

1990 

SH 

02  Feb 

88 

SH 
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ALPHABETICAL  LISTING 


TITLE 

Design  Methods  For  Naval  Shipboard  Systems  Section  672*1  Calculation  Of 
Storeroom  Capacity 

Design  Of  Aircraft  Stores  (Request  Other  Than  Dod  Must  Request  Via  Hq 
Usaf/xoxx(tso)  Wash  Dc  20330-5058)(ED4) 

Design  Of  40/70  Ammunition  (Edition  1)  . . . . . . . 

Design  Requirements  For  Missile  Weapon  Systems,  Packaging  And  Packing  . . . . 

Design  Requirements  For  Printed  Wiring  Electrical  Backplane  Assemblies............ . 

Design  Requirements  For  Standard  Electronic  Modules.... . . . . 

Design  Safety  Principles  &  Genercl  Design  Criteria  For  Airborne  Weapon  Fuzing 
Systems  For  Fixed  Wing  Aircraft  &  Helicopters  (Edition  No.  4) 

Design  Safety  Principles  &  General  Design  Criteria  For  Airborne  Dispenser 
Weapons,  Both  Captive  &  Free  Fall 

Design  Safety  Principles  For  Aircraft  Stores  Fuzing  . . . . . 

Design  Safety  Principles  And  General  Design  Criteria  For  Airborne  Dispenser 
Weapons  For  Fixed  Wing  Aircraft  And  Helicopters  (Edition  2) 

Design  Standard  For  Assembly  Of  Tetrafluoroethlene  Hose  Fittings.... . . . 

Design  Standards  For  Common  Long  Haul  And  Tactical  Facsimile  Equipment . . . 

Design,  Construction,  &  Testing  Requirements  For  One  Of  A  Kind  Space  Equipment 
Design,  Manufacturing  And  Quality  Standards  For  Custom  Electromagnetic  Devices 
For  Space  Applications 

Designation  Of  Armor  Thickness  And  Obliquity  (ABCA-16),  Edition  No.  2 . 

Designation  Of  Aircraft  Propulsion  Gas  Turbine  Engines . . . 

Designation  Of  Aircraft  Propulsion  Reciprocating  Engines . 

Designation  Of  Days  &  Hours  In  Relation  To  An  Operation  Or  Exercise,  Std  Sys  Of 
(Ed.  5) 

Designation  System  For  Liquid,  Solid,  And  Liquid-solid  (Hybrid)  Propellant  Rocket 
Engines  And  Motors  (Supersedes  Ana  Bui  No  352  And  Ana  Bui  No  353) 

Designing  For  Internal  Aeriol  Delivery  In  Fixed  Wing  Aircraft  (Request  For  Issue 
Other  Thon  DOD  Must  Be  Sent  Via  ASD/ENES,  Wright-potterson  AFB  CH 
45433-6503) 

Deslpramine  Hydrochloride  Tablets,  LISP . . . . . 

Desk  Attachments  L  Return  Contemporary  Style . . . . 

Desk  Attachments,  ,1,  Return  Plotform,  Contemporary  Style . . . . 

Desk  Filing  Coblnet,  Writing-typing,  Field  Office  MXU-619/E82,  Lightweight,  Bare 
Base 

Desk  Tray,  Plastic  (Lego!  Size)... . . . . . 

Desk  Tray,  Plastic  (Computer  Printout  Size) . . . . . 

Desk  Tray,  Plastic  (Letter  Size)  . . . . . 

Desk-attachment  L-unit . . . 

Desk,  Desk  Attachments,  Wood,  Generol  Office . . . 

Desk,  Field . 

Desk,  Flat  Top  . . . . . . . . . . 

Desk,  Flat  Top  Corrosion-resisting  Steel . . . . . 

Desk,  Flat  Top,  Vehicular  Mounting  . . . . . . . . 

Desk,  Flat  Top,  Steel,  Office,  30  Inches  Deep . . . . . 

Desk,  Fiat  Top,  Steel,  Contemporary  Style . . . . . 

Desk,  Flat  Top,  Steel,  Conference  Type  . . . . . . . . . . 

Desk,  Flat  Top,  Contemporary  Style . . . . 

Desk,  Flot,  Top . . . 

Desk,  Mail  Distribution,  Wood,  Portcble  . . . . . . . . . . 

Desk,  Microscope. . . . . . 

Desk,  Steel,  Conference  Type . . . 

Desk,  Steel,  Generol  Office  . . . . . . . . 

Desk,  Steel,  General  Office . . . . . 

Desk,  Steel,  Generol  Office . . . . 

Desk,  Wood,  General  Office . . . . . . . . . 

Desoldering  And  Resoldering  Kits,  Electric . . . . . 

Desonide  Cream . . . . . . . . . 

Desonide  Creom . . . . . . . . . . . . 

Desonide  Ointment  0.05% . . . . . . . . 

Despenser,  Pressure  Sensitive  Adhesive  Tope  (Desk  Type) . . . . . . 

Dessert  Powder  And  Gelatin,  Plain,  Edible . . . . . . 

Dessert  Powder,  Instant,  Starch . . . . . . . . 

Dessert  Pcwdc.y Imcta tic n  Gelatin,  AftifiddV  Colored,  Nothin  Se»  .... — 

Destruction  Unit,  Syringe  Hypodermic  Needle . . . . . . . . 

Destruction  Unit,  Syringe-hypodermic  Needle . . . . 

Destructive  Physicc!  Anolysis  For  Space  Quality  Parts . . . . . . 

Destructor,  He,  Universal,  M10  Assembly  Ports,  Loading,  Assembling  And  Packing  .... 

Destructor,  Warhead,  Single  Point,  Training  Misei,  Less  Safing  And  Arming  Device  .. 

Destructor,  Warhead,  Single  Point,  XM13,  M13,  And  M14  Less  M30A1  Safing  And 
Arming  Device 

Destructor,  Warhead,  Single  Point,  M14  Metal  Ports.,,. . . . . 

Destructor,  Warhead,  Single  Point,  MI3,  M13E1  And  M)4,  Subassemblies  Or  Metal 
Ports 
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TITLE 


Detecting  Group,  Submorine  Anomaly  (Sod)  AN/ASA-64A  . . . . . . 

Detecting  Ranging  Set,  Sonar  AN/AQS-13A...., . . . . . . 

Detecting  Set,  Mine,  Portoble,  Metallic  . . . . . . . . . 

Detecting  Set,  Magnetic  AN/ASQ-81  (V) . . . . . 

Detecting  Set,  Mine;  Portoble;  Metallic  And  Nonmetallic;  AN/PRS-7  . 

Detecting  Set,  Mine,  Portable,  Metallic  &  Nonmetallic  AN/PRS-8... . . 

Delecting  Transmitting  Set,  Electromagnetic  AN/GSQ-160(  )  (Inactive) . . . . 

Detecting-ranging  Set,  Sonar  AN/AQS-13B  . . . . . . . . . 

Detecting,  Ranging  Set  AN/AAS-33A  . . . . . . 

Detector  Cell,  Chemical  Agent,  Ultraionicatly  Welded  . . . . . 

Detector  Cell,  Chemical  Agent  . . . . . . . . . 

Detector  Dewar  DT-594/UA, . . . . . . . . . 

Detector  Dewar  0T-591A/UA  . . . . . . . . . 

Detector  Dewar  DT-617/UA . . . . . . . . 

Detector  Dewar  DT'6I7A/UA  . . . . . . . . 

Detector  Kit,  Carbon  Monixide,  Colorimetric . . . . . . 

Detector  Kit,  Chemical  Agent,  ABC-M18A2  . . . . . . . 

Detector  Kit,  Chemicalagsnl,  M256A1 . . . . . . . 

Detector  Kit,  Water,  Automotive  And  Aviation  Fuels,  Capsule  Indicator  . . . 

Detector  Kit,  Water,  Automotive  •  Aviation  Fuel . . . . . . . 

Detector  Kits,  Chemical  Agent  (Rel  To  Other  Than  DOD  Req  Pri  Appr  Of  CNM, 

MAT  09B21,  Wash,  O.c.  20360) 

Detector  Pad,  Free  Water  . . . . . . . . . . . . 

Detector  Ticket,  Anticholinesterase  Agent,  Eel  Enzyme.... . . . 

Detector  Ticket,  Anticholinesterase  Agent, . . . . . . . . . . . . 

Detector  Tubes,  Chemical  Agent . . . 

Detector  Unit,  Chemical  Agent  Automatic  Alarm,  ABCA-M43  . . . 

Detector/cooler  Assembly  Far  AN/PAS-7 . . . . . 

Detector,  Anti  Intrusion,  DT-509/GSQ  (Mogid  T-4) . . . 

Detector,  Anti  Intrusion,  DT-383/GSQ  (AAU) . . . 

Detector,  Auxiliary,  X-roy  Probe,  DT-302/PDR-56 . . . . . 

Detector,  Batch  Interface . . . . . . . . . 

Detector,  Contaminated  Fuel  . . . 

Detector,  Doppler.  10548509...., . . . . . . . 

Detector,  Explosive  Vapor . . . . . . 

Detector,  Ice,  Air  Intake  Duct,  Aircraft  Engines  And  Airframe  Systems,  Generol 
Specification  For 

Detector,  Magnetic  Azimuth  DSU-4/A,  High  Temperature . 

Detector,  Magnetic  Azimuth  DSU-4A/A,  High  Temperature . . . 

Detector,  Natural  And  Propone  Gas  Leak  Alarm,  AC  Powered  . . . . . 

Detector,  Pin,  Fiber  Optic,  820-910  Nanometers  Wavelength  Range,  Glass-pigtailec 
Type  (Metric) 

Detector,  Pin,  Fiber  Optic,  Types  A  &  B,  Class  1,  Style  3. . . . 

Detector,  Pinfet,  Fiber  Optic,  110C-1600  Nanometers,  Glass  Kigtoiled,  Hermetically 
Sealed,  Dual  In-line  Package  (DIP) 

Detector,  Radiac,  DT-6O/P0  . . . . . . . . 

Detector,  Smoke  Alorm  Remote  Indicator  Panel . . . . 

Defector,  Smoke  Alorm,  And  Relay  Transmitter,  Battery  Powered,  Photoelectric  With 
Remote  Receive r/olorm.  Residential 

Detector,  Smoke  Alorm,  Residential,  Battery  Powered,  Photoelectric  Type . 

Detector,  Smoke  Alorm,  Residential,  Battery  Powered,  Ionization  Type . . . . 

Detector,  Smoke  Alarm  Residential,  AC  Powered,  Ionization  Type . . . . 

Detector,  Smoke/heot  Alarm  Residential,  Ac  Powered,  Ionization  Type . . . 

Defector,  Smoke/heat  Alarm,  Residential,  Ac  Powered,  Photoelectric  Type . . 

Detector,  Smoke,  Alarm,  Residential,  AC  Powered,  Photoelectric  Type  . . . . 

Detector,  Smoke,  Alarm,  And  Relay  Transmitter,  Residential,  Battery  Powered, 
Ionization  Type,  With  Remote  Receiver/olorm 
Detector,  Smoke,  Alorm,  And  line  Carrier  Transmitter,  Ac  Powered,  Ionization  Type 
Defector,  Smoke,  Alorm  And  line  Carrier  Transmitter,  Ac  Powered,  Photoelectric, 
With  Remote  Receiver/alarm 

Detector,  Wind  Direction,  Speed,  And  Temperofure,  Fire  And  Flight  Air  Dofo 
Subsystem,  Helicopter  Aromarnenti  M143 

Detectors,  Pin,  Fiber  Optic,  (Metric)  . . . . . . . . . 

Detergent.  Dry  Cleaning  Solvent ~ .  .. . .  . . 

Detergent,  External  Removable  Fuel  Tanks . . . . . . . 

Detergent,  Generol  Purpose  (Liquid,  Nonionic) . . . . . . . 

Detergent,  General  Purpose . . . . . . . . . . . . . 

Detergent,  General  Purpose  (Powdered,  Light  To  Medium  Duty) . . 

Detergent,  General  Purpose  (Spray  On,  Wipe  Off) . . . 

Detergent,  General  Purpose,  Liquid,  Heavy  Dufy  (Built,  Synthetic)  . . 

Detergent,  Generol  Purpose  (Hard  Surface  Cleaner;  Liquid;  Concentrated) . . . . 

Detergent,  General  Purpose,  Solvent  Type..... . . 

Detergent,  Laboratory  Glassware  And  Surgical  Instruments . . . . 

Detorgent,  Laboratory  Glassware . . . . . . . . . . 

Detergent,  Loundry  (Anionic,  A  Standard  For  Testing).... . . . 
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TITLE 

Detergent,  Laundry  &  Hand  Dishwaihing  (Granular)  . . . . 

Detergent,  Laundry,  Nonionic,  Liquid  . . . . . . . 

Detergent,  Laundry,  Nonionic,  Liquid  . . . . . . . . . . 

Deteigent,  Laundry  (Liquid-cold  Water) . . . . 

Detergent,  Skin  Cleansing . . . . . . . . . . . . 

Detergent,  Surgical . . . . . . . . . . . . 

Detergent,  Surgical,  (4  %  Chlorhexidine  Gluconate  Solution) . . . . 

Determination  Of  Electronic  Test  Equipment  Parameters  . . 

Determination  Of  Weight  &  Shape  Changes  Of  Plastics  Under  Accelerated  Service 
Conditions  •  28  Jul  78  (Reopproved  1983) 

Determination  Of  Particulate  Matter  In  Aerospace  Hydraulic  Fluids  Using  A  Particle 
Size  Anolyser  (Edition  2) 

Determination  Of  Hydraulic  Pressure  Drop  -  31  Jan  68 . . . . . 

Determining  Fast  Neutron  Flux  By  Radioactivation  Of  Iron  •  27  May  77 . . . 

Determining  Fast  Neutron  Flux  By  Radioactivation  Of  Nickel  ■  27  May  77 . . 

Detonation  Simulator,  Explosive,  M80  Loading,  Assembling  And  Packing  . . 

Detonator  Assembly  For  Fuze,  Point  Detonating,  M759 . . . . . . . 

Detonator  Electric  M95  (T61)  Parts  For  Loading,  Assembling,  And  Packing . . 

Detonator  For  M204A1  And  M206AI  Hand  Grenade  Fuzes... . . . 

Detonator  Holder  Assembly  For  Fuze.  AT,  NM,  M606 . . . 

Detonator  MK  50  Mod  0 . . . . . . . . . . . . . 

Detonator  MK  59  Mod  0...... . . . . . 

Detonator  Mark  56  Mod  0 . . . . . . . . . . . 

Detonator  Mark  57  Mods  1  And  2  . . . . . . . . . 

Detonator  Mk  22  Mod  0 . . . . . . 

Detonator  Mk  27  Mod  0 . . . . . . . . . 

Detonator  Mk  45  Mod  0 . . . . . . . . 

Detonator  Stab  M59  Loading,  Assembling  And  Packing . . . . . 

Detonator  Stab  M24  Parts  For,  And  Loading,  Assembling  And  Pocking . . . 

Detonator,  Delay,  Electric,  PA506,  Parts  For,  And  Loading,  Assembling  And  Packing 

Detonator,  Electric,  Mark  71  Mod  I  . . . . . . . . . . . . . . 

Detonator,  Electric,  T20E1  Parts  For,  And  Loading,  Assembling  And  Pocking,. . . 

Detonator,  Electric,  PA526  (XM70)  loading.  Assembling  &  Packing  . 

Detonator,  Electric,  M84  Parts  For  And  loading,  Assembling  Ar.d  Packing  . 

Detonator,  Electric,  Mark  83  Mod  O . 

Detonator,  Electric,  M100  Parts  For  And  Loading,  Assembling  And  Pocking  . 

Detonator,  Electric  M78,  Parts  And  Loading,  Assembling,  And  Packing  . . . . 

Detonator,  Electric,  Patriot  Parts,  Assembling,  loading  And  Packing  For . 

Detonator,  Electric,  XM65  Parts  For..., . . . . . . . 

Detonator,  Electric,  T76,  Metal  Parts  For . . . 

Detonator,  Electric,  XM65  loading,  Assembling  &  Packing . 

Detonator,  Electric,  PA500  Ports  For,  loading.  Assembling  And  Packing . 

Detonator,  Electric,  M69  loading,  Assembling  And  Packing . . . 

Detonator,  Electric,  M69,  Parts  For . 

Detonator,  Flash,  M49  Parts  For  Loading,  Assembling  And  Packing . 

Detonator,  Flash,  M87  Parts  For,  loading,  Assembling  And  Packing . 

Detonator,  Flash,  M21  loading,  Assembling  And  Packing  . . . . 

Detonator,  Flosh  M86  Parts  For,  loading,  Assembling  And  Packing . 

Detonator,  Flash,  M80  Parts  For  And  loading.  Assembling  And  Packing . . . . 

Detonator,  Flash,  PA502  Ports  For,  loading,  Assembling  And  Packing . 

Delonotor,  Flash,  M17  Parts  For  And  Loading,  Assembling  And  Packing . 

Detonator,  Flash,  XM85  Ports  &  loading,  Assemb'ir.g  &  Pocking . 

Detonator,  Flosh,  PA504  For  Mine,  Antipersonnel,  M»6A2  . . . 

Detonotor,  Flosh,  XM97  Ports  For,  And  Loading  Assembling  And  Packing . 

Detonator,  M23  Parts  For  . . . . . . . . . . . 

Detonotor,  M31A1  Ports  For,  And  Loading,  Assembling  And  Packing  . . . 

Detonator,  M35,  Parts  For . . . . . 

Detonotor,  Stab  M47  loading.  Assembling  And  Packing  . . . . . .  . . . 

Detonotor,  Stab  M46,  Ports  For,..,. . . . . . 

Detonator,  Stob  M46  loading,  Assembling  And  Packing  . . . . 

De'onutur,  Stab.  X.V.91  loading,  Assembling  And  Pecking . 

Detonotor,  Stob,  M50  Ports  For  And  Loading,  Assembling  And  Pocking  . . 

Detonator,  Stob,  M55  loading,  Assembling  And  Pocking... . . . . . . . . 

Detonotor,  Stob,  M98,  (T83E1)  Par  I  .-or,  And  loading.  Assembling  And  Pocking  .... 
Detonator,  Stob,  M94  Ports  For  And  loading,  Assembling  And  Packing . . 

Detonator,  Slob,  PA501  Parts  For,  loading,  Assembling  And  Pocking..... . . . 

Detonator,  Stob,  M63  Parts  For  Loading,  Assembling  And  Packing . . . . . 

Detonotor,  Stab,  M76  . . . . . . . 

Detonator,  Stob,  M99  Parts, for  And  loading,  Assembling  And  Pocking.....  . . . 

Oetonator,  Stob,  PA503  Parts  For,  loading.  Assembling  And  Pocking. . . 

Detonator,  Stab,  M61  loading.  Assembling  And  Packing . . . . . . 
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83 

AR 

l 

MIL-D-45495A  (1) 

1330 

AR 

01  Feb 

83 

AR 

l 

MIL-D-81549A 

1377 

AS 

22  Feb 

71 

AS 

l 

MIL-D-48120A  (2) 

1375 

AR 

16  Apr 

84 

AR 

l 

MIL-0-60448 

1345 

AR 

29  Feb 

68 

AR 

L 

MIL-D-48175& 

1336 

AR 

04  Feb 

87 

AR 

L 

•4IL-D-60094 

1375 

AR 

30  Oct 

64 

AR 

l 

MIL-D-45470 

1375 

AR 

28  Mar 

60 

AR 

l 

MIL-D-60095  (l) 

1375 

AR 

10  Aug 

8) 

AR 

L 

Mll-D-48865  (1) 

NOTICE  1 

1375 

AR 

30  Jon 

87 

AR 

l. 

MIL-D-60031A  (1) 

1390 

AR 

15  Aug 

88 

AR 

1 

MIL-D60027A 

1390 

AR 

19  May 

7B 

AR 

l 

MIL-D-12798C 

NOTICE  1 

1375 

AR 

08  May 

87 

AR 

L 

MIL-D-60388B 

1375 

AR 

21  Mar 

75 

AR 

l 

MIL-0-46286 

1375 

AR 

26  Sep 

60 

AR 

l 

MIL-D-50978A 

1375 

AR 

31  Dec 

74 

AR 

l 

MIL-D-14140C 

NOTICE  1 

1375 

AR 

12  May 

87 

AR 

l 

MIL-D-63058 

1375 

AR 

19  Nov 

75 

AR 

l 

MIL-D-46406B  (1) 
NOTICE  1 

1375 

AR 

12  May 

87 

AR 

l 

MIL-0-50S68A 

NOTICE  1 

1375 

AR 

09  May 

86 

AR 

l 

MIL-D-48888 

NOTICE  1 

1345 

AP. 

20  May 

88 

AR 

t 

MIL-0-6054C 

1375 

AR 

15  Jun 

70 

AR 

l 

MIL-0-46288 

1375 

AR 

26  Sep 

60 

AR 

l 

MtL-D.466578 

1375 

AR 

29  Oct 

73 

AR 

l 

MIL-D-46208A 

1375 

AR 

27  Mar 

64 

AR 

MIL-D-600T4B 

1375 

AR 

15  Apr 

75 

AR 

l 

MIL-D-454828 

1375 

AR 

15  Apr 

65 

AR 

l 

M1L-D-45433B  (1) 
NOTICE  1 

1375 

AR 

16  Dec 

88 

AR 

. 

.V.IL*D-4E6<6A 

1375 

AR 

16  Aug 

73 

AR 

i 

MIL-D-60093A  (1) 

1375 

AS 

03  Jan 

83 

AR 

l 

MIL-0-U978A  (3) 

T375 

A.R 

24.  Jan 

89 

AR 

l 

MIL-D-50420A  (1) 

1375 

AR 

01  May 

86 

AR 

l 

MIL-D-48111A  (1) 
NOTICE  1 

1375 

AR 

22  Nov 

88 

AR 

l 

Mll-0-63057 

1375 

AR 

19  Nov 

75 

AR 

l 

MIL-D-13670C 

1375 

AR 

22  Apr 

75 

AR 

L 

MIL-D-50998  (1) 

1330 

AR 

09  Dec 

86 

AR 

l 

MIL-0-4B025A  (1) 

1375 

AR 

08  Aug 

88 

AR 

l 

MIL-0-63059 

1375 

AR 

15  Oc? 

75 

AR 

l 

MIL-D-45441D  (1) 

1375 

AR 

16  Dec 

88 

AR 

NOTICE  1 


255 


ALPHABETICAL  LISTING 


TITLE 

Detonator,  Stab,  T37  Loading,  Assembling  And  Pocking . . . . . 

Detonator,  Stab,  M44E1,  Ports  For,  And  Loading,  Assembling  And  Pocking  . . . 

Detonator,  Stab,  M41  Parts  For,. . . . . . . . . . . . . . 

Detonator,  Stab,  M22  Parts  For,  Loading,  Assembling  And  Packing  . . . 

Detonator,  Stab,  M42  Loading,  Assembling  And  Pocking........... . . . . . 

Detonator,  Stab,  XM58,  Loading,  Assembling  And  Packing  . . ................. . . 

Detonator,  Stab,  PA523  Parts  For . . . . . . . 

Detonator,  Stab,  M58  Parts  For . . . . . 

Detonator,  Stab,  PA  523  Loading,  Assembling,  &  Pocking . . . . . . . . 

Detonator,  Stob,  M57A1  &  M57A2 . . . . . . . . 

Detonator,  Stab,  M45,  Loading,... . . . . . . . . . . . 

Detonator,  Slab,  M45  Ports  For..,. . . . . . . . 

Detonator,  Stab,  M23  Loading,  Assembling  And  Packing................... . 

Detonator,  Stob,  M13,  Loading,  Assembling  And  Packing . . . . 

Detonator,  Stob,  M)3,  Parts  For.... . . . . . . . . 

Detonator,  Stab,  M18,  Parts  For . . . . . . . . . 

Detonator,  Stob,  M20,  Loading,  Assembling  And  Packing  . . 

Detonator,  Stab,  Mt8,  Loading,  Assembling  And  Packing  . . . . . . 

Detonator,  Stab,  M19A2,  Loading,  Assembling  And  Packing.  . . . . . 

Delonator,electric,  P  A537  Parts  For  &  Loading,  Assemblies  &  Pocking . 

Developer,  Photogrophic,  Armed  Forces . . . . . . . 

Developer,  Photographic,  High  Contrast........ . . . . . . . 

Developer,  Photogrophic,  low  Contrast  Armed  Forces  Developer  No.  3  . . . 

Developer,  Photogrophic,  low  Activity . . . . . . . 

Developer,  Photographic,  Paper,  Armed  Forces  Developer  No.  25 . . . . 

Developer,  Photographic,  low  Activity.... . . . . . 

Development  Of  Shipboard  Industrial  Test  Procedures . . . . . . 

Developmental  Test  &  Evaluation  Of  Aircraft  Oxygen  Delivery  Systems  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

Device,  Aiming,  M2,  (R.H)  And  Device,  Aiming  L.H . . . 

Device,  Arming  Firing,  Rocket  Motor  Mark  298  Mod  0 . . . . . . . 

Device,  Hit  And  Locating  (For  Torpedo  Mk  46  Mod  0) . . . . . . 

Device,  Metal  (Breast  And  Collar)  Enlisted  Personnel  -  U.S.  Coast  Guard . . 

Device,  Metol  (Breast  And  Collar)  Medicia!  Servlce/DENTAL  Service . . . 

Device,  Metol  (Breast  And  Collar)  Command  Ashore,  Project  Manager . ......... 

Device,  Metol  (Breast  And  Collar)  Chaplain  Corps  •  Jewish  (CHC*J)...... . . . 

Device,  Metol  (Breast  And  Collar)  Command  At  Sea  •  U.S.  Coast  Guard . . . 

Device,  Metal  (Breast  And  Collar)  Chaplain  Co'ps  •  Christian  (CHC<C) . . 

Device,  Metal  (Breast  &  Collar)  Communication  Technician  Community  (Navy) 
Communication  (Coast  Guard) 

Device,  Metol  (Breast  And  Collar)  Judge  Advocate  General  S  Corps  (JAG) . 

Device,  Metol  (Breast  And  Collar)  leader,  U.  S.  Novy  Bond,  Bandmaster . . 

Device,  Metol  (Breost  And  Colior)  Surface  Warfare  Operator........ . . . 

Device,  Metal  (Breast  And  Collar)  Machinist . . . . . 

Device,  Metol  (Breost  And  Collar)  Chief  Petty  Officers  (Coast  Guard) . . 

Device,  Metal  (Breost  And  Collar)  Medical  Corps  . . . . . . 

Device,  Metal  (Breast  And  Collar)  Chief  Petty  Officer  -E-10,  E»9,  6>8,  E-7  ■  Navy  .... 

Device,  Metal  (Breost  And  Colior)  Civil  Engineer  Corps..... . . . 

Device  Metol  (Breast  And  Collar)  Small  Craft. . . . . . . . 

Device,  Metal  (Breost  And  Collar)  Submarine  Engineering  Duty . . . 

Device,  Metal  (Breost  And  Collar)  Submarine  Insignia  . . . . . . . 

Device,  Metol  (Breast  And  Collar)  Submarine  Medical . . . . . . . 

Device,  Metal  (Breast  And  Collar)  Submarine  Supply  Corps . . . 

Device,  Metal  (Breost  And  Collar)  Submarine  Combat  Patrol. . . . . 

Device,  Metol  (Breast  And  Colior)  Aviation  Boatswain . . . . . 

Device,  Metol  (Breast  And  Collar)  Aviotion  Control  Technician . . . . . . 

Device,  Metal  (Breost  And  Collar)  Aviation  Electronics  Technician . . . . 

Device,  Metal  (Breast  And  Collar)  Aviotion  Maintenance  Technican... . . . . 

Device,  Metol  (Breast  And  Collar)  Aviation  Ordnance  Technician  . . . . 

Device,  Metal  (Breast  And  Collar)  Aerogrogher . . . . . . . 

Device,  Met^l  (Breast  And  Collar)  Air  INTELLIGENCE  Technician...... . . . . 

Device,  Metal  (Breost  And  Collar)  Boatswain . . . . . . . . . . 

Device,  Metal  (Breast  And  Collar)  Medical  Service  Corps . . . . . . 

Device,  Metal  (Breast  And  Collar)  Underwater  Ordnance  Technician . . 

Device,  Metal  (Breast  And  Collar) . . . . . . . .  ................... 

Device,  Metol  (Breast  And  Colior)  Command  At  Sea . . . . . . 

Device,  Metol  (Breast  And  Collar)  Nurse  Corps . . . . . . . . 

£>evice,  Metal  (Breast  And  Collar)  Operations  Technician  . . . . . . 

Device,  Metal  (Breast  And  Collar)  Photographer . . . . . . 

Device,  Moral  (8reost  And  Collar)  Ship  S  Clerk......... . . . . . . 

Device,  Metal  (Brtasl  And  Collar)  Ship  Repair  Technician . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

Mll-D-60329  0) 
NOTICE  1 

1375 

AR 

22  Mot 

88 

AR 

L 

MIL-D-46209C 

NOTICE  1 

1375 

AR 

12  May 

87 

AR 

L 

MIL-0-60332 

1375 

AR 

15  Apr 

65 

AR 

L 

MIL-D-46219B 

1375 

AR 

13  Apt 

76 

AR 

L 

MIL-D-60362A 

1375 

AR 

07  Mo y 

75 

AR 

L 

MIL-D-46647B  (1) 
NOTICE  1 

1375 

AR 

22  Mot 

88 

AR 

MIL-D-70602  (1) 

1345 

AR 

12  Sep 

86 

AR 

l 

MIL-0.46592 

1375 

AR 

30  Sep 

61 

AR 

MIL-0-70603  (1) 

1345 

AR 

12  Sep 

86 

AR 

L 

MIL-0-465B2C 

NOTICE  1 

1305 

AR 

02  No. 

88 

AR 

L 

MIL-D-46284 

1375 

AR 

26  Sep 

60 

AR 

L 

MIL-D-46285 

1375 

AR 

26  Sep 

60 

AR 

L 

MIL-D-46282 

NOTICE  1 

1375 

AR 

12  May 

87 

AR 

L 

MIL-0-46404 

1375 

AR 

26  Oct 

60 

AR 

L 

MIL-0-46299 

1375 

AR 

26  Oct 

60 

AR 

L 

MIL-D-464058 

1375 

AR 

20  Feb 

64 

AR 

L 

MIL-D-46262A  (1) 
NOTICE  1 

1375 

AR 

22  Mot 

88 

AR 

L 

MIL-O-464328  (1) 
NOTICE  1 

1375 

AR 

22  Mot 

88 

AR 

L 

MIL-O-464628  (1) 
NOTICE  1 

1375 

AR 

12  Aug 

81 

AR 

L 

MIL-D-70826 

1375 

AR 

09  Sep 

88 

AR 

MIL-0  4824D  (2) 
NOTICE  1 

6750 

CR 

14  Sep 

88 

CR 

0-D-00234B 

6750 

X 

13  Aug 

69 

MIL-0-4826C  (1) 
NOTICE  1 

6750 

70 

08  Aug 

79 

ER 

AS  99 

O-D-235  (2) 

6750 

no 

10  Mot 

86 

AS  99 

MIL-D-48270  (4) 
NOTICE  1 

6750 

70 

24  Jun 

86 

ER 

99 

0-D-00235A 

6750 

X 

03  Jan 

67 

L 

0OD-STD-2I06 

QCIC 

OS 

31  Jul 

86 

OS 

AIR-STD-6I/10B 

ISDF 

06 

18  Aug 

82 

L 

MIL-O-13284 

1240 

AR 

03  Mot 

54 

AR 

L 

MIL-D-82687 

NOTICE  1 

1336 

OS 

10  Jun 

86 

OS 

L 

MIL-D-81068  (1) 

1355 

OS 

22  Ocl 

65 

OS 

L 

MIL-D-16475/48A 

8455 

NU 

23  Sep 

88 

NU 

L 

MIL-D-16475/36A 

8455 

NU 

05  Feb 

88 

NU 

L 

M1L-D-16475/52A 

8455 

NU 

23  Sep 

88 

NU 

L 

MIL-D-16475/21B 

8455 

NU 

05  Feb 

88 

NU 

l 

MIL-D-16475/50A 

8455 

NU 

23  Sep 

88 

NU 

l 

MIL-D-16475/22A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/37B 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/31A 

8455 

NU 

05  Teb 

88 

NU 

L 

MIL-D-I6475/32A 

8455 

NU 

05  Feb 

88 

NU 

l 

MIL-D-16475/53A 

8455 

NU 

2.3  Sep 

83 

NU 

L 

MIL-D-16475/33A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/51A 

8455 

NU 

23  Sep 

88 

NU 

L 

MIL-0- I6475/34A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/23D 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/24A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/4A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/7B 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-16475/8B 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-16475/9A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/10A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-I6475/6A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/13A 

8455 

NU 

28  Ocl 

87 

NU 

l 

MIL-D-16475/14A 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-16475/15A 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-16475/16A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/17A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/18A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/19A 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-I6475/20A 

8455 

NU 

28  Ocl 

87 

NU 

L 

MIL-D-16475/35A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-D-16475/46A 

8455 

NU 

23  Sep 

88 

NU 

L 

MIL-D-16475/1A 

8455 

NU 

28  Ocl 

87 

NU 

L 

MU-D-16475/2A 

8455 

NU 

28  Oct 

87 

NU 

L 

MIL-D-16475/38A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-0-16475/39A 

8455 

NU 

05  Feb 

88 

NU 

L 

MIL-0-16475/40A 

8455 

NU 

05  Feb 

88 

NU 

l 

MIL-0-16475/41A 

8455 

NU 

?'  TP 

88 

NU 

L 

MIL-0-16475/42A 

C455 

NU 

2.  p 

88 

NU 
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ALPHABETICAL  LISTING 


TITLE 

Device,  Metol  (Breojt  And  Collar)  Supply  Clerk . . . . . . 

Device,  Metal  {Breast  And  Collar)  Supply  Corps . . . 

Device,  Metal  {Breast  And  Collar)  Communications  Technician. . . . 

Device,  Metol  (Breast  And  Collar)  Data  Processing  Technician . . . . . . 

Device,  Metol  (Breast  And  Collar)  Dental  Corps  . . . . . . . . 

Device,  Metol  (Breast  And  Collar)  Electrician . . . . . . 

Device,  Metol  (Breast  And  Collar)  Electronics  Technician . . . . 

Device,  Metol  (Breast  And  Collar)  Explosive  Ordnance  Disposal . . . . . . . 

Device,  Metal,  Breast  And  Collar  US  Coast  Guard  Auxiliary,  Past  Officer  . . . 

Device,  Metal,  Breast  And  Collar,  General  Specification  For . . . . 

Device,  Metol,  Breast  And  Collar  Senior  Enlisted  Advisor  Identification  Breast  Badge 
Device,  Metol, (breast  And  Collar)  US  Coast  Gucrd  Auxiliary  Auxop,  Qualification.... 
Device,  Restraint  Harness  Toke-up,  Inertia-locking,  Powered-retracting,  General 
Specification  For 

Device,  Restraint  Harness  Take-up,  Inertia-locking,  Powered-retracting,  For  Use  In 
SIIIS-3  Ejection  Seat 

Device,  Retention,  For  Charge,  Propelling,  155MM,  XM211  . . . 

Device,  Safely  &  Arming,  Fuze  FSU-10/A.. . . . . . . . . . 

Device,  Safety  And  Arming,  Fuze,  Dummy,  FSU*10(O*l)/A  And  Device,  Safely  And 
Arming,  Fuze,  Training,  F$U-10(T-1)/A 

Devices,  Metal  (Breast  And  Collar)  Badge,  Qualification,  Submarine;  Ssbn  Deterrent 
Patrol 

Devices,  Metal,  (Breast  And  Collar)  Diver,  Medical  Corps/medical  Service  Corps . 

Devices,  Metal,  (Breast  And  Collar)  Aviationantisubmarine  Warfare  Operator  . . 

Devices,  Metal,  (Breast  And  Collar)  Aviation  Warfare  Specialist . 

Devices,  Metal,  (Breost  And  Collar)  Surface  Ordnance/ordnonce  Control  Technician.. 
Devices,  Metal,  (Breast  And  Collar)  Enlisted  Personnel  (Petty  Officer  1,  2,  And  3).... 

Devices,  Metol,  (Breast  And  Collar)  Diver . . . . . . . . . . . 

Devices,  Metol,  (Breast  And  Collar)  Enlistedwomen,  Hospital  Corpsman,  Navy . 

Devices,  Metol,  (Breast  And  Collar)  Special  Worfare. . . . . 

Devices,  Metal,  (Breast  And  Collar)  Deep  Submergence  . . . . . 

Devices,  Metal,  (Breast  And  Collar)  limited  Duty  Officer  (Ido)  Low . . . 

Devices,  Metal,  (Breast  And  Cotlor)  Aviation  Supply  Corps . . . . . . 

Devices,  Metol,  (Breast  And  Collar)  Surface  Supply  Corps  Officer  . . 

Devices,  Metol,  (Breast  And  Collar)  Physician’s  Assistant  (U.s.  Coast  Guard) . 

Devices,  Metal,  (Breast  And  Collar)  Port  Securityman  (U.s.  Coost  Guard) . . . 

Devices,  Metal,  (Breast  And  Collar)  Auxiliary  Coxswain  (U.s.  Coast  Guard) . . 

Devices,  Metal,  (Breast  And  Collar)  Science  Technologist,  (U.s.  Coost  Guard)  . 

Devices,  Metal,  Breast  And  Collar  Enlisted  Women,  Dental  Technician,  Navy  . . 

Devices,  Metal,  Breast  And  Collar  Aviation  Operations  Technician  . . 

Devices,  Metol,  (Breost  And  Collar)  Security  Personnel . . . 

Devices,  Metol,  (Breost  And  Collar)  Enlisted  Surface  Worfare  Specialist . 

Devices,  Metol,  (Breast  And  Collar)  Religious  Program  Specialist  . . . . 

Devices,  Metal,  (Breast  And  Collar)  Officer  In  Charge  Ashore  (U.s.  Coast  Guard) .... 

Devices,  Metol,  (Breast  And  Collar)  Intelligence  Technician  . . . . . . . . . . 

Devices,  Metal,  (Breast  And  Collar)  Physical  Security  Technician . . . . . 

Devices,  Metal,  (Breast  And  Collar)  Flight  Surgeon  (U.s.  Coost  Guard).......... . 

Devices,  Metal,  (Breast  And  Collar)  Command  Enlisted  Advisor  (U.s.  Coast  Guard) .. 
Devices,  Metol,  (Breast  And  Collar)  Group  Rote  Seoman/opprentice  Enlisted 
Women  (Navy) 

Devices,  Metol,(breos  T  And  Collar)  Diver,  Medical  Tcchnician . . . 

Dexomethosone  Sodium  Phosphate  Injection,  U.s.p. . . . . . 

Dexomethosone  Sodium  Phosphate  Inholation  Aerosol,  USP  . . . . . . 

Dexomethosone  Sodium  Phosphate  Ophtholmic  Solution,  Usp . . . . . . . . 

Dexomethosone  Tablets,  USP . . . 

Dexomethosone  Tablets,  Usp . . . . . . . 

Dexbrompheniromine  Moleate  &  Pseudoephedrine  Sulfate  Tablets  (Sustained-release) 

Dextran  &  Dextrose  Injection . . . . . . . 

Dextran  &  Sodium  Chloride  Injection . . . . . . . . . . 

Dextronomer  Beads  . . . . . . . . . . . 

Dextrin  (For  Biologicol  Use) . . . . . . . . 

Dextrin,  Technical . . . . 

Dextromethorphan  Hydrobromide  And  Guaifenesin  Syrup  . . . 

Dextrose  Injection,  Usp,  50  Percent . . . . . . . . 

Dextrose  Injection,  USP  . . . . . . . . . . . . . 

Dextrose' Injeciicft,  Usp  (Large  Volume  !r*;ect;oe  For  Sleg’e  Dose  fnfuslon) _ .......... 

Dextrose,  Monohydrote,  Technical  (D-glucose) . . . . . . . . 

Di  Normal  Propyl  Adipate  (DNPA) . . . . . . . . 

D!-{2  •  Ethylhexyi)  Adipate,  Technical... . . . . . . . . 

DI-(2-ETHYLHEXYL)-APIDATE . . . 

Df-(2-ETHYLHEXYL)  Azelate . ... . . 

Di-ester  (Polyol)  Resistant  Material  Reference  Fluid  For  Testing  *  16  Jul  79 . . 

Diagrams,  Fluid  Power,  Graphic  Symbols  For  *  21  Feb  67 . . . . . . 

Diogroms,  IEEE  Sfandord  logic  Circuit  Jun  1986..... . 

Drol,  Control,  M  *  i-turn  Counters  General  Specification  For ..................................... 

Dial,  Control,  Mutiiurn  Counters,  Vernier,  1.81  Diameter  . . . . 
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Dial,  Control,  Multiturn  Counter!  10  Turn  Counter,  Concentric  (.125  Inch  High) 

Dial,  Control,  Multiturn  Counter!  10  Turn  Counter,  Concentric  (1,810  Inch  Diameter) 

Dial,  Control,  Multiturn  Counters,  Vernier,  1.16  Diameter  . . . . 

Dial,  Control,  Multiturn  Counters,  Three  Digits.,...,.,....... . . . 

Dio),  Control,  Multiturn  Counters,  Three  Digits,  Illuminated  And  Nonilluminated  . 

Dial,  Control,  Multiturn  Counters  100  Turn  Counters,  4  Digit, . . . 

Dial,  Control,  Multiturn  Counters,  Vernier,  .88  Diameter . . . . . 

Dial,  Telephone  (Dai!  TA-45/GT  . . . . . . . . . . 

Dialysis  Procedural  Set,  Acute  Peritoneol . . . . . . . 

Diameters  Fot  Aircraft  Gravity  Filling  Orifices  (Release  To  Other  Than  Dod  Refer 
To  Hq  Usaf/xoxx(tso)  Wash,  Dc 

Diameters  For  Aircraft  Gravity  Filling  Orifices,. . 

Diameters  For  Gravity  Filling  (Ed  5)  (Rel  To  Other  Than  Dod  Req  Pri  Appr  Of  Hq 
Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Diamond  Grinding  Wheels,  Hand  Hones,  &  Mounted  Wheels,  Shape  &  Sizes  Of, 
Specifications  For «  1974 

Diamond,  Industrial . . . . . . . . . . . 

Diaper,  Adult's . . . . . . . . . . . . . . . 

Diaper,  Infont  S,  Pleated,  Disposable. . . . . . . 

Diaper,  Infant  S,  Cotton,  Birdseye  . . . . . 

Diapp  Infant  S,  Cotton,  Birdseye . . . . . . . 

Diaper, ufont's . . . . . . . . . . . 

Diaphragm  Assembly  . . . . . . . . . . . . 

Diaphragm,  Vaginal  (Arcing) . . . . . . . 

Diaphragm,  Vaginal,  Rubber . . . . . . . . . . 

Diatomaceous  Earth . . . . . . . . . 

Diatrizoate  Meglumine  And  Diatrizoate  Sodium  Injection,  Usp  . . . 

Diatrizoate  Sodium  Injection,  Usp  . . . . . . 

Diazepam  Toblets,  Usp . . . . . . . . . . . . . . . 

Diozodinitrophenol  (Tabular) . . . . . . . . . 

Diazotype  Paper  Sheet  And  Roll  Sizes . . . 

Diazotype  Paper  Sheet  And  Rool  Sizes . . . . . . . . 

Dibromodifluoromethone,  Technical  . . . . . . . . 

Dibucoine  Ointment,  Nf . . . . . . . . . . . 

Dibutyl  Phthalate,  Technical  (Metric) . . . . . . . . . 

Dibutyltin  Dilaurote  . . . . . 

Dichlorodifluoromethane,  Technical . . . . . . . . . 

Dichloromelhone,  Technical . . . . . . . . . 

Dichlorotetrofluoroethone,  Nf . . . . . . . . . . . . . . 

Oidoxacillin  Sodium  Capsules,  USP . . . . . . . 

Didoxacillin  Sodium  Capsules,  USP  . . . . . . . . . 

Oidoxacillin  Sodium  For  Oral  Suspension . . . . . . . 

Dictiolem  Hydrochloride  Toblets . . . . . . . . . . 

Dictionary,  English  . . . . . . . . . . . . . . 

Dictionary,  English,  Type  li  (Minimum  150,000  Entries) . . . . 

Dicyclomine  Hydrochloride  Tablets,  Usp . 

Die  And  Collet  (Two  Piece  Dies  With  Collets) . . . . . . . . . . . . 

Die  Forgings,  Aluminum  Alloy,  6.2ZN  .  2.2MG  *  2.3CU  -  0.12ZR  (7050-T736)  -  15 
Jan  77 

Die  Stock  (For  Round,  Split  Dies)  . . . . . . . . 

Die,  Crimping  Tool  *  For  Use  With  MS26036,  Size  8  Through  4/0  Terminals . . . 

Die,  For  Ms  25441,  Electric,  Hydraulic  Crimping  Tool  (For  Use  With  Aluminum  Wire 
Terminals) 

Die,  Rethreading,  Axle . . . . . . . . . . 

Die,  Rethreading  (Hexagon) . . . . . . . . . . . . . . . . 

Die,  Thread  Cutting  (Round,  Split,  Metric  Series)  . . . . . 

Die,  Thread  Cutting  (Rectangular,  Two  Piece  Pipe  Dies)  . . . . . . 

Die,  Thread  Cutting  (Round,  Split,  Inch  Series) . . . 

Die,  Threod  Cutting  (Solid  Square  Dies) . . . . . . . . . . 

Die,  Threadcutting  And  Rethreading,  Collet,  Threoding  Die,  And  Diestock  (Bolt  And 
Screw  Threoding,  Unified,  Americon  NofionalAnd  Metric  Form  Threads) 

Die,  Threading,  Die  Head..... . . . . . . . . . . . 

Dielectric  Films,  Adhesive  Coated,  For  Use  As  Cover  Sheets  For  Flexible  Printed 
Wiring  -  Feb  86 

Dielectrics,  Flexible  Bore,  For  Use  In  Flexible  Printed  Wiring  •  Feb  86 . 

Dielectrics,  Flexible  McfaWad,  For  Use  Infabrication  Of  Flexib  Le  Printed  Wiring . . 

Dielectrics^  Flexible  Bore,  For  Use  In  Flexible  Printed  Wiring  -  Feb  86 . . . . 

Dienestrol  Cream,  Nf . . . . . . . 

Dies  For  Crimping  MS3190  Type  B  Contact  Wire  Sorrels  (Install  Dies  In  MS25441-1 
Head) 

Dies,  Crimping  Tool,  For  U13  With  MS20659  Uninsulated  Wite  Terminals  (For  Wire 
Sizes  8  Through  4/  0) 

Dies,  Melol  Stamping,  Hand,  Steel,  And  Die  Set,  Leather  Stomping  ,  Hand  (Letter 
And  Numeral) 

Diestock  (For  Rectangular,  Two  Piece  Dies)....................,. . . . . . 

Diestock  (For  Round,  Collet  Dies)  . . . . . . . . 
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TITLE 

Diethylene  Glycol . . . . . . . . . . 

Diethylene  Glycol  Dibutyl  Ether.  Technical . . . . . . . . . 

Diethylenetriomine,  Technical  . . . . . . . . . 

Diethylphtholcte  (For  Use  In  Explosives) . . . . . . . . 

Diethylpropion  Hydrochloride  Tablets,  Modified . . . . . . . 

Diethylpropion  Hydrochloride  Tablets,  Modified  (Sustained-release)  . . . 

Diethylpropion  Hydrochloride  Tablets,  Modifid.................... . . . 

Differential  Pressures  . . . . . . . 

Differential  Pressure  Transducer  Equipment  (Electrical)  (Naval  Shipboard  Use) . . 

Differentiation  Disks,  Microorganism  . . . . . . . . . . . . . . 

Diflorasone  Diacetate . . . . . . . . 

Diflunisal  Tablets,  USP  . . . . . . . . . . 

Digestion  Apparatus,  Nitrogen  Determination  . . . . . . . 

Bigger,  Posthole,  Hinged  . . . . . . . 

Digital  Data  File  Transmittal  Form  For  Geographic  Information  (Edition  No.  1)  (Req 
For  Issue  From  Other  Than  DOD  &  DOD  Controcforsmus!  Be  Sent  Vio  HQ 
USAFZXOXX(ISO)  Wash.,  D.c.  20330-5058 

Digital  Terran  Elevation  Data  exchange  (Geographic  Format)  (Ed  2) . . . 

Digitol  Time  Division  Command/response  Multiplex  Data  Bus  (Ed  1)  (Rel  To  Other 
Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Oc  20330*5058) 

Digital  Time  Division  Command/response  Multiplex  Data  Bus . . . 

Digitol  Word  Generator  Performance  And  Interface  . . . . . . 

Digitizer,  Voice,  Full  And  Half  Duplex  Speech  Compression  And  Digital  Encoding...... 

Digoxin  Elixir,  Pediatric,  0.05  Mg  Per  Cc,  60  Cc  (2  Fi  0Z)  . . . . 

Digoxin  Tablets,  USP  . . . . . . . . . . . 

Digoxin  Tablets,  Usp  . . . . . . . . . . . . 

Dihydroergocornine,  Dihydroergocristine,  And  Dihydroergokryptine  Mesylotes 
Tablets 

Diisccyanate,  Dimeryf,  C36  Aliphatic,  Technical  (Ddi)  . . . . . . . 

Diisopropyl  Hydrogen  Phosphite,  Technical  . . . . . 

Dilator  -  Catheter  (Wother,  Female . . . . . . 

Dilator  Set,  lachrymal,  Nettleship-wilder,  Set  Of  3  . . . . 

Dilator  Set,  Uterine,  Honk . . . . . . . 

Dilator,  Vascular,  Sterile . 

Dimenhydrinate  Tablets,  Usp  . . . . . . . 

Dimension,  Basic,  Cockpit,  Stick-controlled,  Fixed  Wing  Aircraft . . 

Dimensional  Acc  *  ability,  V*?w  Thread  Gaging  Systems  For  •  21  Jun  79 . . . 

Dimensional  Fectures  *■»  «er  (Litter)  Support  &  Retention  By  The  Handles 
(CHGO  •  Did  12  K*  ^ 

Dimensions  *  Tolercncing  \rfeq  From  Other  Than  DOD  &  DOD  Contractors  Must 
Be  Sent  Via  HQ  U5AF/XOXX(ISO)  Washington  D.c.  20330-5058 

Dimensioning  &Toleroncing  *  15  Dec  82 . . » . . . . . . . . 

Dimensioning  Of  Barrel  Chambers  Of  Small  Arms  Weapons . . . 

Dimensions  For  Coses  Of  Control  Bores.  Instruments  i  Par.*J  Mounted  Equipment 
(Edition  6)  (Req  Other  Thon  DOD  Ret  to  HQUSAF/XOXX-ISO  Wash.  DC 
20330-5058) 

Dimensions  For  Fcbrcated  Steel  Water  Pipe  Fittings »  '  i .  n  83... . . . «.  ... 

Dimension  For  Instrument  Cases  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

Dlmensicms-For  70MM  Film  Magazines  &  Film  For  Still  Picture  Cameras  -  29  Nov 
/8 

Diversions  Of  Elastomeric  0-rin£*  For  Aircraft  (Metric Series) .  .. . . . 

Dimensions,  Tolerances  And  Characteristics  Of  70MM,  126MM  And  240MM  Rolled 
Film  For  Air  Photos:-;  l»y 

Dimensions,  Tolerances  &  Cl  oracteristics  Of  16MM  &  35MM  Rolled  Film  For  Aeriol 
Comeros  (Rei  To  Other  Than  Dod  Act  Rea  Poi  Appr  Of  Hq  Usaf/xoxx  (Iso) 

Wash,  Dc  20330-5028) 

Dimet^vf  Hydrogen  Phosphite,  Technical....... . . . . 

Dimethyl  Sulfoxide  Injection . . . . . . . . . . 

DImethylaniline . . . . . . . . . . . . . . . . 

DImethyfphthalafj  (For  Use  In  Explosives)  . . . . . 

DIMMER-SRM15  For  Blinker  Signaling  LIg.it  Symbol  960 . .  . . .  ...... 

Dimmer,  Lamp,  60* WATT,  120-VOIT,  Medium  Sc'Gw,  Base  And  Socki  . . . 

Dimpling  Machine,  Hof  “And  Cold  Prc.  ^ss.  Squeeze  Type,  Floor  Mounted .................. 

Dimpling  Modifies,  Hoi  And  Cold  Process,  Portable  . . . . 

D;ning jackets  ,  «, . . . .  ... 

Dining  Packets  (Dietetic  Or  Nondte*etic,  Tray  Service)  . . . . 

pinil/ochlorbe  zene  (For  Use  In  Ammunition)  . . . . . . 

Dlnltrometbylt  ifine  . . . .... ................................................... ....... 

Oinitromethylo;  li.v  In  Sulfuric  Add.......  . . . . . . 
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NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-D-23296A 

6810 

OS 

14  Jun 

72 

OS 

DOD  O-82659  (1) 

6810 

OS 

01  Mar 

78 

OS 

OD-1271B 

6810 

/EA 

20  Jun 

85 

EA 

68 

INT  AMD  1  (EA) 

JAN-D-242 

6810 

AR 

30  Jul 

45 

AR 

OS 

MIL-D-37333 

6505 

DM 

05  Mar 

76 

MD 

MS 

03 

A-A-0051698 

6505 

/MB 

24  Sep 

86 

MD 

MS 

03 

A-A-0051911 

6505 

MB 

30  Mar 

87 

MD 

MS 

03 

MIL-BULL  418 

MISC 

11 

2)  Nov 

52 

11 

NOTICE  1 

MIL-D-24304B 

6685 

SH 

05  Jul 

88 

SH 

MIL-D-37532 

6505 

DM 

05  Apr 

76 

DM 

A-A-0051806 

6505 

MB 

20  Jon 

87 

MD 

MS 

03 

A-A-0053075 

6505 

MB 

06  Jul 

87 

MD 

MS 

03 

MS-51446 

<630 

EA 

11  May- 

83 

EA 

MS 

99 

GGG-D-326C 

5120 

•Gl 

26  Mar 

64 

GL 

SH 

99 

NAT-STD-3986 

ISDF 

06 

10  Mar 

87 

NAT-STD-3809 

ISDA 

06 

07  Jul 

87 

NAT-STD-3838  (2) 

NAT 

ISDF 

06 

29  Dec 

88 

AIR-STD-50/2 

ISDF 

06 

04  Feb 

82 

MIL-D-85331 

6625 

AS 

18  Jul 

79 

AS 

MIL-D-28795  (1) 

5895 

EC 

04  Feb 

75 

EC 

MIL-D-36238B 

6505 

DM 

11  Ocl 

74 

MD  MS  03 

A-A-53613 

6505 

/MB 

12  Aug 

88 

MD  MS  03 

MIL-D-37621 

6505 

DM 

29  Mor 

88 

MD  MS  03 

MIL-D-37555 

6505 

DM 

25  May 

77 

.MD  MS  03 

MIL-D-82675  (1) 
NOTICE  1 

6810 

OS 

13  May 

87 

OS 

MIL-D-48499 

NOTICE  1 

6810 

AR 

01  Apr 

86 

AR 

A-A-53531 

6515 

MB 

30  Jun 

88 

MD  MS  03 

MIL-9-37041 

6515 

DM 

15  Mor 

74 

MD  MS  03 

A-A-53241 

6515 

MB 

23  Sep 

87 

MD  MS  03 

A-A-5I850 

6515 

MB 

04  Mar 

87 

MD  MS  03 

MIL-D-37615 

NOTICE  1 

6505 

MB 

28  Mar 

83 

MD  MS  03 

MS-33574B 

NOTICE  1 

1510 

AS 

25  Aug 

87 

AV  AS 

ANSI  B  1.3-79 

THDS 

IS 

30  Sep 

81 

AR  AS  99 

AIR-STD-44/56 

ISDF 

06 

29  Oct 

84 

AIR-STD-104/21A 

ISDF 

06 

21  Jon 

87 

ANSI  Y14.5M-82 

dr;r 

AS 

20  Dec 

82 

AR  AS  16 

MIL-STD-1267 

NOTICE  1 

1005 

AR 

16  Apr 

86 

AR  OS  99 

NAT-STD-3319  (4) 

ISDF 

06 

01  Ocl 

87 

AWWA  C208-83 

4730 

YD 

21  May 

84 

ME 

YD 

AIR-STD-10/7H 

ISDF 

06 

22  Nov 

85 

ANSI  PH1.39-79 

6750 

AS 

12  May 

87 

ER 

AS  99 

NOTICE  1 
NAT-STD-3699 

ISDF 

06 

05  Sep 

77 

AIR-STD-52/14E 

ISDF 

06 

16  Aug 

85 

AIR-STD-52/6F 

AIR 

ISDF 

06 

31  Ok 

88 

MIL-D-I0396D 

NOTICE  1 

6810 

EA 

11  Aug 

88 

EA 

A-A-0053729 

6505 

MB 

31  Oct 

88 

MD  MS  03 

Mli-D-20305 

NOTICE  1 

6310 

AR 

13  Jun 

88 

AR 

JAN-D-709  (1) 

20  FEB  68 

1376 

AR 

1  Jun 

49 

AR 

MS-17850 

5950 

SH 

15  Jun 

8C 

SH 

MIL-D-123I3C  '2) 

6250 

ME 

06  Sep 

88 

M£ 

MIL-D-80251A 

3448 

IP 

25  Mor 

88 

AS  99 

NOTICE  1 
MIL-D-A725C  (’) 

3448 

IP 

25  Mor 

38 

IP 

NOTICE  1 

L-D-350C  (1) 

7360 

/Gl 

11  Jan 

88 

Gl 

99 

EE-C-1827A 

‘8940 

/Gl 

31  Dec 

84 

Gl 

SA  45 

JAND-666 

6810 

*  R 

20  Aug 

48 

AR 

MIL-D-20309 

681. 

AR 

23  Nov 

51 

AR 

JAN-D-664 

6810 

AR 

27Aug 

48 

AR 

ALPHABETICAL  LISTING 


TITLE 


Dinitrotoluene  For  Use  in  Explosives . . . . . . . . . 

Dinnerwore . . . . . . . . . . . . . 

Dioely!  Adipate  . . . . . . . . . . . . . 

Dioctyl  Calcium  Sulfosuccinate  Capsule,  0.24  Gm  (4  Gr) . . . . . . . 

Dioctyl  Sodium  Sulfosuccinate  Capsules,  U.s.p.  . . . . . . . 

Diode  Board  Assembly.  10549017  . . . . . . . 

Dip  Brazing  Of  Aluminum  Alloys  . . . 

Dipentene,  Technical  (For  Use  In  Organic  Coatings)  . . . . . . 

Diphenhydramine  Hydrochloride  Capsules,  Usp............. . . . . . . 

Diphenhydramine  Hydrochloride  Capsules,  USP  . . . . . . . 

Diphenhydramine  Hydrochloride  Syrup . . 

Diphenhydramine  Hydrochloride  Elixir,  Usp  . . 

Diphenylamine,  Technical . . . . . . . . . . 

Diphenvlohthalate  (Technical) . . . . . . . . 

Diphtheria  And  Tetanus  Toxoids  And  Pertussis  Vaccine,  Adsorbed,  Usp..... . . 

DIplexer . . . . . . . . . . . 

Dipper,  Kitchen  (Stainless  Steel)  . . . . . . . . 

Dipper,  Kitchen  (Aluminum)  . . . . . . . . . 

Dipper,  Kitchen,  (Corrosion-resisting  Steel)  . . . . . . 

Dipper.entomologicol . . . . . . . . 

Dipyridamole  Toblets,  USP . . . . . . . . . 

Direct  Counting  Method,  Twist  In  Yarn  By  -  26  Mar  82... . . . 

Direct  Current  Generators  &  Motors,  Low  Stray  Magnetic  Field,  Design  Of  (Metric) 

Direction  Finder  Group  AN/ARA-50  . . . . . . 

Direction  Finder  Groups  AN/aPA-69A  &  AN/APA-69C  . . . . 

Direction  Finder  Set,  AN/ARN-89  . . . . . . . . . . 

Direction  Finder  Set  AN/TRD-15(  )  (Units  Of)  . . . . . . 

Direction  Finder  Set  AN/ARN-89(  ) . . . . 

Direction  finder  Set  AN/TRD*23(  )  (Unit  Of) . . . 

Directionol  Gyro,  MAO  Compass  (System  A) . . . . 

Directional  Gyro,  MAO  Compass  (System  B)  . . . . . . . . . . 

Directive,  Technical,  Preparation  Of . . . . . . . 

Director,  Gun  And  Guided  Missile,  Mk  73  Mod  2  And  Associated  Equipment  . . 

Directory  Of  Accredited  laboratories  •  31  Jan  89 . 

Directory  Of  Accredited  Laboratories  -  Jun  88  . . 

Directory  Of  Dcd  Engineering  Data  Repositories . . . 

Directory  Of  Engineering  Data  Repositories  (RelTo  Other  Than  Dod  Act  Req  Pri 
Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330*5058) 

Disassembly  Tool . . . 

Disc,  Cose  Support,  Training . . . 

Disc,  Inlet  Valve . . . . . . . . . 

Disc,  Plastic,  Polyethylene  Terephtholote,  Pressure  Sensitive,  Adhesive  Coated  . 

Disc,  Solid,  Plain  And  Disc,  Solid,  Plain,  Training  . . . . . . . 

Disc,  Volve . . . . . . . . . 

Disc,  Volve . . . . 

Discharge,  Electrostatic  Generol  Specification  For . . . . 

Discharger,  Electrostotic,  Trolling  Edge,  Integral  Base,  Less  Than  300  Knots  . 

Discharger,  Electrostotic,  Trolling  Edge,  Non-integral  Base,  Less  Than  300  Knots........ 

Discharger,  Electrostotic,  Trailing  Edge,  Integol  Bose,  Less  Than  600  Knots . 

Discharger,  Electrostatic,  Ortho-decoupled,  Bond  Mounted,  Type  11  Class  1,  Style  A 
Discharger,  Electrostotic,  Ortho-decoupled,  Screw  Mounted,  Type  11,  Class  1,  Style 
B 

Discharger,  Electrostotic,  Ortho-decoupled,  Bond  Mounted,  Type  It,  Class  2,  Style  A 
Discharger,  Electrostotic,  Ortho-decoupled,  Screw  Mounted,  Type  It,  Class  2,  Style  B 

Discharger,  Electrostatic,  Wing  Tip,  Non-integral  Base,  Greater  Than  600  Knots . 

Disconnect  Switch  Boxes,  Contactor  Panels  &  Switchboards,  low  Magnetic  Field 
Design  Of  (Metric) 

Discrete  Signal  Interfaces  (Edition  No  1)  (Rel  To  Other  Than  DOD  Act  Req  Pr  Of 
CNM  NAT  09  B21,  Wash,) 

Discriminator,  Anti-tank  And  Spool  Assembly . . . . . . 

Discriminator/ Discrete  Signal  MD*736{  )/A . . . 

Discs,  Abrasive  &  Plote  Mounted  Wheels,  Machine  Mounting  Specifications  For  - 
1969 

Discs,  Inlet  And  Nosecup  Volve  . . . . . . . . . 

Discs,  Inlet  And  Nosecup  Vol/e  . . . . . . . 

Dlsenfectont-detergent,  Genrrol  Purpose  (lodophor)  . . . . 

Dish  Biological  Preparation  Slender  Design . . . . 

Dish,  Analytical  Weighing  . . . . . . . . . . . . . 

Dish,  Biological  Preparation  (Stender  Design)  ............................................................ 

Dish,  Biological  Staining . . . . . . . . . . . . . 
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MIL-D-204A  ()) 

INI  AMD  2  (°A) 

1375 

AR 

23  Aug 
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AR 

OS 

NSF  36-81 

7350 

Gl 

19  Feb 

85 

GL 
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99 

L 

MIL-D-85494 

6810 

AS 

06  Oct 

81 

AS 

MIL-D-36354D 

6505 

DM 

30  Jul 

76 

MD  MS 

03 

L 

Mll-D  37564 

6505 

DM 

24  May 

76 

DM 

L 

MIL-D-50656  (2) 

1285 

AR 

30  May 

75 

AR 

L 

MIL-STD-6458 

NOTICE  1 

THJM 

MR 

17  Feb 

84 

MR 

TT-D-376D 

6810 

t 

22  Aug 

75 

MIL-D-37168A 

6505 

DM 

29  Mar 

88 

MD  MS 

03 

NOTICE  1 

A-A-0051926 

6505 

MB 

03  Apr 

87 

MD 

MS 

03 

MIL-D-37727 

NOTICE  1 

6505 

DM 

29  Mar 

88 

MIL-D-37794 

6505 

DM 

29  Mar 

88 

MD  MS 

03 

NOTICE  1 

MIL-D-98A 

6810 

AR 

14  May 

62 

AR 

AS 

L 

MIL-D-50006 

6810 

AR 

21  Nov 

58 

AR 

MIL-D-3/712 

6505 

DM 

29  Mar 

88 

MD  MS  03 

NOTICE  1 

L 

MIL-D-2B963A 

5985 

MC 

04  Dec 

75 

MC 

A-A-1077 
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29  Jul 

80 

A-A-1752 

7330 

•GL 

08  Jul 
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99 

RR-D-400E 
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A-A-53300 

6640 

MB 

21  Dec 

87 

MD  MS 
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A-A-53553 
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/MB 

30  Jun 

88 

MD 

MS 

03 

ASTM  D1423-82 

8310 

YD 

25  Apr 

83 

ME 

YD 

L 

DOD-STD-2146 

NOTICE  1 

6115 

SH 

16  Feb 

89 

SH 

L 

MIL-D-38402A 

5826 

84 

23  Apr 

87 

99 

L 

MIL-D-5025C 
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AS 

31  Dec 

87 

NOTICE  1 
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ISDA 

AM 

05  Oec 
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L 

MIL-D-S5453  (1) 
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L 

MIL-D-55647  (2) 
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CR 
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CR 

L 
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CR 
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MS-90317 

6605 

AS 
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AS 

L 

MS-90320 

6605 

AS 

01  Oct 
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AS 

L 

MIL-D-8I992A  (2) 

TMSS 

AS 

01  Sep 

82 

AS 

L 

MIL-D-82586A  (1) 

1210 

OS 

25  Apr 

75 

OS 

A21A  A-89 

QCIC 

SO 

31  Mar 

89 

SO 

A2LA  DIRECTCRY-88 

QCIC 

SD 

15  Jun 

88 

MIL-HDBK  331C 
NOTICE  2  (16) 
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16 

31  Aug 

84 

ER 

AS 

16  DH 

AIR-STD-104/14B 

AIR 

ISDF 

06 
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88 

L 
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4730 

82 

17  Mar 

71 

99 

L 

Mll-D-50836  (1) 
NOTICE  1 
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AR 

06  Apr 

87 

AR 

L 

MIL-D-10131B  (3) 

4240 

EA 

08  May 

86 

EA 

L 

MIL-D-47225 

9330 

AR 

12  Jul 

74 

AR 

L 

Mll-D-50837 

1110 

AR 

04  Dec 

70 

•AR 

MIL-D-10132C 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

L 

MIL-D-0010132K  (1) 

4240 

EA 

14  Nov 

86 

EA 

Q 

MIL-D-9129D 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

MIL-D-9129/1B 

5920 

85 

10  Mar 

89 

ER 

AS 

85 

MIL-D-9129/2A 

5920 

30  Sep 

86 

MII-D-9129/3A 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

MII-D-9129/4A 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

MIL-D-9129/5A 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

MIL-D-9129/6A 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

MIL-D-9129/7A 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

Mll-D-9129/3 

5920 

85 

30  Sep 

86 

ER 

AS 

85 

L 

DOD -STD-2 145 

6110 

SH 

01  Jun 

83 

SH 

NAT-STD-3909 

ISDF 

06 

01  Mar 

85 

L 

Mll-D-14707-0) 
NOTICE  1 
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AR 
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88 

AR 

L 

MIL-D -55367 

NOTICE  1 

5821 

CR 

31  Jul 

86 

CR 

ANSI  85.35-69R75 
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IP 
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78 
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SH 

99 
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EA 
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EA 
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L 
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EA 
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EA 

A-A-1440 
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GL 

68 

MS-36382A 

6640 

EA 

17  Aug 

70 

EA 

MS 

03 

Ml-36149 

6640 

EA 

21  Jun 

83 

EA 

MS 

99 

MIL-D-36622 
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DM 

19  Jon 

70 

MD 
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03 

MS-36383 

6640 

EA 

14  Dec 

67 

EA 

MS 

99 
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ALPHABETICAL  LISTING 


TITLE 

Dish,  Biological  Staining,  With  Troy... . . . . . . . . 

Dish,  Biological  Staining  (With  Troy),....,........... . . . . 

Dish,  Crystallizing, . . . . . . . . 

Dish,  Culture,  Petri,  Top  And  Bottom,  Completed,  Sterile,  Disposable... . . . 

Dish,  Culture,  Petri  Glass . . . . . . . . . . . . . . . . . 

Dish,  Culture,  Petri,  Top  And  Bottom,  Complete,  Disposable,  100S . . . 

Dish,  Culture,  Petri  Plastic  . . . . . . . . . . . . . . . 

Dish,  Culture,  Petri,  Sterile,  Plastic,  Disposable  . . . . . . . 

Dish,  Culture,  Petri . . . . . . . . . 

Dish,  Culture,  Petri  (Glass),.,...,.. . . . . . . . . . . 

Dish,  Evaporating,  Nonmetallic..................... ..............  .......  . . . . . 

Dish,  Evaporating,  Platinum  . . . . . . .  ..  . . . . . 

Dish,  Evaporating,  Platinum  . . . . . . 

Dish,  Evaporating  Teflon  . . .  . . . 

Dish,  Evaporating  (Borosilicate  Glass) . . . . . . 

Dish,  Evaporating,  Porcelain . .  . . . . . . . . . 

Dish.  Gum  Test . . . . . . . . . . 

Dish,  Medicament,  Dental  . . . . . . . . . 

Dish,  Moisture  Determination,  Aluminum . ." . . . . . . . . . 

DIshpan,  Corrosion-resisting  Steel  ...................................... . . . . 

Dishwasheng  Machines,  Commercial  Spray  Type  *  Jun  82  . . . . . . . 

Dishwashing  Compound,  Hand,  (Synthetic  Detergent,  Solid  And  Liquid  Form) . . 

Dishwashing  Compound,  Machine  (Granular,  Bead  Or  Flake . . . . 

Dishwashing  Compourd,  Liquid  System  (For  Commercial  Dishwashing  Machines)  . . 

Dishwashing  Compound,  Hand  (Built  Detergent;  Flake,  Granular  Or  8ead . ....... 

Dishwashing  Compound,  Machine  (Nonchlorinated,  Gronulor) . . . . 

Dishwashing  Compound,  Machine  (Chlorinated,  Gronulor).......... . . 

Dishwashing  Machine,  Commercial  (Submarine  Use)  (Refer  To  00-0*1390) . . . . 

Dishwashing  Machine,  Double  Tonk,  Commercial  (Rack,  Conveyor) . . . 

Dishwoshing  Machines,  Commercial  (Rackless  Conveyor) . . . . . . 

Dishwashing  Machines,  Single  Tank  (Rack  Manual  And  Conveyor)  And  Double  Tonk 
(Rock  Conveyor)  Commercial 

Dishwashing  Machines,  Commercial  (Rackless  Conveyor) . . . . . . 

Dishwoshing  Machines,  Commercial  (Rack,  Stationary)  . . 

Dishwashing  Machines,  Single  Tonk  (Rock,  Monuol  And  Conveyor  And  D;jble  Tonk 
(Rack,  Conveyor),  Commercial 

Dishwoshing  Machines,  Commercial  (Rock,  Stationary)  . . . . . . . 

Dishwashing  Operations . . . . . . . . . . . 

Dishwoshing  System  (Commercial),  Multiple  Tonk,  Continuous  Oval  Conveyor-type.... 

Disinfectant  Detergent,  General  Purpose  (Pine  Oil)  . . . . . . . . . . . 

Disinfectant-detergent,  General  Purpose  (Quaternary  Ammonium  Compound) . 

Disinfectont-detergent,  General  Purpose  (Phenolic  Type) . . . . . . . 

Disinfectant,  Food  Service  . . . . . . . . . . 

Disinfectant,  General  Purpose  (Liquid  Penolic  Type)  . . . . . . . 

Disinfectant,  General  Purpose  (Quaternary  Ammonium  Compound) . . . 

Disinfectant,  Germicidal,  Fungicidal,  Concentrate  (Phenolic  Type)  .............................. 

Disk  Cartridge,  Unrecorded  Single,  (Front  Loading  2200  BPI)  General,  Physical  & 
Magnetic  Requirements  •  3  Feb  76 
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Disperser,  Riot  Control  Agent,  Portable,  3  Gallon,  M33A1  . . . . . . 

Disperser,  Riot  Control  Agent,  Portable,  M3  . . . . . 

Displacement  &  Evacuation  Kit,  6  Inch  Hoseline................. . . . . . . . . 

Displacement  And  Evacuation  Kit,  Hosethe  . . . . . . . 

Display  Case,  Mechanically  Refrigerated,  Bakery,  Counter ......... .......  . 

Display  Case,  Mechanically  Refrigerated,  Merchandiser,  Vertical,  Medium 
Temperature 

Display  Cose,  Mechanically  Refrigerated,  Reach-in  Merchandisers,  Gloss  Door,  Low 
&  Medium  Temperature 

Display  Cose,  Nonrefrigerated,  Bakery,  Counter  &  Upright  Type........... . . . 

Display  Cases,  Mechanically  Refrigerated,  Self&service  . . . 

Display  Group,  Tactical  Data  AN/ASA-70  . . .  . . . . ,... . . . 

Display  Group,  Tactical  Data  AN/ASA-56  . . . . . . . . 

Display  Set,  Mission  Recorder  AN/UPQ-5. . . . . . . . 

Display  Unit,  For  Rocket  Management  Subsystem  M138,.... . . . . 

Display  Unit,  Sight,  Helicopter  Head  Up  Subsystem,  M76  . . . . . . 

Display  Unit,  Teletypewriter  TT-581/AG  And  Mounting  MT-4088/AG  . . . 

Display-plotting  Board  Group  OA-1768/ASA*13 . . . . . . . 

Display,  Diode,  light  Emitting,  Solid  State,  General  Specification  For  . . 

Display,  Diode,  Light  Emitting,  Solid  State  ,  Red,  Numeric  &  Hexa  Decimal,  With 
On  Boar  D  Decoder/driver 

Display,  Diode,  light  Emitting,  Solid  State, red,  Alpha-numeric,  W  Itb  On  Board 
Decoder/driver 

Display,  Head  Up,  General  Specification  For . . . . . . 

Display,  Image  1 1744684................. . . . . . 

Display,  Optoelectronic,  Segmented  Readout,  Blacklighied,  Style  M  (Light  Emitting 
Diodes),  Rfi  Shielded,  Moisture  Sealed,  High  Impact  Shock,  Type  R01 

Displayed  Messages  For  Automatic  Test  Equipment . . . 

Disposable  Container,  Hypodermic  Needle  &  Syringe  . . . . . . ..... 

Dissemination  Of  Accident  Info  On  Aircraft  &  Missiles  (Ed  7)  Other  Than  Dod  Refer 
To  Hq  Usof/xoxx(iso),  Wosl.,  Dc  20330-5058 
'Dissimilar  Metots  . . . . . . . . . . . . 

Distillation  Equipment  Set,  Water,  Thermocompression  Type,  150  Gallons  Per  Hour, 
Packaging  Of 

Distillation  Unit,  Water,  Steam  Or  Flasheo  Vapor  Operated,  Or  Fresh  Woter 
Heated,  low  Pressure,  Naval  Shipboard 

Distillation  Units,  Woter,  Thermocompression,  Diesel-engine-driven,  Skid  Or  Trailer 
Mounted  (60  To  1,000  GPH) 

Distillation  Units,  Water,  Thermocompression,  Trailer  Mounted,  150  Gallons  Per 
Hour 

Distillation  Units,  Water,  Thermocompression  Type,  Packaging  Of . . . . 

Distillation  Unit,  Water,  Thermocompression  . . . . . . . . . 

Distiller  Scale  Prevenlive^Treotment  Formulofions  (Metric) . . . . . 

Distilling  Apparatus,  Laboratory  Water,  Unitized  Glass . . . . . . . 

Distilling  Apparatus,  laboratory . . . . . . . . . 

Distilling  Apparatus,  Laboratory  Woter,  Electrically  And  Sfeom  Heated . . . . 

Distilling  Apparatus,  Laboratory  Kjeldohl,  Nitrogen  Determination  Twin-unit,  Electric 
Distilling  Trap,  Crankcase  Dilution  . . . . . . . . 

Distilling  Units  Cfeaning^Feed-Treatment  . . 

Distinctive,  Device,  Diomond  Shaped,  First  Sergeant,  Air  force,. . «... . . 

Distinguishing  Mark  (All  Officers  Messes)  . . . . . . . . . . . 

Distinguishing  Mark  . . . . . . . . . . 

Distributed  Isolation  Material  Type  R-50-21/64  . . . . . 

Distribution  Box  J'1122/AJB*3A . . . . . . . . . 

Distribution  Box.  10548533  . . ., . . 

Distribution  Box,  J*1077(  (/u.  Distribution  Box,  J-2317)  (/u,. . . . . . . 

Distribution  Box  J-3425C/AWW-  . . . . . 

Distribution  Cutouts  &  Fuse  Links,  Specifications  For  *  1981  . . . 
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A-A-50034 

7320 
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SA 
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GL 

YD 
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88 
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99 
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99 
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82 
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AS 

18  Dec 

78 

AS 

L 

MIL-D-81694  (5) 

5895 

AS 

25  Jon 

84 

AS 

MIL-D-43729 
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EA 
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EA 
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87 

EA 
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MIL-D-51453A  (1) 
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20  Apr 

87 

EA 

MIL-D-51031C 
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88 

cA 

MC  99 

NOTICE  1 
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4610 

ME 
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ME 
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GL 
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07 

GL 
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l 
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70 

AS 

L 
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AS 
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84 

AR 
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MIL-D-70443 
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MIL-D-81607  (1) 

5815 

AS 

02  Aug 

71 

AS 

L 

MIL-D-22531A  (2) 

6605 

AS 

01  Jun 

64 

AS 

MIL-D-87157  (1) 

5961 
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15  Dec 

88 

ER 

85  NA 

NOTICE  1 

L 

MIL-D-87157/1  (1) 

5961 

ER 

13  Aug 

84 

ER 

L 

MIL-D-87157/3A 

5961 

ER 

02  Feb 

89 

ER 

L 

MIL-D-81641 

6610 

AS 

26  Jun 

72 

AS 

L 

MIL-D-48437A 

1240 

AR 

01  Dec 

75 

AR 

MII-D-28803/1D 

6240 

11 

11  Jul 

88 

ER 

EC  1) 

L 

Mll.STD-334 
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TM 
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83 

TM 

A-A-0030132 
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X 
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5 
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NAT-STD-3101  (3) 
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06 
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83 

ER 
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L 

MIL-D-52645A 

4620 

ME 
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73 

ME 

Q  L 

MIL-D-18641E  (10) 

4620 

SH 

ISOcI 

30 

SH 

MIL-D-15691E 

4620 

YD 

12  Mar 

84 

YD  99 

L 

MIL-D-52386C 

4620 

ME 

02  May 

80 

ME 

MIL-D-3209C 

4620 

ME 

16  May 

73 

ME 

YD  99 

L 

MIL-D-16196D  (5) 

4620 

SH 

15  Aug 

85 

SH 

l 

DOD-D-24577  (2) 

6850 

SH 

19  Dec 

86 

SH 

MS-36197A 

6640 

EA 

27  Mar 

87 

EA 

MS  99 

GG-D-465A 

6640 

/DM 

18  Feb 

77 

MD 

MS  03 

MS-36196A 

6640 

EA 

05  Dec 

86 

EA 

MS  99 

NOTICE  1 

M5-36199A 

6640 

EA 

27  Mor 

87 

EA 

MS  99 

MS-36266A 

6640 

EA 

05  Dec 

86 

EA 

MS  99 

NOTICE  1 

A5C-STD-4PA 
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i 
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L 
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88 

SH 

L 

MS-17381 

6615 

AS 
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64 

AS 

L 

MIL-D-48435 

1285 

AR 

24  Feb 

77 

AR 

L 

MIL-D-55456B 

6110 

ER 

24  Feb 

88 

ER 

NOTICE  1 

L 

MIL-D-85859 

4935 

AS 

04  Aug 

87 

AS 

ANSI  C37.42-81 

5920 

YD 

04  May 

88 

ME 

YD  85 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Distribution  System  Hot  And  Cold  Water  Polybutylene  (Pb)  Plastic  Standard 
Specification  For  -  29  Jul  88 

Distribution  Systems,  Chlorinated  Poly  (Vinyl  Chloride)  (CPVQ  Plostic  Hot  And  Cold 
Water  ■  31  October  86 

Distributor,  Bituminous  Material,  Tank  Type........... . . . . . 

Distributor,  Bituminous  Material,  Truck  Mounted,  Commercial  Construction 
Equipment  (CCE) 

Distributor,  Bitumen  And  Water,  Packaging  Of . . . . . . . 

Distributor,  Ignition  System,  Integral  Coil,  Waterproof,  24  Volt...... . . . . 

Distributor,  liquid  Bituminous  Material,  Tankless  Type,  Troilor  Mounted  . . 

Distributor,  Water,  Tank  Type,  Truck  Mounted,  Sprinkler  Or  Nozzle  Spraybar, 
Commercial 

Distributor,  Water,  Semitrailer  Mounted,  6000  Gallon . . . . . 

Distributor,  Water,  Tank  Type,  Semitrailer  Troctor  Mounted  7,000  Gallon  Capacity, 
DED 

Distributor,  Water,  Tank-type,  Truck-mounted  . . . . . . . 

Distributor,  Water,  Self  Propelled,  Minimum  2500  Gallon,  Sectionclized  &  Non 
Sectionalized 

Distributor,  Water,  Collapsible  Tank,  900  Gallon  Capacity,  With  Spray  Bar 
Assembly 

Disulfiram  Tablets,  Nf... . . . . . . . . . . 

Disutfiram  Tablets,  USP  . . . . . . . . . 

Ditching  Machine,  Wheel  Type  Trencher,  Crawler  Mounted,  Diesel  Engine  Driven . . 

Ditching  Machine,  Diesel  Engine  Driven,  Wheel  Mounted,  lodder . . . 

Ditching  Machine,  ladder-type,  Light  Doty,  4-WHEEL-ORIVE,  Pneumatic-tired,  Gcd.... 

Ditching  Machines,  Boom  Type,  Crawler  Mounted,  GED  &  DED  . . . . . 

Dituminous  Materials,  Penetration  Of,  Standard  Test  Method  Of  *  25APR  86 . . 

Diver  Dress  Suit  (MK12)  . . . . . . . . . 

Divers  Cable  Assembly  Communications  And  Strength . . . 

Divers  Helmet,  Underwater  8reathing  Apparatus  MK-12  . . . . . 

Divider,  Drafting,  Proportionol . . . . . . . . . . . 

Divider,  Mechanics . . . . . . . . . . . 

Divider,  Power,  Radio  Frequency  . . . . . . . 

Divider,  Tray  Chest . . . . . . . 

Diving  Apparatus,  Self  Contained  Demond  Type . . . . . . 

Diving  Equipment  Sets,  Packaging  Of  . . . . . . . . 

Diving  Equipment  Set.  Two  Persons,  100  Foot  Depth,  Pockaging  Of . . . . . 

Diving  Outfit,  Lightweight  . . . . . . . 

Division  Of  Responsibility  Between  Ground  8.  Air  Forces  On  Drop/extroctior.  Zones 
In  Tactical  Operations 

Doctrine  And  Procedures  For  Airspace  Control  In  The  Combat  Zone  (Edition  No.  2) 

Doctrine  For  Amphibions  Operations  -  ATP-8  (Edition  10) . . . 

Document  Destroyer,  Emergency  Incendiory,  M4 . . . . . . 

Document  Facsimile  Transmission  -  3  Apr  81  . . 

Document  Transmission,  Group  3  Facsimile  Apparatus  For  •  3  Apr  81  (With  Erratum 
Doted  5  May  82 

Documentation  Relative  To  Medicol  Evocufation,  Treatment  And  Cause  Of  Death  Of 
Patients,  Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Drcird) 

Documentation  Relative  To  Medicol  Evacuation,  Treatment  And  Cause  Of  Death  Of 
Patients  (Edition  No.  2)  Release  To  Other  Than  Dod  Agencies  Must  Be  Approved 
By  Hq  Dorcom  (Drcird) 

Documents  Applicable  To  Aircraft  Engines  And  Propellers,  Use  Of . 

Docusate  Cotcium  Capsules,  USP  . . . . . . 

Docusate  Sodium  &  Cosonthronol  Capsules . . . . . . 

Docusate  Sodium  Copsules,  USP  . . . . . . . . . 

Dogs,  Lathe  . . . . 

Doily,  Poper . . . . . . . . . . . . . . . 

Doli,  Training,  Nursing  Technique... . . . . . . . 

Dollies,  Trailer  Converter,  9  To  35  Tons  Payload,  Commercial . . . 

Dolly  Set,  lift  Tronsportable  Shelter,  3  Ton  To  5  1/4  Ton . . . . . . 

Dolly  Set,  Lift,  Transportoble  Shelter,  5*1/4  Ton,  M832  . . 

Dolly  Set,  liff.  Transportable  Shelter,  3  Ton,  M720..... . . . . 

Dolly  Set,  Lift,  Transportoble  Shelter,  4*1/2  Ton,  M840  . . . . . . . . . 

Dolly,  Aircraft  Spotting,  Mod  SD*1C . . . . . . . . 

Dolly,  Food  Kondling  Equipment  Ndishwoshing  Rocks) . . . . 

Dolly,  Handling,  Torpedo,  Mk  43,  44  And  46,  1000  Pounds  Copocity.... . . 

Dclly,  Trailer  Converter:  8  Ton,  2  Wheel,  Military  Design,  M198A1  . . . 

Do”/,  TfsHer  Centers.  M 10741.  MlQftAl,  A  M354  _ ... _ ........... _ _ 

Dolly,  Trailer  Converter,  15  Ton,  4  Wheel,  Military  Design,  M354 . . . . . 

Dolly,  Trailer  Converter,  6  Ton,  2  Wheel,  W/e,  Military  Design,  M197AI  . . 

Dome,  Navigator  $  Observing,  Non-pressurized  Aircraft,  Type  A*3A  . . 

Oome,  Sonor,  Rubber,  60-INCH,  Type  CW-1770/U . . . . ............. ^......e............ 

Domes,  Sonor,  Steel,  Types  CW-553/SQS,  CW-554/SQS  And  CV/-559/SQS  And 
Mountings,  Sonar  Dome,  MT*2327/SQS,  MT-2328/SQS  And  MT-2369/SQS 

Domestic  (Household)  Compactor.. . . . . . 

Door  &  Frame  Assemblies,  Steel,  Test  Procedure  &  Acceptance  Criteria  For 
Acoustical  Performance  For  -  1979 

Door  &  Frame  Assemblies,  Steel,  Stondord  Test  Procedure  &  Acceptance  Criteria 
For  Rote  Of  Air  Flow  Through  Closed  *  1979 
Door  Assemblies,  Fire  Tests  Of «  10  Nov  81  . . . . . 
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ASTM  03309-88 

4710 

YO 
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ME 
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99 

ASTM  02846  86E1 
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YD 
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87 
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83 
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L 

MIL-D-52916 

3895 

ME 
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76 

ME 

MIL-D-771D 
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ME 
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78 
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YD 

MIL-D-13791F 
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AT 
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88 

AT 

MIL-D-435F  (4) 

3895 

ME 
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88 

ME 

L 

MII-D-28531C 

3825 

Y0 

16  Aug 

85 

YD 

L 

MIL-0-52923B 

3825 

ME 

13  Mar 

85 

ME 

L 

MIL-D-29224 

INT  AMD  1 

3825 

YO 

09  May 

83 

YD 

L 

MIL-0-13687E  (1) 

3825 

ME 

21  Dec 

70 

ME 

L 

Mlt-D-52987 

3825 

ME 
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80 

ME 

L 

MIL-D-52033D 
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ME 
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84 

ME 

MIL-O-37219 
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DM 

29  Mor 

88 

MD 

MS 

03 
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6505 

MB 
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86 

MD 

MS 

03 

L 
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Y0 
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88 

YD 

L 

MIL-D-52091C  (1) 

3805 

ME 

04  Jun 

71 

ME 

L 

MIL-D-28561C 

3805 

YD 

23  Jan 

85 

YD 

L 

MIL-0-633F 

3805 

YD 

20  Apr 

84 

YD 

ASTM  05-86 

8010 

MR 

18  Jul 

86 

MR 

YD 

84 

L 

MIL-D-87030B 

4220 

SH 

11  Dec 

86 

SH 

DOD-D-24684 

4220 

SH 

C6  Mar 

87 

L 

MIL-D-24662 

4220 

SH 

13  May 

86 

A-A-50204A 

6675 

/ME 
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88 

ME 

99 

GGG-D-351F 
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V. 

06  May 

87 

A-A-50741 

6625 

82 

30  Oct 

87 

99 

MIL-D-36259A 

6545 

OM 

10  Sep 

73 

MD 

MS 

03 

L 

MIL-D-22962 

4220 

SH 

20  Sep 

61 

SH 

L 

MIL-0-52838  (1) 

4220 

ME 

25  Jul 

77 

ME 

M1L-D-3344C 

4220 

ME 

05  Aug 

75 

ME 

99 

L 

MIL-D-24542B 

4220 

SH 

15  Sep 

88 

SH 

AIR-STD-44/23A 

ISDF 

06 

02  Oct 

78 

NAT-STD-3805 

ISDF 

06 

19  Feb 

80 

NAT-STO-1149  (1) 

ISON 

NM 

20  May 

86 

L 

MIL-D-63266  (1) 

1375 

AR 

04  Aug 

78 

AR 

EIA  RS466-81 

SIHC 

DC 

03  Apr 

81 

CR 

EC 

90 

EIA  RS465-81 

SLHC 

DC 

03  Apr 

81 

CR 

EC 

90 

Q -STD-470  (2) 

ISOA 

AM 

01  Jun 

84 

NAT-STD-2132  (2) 

ISDA 

AM 

17  Nov 

78 

MIL-BULL  343A 

MISC 

11 

18  Dec 

87 

AV 

AS 

11 

A-A-53225 

6505 

/MB 

17  Mor 

88 

MD 

MS 

03 

A-A-30024 

6505 

• 
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81 

A-A-53719 
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/MB 
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MD 

MS 

03 
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/IP 

27  Jon 

84 
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99  IP 

UU-D-650A 
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AT 

15  Jon 
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AT 

L 

MS-52 147A 
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AT 
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85 

AT 

L 

MS-52148A 

2330 

AT 

15  Jon 

85 

AT 

L 

MIL-D-81504 

2420 

AS 

17  Jon 

67 

AS 

A-A-50107 

7320 

GL 

31  Mar 

87 

GL 

YD 

99 

L 

MIL-D-23224A 

NOTICE  1 

1398 

OS 

30  Sep 

89 

OS 

l 

MS-53026C 
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15  Jon 

85 

AT 

MIL-D-45322F 
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88 
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L 
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85 
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YD 
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YD 

ASTM  E152-81A 
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YD 

21Moy 

87 

CE 

YD 

99 

NOTICE  1 
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ALPHABETICAL  LISTING 


TIKE 

Door  Assemblies  Swinging,  Security  Of,  Standord  Test  Method  For  *  25  May  1984 

Door  Controls  -  Closers,  American  National  Stondard  For  -  31  Dec  1986 . . 

Door  Controls  •  Overhead  Holders,  American  National  Standard  For  *  28  Jun  82  .... 

Door  Frames,  Steel,  &  Frame  Anchors,  Performance  Test  Procedures  For  -  18  Nov 
83 

Door  Hardware,  Sliding  &  Folding,  American  National  Standard  For  -  23  Jul  85 . . 

Door  Hardware,  Vehicular . . . . . . . . . 

Door  Trim,  Architectural,  American  National  Standard  For  -  13  Aug  1986  . 

Door,  Curtain,  Rolling,  Steel,  Pilasters,  And  Their  Operating  Equipment . . . 

Door,  Face  Mounted  . . . . . . . . 

Door,  Flush  Mounted  . . . . . . 

Door,  Metal,  Sliding  And  Swinging,  Door  Frame,  Metol  (Flush  And  Semiflush) . 

Door,  Steel,  &  Frame  Assemblies,  Apparent  Thermal  Performance  Of,  Test 
Procedure  &  Acceptance  Criteria  For  -  1979 

Door,  Strip  (Vinyl) . . . . . . . . 

Door,  Vault,  Security . . . . . . . . . 

Doors,  Double  Bump  Through . . . . . . . 

Doors,  Fire,  Swinging  Hardware  For  Standard  Tin  Clad,  Mounted  Singly  &  In  Pairs 
(Fifth  Edition  •  4  Jan  79  (Reapproved  1984 
Doors,  Fire,  Tin  Clad,  Standard  For  -  Eighteenth  Edition,  First  Impression  •  15  Feb 
80 

Doors,  Furniture,  Marine  -  30  Jul  82 . . . . . . . . . . 

Doors,  Gloss,  Aluminum  Sliding,  Voluntary  Specifications  For  -  1 1  May  77  . 

Doors,  Pedestrian,  Power  Operated,  American  National  Standard  For  •  26  Apr  85  .. 
Doors,  Power  Assist  &  low  Energy  Power  Operated,  American  Notionol  Stondard 
For  •  13  Feb  84 

Doors,  Sliding  Hordware  For  Standard  Horizontally  Mounted  Tin  *  Clad  Fire  *  4  Jan 
79  (Sixth  Edition,  Second  Impression,  As  Revised  To  10  Feb  84 
Doors,  Storm,  Aluminum,  Voluntary  Specifications  For  -  14  Jun  77 . . . 

Dope,  Cellulose-acetate-butyrote  Clear  For  Aircraft  Use . . . 

Dormitory  Furniture  Modular  Composite  Metol  And  Wood  . . . . . . . . 

Dosimeter,  Thermoluminescent,  DT-526/PD  . . . . . . . 

Double  Boiler,  Cooking,  5*1/2  &  11  Quart  . . . . 

Double  Boiler,  3  Quart. . . . . . . . 

Dough  Dividing  Machine,  Automatic,  Pockot  . . . . 

Dough  Intermediate  Proofing  Machines  . . . . 

Dough  Mixing  And  Moke-up  Outfit,  Trailer-mounted,  M-534. . . . . . . 

Dough  Mixing  Machine,  Gasoline  Engine  Driven  . . . . . . . 

Dough  Mixing  Machine,  Baker  S . . . . . . . 

Dough  Molding  Machine,  Loaf . . . . . . . . . . . . . 

Dough  Proofing  Boxes,  Steam  Heated  (Steam,  Or  Steam  And  Water,  Humidified).... 

Dough  Rolling  Machine,  Pie  . . . . . . . . . . . . . . . 

Dough  Rounding  Machine....... . . . . . . . . . . . . 

Dough  Throughs  . . . . . . . . . . 

Dough  Trough,  Baker  S  (For  Mobile  Bakery.  M&534) . . . 

Dough  Trough,  Fermentation,  Field... . . . . . . . 

Dough  Troughs..... . . . . . 

Dough,  Dividers,  Roll,  Hand  Operated,  36  Port  &  Dough  Dividing  &  Rounding 
Mochine,  Roll  36  Part 

Doughnut  Machine,  Cutting  And  Frying  . . . . . . . . . . 

Doughnuts,  Fresh,  Plain,  Coated  Or  Filled  . . . . . . 

Dowel,  Wood......... . . . . . . . . . . . 

Doxcyciine  Hycfate  Capsules,  Usp . . . . . . . . . 

Doxepin  Hydrochloride  Capsules  . . . . . 

Doxepin  Hydrochloride  Capsules,  USP . . . . . . . . 

Doxorubicin  Hydrochloride  For  Injection . . .  . . 

Doxorubicin  Hydrochloride  For  Injection,  Usp, . . . . . 

Doxylamine  Succinate  And  Pyridoxine  Hydrochloride  Tablets.. . . . . 

Drafting  Equipment  Set,  Topogrophic  Battalion,  Photomopping  Company,  Packaging 
Of 

Drafting  Equipment  Set,  Topogrophic  Boltolion,  Headquarters  And  Service 
Company,  Packaging  Of 

Drafting  Instrument  Sets  And  Drafting  Instruments . . . . . . 

Drafting  Machine  &  Scales,  Chuck  Plate  For  . . . . . . 

Drafting  Mochine  o>  Scales,  Range  Time  Speed  Plotting  Scale  25,000.1  &  50.0W.1 
Yards  Ratio 

Orcfting  Machine  &  Scales,  Insert  For . . . . . . . . 

Drafting  Mochine  &  Scales,  Scale  Assembly . . . . . . . . 

Drafting  Machine  &  Scales  Range  Time  Speed  Plotting  Scole  200  &  1,000  Yards  Per 
Inch 

Drafting  Machine  &  Scotos  Range  Time  Speed  Plotting  Scale  500  &  2,000  Yards  Per 
Inch 

Drafting  Machine  &  Scales  Generol  Specification  For . . . . . . . 

Drain  Unit,  Waste  Oil,  Portable . . . . . . . . 

Drain,  Closed  Suction  (Jackson  Proll)  . . . . . . . . 

Drain,  Deck,  Marine  Hardware.............. . . . . . . . . 
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Drain,  Floor  •  1  Dec  80  . . . . . . . 

Drain,  Floor,  Cost  Iron . . . . . . . . . . 

Drain,  Lavatory  And  Stopper,  Waste  Drain . . 

Drain,  Roof,  American  National  Standard  -  31  Jul  83..... . . . . . 

Drain,  Surgical  (Rubber,  Mushroom  Tip,  Pezzer) . . . 

Drain,  Surgical  Rubber,  T-type. . . . . . . . 

Drain,  Surgical,  Rubber,  T-type,  Sterile  . . . . . . . 

Drain,  Surgical,  Rubber,  Whistle  Tip,  Right  Angle,  13  Inches  Long,  3  1/2  Inch  Leg .... 

Drainage  Apparatus,  Plcurol  Cavity  . . . . . . . . 

Drape,  Operating  Microscope  . . . . . . . . . . . 

Drape,  Surgical  . . . . . . . . . . . 

Drape,  Surgical  . . . . . . . . . . 

Drape,  Surgical,  Nonwoven  Fabric,  Green,  Disposable  .......  . . . . 

Drape,  Surgical,  Plastic,  Sterile,  18  By  36  Inches,  10S..... . . . . 

Drape,  Surgical,  Cloth  . . . . . . . . . . . . 

Drape,  Surgical,  Split  Sheet,  Nonwoven  Fabric  . . . . . . . 

Drapes,  ourgical,  Disposable,  Nonwoven  Fabric . . . . . . 

Draus,  Mens,  Brief  Style............ . . . . . . . . . 

Drawer  Assembly,  Rack  Mounting  . . . . . . . 

Drawer,  Men  S,  Boxer  Style  . . . . . . . . . 

Drawer,  Sliding  . . . . . . . . . . . . . 

Drawer,  Smoll  Parts  Storage  (Kit,  Knocked-down) . . . . . . 

Drawers  And  Undershirts,  Flyer  S,  Anti  Expos  .'e,  Aromid,  High  Temperature 
Resistant,  CWU-43/P  And  CWU-44/P 

Drawers,  Cold  Weather,  Men  S . . . . . . . 

Drawers,  Cold  Weather,  Polypropylene . . . . . . . 

Drawers,  Extreme  Cold  Weather  . . . . . . . . . . . . 

Drawers,  Men  Brief  Type . . . . . . . . . 

Drawers,  Men  S,  Cotton,  Thigh  Length  . . . . . . 

Drawers,  Men  S,  Thigh  Length . . . . . . . . . . . 

Drawers,  Men's  (Brief  Type)  Brown  436  . . . . . . 

Drawers,  Mens . . . . . . . . . . . . . . . 

Drawers,  Mens,  Cotton,  Ankle  Length  . . . . . . . . 

Drawing  Board  And  Drowing  Board  Trestles  . . . . . . 

Drawing  Boord,  Illuminated,  Portable . . . . . . . . 

Drawing  Boards  Type  li-iii-iv  . . . . . . . . . . . . . . 

Drawing  Boords  desk  Type  l-iwii  . . . . 

Drawing  leads . . . . . . . . . 

Drawing  Sheet  Size  &  Format  •  .2  Dec  80 . . . . . . . . 

Drawing,  Engineering  And  Associated  List . . . . 

Drawing,  Sonar  Systems,  Preliminary  Installation  Planning . . . . . . 

Drawing,  Tube  Bend................. . . . . . . . . . . 

Drawings.  For  Standard  Aircraft  Characteristics  And  Performance  Charts,  Piloted 
Aircraft 

Drawings,  Installation  Control,  For  Shipboard  Electronic  Equipment., . . . 

Drawings,  Undimensioned,  Reproducibles,  Photographic  And  Contact,  PreporcJion 
Of  (Asg) 

Drowsheet,  Mattress,  Protective . . . . . . . 

Dredger,  Kitchen . . . . . . . 

Dress,  Food  Handlers,  Womans . . . . . . . . . 

Dress,  Woman  S,  Hospito)  C Jty  Uniform . . . . . . . . . . 

Dress,  Woman  S,  Cotton-polyester,  Static  Resistant,  Pleated  Front . . . . 

Dresser,  Abrasive  Wheel,  Hand,  Revolving  Cutter  Type . 

Dresses,  Woman  S,  Colton  Polyester,  Static  Resistant,  A*line  Skirt . . . 

Dressing,  Burn  . . . . . . . . . 

Dressing,  First  Aid,  Field,  Individual  Troop . . . . . . 

Dressing,  First  Aid  And  hdividuaf  Troop,  Camouflaged  . . . . . . 

DresiingrHydrocolfoid,  Occlusive . . . . . . . . . 

Dressing,  Wet, . . . . . . . . . . . 

Drier  Mixers,  Bituminous  Concrete  Materiols,  Wheel  Mounted.... . . . . . . 

Drier,  Infrared  . . . . .  . . . . . . . . . . . 

Drier,  Phologrophic  Film  EL-4/U. . . . . . . . . . 

Drier,  X  Ray  Film,  Portable... . . . . . . . . 

Crier,  X-rc>%  Film,  Farced  Air,  We1!  Mounted .  — . .. . . 

Drift  Meter,  Type  . . . . . . . . . . 

Driftmeter,  Electricolly  Driven,  Gyro  Stabilized  . . . 

Driftpin  (Double  Taper)  . . . . . . . . . . . . 

Driftpin,  Steel, . . . . . . . . . . . . 

Drifts,  Drill . . . . . . . . . . . . . . . . 

Drill  Blanks  And  Drill  Blank  Sets . . . . . . . . . . . . 

Drill  Guide,  Craniaf,  (Adson) . . ... . . . . . . . . 

Drill  Rod  Section,  Rock  Drill  For  Drifter  Drills  . . . . . . 

Orill  Rod,  Coupling,  Shank,  Rock  Bits,  And  Extrcctor,  For  Drifter  Drills . . . . 

Drill  Rods  And  Bits,  Star,  Rock  Drill  Drill,  Pneumatic,  Sinker  . . 

Drill  Rods  And  Bits  For  Hand-held  Air-driven  Rock  Drills  (ABCA-S4),  With  Arr^nd. 

No  1 
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ALPHABETICAL  LISTING 


TITLE 


Drill  Sizes  And  Drilled  Hole  Tolerances  Twist............. . . . 

Drill,  Bone,  Pneumatic........ . . . . . . . . . . 

Drill,  Breast  . . . . . . . . . . . . . 

Drill,  Electric,  Portable,  Doubte-insulated  (Dielectric  Housing)... . 

Drill,  Electric,  Portoble  (Battery-powered)  And  Accessories  . . . . 

Drill,  Electric,  Portable,  Baiter/  Powered,  750  Rpm . . . . 

Drill,  Electric,  Portable,  2  Variable  Spieds., . . . 

Drill,  Electric,  Portable  (Exclusive  Of  High  Frequency  Types)  And  Stand,  Portable 
Electric  Drill,  Vertical 

Drill,  Electric,  Portoble,  Selective  Speud  Control  . . . . . . . . . . 

Drill,  Electric,  Portoble,  Nickel  Cadmium  Battery  Powered  . . . . 

Drill,  Gasoline  Engine  Driven . . . . . . . . . . 

Drill,  Hand . . . . . 

Drill,  Hand,  And  Push . . . . . . . . . 

Driil,  Hand,  Bone,  Smedberg  . . . . . . . . . . 

Drill,  Hand,  Bone  (Bunwell)  . . . . . . . . 

Drill,  Hydraulic  Drifter,  Self  Propelled,  Crawler  Mounted . . . . . . 

Drill,  Masonry,  Hand  And  Holder,  Masonry  Drill  Hand . . . . . 

Drill  Masonry,  Hand  (Star)  (Four  Flute)  Drill. . . . . . . . 

Drill,  Masonry,  Rotary  Driven..,,, . . . . . . . . . . . . . 

Drill,  Masonry,  Rotary  Driven  (Careless)  . . . . . . . . . . . . 

Drill,  pin  Hole,  DentoL.............................................. . . . 

Drill,  Pneumatic,  Portoble,  &  Borer,  Wood,  Pneumatic . . . . . 

Drill,  Pneumatic  Drifter,  Self’propetler,  Crawler  Mounted  (Track  Drills) . 

Drill,  Pulp  Canal,  Dental,  Gates  Glldden,  Angle  Handpiece  . . . . . . 

Drill,  Rotchet  (Reversible)., . . . . . . . . . 

Drill,  Set,  Carbide,  Number  Size  . . . . . . . . 

Drill,  Twist  (Carbide  Tip) . . . . . 

Drill,  Twist,  Bone  (Jacobs  Chuck) . . . . . . . . . . 

Drill,  Twist,  Bone  . . . . . . . 

Drill,  Twist,  Double  End . . . . . . . . . 

Drill,  Twist,  1/4  Inch  Shcnk  . . . . . . . . 

Drillers  5.  Routers,  Computer  Numerical  Control  Formatting  For  -  Aug  85 . . 

Drilling  Machine,  Radial,  Floor  Mounted  . . . 

Drilling  Machine,  RADIAL,  Floor  Mounted,  11  Inch  X  48  Inch . . 

Drilling  Machine,  Roil,  Gasoline  Or  Diesel,  Portoble  . . . . 

Drilling  Machine,  Paper,  Electric  Motor  Driven . . . . . 

Drilling  Machine,  Upright,  Box  Column,  Floor,  Plain  Table,  Hand  Feed  . . 

Drilling  Machine,  Radiol,  Bench  Type,  Sliding  Arm,  Swivel  Head,  Hand  Feed  . . 

Drilling  Machines,  Radio!,  Floor  Mounted . . . . . 

Drilling  Machine,  Upright,  Sensitive,  Bench  Type,  Single  Spindle,  5/16  Inch  And 
Under,  Hand  Feed 

Drilling  Machine,  Upright,  Floor  Type,  Round  And  Box  Column,  Sliding  Head,  Plain 
Table,"  Power  Feed 

Drilling  Mochlnes,  Well,  Notary,  Skid  Or  Trailer  Mounted . . . . . 

Drilling  Machine,  Uprigrt,  Round  Column,  Electric  Motor  Driven . 

Drilling  Mochine,  Well,  Rotory,  1500  Foot . . . . . 

Drilling  Mochine,  Upright,  Bench  Type,  8ox  Column,  Sliding  Head,  Electric  Motor 
Driven,  Hand  Feed 

Drilling  Machine,  Well,  Rotory,  1,500  Foot  . . . . . . . . . . 

Drilling  Mochine,  Upright,  Turret  Head,  Sliding  Carrier,  Six  Spindles,  Bench  Mounted 

Drills,  Electric,  Portoble . . . 

Drills,  Pneumotic,  Sinker,  Rock . . . . . . . . . . . 

Drills,  Twist  (Toper*squore,  Straight,  And  Toper-round  Shanks) . . . . 

Drinking  Fountain  Portable  (Pressure  And  Gravity) . . . . . . . 

Drive  ■  Type  Xit  Engine  Accessory  . . . . . . . . . . . . 

Drive  •  Type  Xiii  Engine  Accessory . . . . . . . . . 

Drive  •  Type  Xix  Engine  Accessory., . . . . . . . . . . . 

Drive  '-Type  Xv  Engine  Accessory  . . . . . . . . . . . . 

Drive  •  Type  Xvii  Engine  Accessory. . . . . . . . . 

D<i«e  •  TypeXviH  Engine  Accessory . . .  . . . . . . . . . 

Drive  -  Type  Xx  Engine  Accessory  . . . . . . . . . . . . 

D.Jve  Accessory,  8.000  8C  Round,  QAD,  Design  Sfqndcrd  For  *  1  Oct  69.,... . 

Drive  Accessory,  10,000  BC  Round,  QAD,  Design  Standard  For  •  1  Oct  69 . . . 

Drive  Assembly,  Constant  Speed,  General  Specification  for . . . . . . 

Drive  Assembly,  Electrohydroulfc,  Ammunition  Hoist..,.. . . . . . . . 

Dfive  Assembly,  Gun  For  Arameni  Subsystem,  Helicopter,  20 MM,  M97E1  &  M97E2 

Drive  Pjd  *  Accessory,  5,000  3c  Squore^Dcsign  Standard  For . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Drive  Pod  *  Accesjo.y,  5,000  Be  Round,  Design  Standard  For........ .  . . 

Drive  Pad  »  Accessory,  8,000  Be  Round,  Design  Standard  For..,. . . . . . 

Drive  Pod  -  Accessory,  10,000  Be  Round,  Design  Standard  For . . . . . 

Drive  Pod  For  Aircraft  Electric  Equipment,  G'rculor,  5-,  8-,  And  10-INCH  . . . 

Drive  Pad-accessory,  2.653  Be  Square,  Design  Standard  For... . . . . . 

Drive  Ring  {Pole  Line)  . . . . . . . . . . . . . . 

Drive  Type  Xvi  Englre  Accessory-inactive  8  Feb  72 . . . 

Drive-mount,  Periscope,  M9 . . . . . . . . . . 

Drive,  Antenna,  Vertical  Stabilization,  For  AS-473/ASB-1  (Buord  Drawings  776405, 
776463,  Vertical  Stabilization  Servo  Gctch,  For  ASB-1,  864390,  1444082  For 
ASB-IAj 

Drive,  Ballistics,  XM15  . . . . . . . . . . . . . . . . . 

Drive,  Ballistics,  M5A2 . . . . . . . . . . . . . 

Drive,  Ballistics,  M10,  M10A1,  M10A2,  M10A3,  M10A4,  M10A5  And  '\10B1 . 

Drive,  Ballistic,  M5A1.. . . . . . . . . . . . 

Drive,  Electric,  M7  . . . . . . 

Drive,  Hydraulic,  T46  . . . . . . . . . . . . 

Drive,  Minioture,  Power  .Motor  With  Involute  Spline  •  Pinion  (Asg) . . . . . . 

Drive,  Power,  Portable;  For  Pipe  And  Bolt  Threading,  Electric  (With  Accessories) . . 

Drive,  Round  Mounting  Flange  With  Round  Shaft  \nd  Key  (Inactive  For  Design  1 
Jan  77) 

Drive,  Round  Mounting  Flange  With  Involute  Spline-pinion . . . . . . . 

Drive,  Square  Mounting  Flante  With  Involute  Spline-pinion . . . . . . 

Drive,  Square  Mounting  Flange  With  Round  Shaft  And  Key . . 

Driver  Testing  And  Training  Devices,  Portable  And  Simulator  . . . . 

Driver,  Armature  Wedge  . . . . . . . . . . . 

Driver,  Deck  Pin . . . . . . . . . . . 

Driver,  Explosive,  Mark  3  Mod  0...... . . . . . 

Driver,  Gas  Operated  Mark  8  Mod  O . . . . . . 

Driver,  Projectile  Unit,  Powder  Actuated  (High  Velocity)  (Above  Water  Only)  Pin, 
Drive,  Powder  Actuated,  Andcartridge,  Powder  Actuoted  Tool 
Driver,  Projectile  Unit,  Powder  Actuoted  (Trigger-fired,  low  Velocity,  Piston  Type).... 

Driver,  Projectile  Unit,  .38  Caliber,  Underwater . . . 

Driver,  Projectile  Unit,  Hammer  Actuoted . . . 

Driver,  Projectile  Unit,  .27  Caliber . . . . . 

Driver,  Projectile  Unit,  .38  Coliber  Driver,  Projectile  Unit,  .38  Caliber  211079. . 

Driver,  Switch,  10548602 . . . . . . . . . 

Drives  &  Flanges,  Accessory,  Spline  Details . . . . . . . 

Drives,  Bollistic,  M 4  (T23),  M3  (T23E1  And  (T23E2) . 

Drogue  Cone,  Nozzle  And  Reception  Coupling  -  Type  MA-2  Flight-pressure-refueling 
System,  Assembly  Of  (Asg) 

Drogue,  Parachute  Static  line  . . . . . . 

Drop  Zones  And  Extraction  Zones:  Criteria,  Markings  And  Information  Check  lists 
(Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wosh  D.c. 
20360) 

Dropeloths,  Pointer  S,  Plastic,  Cotton  Cloth  (Duck) . . . . . . 

Dropline/boot  Assy  Rigid  Seot  Survivol  Kit . 

Dropline,  Rigid  Sweat  Survivol  Kit. . . . 

Dror  Zones  &  Extraction  Zones-criteria  &  Markings  (Edition  No.  3)  . . 

Drum  And  Pump  Units,.liquid  Dispensing,  Tracked  Carrier  Mounting  . . . . 

Drum  Assembly . . . . . . . . . . 

Drum  Handling  Attachment,  Fork  Lift-Truck,  (For  Horizontal  Handling)  . . . . 

Drum  Shipping,  Steel,  55  Gollon  (24  &  21  Goge  Reinforced).., . . . 

Drum,  Ammunition,  Rotary,  7.62MM . . . . . . . 

Drum,  Fabric,  Collapsible,  Liquid  Fuel,  Cylindrical,  500-GAllON  Capacity . 

Drum,  Fiber  . . . . . . . . . . . . . 

Drum,- FIBER, 20  GALLON  Ccpsdtyrfcr  Chemicals  .  ,  , 

Drum,  Metal  >  Shipping  And  Storage........... . . . . . 

Drum,  Mefol  Reusoble,  Shipping  And  Storage  (Cop.  From  88  To  510  Cubic  Inches).. 

Drum,  Metal  Shipping  And  Storage  16  To  80  Golions . . . . . . . 

Drum,  Metal  Shipping,  Steel,  Lightweight  (55  Gallon)  . . . . . 

Drum,  Meiol-shipping  And  Storage  •  3  To  12  Golions . . . . . 

Drum,  Metal,  55  Gollon  Reconditioned  (For  Shipment  Of  Noncoirosive  Material)-.,,, 

Drum,  Packing,  For  M4A2  Floating  Smoke  Pot  . . . . . . . . 

Drum,  Plastic,  Molded  Polyethylene  . . . . . . . . . 

Drum,  Plastic,  Molded  Polyethylene  . . . 

Drum,  Shipping  And  Storage,  Molded  Polyethylene. . . . . 

Drum,  Shipping  And  Storage,  Steel,  16  And  30  Gollon  Capacity  . . . . . 

Drum,  Steel,  Calcium  Carbine  (100  Pounds  Capacity . . . . 
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87 

Gl 

AS 

69 

PPP-D-732D 

8110 

/GL 

14  Apr 

76 

Gl 

SA 

99 

L 

MIL-D-13242 

1365 

EA 

j  Feb 

54 

EA 

MII-D-40030A  (1) 

8110 

EA 

29  Dec 

60 

EA 

69 

PPP-D-00I860 

8110 

t 

21  Nov 

75 

MII-D-43703B  (2) 

8110 

Gl 

13  Jun 

84 

Gl, 

SA 

69 

PPP-D-705D  (1) 

8110 

/Gl 

29  Dec 

83 

GL 

SA 

69 

MII-D-195B 

8110 

ME 

06  Jul 

81 

ME 

SA 

49 

268 


ALPHABETICAL  LISTING 


TITLE 


Drum,  Universal  Steel,  55  Gallon  (208  liter)  Tight  Head  (DOT*17£,  Ufc*rule  40, 
Nmfc'item  260)  1979 

Drum,  Universal  Steel,  16  Gallon  (61  Liter)  Full  Removable  Head  (Ufc  Rule  40, 
NMFC-260)  .  1979 

Drum,  Universal  Steel,  16  Gallon  (61  liter)  Full  Removable  Head  Lug  Cover  (Ufc 
Rule  40,  Nmfc  Item  260)  •  1979 

Drum,  55  Gotlon  (208  Liter)  Tight  Head  Universal  Steel  (DOT-5B)-  1979  . . 

Drum,  55  Gallon  (208  Liter)  Full  Removable  Head  Universal  Steel,  Dot  17H,  Ufc 
Rule  40,  Nmfc  Tern  260)  ■  1979 

Drums,  Fabric,  Collapsible,  (Drinking  Water,  55*,  250*  &  500  Gallon  Capacities)...... 

Drums,  Metal,  Reusable  Shipping  &  Storage . . . . . . . 

Drums,  Shipping  And  Storage,  Steel,  55  Gallon  (208  Liters)..... . . . . 

Drums,  Shipping,  Steel  DOT-6A,  DOT-68  And  Dot  17C  . . . . . . . 

Dry  Chemical,  Fire  Extinguishing,  Multipurpose  Phnsphote..... . . . . . 

Dry  Chemical,  Fire  Extinguishing,  Potassium  Bicarbonate  . . . . . 

Dry  Cleaning  Of  Clothing  And  Equipage  . . . . . . . . . 

Dry  Cleaning  Solvent . . . . . . . . . . 

Dry  Cleaning  Solvent . . . .  . . . . 

Dry  Cleaning  Units,  Single  Bath,  Cold  Type,  roily  Automatic,  for  Synthetic  Solvent  .. 
Dry  Cleaning  Units,  Single  Bath,  Cold  Type,  Fully  Automatic  For  Synthetic  Solvent 
(Perchlorethylene) 

Dry  Cleaning-presses  And  Finishing  Equipment,  Naval  Shipboard  . . . . 

Dry  Cleaning,  Recovery  Tumbler,  For  Synthetic  Solvent . . . . . 

Dry  Transfer  Sheets . . . . . . . . . 

Dry&cleaning  Unit  Assembly,  Fully  Automatic,  Synthetic  Solvent  (Perchlorethylene) 
Type,  (25*35  Pounds  Capacity)  Shipboord  Use 

Drycleaning  Finishing  Equipment,  Miscellaneous . . . . . . . 

Drycleaning  Presses  And  Puff  Irons... . . . . . . . 

Dryer,  Air,  Low  Pressure. . . . . . . . . . 

"  i  &  Conditioning  Tumblers,  laundry....................... . . . . . . 

in,  ,  And  Conditioning  Tumblers,  laundry,  Commercic1.  Genero!  Specification  For.. 
Drying  And  Conditioning  Tumblers,  laundry.  Commercial  One  Door  Type,  End 
Loading  Style,  Reversible  And  Non  Reversible 
Drying  And  Conditioning  Tumblers,  Laundry,  Commercial.  Cylinder  Type,  End 
Looding  Style,  Reversible  And  Non*reversib!e 
Orylng  And  Conditioning  Tumblers,  Laundry,  Commercial.  One  Door  Type  End 
Looding  Style,  Reversible 

Drying  And  Conditioning  Tumblers,  Laundry,  Commercial,  Poss  Through  Type,  End 
Looding  Style,  Reversible 

Drying  And  Conditioning  Tumblers,  Laundry,  Commercial.  Roil  Over-Type,  End 
Looding  Style,  Reversible 

Drying  Oils  •  29  Sep  78..,.. . . . . . . . . . . . . . 

Drying  Tumbler,  Laundry................ . . . . . . . . . . 

Dual  Mode  Tracker  For  Bombing  Set,  Angle  Rate  AN/A$B09(V).„. . . . 

Duck,  Goose,  Guinea,  And  Squab,  (Chilfed  And  Frozen)  Reody*to*cook . . 

Duct  &  Scuff  Cover,  Pneumotic,  Flexible . . . . . 

Duct  And  Duct  Assembly,  Pneumotic,  Flexible...... . . . . . . . 

Duct  Assembly,  Ground,  Conditioned  Air,  Insulated,  Flexible . . . 

Duct,  Air,  Flexible  And  Semi-rigid  •  30  Jun  72........ . . . . . . . . 

Duct,  Air,  Flexible,  Hel:x  Wire  Supported  •  15  Aug  61  . . „ . . . 

Duct,  Average  Velocity  In  A,  Using  A  Thermo!  Anemometer  *  26  Dec  75  ........ . 

Ductile  Iron  &  Gray  Iron  Fittings,  3  Inch  Through  48  Inch  for  Water  _&  Other 
Liquids  *  1ft  Jun  1987 

Dumbbell  Set,  Physicoltheropy . . . . . . . . . 

Dummy  Cartridge,  20  Millimeter,  P/astic,  XM254 . . . . . . 

Dummy  Cartridge,  7.62MM,  M172,  Inert  Loaded . . . . . 

Dummy  Connector,  Plug&high  Voltage . . . . . . . . . 

Dummy  Connector,  Electrical,  Female . . . . .  . . . . 

Dummy  Connector,  Electricol,  Mole  . . . . . . . . . . . 

Dummy  Converter,  Liquid  Oxygen  Indicator  System,  10  lj<PrCRU*23/A . . . 

Dummy  CoiiWrter,  Liquid  Oxygen  Indicator  System,  25_liter/CRU*24/A  . . . . 

Dummy  Lood  Electrical,  Waveguide,  (Frequency  Range  7.05  To  10.0  Gigohertz)  ..^.. 

Dummy  lood,  £!ectrica/,.<$0/lti3’K»r,  55/90  Ky or  3  pha}*/  60/400  Hertz,  Ac.-.,,...... 

Dummy  lood.  Electrical,  Type  XU  (lob  Con.facl),  Slnplwe,  High  Power  . . 

Dummy  Load,  Electrical,  Coaxial,  Type  Iv  (TNC),:Medium  Power  .......... 

Dummy  Lood,  Electrical  DA*662/LJPQ*5..„. . . . . . 

Dummy  Load,  Electrical,  603  Watts  O.c.  To  3000  . . . . 

Dummy  Lood,  Electricol,  Waveguide,  (Frequency  Range  l2»4~To  iOQ  Gfgoheri:) ...... 

.  Dummy  lou^,  E?*cf*rC&L  Csaonol,  Type  Iv  (Tnc),  High  Power . . . . . . 

Dummy  Load;  Electrical,  Waveguide,  Coaxial,  5.  OtripPne,  SsctlonOf.,..,,,.,,. . . 

Dummy  load,  electrical,  CootTol,,Typc  V  (N),  Media?*  Power . . . . . 

Dummy  Lood,  ElectricoldA-6-f/UP . . . . . .  . . . 

-  Dummy  Lcod,  £tOCtri<ol,  Cooxo?,  Type  V  (W),  High  Power  . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

ANSI  MH2.1-79 

8110 

SA 

31  Mar 

81 

Gl 

SA 

69 

ANSI  MH2. 14-79 

8110 

SA 

31Mor 

81 

Gl 

SA 

69 

ANSI  MH2.8-79 

8110 

SA 

31  Mar 

81 

Gl 

SA 

69 

ANSI  MH2.3-79 

8110 

SA 

15  Apr 

81 

Gl 

SA 

69 

ANSI  MH2.5-79 

8110 

SA 

31  Mar 

81 

Gl 

SA 

69 

MIL-D-43699C 

8110 

ME 

28  Mo/ 

87 

ME 

SA 

69 

MS-24347F 

8110 

69 

15  Dec 

87 

Gl 

SA 

69 

”PP- 0-729E  (1) 

8110 

/GL 

30  Dec 

83 

Gl 

SA 

69 

PPP-D-736C 

INI  AMO  (1) 

8110 

t 

15  Feb 

75 

O-D-1380A 

4210 

/SH 

01  Dec 

72 

SH 

0-0-1407 

4210 

/SH 

09  Aug 

72 

SH 

INI  AMO-1  (ID) 
MIL-Slv-*666B 

84GP 

GL 

03  Jul 

63 

Gl 

NU 

99 

A-A-711 

6850 

t 

02  May 

80 

P-D-680A  (1) 

6850 

/ME 

16  Feb 

89 

ME 

SH 

68 

MII-D-43164C 

3510 

GL 

27  Sep 

78 

GL 

99 

A-A-50047 

3510 

GL 

28  Mor 

83 

Gl 

99 

l 

MIL-D-22000A  (1) 

3510 

SH 

01  May 

67 

SH 

MIL-D-43970 

3510 

Gl 

27  Sep 

77 

GL 

99 

l-S-1805 

INI  AMD  (1) 

7510 

*/. 

01  Jul 

74 

L 

MIL-D-18163A  (3) 

3510 

SH 

17  Jun 

64 

SH 

00-0-735C  (1) 

3510 

/GL 

23  Feb 

77 

GL 

99 

00-D-738C 

INT  AMO  1  (GL) 

3510 

/GL 

lOFeb 

78 

Gl 

YD 

99 

l 

MIL-D-83934A 

4440 

84 

21  Sep 

72 

99 

A-A-50026 

3510 

/GL 

09  Apr 

82 

GL 

99 

00-D-1297B 

3510 

/GL 

05  Apr 

74 

GL 

YD 

99 

OO-D-1297/1 

3510 

/Gl 

27  Feb 

87 

Gl 

YD 

84 

NOTICE  I 

000-1297/2 

3510 

/GL 

27  Feb 

87 

GL 

YD 

84 

NOTICE  1 

OO-D-1297/3  (1) 

3510 

/Gl 

03  Aug 

76 

Gl 

YD 

99 

OO-D-1297/4 

3510 

/GL 

27  Feb 

»7 

Gl 

YD  .84 

NOTICE  1 

OO-D-1297/5  (1) 

3510 

/GL 

30  Nor 

76 

Gl 

YD 

99 

ASTM  0555-78 

c/10 

MR 

29  Nb/ 

79 

MB 

SH 

l 

MIID-44144A 

3510 

Gl 

22-Dec 

86 

Gl 

l 

MIL-D-85056A 

1280 

AS 

19  Mor 

82 

AS 

PP-D-745H 

8905 

•Gl 

12:Juj 

74 

Gl 

SA 

50 

l 

MH-D-22706E 

4720 

AS 

15  Oct 

85 

A5 

)  L 

MII-D-26124B 

4720 

82 

28  Jun 

77 

99 

L 

MIL-D-38386D  (1) 

4720 

82 

22  Nov 

85 

99 

NAS  1369-72 

4720 

CS 

11  Jul 

78 

REV  1 

NAS  1370THRU1379-61 

4720 

CS 

11  Jul 

76 

REV  1 

ASTM  03464-75 

6810 

EA 

06  Mor 

87 

EA 

SH 

68 

NOTICE  1 

AWWA  Cl  10-87 

4730 

YD 

25  Jul 

88 

ME 

YD 

A-A-5I5I7 

6530 

/MB 

03  Jul 

86 

MD 

-MS 

03 

l 

Mll-D-50720  (2) 

1305 

AR 

C3-Aug 

73 

AR 

L 

MIL-0 -60573  (1) 

1305 

AR 

19Jun 

85 

AR 

MS-27 193A 

5935 

AT 

13  Mar 

67 

AT 

17 

L 

MS-27S43 

5935 

85 

30  Aug 

67 

85 

L 

MS-27567A 

5935 

85 

24'Jur. 

87 

85 

L 

Mll-P-263928  (l) 

1640 

71 

19  Dec 

96 

V? 

L 

MIL-0-26393B  (1) 

1660 

71 

21  Oct 

06 

9 9 

MII-0-3954/11A 

NOTICE  1 

5985 

EC 

27  Oct 

67 

E« 

EC 

85 

L 

MIL-0-82134B  (1) 

6115 

MC 

17  Mcr 

86 

MC 

Mll-D-8 9030/22 

S9K5 

EC 

.22  Dec 

80 

ER 

EC 

35 

Mll-D-39030/3 

5985 

EC 

22  Dec 

80 

F.R 

EC 

85 

L 

Mll-D-81976 

NOTICE  1 

5985 

AS 

17  Jun 

74 

AS 

l 

MlL-D-23973  (3) 

3985 

EC 

30  Jun 

66 

EC 

MH-D-3954/13A 

NOTICE  I 

5?  85 

EC 

27  Od 

87 

EE 

EC 

85 

MIL-D-39030/9 

5985 

ER 

22  Dec 

80 

ER 

EC 

3! 

MIL-ST0-1637A 

5935 

EC 

24  Dec 

80 

ER 

EC 

35 

VJL-D-39030/10 

5935 

EC 

22  Occ 

80 

E/1 

EC 

8J 

MIL-D-11C33B 

5985 

ER 

1  Feb 

55 

F.R 

MC 

Mll-D-39030/H 

5985 

eC 

2/ Dec 

80 

ER 

EC 

85 

263 


ALPHABETICAL  LISTING 


TITlt 

Dummy  lood,  Eledricol,  Woveguide,  (Frequency  Ronge  1.12  To  1.70  Gigoherlz) . 

Dummy  lood,  Electrics1,  Cooxiol,  Type  Vi  (C),  Medium  Power  . . . . 

Dummy  Load,  Electrical,  Waveguide,  (Frequency  Ronge  5.85  To  8.20  Gigoherlz) ...... 

Dummy  lod,  Electric©*,  Type  XtV  (Socket  Contact),  Sfrlpllne,  low  Power . . . 

Dummy  lood,  Electrical,  Waveguide,  (Frequency  Ronge  3.95  To  5.85  Gigahertz) ...... 

Dummy  lood,  Electricol,  Type  X»v  (Bifurcated  Contact),  Stripline,  Low  Power, . 

Dummy  Locd,  Electrical,  Waveguide,  (Frequency  Ronge  2.6  To  3.95  Gigahertz) . . 

Dummy  Locd,  Electrical,  Type  XIV  (Biforcoted  Contact),  Stripline,  High  Power . . . 

Dummy  load,  Electrical,  Waveguide,  (Frequency  Range  8,2  To  12.4  Gigahertz)........ 

Dummy  Lood,  Electrical,  Type  Xiv  (Bifurcated  Contact),  Striplme,  tow  Power.. . . 

Dummy  Load,  Electrical,  Dummy  Antenna  TS-235B/UP  . . . . . . . . . 

Dummy  locd,  electrical.  Typo  Xiv  (Tab  Center  Contact/,  Stripline,  Low  Power . 

Dummy  load,  Electrical,  Typn  Xiv  (Pin  Contact),  Stripline,  Low  Power  ...................... 

Dummy  loads,  Electrical,  Type  XIV  (Tab  Center  Contoct),  Stripline,  High  Power. ...... . 

Dummy  Loads,  Electrical,  Waveguide,  Clan  II  (Frequency  Ronge  8.2  To  12.4  GHZ) .. 

Dummy  Loads,  Electrical,  Coaxial  And  Stripline . . . . . . . . . 

Dummy  Loads,  Eleciricol,  Type  Xiv  (Tab  Contact),  Stripline,  low  Power . . . 

Dummy  Loads,  Electrical,  Type  X‘.v  (Tab  Contact),  Stripline,  Medium  Power  . . 

Dummy  tocos,  Electrical,  Coaxial  Frequency  Ronge,  Dc  To  5  Ghz...... . . . . 

Dummy  Loads,  Electrical,  Coaxial  Frequency  Ronge,  Dc  To  3.5  Ghz  . . 

Dummy  Loads,  Electrical,  Coaxial  Type  I  (SMA),  low  Power . . . . . . 

Dummy  loads,  Electrical  Coaxial  Type  I  (Smo),  Medium  Power . . . . . . 

Dummy  loods^  Electrical,  Coaxial  Type  !w  (Tnc),  low  Power . . . . 

Dummy  loads,  Electrical,  Coaxial  Type  V  (Series  N),  low  Power . . . . . . 

Dummy  loods,  Electrical,  Coaxiol,  Type  Hi  (BNC),  low  Power..,...,... . . . . 

Dummy  ProjecTile,  40MM,  Pxr  6135  For  Cartridge  Case  Loading  Assembly,  XM195 
Parts  For 

Dummy  Transmitter,  Ships  Distance  And  Speed . . . . . . . . 

Dummy.  Warhead,  Bomb  MDU-9/E................. . . . . . . . . . . 

Dummy  Warhead,  Missile  MDU-8/A  . . . . . . . . . . 

Dummy,  load,  Electrical,  Navy  Type  14ACN  . . . . . . . . 

Dunncge  Material,  Vermiculife  And  Perlite  (For  Packaging  Purpose) . . . . . . . 

Dunnage,  Pneumatic,  Cargo  Shoring  . . , . . . . . . . . . . 

Duplicating  Fluid,  Direct  Process  (Spirit  Type) . . . . . . . . . . . 

Duplicating  Huid.  Direct  Process  (Spirit  Type) . . . . . 

Duplicating  Machine,  Stencil  Protest,  Toble  Mounted  . . . . . . . . 

Oust  Covers,  Fiber  OPTIC.  Connector,  Circular,  Hermaphroditic,  Environmental,  *2  & 
-4  Positions 

Dust  Covers,  Fiber  OPTIC,  Connector,  Circular  Hermaphroditic,  Environmental,^ 
Positions 

Dust  Mop  Treating  Compound . . . . . . . . . . . . . . 

Dust  Mop  Treating  Compound, . .  . . - . . . . . 

Duster,  Insecticide,  Mass  Delousing  - . . . . . . . . . . . 

Ouster,  Venetian  Blind  ...» . . . . . » . .  . . . . 


Dusters,  Pesticide,  Manually-operated,  Tybufcr-pump  Manually-carried  And 
Manually-operated  Rolory*Fan,  Strop-carried 

Dustpan  (Long  Handle). . . . . . . . . . . . 

Dustpan  (Long  Handle,  Swinging  Pan) . . . . . . . 

Dustpan,  Short  Handle . . . — . . . 

Dye  Mix.  (Recoloring  &  Field  Dyeing . . . . .  . . . . . 

Dye  Mix,  Dispose  Red  9  Dextrin  (Metric),.,...,,...  - . . . . . 

OyC  Mix,  Green  Smoke  IV........................... . . . . . . . . 

Dye  Mix,  Green  Smoke  VH  (Metric)  . . . . . . ................ . 

Dye  M>x,  Olive  Drob,  Impregnating  . . . . , . . . . 

Dyo  MW,  Violet  (Metric)  . . . . . . . . . . . 

Dye  Mix,  Yellow  Smoke  . . . . . . . . . . . . . . . 

Dye,  &•!,  Water  Dispersed  Formation  . . . . . . . . . . 

Dye,  Benttjr.thronc  . . . 

Oy e,  Bsr.kanthi  one  . . . . . . . . 

Dye,  Chemical  Agent  Indicator . . . . . . . . .  . 

Dye,  Dielhlyemino-azobertzene  (For  Colored  Smoke  Mixtures)  . . . 

Dye.  Disperse  Blue  3  (Metric)  . . . . . 

Dye>  Disperse  Red  9  (Melricl. . . . . . . . . ...» . ............ . ... 

Dyt/  Disperse  Red  1 1  (Metric),.,.... . ...  . . . . . ...»  . . . 

Dye,  Grew,  Ethyl  Bi*(2,  A  Dinitrophenyl)  Acotpte  . . . . . . 

Dye,  Uqu:d,  For  The  Detection  Of  leaks  In  Airo'aO  Fuel  Systems  .................  .......... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-D-3954/15A 
NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

MlL-D-3 9030/12 

5985 

EC 

22  Dec 

80 

ER 

EC 

85 

Mll-D-395/  I6A 
NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

MIL-D-39030/13A 

5985 

EC 

19  No. 

85 

ER 

EC 

85 

MU-D-3954/17A 
NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

M1L-D-39030/14A 

5985 

EC 

19  No. 

05 

ER 

EC 

85 

MILD-3954/18A 
NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

MIL-D-39030/15A 

5985 

t  r 

19  Nov 

85 

ER 

EC 

85 

MIL-D-39S4/19A 
NOTICE  1 

5985 

EC 

27  Od 

87 

ER 

EC 

85 

MIL-D-39030/16A 

5985 

EC 

19  No. 

85 

ER 

EC 

85 

MIL-D-1621  ID 

5985 

ER 

28  Mor 

62 

ER 

EC 

85 

MIL-D-39030/17A 

5985 

EC 

19  No. 

85 

ER 

EC 

85 

MIL-D-39030/18 

5985 

EC 

22  Dec 

80 

ER 

EC 

85 

MIL-D-39030/19  (2) 

5985 

EC 

13  Dec 

82 

ER 

EC 

85 

L 

MIL-D-3954/22 

5985 

EC 

24  Mor 

76 

EC 

Q 

MIL-D-39030B  (1) 

5985 

EC 

16  Dec 

86 

ER 

EC 

85 

MIL-D-39030/20A 

5985 

EC 

19  No. 

85 

ER 

EC 

85 

Mll-D-3 9030/21  (1) 

5985 

EC 

19  Moy 

86 

ER 

EC 

85 

MIL-D-39030/IA 

5985 

EC 

27  Od 

87 

ER 

EC 

85 

NOTICE  1 
MU-D-39030/2A 
NOTICE  1 

5985 

EC 

27  Od 

87 

ER 

EC 

85 

MIL-D-39030/3A  (2) 

5905 

EC 

13  Dec 

82 

ER 

EC 

85 

MIL-D-39030/4 

5985 

EC 

27  Jun 

75 

ER 

EC 

85 

MIL-D-39030/5A  (1) 

5985 

EC 

21  Sep 

81 

ER 

EC 

85 

MIL-D-39030/6A 

5985 

EC 

22  Dec 

80 

ER 

EC 

85 

MH-D-39030/7 

5985 

EC 

22  Dec 

80 

ER 

EC 

85 

L 

MIL-D-50478 

1310 

AR 

12  Nov 

69 

AR 

L 

MIL-D-17084E 

6320 

SH 

22  Od 

87 

SH 

L 

MIL-D-27043A 

NOVICE  1 

1115 

79 

23  Jan 

89 

79 

L 

Mll-D-27559 

NOTICE  1 

1115 

79 

23  Jon 

89 

79 

L 

M1L-D-18576A 

5985 

EC 

25  Aug 

61 

EC 

PPP-C-1924 

8135 

•Cl 

07  Jon 

75 

GL 

SA 

69 

PPP-D-1427A 

INI  AMD  (1) 

3990 

/ME 

29  Jon 

73 

ME 

SA 

OD-825C 

7510 

t 

01  Od 

73 

A-A.205A 

7510 

t 

06  Nov 

86 

MUD-43971 

3610 

GL 

19  Dec 

77 

GL 

SA 

99 

Mll-D-83526/6 

6060 

85 

19  Aug 

86 

CR 

EC 

85 

Mll-D-33526/8 

6060 

85 

19  Aug 

86 

CR 

EC 

85 

P-D-800C 

7r  10 

» 

30  Jon 

76 

INT  AMD  (1) 

A-A-24 

7930 

J 

15  Od 

79 

MIL-D-2457J 

3740 

MD 

01  No. 

88 

MD 

YD 

99 

T-D-568A 

INT  AMD  1 

7920 

% 

04  Mor 

65 

T-D-00563B 

7920 

t 

01  Jun 

70 

-RR-D-780C 

3740 

/MD 

27  No. 

87 

MD 

YD 

99 

A-A-299 

7290 

l 

01  May 

80 

RR-D-09799A 

7290 

: 

25  Sep 

70 

A-A-300 

7290 

t 

11  Apr 

80 

MIL-D-2273E 

6820 

Gl 

13  Jul 

79 

GL 

MC 

68 

MU-D-3718C 

6830 

Ea 

11  Jul 

86 

EA 

AS 

L 

Mll-D-5144! 

6820 

EA 

31  Od 

77 

EA 

l 

DOD-D-S1486A 

6820 

EA 

11  Jul 

86 

EA 

L 

MIL-0-51207 

6820 

EA 

12  Cd 

65 

EA 

MIL-D-3691D 

682-3 

EA 

09  Dec 

85 

EA 

OS 

l 

Mll-D-51442 

6820 

EA 

31  Od 

77 

EA 

l 

Mll-D-51494  (1) 

6820 

EA 

25  Aug 

86 

EA 

Mli-D-50074D 

6820 

EA 

22  Jun 

71 

EA 

AS 

L 

M1L-D-0050074E 
NOTICE  1 

6820 

EA 

31  Oct 

77 

EA 

L 

MIL-D-51248A 

NOTICE  1 

6820 

EA 

09  Sep 

88 

EA 

L 

MlL-D-48178 

NOTICE  1 

6810 

AR 

0£  Apr 

86 

AR 

L 

DOD-D-51524 

6820 

EA 

20  Moy 

86 

EA 

MIL-D-3284E 

6820 

EA 

09  Oec 

85 

EA 

AS 

L 

DOD-D-51522 

6820 

EA 

20Moy 

86 

EA 

L 

Mll-D-51410 

6820 

EA 

22  Od 

74 

EA 

Mll-D-81295b 

6820 

68 

29  Jon 

88 

AV 

AS 

68 

270 


ALPHABETICAL  LISTING 


TITLE 

Dy«,  P-nitrophenylozo-beta-nophlhylomine  (BO). . . . . . . . 

Dye,  Red,  2,  5,  2,  5,  Tetromethyltriphenymethane  4  4  Diozo  Bis 
Beiahydroxynaphthoic  Anilide 

Dye,  Solvent  Green  3... . . . . . . . 

Dye,  Solvent  Red  1  (Metric).. . . . . . . . . . . 

Dye,  Solvent  Yellow  33  (Metric)  . . . . . . . . . . 

Dye,  Vat  Yellow -4  . . . . . . . . . . . . 

Dye,  Vat  Yellow  4  . . . . . . . . . . . . . . . 

Dye,  Yellow,  Thlodipheny  4  4  Diozo  Bis  Salicylic  Acid . . . . . 

Dye,  1,  4-DIEMTHYLAMINO-ANTHRAQUINONE  (For  Colored  Smoke  Mixtures) . 

Dye,  1,4.DIAMINO-2,3.0IHYDROANTHRANTHRAOUINONE  (Metric) . . . 

Dyeing  Acd  Aftertreating  Processes  For  Cotton  Cloths...... . . . . . . 

Dyes,  Green  And  Scarlet  (For  Use  In  Ammunition)  . . . . . . 

Dynamic  Firing  Techniques  To  Determine  Ballostic  Oato  For  Cannon  Artillery  Firing 
Tables  &  Associated  Fire  Control  Equipment  (Ed  NO.t)  (Rel  To  Other  Than  DOD 
Act  Req  Pri  Appr  Of  CNM,  MAT  0982 1,  WASH,  O.c.  20360) 

Dynamic  loudspeaker  LS&184A-AIC&10  . . . . - . 

Dynamic  Reference  Unit  (DRU) . . . . . . 

Dynamite  (Commercial)  . . . . . . . . . . 

Dynamite,  Military,  Mi......... . . . . . . . . . . 

Dynamometer,  Engine  Run-In,  500  Horsepower  Capacity . . . . . . 

Dynamometer,  Hand,  Hydraulic  . . . . . . . . . . . . . 

Dynamotor  Power  SupptydY  105/GRC-9X . . . . . . . . . . 

Dynamotor  Power  Supply  DY>88^GRC-9 . . . . . 

Dynamotor,  General  Specification  For. . . . . . 

Dynamotor,  Type  DY  97/GP.C  9 . . . . . . . . 

Dynamotor,  Type  DY  134/oRC  9X  . . . . . . - . . . 

Dynometer,  Engine  Run-in  1,000  horsepower  Capacity . . . . . 

Dyphylllne  Tablets  . . . . . . . . . . . 

EIC  Projection  Lomp  -  S  Feb  85 . . .  . . . . . . 

EMC  Of  Airborne  Electro  Explosive  Sub-sysftms  (Edition  No.  1)... . . . . 

E-cut  Flouoroplastic  Molding,  Extrusion  &  Coo.ing  Materials.... . . . . . . 

Ecphono  Elements  General  Specification  For ...  . . . . . . . . 

Earcup,sound  Protective  MX-8376/AR  Genorolspccification  For.......... . 

Earphone  (low  Impedance)  . . . . . . . . . . . . . 

Earphone  (low  Impedance)  Type  NT-49016A  . . . „ . . . . . 

Earphone  (tow  Impedance)  Type  NT-49505A  . . . . . . 

Earphone  Assembly.. . . . . . 

Earphone  Elements,  H-136/AIC  . . . . . . . 

Earphone  Element,. . . . . . . . . . . . . . . . . . 

Earphone  Element,’  H-143/AIC . . . . . . . . . . . 

Earphone  H-87B/U. . . . . . . . . . . . . . . . 

Earphone  Retainer  . . . . . . . . . . . . 

Earphone,  Extended  Range,  H-30T/U.... . . . . . . . . 

Eorthing/GROUNDING  Plug  And  Socket,  Request  Other  Than  DOD  Must  Be  Sent 
Vic  Hq  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

Earthing/grounding  Plug  &  Socket . . . . . . . . 

Eorthmever,  Armored  Combat,  M9  Ace,  Processing  For  Shipment  And  Storage  Of.... 

Eonhmover,  Armored  Combat  M9 . . . . . . . . . . . . . . 

Eos*),  Display  &  Training  . . . . . . . . . . . 

Eddy  Current  Testing  ~vo'ume  2  . . . . . . . . . . . 

Edge  Numbering  Of  films  Used  For  Aerial  Photography  (Ed  1)  Other  Than  Ood 
Refer  Tc  Hq  Usor/xoxx{iso),  Wash,  Dc  20330-5058 

Edger,  Hand,  Ophthomic  Lens  . . . . . . . . . . 

Edgesecl  Material,  Self  Adhering . . . . . . . . . . . . . . 

Edgescol  Materials,  Chemical  Biological  Filter  . . . . . . . . 

Edition  Designation  System  For  land  Mops,  Aeronautical  Charts  i.  Military 
Geographic  Documentation  led  2)  Other  Than  Dcd  Refer  To  Hq  Usof/xoxx-iso 
Waib,  Dc  20330-5058 

Editorial  Guide,  Metric  •  Jon  78  . . . . . . . 

Edrophonium  Chloride  Injection,  USP  . . . . . 

Eductor  (3y  Foss  &  Inline) . . . . . . . . 

Eductor,  Gasoline,  Oil,  Or  Water  . . . . . . . . . . 

Effect  Of  Household  Chemiccts  On  Clear  &  Pigmented  Organic  Finishes  -  29  May 
1987 

Effective  Series  Resistance  (ESR)  &  Capacitance  Of  Multilayer  Ceramic  Capacitors 
At  High  Frequencies  -  Dec  1981 

Effectiveness  Of  Coble,  Connector,  And  Weapon  Enclosure  Shielding  And  Filters  In 
Precluding  Hozords  Of  Electromagnetic  Radiation  To  Ordnance,  Measurement  Of 

Egg  And  Egg  Products,  Frozen,,.,,....,.,..,,.,....,..,.....,......,.. . . . 

Egg  Beater, . . . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

l 

MII-D-10329A 

NOTICE  1 

6820 

Fa- 

11  Aug 

88 

EA 

l 

MIL-D-51412 

6820 

ea 

22  Oct 

74 

EA 

l 

MIL-D-3277E 

6820 

EA 

09  Dec 

85 

EA 

OS 

L 

DOD-D-51523 

6820 

EA 

20  May 

86 

EA 

l 

DOD-D-51485 

6820 

EA 

10  Jul 

81 

EA 

L 

MIL-D-0050029D 

6820 

EA 

31  Oct 

77 

EA 

l 

MUD-500298 

6820 

EA 

15  Jul 

63 

EA 

l 

MUD-51411 

6820 

EA 

22  Oct 

74 

EA 

t 

MUD-21354 

1375 

OS 

3  Jun 

59 

05 

MU-D-3668D 

6820 

EA 

09  Dec 

85 

EA 

CCC-D-950E  (1) 

8305 

/Gl 

29  Aug 

84 

GL 

NU 

l 

JAN-D-511 

6820 

AR 

4  Dec 

47 

AR 

NAT-STD-4144  (1) 

ISDA 

AM 

18  Mar 

85 

l 

MIL-D-9415A 

NOTICE  1 

5965 

85 

27  Feb 

87 

85 

l 

MIL-D-70789 

1220 

AR 

07  Feb 

89 

AR 

l 

MIL-D -60365  (1) 

1375 

AR 

15  No, 

68 

AR 

MIL-D-45413B 

1375 

AR 

30  Apr 

75 

AR 

OS 

99 

t 

MIL-D-45561C 

4910 

Al 

26  Mo/ 

87 

Al 

A-A-51467 

6530 

/MB 

16  Jun 

86 

MD 

MS 

03 

l 

MU-D-1306CB 

NOTICE  1 

5820 

CR 

28  Mo y 

86 

CR 

l 

MIL-D-U554A  (1) 

6125 

ER 

26  Jun 

64 

ER 

MIL-D-24C 

6125 

ER 

20  Apr 

84 

ER 

AS 

11 

MIL-D-24/7B 

6125 

ER 

10  Apr 

64 

ER 

AS 

MIL-D-24/9B 

6125 

ER 

10  Apr 

64 

ER 

AS 

l 

MU-D-45808C  (1) 

4910 

Al 

09  Joo 

86 

Al 

A-A-30023 

6505 

/DP 

28  Oct 

81 

MD 

MS 

03 

ANSI/ASC  C78.1411-85 

6240 

82 

04  May 

86 

SH 

99 

NAT-STD-3900  (1) 

ISDF 

06 

16  Dec 

86 

ASTM  D3275-81 

9330 

MR 

22  Sep 

88 

MR 

AS 

11 

Q  l 

MIL-E-25670A  (1) 

NOTICE  1 

5965 

85 

27  Feb 

87 

85 

l 

MU-E-83425  (1) 

NOTICE  1 

5965 

85 

27  Feb 

87 

85 

MIL-E-17S84B 

5965 

EC 

27  Sep 

66 

CR 

EC 

MU-E-17884/1 

5965 

EC 

27  Sep 

66 

CR 

EC 

11 

MU-E-1788J/2 

5965 

EC 

27  Sep 

66 

CR 

EC 

11 

MS-751278 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC 

85 

l 

MU-E-25670/1A 

5965 

85 

27  Feb 

87 

85 

NOTICE  1 

MIL-E-83510A 

NOTICE  1 

5965 

85 

13  Jon 

89 

CR 

EC 

85 

l 

MU-E-25670/2B 

NOTICE  1 

5965 

85 

27  Feb 

87 

85 

Ol 

MIL-E-18239D 

5965 

AS 

17  Dec 

82 

AS 

MS-75129B 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC 

85 

Q 

MII-E-5589C  (1) 

5965 

EC 

04  Jon 

74 

CR 

EC 

85 

AIR-STD-25/26 

ISDF 

06 

10  Sep 

86 

06 

AIR-STD-12/25A 

ISDF 

06 

06  Mor 

34 

l 

MU-E-62484B  (1) 

2350 

AT 

03  Feb 

86 

AT 

L 

MS-52271 

2350 

AT 

18  Feb 

86 

AT 

AA-E-35D 

7520 

t 

07  May 

80 

Mll-HDBK  728/2 

VOLUME  2 

NDTI 

MR 

16  Dec 

85 

MR 

AS 

20 

NAT-STD-3599  (6) 

ISDF 

06 

17  Jun 

88 

A-A-51317 

6540 

/MB 

26  Dec 

85 

MD 

MS 

03 

l 

MU-E-51483 

NOTICE  1 

4240 

EA 

24  Feb 

87 

EA 

l 

MU-E-51420A 

4240 

EA 

11  Apr 

83 

EA 

NAT-STD-3671  (8) 

ISDF 

06 

29  No, 

88 

ANMC  78-1-78 

MISC 

SH 

16  Jan 

78 

MR 

SH 

11 

A-A-0051745 

6505 

/MB 

05  Nov 

86 

MD 

MS 

03 

A-A-2294 

4210 

* 

21  Nov 

84 

L  Mll-E-24127  (1) 

4420 

SH 

10  Jon 

69 

SH 

ASTM  D1308-87 

8010 

MR 

20  Sep 

88 

MR 

SH 

11 

EIA  RS483  81 

5910 

ER 

01  Jun 

83 

ER 

EC 

11 

Mll-STD-1377 

EMCS 

OS 

20  Aug 

71 

OS 

11 

C-E-230E 

8910 

•Gl 

28  Sep 

77 

GL 

SA 

50 

RR-E-3008 

7330 

•Gl 

06  Aug 

69 

GL 

YD 

99 

27 1 


ALPHABETICAL  LISTING 


DOCUMENT 


HUE 

NUMBER 

FSC 

PREP 

DATE 

'■USTODIAt' 

Egg  8eater . . . . . . . . . . . 

A-A-464 

7330 

X 

21  Jan 

81 

Egg  loaf  With  Cheddar  Cheese.  Thermostobilized,  Trey  Pock  . . . 

CE002193 

8940 

Gl 

06  Ocl 

83 

Egg  Loaf  With  Mushrooms,  Thermostobilized,  Troy  Pock  . . . . . . 

C-E-002197 

8940 

/Gl 

16  Dec 

83 

Gl 

Egg  Mix,  Dehydrated . . . . . . . . . 

MIL-E-43377D 

8910 

GL 

12  Jon 

88 

Gl 

SA 

50 

Egg,  Scrambled  With  Horn,  Thermostobilized,  Tray  Pock  . . . . . 

CE-002187A 

8940 

/Gl 

26  Sep 

85 

Eggnog  Mtx,  Dry . . . . . . . . . . . . 

A-A-20046 

8910 

•Gl 

27  Dec 

82 

Gl 

SA 

50 

Eggnog,  liquid.  Conned  . . . . . . . . . . . . . . . 

A-A-20147 

8910 

/GL 

07  Nov 

86 

Gl 

SA 

50 

Eggs,  Shell . . . . . . . . . 

CE-271J  (1) 

8910 

•Gl 

02  Mar 

79 

Gl 

SA 

50 

Eggwhip . . . . . . . .  . . . . . . . . 

A-A-394 

7330 

X 

15  Apr 

80 

Egress  Marking  System . . . . . . . . . . 

1 

MS-18302 

2090 

SH 

03  Nov 

72 

SH 

Eia  Standard  Colors  for  Cotor  Identification  &  Coding  -  Aug  68........ . . 

EIA  RS 359*68 

5905 

ER 

20  Dec 

78 

ER 

EC 

11 

Eimite  Igniter  . . . . . . . . . . . . . 

l 

MIL-E-70610 

1345 

AR 

01  Jun 

86 

AR 

Ejection  Acceleration  limits  (Rel  To  Other  Than  DQD  Act  Req  Pri  Appr  01  CNM, 

AIR.STD-61/1B 

ISDF 

06 

18  Aug 

82 

MAT  0982 1) 

Ejection  Seat  Initiating  Devices  (Rel  To  Other  Than  DOD  Ad  Req  Pr  Appr  Of 

AIR-STD-61/28 

ISDF 

06 

24  May 

33 

CNM,  Mai  09B21' 

AIR 

Ejector  Assemblies,  An . . . . . . . . . . 

Q  l 

MIL-E-15465G  (6) 

4320 

SH 

23  May 

80 

SH 

Ejector  Racks  For  Conventional  Munitions  . . . . . . . . . . . 

AIR-STD-20/10H 

ISDF 

06 

22  Jan 

85 

Ejector,  Parachute,  Cartridge  Actuated,  XM233  Metal  Parts  Assembly. . 

t 

MII-E-60581A  (1) 

1377 

OS 

23  Jun 

86 

OS 

NOTICE  1 

Ejector,  Parachute,  Cartridge  Actuated,  XM7  Metal  Ports  Assembly  . . . . 

l 

MIL  E-50766  (1) 

1377 

OS 

26  Jun 

86 

OS 

NOTICE  1 

Ejector,  Parachute,  Cartridge  Actuated,  XM7  Assembly . . . 

l 

MIL.E-50767 

1377 

OS 

26  Jun 

86 

OS 

NOTICE  1 

Ejector,  Parachute,  Cartridge  Actuated,  XM233  Assembly . . . . . 

l 

MII-E-60591A  (1) 

1377 

OS 

23  Jun 

86 

OS 

NOTICE  1 

Ejector,  Retro,  Pneumatic,  Marine  Marker  A/A47U-1(*) . . . . . 

L 

MIL*E*7104D  (2) 

1055 

AS 

01  Jun 

66 

AS 

Elasticity  Of  Toughness  Of  Varnishes . . . . . . . 

ASTM  DI642-70R81 

8010 

MR 

14  Mar 

88 

MR 

SH 

99 

Elasticity  Or  Toughness  Of  Varnishes  (24  Dec  70)  (Recpproved  1987) . . 

ASTM  D1642-70R87 

8010 

MR 

28  Mor 

88 

MR 

SH 

99 

NOTICE  2 

Elastomeric  Seals  (Gaskets)  For  Joining  Plastic  Pipe  -  8  Nov  76..... . . . . 

ASTM  F477-76R81 

5330 

YD 

*0  Feb 

82 

MR 

YD 

99 

Elbow  -  Electrical  Conduit,  45  Deg . . . . . . 

AN3060 

5975 

AS 

16  Apr 

53 

AS 

85 

REV  4 

Elbow  ■  Electrical  Conduit,  45  Deg.  Junction  Box. . 

AN3061 

5975 

AS 

16  Apr 

53 

AS 

85 

REV  3 

Elbow  •  Electrical  Conduit,  90  Deg.  .. . . . . . . . . . 

AN3062 

5975 

AS 

16  Apr 

53 

AS 

85 

REV  3 

Elbow  -  Electrical  Conduit,  90  Deg.  Junction  Box . . . 

AN3063 

5975 

AS 

16  Apr 

53 

AV 

AS 

85 

REV  3 

Elbow  -  Union  45  Deg..... . . . . . . . . . 

AN791 

4730 

AS 

20  Aug 

56 

AV 

AS 

99 

REV  5 

Elbow  -  Universal  90  Deg,  *  Floreless  -  30  Aug  69 . . . . 

NAS  1237-69 

4730 

CS 

17  Sep 

79 

REV  T 

Elbow  Assembly,  Passive,  1173340). . . . 

t 

MIL-E-48441A  (1) 

1240 

AR 

30  Apr 

79 

AR 

Flbow  Flared  Tube,  90  Deg. . . . . . . . . . . . 

AN821 

4730 

82 

05  Aug 

83 

AV 

AS 

99 

REV  8 

Elbow  Flared  Tube  &  Bulkhead  Universal,  90  Deg . . . 

AN833 

4730 

82 

04  Aug 

83 

AV 

AS 

99 

REV  8 

Elbow  Reducer,  90  Deg.,  Flareless  Tube  To  Swivel  -  8  Jun  81...... . . . 

NAS  1762-81 

4730 

AS 

25  May 

84 

AV 

AS 

REV  1 

Elbow  Sub  Assembly,  Flarcfess,  45  Deg,  Swivel  Nut . . . . . 

MS-27387B 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flared,  45  Deg.  Swivel  Nut . . . . . 

MS-27063D 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flarcless,  90  Deg,  Swivel  Nut  . . . . . . 

MS-27388B 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flarcless,  45  Deg  Forged,  Swivel  Nut  . . . . . . . 

MS-27389A 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flarcless,  9C  Deg,  Forged,  Swivel  Nut . . . . 

MS-27390A 

4730 

82 

30  .  in 

72 

AS 

99 

Elbow  Sub  Assembly,  Swivel  Flange,  45  Deg . . . . 

MS-27064C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flared,  90  Deg,  Swivel  Nut . . . . . . . . . . . . 

MS-27065D 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Swivel  Flonge,  90  Deg.... . . . . . 

MS-27066D 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flored,  45  Deg  Forged,  Swivel  Nut . . . 

MS-270678 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Elbow  Sub  Assembly,  Flored,  90  Deg  Forged,  Swivel  Nut . . . . 

l 

MS-27068B 

4730 

82 

30  Jun 

72 

99 

Elbow  Sub  Assembly,  Floreless,  45  Degrees,  Swivel  Nut . . . . 

l 

MS-27633 

4730 

82 

17  Mor 

71 

99 

Elbow  Sub  Assembly,  Flarcless,  90  Deg.  Swivel  Nut  . . . . . . . 

l 

MS-27634 

4730 

82 

17  Mar 

71 

99 

Elbow  Sub  Assembly,  Floreless,  90  Deg.  Swivel  Nut  . . . . . . . 

l 

MS-27636 

4730 

82 

17  Mar 

71 

99 

Elbow  Sub  Assembly,  Flared,  45  Degree,  Swivel  Nut . . . . . . 

l 

MS-27620 

4730 

82 

17  Mar 

71 

99 

Elbow  Sub  Assembly,  Flored,  90  Deg.,  Swivel  Nut . . . . 

l 

MS-27621 

4730 

82 

17  Mar 

71 

99 

Elbow  Tube,  90  Deg  (Used  On  MS27224  And  MS27228  Hose  To  Tube  Adapters).... 

MS-27234A 

4730 

82 

16  Jun 

69 

AS 

99 

Elbow  Universol  15  Deg.  5  Jun  78..... . . . . . . . . . 

NAS  553-78 

4730 

82 

04  Dec 

81 

99 

REV  2 

Elbow,  Bu'kheod  Universol,  45  Deg.,  Floreless  Tube . . . . . . . 

MS-21907E 

4730 

AS 

03  Mor 

87 

AV 

AS 

99 

NOTICE  1 

Elbow,  Bullhead  Universol  90  Deg.,  Floreless  Tube  . . . . . . . 

MS-21908F 

4730 

AS 

03  Mor 

87 

AV 

AS 

99 

NOTICE  1 

Elbow,  Cast-iron  Threaded  Droinoge  . . . . . . . . . . . 

MS-90522A 

4730 

YD 

25  Aug 

87 

ME 

YD 

NOTICE  1 

Elbow,  Electrical  Conduit  . . . . . . . 

MII-E-67I9A 

*2925 

85 

08  Jun 

72 

AS 

85 

Elbow,  Electricol  Conduit,  Spork  Plug  Coble  (Other  Than  Aircroft)  . . 

MS-39019A 

5975 

AT 

12  Nov 

87 

AT 

85 

NOTICE  1 

Elbow,  electrical  Conduit,  Insulator,  Spark  Plug  Coble  (Other  Than  Aircraft)  .... 

MS-390158 

5975 

AT 

22  Apr 

74 

AT 

85 

Elbow,  Flared  Tube  &  Universal,  45  Deg... . . . . 

AN837 

4730 

82 

04  Aug 

83 

AV 

AS 

99 

REV  8 

Elbow,  Flared  Tube,  Flanged,  Swivel,  45  Degree  . . . . . . 

MS-20761A 

4730 

82 

11  Oec 

70 

AS 

99 

Elbow,  Flared  Tube,  Flanged,  Swivel  90  Degree . . . . . . 

MS-20762A 

4730 

82 

1)  Dec 

70 

AS 

99 

Elbow,  Flared  Tube  &  Pipe  Threads,  90  Ocg... . . . . 

MS-20822F 

4730 

82 

26  Dec 

85 

AS 

99 

272 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

Elbow,  Flared,  Tube  To  Hoie  45  Deg.  Swivel  Nut . . . . . . . 

L 

MS-27428 

4730 

82 

17  Mar 

71 

Elbow,  Flared,  Tube  To  Hose  •  90  Degrees  Swivel  Nut . 

i 

MS-27627 

4730 

82 

17  Mcr 

71 

E'bow,  Flareless,  Tube  To  Hose*  90  Deg  . . . . . . . . . . . 

MS-27394A 

4730 

82 

30  Jun 

72 

Elbow,  Flareless,  Tube  To  Hose  -  45  Deg.  Swivel  Nut . . . . . . . 

MS-27395A 

4730 

82 

30  Jun 

72 

Elbow,  Floretess  Tube,  90  Deg . . . . . . . . . . . . . . . . . 

MS-21904F 

4730 

AS 

22  Jun 

84 

Elbow,  Hose,  Flanged,  Snivel,  45  Degree  . . . . . . . . . . 

MS-20758A 

4730 

82 

10  Aug 

82 

Elbow,  Hose,  Flanged,  Swivel,  90  Deg.  (Supersedes  AN759)  . . . . . . . 

L 

MS-20759A 

4730 

82 

02  Sep 

82 

Elbow,  Hose,  45  Deg.  . . . . . . . . . . . . . . . . 

AN846 

4730 

82 

20  Mor 

79 

Elbow,  Hose,  90  Deg.  . . . . . . 

REV  7 

AN848 

4730 

82 

20  Mor 

79 

Elbow,  Leod-through  Insulator,  Antenna  (Asg) . . . . . . . . . . 

REV  11 

MS-2J055A 

5985 

AS 

18  Jun 

76 

Elbow,  Nipple  End,  Swivel  Flange  To  Hose  ■  45  Deg. . . . . 

MS-27084B 

4730 

82 

30  Jun 

72 

Elbow,  Nipple  End,  Flared,  Tube  To  HOSE-90  Degrees  Swivel  Nut . 

MS-27086B 

4730 

82 

30  Jun 

72 

Elbow,  Nipple  End,  Flared,  Tube  To  Hose  •  45  Deg.  Swivel  Nut . 

MS-27087B 

4730 

82 

30  Jun 

72 

Elbow,  Nipple  End,  Swivel  Flange  To  HOSE-90  Degrees . . . . 

MS-27082C 

4730 

82 

30  Jun 

72 

Elbow,  Pipe  Street,  45  Deg.,  (150  &  300  Pounds). . . . . 

MS-39231B 

4730 

YD 

20  Aug 

87 

Elbow,  Pipe  To  Hose,  90  Deg. . . . . . . 

NOTICE  1 

AN842 

4730 

82 

02  Sep 

82 

Elbow,  Pipe  To  Hose,  45DEG.  (Low  Pressure) . . . . . 

REV  11 

MS-245188 

4730 

AT 

30  Dec 

77 

Elbow,  Pipe  To  Hose,  45  Deg . . . . . . . . . . . 

L 

AN844 

4730 

82 

02  Sep 

82 

Elbow,  Pipe  To  Hose,  90  Deg.  Low  Pressure  . . . . . . . 

REV  11 

MS-24519C 

4730 

A7 

03  Dec 

73 

Elbow,  Pipe  To  Tube,  45  Degrees,  Male  Pipe  End,  37  Degrees  Flared . 

MS-51508A 

4730 

AR 

17  Jan 

79 

Elbow,  Pipe  To  Tube,  90  Degree.,  Male  Pipe  End,  37  Degrees  Flared . . . 

MS-51504A 

4730 

AR 

17  Jon 

79 

Elbow,  Pipe  To  Tube,  90  Deg.,  Male  Pipe  End,  Floreless  Type,  Hydraulic  . . 

MS-51815F 

4730 

AR 

30  Jul 

87 

Elbow,  Pipe  To  Tube,  90  Deg.,  Female  Pipe  End,  Flareless  Type,  Hydraulic . . . 

MS-51813E 

4730 

AR 

30  Jul 

87 

Elbow,  Pipe  To  Tube,  45  Deg.,  Mole  Pipe  End,  Hareless  Type,  Hydraulic . 

MS-51817E 

4730 

AR 

30  Ju! 

87 

Elbow,  Pipe-street,  90  Deg  (150  &  300  Lbs) . 

MS-39230B 

4730 

YD 

20  Aug 

87 

Elbow,  Pipe,  Brass  Or  Bronze,  Threaded,  90-DEG,  Reducing,  250  Lb....... . . . 

NOTICE  1 

MS-I4312A 

4730 

YD 

20  Aug 

87 

Elbow,  Pipe,  Brass  Or  Bronze,  Threoded  90-DEG,  Reducing,  125  Lb . . . . 

NOTICE  1 

MS-14308A 

4730 

YD 

25  Aug 

87 

Elbow,  Pipe,  Internal  And  External  Thread,  90  Deg.  (Inactive  For  Design  Except  For 

NOTICE  i 

AN914 

4730 

82 

20  Mar 

79 

Use  On  Oxygen  Systems  And  Ground  Service  Equipment) 

Elbow,  Pipe,  Internal  Thread,  90  Deg.  (Inactive  For  Design  Except  For  Use  On 

REV  9 

AN9I6 

4730 

82 

21  Mar 

79 

Oxygen  Systems  And  Ground  Service  Equipment 

Elbow,  Pipe,  Straight,  90  Deg  Brass  Or  Bronze,  125  Lb . . . 

REV  8 

MS-518458 

4730 

YD 

25  Aug 

87 

Elbow,  Pipe,  Street,  90  Deg.  Brass  Or  8ronze,  125  Lb . . . 

NOTICE  1 

MS-519528 

4730 

YD 

25  Aug 

87 

Elbow,  Pipe,  45  Deg. . . . . . . . . . . 

l 

NOTICE  1 

AN915 

.730 

82 

10  Feb 

67 

Elbow,  Reducer,  45  Deg.,  Flareless  Tube  To  Swivel  ■  Jon  81 . . . . . 

REV  11 

NAS  1761-81 

4730 

CS 

25  May 

84 

Elbow,  Swivel  Flonge,  45  Deg,  Reusable,  Hose  . . . . . . 

REV  1 

MS-28749D 

4730 

AS 

20  Aug 

59 

Elbow,  Swivel  Flanged,  90  Deg,  Reusable,  Hose  . . . . 

MS-287500 

4730 

AS 

20  Aug 

59 

Elbow,  Tube  &  Ams  4135,  Boss,  45  . . . . . . . . . . . . . 

MS-9097A 

4730 

AS 

11  May 

62 

Elbow,  Tube  &  Ams  5646,  Boss  90  . . . . . . . 

MS-9194B 

4730 

AS 

27  Jul 

67 

Elbow,  Tube  &  Ams  5646,  Boss,  45  . . . . . . 

MS-9195A 

4730 

AS 

11  May 

62 

Elbow,  Tube  *  Ams  4135,  Boss,  90  Deg.  (Inactive  10*26-72) . 

L 

MS-9096B 

4730 

AS 

26  Ocl 

72 

Elbow,  Tube  ■  45  Deg.,  Bulkheod,  Flareless  Tube  Universal  To  Flared  Tube  . . 

i 

MS-246548 

4730 

AS 

30  Sep 

83 

Elbow,  Tube  *  90,  Bulkhead,  Floreless  Tube  Universal  To  Flared  Tube  . . . . . 

L 

MS-24651A 

4730 

AS 

26  Jun 

81 

Elbow,  Tube  •  90,  Bulkheod,  Flared  Tube  Universal  To  Flareless  Tube . . . . . 

MS-24652A 

4730 

AS 

26  Jun 

81 

Elbow,  Tube  To  Boss,  45  Deg.,  O-ring.  Floreless  Type,  Hydraulic  . . . . . . . 

MS-51842D 

4730 

AR 

30  Jul 

87 

Elbow,  Tube  To  Boss,  90  Deg,  O-ring,  Flareless  Type,  Hydraulic . . . 

MS-518390 

4730 

AR 

30  Jul 

87 

Elbow,  Tube  lo  Hose.  90  Deg . . . . . . . . 

AN838 

4730 

82 

30  Aug 

82 

Elbow,  Tube  Tc  nose.  45  Deg . . . «... . . . . . . . . 

REV  8 

AN  839 

4730 

82 

30  Aug 

82 

Elbow,  Tube  To  Swivel,  90  Deg.,  FlorJess  Type,  Hydraulic . . . . 

REV  7 

MS-51852C 

4730 

AR 

30  Jul 

87 

Elbow,  Tube,  Bulkhead,  90  Deg.,  Precision  Type . . . . . . . 

L 

MS-24394G 

4730 

82 

16  Nov 

84 

Elbow,  Tube,  Bulkheod,  45  Deg.,  Precision  Type . . . . 

L 

MS-24396E 

4730 

82 

16  Apr 

82 

Elbow,  Tube,  Internal  Thread,  90  Deg............. . . . . . . 

i 

AN939 

4730 

82 

22  Mor 

84 

L 

REV  7 

AN941 

4730 

82 

79 

Flbow,  Tub#,  5tr*wt  90  And  45  Degree,  Solde'-joint,  Refrioeration  .......................... 

REV  6 

MS-35928C 

4730 

GL 

31  Ocl 

86 

Elbow,  Tube,  45  Degrees,  Swivel,  37  Degrees,  Flared . . . . . . 

MS-51522A 

4730 

AR 

17  Jan 

79 

Elbow-,  Tube,  45  Degrees,  Bulkhead,  37  Degrees  Flared....... . . . . . 

MS-51509A 

4730 

AR 

17  Jon 

79 

Elbow,  Tube,  90  Deg.,  Precision  Type  . . . . . . .  .  . . . . 

i 

MS-244010 

4730 

02 

16  Apr 

82 

Elbow,  Tube,  90  Degrees,  37  Degrees  Flared. . . . . . . . . 

MS-51505A 

4730 

AR 

17  Jon 

79 

Elbow,  Tube,  90  Degrees,  Bulkhead,  37  Degrees  Flared . . . . 

MS-51507A 

4730 

AR 

17  Jon 

79 

Elbow,  Tube,  90  Degree,  Reducing,  Solder-joint,  Refrigeration,. . 

MS-35922C 

4730 

GL 

31  Ocl 

86 

Elbow,  Tube,  90  And  45  Degree,  Solder*  Joint,  Refrigeration  . . . . . . . 

MS-359 17C 

4730 

GL 

31  Oct 

86 

Elbow,  Tube,  90  Degrees,  Swivel,  37  Degrees,  Flared  . . . . . 

NOTICE  1 
MS-51521A 

4730 

AR 

17  Jon 

79 

Elbow,  Tube,  90  Deg.,  Tapered  Sleeve  (Compression)  Type,  Automotive.................... 

L 

MS-39170D 

4730 

AR 

17  May 

76 

Elbow,  Tube,  90  Deg.,  Flareless  Type,  Hydraulic . . . . 

MS-51820E 

4730 

AR 

30  Jul 

87 

Elbow,  Tube,  90  Deg.,  Bu'kheod,  Floreless  Type,  Hydraulic  . . . . 

MS-51855C 

4730 

AR 

30  Jul 

87 

Elbow,  45  Deg.  Flared  Tube  To  Hose,  Attachable,  Hydraulic  (3,000  Ps»). . .  . 

MS-28780D 

4730 

82 

06  Aug 

87 

CUSTODIAN 


99 

99 

AV  AS  99 
AS 
AV  AS 
AS 


AS 
AV  AS 
AV  AS 
AV  AS 
AV  AS 
AR  YD 

AS 
AT  AS 


AT  OS 
AR  OS 
AR  OS 
AR 
AR 
AR 

AR  YD 
ME  YD 
ME  YD 


AR  YD 
AR  YD 


AV  AS 

AS 
AS 
AS 
AS 
AS 
AS 
AV  AS 
AV  AS 
AV  AS 
AR 
AR 


AR 


AS 

Gl 

AR  OS 
AR  OS 

AR  OS 
AR  OS 
GL 
Gl 

AR  OS 
AR 
AR 
AR 

AS 
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ALPHABETICAL  LISTING 


TITLE 


Elbow,  45  Deg.  Pipe  To  flared  . . . . . . . . . . . 

Elbow,  45  Deg.  Reducer,  flared  Tube  *  4  Apr  83  . . . . . 

Elbow,  45  Deg.  Swivel  flange.  Hose  Fitting  Ams  5639  Cres  Steel . . . 

Elbow,  45  Deg.,  Reducer,  floreless  Tube  -  2  Feb  1987  . . . . 

Elbow,  45  Deg.swivel  Nut,  Hose  Filling  Ams  5639  Cres  Steel . . . . 

Elbow,  90  Deg.  Flared  Tube  To  Hose,  Attachable,  Hydraulic  (3,000  Psi). . 

Elbow,  90  Deg.  Reducer,  flared  Tube  -  4  Apr  83  W/dOD  Exceptions  . . . 

Elbow,  90  Deg.  Swivel  Nul,  Hose  Fitting,  AM$  5639  CRES  Steel.............. . 

Elbow,  90  Deg.  Swivel  Flange,  Hose  fitting  Ams  5639  Cres  Steel...... . . . . 

Elbow,  90  Deg.  Universal,  Flareless  Tube,  Low  Profile  . . . . . . 

Elbow,  90  Deg.,  Floreless  Tube  To  Male  Pipe  -  15  Jon  76 . . . . . . 

Elbow,  90  Deg.,  Aluminum,  Fluid  Connection  Fitting,  Low  Pressure  . 

Elbow,  90  Deg.,  Reducer,  8u!kheod,  Flareless  Tube  *  2  Feb  1987  . . . . 

Elbow,  90  Deg.,  Cres,  Fluid  Connection  Fitting,  High  Pressure. . . . . . .... 

Elbow,  90  Deg.,  Flareless  Tube  To  Mote  Pipe  *  1  Jan  1983........... . . . . . 

Elbow,  90  Deg.,  Reducer  Floreless  Tube  -  15  Jan  81 . . . . . . . . 

Elbow,  90  Degree  Universal,  Flareless  Tube,  High  Profile  (Asg) . 

Elbows,  Pipe  To  Tube  -  Safety  Sleeve  Compression  Type,  45  Degree,  Mole  Pipe  End 
(Use  MS51817) 

Elbows,  Pipe  To  Tube  Safely  Sfee*  Compression  Type,  90  Degree,  Mole  Pipe  End 
(Inoclive  Use  MS  51815) 

Elbows,  Pipe,  Street,  Brass  Or  Bronze,  Threaded,  45  Deg,  125  Lb  . . . . 

Elbows,  Tube  •  Safety  Sleeve  Compression  Type,  90  Degree,  Female  Pipe  End  (Use 
MS51813) 

Elbows,  Tube  Safety  Sleeve  Compression  Type  90  Degree  (Inactive  Use  MS  51820) 

Electric  Cables . . . . . . . . . . . . . . . 

Electric  Devices,  Simple,  Generol  Specification  For . . . . . 

Electric  Equipment,  Aircraft,  Selection  And  Installation  Of......... . 

Electric  Generating  System,  Variable  Speed  Conslont  Frequency,  Aircraft  -  Generol 
Specification  For 

Electric  Generating  System,  Aircraft,  Vscf,  20  Kvo,  115/200  Volt,  3  Phase,  400  Hz- 

Electric  Heating  Pads  •  30  Nov  81 . . . . . . . 

Electric  Lamps  •  400-  Walt  S51  High*  Pressure  Sodium  Lamps,  Standard  For  -  20 
Feb  1985 

Electric  Lamps  *  Low  Pressure  Sodium  Lamps  *23  Dec  86 . . . 

Electric  Lamps  -  70*  Watt  S62  High  Pressure  Sodium  Lamps,  Standard  For  *  28  Nov 
1984 

Electric  Load  And  Power  Source  Capacity,  Aircraft,  Anolysis  Of . 

Efectric-Machinc  Having  Rotating  Peris,  Accessories  &  Associated  Support  Items, 
Packaging  Of 

Electric  Plant  Installation  Standord  Methods  For  Surface  Ships  &  Submarines . . 

Electric  Plant  Installation  Standard  Methods  For  Surface  Ships  8.  Submarines  (Coble) 
Section  1  Of  5 

Electric  Plant  Installation  Standard  Methods  For  Surfoce  Ships  8.  Submarines 
(Equipment)  Sec  2  Of  5 

Electric  Plant  Installation  Stondord  Methods  For  Surface  Ships  &  Submarines 
(Penetrations)  Sec  3  Of  5 

Electric  Plant  Instollofollotion  Stondord  Methods  For  Surfoce  Ships  8.  Submarines 
(Cableways)  Sec  4  Of. 5 

Electric  Plant  Installation  Stondord  Methods  For  Surfoce  Ships  8i  Submarines 
(Connectors)  Sec  5  Of  5 

Electric  Power  (Ed  3)  Other  Than  Dad  Refer  To  Hq  Usaf/xoxx(iso),  Wosh, 
20330*5058 

Electric  Power  Conditior.ers,generoI  Purpose  (Rel  To  Other  Than  DOD  Act  Reg  Pr 
Appr  Of  CNM,  MAT  0982 1 ) 

Electric  Power  Equipment,  Bosic  Requirements  (Naval  Shipboard  Use)  . . . . 

Electric  Power  Generating  Channel,  Variable  Input  Speed,  Alternating  Current,  400 
Hz,  Aircraft,  Generol  Specification  For 

Electric  Power  Generating  Chonnel,  Vorloble  Input  Speed,  2390  To  8560  Rpm, 
Alternating  Current,  400  Hz,  12.5  KVA,  Aircraft 
-Electric  Power  Generating  Chonnel,  Vorioble  Input  Speed,  12,450  TO26,250  Rpm, 
Alternating  Current,  400  Hz,  40  Kvo,  Aircraft 

Electric  Power  Monitor,  External,  Aircraft  . . . . . . 

Electric- Power  Monitors^  External,- Aircraft.  . . . .  ...  ,  . 

Electric  Res  »tance  -  Welded  Coifed  Steel  Tubing  For  Gas  &  Fuel  Oil  Lines  -  27  Jul 
79 

Electric- Signal  Lighting  Devices,  Color  Specification  For  *  Sep  78.. . . . . 

Electrical  &  Electronics  Diagrams  •  15  Mo y  67  (Ansi  Y14.15A*71)  (Ansi  Y14.15B*73 
Info  Shts) 

Electrical  &  Electronics  Ports  8i  Equipments  Reference  Designotionsfor  *  4  Sep  75 
W/correction  Sheet  Feb  76 

Electrical  &  Electronic- Diagrams  (Rel  To  Other  Than  Dod  Ad  Req  Pri  Appr  Of  Hq 
Usof/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Electrical  And  Electronics,  Science  And  Technology  leee  Recommended  Practice  For 
Preferred  Metric  Units  For  Use  In  *  25  Sep  84 

Electrical  Characteristics  Of  Digital  INTERFACE  Circuits.. . . . . . . 

Eleclrico!  Characteristics  Of  Rotating  Alternating  Current  Generating  Sets  . . .... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-20823E 

4730 

82 

27  Jul 

84 

AR 

AS 

99 

AS  10408-83 

4730 

AS 

03  Feb 

84 

AV 

AS 

99 

l 

MS-18074 

4730 

AS 

26  Apr 

65 

AS 

AS  1010C-87 

4730 

AS 

16  Aug 

87 

AV 

AS 

99 

l 

MS-18078 

4730 

AS 

26  Apr 

65 

AS 

MS-28781  C 

4730 

82 

23  Dec 

82 

AS 

82 

E 

AS  1034B-83 

4730 

AS 

20  Jul 

84 

AV 

AS 

99 

L 

MS-18077 

4730 

AS 

26  Apr 

65 

AS 

L 

MS-18073 

4730 

AS 

26  Apr 

65 

AS 

MS-219268 

4730 

AS 

03  Mor 

87 

AV 

AS 

99 

NOTICE  1 

AS  897A-76 

4730 

82 

19  Jon 

82 

99 

L 

MS-27862 

4730 

12 

14  Jul 

67 

12 

AS  1008C-87 

4730 

AS 

16  Aug 

87 

AV 

AS 

99 

L 

MS -27866 

4730 

12 

14  Jul 

67 

12 

AS  897A-83 

4730 

82 

28  Oct 

88 

AV 

AS 

99 

AS  10048-81 

4730 

AS 

20  Jul 

84 

AV 

AS 

99 

MS-21925B 

NOTICE  1 

4730 

AS 

03  Mor 

87 

AV 

AS 

99 

L 

MS-39204E 

NOTICE  1 

4730 

AT 

16  Sep 

87 

AT 

l 

MS-392 02E 

NOTICE  1 

4730 

AT 

16  Sep 

87 

MS-14307A 

NOTICE  1 

4730 

YD 

25  Aug 

87 

ME 

YD 

99 

L 

MS-39200E 

4730 

AT 

26  Feb 

82 

AT 

L 

MS-39207E 

NOTICE  1 

4730 

AT 

17  Sep 

87 

.IR-STD.127SE 

ISDF 

06 

15  Mar 

79 

QL 

MIL-E-81099A 

6150 

AS 

20  Nov 

87 

AS 

NOTICE  1 

MIL-E-7080B  (3) 

MISC 

AS 

29  Apr 

68 

AV 

AS 

11 

NO 

MIL-E-230018 

6115 

AS 

28  Jun 

76 

AS 

11 

QL 

MIL-E-23001/3D  (1) 

6115 

AS 

25  Mor 

77 

AS 

UL  130-81 

6530 

MB 

31  Oct 

88 

MD 

MS 

03 

ANSI  C7B.1350-85 

6240 

YD 

16  Mor 

87 

ME 

YD 

99 

ANSI  C78.41-87 

9520 

YD 

21  Sep 

88 

YD 

99 

ANSI  C78.1353-85 

6240 

YD 

19  Feb 

87 

ME 

YD 

99 

MIL-E-7016F  (1) 
NOTICE  1 

1680 

AS 

15  Apr 

88 
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Electrical  Characteristics  Of  Rotating  28  Volt  D.c.  Generating  Sets  For  Field  Army 
Use  (ABCA-298) 

Electrical  Characteristic*  Of  Rotating  28  Volt  t)c  Generating  Sets . 
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Darcom  (Drcird)  (ABCA-299) 

Electrical  Circuit,  28  Volt  DC  Transient  Characteristics  For  Military  Vechictes  .......... 


Electrical  Components,  Potting  Of  . . . . . . . . . . 
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Electrode,  Welding,  Minerol  Covered,  Iron-powder,  low-hydrogen  Medium  And  High 
Tensile  Steel,  As  Welded  Or  Stress-relieved  Weld  Application 

Electrode,  Welding,  Covered,  Copper  Nickel  Alloy . . . 

Electrode,  Welding,  Covered,  Low-hydrogen,  Heat-treatable  Steel . 
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Electrode,  Welding,  Mineral  Covered,  Iron-powder,  low-hydrogen,  Low-olloy  Steel 
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Electrode,  Welding,  Covered,  Austenitic  Steel  (19-9  Modified)  For  Armor 
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Steel 
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MIL-E-8971A 

NOTICE  1 

5977 

85 

25  Mor 

88 

AV 

AS 

85 

AWS  A5.6-76 

3439 

YD 

26  Apr 

78 

AL 

YD 

99 

AMS  5777B-8) 

3439 

11 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 

MIL-E-243558  (1) 

3439 

SH 

26  Mor 

87 

L 

MII-E-0022200/10A  (2) 

3439 

SH 

25  Oct 

84 

SH 
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TITLE 

NUMBER 

FSC  PREP 

DATE 

CUSTODIAN 

Electrode*,  Welding,  Mineral  Covered,  Iron  Power,  low  Hydrogen,  8  Nickel 

L  Mll-E-22200/11 

3439 

SH 

10  Oct 

75 

SH 

Chromium  Molybdenum  Vanodium  Alloy  Steel  For  Producing  HY-130  Weldments 

To  Be  Heot  Treated 

Electrodes,  Welding,  Covered,  Nickel  Bose  Alloy,  And  Cobalt  Base  Alloy . . 

MIL-E-22200/3F 

3439 

SH 

19  Sep 

86 

MR 

SH 

20 

Electrodes,  Welding,  Covered,  Low  -  Hydrogen,  &  Iron  ■  Powder  Low  •  Hydrogen, 

M11.E-22200/8B  (1) 

3439 

SH 

20  Jun 

84 

AR 

SH 

20 

Chromium  *  Molybdenum  Alloy  Steel  &  Corrosion  Resisting  Steel 

Electrodes,  Welding,  Covered,  General  Specification  For . 

Q  MIL-E-22200F  (3) 

3439 

SH 

01  Nov 

84 

AR 

SH 

20 

SUPP  1A 

INI  AMD  5 

Electroencephalograph,  8  Channel,  110  Volt,  60  Cycle,  Ac . . . . 

MIL-E-36359 

6515 

DM 

14  Jan 

65 

MD 

MS 

03 

Electroexplosive  Subsystems,  Electrically  Initiated,  Design  Requirements  And  Test 

L  MIL-STD-1512 

EMCS 

18 

06  Jon 

76 

18 

Methods 

NOTICE  1 

6  JAN  1976 

Electroexplosive  Subsytem  Safety  Requirements  &  Test  Methods  For  Space  Systems 

L  MIL-STD-1576 

SAFT 

19 

31  Jul 

84 

19 

Electrographic  Paper  . . . . . . . . 

A-A-2A 

6750 

t 

01  Jun 

81 

MS 

03 

Electrolyte  Solution,  Oral . . . . . . . . . . . 

A-A-0051L08 

6505 

MB 

13  Jon 

87 

MD 

Electromagnetic  Testing,  Standard  Definitions  Of  Terms  Relating  To  -  26  Oct  84 . 

ASTM  E266-84A 

NDTI 

MR 

22  Jon 

85 

MR 

AS 

20 

Electromagnetic  Compatibility  (Emc)  And  Grounding  Requirements  For  Spoce 

L  MIL-STD-1542A 

EMCS 

19 

01  Mar 

88 

19 

System  Facilities 

Electromagnetic  Compatibility  (EMC)  Of  Aircraft  Systems  (Edition  No.  2)  (Rel  To 

NAT-STD-3614 

ISDF 

06 

27  Ocl 

83 

Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821,  Woih,  D.e.  20360 
Electromagnetic  Compatibility  Requirements,  Systems  . . . . 

MIL-E-6051D  (1) 

EMCS 

11 

05  Jul 

68 

TM 

AS 

11 

Electromaanetic  Compatibility  For  Aircraft  Electrical  And  Electronic  Equipment 

NAT-STD-3516  (4) 

ISDF 

06 

02  Feb 

87 

(Edition  2)  (Rel  To  Other  Thon  DOD  Ad  Req  Pr  Appr  Of  CNM,  MAT  09B21, 

Woth,  D.c.  20360) 

CR 

EC 

11 

Electromagnetic  Interference  Characteristics,  Measurement  Of  (Int.  Notice  5  Dtd  4 

MIL-STD-462 

EMCS 

11 

15  Ocl 

87 

Aug  1986) 

NOTICE  3 

9  FEB  1971 

Elecfromognetic  Compatibility  Management  Guide  For  Platforms,  Systems  & 

MIL-HDBK  237A 

EMCS 

EC 

02  Feb 

81 

CR 

EC 

99 

Equipment 

INT  NOTICE  1 

87 

19 

L  MIL-STD-1541A 

EMCS 

19 

30  Dec 

Electromagnetic  Compatibility  Of  Aircraft  Electro-explosive  Sub-systems . . 

AIR-STD-20/16B 

ISDF 

06 

22  Jon 

85 

CR 

EC 

11 

Electromagnetic  Emission  And  Susceptibility  Requirements  For  The  Control  Of 

MIL-STD-461C 

EMCS 

EC 

01  Apr 

87 

Electromognetic  Interference 

NOTICE  1 

05  Feb 

CR 

EC 

11 

Electromagnetic  (Radiated)  Environment  Considerations  For  Design  And  Procurement 

MIL-KDBK  235 

EMCS 

EC 

79 

Of  Electrical  And  Electronic  Equipment,  Subsystems  And  Systems  Port  1A 
■\alidated  Mar  1979 

PART  1A 

85 

Electron  Tube  Cothode  Roy  Type  10UP14B  . . . . . . . 

L  MIL-E-1/1031C 

5960 

85 

17  Apr 

87 

NOTICE  1 

MIL-E-1/1440C 

5960 

85 

17  Apr 

87 

ER 

EC 

35 

NOTICE  1 

Electron  Tube  Image  Converter  JAN  6929 . 

MIL-E-1/1583A 

5960 

ER 

02  Sep 

71 

ER 

EC 

85 

Electron  Tube  Klystron  JAN  5836  . . . 

MIL-E-1/601D 

NOTICE  1 

5960 

85 

14  Mar 

75 

ER 

EC 

85 

Electron  Tube  Klystron  Type  DOD  037 . . . 

L  Mll-E-1/1763 

5960 

EC 

16  Sep 

75 

EC 

Electron  Tube  Magnetron  Type  l  DOD  023.2  DOD  024.3  DOD  025  . . 

MIL-E-1/1736 

5960 

EC 

25  Jun 

73 

ER 

EC 

85 

Electron  Tube  Reference  Cavity  Types  1Q22,  1Q23,  1Q24,  5846,  6040,  6041 .......... 

M1L-E-1/296C  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

Electron  Tube,  Power  Type  8904  . . . 

MIL-E-1/1728A 

5960 

ER 

06  Sep 

79 

ER 

EC 

85 

Electron  Tube,  Air  JAN-1  B36 . 

L  JAN-E-1/1B36A 

5960 

EC 

24  Jon 

69 

EC 

Electron  Tube,  Bockword  Wave  Oscillator  Type  7661  . . . . . 

l  MIL-E-1/1685A 

5960 

85 

24  Jul 

76 

85 

Electron  Tube,  Backward  Wave  Oscillator  Type  7824  . 

l  MIL-E-1/1686A 

5960 

85 

17  Apr 

87 

85 

NOTICE  1 

Electron  Tube,  Cathode  Roy  Charge  Storage  Type  8602/CK1383A . . . 

l  MIL-E-1/1665 

5960 

EC 

30  Dec 

68 

EC 

Electron  Tube,  Cathode  Rcy,  Chorge  Storage  Type  8931  . 

L  MII  E-1/I7U  (3) 

5960 

EC 

05  Aug 

75 

EC 

85 

Electron  Tube,  Cathode  Ray,  Chorge  Storage  Type  8832  . 

L  MIL-E-i/1681 

5960 

85 

17  Apr 

87 

NOTICE! 

Electron  Tube,  Cathode  Roy  Type  10ALP19 . . . 

L  MIL-E-1/1635A 

5960 

ER 

06  Feb 

80 

ER 

Electron  Tube,  Cross  Field  Amplifier  Type  8900 . . 

L  MILE-1/1741  (1) 

5960 

EC 

01  Jul 

75 

EC 

Electron  Tube,  Cross  Field  Amplifier  Type  8129D.... . . . 

L  MIL  E-1/1742  (1) 

5960 

EC 

01  Jul 

75 

EC 

Electron  Tube,  Cross  Field  Amplifier  Type  8129F  . . . . 

l  MIL-E-1/1743  (1) 

5960 

EC 

01  Jul 

75 

EC 

Electron  Tube,  Cross  Field  Amplifier  Type  8898 . . . . 

l  MIL-E-1/1744  (1) 

5960 

EC 

01  Jul 

75 

EC 

Electron  Tube,  Cross  Field  Amplifier  Type  8899 . . . 

L  MIL-E-1/1745  (1) 

5960 

EC 

01  Jul 

75 

EC 

Electron  Tube,  Cross  FieU  /stiplifier  Tvpe  8934 . . . . . . . 

l  MIL-E-1/1740  (1) 

5960 

EC 

01  Jul 

75 

EC 

85 

MIL-E-1/1651A 

5960 

ER 

17  Feb 

71 

ER 

EC 

Electron  Tube,  Cathode  Roy  Type  5AHP7A . . . . . 

MIL-E-I/972E 

5960 

EC 

26  Dec 

72 

ER 

EC 

85 

Electron  Tube,  Cothode  Ray,  Storage,  Type  7268B . . . 

L  MIL-E-1/1591A 

5960 

EC 

30  Nov 

66 

EC 

Electron  Tube,  Cathode  Ray  Tube  Type  10VP7  . . . . . . . 

L  MII-E-1/1575A  (1) 

5960 

EC 

19  Moy 

71 

EC 

Electron  Tube,  Cathode  Ray  Type  10WP7A1 . . . . . 

MIL-E-1/1005C 

5960 

EC 

05  Nov 

74 

ER 

EC 

85 

Electron  Tube,  Cathode  Ray  Type  7BSP7 . . . . . . . . 

l  MIL-E-1/1455C 

5960 

EC 

22  Feb 

77 

EC 

Electron  Tube,  Cathode  Roy  Type  4DP7..... . . . . 

MIL-E-1/  I006D 
NOTICE  1 

5960 

S  5 

17  Apr 

87 

ER 

EC 

35 

Electron  Tube,  Cothode  Ray  Type  4MP1  . . . . . . . . . 

MIL-E-1/12965 

5960 

EC 

30  Ocl 

74 

ER 

EC 

85 

Electron  Tube,  Cathode  Roy,  Roy  Type  8MP18  (Navy) . . . 

L  MIL-E-1/132-A 

5960 

EC 

12  Nov 

65 

EC 

85 

Electron  Tube,  CW  Field  Tuned  Oscillator  JAN  7533 . . . . . 

MIL-E-1/1311A  (1) 

5960 

ER 

01  Ocl 

64 

ER 

EC 

Electron  Tube,  Cathode  Roy  Type  10AKP7  (Navy)..... . . . 

L  MIL-E-1/1297B 

5960 

EC 

07  Feb 

72 

EC 

85 

Electron  Tube,  Cothode  Roy  Type  3ADP1,  3ADP2,  3ADP7,  8.  3ADP11 . . . 

MIL-E-1/974E 

5960 

EC 

20  Jul 

76 

ER 

EC 

Electron  Tube,  Cothode  Roy  Type  6DP7... . . . . . . . . . . . 

L  MIL-E-1 '1079C 

5960 

EC 

04  Feb 

75 

EC 

Electron  Tube,  Cathode  Roy,  Storoge,  Type  7423  (Navy)  . . . . . . 

l  MIL-E-1/1337C  (2) 

5960 

EC 

16  Jul 

84 

EC 

Electron  Tube,  Cathode  Ray  1  Type  7AQP7  &  7AQP33 . . . . 

l  MIL-E-1/1373C 

5960 

EC 

30  Moy 

73 

EC 

Electron  Tube,  Cothode  Ray  Type  5AMP1A . . . . . 

L  MIL-E-1/1339B 

5960 

EC 

30  Apr 

84 

EC 

Electron  Tube,  Cathode  Roy,  Electrostatic  Deflection  &  Focus,  Type  3BGP1  . 

L  AML-E-1/1341  (1) 

5960 

ER 

16  Apr 

65 

ER 

Electron  Tube,  Cathode  Roy  Type  1EP1 . . . . . 

MIL-E-1/1342B  (1) 

5960 

EC 

12  Apr 

79 

ER 

EC 

85 
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Electron  Tube,  Cathode  Roy  Type  12AWP12  (Novy) . . . 

Electron  Tube,  Cathode  Ray  Type  12AKP7........................ . . . . 

Electron  Tube,  Cathode  Ray  Type  22CP7A  &  22CP25A... . . . 

Electron  Tube,  Cathode  Ray  Type  5AQP7  * . . . . . 

Electron  Tube,  Cathode  Ray  Type  1DP1. . . . . . . . . . . 

Electron  Tube,  Cathode  Ray  USN  7AGP19  (Navy . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  5BFP7  . . . . . . . . . . . 

Electron  Tube,  Cathode  Roy  Type  7KP25..... . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  10KP7A. . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  12DP7C.. . . . . . 

Electron  Tube,  Cathode  Ray  Type  5AFP7.... . . . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  12SP7D........ . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  5BCP7 . . . . . . . 

Electron  Tube,  Cathode  Type  7AEP7  . . . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  4QP2  . . . . . . . . . . 

Electron  Tube,  Cothode  Ray  JAN  5AQP1B,  5AQP2B,  5AQP7.5AQP11B,  5AQP31B.. 

Electron  Tube,  Cathode  Ray  Type  12AVP7,  12AVP19  . . . . 

Electron  Tube,  Clipper,  Hydrogen  Type  8492. . . . . . . . . . 

Electron  Tube,  Cathode  Ray,  Storage,  Type  7268A  (Navy) . . . . 

Electron  Tube,  Cathode  Ray  Type  5FP14A,  &  5FP25..... . . . . . 

Electron  Tube,  Cothode  Ray  Type  12ARP19M  (Navy) . . . . . . 

Electron  Tube,  Cathode  Ray  Type  10ANP7  (Navy)  . . . . . 

Electron  Tube,  Cathode  Ray  Type  12  AMP  19...... . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  12ATP28  (Navy) . . . . . . . 

Electron  Tube,  Cathode  Ray,  Storoge,  Type  7315  And  7448  (Navy) . . 

Electron  Tube,  Cathode  Ray  Type  2BP1  &  2BP11  . . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  3FP7A . . . . . . . . . .  ... 

Electron  Tube,  Cathode  Ray  Type  2AP1A  . . . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  5BP1A  &  5HP1A . . . . . . 

Electron  Tube,  Cathode  Ray  Type  38P1A.... . . . 

Electron  Tube,  Cathode  Ray  Types  5RP2  &  5RP7A  1/. . . . . . 

Electron  Tube,  Cathode  Ray  JAN  3XP1 . . . . . . 

Electron  Tube,  Cathode  Roy  Types  3WP1  &  2WP2 . 

Electron  Tube,  Cathode  Roy  Type  5ADP1,  5ADP2,  5ADP7,  &  5ADP14 . . 

Electron  Tube,  Cathode  Roy  Type  5LP1A,  5LP5A,  5LP7A,  6  51P11A . . . . . 

Electron  Tube,  Cathode  Ray  Types  7ABP7A  &  7ABP19A.... . . . . . 

Electron  Tube,  Cathode  Ray  Types  5UP1  &  5UP7  . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  5SP1A,  5SP7A,  &  5SP11 A . . 

Electron  Tube,  Cathode  Pay  Type  3KP1 . . . . . 

Electron  Tube,  Cathode  Ray  Type  3SP1 . . . 

Electron  Tube,  Cathode  Ray..... . . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  5AWP2 . . . . . 

Electron  Tube,  Cathode  Ray  Type  7MP7  . . . . . . . . . . 

Electron  Tube,  Cothode  Ray  Type  3ACP1A,  3ACP2A  6.  3ACP7A  . . . . 

Electron  Tube,  Cathode  Ray  Type  7YP1,  7YP2,  7YP7. . . . . . . . 

Electron  Tube,  Cathode  Ray  Type  3DP1A  &  3DP1A  Plus  $2 . . . . . . . 

Electron  Tube,  Cothode  Roy/Type  3RP1  &  3RP1A  . . . . . . . 

Electron  Tube,  Diode,  High  Vacuum,  Type  5973 . . . . . . . . 

Electron' Tube,  Forced-air  Cooled  Triode . . . . . 

Electron  Tube,. Go s  Switching  Type  6081 . . . . . . . . 

Electron  Tube,  Gos  Switching  TR  Type  7166 . . . . . . 

Electron  Tube,  Gos  Switching  Type  7381 . . . . . . . . . 

Electron  Tube,  .Gas  Switching  Type  6183 . . . . . 

Electron  Tube,. Gos  Switching  TR  JAN  72 IB . . . . . 

Electron  Tube,  Gas  Switching  Type  6378 . . . . . . . . . 

Electron  Tube,  Gos  Type  8435................ . . . . . . . . . . 

Electron  Tube,  Gaseous  Discharge  Type  7617 . . . . . . 

Electron  Tube,  G  s  Type  8376.... . . . . . . . . . 

Electron  Tube,  Gas  Type  7620 . . . 

Electron  Tube,  Gos  Type  857B, . . . . . 

Electron  Tube,  Gos  SwItching  Type  1B58A  . . . . . . . . . . . 

Electron  Tube,  Gos  Type  8698.... . . . . . . . . 

Electron-Tube^Gos  Switch*"^  Type  6962. ......... . . . . . . . 

Electron  Tube,  Gas  Switching  Type  5939A  . . . . . 

Electron  Tube,  Gos  Switching  Type  8770.. . . . . . . . . . 

Electron  Tube,  Gas  Switching  Type  DOD  004, . . . . . . 

Electron  Tube,  Gos  Switching  Type  DOD  005 . . . . . . . . . 

Electron  Tube,  Gos  Switching /Type  6919....... . . . . . . . 

Electron  Tube,  Gos  Switching  Type  7849.............. . . . . . . . . 

Electron  Tube,  Gas  Switching  Type  6795A  . . . . 

Electron  Tube,  Gos  Switching  Type  DOD  008 . . . . . . 

Electron  Tube,  Gos  Switching  Type  DOD  010. . . . . . . . 

Electron  Tube,  Gos  Swiching  Type  DOD  020  1 . . . . . . 


DOCUMENT 


NUMBER 

FSC 

TREP 

DATE 

CUSTODIAN 

L 

MIL.E-I/1345B 

5960 

EC 

11  Mar 

75 

EC 

L 

MII.E-1/1122A 

5960 

85 

14  Aug 

68 

85 

NOTICE  1 

L 

MII-E-1/1072F 

5960 

EC 

05  Sep 

75 

EC 

MIL-E-1/1133C 

5960 

EC 

22  Oct 

68 

ER 

EC 

85 

MIL-E-1/1204F 

5960 

EC 

09  Apr 

75 

ER 

EC 

85 

l 

MIL-E.1/1178D 

5960 

EC 

23  Dec 

76 

EC 

MIL-E-1/1205D 

5960 

85 

a  Mar 

72 

ER 

EC 

85 

NOTICE  1 

l 

MIL-E.I/1219F  (1) 

5960 

EC 

06  Aug 

75 

EC 

MII-E.1/I162C 

5960 

EC 

04  Apr 

72 

ER 

EC 

85 

MIL-E-1/1222B 

5960 

ER 

22  Apr 

70 

ER 

EC 

85 

MIL-E-1/1048B 

5960 

EC 

05  Od 

70 

ER 

EC 

85 

MII..E-1/I056D 

5960 

EC 

23  Mar 

71 

ER 

EC 

85 

MIDE-1/1065E 

5960 

EC 

24  Nov 

75 

ER 

EC 

85 

Mlt*E*l/949B 

5960 

EC 

19  Nov 

74 

ER 

EC 

85 

L 

MH.-E-I/I386E 

5960 

EC 

20  Jul 

76 

EC 

MIL-E-1/1499A 

5960 

EC 

17  Dec 

70 

ER 

EC 

85 

l 

MIL-E-1/1511 

5960 

ER 

IVSep 

63 

ER 

L 

MIL-E-1/I5UA  C.) 

5960 

EC 

05  Aug 

75 

EC 

l 

MIL-E-l/lbOSB 

5960 

EC 

02  Mar 

65 

EC 

Mll.E-l/',392C 

5960 

EC 

02  Nov 

70 

ER 

EC 

85 

L 

MII-E-1/1423A  (1) 

5960 

EC 

27  Mor 

78 

EC 

L 

MIL-E-1/1389E 

5960 

EC 

01  Jul 

75 

EC 

L 

MIL-E-1/1399B 

5960 

EC 

23  Mor 

72 

EC 

L 

MIL-E-1/1400B 

5960 

EC 

14  Jul 

69 

EC 

L 

MIL.EO/1274B 

5960 

EC 

03  Mor 

75 

EC 

MH.-E-1/272D 

5960 

EC 

11  May 

76 

ER 

EC 

85 

MIL-E-1/590A 

5960 

EC 

30  Sep 

74 

ER 

EC 

85 

MIL-E-I/588A 

5960 

EC 

18  Dec 

74 

ER 

EC 

MH..E-I/592A 

5960 

EC 

14  Jan 

75 

ER 

EC 

85 

M11-E-1/594A 

5960 

EC 

14  Jon 

75 

ER 

EC 

85 

MII..E-1/276B 

5960 

EC 

21  Jul 

72 

ER 

EC 

85 

MIL-E-1/747D 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MH..E-1/267E 

5960 

EC 

18  Aug 

71 

ER 

EC 

85 

MIL-E-I/489E 

5960 

ER 

21  Jon 

71 

ER 

EC 

85 

M1L-E-I/275C 

5960 

EC 

10  Mor 

76 

ER 

EC 

85 

M1L-E-I/866D 

5960 

EC 

13  Aug 

71 

ER 

EC 

85 

MII-E-1/498B 

5960 

EC 

14  Jon 

75 

ER 

EC 

85 

MII-E-1/480C 

5960 

EC 

17  Sep 

71 

ER 

EC 

85 

MIL.E-1/501B 

5960 

ER 

26  Apr 

72 

ER 

EC 

85 

MIL-EO/502E  (1) 

5960 

EC 

06  Apr 

73 

ER 

EC 

85 

MIL-E-1/66B 

5960 

EC 

M  Jon 

75 

ER 

EC 

85 

MII-E-1/810D 

5960 

EC 

17  Mor 

69 

ER 

EC 

85 

MII-E-1/67G 

5940 

EC 

13  May 

75 

ER 

EC 

85 

MII-E-1/3HJ 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MIL-E-1/422G  (1) 

5960 

EC 

26  Oct 

78 

ER 

EC 

85 

Mll-E-1/3858 

5960 

EC 

12  Dec 

74 

ER 

EC 

85 

MII-E.1/390D  (1) 

5960 

ER 

23  Jun 

77 

ER 

EC 

85 

MIL-E-1/1577B 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

L 

MIL-E-1/372A 

5960 

EC 

01  Od 

70 

EC 

NOTICE  2  (EC) 

MIL-E-1/384B  (1) 

5960 

EC 

16  Jun 

75 

ER 

EC 

85 

MIL.E-1/1232C  (2) 

5960 

ER 

12  Od 

76 

ER 

EC 

85 

MII.E-1/I254C 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/999A 

5960 

ER 

13  Jun 

72 

ER 

EC 

85 

MIL-E-1/1432A 

5960 

EC 

16  Mor 

71 

ER 

EC 

85 

Mll’E*l/9d4C 

5960 

85 

i7-  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MII-E-1/1496B  (1) 

5960 

EC 

12  Apr 

74 

ER 

EC 

85 

MIL-E-1/987F  (1) 

5960 

EC 

01  Feb 

84 

ER 

EC 

85 

L 

MIL-E-1/I595A 

5960 

EC 

01  Feb 

71 

EC 

L 

MIL-E-1/1612 

5960 

EC 

19  Moy 

75 

EC 

NOTICE  2 

MII-E-1/1614A 

5960 

EC 

12  Dec 

74 

ER 

EC 

85 

MII-E-1/970D  (3) 

5960 

85 

22  Feb 

85 

ER 

EC 

85 

MIL-E-1/9I3B 

5960 

EC 

10  Jul 

75 

ER 

EC 

85 

i 

.‘.‘.IL-E  1/IC713 

WIN 

TTNov 

71 

ER 

MH.-E-1/396G 

5960 

EC 

04  Od 

77 

ER 

EC 

85 

MIL-E-1/16438 

5960 

EC 

08  May 

75 

ER 

EC 

85 

Mll-E-1/17018 

5960 

EC 

21  Jun 

76 

ER 

EC 

85 

Mll-E-1/1703  (1) 

5960 

EC 

23  Apr 

73 

ER 

EC 

85 

MIL-E-1/1709A 

5960 

EC 

26  Jun 

85 

ER 

EC 

85 

L 

MII-EO/1699A 

5960 

85 

17  Apr 

87 

85 

NOTICE  1 

t 

MII-EO/I67S 

5960 

ER 

18  Jul 

69 

ER 

l 

Mll-E-1/1710 

5960 

85 

17  Apr 

87 

85 

NOTICE  1 

L 

MIL-E-1/1714A 

5960 

EC 

10  Nov 

76 

EC 

MIL-E-1/I731A  <1) 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 


278 


ALPHABETICAL  LISTING 


TITLE 


Electron  Tube,  Gas  Switching  Type  8922..... . . . . . . 

Electron  Tube,  Gas  Switching  Type  5865... . . . 

Electron  Tube,  Gas  Switching  Type  6560 . . . 

Electron  Tube,  Gas  Switching  Type  6322, . . . . . 

Electron  Tube,  Gas  Switching  Type  5853 . . . . . 

Electron  Tube,  Gos  Type  4B32.. . . . . . . 

Electron  Tube,  Gas  Type  5962...... . . . . . . . .... 

Electron  Tube,  Gos  Switching  Type  5863. . . . . 

Electron  Tube,  Gas  Switching  Type  5927. . . . . . 

Electron  Tube,  Gas  Switching  Type  1823..... . . 

Electron  Tube,  G’ow  Modulator  Type  TB59  1/  . . . 

Electron  Tube,  Gas  Switching  Type  1827.. . . . . . . 

Electron  Tube,  Gas  Switching  Type  1B35A,  1B37A,  6162  &  5864. 
Electron  Tube,  Gas  Type  5517 . . . . . . . 

Electron  Tube,  Gos  Switching  Jan  1863A  . . . 

Electron  Tube,  Gas  Type  5643..................... . . . . 

Electron  Tube,  Gas  Switching  Type  6C24 . . . . 

Electron  Tube,  Gas  Type  3822.... . . . . . . . 

Electron  Tube,  Gas  Switching  JAN  1B63A . . . . . 

Electron  Tube,  Gas  Type  83.................. . . . 

Electron  Tube,  Gas  Switching  ATR  JAN5921  5922 . . . 

Electron  Tube,  Gas  Switching  TR  JAN  1B24A ......... . . . 

Electron  Tube,  Gas  Types  3C23  And  323B . . . . . 

Electron  Tube,  Gas  Type  249C . . . . . . . 

Electron  Tube,  Image  Converter  (Infrared  Sensitive),  Type  8598 

Electron  Tube,  Image  Converter  Type  6914 . . . . 

Electron  Tube,  Klystron  Type  6460 . . . 

Electron  Tube,  Klystron  JAN  726C.... . . . . 

Electron  Tube,  Klystron  Type  2K25 . . . 

Electron  Tube,  Klystron  Type  SRL  7F,  SRL  7G,  SRL  7H  . . . 

Electron  Tube;  Klystron  JAN  5981  . . . 

Electron  Tube,  Klystron  Type  6781 . . . . . . 

Elecfon  Tube,  Klystron  Type  6975.... . . 

Elec.ron  *ubc.  Klystron  Type  7029A . . . . 

Electron  Tube,  Klystron  Typo  8493.... . . . . 

Electron  Tube,  Klystron,  Type  8196 . . . . . 

Electron  Tube,  Klystron  Type  SOU  293  . . . . 

Electron  Tube,  Klystron  Type  417C . . . . . 

Electron  Tube,  Klystron,  Type  8405  . . . . . . . 

Electron  Tube,  Klystron  Type  6584 . . . . . . . . 

Electron  Tube,  Klystron  Type  8316 . . . . . . . . . . 

Electron  Tube,  Klystron  Type  8467 . . . . . . . . 

Electron  Tube,  Klystron  Type  8237 . . . . . . . . . . 

Electron  Tube,  Klystron  Types  8315 . . . . . . 

Electron  Tube,  Klystron  Type  5837  . . . . . 

Electron  Tube,  Klystron  Type  7049........ . . . . 

Electron  Tube,  Klystron  Types  8849  And  8821 . .  . . . 

Elect  on  Tube,  Klystron  1  Typt  8979  . . . . . . . 

Electron  Tube,  Ku  Bond,  Coaxial  Magnetron,  Pulse  Type . . . . 

Electron  Tube,  Klystron  Type  8766 . . . . . . . . 

Electron  Tube,  Klystron  Type  DOD-007  1/ . . . . . 

Electron  Tube,  Klystron  Type  8901 . . . . 

Electron  Tube,  Klystron  Type  OOD  C03  . . . . 

Electron  Tube,  Klystron  Type  DOD  001  . . . . . . . 

Electron  Tube,  Klystron  Type  8848. . . . . . . . 

Electron  Tube,  Klystron  Type  8759... . . . . . . . . 

Electron  Tube,  Kl/stron  Type  8634 . . . . . . 

Electron  Tube,  Klystron  Type  8956. . . . . . . . . 

Electron  Tube,  Klystron,  Amplifier,  Pulsed  Type  DOD*034  . . . 

Electron  Tube,  Klystron  Type  2K22 . . . . . 

Electron  Tube,  Klystron  Type  8406. . . . . 

Electron  Tube,  Kiysfron  Type  VA  2208,... . . . . . . 

Electron  Tube,  Klystron  Type  6BM6  . . . . . . . 

Electron  Tube,  Klystron  Type  6B16 . . 

Electron  Tube,  Klystron  1  Type  6BM6A 

Electron  Tube,  Klystron  Type  2K45 . . . . . . . . 

Electron  Tube,  Klystron  Type  6310....... . . . . . . . 

Electron  Tube,  Klystron  Type  6312....,., . . . . . . . . 

Electron  Tube,  Klyslrom  Type  2K41  . . . . 

Electron  Tube,  Klystron  Type  6133,.  . . . . „ . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-E-1/1718 

5960 

EC 

01  Jun 

72 

ER 

EC 

85 

M1L-E-1/368E 

NOTICE  1 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

MIL-E-1/837D 

5960 

EC 

05~Moy 

72 

ER 

EC 

85 

MIL-E-1/370E  (1) 

5960 

EC 

05  Jun 

75 

ER 

EC 

85 

MIL-E-1/504E 

5960 

EC 

08  Jul 

77 

ER 

EC 

85 

MIL-E-1/8918 

5960 

EC 

30  Apr 

75 

ER 

EC 

85 

MIL-E-1/505F  (1) 

5960 

EC 

23  Apr 

84 

ER 

EC 

85 

MIL-E-1/298E 

5960 

EC 

30  Dec 

70 

ER 

EC 

85 

MIL-E-V299E 

5960 

EC 

31  Dec 

70 

ER 

EC 

85 

MIL-E-1/218 

5960 

EC 

16  Jun 

72 

ER 

EC 

85 

MIL-E-1/178F 

5960 

EC 

23  Dec 

70 

ER 

EC 

85 

MII.E-1/208F  (1) 

5960 

EC 

05  Jun 

75 

ER 

EC 

85 

MIL-E-1/22H  (1) 

5960 

EC 

13  May 

75 

ER 

EC 

85 

MIL-E-1/690C 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MIL-E-1/25E 

5960 

EC 

11  Feb 

76 

ER 

EC 

85 

MIL-E-1/757J 

NOTICE  1 

5960 

EC 

21  Nov 

73 

ER 

EC 

85 

MIL-E-1/796B 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MIL-E-1/751D  (!) 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MIL-E-1/26C 

5960 

EC 

05  Moy 

72 

ER 

EC 

85 

MIL-E-1/58IC 

5960 

EC 

30  Apr 

75 

ER 

EC 

85 

MIL-E-1/607B 

5960 

EC 

02  Nov 

70 

ER 

EC 

85 

MIL-E-1/609E 

5960 

EC 

27  Jan 

71 

ER 

EC 

85 

MIL-E-1/610E 

5960 

EC 

18  Mor 

76 

ER 

EC 

85 

MIL-E-1/6I2D 

5960 

EC 

30  Apr 

75 

ER 

EC 

85 

l 

MIL-E-55332 

5855 

CR 

01  Mar 

71 

CR 

MIL-E-1/1049F 

5960 

EC 

10  Apr 

84 

ER 

EC 

85 

MIL-E-1/923C 

5960 

EC 

25  Aug 

66 

ER 

EC 

85 

MIL-E-1/981C 

5960 

EC 

31  Mor 

70 

ER 

EC 

85 

MIL-E-1/982B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

l 

MIL-E-1/1012A  (1) 

5960 

ER 

16  Nov 

64 

ER 

MIL-E-1/936C 

5960 

EC 

03  Nov 

65 

ER 

EC 

85 

MILE-1/1 180C 

5960 

EC 

17  Jun 

70 

ER 

EC 

85 

MIL-E-1/1081D 

5960 

EC 

01  Dec 

77 

ER 

EC 

85 

l 

MIL-E-1/1622A  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

85 

MIL-E-1/1112F  (1) 
NOTICE  1 

5960 

85 

18  Nov 

88 

ER 

EC 

85 

l 

MIL-E-1/1520B 

5960 

EC 

12  Aug 

76 

EC 

l 

MIL-E-1/152BA 

5960 

FC 

03  Jun 

69 

EC 

MII-E-1/1537B 

5960 

EC 

10  Mor 

76 

ER 

EC 

85 

L 

MIL-E-1/I292D  (1) 

5960 

EC 

26  Aug 

70 

EC 

L 

MIL-E -1/1338B  (3) 

5960 

EC 

20  Jul 

76 

EC 

MII-E-1/1288E 

5960 

EC 

25  May 

76 

ER 

EC 

85 

MIL-E-1/1571B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

l 

M1L-E-1/1589C  (1) 

5960 

EC 

04  Jen 

76 

EC 

L 

MU-E-1/1290P  (2) 

5960 

EC 

24  Apr 

7? 

EC 

MIL-E-1/602D 

5960 

EC 

19  Nov 

74 

ER 

EC 

85 

Mll'E-1/1715 

5960 

EC 

05 -May 

72 

ER 

EC 

85 

MIL-E-1/1668A  (1) 

5960 

EC 

14  Apr 

71 

ER 

EC 

85 

M1L-E-1/1762 

5960 

EC 

16  Sep 

75 

ER 

EC 

85 

l 

MIL  E-1/1772  (1) 

5960 

ER 

01  Moy 

81 

ER 

L 

Mll-E-1/1669 

5960 

ER 

05  Apr 

69 

ER 

L 

MIL-E-1/1708  (2) 
NOTICE  1 

5960 

EC 

11  Jun 

74 

EC 

l 

MIL-E-1/1690A  (1) 

5960 

85 

17  Feb 

82 

85 

MIL-E-1/1697A 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MIL-E-1/1687  (1) 

5960 

EC 

10  Feb 

81 

ER 

EC 

85 

MIL  E  )'1684A 

5960 

EC 

25  May 

76 

ER 

EC 

85 

L 

MIL-E-1/I677 

5960 

ER 

06  Oct 

69 

ER 

l 

MlL-E-1/1627 

5960 

ER 

15  Sep 

66 

EP 

L 

MIL-E-1/17498 

NOTICE  1 

59/0 

85 

17  Apr 

87 

85 

L 

MIL-E-1/1758A  (1) 
NOTICE  1 

5960 

AR 

01  Jul 

83 

AR 

MIL-t-l.  1638a 

5960 

EC 

16  Jun 

70 

En 

EC 

55 

L 

MIL-E-1/1650A 

5960 

EC 

23  Jul 

69 

EC 

MIL-E-1/1631A 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MIL-E-1/744G 

5960 

EC 

01  May 

73 

ER 

EC 

85 

MIL-E-1/745G 

5960 

EC 

28  Oct 

69 

ER 

EC 

85 

MIL-E-1/746G 

5960 

EC 

24  Apr 

73 

ER 

EC 

85 

Mll-E-1/7320 

5960 

EC 

02  Feb 

73 

ER 

EC 

85 

Mll-E-1/6050 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MIL-E-1/6690  (1) 

5960 

EC 

16  Dec 

82 

ER 

EC 

85 

MIL-E-1/730B 

5960 

EC 

02  Feb 

76 

ER 

EC 

85 

MIL-E-1/200C 

5960 

EC 

29  Jun 

70 

ER 

EC 

85 

279 


ALPHABETICAL  LISTING 


TITLE 


Electron  Tube,  klystron  JAN-6236  . . . . . . . . . . 

Electron  Tube,  Klystron  1  Type  OOD  002  . . . . . . . . . 

Electron  Tube,  Klystron  Type  6995. . . . . . . . 

Electron  Tube,  Klystron  Type  726B., . . . . . . . . . . . . 

E'ectron  Tube,  Klystron  Type  6390 . . . . . . . . . 

Electron  Tube,  Klystron  Type  6115A. . . . . . . . 

Electron  Tube,  Klystron  Type  6116. . . . . . . . 

Electron  Tube,  Klystron  Type  2K28 . . . . . . . . . 

Electron  Tube,  Klystron  Type  2K48......... . . . . . . . . . 

Electron  Tube,  Klystron  Type  5721 . . . . . . . . . . 

Electron  Tube,  Mognetron,  Type  6344A  (Navy) . . . . . . . . 

Electron  Tube,  Mognetron  Type  S855 . . . . . . . . . 

Electron  Tube,  Mognetron  Type  OOD  035.......................... . . . . . . 

Electron  Tube,  Magnetron  1  Type  DOD  036  . . . . . . . . 

Electron  Tube,  Magnetron  Type  8939.............. . . . . . . 

Electron  Tube,  Magnetron  Type  OOD  028 . . . . . 

Electron  Tube,  Megnetron  Type  OOD  029 . . . . . . . . . . 

Electron  Tube,  Magnetron  Type  OOD  031., . . . . . . 

Electron  Tube,  Mognetron  Type  DOD  032 . . . . . . . . . . . 

Electron  Tube,  Mognetron  Type  OOD  033 . . . . . . . . 

Electron  Tube,  Magnetron  Type  8945 . . . . . . . . . . . . 

Electron  Tube,  Microwave,  Negative  Grid  Type  5767  . . . . . . . 

Electron  Tube,  Magnetron  Type  8798,. . . . . . . . . . . 

Electron  Tube,  Magnetron  Type  USAF  6233..... . .  . . . . . 

Electron  Tube,  Magnetron  Type  8896... . . . . . . . . . . 

Electron  Tube,  Magnetron  Type  7547 . . . . . . . . . . . . 

Electron  Tube,  Microwave,  Negative  Grid  Type  8403  . . . . . 

Electron  Tube,  Mognetron  Type  8982.... . . . . . . . 

Electron  Tube,  Mognetron  Type  8763., . . . . . . . . . . 

Electron  Tube,  Microwave  Negative  Grid  Type  OOD  018 . . . 

Electron  Tube,  Magnetron  Type  OOD  011 . . . . . 

Electron  Tube,  Mognetron  Type  DOD  015  . . . . . . 

Electron  Tube,  Magnetron  type  8943 . . . . . . . 

Electron  Tube,  Mognetron  Types  2J30  Through  2J34 . . 

Electron  Tube,  Mognetron  Type  8827 . . . . . 

Electron  Tube,  Mognetron,  pulse  Type  74f2A  . . . 

Electron  Tube,  Magnetron  Type  7111 . . . . . . . . 

Electron  Tube,  Magnetron,  Type  7156A . . . . . . . 

Electron  Tube,  Microwave  (Negotive  Grid)  Type  7698  . . . . 

Electron  Tube,  Microwave,  Negotive  Grid  1  *n  7588  . . . . . . . . 

Electron  Tube,  Mognetron  Type  7006 . .  . . . . . . . . 

Electron  Tube,  Magnetron  TYPE-6517 . . . . . 

Electron  Tube,  Microwave  Type  72 66..... . . . . . 

Ehr  Iron  Tube,  Magnetron  Pulse,  Type  7521 . . . . . . . . . 

Electron  Tube,  Magnetron  Type  6246 . . . . . . . 

Electron  Tube,  Mognetron,  Pulsed. . . . . . . 

Electron  Tube,  Mognetron  Type  8682 . . . 

Electron  Tube,  Magnetron  Type  7460 . . . . . . . . . 

Electron  Tube,  Mognetron  Type  7256 . 

Electron  Tube^  Mognetron  Type  5795. . . . . . . . . . 

Electron  Tube,  Microwave  Noise  Source,  Type  6782 . . . 

Electron  Tube,  Mognetron  Types  2J49  And  2J50 . . . . . 

Electron  Tube,  Mognetron  JAN  2J42H . . . . . . . 

Electron  Tube,  Microwave,  Negotive  Grid  Type  644 2  . . . . . . 

Electron  Tube,  Mognetron,  Pulse,  Type  7529  . . . . . . . . . 

Electron  Tube,  Magnetron  Type  6002.... . . . . . . . 

Electron  Tube,  Mognetron  Type  6510 . . . . . 

Electron  Tube,  Mognetron  Type  6402 . . . . . . . 

Electron  Tube,  Mognetron  Type  2J51A  . . .  . . . . . . . 

Electron  Tube,  Magnetron  JAN  6551 . . .  . . . . . 

Electron  Tube,  Mognetron  Type  6543....... . . .  . . . . . . . 

Electron  Tube,  Mognetron  Types  4J57  Through  4J59..„ . . . . . 

Electron  Tube,  Mognetron  JAN  5780 . . . . . . . . . . 

Electron  Tube,  Magnetron  Type  2J55  . . . . . .  . . .  . . .  . . . 

Electron  Tube,  Magnetron  Type  5J26 . . . . . . . . . . . . 


DOCUMENT 


number 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL‘E*1/264F 

5960 

EC 

26  Jon 

71 

ER 

EC 

85 

MII-E.T/485E 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

MII-E-1/901C 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

Mll-E-1/5008 

5960 

EC 

01  Feb 

71 

ER 

EC 

85 

MIL-E-1/840E 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MIL-E-1/845D 

5960 

EC 

15  Mor 

76 

ER 

EC 

85 

MII-E-1/478E 

NOTICE  1 

5960 

85 

23  Noy 

70 

ER 

EC 

85 

MII-E-1/496C  (1) 

5960 

EC 

23  Oct 

70 

ER 

EC 

85 

MH-E-1/374D  (1) 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MII-E-1/135D 

5960 

EC 

26  Ocl 

70 

ER 

EC 

85 

l 

MH.-E-1/383C 

NOTICE  1 

5960 

EC 

13  Ocl 

87 

EC 

Mtl-E-l/16408 

5960 

EC 

29  Jon 

76 

ER 

EC 

85 

L 

MIL-E-I/1759A 

5960 

EC 

20  Feb 

76 

EC 

Mll-E- 1/1760 

5960 

EC 

28  Jul 

75 

ER 

EC 

85 

MIL-E-1/I738B 

5960 

EC 

12  Jun 

78 

ER 

EC 

85 

l 

MIL-E-1/1750 

NOTICE  1 

5960 

EC 

31  May 

74 

EC 

l 

MIL-E-I/1751A  O) 

5960 

EC 

10  Noy 

76 

EC 

L 

MIL-E-1/1753 

5960 

EC 

31  Oct 

74 

EC 

L 

MIL-E-1/1754 

5960 

EC 

31  Ocl 

74 

EC 

L 

MIL-E.1/1755 

5960 

EC 

31  Ocl 

74 

EC 

l 

MIL‘E-1/1739  (1) 

5960 

85 

12  Apr 

79 

85 

l 

MU.-E-1/1659  (1) 

5960 

EC 

24  Apr 

69 

EC 

l 

MIL-E-1/1688A 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

l 

Mll-EO/1704 

NOTICE  T 

5960 

85 

17  Apr 

87 

85 

l 

MIL-E-1/1705A 

NOTICE  T 

5960 

p: 

17  Apr 

87 

85 

l 

MIL-E-1/1700A 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

MIL-E-1/1660A 

5960 

EC 

11  Noy 

75 

ER 

EC 

85 

L 

MIL-E-l/1769  (1) 

5960 

EC 

26  Oct 

77 

EC 

L 

MII-E.1/1680B 

5960 

EC 

15  Noy 

76 

EC 

MIL-E-1/1727  (1) 

5960 

EC 

14  Mo/ 

73 

ER 

85 

Mll-E-1/1719  (1) 
NOTICE  1 

5960 

EC 

12  Apr 

74 

ER 

EC 

MILE-1/1722A 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MIUE-1/1734A 

5960 

85 

01  Dec 

78 

ER 

EC 

85 

MI.-E-1/1676A 

5960 

EC 

27  Jun 

75 

ER 

EC 

85 

l 

MIDE-I/1664A 

5960 

EC 

16  Jun 

75 

EC 

l 

MU-E-1/507F 

5960 

ER 

09  Jon 

70 

ER 

MIL-E-1/1243A 

5960 

EC 

06  Mor 

73 

ER 

EC 

85 

L 

MII-E-1/1570C 

5960 

EC 

30  Sep 

74 

EC 

l 

MIIE-1/1470C  (T) 

5960 

EC 

04  Noy 

85 

EC 

MII-E-1/1452E 

5960 

EC 

10  Jul 

75 

ER 

EC 

85 

MIL-E-1/1461D  (1) 

5960 

ER 

16  Mor 

87 

ER 

EC 

85 

MH.-E-1/1315D  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MILE-1/1333F 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

L 

MIL-E-1/1329  (3) 

5960 

ER 

08  Aug 

66 

ER 

L 

Mll-E-1/15548 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

l 

MU-E-I/1594C 

5960 

ER 

29  Jon 

86 

t 

MIL-E-1/1624A 

5960 

EC 

03  Mor 

75 

EC 

L 

MIL-E-1/1600 

NOTICE  2  (EC) 

•5960 

EC 

19  Sep 

66 

EC 

MII-E-1/1618B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MII-E-1/1522C  (1) 
NOTICE  I 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

L 

MIL-E-T/T  T47A  (1) 

5960 

ER 

20  Jon 

61 

ER 

M11-E-1/945D 

5960 

EC 

08  May 

75 

ER 

EC 

85 

MII-E-1/1002E 

5960 

EC 

13  Sep 

74 

ER 

EC 

85 

MII-E-1/1055D  (2) 

5960 

ER 

30  Moy 

88 

ER 

EC 

85 

MII-E-1/1036D  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MIL-E-1/373C  (1) 
NOTICE  ) 

5960 

85 

20  Aug 

75 

ER 

EC 

85 

MIL-E-1/835B 

5960 

EC 

05  Feb 

69 

ER 

EC 

85 

L 

MII-E-1/805A 

5960 

EC 

08  Ocl 

70 

EC 

MII-E-1/846J 

5960 

EC 

18  Mor 

76 

ER 

EC 

l 

MIL-E-1/848B 

NOTICE  1 

5960 

85 

20  Moy 

88 

85 

MIL-E-1/849F 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

MIL-E-1/40D  (1) 

5960 

EC 

13  Moy 

75 

ER 

EC 

85 

MII-E-1/851G 

NOTICE  1 

5960 

EC 

05  Moy 

75 

ER 

EC 

85 

MIL-E-I/297C  (1) 

5960 

EC 

05  Jun 

75 

ER 

EC 

85 

MIIE-1/205G  (1) 

5960 

EC 

10  Noy 

76 

ER 

EC 

85 

280 
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Electron  Tube,  Magnetron,  Pulse  JAN  641 OA. . . . . . . 

MIL-E-1/665D 

5960 

ER 

02  Sep 

71 

ER 

EC 

85 

Electron  Tube,  Microwave  Type  2B22  . . 

MII-E-1/736B 

5960 

EC 

02  Oct 

68 

ER 

EC 

85 

Electron  Tube,  Magnetron  Type  4J38 . . . . . . . . . . . . 

MIL-E-1/766C 

5960 

EC 

02  Feb 

76 

ER 

EC 

85 

Electron  Tube,  Magnetron  Types  5586  And  5657................. . . . . . 

MIL-E-1/770C 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

Electron  Tube,  Magnetron  Type  4J52A  . . . . . . 

MIL-E-1/800E  (2) 

5960 

EC 

15  Apr 

87 

ER 

EC 

85 

Electron  Tube,  Magnetron  Type  6177A  . . . . . . 

MIL-E-1/666F 

5960 

EC 

19  Nov 

74 

ER 

EC 

85 

Electron  Tube,  Magnetron  Type  2J42 . . . . . . 

MIL-E-1/667G 

5960 

EC 

07  Jul 

75 

ER 

EC 

85 

Electron  Tube,  Microwave  Type  6173.......................... . . . . . . . . 

MIL-E-1/670E  (1) 

5960 

EC 

27  Nov 

78 

ER 

EC 

85 

Electron  Tube,  Microwave,  Negative  Grid  Type  2C36 . . . . . . 

MIL-E-1/30A 

5960 

EC 

13  Feb 

69 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  2C42  . . . . . 

MIL-E-1/738C 

NOTICE  1 

5960 

85 

17  Apt 

87 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  6897  . . . . . . . . , 

MIL-E-1/1037D  ('■) 

5960 

ER 

08  Jun 

73 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  7077  . 

MIL-E-1/1203J 

5960 

EC 

25  May 

76 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  5768  . . . . 

MIL-E-1/1075C  (1) 

5960 

ER 

10  Nov 

70 

ER 

EC 

85 

Electron  Tube,  Numerical  Indicator  Type  8502. . . . . . 

MIL-E-1/1536A 

5960 

ER 

04  Jan 

71 

ER 

EC 

85 

Electron  Tube,  Numerical  Indicator  Type  8422.. . . . . . 

MIL-E-1/1519A 

5960 

ER 

06  Jon 

71 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  5876A  . . . . . . 

MIL-E-1/1043D 

NOTICE  1 

5960 

85 

03  Oct 

77 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  Type  7784.. . . . . . . 

MIL-E-1/1621A 

NOTICE  1 

5960 

85 

29  Aug 

75 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  6263A  . . . 

L 

Mll‘E-l/1044C(l) 
NOTICE  1 

5960 

85 

19  Jul 

78 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  7768  . . . . 

MIL-E-1/1517D 

5960 

ER 

19  M  ay 

78 

ER 

EC 

85 

Electron  Tube,  Numerical  Indicator  Type  8423 . . . . . . 

MIL-E-1/1518A 

5960 

ER 

31  Jul 

84 

ER 

EC 

85 

Electron  Tube,  Numerical  Indicator  Type  7009 . . . . . . . . 

MIL-E-1/1500B  (!) 

5960 

EC 

16  Mar 

78 

ER 

EC 

85 

Electron  Tube,  Numerical  Indicator  Type  7977 . . . . . . 

MIL-E.1/1497B  (1) 

5960 

EC 

16  Mar 

78 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  6264A  . . . . . . . 

l 

MIL-E-1/1045C  (!) 
NOTICE  1 

5960 

85 

17  Apr 

87 

65 

Electron  Tube,  Negative  Grid  (Microwave)  Type  7289  . . . . . . 

MILE-1/1120E 

5960 

ER 

09  Nov 

72 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  2C41  . . . . 

MIL-E-1B/1047B 

5960 

ER 

30  Sep 

85 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Types  7815,  7815R . 

MIL-E-I/1429G 

5960 

85 

22  Apr 

86 

EC 

85 

Electron  Tube,  Noise  Source  Type  6357....,., . . . . . . . . . 

L 

MIL.EO/1394B 

NOTICE  1 

5960 

85 

17  Apr 

87 

.. 

85 

Electron  Tube,  Negativo  Grid,  Microwove  Type  7486 . . . . . . 

MIL-E-1/1330E 

5960 

EC 

09  Jul 

75 

ER 

EC 

85 

Electron  Tube,  Negative  Grid,  (Microwove)  Type  7296 . . . . . 

L 

MIL-E-1/1334F 

5960 

EC 

04  Feb 

72 

EC 

Electron  Tube,  Negative  Grid  (Microwove)  Type  7462  . . . . . 

MIL-E-1/1335F 

5960 

EC 

09  Jul 

75 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwove)  Type  7554  . . . . . 

MIL-E-1/1325D  (1) 

5960 

EC 

17  Nov 

76 

ER 

EC 

85 

Electron  Tub"1,  Numerical  Indicator  Type  JAN  8037,  8421......... . 

M1L-E-1/1454C 

5960 

ER 

09  Nov 

71 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  Type  7644 . . . . . . . 

MIL-E-1/1562C 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

Electron  Tube,  Numericol  Indicator  Type  6844A.............. . . . 

MIL-EO/1266D 

5960 

EC 

13  Feb 

76 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)"Type  2C46 . . . . . 

MIL-E-1/739C 

NOTICE  1 

5960 

35 

17  Ape 

87 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8727  . . . . . . 

l 

MIL-E-1/1657B 

5960 

EC 

30 -Jun 

77 

EC 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8906  . . . . . . 

M1L-E-1/1717A 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  1  Type  DOD  041 . . 

l 

Mll-E-1/1771  (1) 

5960 

ER 

14  Dec 

79 

ER 

Electron  Tube,  Negative  Grid  (Microwave  (  l  Type  8980 . . . . 

Mll-EO/1766 

5960 

EC 

30  Jun 

77 

EC 

Electron  Tube,  Negative  Grid  (Microwave)  Types  8538B  And  8933  . . . . 

MII-E-1/1729B  (2) 

5960 

EC 

25  Sep 

85 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8533W . . . . . 

MIL-E-1/1726A 

5960 

EC 

11  May 

76 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwove)  Type  8745  . . . . . 

MIL-E-1/1702A 

5960 

85 

C6  Dec 

85 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwove)  Type  8964- . . . . . 

L 

MIL-E-1/1756 

5960 

EC 

14  Jon 

75 

EC 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8965  . . . . . 

L 

MIL-E-1/1757 

5960 

EC 

14  Jon 

75 

EC 

Electron  Tube,  Negative  Grid  (Microwave)  Type  DOD  026  EC  Elec  80  5960 

MIL-E-1/1737 

5960 

EC 

13  Aug 

73 

ER 

EC 

85 

130873 

Electron  Tube,  Negative  Grid  (Microwove)  Type  7211  . . . . ..... 

MIL-E-1/1633  (!) 

5960 

85 

18  Oct 

85 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwove)  Type  7391  . . . . . 

MIL-E-1/1628A 

59  <0 

EC 

09- Apr 

75 

ER 

EC 

85 

Electron -Tube,  Negative  Grid  (Microwave)  Type5893  . . . . 

MIL-E-V96G 

5961 

EC 

22  Oct 

68 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  2C4CA . . . . . 

MIL-E.1/868E  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

Electron  Tube,  Negotlve  Grid  (Microwave)  Type  2C41  . . . . . 

M1L-E-1/104B 

PART  7 

5960 

ER 

30  Sep 

35 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  5675  . . . . . . . 

MIL-EO/78E 

5960 

ER 

04  Jon 

69 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwave)  Type  6299  .................... . . . . 

MIL-E-1/4B4D 

5960 

EC 

31  M  or 

75 

ER 

EC 

85 

Electron  Tube,  Negative  Grid  (Microwove)  Type  2C43  . . 

MIL-E-1/144E 

NOTICE  1 

5960 

85 

17- Apr 

87 

ER 

EC 

85 

Electron  Tube,  0  Type  Backward  Wave  Type  8076a . . . . . . 

L 

M1L*E*1/1666 

5960 

EC 

04  Apr 

69 

EC 

Electron  Tube,  Power  Type  5946  And  6161  . . ... 

m-E-l/1667A<2) 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Power  Type  8252W  . . . . . . 

MU.-E-1. 1679A 

5760 

c?T 

06- Jun 

75 

cR 

CC 

GJ 

Electron  TuberPhototube  Type  2056A . . . . . . . . . 

L 

MIL-E.l/1683 

5960 

85 

13  Mar 

70 

85 

Electron  Tube,  Power  Type.  8590  . . . . . . . . . . . 

L 

MIL-EO/16708 
NOTICE  1 

5960 

85 

27  Sep 

78 

85 

Electron  Tube,  Power  Types  8321,  8322 

MIL-IM/1634B 
NOTICE  1 

5960 

ER 

08  Feb 

88 

ER 

EC 

85 

Electron  Tube,  Powe'  1  Type  8966  . . . . . . 

l 

MIL-EO/1765 

5960 

EC 

11  Mo  y 

76 

EC 

Electron  Tube,  Power  1  "Type  8281  ......  . ......  . . . . . . 

L 

MIL-E-1/1767B 

5960 

EC 

02  May 

84 

ER 

EC 

85 

Electron  Tuber  Power  Type  8660  ............. ................................... ...... ...................... 

l 

MIL-E-1/1048B 

5960 

EC 

20  Feb 

76 

EC 

Electron  Tube,  Power  Type  6122  . . . . . . . . . . . 

MIL-E-1/1748  (!) 

5960 

EC 

09  Apr 

75 

ER 

EC 

85 

Electron  Tube,  Power  1/  Type  DOD  006. . . . . . . . 

MIL-E-1/1707A 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

Electron  Tube,  Power  Type  8169  . . ..........  .... 

MIL-E-1/1725 

5960 

ER 

25Jul 

72 

ER 

85 

Electron  Tube,  Power  Type  8171  . . . . . . 

MIL  E-1/1716  (1) 

5960 

ER 

06  Feb 

ER 

85 

281 
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Electron  Tube,  Power  Type  8932  . 


Electron  Tube,  Power  Type  37 IB 
Electron  Tube,  Power  Type  577 W  , 
Electron  Tube,  Power  Type  8596  ... 


Electron  Tube,  Power  Type  8168  . 

Electron  Tube,  Power  Type  8621  . . . . 

Electron  Tube,  Power  Type  7030  . . 

Electron  Tube,  Phototube  Type  6467  ............ 

Electron  Tube,  Power  Type  6816  And  6884.. 


Electron  Tube,  Power  Type  8188 
Electron  Tube,  Power  Type  8189 
Electron  Tube,  Power  Type  8013A., 


Electron  Tube,  Power  Type  7843  . . . 

Electron  Tube,  Power  Type  SR  554  j.  554. . 
Electron  Tube,  Power  Type  7609  . . . 


Electron  Tube,  Pulse  Modulator  Type  3D21WP  . 

Electron  Tube,  Power  Type  3B2WB . 

Electron  Tube,  Power  Type  2041  . . 

Electron  Tube,  Power  Type  8295A . . . 

Electron  Tube,  Power  Type  8167  . . 

Electron  Tube,  Power  Types  7580W  And  8930  . 

Electron  Tube,  Power  Type  8170W . 

Electron  Tube,  Power,  Type  6303A  . . 


Electron  Tube,  Power  Types  6283  And  8500  . 

Electron  Tube,  Power  Type  8020W  . . . 

Electron  Tube,  Power  Type  3B29W . . 


Electron  Tube,  Phototube  Type  CE75V.. 
Electron  Tube,  Power  Type  6952  .......... 

Electron  Tube,  Power,  Type  7248 . . 


Electron  Tube,  Power  Type  810 . . . 

Electron  Tube,  Power  Types  8161  And  8251  . 


Electron  Tube,  Power  Type  8116  . . 

Electron  Tube,  Power  Types  7457,  7842  . 


Electron  Tube,  Power  Type  6696A  6697A  &  6697 AW.. 
Electron  Tube,  Power  Type  8561  . . . 


Electron  Tube,  Power  Type  7402  ... 
Electron  Tube,  Power  Type  6166A . 
Electron  Tube,  Power  Type  6423  ... 


Electron  Tube,  Power  Type  7650  . . 

Electron  Tube,  Power  Type  7651  . . . . 

Electron  Tube,  Pulse  Amplifier  Types  8428  And  8455  (Novy) 

Electron  Tube,  Power  Type  8245  . . . . . 

Electron  Tube,  Power  Type  6942  . . . . 

Electron  Tube,  Power  Type  5736  . . . . . 


Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 

Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 
Electron  Tube, 


Power  Type  705WA  . . . 

Power  Type  6303  . 

Phototube  Type  6363  . 

Photomultiplier  Type  5819.. 

Power  Type  805  . . 

Power  Type  7 19A . . . 

Power  Type  836  . . 

Power  Type  833A . . 


ruw e»  Type  8*3  . . . . 

Power  Type  576A . . . . 

Power  Type  35T  . . . . . . 

Power  1  Type  7034  . . 

Power  Type  8166  . . 

Power  Type  5762  . . 

Power  Type  5D22 . . . 

Power  Type  21 1W  . . . 

Power  Type  845W  . . 

Power  Type  4B25  . . . 

Phototube,  Vacuum  JAN-922  . 
Power  Type  6C21 ................... 

Power  Type  5680 . . . . 


1 

MIL-E-1/1733  (2) 
NOTICE  1 

5960 

EC 

11  Jul 

74 

EC 

MII-E-1/129B 

5960 

EC 

15  Oct 

75 

ER 

EC 

85 

MIL-E-I/1286C 

5950 

ER 

16  Jun 

75 

ER 

EC 

85 

L 

MIL-E-1/1587C  (1) 
NOTICE  1 

5960 

85 

30  Nov 

88 

85 

MIL-E.1/1569B 

5960 

ER 

18  Jul 

77 

ER 

EC 

85 

MIL-E-I/1580F 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

l 

MIL-E-I/1581A 

*5960 

EC 

16  Jul 

71 

EC 

MIL-E-1/15748 

5960 

EC 

16  Dec 

76 

ER 

EC 

85 

MIL-E-1/1239D 

5960 

ER 

08  Feb 

88 

ER 

EC 

85 

NOTICE  1 
A\IL*E*I/1472C 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

MII-E-1/1473C 

5960 

EC 

28  Apr 

75 

ER 

EC 

85 

MIL-E-1/I449A 

NOTICE  1 

5960 

EC 

28  Mor 

67 

ER 

EC 

85 

MIL-E-1/I457D 

5960 

ER 

15  Oct 

82 

ER 

EC 

85 

MIL-E.1/1281D 

5960 

EC 

01  Aug 

75 

ER 

EC 

85 

MIL-E-1/1331D 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MII-E-1/1336E 

5960 

EC 

03  May 

85 

ER 

EC 

85 

M11-E-1/1374D 

5960 

EC 

02  Feb 

76 

ER 

EC 

85 

MII-E-1/1383B  (1) 

5960 

EC 

23  Oct 

75 

ER 

EC 

85 

MH.-E-1/I350D 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

MIL-E-1/1313D  (1) 

5960 

EC 

01  Nov 

76 

ER 

EC 

85 

MIL-E-1/1385G 

5960 

EC 

11  Feb 

76 

ER 

EC 

85 

MIL-E-1/I427E  (1) 

5960 

EC 

15  Nov 

83 

ER 

EC 

85 

L 

MIL-E-1/1424A  (1) 

5960 

EC 

13  Od 

87 

EC 

NOTICE  T 
MIL-E-1/1314B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MIL-E-1/1316C 

NOTICE  1 

5960 

85 

26  Jun 

75 

ER 

EC 

85 

Q 

M1L-E-1/1317D 

NOTICE  1 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

MIL-E-1/1298C 

5960 

EC 

20  Jul 

76 

ER 

EC 

85 

MIL-E-1/1106D 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

MIL-E-1/1512B  (1) 

5960 

85 

17  Apr 

87 

ER 

85 

NOTICE  1 
MIL-E.1/1613A 

5960 

EC 

06  Aug 

75 

ER 

EC 

85 

MIL-E-1/1619B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

l 

MIL-E-1/1596A 

5960 

EC 

30  Oct 

74 

EC 

l 

MIL-E-1/1616E 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

MII-E-1/1509D 

5960 

EC 

20  Feb 

76 

ER 

EC 

85 

L 

MII-E-1/1541D 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

l 

MII-E-1/1542A  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

85 

L 

MII-E-1/1543A  (1) 
NOTICE  1 

5960 

85 

17  Apr 

87 

85 

L 

MIL-E-1/I544A 

NOTICE  1 

5960 

85 

17  Apr 

87 

85 

MIL-E-1/1552B 

5960 

EC 

18  Mor 

82 

MIL-E-1/1553B  (1) 

5960 

EC 

12  Aug 

76 

ER 

EC 

85 

L 

MII-E-1/1494B 

5960 

EC 

15  Aug 

66 

EC 

MII-E-1/1506C 

5960 

EC 

15  Nov 

83 

ER 

EC 

85 

MII-E-1/1152E 

5960 

EC 

09  Jon 

73 

ER 

EC 

85 

L 

E-1/U58B 
.  ICE  1 

5960 

85 

20  Apr 

73 

ER 

EC 

85 

MIL-E-1/1159C  (I) 

5960 

EC 

18  Jul 

84 

ER 

EC 

85 

MIL'E'1/1 1740 

5960 

EC 

17  Jun 

75 

ER 

EC 

85 

MIL-E-I/962C 

5960 

EC 

3)  Jon 

75 

ER 

EC 

85 

MII-E-1/943C 

5960 

EC 

12  Nov 

71 

ER 

EC 

85 

MII-E-1/921C 

5960 

EC 

31  Oct 

75 

ER 

EC 

85 

MII-E-1/911C 

5960 

EC 

16  Jun 

75 

ER 

EC 

85 

MIL-E-1/912B 

5960 

EC 

04  Aug 

72 

ER 

EC 

85 

MIL-E-1/933B 

NOTICE  1 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

MIIE-1/928D 

6960 

EC 

16  Jun 

75 

ER 

EC 

85 

MIE-E-1/959D  (2) 

5960 

EC 

15  Nov 

78 

ER 

EC 

85 

MIL-E-1/161D 

5960 

EC 

12  Dec 

74 

ER 

EC 

85 

Mll-E-1/1601 

5960 

ER 

17  Jon 

74 

ER 

EC 

85 

MIL-E-1/37C  (1) 

5960 

EC 

22  Jul 

75 

ER 

EC 

85 

MIL-E-1/824B 

5960 

EC 

22  Moy 

75 

ER 

EC 

85 

MII-E-1/812C 

5960 

EC 

22  Moy 

75 

ER 

EC 

85 

MII-E-1/815C 

5960 

EC 

29  Moy 

75 

ER 

EC 

85 

MIL-E.1/816C 

5960 

EC 

12  Dec 

74 

ER 

EC 

85 

MIL-E-1/39C 

5960 

EC 

18  Nov 

85 

ER 

EC 

85 

MII-E-1/4I0C 

5960 

EC 

13  Dec 

71 

ER 

EC 

85 

MIL-E-1/56E  (1) 

5960 

EC 

09  Dec 

83 

ER 

EC 

85 

MII-E-1/371B 

5960 

EC 

23  Sep 

70 

EC 

85 
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TITLE 


Electron  Tube,  Power  Type  4D32. . . . . . . . . . 

Electron  Tube,  Power  Type  304TL  . . . . . 

Electron  Tube,  Power  Type  81 1A . . . . . . . . . 

Electron  Tube,  Power  Type  8165  . . . . . . . 

Electron  Tube,  Power  Type  100TH . . . . . . . . . 

Electron  Tube,  Power  Type  250TH . . . . . . . . . . 

Electron  Tube,  Power  Type  304TH  . . . . . . . . . . 

Electron  Tube,  Power  Type  8438  . . . . . . . . 

Electron  Tube,  Power  Type  7203  . . . . . . . . . . . 

Electron  Tube,  Power  Type  578  . . . . . . . . 

Electron  Tube,  Power  Type  8172  . . . . . . . 

Electron  Tube,  Power  Type  5667  . . . . . . . . 

Electron  Tube,  Power  Type  3C24 . . . . . . 

Electron  Tube,  Power  Type  4D21 . . . . . 

Electron  Tube,  Power  Rectifier,  Got  Type  3828. . . . . . . . . 

Electron  Tube,  Photomultiplier  Type  931VA . . . . 

Electron  Tube,  Power  Type  4831  . . . . . . . . . 

Electron  Tube,  Phototube,  Multiplier  Type  1P21 . . . . 

Electron  Tube,  Rectifier,  X-ray  Generator.. . . . . . . . . . 

Electron  Tube,  Receiving  Type  1Z2. . . . . . . . . 

Electron  Tube,  Receiving  Type  5R4WGB  . . . . . . . . 

Electron  Tube,  Receiving  Type  5879 . . . . . . 

Electron  Tube,  Radiation  Counter  Type  5980.............. . 

Electron  Tube,  Receiving  Type  5U4G8  . . . . . . 

Electron  Tube,  Radiation  Counter  Type  7616 . . . . . . . 

Electron  Tube,  Receiving  Type  6211 . . . . 

Electron  Tube,  Receiving  Type  6939 . . . . . 

Electron  Tube,  Receiving  JAN-12H6  (Use  MlL-E-1/1599) . 

Electron  Tube,  Receiving  Type  6688......... . 

Electron  Tube,  Receiving  Type  6946... . . . . . . . 

Electron  Tube,  Receiving  Type  1K3A  . . . . . . . . 

Electron  Tube,  Receiving  Typo  6922 . . . . . 

Electron  Tube,  Receiving  Type  6U8A . . . 

Electron  Tube,  Rodiolion  Counter  Type  5979 . . . . 

Electron  Tube,  Receiving  Type  1284A  . . . . . . . 

Electron  Tube,  Receiving  Type  6754 . . . . . . . 

Electron  Tube,  Receiving  Type  8058 . . . 

Electron  Tube,  Radial  Beam  Switching  Type  6703  . . 

Electron  Tube,  Radiol  Beam  Switching  Type  6710  . . . . „ . 

Electron  Tube,  Receiving  JAN  5965 . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  6252  And  6907  . . . . . 

Electron  Tube,  Receiving  JAN  5963 . . . . 

Electron  Tube,  Receiving  Type  6AU6WC . . . . . . . 

Electron  Tube,  Receiving  Type  8532 W . . . . . . . . 

Electron  Tube,  Receiving  Type  6DJ8 . . . . . . . 

Electron  Tube,  Receiving  Type  6550A . . . . . 

Electron  Tube,  Receiving  Type  6BQ7A . . . . . . 

Electron  uhe,  Receiving  Type  0386 . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  5847A . 

Electron  Tube,  Receiving  Types  6H6  And  12H6  . . . . 

Electron  Tube,  Receiving  Type  8233.... . . . . . . . . 

Electron  Tube,  Receiving  Type  8639 . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  1616 . . . . . . . 

Electron  Tube,  Receiving  Type  1X2C  . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  6BJ6AM . . . . . 

Electron  Tube,  Receiving  Type  6CG7 . . . . . . 

Electron  Tube,  Receiving  Type  5784WB . . . „ . 

Electron  Tube,  Receiving  Type  12AT7WC . . . . 

Electron  Tube,  Receiving  Type  6082WB . . . . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  6832 . . 

Electron  Tube,  Receiving  Type  6829 . . . . . . . . . . 

Electron  Tub*,  R*c*ivinn,  Tvnft  6943  (Novy)  . . . . . 

Electron  Tube,  Receiving  Type  6AH6WA  . . . . . . . . . 

Electron  Tube,  Receiving  Type  6877 . . . . . . . . . 

Electron  Tube,  Receiving  Type  6533WA . . . . . . . . . . 

Electron  Tube,  Receiving  Type  OB2WA . . . . . . . 

Electron  Tube,  Receiving  Type  7246 . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  7308.... . . . . . . . . . 

Electron  Tube,  Receiving  Type  6360 . . . . . . . . . . 

Electron  Tube,  Receiving  Type  6BQ5  . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  5842 WA. . . . . . . . . . . 

Electron  Tube,  Receiving  »/pe  6842......... . . . . . 

Electron  Tube,  Receiving  Type  12BY7A  . . . . . .......................... 
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MII-E-1/867B 

5940 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/869F 

5960 

EC 

05  Moy 

75 

ER 

EC 

85 

MIL-E-1/871D 

5960 

EC 

05  Mar 

70 

ER 

cC 

85 

MH.-E-1/876E  (2) 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MU-EO/877C 

5960 

EC 

09  Moy 

75 

ER 

EC 

85 

MIL-E-1/878D 

5960 

ER 

06  Jun 

75 

ER 

EC 

85 

MIL-E-1/884E 

5960 

EC 

05  Apr 

85 

ER 

EC 

85 

MIL.EO/887B 

5960 

ER 

14  May 

71 

ER 

EC 

85 

MII-E-1/889F 

5960 

ER 

19  Sep 

78 

ER 

EC 

85 

MII-E-1/301C 

5960 

EC 

30  Apr 

75 

ER 

EC 

85 

MIL-E-1/302M  (1) 

5960 

85 

07  Oct 

81 

ER 

EC 

85 

NOTICE  1 

MII-E-1/306C 

5960 

EC 

09  Moy 

75 

ER 

EC 

85 

MIL-E.1/211E 

5960 

EC 

18  Dec 

74 

ER 

EC 

85 

MIL-E-1/776D 

5960 

ER 

08  Feb 

88 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/753F 

5960 

EC 

21  Moy 

75 

ER 

EC 

85 

MIL-E-1/597D 

5960 

EC 

15  Nov 

71 

ER 

EC 

85 

MIL-E-1/615C 

5960 

EC 

02  Feb 

76 

ER 

EC 

85 

MIL-E-1/28G 

5960 

EC 

03  Dec 

70 

ER 

EC 

85 

MIL-E-0036083A 

5960 

DM 

13  Nov 

70 

MD  MS 

03 

MII-E-1/29C 

5960 

EC 

19  Feb 

70 

ER 

EC 

85 

MIL-E-1/924G  (2) 

5960 

85 

18  Apr 

84 

ER 

EC 

85 

MIL-E-1/1017E  (1) 

5960 

EC 

05  Jan 

84 

ER 

EC 

85 

MIL-E-1/973B  (2) 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MIL-E-1/985B 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-E.1/986F 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MIL-E-1/905D 

5960 

EC 

26  Aug 

70 

EC 

MIL-E-1/1221B 

5960 

EC 

31  Aug 

71 

ER 

EC 

85 

JAN-E-1/I2H6 

5960 

EC 

04  May 

66 

EC 

MII..E-1/1225C 

5960 

EC 

10  Feb 

81 

ER 

EC 

85 

MII..E-1/1165E  (1) 

5960 

85 

19  Mor 

82 

ER 

EC 

85 

Mll-E-1/1 166C 

5960 

EC 

12  Aug 

75 

EC 

MIL-E-1/1168F 

5960 

EC 

27  Jun 

83 

ER 

EC 

85 

MIL-E-1/1169C 

5960 

EC 

25  Moy 

70 

ER 

EC 

85 

MIL-E-1/906C  (1) 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

MH.-E-1/1507A 

5960 

EC 

17  Aug 

70 

ER 

EC 

85 

MII-E-1/1508A  (1) 

5960 

EC 

05  Feb 

75 

ER 

EC 

85 

MII-E-1/1491D 

5960 

EC 

08  Nov 

78 

ER 

EC 

85 

MIL-E-1/150IB 

5960 

EC 

23  Nov 

76 

ER 

EC 

85 

MIL-E-1/1498B 

5960 

EC 

22  Feb 

77 

ER 

EC 

85 

MIL-E-1/1504B 

5960 

ER 

08  Feb 

88 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/15I5A  (1) 

5960 

EC 

08  Dec 

71 

ER 

EC 

85 

MII-E-1/1516A 

5940 

ER 

14  Moy 

70 

ER 

EC 

85 

MII-E-1/952G  (1) 

5960 

EC 

05  Aug 

81 

ER 

EC 

85 

MII-E-1/1527C 

5960 

ER 

21  Jun 

83 

ER 

EC 

85 

MH..E-1/1556A  (1) 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/I548C 

5960 

ER 

15  Jun 

84 

ER 

EC 

85 

MIL-E-1/1549A 

5960 

ER 

09  Mor 

72 

ER 

EC 

85 

MIL-E-1/953D 

5960 

EC 

15  Apr 

81 

ER 

EC 

85 

MII-E-1/1617B 

5960 

ER 

21  Jun 

83 

ER 

EC 

85 

MIL-E-1/1599A 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

M1L-E-1/I593B 

5960 

EC 

27  Jun 

83 

ER 

EC 

85 

MII-E-1/1610C 

5960 

EC 

04  Jun 

76 

EC 

MH.-E-1/915B 

5960 

EC 

10  Mar 

76 

ER 

EC 

85 

MIL-E-l/iniC 

5960 

EC 

26  Aug 

75 

ER 

EC 

85 

MII.E-1/1094B 

5960 

EC 

08  Nov 

68 

ER 

EC 

85 

MIL-E-1/1095B 

5960 

85 

28  Apr 

77 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/1096D  (1) 

5960 

EC 

09  Feb 

82 

ER 

EC 

85 

MIDE-1/1097G  (1) 

5960 

EC 

30  Sep 

81 

ER 

EC 

85 

MIL-E-1/1121E 

5960 

EC 

14  Apr 

83 

ER 

EC 

85 

MIL-E-1/1082D 

5960 

EC 

16  Jun 

71 

ER 

EC 

85 

MIL-E-1/1090E 

5960 

EC 

03  Apr 

81 

ER 

EC 

85 

MIL-E-1/1127E 

5960 

EC 

28  Sep 

78 

EC 

MIL-E-1/1130G 

5960 

EC 

13  Aug 

82 

ER 

EC 

85 

MILE'1/)131D 

5960 

EC 

24  Jun 

83 

ER 

EC 

85 

MIL-E-1/1104D 

5960 

EC 

27  Jun 

83 

ER 

EC 

85 

MII-E-1/940G 

5960 

EC 

10  Mor 

76 

ER 

EC 

85 

MIL-E-1/1300A  (1) 

5960 

ER 

31  Jon 

69 

ER 

MIL-E-1/1301D 

5960 

EC 

27  Jun 

83 

EC 

MIL-E-1/1308C 

5960 

EC 

17  Aug 

70 

ER 

EC 

85 

MII-E-1/1309A 

5960 

EC 

21  Aug 

70 

EC 

85 

MII-E-1/1328B 

5960 

85 

17  Apr 

87 

EC 

85 

NOTICE  1 

MIL-E.1/1295D 

5960 

85 

20  Moy 

88 

85 

NOTICE  1 

Mll-E-1/9420 

5960 

EC 

13  Apr 

67 

ER 

EC 

85 
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Electron  Tube,  Receiving  JAN  5702WB . . . . . . . . . . 

5960 

EC 

02  Oct 

81 

ER 

EC 

85 

Electron  Tube,  Rodialion  Counter,  Type  7840  . . . . . . . 

.  1  MII.E-1/1388C  (1) 

5960 

EC 

02  Dec 

80 

EC 

Electron  Tube,  Receiving,  Pentode,  Minature  Type  2DF.4,. . . . 

5960 

ER 

12  Sep 

72 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  7403 . . . . . . . 

5960 

85 

17  Apr 

87 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  7586.... . . . . . . . . . 

.  MIL-E.1/1397E  (1) 

5960 

ER 

10  Oct 

80 

ER 

EC 

85 

Electron  Tube,  Receiving,  Miniature,  Type  5844...... . . . 

5960 

ER 

27  Apr 

72 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5703W6  . . . . 

.  MIL-E-1/1070D  (1) 

5960 

EC 

09  Feb 

82 

ER 

EC 

85 

Electron  Tube,  Receiving,  Type  6418  (Navy) . . . . . . . 

5960 

EC 

03  Feb 

72 

EC 

Electron  Tube,  Receiving,  Types  7551,  7558. . . . 

.  1  MIL-E-1/1376A  (1) 

5960 

EC 

11  May 

76 

EC 

Electron  Tube,  Radial  Beam  Switching  Type  6700  . . . . . 

.  MII-E-I/1058D 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  12AX7WA  . . . . . . . 

5960 

EC 

30  Sep 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6CB6A  . . . . 

5960 

EC 

03  Dec 

68 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5902WA  (Navy) . . . 

5960 

EC 

24  May 

83 

Electron  Tube,  Receiving  Type  6111WA  (Navy) . . . . . 

5960 

EC 

10  Oct 

78 

EC 

Electron  Tube,  Receiving  Type  6814 . . . 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  5Y3WGTA  . . . 

.  MIL-E-1/1021C 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  7788..., . . . 

5960 

EC 

24  Jun 

83 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5875 . . . . . . . 

5960 

ER 

06  Jun 

75 

ER 

EC 

85 

Electron  Tube,  Receiving  JAN  7895 . . . . . . . 

.  MIL-E-1/I433E 

5960 

ER 

22  May 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  7587,... . . . . . . . . 

5960 

ER 

10  Oct 

80 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  8056 . . . . . 

5960 

EC 

23  Feb 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  8334 . . . 

5960 

EC 

16  Aug 

72 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6336B. . . . 

5960 

EC 

15  Nov 

76 

ER 

EC 

85 

Electron  .Tube,  Receiving  Type  6528A . . . . . 

.  MIL-E-1/1479F 

5960 

EC 

15  Nov 

76 

ER 

EC 

85 

Electron  Tube,  Receiving  TYPE-6384 . . . . 

5960 

EC 

22  Feb 

77 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6DK6 . . . . . . 

.  M1L-EO/1560B 

5960 

EC 

27  Jan 

72 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5845 . . . . . . . 

5960 

EC 

1/  Jan 

73 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6AN8A..., . . . . . . . . 

5960 

ER 

07  Aug 

73 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6DC6 . . 

5960 

ER 

17  Jul 

84 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6H6WGT  (See  MIL  E  1/1599) . . . . 

5960 

EC 

03  Feb 

66 

EC 

Electron  Tube,  Receiving  Type  5744WB . . 

5960 

EC 

06  Oc! 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6352 . . . . . . 

5960 

85 

17  Apr 

87 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  35L6GT . . . 

5960 

EC 

24  Sep 

68 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  7984 . . 

5960 

ER 

29  Jun 

70 

ER 

EC 

85 

Electron  Tube,  Receiving  1  Type  1G3GTA . . . 

5960 

EC 

27  Oct 

76 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5998A . 

.  Mll-E-l/1706 

5960 

EC 

29  Apr 

71 

ER 

EC 

85 

Electron  Tube,  Radiation  Counter,  Type  7301  . . . 

5960 

EC 

15  Apr 

76 

EC 

Electron  Tube,  Radiation  Counter  Type  8767 . 

5960 

EC 

16  Jan 

85 

EC 

Electron  Tube,  Receiving  Type  6BZ6.. . . . . . 

5960 

EC 

30  Jan 

75 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5640W . 

5960 

EC 

03  Sep 

82 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6414W . . . . 

596 

85 

17  Apr 

87 

85 

Electron  Tube,  Receiving  Type  6080WC..... . . . . . 

.  MII-E-1/1655D 

5960 

EC 

30  Apr 

88 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  1U4.... . . . 

5960 

ER 

27  Dec 

77 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  25L6GT  &  50L6GT  . 

5960 

EC 

07  Aug 

70 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  65J7,  65J7WGT,  &  125J7 . . . 

5960 

EC 

15  Apr 

76 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6A17GT  . . . . . . 

5960 

EC 

28  Jan 

70 

EC 

85 

Electron  Tube,  Receiving  Type  6K6GT  . . . . 

5960 

EC 

24  Jul 

70 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  12BE6 . . . . . 

5960 

EC 

23  Jul 

70 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  12AV7  . . 

5960 

EC 

17  Feb 

70 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5654 . . 

5960 

EC 

04  Feb 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6F4 . . . . . 

.  MIL-E-1/424B  (2) 

5960 

EC 

24  Oct 

74 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  617 . . . . . . . . 

5960 

ER 

14  Jun 

84 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6X5WGT  . . . 

5960 

EC 

11  Feb 

76 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6Y6GT . . . . . 

5960 

EC 

01  Apr 

83 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  12BA6  . . . . . 

5960 

85 

21  Nov 

75 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  26A6  . . 

.  MIL-E-1/439B 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  35W4 . . . 

5960 

ER 

06  Jun 

75 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  50C5 . . . . . . . . . . . 

5960 

85 

01  Feb 

72 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  1613 . . . 

.  MIL-E-1/460A 

5960 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  6BA7  . . . 

5960 

EC 

20  Feb 

86 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  5670W . . . . . . 

5960 

EC 

18  Feb 

81 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  2606  . . . . . . . 

5960 

ER 

02  Aug 

68 

ER 

EC 

85 

Electron-Tubs,  RscsMn;  Type  35C5 . . 

. .  MU.-C-1/673A 

5960 

EC 

37  Sep 

68 

ER 

ec 

85 

Electron  Tube,  Receiving  Type  2AC15  &  2AS15............ . . . . . . 

5960 

EC 

03  May 

84 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6N7  &  6N7GT . . . . . . 

5960 

EC 

17  Jul 

84 

CR 

EC 

11 

Electron  Tube,  Receiving  Type  6K7 . . . . . 

5960 

EC 

10  Mor 

75 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6SH7  &  12SH7. . . . . . 

5960 

EC 

14  Nov 

68 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6088... . . . 

5960 

EC 

14  Nov 

68 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  6SN7WGTA . . . . . 

.  MIL-E-1/663E 

5960 

EC 

14  Apr 

83 

ER 

EC 

85 

Electron  Tube,  Receiving  Type  9001 . . . . . . . . . . . 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

NOTICE  1 

Electron  Tube,  Receiving  Type  9002. . . . 

5960 

EC 

25  Jon 

77 

ER 

EC 

85 

Electron  Tube,  R'.eiving  Type  5725W . . . 

5960 

EC 

11  Feb 

81 

ER 

EC 

85 

Electron  Tube,  Receiving,  Pentode  Minature,  Type  6AK5WP . . 

5960 

ER 

10  May 

56 

ER 

Electron  Tube,  Receiving  Type  5687W6 . . . . 

.  MILE-1/779J 

5960 

EC 

28  Jan 

81 

ER 

EC 

85 

284 


ALPHABETICAL  LISTING 


TITLE 


Electron  Tube,  Receiving  Type  2X2A  . . . . . . 

Electron  Tube,  Receiving  Type  6C6.. . . . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  5726................ . . . . . . . 

Electron  Tube,  Receiving  Type  5644.. . . . . . . 

Electron  Tube,  Receiving  Type  5977 . . . . . 

Electron  Tube,  Receiving  Type  6021 W  1/  And  6021 WSPL  2/ . . . 

Electron  Tube,  Receiving  Type  6112 . . . . . . 

Electron  Tube,  Receiving  Type  6B4G  . . . . . . 

Electron  Tube,  Receiving  Type  6F51/ . . . . 

Electron  Tube,  Receiving  Type  OC3A  &  OC3W. . . . . . . . 

Electron  Tube,  Receiving  Type  OB3  &  OB3A. . . . 

Electron  Tube,  Receiving  Type  OD3  &  OD3W. . . . . . . 

Electron  Tube,  Receiving  Type  6L6WGB..... . . . . . 

Electron  Tube,  Receiving  Type  6SC7  6SC7GTY  &  12SC7  . . . . . . 

Electron  Tube,  Receiving  Type  5902. . . . . . 

Electron  Tube,  Receiving  Type  5U4G  &  5Z3. . . . . . . 

Electron  Tube,  Receiving  Type  1L4 . . . . . . . 

Electron  Tube,  Receiving  Type  5749W . . . . . . . . . 

Electron  Tube,  Receiving  Type  2C51 . . . . . 

Electron  Tube,  Receiving  Type  2C53....... . . . . . . 

Electron  Tube,  Receiving  Type  1R5. . . . . . . . . . 

Electron  Tube,  Receiving  Type  2G21  . . . . . . . . . 

Electron  Tube,  Receiving  Types  3Q4  And  374 . . . . . . . 

Electron  Tube,  Receiving  Type  5R4GA . . . . . . . . . 

Electron  Tube,  Receiving  Type  5Z4 . . . . . . . . .  . 

Electron  Tube,  Receiving  Type  6AB4  . . . . . . . . 

Electron  Tube,  Receiving  Type  6AJ5 . . . . . . . . . . 

Electron  Tube,  Receiving  Types  6SF7  &  12SF7..... . . . . . 

Electron  Tube,  Receiving  Types  6SG7  And  12SG7  . . . . 

Electron  Tube,  Receiving  Type  5750.,,, . . . . . 

Electron  Tube,  Receiving  Type  6286,.,. . . . . . . . 

Electron  Tube,  Receiving  Type  5672 . . . . . . 

Electron  Tube,  Receiving  Type  5678... . . . 

Electron  Tube,  Receiving  Type  OA2WA . . . 

Electron  Tube,  Receiving  Type  5829WA . . . 

Electron  Tube,  Receiving  Type  6093 . . . . . . . 

Election  Tube,  Receiving  Type  6J6WB . . . .  . . . 

Electron  Tube,  Receiving  Type  6186W . . . . . 

Electron  Tube,  Receiving  Type  6188... . . . . . 

Electron  Tube,  Receiving  Type  6189W . . . . . 

Electron  Tube,  Receiving  Type  6203 . . . 

Electron  Tube,  Receiving  Type  6X4WA . . . . . . 

Electron  Tube,  Receiving  Type  5751 . . . . . 

Electron  Tube,  Receiving  Type  6CL6 . . . 

Electron  Tube,  Receiving  Type  6167 . . . . . . . 

Electron  Tube,  Receiving  Type  6C4WA  . . . . . . . . . 

Electron  Tube,  Receiving  Type  5814A . . . . . 

Electron  Tube,  Receiving  Type  1A5GT . . . . . . . . . 

Electron  Tube,  Receiving  Type  5763.. . . . 

Electron  Tube,  Receiving  Type  5783  WA . . . . . 

Electron  Tube,  Receiving  Type  5787  WA  . . . . . . . . 

Electron  Tube,  Receiving  Types  5839  And  5852...... . . . . . 

Electron  Tube,  Receiving  JAN  5886 . . . . . . . . . 

Electron  Tube,  Receiving  Type  5899  And  6206  . . . . . 

Electron  Tube,  Receiving  Types  6AT6  And  12AT6 . . . . . 

Electron  Tube,  Receiving  Type  6BN6 . . . . 

Electron  Tube,  Receiving  Type  6J5WGT . . . . . . 

Electron  Tube,  Receiving  Type  6SQ7  &  12SQ7 . . . . . . 

Electron  tube.  Receiving  Type  5693, . . . . . . . . . , 

Electron  Tube,  Receiving,  Power  Amplifier  Pentode  . . . . . . 

Electron  Tube,  Receiving  Type  6005W . . . . . , 

Electron  Tube,  Receiving  Type  6E5 . . . . . .., 

Electron  Tube,  Receiving  Types  6SA7,  6SA7WGT,  12SA7,  12SA7GT,  &  12SY7 
EteiTfOo  Tube,  Receivings Typo  12SK7Y. . . . . .  - 

Electron  Tube,  Receiving  Type  6S17WGT  &  12S17GT  . . . 

Electron  Tube,  Receiving  Type  12SN7GT  &  12SX7GT . . . . . 

Electron  Tube,  Receiving  Type  5676 . . . . . . 

Electron  Tube,  Receiving  Type  6AG7Y . . . . . . . . . . . 

Electron  Tube,  Receiving  Type  6AK6  . . . . . . . . . . 

Electron  Tube,  Receiving,  Type  6AG6  . . . . . . . 

Electron  Tube,  Receiving  Type  6AS7G . . . . . . 

Electron  Tube,  Receiving  Type  6AV6 . . . . . . . . . 

Electron  Tube,  Receiving  Type  26A7GT  . . . . . 

, Electron  Tube,  Receiving  Type  26Z5W . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-E-1/749C 

5940 

EC 

18  Dec 

80 

ER 

EC 

85 

MIL-E-7767B 

5940 

EC 

07  Oct 

48 

ER 

EC 

85 

MIL-E-1/7H  (1) 

5940 

EC 

14  Jul 

81 

ER 

EC 

85 

MU.-E-1/181E 

5940 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/187F 

5940 

EC 

14  Ocl 

78 

ER 

EC 

£5 

MIL-E-1/188G 

5940 

EC 

04  Jon 

83 

ER 

EC 

85 

MII-E-1/190H 

5940 

EC 

15  Nov 

78 

ER 

EC 

85 

MIL-E-1/191C  (1) 

5940 

85  , 

17  Apr 

87 

ER 

EC 

05 

NOTICE  1 

MIL-E-1/I92B 

5940 

ER 

15  Jul 

85 

ER 

EC 

85 

MII-E-1/193C 

5940 

ER 

23  Jun 

77 

ER 

EC 

85 

MII.-E-1/I95B  (1) 

5940 

EC 

24  Feb 

71 

ER 

EC 

85 

MIL.E-1/194B  (1) 

5940 

EC 

15  Nov 

74 

ER 

EC 

85 

MIL-E-1/1970  (3) 

5940 

EC 

15  Aug 

85 

SR 

EC 

85 

MIL-E-1/199A  (1) 

5940 

ER 

20  Jun 

72 

ER 

EC 

85 

MIL-E-1/175H 

5940 

EC 

12  Jon 

79 

ER 

EC 

85 

MIL-E-1/223F  (1) 

5940 

EC 

01  Dec 

70 

ER 

EC 

85 

MIL-E-1/232C 

5940 

ER 

19  May 

78 

ER 

EC 

85 

MIL-E-1/8G  (1) 

5940 

EC 

29  Sep 

81 

ER 

EC 

85 

l  Mll-E-1/3338 

5940 

ER 

04  Nov 

70 

ER 

NOTICE  1  (EC) 

MIL-E-1/334A 

5940 

EC 

30  Mor 

70 

ER 

EC 

85 

MIL-E-1/325C 

5940 

EC 

17  Mor 

73 

ER 

EC 

85 

MIL-E-1/341B 

5940 

EC 

04  Jun 

75 

ER 

EC 

85 

MIL-E-1/343B  (1) 

5940 

EC 

17  Aug 

77 

ER 

EC 

85 

MIL-E-1/344C 

5940 

EC 

18  Ocl 

84 

ER 

EC 

85 

MIL-E-1/348A  (1) 

5940 

85 

13  Apr 

84 

ER 

EC 

85 

MIL-E-1/351A  (1) 

5940 

EC 

05  Mor 

70 

ER 

EC 

85 

MIL-E-1/358B 

5940 

EC 

07  Aug 

70 

ER 

EC 

85 

MIL-E-1/363A 

5940 

85 

13  Aug 

48 

ER 

EC 

85 

NOTICE  1 

' 

MIL-E-1/365C 

5940 

85 

20  Apr 

73 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/9G 

5940 

85 

20  Moy 

88 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/270C 

5940 

ER 

04  Dec 

71 

ER 

EC 

85 

MIL-E-1/280D 

5940 

ER 

23  Mor 

70 

ER 

EC 

85 

MIU-E-I/281E 

5940 

ER 

21  Jon 

71 

ER 

EC 

85 

MIL-E.1/2900 

5940 

EC 

01  Feb 

71 

ER 

EC 

85 

MIL-E-1/292D  (1) 

5940 

EC 

09  Feb 

82 

ER 

EC 

85 

L  MII-E-1/240C 

5940 

ER 

17  Moy 

83 

ER 

MIL-E-1/243D  (1) 

5940 

EC 

12  Dec 

85 

ER 

EC 

85 

MIL-E-1/244D 

5940 

EC 

24  Moy 

83 

ER 

EC 

85 

MIL.E-1/245D  (2) 

5940 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MII-E-1/244J  (1) 

5940 

EC 

14  Ocl 

81 

ER 

EC 

85 

MIL-EO/262F 

5940 

EC 

03  Apr 

81 

ER 

EC 

85 

MHE-1/243F 

5940 

EC 

17  Feb 

81 

ER 

EC 

85 

MIL-E-VIOH  (1) 

5940 

EC 

05  Nov 

81 

ER 

EC 

85 

MII-E-1/844E 

5940 

EC 

09  Feb 

72 

ER 

EC 

85 

MII-E-1/904D  (1) 

5940 

EC 

02  Feb 

74 

ER 

EC 

85 

MII-E-1/857E 

5940 

EC 

18  Feb 

81 

ER 

EC 

85 

MIL-E-1/12K  (1) 

5940 

EC 

05  Nov 

81 

ER 

EC 

85 

MH.-E-1/104B  (1) 

5940 

EC 

15  Feb 

73 

ER 

EC 

85  ES 

MIIE-1/8SC 

5940 

EC 

18  Feb 

71 

ER 

EC 

85 

MIL-E-1/87F 

5940 

EC 

14  Jon 

72 

ER 

EC 

85 

M11-E-1/89E 

5940 

EC 

07  Feb 

72 

ER 

EC 

85 

MII-E-1/92D 

5940 

EC 

10  Mor 

75 

ER 

EC 

85 

MIL-E-1/95C  * 

.  5940 

EC 

04  Jun 

70 

ER 

EC 

85 

MIL-E-1/97M 

5940 

EC 

15  Jon 

79 

ER 

EC 

85 

M1L-E-1/1T9B 

5940 

EC 

15  Jul 

70 

ER 

EC 

85 

MIL.E-1/121D 

5940 

EC 

04  Dec 

72 

ER 

EC 

85 

MII.E-1/123B  (1) 

5940 

EC 

15  Sep 

72 

ER 

EC 

85 

MIL-E-1/124A 

5940 

EC 

13  Feb 

70 

ER 

EC 

85 

MII-E-1/81C  (1) 

5940 

ER 

14  Mor 

73 

ER 

EC 

85 

MH.-E-1/108B 

5940 

ER 

18  Nov 

70 

ER 

EC 

85 

MIL-E-1/13K  (1) 

5940 

EC 

09  Nov 

81 

ER 

EC 

85 

MIL-E-1/57A  (1) 

5940 

EC 

30  Aug 

78 

ER 

EC 

85 

MII-E-1/40C 

5940 

EC 

20  Jul 

74 

ER 

EC 

85 

MII-E-1/41C  (1) 

5940 

85 

31  Ocl 

73 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/42C  (1) 

5940 

EC 

01  Nov 

72 

ER 

EC 

85 

MIL.E-1/43B  (2) 

5940 

85 

02  Moy 

73 

ER 

EC 

85 

NOTICE  1 

MIL-E-1/798 

5940 

ER 

20  Nov 

70 

ER 

EC 

85 

MII-E-1/45E  (1) 

5940 

EC 

15  Sep 

72 

ER 

EC 

85 

MII-E-1/47C 

5940 

EC 

14  Mor 

70 

ER 

EC 

85 

MII-E-1/48D 

5940 

ER 

18  Jul 

84 

ER 

EC 

85 

MIDE-1/49E  (2) 

5940 

85 

13  Apr 

84 

ER 

EC 

85 

MU.-E-1/5ID 

5940 

EC 

04  Feb 

72 

ER 

EC 

85 

M1L-E-1/71E 

5940 

EC 

27  Sep 

48 

ER 

EC 

85 

MII-E-I/73A 

5940 

EC 

23  Apr 

45 

ER 

EC 

85 

285 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Electron  Tube,  Receiving  Type  3A5  . . . . . . . . 

Electron  Tube,  Receiving  Type  6072A . . . . . . . 

Electron  Tube,  Receiving  Type  6216.... . . . . . . . 

Electron  Tube,  Receiving,  Beam  Tetrode,  Subminiature  JAN  6397 . . . 

Electron  Tube,  Receiving  Type  5651 WA . . . . 

Electron  Tube,  Receiving  Type  12AL5 . . . . . 

Electron  Tube,  Receiving  Type  6094 . . . . . . 

Electron  Tube,  Receiving  Type  6AN5WA  . . . . . . . 

Electron  Tube,  Receiving  Type  OA3  &  OA3A  . . . . . 

Electron  Tube,  Receiving  JAN  5894 . . . . . . . 

Electron  Tube,  Receiving  Type  5691.. . . . . . . . 

Electron  Tube,  Receiving  Type  6SR7  &  12SW7  . . . 

Electron  Tube,  Receiving  Type  5A6  . . . 

Electron  Tube,  Receiving  Type  5755...... . . . . . . . 

Electron  Tube,  Receiving  Type  5636. . . . . . . 

Electron  Tube,  Receiving  Type  5639.... . . . . . 

Electron  Tube,  Receiving  Type  5641...... . . . . . . 

Electron  Tube,  Receiving  Type  5686 . . . . . . 

Electron  Tube,  Receiving  Type  5718............... . . . . . . 

Electron  Tube,  ReceM'Vj  Type  5719............... . . . . . . . . 

Electron  Tube,  Receiving  Type  5896.. . . . . . . . 

Electron  Tube,  Receiving  Type  6205 . . . . . . 

Electron  Tube,  Receiving  Type  1A3  . . . . . . 

Electron  Tube,  Receiving  Type  6BH6  . . . . . . . . . 

Electron  Tube,  Receiving  Type  6C5 . . . . 

Electron  Tube,  Receiving  Type  6J7  &  12J7GT . . . 

Electron  Tube,  Receiving  Type  5704 . . . . . . . . . 

Electron  Tube,  Receiving  Type  5842.. . . . . . . . 

Electron  Tube,  Receiving  Pentode,  High  Gain  JAN  5847  (Use  Mll*E»1/1617) 

Electron  Tube,  Receiving  Type  5915.... . . . 

Electron  Tube,  Receiving  Type  9006.. . . . . . . . . 

Electron  Tube,  Receiving  Type  5656 . . . . . . . . . . 

Electron  Tube,  Receiving  Type  1AD4 . . . . . . . . . 

Electron  Tube,  Selection  Of . . . . . . . . 

Electron  Tube,  Storage  Type  7571 . . . . . 

Electron  Tube,  Thyrotron  Type  8613 . . . . . . 

Electron  Tube,  Thyrotron  Type  7665  And  7' 65A  . . . . . . 

Electron  Tube,  Type  7792 . . . . . . . . . 

Electron  Tube,  Triode  Type  756V . . . 

Electron  Tube,  Triode  JAN  809M.. . . . . 

Electron  Tube,  Thyrotron  Type  7410 . . . . . 

Electron  Tube,  Thyrotron  Type  7590 . . . . . 

Electron  Tube,  Type  4NP7  (Navy) . . . . ., . . . 

Electron  Tube,  Thyrotron  Type  7363 . . . . . 

Electron  Tube,  Troveting  Wove  Type  8175. . . . . . . 

Electron  Tube,  Type  B5961.... . . . . . . . . . 

Electron  Tube,  Traveling  Wove  Type  8128................. . . . . . . 

Electron  Tube,  Type  7471....... . . . . . . . 

Electron  Tube,  Type  6792..., . . . . . . . . 

Electron  Tube,  Thyrotron  Type  7322 . . . . . . . . . 

Electron  Tube,  Type_3B4WA  . . . . . . 

Electron  Tube,  Type  6028 . . . . . . . . . . 

Electron  Tube,  Thyrotron  Types  7390  And  7390A  . . . . . 

Electron  Tube,  Triode,  Power  Type  6950 . . . . . . . . . . . 

Electron  Tube,  Thyrotron  Types  7190  And  7191 . . . . . . 

Electron  Tube,  Transmitting  Types  6146W  And  6159W . . . . . . 

Electron  Tube,  Traveling  Wave  Type  7640. . . . . . 

Electron  Tube,  Thyrotron  Type  8354  (Navy) . . . 

Electron  Tube,  Thyrotron  Type  7621 . . . . . . 

Electron  Tube,  Triode,  Power . . . . . . . . . . . . . . 


Ete-os  Tcfes,  Type  6 164 . . . . . . . 

Electron  Tube,  Thyrotron  . . . . . . . . . . . . . . 

Electron  Tube,  Thyrotron  Type  5696 . . . . . . . . . . 

Electron  Tube,  Type  6564..,, . . . . . . . . . 


Electron  Tube,  Type  12A06  (Navy) ... 
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Electronic  Shop,  Shelter  Mounted  AN/MSM-108  (  ) . . . . . . 
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Electrostatic  Discharge  Control  Handbook  For  Protection  Of  Electricol  And  Electronic 
Parts,  Assemblies  And  Equipment  (Excluding  Electrically  Initiated  Explosive 
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Elements,  Except  Acs . . . . . . . . 
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Elevator,  Weapon  And  Cargo,  Electromechanical  (Shipboard) . 

Embalming  Fluid,  Cavity . . . . . . . . . . 

Embalming  Fluid,  Arterial . . . . . . . . 

Embalming  Fluid,  Cavity . . . . . . . . . . . 

Embedding  Compound,  Laboratory,  Paraffin  And  Plastic  Polymers . . . 

Embedding  Compound,  Loborotory  (Daraffin  &  Plastic  Polymers) . . . . . 

Embossed  Depth  Of  Resilient  Floor  Coverings  *  29  Jon  82  . . . . 

Embossing  Machine,  Identification  Tope  (Manually  Operated).... . 

Embor’ng  Machine,  Identification  Tope  (Manually  Operated).....  . . . . . . 

Embroidery  Materials,  Metallic  And  Synthetic  Metallic . . 

Emergency  Alarms  Of  Hazard  Or  Attack  (NBC  &  Air  Attack  Only)  (Edition  No.  6) 
(Rel  To  Other  Than  DOD  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c. 
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Emergency  Control  Colour  Schemes . . . . . . . . . . 
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Emergency  Generator,  Alternating  Current,  3.0  Kva,  F-4  Aircraft . . . 
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Emergency  Markings . . . . . . . . . . . . . 
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Emergency  Sonar  Pingers  To'Aid  The  Detection  &  Localization  Of  Distressed  Subs 
(Ed.  1) 

Emergency  Sonar  Beocdns  To  Aid  The  localisation  &  Homing  On  To  Di«  tressed 
Submarines  By  Submerged  Rescue  Croft  (Edition  No.  2) 

Emergency-Towing  Facilities  (Edition  1  ) . . . . . . . . . 

Emergency  Towing  Equipment  (Edition  No.  3) . . . . . . . 

Emergency  War  Burrot  Procedures  (Release  to  Gmcr  than  uod  Acnv  ties  Requires 
Prior  Approvol  Of  Hq  Darcom,  Drcird)(obca  655) 

Emergency  War  Buriol  Procedures  (Edition  3)  (Req  Other  Thon  DOD  Ref  To  US 
AMC,  Attn:  AMCICP-AA-N,  5001  Eisenhower  Ave,,  Alexandria,  Vc.,  22333-0001) 
Emergency  War  Surgery  (Ed.  4)  (Req  For  Issuemust  Be  Sent  Via  U.S.  Army  Security 
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22333-001) 

Emergency  War  Surgery  (Edition  No.  3)  W/omend  1  And  2  (Rel  To  Other  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM  Dept  Of  The  Navy  MAT  09B21 

Emergency  War  Surgery  (ABCA-322).. . . . . . . 

Emergency/escape  Evaluation  Lighting  (Edition  No.  l).(Req  From  Other  Than  DOD 
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Enamel,  Baking,  For  Roller  Coat  Application . . . . 

MIL-E-19603C 

8010 

OS 

31  Jul 

74 

MR 

OS 

Enamel,  Deck,  Interior,  Gray  (Formula  No.  201)  (Metric)  . . . 

DOD-E-700A 

8010 

SH 

12  Jan 

78 

ME 

SH 

99 

Enamel,  Electrical-Insulating  . . . . . 

L 

MII-E-22118B 

8010 

OS 

09  Jul 

74 

OS 

Enamel,  Equipment,  light  Gray  (Formula  NO.  Ill) . . . . . 

MII-E-15090C  (2) 

8010 

SH 

25  Jul 

84 

ME 

SH 

99 

Enamel,  Exterior,  Vinyl-olkyd,  Red . . . . . . . 

L 

MILE-82401  (1) 

8010 

CG 

07  Feb 

72 

CG 

Enamel,  Exterior,  Deck,  Gray  (Formula  NO.20  Metric . . . . . 

DOD-E-699D 

8010 

SH 

09  Jan 

78 

MR 

SH 

99 

Enamel,  Exterior,  Alkyd,  Oceon  Gray,  No.  17  (Formula  No.  5.0)  (Metric) . 

DOD-E-1265D 

8010 

SH 

23  Dec 

77 

SH 

Enamel,  Floor  And  Deck. . . . . . . . . . 

TT-E-487E  (1) 

8010 

• 

22  Aug 

84 

Enamel,  Gloss,  Synthetic  (For  Metal  And  Wood  Furniture) . . . 

TT-E-491C 

8010 

J 

01  Aug 

77 

Enamel,  Gloss,  Synthetic  (For  Metal  Equipment) . . . . . 

TT-E-001384 

8010 

t 

05  Aug 

79 

INT  AMEND  1 

Enamel,  Gray,  Silicone  Alkyd  Copolymer  Semigloss  (For  Exterior  Use)  (Metric) . 

i 

DOD-E-24635  (1) 

8010 

SH 

07  Apr 

87 

SH 

Enamel,  Heat-resisting  (400  Deg.  F  ),  Block . . . 

TT-E-496B  (3) 

8010 

• 

29  Jan 

85 

YD 

Enamel,  Interior,  Nonflaming  (Dry),  Chlornoted  Alkyd  Resin,  Semigloss  (Metric)  . 

DOD-E-24607A 

8010 

SH 

31  Jul 

87 

ME 

SH 

99 

Enome),  Interior,  Alkyd,  White  (Formula  No.  30)  (Metric) . 

DOD-E-I115C 

8010 

SH 

24  Feb 

82 

SH 

99 

Enamel,  Interior  Semlglcss,  Tints  And  Whites . 

TT-E-508C  (1) 

8010 

• 

17  Jul 

84 

YD 

99 

Enamel,  Interior,  Deck,  Red  (Formulo  No.  23)  (Metric) . . . 

i 

DOD-E-18210B  (1) 

8010 

SH 

14  Aug 

85 

SH 

Enamel,  Interior,  Deck,  Dark  Green  (Formula  No.  19)  (Metric) . 

D0DE-18214B 

8010 

SH 

15  Feb 

78 

ME 

SH 

Enamel,  lusterless.  Zinc  Phosphate,  Styrenated  Alkyd  Type . . . 

Q  L 

MIL-E-52891B 

8010 

ME 

28  Jan 

88 

ME 

Enar'l,  lustreless.  Quick  Drying  Styrenated  Alkyd  Type . . . 

Q 

TT-E-516A 

8010 

/ME 

07  Jon 

69 

ME 

OS 

99 

Enarr.il,  Odorless,  Alkyd,  Interior,  Semigloss,  White  And  Tints  . 

TT-E-509C 

8010 

/YD 

05  Dec 

86 

YD 

99 

Enamel,  Phenolic,  Outside  . . . . . . . . . . . . . . . . 

TTE-522A  (1) 

8010 

/ME 

06  Ocl 

78 

ME 

os 

99 

Enamel,  Porcelain,  &  Ceramic  Metal  Systems  -25  Feb  83 . . 

ASTM  C286-83 

MFFP 

ME 

12  Dec 

83 

ME 

YD 

99 

Enamel,  Primer  Coating  And  Clear  loequ  R  (In  Pressurized  Dispensers)... . . 

TT-E-00488B  (3) 

8010 

t 

12  Aug 

77 

Enamel,  Semi-GlOSS  (For  Metol  Surfaces  Of  Ammunition  And  Ammunition 

l 

MII-E-16663A  (1) 

8010 

OS 

24  Feb 

76 

os 

Containers) 

Enome!,  Semi-gloss,  Rust-inhibiting . . . . . . . . 

Q 

TT-E-485F  (1) 

8010 

/ME 

18  Sep 

69 

MR 

SH 

99 

Enome!,  Semi-gloss,  For  Metal  And  Wood  Furniture  . . . . . . 

TT-E-001793  (1) 

8010 

•ME 

06  Ocl 

78 

ME 

Enomel,  Silicone  Alkyd  Copolymer,  Gloss  (For  Exterior  And  Interior  Use) . . . 

TT-E-15938 

8010 

/ME 

10  Feb 

87 

MR 

SH 

84 

NOTICE  1 

Enomel,  Silicone  Alkyd  Copolymer,  Semigloss  (For  Exterior  8.  Interior  Non 

TT-E-490E  (3) 

8010 

* 

09  Nov 

78 

Residential  Use) 

Enamel,  While  Porceloin,  Reflectivity  &  Coefficient  Of  ■  Jon  78  . . . . . . . 

ASTM  C347-57R78E1 

MFFP 

ME 

12  Dec 

83 

ME 

YD 

99 

Enomel,  Zinc  Dust  Pigmented,  Fresh  Water  Tank  Protective,  Formula  No.  102 . . . 

MII-E-15145C  (1) 

8010 

SH 

11  Dec 

86 

CE 

SH 

Enomeled  Cast  Iron  Plumbing  Fixtures,  American  Nationol  Standard  For  *  3  Apr  87 .. 

ASME  A112.19.1M-87 

4510 

YD 

13  Jan 

89 

ME 

YD 

99 

Enclosure  For  Electric  And  Electronic. Equipment,  Novol  Shipboard  . . . . . . 

l 

MIL-E-2036D 

5935 

SH 

10  Mar 

88 

SH 

Enclosure  For  Electrical  Fittings  And  Fixtures,  Submersible,  (15-FOOT),  Sizes  3R,  4R 

t 

MIL-E-24142/5C 

5975 

SH 

25-Jon 

84 

SH 

And  5R 

Enclosure  For  Electrical  Fittings  &  Fixtures,  Summersible  (15  Foot),  Size  2-1/8  By  3.. 

l 

MIL-E-24142/9B 

5975 

SH 

25  Jan 

84 

SH 

Enclosure  For  Electrical  Fittings  &  Fixtures,  General  Specification  For . . . . 

L 

MIL-E-24142B  (1) 

5975 

SH 

17  Feb 

87 

SH 

SUPP  1 

Enclosure  For  Electrize!  Fittings  fixtures.  Submersible,  Size  4  2/4  (15  Foot) 

i 

MlL-E-24142/ 1 C 

5975 

SH 

04 

SH 

Enclosure  For  Electricol  Fittings  And  Fitures,  Submersible  (15-FOOT),  Size  3  By  5  . .. 

l 

MIL-E-24142/2C 

5975 

SH 

25  Jan 

84 

SH 

Enclosure  For  Electricol  Fittings  &  Fixtures,  Submersible,  Size  6  By  9  (15  Foot) . . 

l 

MII-E-24142/3C 

5975 

SH 

25  Jon 

84 

SH 

En^osure  For  Electricol  Fittings  &  Fixtures  Submersible  (15  Foot),  Size  2-1/8  By 

i 

Mll-E-24142/108 

5975 

SH 

25  Jon 

84 

SH 

4-1/2 

Enclosure  With  Fuse  Cover,  Sizes  10  By  14  Through  12  By  20,  Totally  Enclosed, 

l 

MIL-E-24142/17A 

5975 

SH 

25  Jon 

84 

SH 

Nonwotertight 

Enclosure-plastic,  Submersible,  (15-FOOT)  4-INCHES  Round,  Grounded  . . 

l 

MIL-E-24142/13 

5975 

SH 

31  Jul 

75 

SH 

Enclosure,  Eivcfromognetic-jhielding,  Demountable,  Prefabricated  General 

MIL-E-8881A 

4940 

AS 

31  Jan 

64 

El 

AS 

99 

Specification  For 

Enclosure,  Plastic,  Submersible,  (15-FOOT)  3-INCHES  Round,  Grounded . . . . 

i 

MIL-f-24142/12 

5975 

SH 

31  Jul 

75 

SH 

Enclosure,  Single  Cover,  Sizes  10  By  14  Through  12  By  20,  Totally  Enclosed,  Mw|.„. 

l 

MIL-E-24142/16A 

5975 

SH 

25  Jon 

84 

SH 

Enclosure,  Single  Cover,  Sizes  10  By  10  Through  12  By  12,  Totally  Enclosed,  Mw|.„. 

i 

MIL-E-24142/14A 

5975 

SH 

25  Jan 

84 

SH 

DM 
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ALPHABETICAL  LISTING 


TITLE 


Enclosure,  Single  Cover,  Sizes  10  By  20  Through  18  By  22,  Tololly  Enclosed,  Mwt.... 

Enclosure,  Standard  Avionics,  Forced  Air  Cooled,  General  Spec  For.,,., . 

Enclosure,  Submersible  (15-FOOT)  Size  4  By  7 . . . . . . . . 

Enclosure,  Totally  Enclosed,  Size  2  1/4  By  2  7/8  (Octagon),  NWT  . . . . 

Enclosure,  With  Fuse  Cover,  Size  10  By  20  Through  12  By  22,  Totally  Enclosed, 
Nonwotertight 

Enclosure,  With  Fuse  Co^er,  Sizes  10  By  10  Through  12  By  12,  Tota'ly  Enclosed, 
Nonv/aterlight 

Enclosure,  4  Inch  For  Elec  Fittings  And  lighting  Fixtures  (Inactive  Use 
MIL-J-24U2/5) 

Enclosure,  5  Inch  For  Elec  Fittings  And  Lighting  Fixtures  (Inactive  For  New  Design 
After  23  Mar  1967)  (Use  MIL-J-24142/5) 

Enclosures  For  Industrial  Controls  And  Systems  •  73  . . . . . . . 

Enclosures  For  industrial  Controls  And  Systems  *  1983........ . . . . . 

Enclosures  Plastic,  Submerisible,  (15  Foot)  3  And  4  •  Inches  Round,  Grounded . 

Enclosures,  Aerospace  Transparent,  Hail  Impact  Resistance  Of,stondard  Test  Method 
For  •  25  Aug  78 

Enclosures,  Aerospace  Transparent,  Bird  Impact  Testing  Of,  Standard  Method  For  ■ 
25  May  79 

Enclosures,  Submersib'e  (15-FOOT),  Size  20  By  24.....,,...,. . . . . . . 

Enclosures,  With  Fuse  Cover,  Size  10  By  20,  Through  12  By  22,  Totally  Enclosed, 
Nonwatertight 

Encoder  Shaft  Angle  To  Digital  . . .  . . 

Encoder,  Shaft  Position  To  Digital,  Contact  Type,  dtitude  Reporting,  Generol 
Specification  For 

Encoder,  Shaft  Position  To  Digital,  Contact  Type,  Altitude  Reporting 
TYPE1 ICC  12671 800A 

Encoder,  Shaft-angle-position,  Cyclic-decimal-coded  (For  Torpedo  Test  Set  Mork  281 
Mod  1) 

Encoder,  Video  KY-865()/AKM8B,  Control,  Data  link  C-10546()/AKT-18B  & 
Mounting  Base  MT-6016/AKT-18B 

Encoders,  Shaft  Position  To  Digital,  Non  Contact  Type,  Altitude  Reporting... . . . 

Encoders,  Shaft  Angle  To  Digital,  General  Specification  For . . . 

End  Bits,  Dozers . . . . . . . . . . . . . . . . . 

Endoscopic  Instrument,  Fiber  Optic,  Flexible........... . . . . . 

Ends,  Buttwelding  •  15SEP  79  . . . . . . . . . . 

Enema  Administration  Sets . . . . . . . . . 

Energy  Monitoring  And  Control  Systems,  Factory  Tests . . . . . 

Energy  Monitoring  And  Control  Systems,  Performance  Verification  And  Endurance 
Tests 

Engaging  Device,  Aircraft  Arresting  Barrier  BAK-ll/F . . . 

Engine  And  Related  Propulsion  And  Power  Equipment,  Aircraft,  Acceptance  Tests 
Of,  Sampling  Plan  For,  Statistical 

Engine  Cold  Storting  Aids,  Ether  Fuel  Primers  . . . . . 

Engine  Controls  B.  Switches  In  Fixed  Wing  Aircraft  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Engine  Coolants,  Stop-leok  Additives  For  •  12  April  1984 . . . . . 

Engine  Health  Monitoring  For  Army  Aircroft,  Manual  (A8CA)  (Release  To  Other 
Than  DOD  Requires  Prior  Approval  Of  HQ  DARCOM  DRCIRD 

Engine  Instrumentation  System,  Aircraft  A/A245-1 1  . . . . . . 

Engine  Power  Test  Code-spark  Ignition  &  Diesel  *  Jun  83  . . . . . . . . 

Engine  Pressure  Ratio  System,  Turbofan  Engine  A/A24J03....... . . . 

Engine  Rating  Code  *  Spark  Ignition  •  Apr  71 . . . . . . . 

Engine  Structural  Integrity  Program  (Request  For  Issue  Other  Than  DOD  Must  Be 
Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433*6503) 

Engine&gosoline,  Type  GLU&5-U  220  Hp  Packette  (Formerly  PE220)  . 

Engine&gosoline,  Type  GLU&l-U  30  Hp  Packette  (Formerly  PC30) . . . . . 

Engine&gasolire,  Typo  GIU&2-U  70  Hp  Packette  (Formerly  PC60) . . . . 

Engine&gotoJine,  Type  GLU&3-U  1 10  Hp  Packette  (Formerly  PE90)  . . . . 

Eogineigosoline,  Type  ULU&4-U  175  Hp  Pockette  (Formerly  PE  150) . . . 

Engine,  Air  Vehicle,  Ramjet  (Request  For  Issue  Other-fhan  DOD  Must  Be  Sent  Via 
ASD/ENES,  Wright-patterson  AFB  OH  43433-6503) 

Engine,  Aircroft,  Reciprocating,  Genera!  Specifaction  For . . . . . . 

Engine,  Aircroft,  Turbojet  And  TurbofOn,  Generol  Specification  For........,, . 

Engine,  Aircroft.  Recipocating,  Model  Specification  For  (Outline  And  Instructions  F 
Or  Preparation) 

Engine,  Aircroft,  Turbojet  &  Turbofan  (Request  For  Issue  Other  Than  DOD  Must  Be 
Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433-6503) 

Ennin*,  Aircroft.  Reciprocal  Inn. acceptance  Tests  For  . . . . . 

Engine,  Aircroft,  Turboprop,  General  Specification  For  (Asg)  . . . . . . 

Engine,  Aircraft,  Recipocating,  Preliminary  flight  RatingiTest  For  . . . . . . 

Engine,  Atrcratl,  Recipocating,  Preparation  For  Shipment  And  Storage  Of . . 

Engine,  Aircraft,  Recirocating  Processe  For  Corrosion -Pro lection, treating  And 
Ground  Operations  Of 

Engine,  Diesel,  Propulsion  And  Auxiliary,  Naval  Shipboard  ............... . . . . 

Engine,  Diesel,  6  Cylinder,  In-line,  liquid  Cooled,  210  HP  . . . . . . . 

Engine,  Diesel,  8-CYLINDER,  V-type  390  Hp . . . . . ... . . 

Fngine,  Diesel,  6  Cylinder,  V  Type,  300  HP  Turbo  Supercharged...— . . . . . . 

Engine,  Diesel,  Propulsion  And  Auxiliary,  High  Speed,  Naval  Shipboard . . 

Engine,  Diesel,  6  Cylinder,  V  Type,  275  H.p,, turbocharger . . . 


DOCUMENT 


NUMBER 

FSC 

PRF’ 

DATE 

CUSTODIAN 

L 

MIL-E-24142/18A 

5975 

3h” 

25  Jon 

84 

SH 

L 

Mll-E-85726 

5975 

AS 

25  Jul 

86 

AS 

L 

MIL-E-24142/4C 

5975 

SH 

25  Jon 

84 

SH 

l 

MIL-E-24142/8C 

5975 

SH 

25  Jon 

84 

SH 

l 

MIL-E-24142/19A 

5975 

SH 

25  Jan 

84 

SH 

L 

MIL-E-24142/13A 

3975 

SH 

25  Jon 

84 

SH 

L 

MS-17234A 

5975 

SH 

23  Mor 

67 

SH 

l 

MS-17848A 

5975 

SH 

23  Mor 

67 

SH 

NEMA  ISt.1-73 

6145 

85 

19  Feb 

74 

CR 

85 

NEMA  ICS6  83 

34GP 

IP 

22  Mor 

89 

AL 

SH 

99 

l 

MIL-E-24142/11 

5975 

SH 

31  Jul 

75 

SH 

ASTM  F320-78 

9330 

MR 

23  Dec 

85 

MR 

ASTM  F330-79 

9330 

MR 

17  Dec 

85 

MR 

L 

MIL-E-24142/7E 

5975 

SH 

25  Jon 

84 

SH 

L 

MIL-E-24142/20A 

3975 

SH 

25  Jon 

84 

SH 

l 

Mll-HDBK  231 

5990 

AS 

01  Jul 

70 

AS 

Q 

MIL  E-81512  (1) 

5990 

AS 

10  Apr 

87 

AR 

AS 

99 

MIL-E-31512/1  (1) 

5990 

AS 

10  Apr 

87 

AR 

AS 

99 

L 

MIL-E-82378 

NOTICE  1 

5990 

OS 

27  Jon 

87 

OS 

L 

MIL-E-49387 

584) 

CR 

05  Nov 

82 

CR 

L 

MILE-83051 

5990 

AS 

09  Mar 

77 

AS 

l 

MIL-E-85082 

5990 

AS 

27  Sep 

77 

AS 

MS-39104C 

3830 

ME 

05  Moy 

70 

ME 

99 

A-A-51090 

6515 

/MB 

25  Oct 

83 

MD  MS 

03 

ANSI  B16.25-79 

4730 

YD 

10  Moy 

86 

ME 

YD 

AA-30055B 

6530 

1 

10  Jun 

83 

MIL-STD-2202 

AT'S 

YD 

29  May 

87 

CE 

YD 

04 

MIL-STD-2203 

ATTS 

YD 

29  Moy 

87 

CF 

YD 

04 

l 

MIL-E-38020  (2) 

1710 

82 

29  Aug 

78 

99 

MIL-E-8970 

MISC 

AS 

09  Oct 

67 

AS 

11 

MIL-E-52649A  (1) 

2910 

ME 

06  Oct 

76 

ME 

99 

AIR-STD-10/13N 

ISDF 

06 

03  Jun 

83 

ASTM  D3147-84 

6850 

ME 

20  Od 

86 

ME 

QAP-STO-9  (1) 

ISDA 

AM 

31  Jon 

84 

L 

MIL-E-27669B  (5) 

6620 

71 

25  Apr 

88 

99 

SAE  J  1349*83 

2990 

AT 

18  May 

84 

AT 

99 

Q  l 

MIL-E-27675B  (2) 

6620 

71 

21  Mor 

83 

99 

SAE  J245-71 

2805 

AT 

27  Apr 

81 

AT 

YD 

99 

l 

MIL-STD-1783 

NOTICE  1 

2840 

11 

15  Apr 

86 

11 

l 

MS-24561 

2805 

82 

21  Moy 

59 

99 

L 

MS-24557 

2805 

82 

21  Moy 

59 

99 

l 

MS-24558 

2805 

82 

21  Moy 

59 

99 

l 

MS-24559 

2805 

82 

21  Moy 

59 

99 

l 

MS-24560 

2805 

82 

21  Moy 

59 

99 

l 

Mll-E-87236 

2840 

11 

30  Ocl 

85 

11 

l 

MIL-E-251G9 

2810 

AS 

25  Aug 

87 

AS 

NOTICE  1  (AS) 
MIL-E-5007D  (2) 

2840 

AS 

08  Od 

82 

AV 

AS 

l 

MILE-25110 

NOTICE  1  (AS) 

•2810 

AS 

25  Aug 

87 

AS 

Mll-E-87231  (1) 

2840 

11 

15  Apr 

86 

11 

l 

MIL-E-25112 

2810 

AS 

7  Feb 

55 

AS 

NOTICE  1  (AS) 
MII-E-8593A 

2840 

AS 

15  Od 

75 

AV 

AS 

99 

l 

MIL-E-25113 

2810 

AS 

25  Aug 

87 

AS 

NOTICE  1  (AS) 
Mll-6-60588  (1) 

7810 

AS 

09  Mor 

79 

AV 

AS 

99 

MIL-E-6059A 

NOTICE  1 

2810 

AS 

25  Feb 

54 

AV 

AS 

11 

l 

MIL-E-23457B 

2815 

SH 

03  Mor 

76 

SH 

l 

MIL-E-62483 

2815 

AT 

14  Dec 

83 

AT 

l 

MIL-E-46796A 

2815 

AT 

06  Jul 

87 

AT 

l 

MIL-E-52395A 

2815 

AT 

10  Mor 

76 

AT 

l 

MIL-E-24455 

2815 

SH 

24  Sep 

71 

SH 

MIL-E-62541 

2815 

AT 

14  Feb 

88 

AT 

291 


ALPHABETICAL  LISTING 


TITLE 

Engine,  Diesel,  6  Cylinder,  In  Line,  213  HP,  Turbo  Supercharged . . . 

Engine,  Die i el,  12  Cylinder,  90  V-type,  750  H.p.  AVDS 1790-2,  AVDS1790-2A, 
AVDS1790.2C,  AVDS1790-2D  And  AVDS1790-2DR  (Overhoul) 

Engine,  Diesel,  Liquid  Cooled,  V  Type,  6  Cylinder,  210  HP  . . . . 

Engine,  Oiesol,  Liquid  Cooled,  8  Cylinder,  4  Cycle,  V.fype,  290  H.p . . . . . . 

Engine,  Diesel,  6  Cylinder,  In  Line,  (Rebuild)  . . . . . . 

Engine,  Diesel:  Three  Cylinder  In-line  Type,  90  Minimum  Horsepower  . . 

Engine,  Diesel:  12-CYLINDER,  90  V-type.  750H.P.  AVDS1790-2,  AVDS1790-2A, 
AVDS1790-2C,  AVDS1790-2D,  AVDS1790-2DR,  AVDS1790-2CA,  And 
AVDS1790-2DA 

Engine,  Gas  Turbine,  Performancestotion  Identification  &  Nomenclature  ■  15  Apr  74 

Engine,  Gas  Turbine,  Preparation  For  Storage  And  Shipment  Of,  Process  For  . 

Engine,  Gas  Turbine,  Interface  Test  Data  Reduction  Computer  Programs  -  15  Apr  74 

Engine,  Gas  Turbine,  Propulsion  &  Auxiliary  Navol  Shipboard  . . . . . . 

Engine,  Gas  Turbine,  Status  Performance  Presentation  For  Digital  Computer 
Programs  -  15  Apr  74 

Engine,  Gas,  Air  Cooled,  Ind  Type,  1*1/2  Bhp  Milstd,  Model  1A08  Install  Proc . 

Engine,  Gasoline,  Air  Cooled,  Industrial  Type,  4  Cycle,  Military  Design . . 

Engine,  Gasoline  Air  Cooled,  895  Cu  In  DispI,  4  Stroke  Cycle,  Reciprocating, 
Automotive  (Inactive  For  Design  After  4  Feb  88  No  Superseding  Standard) 

Engine,  Gasoline,  4  Cylinder,  In  Line,  Liquid  Cooled,  65  HP,  M151-2  . . . . 

Engine,  Gasoline,  Aircooled,  3  BHP,  4-CYCLE,  Military  Design,  Model  2A016, 
Installation  Procedures 

Engine,  Gasoline,  Air-cooled,  Industriol-type,  4  Cycle,  1&1/2  N-t  Continuous  Hp  ...... 

Engine,  Gasoline,  4  &  6  Cylinders  Horizontal  Opposed  &  12  Cylinder,  90  Degrees 
V  Type  (Overhaul) 

Engine,  Gasoline,  Air-cooled,  Ir.dustriol-type  4-CYCLE,  3  Net  Continuous  H  P.„. . 

Engine,  Gasoline,  Air-cooled,  6  BHP,  Military  Design,  Model  4A032,  Installation 
Procedures 

Engine,  Gasoline,  Air-cooled,  Industriol-type,  4  Cycle,  6  Net  Continuous  H.p . 

Engine,  Gasoline  Or  Diesel,  Methods  Of  Test . . . 

Engine,  Gasoline,  Air  Cooled,  Industrial  Type,  4-CYCLE,  10  Net  Continuous  H  7 . . 

'inp'"*.  Gasoline,  Air  Cooled,  20  Bhp,  4  Cycle,  Military  Design,  Model  4A084 
Instc.iation  Procedures 

Engine,  Gasoline,  2  Cylinder,  Horizontal  Opposed  Air  Cooled,  14  Hp  . 

Engine,  Gasoline,  Air  Cooled,  20  Bhp,  4  Cycle,  Military  Design,  Model  4A084 
Installation  Procedure 

Engine,  Gasoline,  Air  Cooled,  Industriol-type,  4-CYClE,  20  Net  Continuous  H  P . . 

Engine,  Interna!  Combustion,  Generator  Units,  Speed  Governing  Of,  leee 
Recommended  Specification  For «  15  Jon  59 

Engine,  Medium  Size,  Spark  Arrester  Test  Procedure  •  Aug  72  . . 

Engine,  Preparation  For  Shipment  And  Storage  Of . . . 

Engine,  Rocket,  Solid  Propellant,  5  Second  Duration,  4500  Pounds  Thrust. . . . 

Engineer  Resources  (Edition  3)  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso),  Wash, 
Dc  20330 

Engineering  &  Associated  Data  Lists  (Req  For  Issue  From  Other  Than  DOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO),  Wash.,  D.c.  20330-5058) 

Engineering  &  Design  Criteria  For  Shelters,  Expandable  &  Nonexpendable . 

Engineering  Chromium  Plating  (Electrodeposited  For  Repair  Of  Shafting  (Metric) . 

Engineering  Drowlng  Titues  (Req  For  Issue  From  Other:Than  DOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  U<?AF/XOXX(ISO)  Wash.,  D.c.  20330-5058 
Engineering  Drawing  Practices . . . . . 

Engineering  Drawing  Formats  (Req  For  Issue  From  Other  Than  DOD  A  DOD 
Contractors  Must-Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash.,  D.c.  20330-5058 
Engineering  Drawing  Practices  (Req  For  Issue  From  Other  Than  DOD  8.  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO),  Wash.,  D.c.  20330*5058 

Engineering  Management  . . . . . . . . 

Engineering  Practices  Productivity  Enhancement  Of  Industrial  Plant  Equipment  & 
Production  Support  Systems 

Engines,  Aircraft  Turbine  And  Jet,  Designation  Of... . . . . . . 

Engraving  Mochine,  Pantograph . . . . . . . 

Engraving  Machine,  Pontogroph . . . . . . . . . 

Enlargers,  Photographic,  Methods  For  Testing  •  21  Mar  1974  (Reaffirmed  1987 . . 
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PREP 
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CUSTODIAN 

T 

MIL-E-62133B  (2) 
NOTICE  1 

2815 

AT 

02  Nov 

88 

AT 

L 

MIL-E-62290 

2815 

AT 

31  Aug 

77 

AT 

L 

MIL-E-62140 

2815 

AT 

27  Aug 

71 

AT 

l 

MIL-E-62462B 

2815 

AT 

26  Aug 

85 

AT 

l 

MIL-E-6225) 

2815 

AT 

05  Aug 

75 

AT 

l 

MIL-E-62045B 

NOTICE  1 

2815 

AT 

16  Mar 

87 

AT 

L 

MIL-E-62177B 

2815 

AT 

02  Oct 

87 

AT 

ARP  755A-74 

NOTICE  2 

2840 

11 

20  Jan 

89 

AV 

AS 

11 

MIL-E-5607F 

2835 

AV 

16  Mar 

83 

AV 

AS 

ARP  I210A-74 

2840 

11 

09  Aug 

77 

AV 

AS 

11 

L 

MIL-E-17341C 

2835 

SH 

09  Apr 

70 

SH 

ARP  1211A-74 

2840 

11 

09  Aug 

77 

AV 

AS 

11 

MIL-STD-1226A 

2805 

ME 

16  Nov 

87 

ME 

MC 

99 

NOTICE  1 

MIL-E-46717F 

2805 

ME 

31  Aug 

83 

ME 

YD 

INT  AMD  1  (ME) 
MS-51314B 

2805 

AT 

04  Feb 

88 

AT 

MC 

99 

L 

MIL-E-45332C  (1) 
NOTICE  1 

2805 

AT 

19  Jun 

87 

AT 

MIL-STD-1227B 

2805 

ME 

16  Nov 

87 

ME 

MC 

99 

NOTICE  1 

NOTICE  2 

MS-39297 

NOTICE  1 

2805 

ME 

05  Nov 

57 

ME 

99 

L 

MIL-E-62170  (1) 
NOTICE  1 

2805 

AT 

11  Aug 

87 

AT 

MS-39298 

2805 

ME 

05  Nov 

87 

ME 

MC 

99 

NOTICE  1 
MIL-STD-I300A 

2805 

ME 

16  Nov 

87 

ME 

MC 

99 

NOTICE  1 

NOTICE  2 

MS-39299 

NOTICE  1 

2805 

ME 

05  Nov 

87 

ME 

MC 

99 

MIL-STD-1400B 

2805 

ME 

19  Dec 

75 

ME 

YD 

99 

MS-39300 

NOTICE  1 

2805 

ME 

05  Nov 

87 

ME 

MC 

99 

Mll-STD-1401 

NOTICE  1 

1  DEC  1966 

2805 

ME 

16  Nov 

87 

ME 

YD 

99 

MS-39301 

2805 

ME 

05  Nov 

87 

ME 

MC 

99 

NOTICE  1 
M1L-STD-1402 

NOTICE  1 

NOTICE  2 

2805 

ME 

16  Nov 

87 

ME 

YD 

99 

MS-39302 

2805 

ME 

05  Nov 

87 

ME 

MC 

99 

NOTICE  1 

IEEE  126-1959(R83) 

6125 

YD 

23  Nov 

87 

ER 

YD 

SAE  J350A-72 
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AT 

01  Mar 

81 

AT 

YD 

99 

MIL-E-10062E  (3) 

PACK 

AT 

06  Jan 

86 

AT 

YD 

99 

L 

MIL-E-8581A 

2845 

AS 

05  May 

83 

NAT-STD-2269  (2) 

ISDF 

06 

02  Jun 

88 

AIR-STD-104/8B 

ISDF 

06 

21  Jan 

87 

MII-STD-907B 

5411 

GL 

09  Sep 

85 

GL 

MC 

99 

L 

DOD-STD-2182 

MFFP 

SH 

29  Jan 

85 

SH 

AIR-STD-104/10A 

ISDF 

06 

21  Jan 

87 

DOD-STD-100C 
NOTICE  4 

DRPR 

AR 

15  Mor 

88 

AR 

OS 

16 

AIR-STP-104/6B 

ISDF 

11 

-21  Jan 

87 

AIR-STD-104/7A 

ISDF 

06 

21  Jon 

87 

L 

MIL-ST0-499A 

MISC 

10 

01  May 

74 

10 

MIL-HDBK  702 

34GP 

IP 

01  Aug 

85 

Al 

SH 

99 

ANA-BULL  306 

MISC 

AS 

27  Dec 

63 

AS 

11 

REV-M 

A-A-661A 

3417 

/IP 

19  Sep 

86 

MIL-E-80030B  (1) 

3417 

IP 
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74 

Al 

SH 

99 

ANSI  PH3.31-74R87 

6740 

AS 

25  Aug 

87 

ER 

AS 

99 

NOTICE  l 
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ALPHABETICAL  LISTING 


TITLE 

Entrance  Housing  Assembly  Viewer,  Driver  S,  Night  Vision,  AN/VVS-2  . . . 

Entrance,  Protective,  Pressurized,  Missile  Van,  Collapsible,  M7 . 

Envelope  Dimensions  Nozzle,  Pressure  Fuel  Servicing  Locking  Aircraft,  Type  D*1  & 
D-2 

Envelope,  Drug  Dispensing,  100S . . . . . . . 

Envelope,  Mailing . . . . . . . . . . . 

Envelope,  Mailing . . . . . . . . . . 

Envelope,  Mailing  (Radiographic  Film) . . . . . . . 

Envelope,  Mailing . . . . . . . . . . 

Envelope,  Mailing . . . . . . . . 

Envelope,  Packaging,  Water  Vapor  Proof,  Flexible  . . 

Envelope,  Packaging,  Cushioned................ . . 

Envelope,  Packaging,  Water-vaporproof,  Flexib*e  R-985  And  R-1340  Engines) . 

Envelope,  Packaging,  Water-vaporproof,  Flexible  *  ’020,  R-1830  And  R-2000 
Engines) 

Envelope,  Packaging,  Water-vaporproof,  Flexible  (R-2800  Engine)  . 

Envelope,  Packaging,  Water  Voporproof,  Flexible  \5  KW  Aircraft  Power  Plant) . 

Envelope,  Packaging,  Water-vaporproof,  Flexible  (J-33  Engine) . 

Envelope,  Packaging,  Water-vaporproof,  Flexible  (0-435  Engine)  . . 

Envelope,  Packaging,  Water-voporproof,  Flexible  (R-4360  Engine)  . 

Envelope,  Packing  List  (Self-adhering)  . . . . . 

Envelope,  Packing  List  (Double  Safety  Fold)  . . . 

Envelope,  Packing  List,  Single  Fold  Asphalt  Laminated . 

Envelope,  Packing  List,  (Flat) . . . . . 

Envelope,  Photographic  Negative,  Paper . . . . . . . . . . 

Envelope,  Radiographic  Film  Mount,  Dental . . . . . . . 

Envelope,  Sterilization . . . . . . . . . . . 

Envelope,  Sterilization,  Paper,  Self-sealing . . . . . . . . . 

Envelope,  Sterilization  . . . . . . . . . . . . . . 

Envelope,  Sterilizalfon . . . . . . . . . . . . . . 

Envelope,  Sterliziation . . . . . . . 

Envelope,  Transparent  . . . . . . . . . . . . 

Envelope,  Transparent  . . . . . . . . . 

Envelope,  Wallet  . . . . . . . . . . . 

Envelope,  Water  Resistant,  For  Packing  Lists  And  Shipping  Documents . . 

Envelopes,  Packaging,  Cushioned . . . 

Envelopes,  Sterilization . . . ....„ . 

Environmental  Chamber,  Standard  Test  Method  For  Resistance  To  Growth  Of  Mold 
On  The  Surface  Of  Interior  Coatings  In  An  ■  25  Jun  82 
Environmental  Control  Airborne  Request  For  Issue  Other  Than  Dod  Must  Be  Sent 
Vioi  Asd/enes,  Wright-patterson  Afb  Oh  45443-6503 

Environmental  Control  Systems,  Aircraft,  General  Requirements  For  . . 

Environmental  Criteria  And  Guidlines  For  Air-launched  Weapons . 

Environmental  Pollution  From  Photographic  Processing  (Edition  1)  (Req  For  Issue 
Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Washington  Dc 
20330-5058 

Environmental  Requirements  And  Tests  (For  Torpedo  Mk  37  Components  And 
Assemblies) 

Environmental  Stress  Crocking  Of  Ethylene  Plastics  •  22  Jan  70  (Reopproved  1980)., 

Environmental  Strr.ss  Screening  Process  For  Electronic  Equipment  . . . . 

Environmental  Test  Methods  (Edition  No.  3) . 

Environmentol  Test  Methods  &  Engineering  Guidelines . . . 

Environments,  Packaging  &  Distribution,  Standard  Terminology  •  25  Jan  &  22  Apr 
85 

Environments,  Working,  Minimum  Standards  For . . . . . . . . . 

Ephedrine  Hydrochloride,  Phenoborbitol,  Potassium  Iodide,  And  Theophylline  Calcium 
Salicylate  Suspension 

Epinephrine  Hydrochloride  Ophthalmic  Solution . . . . 

Epinephrine  Injection,  Usp  . . 

Epinephrine  Injection,  Usp  . . . . . . . . . . 

Epinephrine  Suspension,  Sterile . . . . . . 

Epinephry)  Borate  Ophthalmic  Solution,  Nf  . . . . . . . . . . 

Epoxy  Coating,  Fusion-bonded,  For  The  Interior  &  Exterior  Of  Steel  Water 
Pipelines,  AWWA  Standard  For  ■  27  Jon  85 

Epoxy_  Compound  With  Concrete,  Use  Of  *  Jul  85 . . . . . . . . 

Epoxy  Compound  With  Concrete,  Use  Of  ■  Jul  85 . . . 

Epoxy  Resin  Systems  For  Concrete  Repair...... . . . . . . . . 

Epoxy  Resins  And  Related  Components,  Viscosity  Of  *  25  July  86 . . 

Equation  Of  Medical  Facilities  In  The  Field  (Abca  423).,..., . . . . . . 

Equipment  For  Receipt  And  Delivery  Of  Liquid  Fuels  (ABCA -240) . . . . . 

Equipment  Index  Systems  For  Master/originol  Engineering  Drawings................... . 

Equipment  Technical  Design  Standards  For  Voice  Orderwire  Multiplex . . . . 

Equipment  Technical  Design  Standards  For  Common  Long  Houl/facti:al  Data 
Modems 

Equipment  Technical  Design  Standards  For  Common  Long  Houl/tactico!  RADIO 
Communications  In  The  Low  Frequency  Band  And  Lower  Frequency  Bonds 
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L 

MIL-E-49150A  (1) 
NOTICE  1 

5855 

CR 

04  Nov 

80 

CR 

L 

Mll-E-51223 

4240 

EA 

10  Jul 

68 

EA 

MS-29520G 

4930 

AS 

17  Oct 

86 

ME 

AS 

99 

MIL-E-37579 

8105 

DM 

17  Jon 

77 

MD 

MS 

03 

A-A-1446B 

7530 

1 

01  May 

83 

GL 

SA 

99 

UU-E-522E 
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•Gl 
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74 

GL 

SA 

99 
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7530 

% 

07  Mor 

66 

A-A-1615 
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t 
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81 

A-A-1616 

7530 

t 

17  Mor 

81 

MIL-E-6060D 

SUPP  1 

8105 

AS 

02  Nov 

82 

GL 

AS 

69 

A-A-286B 

8105 

. 

07  Oct 

83 

L 

MIL-E-6060/1A 

8105 

69 

20  Sep 

75 

69 

L 

MIL-E-6060/2A 

8105 

69 

20  Sep 

75 

69 

L 

MIL-E-6060/3A 

8105 

69 

20  Sep 

75 

69 

L 

MIL-E-6060/4A 

8105 

69 

20  Sep 

75 

69 

L 

MIL-E-6060/5A 

8105 

69 

20  Sep 

75 

69 

L 

MIL-E-6060/6A 

8105 

69 

20  Sep 

75 

69 

l 

MIL-E-6060/7A 

8105 

69 

20  Sep 

75 

69 

A-A-1658A 

8105 

•GL 

11  Jun 

84 

GL 

SA 

69 

A-A-1659 

8105 

t 

15  Jon 

81 

A-A-1660 

8105 

t 

28  Jon 

81 

A-A-1661 

8105 

t 

15  Apr 

81 

G-E-550C 

7530 

/DM 

23  Oct 

75 

MD 

MS 

03 

MIL-E-37816 

7530 

DM 
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77 

MD 
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03 

AA-53325 
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88 

MD 
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03 
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DM 

20  Oel 

76 

MD 

MS 

03 

A-A-51844 

6530 

/MB 

31  Mar 

87 

MD 

MS 

03 

A-A-53238 

6530 

MB 

29  Sep 

87 

MD 

MS 

03 

A-A-53326 

6530 

MB 

26  Feb 

88 

MD 

MS 

03 

IE-530A 

7510 

V. 

27  Apr 

66 

L-E00530B  (1) 

7510 

t 

09  Ocl 

75 

A-A-1964 

7530 

t 

15  Oct 

82 

PPP.E-540C  (2) 

8105 

* 

01  Jul 

75 

PPP-E-1533B  (1) 

8105 

•GL 

20  Jun 

75 

Gl 

SA 

69 

AA-30084A 

6530 

J 

10  Jun 

83 

ASTM  D3273-82E1 

8010 

YD 

20  Jul 

84 

ME 

YD 

L 

MIL-E-87145  (2) 

1660 

11 

15  Apr 

86 

11 

MIL-E-18927E  (2) 

1660 

AS 

19  Dec 

86 

AS 

MIL-STD-1670A 

ENVR 

AS 

30  Jul 

76 

AV 

AS 

11 

NAT-STD-3890 

ISDF 

06 

23  Aug 

88 

l 

MIL-E-82590 

1355 

OS 

09  Sep 

70 

OS 

ASTM  D1693-70R75 

9330 

MR 

18  Sep 

79 

MR 

SH 

11 

L 

MIL-STD-2164 

REll 

EC 

14  Apr 

85 

NAT-STD-3518 

ISDF 

06 

26  Mor 

86 

MIL-STD-810D 

ENVR 

11 

31  Jul 

86 

TE 

AS 

11 

NOTICE  1 

ASTM  D996  85A 

PACK 

SM 

20  Feb 

86 

SM 

SA 

43 

L 

MIL-STD-1695 

SAFT 

AS 

13  Sep 

77 

AS 

MIL-E-37322 

6505 

DM 

03  May 

76 

MD 

MS 

03 

MIL-E-37303B 

6505 

DM 

24  Aug 

78 

MD 

MS 

03 

A-A-0051853 

6505 

MB 

09  Mor 

87 

MD 

MS 

03 

MIL-E-37715 

6505 

DM 

24  Apr 

78 

MD 

MS 

03 

L 

MIL-E-37840 

6505 

DM 

07  Oct 

77 

DM 

MIL-E-37431 

6505 

DM 

01  Jul 

76 

MD 

MS 

03 

INT  AMD  1  (DM) 
AWWA  C2 13-85 

8010 

YD 

24  Dec 

86 

ME 

YD 

99 

ACI  503R.80RB4 

5610 

YD 

27  Oct 

85 

ACI  5503R-80R84 

5610 

YD 

27  Oct 

85 

YD 

L 

MIDE-29245 

5610 

YD 

22  Dec 

85 

YD 

ASTM  D2393-86 

9330 

MR 

07  Aug 

87 

MR 

AS 

20 

Q-STD-423  (4) 

ISDA 

AM 

01  Jun 

84 

Q-STD-240 

ISDA 

AM 

14  Dec 

73 

AIR.STD-104/4A 

ISDF 

11 

23  Apr 

82 

MIL-STD-188/340 

SLHC 

DC 

28  Jul 

77 

SC 

EC 

90 

NOTICE  1 

28  JUL  77 
Mll-STD-188/110 
NOTICE  1 

•SLHC 

90 

15  Nov 

83 

SC 

EC 

90 

MIL-STD-188/140 

TCTS 

EC 

03  Apr 

81 

CR 

EC 

90 
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ALPHABETICAL  LISTING 


TITLE 

Equipment  Technico!  Detign  Standards  For  Digital  End  Instruments  And  Ancillary 
Device 

Equipment,  Cable  Reinforcement,  For  Panel  Bridge,  M*2  (Bailey  Type)  . . 

Equipment,  Hot  Water  Generating  And  Heal  Recovery  •  Nov  1983  . . . 

Equipment,  Insect  Control,  Electrocution  Type  (Ed.  2)  •  3  Apr  1967  . . 

Equipment,  leak  Detection,  Helium,  Far  Chemical  Munitions . 

Equipment,  Outdoor  Unitary,  Sound  Rating  Of,  Standard  For  •  1984 . 

Equipment,  Photographic,  Method  Of  Measuring  Temperature  Of  -  15  Sept  19/7 
(Reaffirmed  1982) 

Equipment,  Photographic  Stilt  Projection,  Projected  Media  Temperature  Test  For  ■ 

19  Dec  1979  (Reaffirmed  1985) 

Equipment,  Playground,  Treated  With  Inorganic  Preservatives  •  Preservative 
Treatment  By  Pressure  Processes  (1987) 

Eradicotor,  Ink . . . . . . . 

Eraser,  Blackboard . . . . 

Eraser,  Blackboard . . . . . 

Eraser,  Electric . . . . . 

Eraser,  Rubber-pumice  (For  Testing  Coaled  Optical  Elements) . . . 

Eraser,  Steel . . . . . 

Eroser,  Steel . . . 

Erasers . . . 

Erection  And  Maintenance  Equipment  For  Cable  Reinforcement  Set  For  Panel  Bridge 
M*2  (Bailey  Type) 

Erection  Equipment  For  Bridge,  Fixed,  Steel,  Panel,  Bailey  Type  . . . . 

Ergolid  Mesylates  Tab'ets,  USP  . . . 

Ergonovine  Maleate  Tablets,  Nf . . . . . 

Ergotamine  Torlate  Injection,  USP . . . 

Ergotamine  Tartrate  And  Caffeine  Tablets,  N.f . . . 

Erysiphake,  Bell  . . . 

Erythromycin  Elhylsuccinate  Tablets,  USP . 

Erythromycin  Elhylsuccinate  For  Oral  Suspension,  U.s.p . . . . . 

Erythromycin  lactoblonate  For  Injection,  Usp.„. . . . 

Erythromycin  Ophthalmic  Ointment,  USP . . . . 

Erythromycin  Stearate  Toblets,  USP . 

Erythromycin  Tablets . . . 

Erythrosine  Sodium  Soluble  Tablets . . . 

Escolloped  Potatoes,  Thermostabilized,  Tray  Pack  . . . . 

Escallaped  Potatoes,  Thermostabilized,  Tray  Pack . 

Escolloped  Potatoes  With  Pork,  Cooked,  Dehydrated  (Operational  Ration 
Component) 

Escolloped  Potatoes  With  Pork,  Dehydrated,  Cooked  . 

Escallaped  Potatoes  With  Horn,  Thermostabilized,  For  Meal,  Ready.to-eal  . . 

Escape  Appliance,  Hooded,  Air  Inflatable,  With  Pouch,  Submarine  Personnel . 

Escape  Path  Clearance . . . . . 

Escape  Path  Clearance  -  Methods  And  Probltmsfreq  For  Issue  Other  Than  DOD 
Must  Be  Sent  Viai  HQ  USAF/XOXX  (ISO)  Wash  DC  20333-5058 
Escape  System  Testing,  Ground,  Track,  And  Flight  Test . . . 

Escape  System  Test  Methods . . . 

Escape  System,  Requirements  Conformance  Demonstrations  And  Performance  Tests 
For,  General  Specification  For 

Esophagoscope  (Fiber  Optic  Halinger) . . . . . . . . 

Esophagoscope,  Jesberg.  Fiber  Optic,  Oval . . . 

Essentiol  SAR  location  Equipment  And  Associated  Characteristics  (Airport)(edition 
No  2)(REl  To  Other  Than  DOD  Refer  To  HQ  USAF/XOXX-IXSO  Wash,  Dc 
20330-5058 

Essential  Characteristics  Of  Electro-surgical  Apparatus  (ABCA  440)  . 

Essential  Characteristics  Of  Electro  Surgical  Apparatus  (Edition  No.  1)  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Apr  Of  CNM,  Mat  09B21,  Wosh.d.c.  20360) 

Essentiol  Characteristics  Of  Field  X-ray-System  . . . . 

Essential  Characteristics  Of  Mobile  8.  Portable  Respirotor/ventilators  (Release  To 
Other  Than  DOD  Activities  Requires  Prior  Approval  Of  HQ  DARCOM,  DRCIRD) 
(ABCA  42) 

Essential  Characteristics  Of  High  Pressure  Steam  Sterilizers  (Abco  345) . 

Essential  Characteristics  Of  Mechanical  Lung  Ventilators  (ABCA.444)  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Essential  Choristicstics  Of  Surgical  Instruments  (Abca  622) . . . 

Essential  Performance  Characteristics  Of  Field  Surgical  lights  (Edition  1) . 

Essential  Performance  Characteristics  Of  Field  Surgical  lights  (ABCA-433) . 

Essential  Physical  Requirements  Performance  Characteristics  Of  Field  Type  High 
Pressure  Steam  Sterilizers  (Rel  To  Other  Than  DOD  Act  Req  Pri  Apr  Of  CNM, 
MAT  09B21,  Wash.  D.c.  20360)  (Ed.  No.  2) 

Establishing  liaison  (Edition  6)  (Req  Other  Than  DOD  Ref  To  US,  AMC,  Attn, 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  223333-0001) 
Esterification,  Hydroxyl  Groups  3/  Pyromeliitic  Dianhydride,  Standard  Test  Method 
For  -  31  May  85 

Esters  And  Metal  Orgonics,  Technical  Grade . . . . 

Esters,  Methyl,  Fatty  Acid  Composition  By  Gat  liquid  Chromatography  Of  ■  14  Nov 
75  (Reapproved  1980) 

Eslramustine  Phosphate  Sodium  Capsules . . . . . 

Estrogens,  Conjugated,  Creom . . . . . 

Estrogens,  Conjugated,  Cream,  Vagina! . . . . . 
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Etcher,  Electric  Portable  120  Volt  AC..................... . . . . . . . . 

Etchers,  Pneumatic,  Portable... . . . . . . . . . . 

Ethambulol  Hydrochloride  Tablets,  U.s.p, . . . . . 

Ethonolamines  (Monoethanolomine,  Diethanolamine,  And  Triethanolamine),  Technical 

Ether,  Diethyl,  Technical . . . . . . . . . . 

Ether,  Petroleum,  Technical-grade.,.,,, . . . . . . 

Ethers  And  Organic  Peroxides,  Technical  Grade  (Metric)... . . . . 

Ethers,  Reagent  Grade  (Including  ACS  And  Uip-nf  Compounds)  . . . . . . 

Ethoheptaiine  Citrate  And  Asprin  Toblets  . . . . . 

Ethyl  Acetate,  Technical . . . . . . . . . . . 

Ethyl  Alcohol  (Ethanol),  Technical  And  Denatured  Grades . . . . . 

Ethyl  Alcohol  (Ethanol),  Denatured  Alcohol,  Proprietary  Solvents  &  Speciol  Industrial 
Solvents 

Ethyl  Alcohol  (Ethanol) . . . . . . . .  . . . 

Ethyl  Alcohol  (Ethanol),  Denatured  Alcohol,  Proprietory  Solvents  And  Special 
Industrial  Solvents 

Ethyl  Alcohol  (For  Ordnance  Use)  . . . . . . . . . 

Ethyl  Cellulose  Molding  &  Extrusion  Compounds  -  26  Jun  1981  (Reopproved  1988) .. 

Ethyl  Centralite  &carbamiie& . . . . . . . . . 

Ethylcellulose,  Standard  Methods  Of  Testing  . . . . . . . . „ . 

Ethylcellulose,  Technical  (Metric)  . . . . . . . . . . 

Ethylene  Absorber/shelMipe  Extender,  For  Fresh  Fruits  &  Vegetables  . . . . 

Ethylene  Glycol  Dinitrate  (Egdn)  . . . . . . . . 

Ethylene  Glycol  Monoethyl  Ether  Acetate,  Technical  . . . . . 

Ethylene  Glycol  Monomethyl  Ether,  Technical.. . . . . . . . . . 

Ethylene  Glycol  Monoethyl  Ether,  Technical . . . . . . 

Ethylene  Glycol,  Technical  . . . . . . . . . 

Ethylene  Glycols  &  Propylene  Glycols,  Standard  Methods  For  Analysis  Of  -  30  Sep 
67  (R78) 

Ethylene  Oxide,  Technical . . . . . . . . . 

Ethylhexoic  Acid,  2,  Technical  . . . . . . . . 

Ethynodiol  Diacetate  &  Ethinyl  Estradiol  Toblets  . . . . . . 

Ethynodio!  Diacetote  And  Ethinyl  Estradiol  Tablets,  U.s.p. . . . . 

Ethynodiol  Diacetote  And  Mestranol  Tablets . . . . . . . 

Etoposide  Injection . . . . . . . . . . . . . . . 

Evacuation  Bag,  Casuolty,  Insulated  With  liner  And  Carrying  Bog . . . 

Evacuation  Board,  Casuolty  . . . . . . . . . 

Evacuation  Of  Diving  Accident  Patients  (Edition  1). . . . . . 

Evacuator,  Bladder  And  Syringe,  Bladder,  Evacuating  . . . . . . . 

Evacuator,  Surgical  Wound  . . . . . . . . . . . 

Evaluation  &  Control  Of  Laser  Hazards  (Edition  N0.4) . . . . . . 

Evaluation  &  Control  Of  Laser  Hazards  (Basedon  NATO  Stonog  3606)  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Apr  Of  CNM,  MAT  09821,  WASH,  O.c.  20360) 

Evoluotior.  Criteria  For  Nautical  &  Special  Naval  Charts  (Edition  NO.  2)  . 

Evaluation  Guide  For  NATO  Crosh/fire/rescue  Service  (Edition  1)  (Req  For  Issue 
Other  Than  DOD  Must  Z*  Sent  Via  HQ  USAF/XOXX-ISO,  Washington  Dc 
20330-5058 

Evaluation  Of  A  Contractors  Software  Quality  Assurance  Program,. . . . . 

Evaluation  Of  A  Contractors  Quality  Program . . . . . 

Evaluation  Of  A  Contract  S  Inspection  System  (Handbook  H51 . . . 

Evaluation  Of  Contractors  Calibration  System . . . . . 

Evaluation  Of  High  Frequency  Antennas  In  An  Operational  Environment.. . . 

Evaluation  Of  Land  Mops  (Edition  Nc.  4) . . . . . . . . 

Evaluation  Of  Land  Mops  (Release  To  Other  Than  DOD  Agengi*?  Must  Be  Appr  By 
HQ  DARCOM  (DRCIRD)  (Edition  4) 

Evaluation  Of  Nbc  Defence  Capability  (Edition  2),  Issue  Controlled-release  To  Other 
Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom(drclrd) 

Evaluation  Procedures  For  Flight  Helmets  iReleose  To  Other  Thon  DOD  Act  Req  Pr 
Appr  Of  CNM  Mat  09B21  Wash  Oc 

Evaporator,  Alcoho!&  Air  Brake  System . . . . . . . . 

Evaporator,  Rotating  . . . . . . . . . 

Excabotors,  Dentol  (Corrosion-resisting  Steel) . . 

Excavator,  Dental  (Carbon  Stool,  Slock  Stormu’c' . . . . 

Excavator,  Multipurpose,  Wheel-undercarriago,  Diesel-engine-drivcn  . . . . 

Excavator,  Multipurpose,  Wheel  Mounted,  Four  Wheel  Drive,  Universal  Boom  . . . 

Excavator,  Multipurpose,  Truck  Mounted,  Two  Cabs  . . . . . . .... 

Excavators,  Crawler  Mounted,  Commercial,  Ded,  Hydraulically  Operated  . . . 

Excelsior,  Wood,  Fobrlcoted  Pads  And  Bulk  Form  . . . . . . . 

Exchange  Of  Data  On  Load  Capabilities  Of  Transport  Aircraft  (Ed  1)  (Rel  To  Other 
Thon  Ood  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Exchange  Of  Equipment  For  Test  Purposes  (Edition  3)  . . . . 

Exchange  Of  Flight  Information  Publication  (Flip)  Data  (Ed  1)  .................................. 
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HUE  NUMBER  FSC  PREP  DATE  CUSTODIAN 


Exchange  Of  Information  On  Tactical  Air  Transport  Operations  (Ed  1)  Request 
Other  Than  Dod  Must  Send  Request  Via  Hq  Usaf/xoxxfiso)  Wash.  Dc 
20330-5058 

Exchange  Of  Information  -  Transport  Aircraft  Loading  Data . . . 

Exchange  Of  Information  •  Ground  Handling  Capabilities  For  Transport  Aircraft. ....... 

Exchange  Of  Information  On  Aerial  Delivery  Systems  (Edition  No  4)  Requests  Other 
Than  Dod  Must  Be  Referred  To  HQ  USAF/XOXX-ISO  Wash,  OC  20330-5058 

Exercise  Head,  Impact,  Mk  86  Mad  0  (For  Torpedo  Mk  37  Mods  O,  2,  And  3). . 

Exfoliation  Corrosion  Susceptibility  In  2XXX  And  7XXX  Series  Aluminum  Alloys 
(Exco  Test)  -  27  Apr  79 

Exhaust  Head,  Pipe  . . . . . . . . . 

Exhaust  Valve,  Ventilation . . . . . 

Exit  Devices,  American  National  Standard  For  «  20  Aug  1984  . 

Expander,  Tube,  Roller,  Boiler  Tube .  . . 

Expander,  Tube,  Condenser  And  Heat  Exchangers . . . 

Expanding  Shielded  Mild  Detonating  Cord  Assembly . . . . 

Expansion  Joint,  Pipe,  Synthetic  Rubber,  Fire  Retardant  (Navy)  . . 

Expansion  Joints,  Pipe,  Metallic  Bellows  . . . . . . 

Expansion  Joints,  Pipe,  Slip-type  Packed . . . . . 

Explanatory  Information  Required  On  Aeronautical  Charts  Requests  For  Issue  Other 
Than  Dod  Must  Be  Sent  Via:  Hqusal/xoxx  (Iso)  Wash,  Dc  20330-5058 

Explorer,  Dental . . . . . 

Explorers,  Dental;  Explorer-probe,  Dental . . . . . . . . 

Explosive  Block,  Airframe  Separation . . . . . 

Explosive  Block,  Motor  Separation . . . 

Explosive  Components,  Electrically  Iniated,  Basic  Evaluation  Tests  For . . . 

Explosive  Composition,  HBX  Type . . . . . 

Explosive  Composition  A5  . . . . . . 

Explosive  Composition  HTA&3 . 

Explosive  Composition  A5 . . . 

Explosive  Fitting  Murk  7  Mod  0 . . . . . 

Explosive  Fitting  Mark  19  Mods  O  And  1„ . 

Explosive  Home's  Assembly,  Missile&rocket,  XM84,  Ports  For . . . 

Explosive  Ordnance  For  Space  Vehicles,  General  Specification  for  (Metric) . 

Explosive  Ordnance  Reconnaissance/explosive  Ordnance  Disposal  (Eor/eod)  Edition 
Nc.  1  (Issue-conlrolled-releose  To  Other  Than  Dod  Agencies  Must  Be  Approved 
By  Hq  Dorcom)drcird( 

Explosive,  Oestex  -request  For  Issue  Must  Be  Sent  Via  Commanding  Officer,  Naval 
Ordnance  Station,  Standardization  Division  (524),  Indian  Head,  Maryland  20640 
Explosive,  Flexible  . . . . . 

Explosive,  Plastic-bonded  Extrudable  Power,  PBXN-202  (Req  Must  Be  Sent 
Viaicommonding  Officer,  Naval  Ordnance  Station,  Standardization/documenlalion 
Division  (370),  Indion  Head,  Md  20640-5000 

Explosive,  Plostic-bonded  Molding  Powder  (PBXN-5) . . . 

Explosive,  Plastic  Bonded  Molding  Powder  (PBXN-3)  Request  For  Issue  Must  Be 
Sent  Via  Commanding  Officer,  Naval  Ordnance  Stotian,  Standardization 
DIV,(524)  Indian  Head,  Maryland  20640 

Explosive,  Plastic-bonded,  'njeclion  Moldable  (PBXN-301) . . . 

Explosive,  Sampling,  Inspection  Testing . . . . . 


Explosives,  Blasting  Agent,  Slurry,  With  Boosters,  Military  Construction . 

Explosives,  Cydotol,  25/75  And  29/71,  Rdx/lnl . . 

Exposure  Control,  Photolithographic,  Light-integrating . 

Exposure  Control,  Photolithographic,  Light  Integrating.  . . 

Extender,  Booster,  Oepth  Charge,  Mark  6  Mod  2 . . . 

Extension,  Fin . . . . . 

Extension,  Fuze,  Bomb,  M1A1  (M1E1),  Ports  For  . . 

Extension,  Socket  Wrench,  Solid . . . . . . . . . 

Extension,  Socket  Wrench,  Flexible  . . . . . . . . 

Extension,  Toggle  Lever . 

pvtAn'ometers,  Verification  And  Cloxtifirotion  Of  8  Sept  1967  (Reopnroved  1980)  ,. 
External  Vision  From  Aircrew  Stations  (Rel  To  Other  Than  Dod  Act  Req  Pr  Appr  Of 
CNM,  Mat  0982 1,  Wash,  D.c.  20360) 

External  Vision  From  AIRCREW  Stations  (Edition  3)  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM,  Mat  09821) 

Extinguisher  Assembly  .  Fire,  Carbon  Dioxide,  Portable . . . . 

Extinguisher,  Fire,  Dry  Chemical  And  Aqueous  Film  Forming  foomi  Self-contained  .... 

Extinguisher,  Fire,  Water  (Hand-pump)  . 

Extinguisher,  fire,  Carbon  Dioxide,  15  Pound,  Portable,  Permanent  Shutoff,  Navy 
Shipboard  Use 

Extinguisher,  Fire,  Carbon  Dioxide  (Hose  Reel)  System  (Naval  Shipboard  Use).. . 

Extinguisher,  Fire,  Aqueous  Film  Forming  Foam,  (AFFF),  2-1/2  Gallon . . 

Extinguisher,  Fire,  Portable,  Potassium  Bicarbonate,  Dry  Chemical,  Cartridge  Type  .... 


NAT-STD-3572  (6)  ISDF 

AIR.STD-44/16F  ISDF 

AIR-STD-44/22F  ISDF 

NAT-STD-3428  (7)  ISDF 

L  MIL-E-82592  1355 

ASTM  G34-79  95GP 

l  MIL-E-18435C  4730 

l  MS-17962  8475 

BHMA  A156.3-84  5340 

l  M1L-E-17624B  3441 

l  MIL-E-15809C  3441 

MIL-E-50796  (1)  1377 

L  MIL-E-15330D  (1)  4730 

NOTICE  1 

MIL-E-17813E  4730 

MIL-E-I7814E  4730 

AIR-STD-64E/19D  ISDF 

GG-E-00916E  6520 

GG-E-9I6F  6520 

L  MIL-E-82513  (2)  1135 

l  MIL-E-82514  (2)  1135 

MIL-STD-322B  1390 

MIL-E-22267A  1376 

NOTICE  1 

MIL-E-14970B  (4)  1376 

INT  AMD  5  (AR) 

l  M1L-E-46495A  (3)  1376 

NOTICE  1 

MIL-E-0014970C  1376 

l  MIL-E-23778  fl)  1351 

l  MIL-E-23683A  1351 

L  MIL-E-46510A  (2)  1336 

l  DOD-E-83578A  1820 

NAT-STD-2143  (5)  ISDA 

MIL-E-82732  1376 

Q  l  MIL-E-46676A  1376 

NOTICE  1 

l  Mll-E-82746  1376 

l  MILE-811 116  1376 

MIL-E-82738  1376 

l  MIL-E-82740  1376 

MIL-STD-650  1376 

NOTICE  3 
31  MAY  1973 

M1L-E-29236  1375 

MIL-E-82668  1376 

A-A-50224  6760 

l  MIL-E-13500B  6760 

l  MIL-E-18886  1360 

l  MIL-E-14776A  1310 

NOTICE  1 

L  MIL-E-14719A  1325 

NOTICE  1 

A-A-2170  5120 

A-A-2171  5120 

MS-25246B  5930 

ASTME83-67R80  6635 

AIR-STD-10/53F  ISDF 

NAT-STD-3622  (6)  ISDF 

L  AN6045  42)0 

L  MIL-E-29406  (2)  4210 

A-A-1993  4210 

l  MIL-E-24269B  4210 

L  MIL-E-2185C  (1)  4210 

NOTICE  1 

l  MIL-E-24652  4210 

l  MIL-E-24091C  4210 
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ALPHABETICAL  LISTING 


TITLE 

Extinguiiher,  Fire,  Carbon  Dioxide,  5  Pound  And  10  Pound  Copacity,  Fixed  Type 
(Nonjhatteroble  Cylinders) 

Extinguisher,  Fire,  Dry  Chemical,  Wheeled,  150-POUND  Capocity . , . 

Extinguisher,  Fire,  Carbon  Dioxide . . . . . . . . . . 

Extinguisher,  Fire,  Bromotrifluoromethane  (Halon  1301)  Systems  (Fixed  Pipe, 
Pneumatically  Actuated,  Naval  Shipboard  Use) 

Extinguisher,  Fire,  Corbon  Dioxide  Systems  (Fixed  Pipe,  Navol  Shipboard  Use)  . 

Extinguisher,  Fire,  Vaporizing  Liquid  (Heat-actuated,  Halon  1301) . 

Extinguisher,  Fire,  Vaporizing  Liquid,  CF38R,  23/4  Pound,  With  Brocket . 

Extinguisher,  Fire,  Hologenated  Agent  (Automatic)  . . . . . . . . 

Extinguisher,  Fire,  Vaporizing  liquid  . . . . . . . . 

Extinguisher,  Fire,  Ory  Chemical  Weeled  . . . . . . . 

Extinguisher,  Fire,  Water-type  (2  1/2  Gallon  Stored  Pressure)  . . 

Extinguisher,  Fire,  Dry  Chemicol  (Hand  Portable)...... . 

Extinguishers,  Fire,  Voporizing  Liquid  (Bromochlordifluoromethone,  Holon  1211)........ 

Extinguishers,  Fire,  Carbon  Dioxide,  Portable............................ . . . . 

Extinguishing  System,  Fire,  Fixed,  Aqueous  Potassium  Carbonate  For  Range  And 
Exhaust  Systems  (Ship  And  Shore  Use) 

Extinguishing  System,  Fire,  Aircraft,  High-rate  Discharge  Type,  Installation  And  Test 
Of 

Extract,  Quebracho  . . . . . . . . . 

Extraction  Apparatus............ . . . . . . . . . . . . . . 

Extraction  Assembly  (Soxhlet,  Medium  Size) . . . . . . 

Extraction  Assembly,  With  Friedrich  Condenser . . . . . . 

Extraction  Assembly . . . . . . . . . . . 

Extractor  And  Lancet,  Comedo,  Saalfeld  . . . . . . . 

Extractor  For  155MM  Guided  Projectile,  M712  &  Training  Projectile  M823  . 

Extractor  Impoctor  Driver,  Hip  Bone  Nail,  Jewott . . . . . . . 

Extractor,  Citrus  Fruit  Juice,  Hand . . . . . . . . . 

Extractor,  Cotter  Pin  . . . . . . . 

Extractor,  Cotter-pin . . . . . . . . . . 

Extractor,  Cotter  Pin  . . . . . . . . . . . . 

Extractor,  Electrical  Card  Module,  Single  &  Double  Span  Style  1&  2 . 

Extractor,  Electronic  Tube . . . . . 

Extractor,  Electron  Tube  (Tong  Type). . . . . . . . 

Extractor,  Loundryt  Heavy  Duty,  Top  Loading,  Trailer  Mounted . 

Extractor,  Screw  (Stud  And  Pipe),  And  Extractor,  Top  . . . . . . . . 

Extractor,  Screw  And  Pipe,  Topered,  Spiral  Flutes  Or  Ridges,  Drill  Style  . 

Extractor,  Stuffing  Box  And  Pump  Packing  (And  Tamper),  And  Extractor,  Lantern 
Gland 

Extractor,  Track  Spike,  Gasoline  Or  Diesel  Engine  Driven . 

Extracts  &  Flavors  . . . . . . . . . . 

Extracts,  Flavoring  And  Flavors  . . . . . . . . . 

Extroneous  Lighting  In  Vicinity  Of  Airfields  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  Wash.,  D.c.  20360) 

Extruded  Acrylic  Plastic  Sheet  •  26  Jun  81 . . . . . 

Extrusions  And  Flash  Welded  Rings  6A1  -  4V  Annealed  *  15  Jun  75... . . 

Extrusions  3.0TH-1.5MN  (HM31A-F),  As  Extruded,  Magnesium  Alloy  •  1  Jul  83 ........ 

Extrusions,  Aluminum  Alloy  6.2ZN  .  2.3CU  -  2.2MG  -  0.12ZR  (7050-T73511)  •  15 
Apr  78 

Extrusions,  Aluminum  Alloy  6.2ZN  .  2.3CU  ■  2.2MG  -  0.12ZR  (7050-T73651 1)  -  15 
Apr  78 

Extrusions,  Aluminum  Alloy,  7.7ZN  •  2.45MG  •  1.55CU  •  0.16CR  (7049-T73511)  • 

15  Dec  74 

Extrusions,  Aluminum  Alloy,  7.7ZN  •  2.45MG  ■  1.55CU  -  1.6CR  (7049-T7651 1)  •  15 
Dec  74 

Extrusions,  Aluminum  Alloy,  6.3CU  •  0.30MN  •  0.18ZR  •  0.10V  •  0.06TI 
(2219-T851 1),  Solution  Treated,  Stress  Relief  Stretched,  Precipatation  Heat 
Treated  *  15  Jan  77 

Extrusions,  Aluminum  Alloy  6.3  Cu  -  0.30  MN-0.18  ZR-0.10V-0.06  Ti  (2219-T3511), 
Solution  Heat  Treated  &  Stress  Relieved  By  Stretching  -  15  Jon  77 

Eye  End,  Turnbuckle,  Clip  Locking,  (For  Wire  Rope) . . . . 

Eyebolt,  Forged  -  17  Jul  85 . . . . . . . . . . . . . . 

Eyebolts,  Forged  -  17  Jul  85 . . . . . . 

Eyelet  &  Lacing  . . . . . . 

Eyelet  Reinforcement,  Gummed,  Cloth . . . . . . . . 

Eyelet  Reinforcement,  Gummed,  Cloth  . . . . . . . . . . . 

Eyelet  Reinforcement,  Gummed,  Cloth  . . . . . . . . . . 

Eyelet,  Metallic,  And  Eyelet  Washers,  Metallic,  General  Specification  For........ . . 

Eyelet,  Metallic#  Electrical,  Printed  Circuit  Board,  Funnel  Type  •  Dec  65  W/dod 
Exceptions 

Eyelet,  Metallic#  Rolled  Flange  Type,  And  Eyelet  Washer. . . . . . . . . 

Eyelet,  Metallic,  Flat  Flango  Type............. . . . . . . . . . 

Eyelet,  Metallic,  Telescopic  Type  . . . . . . . 

Eyepiece  Assembly  For  AN/PAS-7 . . . . . . . . . 

Eyepiece,  Blnoculor,  AN/VSG-2.. . . . . . . . . . 

Eyering,  Field  Protective  Mask,  C4 . . . . . . 

Eyering,  Field  Protective  Mask,  C4 . . . . . . . . . . 

Eyewash  &  Shower  Equipment,  Emergency  •  12  June  81,.... . . . . 
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ALPHABETICAL  LISTING 


TITLE 

F  Valve,  Fluid  Prejjur, . . . . . . . . . . 

FEP  •  Fluorocarbon  Molding  &  Extrusion  Materials  *  26  Jun  81.......... . . . 

Fabric  Design . . . . . . . . . . . . . . . . 

Fabric,  Glass  Cloth-jtyle  7781,  Chrome-silane  Finish  •  15  Jul  77  . . . . . 

Fabric,  Glass,  Woven . . . 

Fabric,  Graphite  Fiber  . . . . . . . . . . . 

Fabric,  Nonwoven,  Bed  Sheets  And  Gowns,  Disposable  . . . . . . . . 

Fabric,  Nonwoven,  Disposable  (Components  For  Surgical  Packs)........ . . . 

Fabric,  Woven,  Terr  Resistance  Of,  By  Frlling  Pendlum  (Elemerdorf)  Apparatus  *  25 
Feb  1983 

Fabricated  Part,  Silicone  Rubber  (For  Use  In  Ammunition) . . . 

Fabrication  Of  Rigid  Waveguide  Assemblies  (Sweep  Bends  And  Twists) . . . 

Fabrication  Welding  And  Inspection  Of  Hyperbaric  Chambers  And  Other  Critical 
Land  Based  Structures 

Fabrication,  Welding,  And  Inspection  Of  HY-80/100  Submarine  Applications . . 

Fabrication,  Welding,  &  Inspection  Of  Ships  Structure  . . 

Fabrication,  Welding,  And  Inspection  Of  HY-130  Submarine  Hull  (Issue 
Controlled-requests  By  Other  Than  Dod  Acty  Must  Be  Submitted  Via  The 
Preparing  Acty  Of  The  Standard) 

Fabrics  Coated  Low  Temperature  Bend  Test  Standard  Method  Of  Testing... . 

Foorics,  Bitumen-saturated  Colton,  Used  In  Roofing  &  Waterproofing,  Standard 
Specification  For  •  29  Aug  1986 

Fabrics,  Bitumen  Saturated  Cotten,  Used  In  Roofing  &  Waterproofing  -  27  Nov  81  .. 
Fabrics,  Bitumen  Saturated  Cotten,  Used  In  Roofing  And  Waterproofing  •  27  Nov 
81 

Fabrics,  Woven,  By  The  Tongue  (Single  Rip)  Method  (Constant  Rate  Of  Extension 
Tensile  Testing  Machine),  Tearing  Strength  Of  •  23  Feb  83 
Fabrics,  Woven,  By  The  Tongue  (Single  Rip)  Method  (Constant  Rate  Of  Traverse 
Tensile  Testing  Machine)  25  Feb  83,  Tearing  Strength  Of 

Faceblank  (For  Cd  V-805  Mask) . . . . . 

Faceblank  lens,  C14R3 . . . . . . . . . 

Faceblank,  Chemical-biological  Mc»k,  C12R4  . . . . . . 

Faceblank,  C17 . . . . . . . . . 

Faceblank,  Field  Protective  Mask  . . . . . . 

Faceblanks,  Chemical  Biological  Mask,  C17R1  . . . . . . . 

Faceblanks,  Field  Protective  Mask,  Naturol  R'.bber,  General  Specification . 

Foceform,  Field  Protective  Mask,  M8 . . . . . . . . . . . . . . . 

Foceform,  Field  Protective  Mask,  M8 . . . . . 

Foceform,  Gas  Mask  . . . . . . . . . . . 

Facepiece,  Combat,  M9 . . . 

Facepiece,  Combat,  M9 . . . . . . . . . 

Foceshield,  Industrial..... . . . . . 

Faceshield,  Industrial.. . . . . . . . . . . . 

Foceshield,  Industrial . . . . . . . . . 

Facilities  &  Equipment  For  Receipt  &  Delivery  Of  Liquid  Fuels  Led  2)  Other  Than 
Dod  Rer 

Facility  Design  For  Trorospheric  Scatter  (Transhorizon  Mtcrowove  System  Design) .... 
Facings,  Aluminum,  To  Nonmetollic  Honeycomb  Core  For  Shelter  Panels,  Adhesive 
Bonding  Of  -  28  May  82 

Facsimile  Set  An/tC-1()  Inactive  For  New  Design  . . . . 

Factors  &  Correction  Tobies,  Miscellaneous  Conversion  -  1972  . . 

roctory-mode  Wrought  Steel  Buttwelding  Fittings  *  15  June  1987 . . . 

Failure  Classification  For  Reliability  Testing  . . . . . . 

Failure  Rate  Sampling  Plans  And  Procedures . . . . . . 

Failure  Reporting,  Anolysis  &  Corrective  Action  System . . . 

Fair  Linen,  Altar . . . . . 

Fair  Linen,  Altar . . . . . . . . 

Fairing,  Frorgible,  Airborne  Rockot  launcher  For  2.75  Inch  Rocket  System . 

Fairleod  And  Roller  (For  Pontoon  Assemblies  And  ALorine  Railways) . . . 

Fairlead,  Tent  line,  Magnesium  . . . . . . . . . 

Family  Of  Aerial  Vehicles  For  land  Forces  Up  To  The  Year  2000  (Edition  No.  2) 

(Re!  To  Other  Than  DOD  Act  Req  Pri  A, .  Of  CNM,  MAT  09B21,  WASH.  D.c. 
20360) 

Famotidine  Tablets . . . . . . . . . . . . 

Fan,  Centrifugal,  12  Cfm . . . . . . . . . . . . 

Fan,  Cehtrifugol,  ti.dustrlo! . . . . . . . . . . . . 

Fan,  Centrifugal,  Fixed  And  Portable,  Uentilation,  Novol  Shipboard  . 

Fan,  Centrifugal,  Draft  Forced  And  Induced . . . . . . . 

Fan,  Circulating  . . . . . . . . . . . . . . . 

f on.  Circulating,  Bracket  Nonoscillating,  Novel  Shipboard.... . 

Fan,  Circulating,  Rodlal  Discharge  . . . . . 

Fan,  Circulating,  Ceiling,  Refrigerated  Space  . . . . . . 

Fan;  Circulating,  Radiol  Discharge  . . . . . . . . 
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NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-F-62265 

4820 

AT 

14  Jun 

83 

AT 

ASTM  D21 16-81 

9330 

ER 

13  Jon 

83 

ER 

SH 

L 

MIL-HDBK  741 

NOTICE  1 

8305 

GL 

27  Feb 

87 

GL 

AMs  38238-77 

8305 

AS 

10  Nov 

78 

AS 

20 

L 

MIL-F-12298A 

1395 

AR 

26  Oct 

65 

AR 

L 

M11-F-87121A 

NOTICE  1 

8' 

20 

30  Jul 

87 

20 

«,IL-F-36911A  (1) 

6532 

DM 

26  Feb 

76 

MD 

MS 

03 

MIL-F-36901A  (2) 

6530 

DM 

23  Jul 

75 

MD 

MS 

03 

ASTM  D1424-83 

PACK 

AS 

20  Jun 

88 

SM 

AS 

99 

L 

MIL-F-14788 

1345 

AR 

20  Moy 

68 

AR 

MIL-HDBK  660A 

5985 

EC 

07  Jul 

72 

EL 

EC 

85 

L 

MIL-STD-1693A 
NOTICE  1 

THJM 

YD 

30  Sep 

88 

YD 

MIL-STD-1688 

NOTICE  1 

THJM 

SH 

14  Mar 

83 

SH 

L 

M1L-STD-1689 

THJM 

SH 

27  Dec 

83 

SH 

L 

MIL-STD-1681 

MISC 

SH 

29  Mar 

76 

SH 

ASTM  D2 136-84 

9320 

YD 

20  Jul 

88 

MR 

YD 

99 

ASTM  D173-86 

5650 

YD 

27  Jon 

87 

ME 

YD 

99 

ASTM  D173-81 

5650 

YD 

17  Mar 

82 

ME 

YD 

99 

ASTM  D173-86 

5650 

YD 

77  Jan 

87 

ME 

YD 

99 

ASTM  D2261-83 

83GP 

GL 

22  Jun 

84 

GL 

NU 

20 

ASTM  D2262-83 

83GP 

GL 

22  Jun 

84 

GL 

NU 

20 

l 

MIL-F-50022  <1) 

4240 

EA 

29  Mar 

60 

EA 

L 

MIL-F-51110A  (2) 

4240 

EA 

22  Sep 

86 

EA 

L 

MIL-F-5U09A  (2) 

4240 

EA 

18  Jul 

86 

EA 

MIL-F-50070C 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

l 

MIL-F-0010135C 

4240 

EA 

16  Dec 

68 

EA 

L 

MIL-F-51286B  (1) 

4240 

EA 

03  Sep 

86 

EA 

MIL-F-10135B 

4240 

EA 

2  Mor 

55 

EA 

YD 

99 

NOTICE  1  (AF) 
MIL-F-50073A 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

L 

MIL-F-0050073B 

4240 

EA 

28  Jul 

67 

EA 

MIL-F-12138B 

4240 

EA 

1  Jul 

54 

EA 

YD 

MIL-F-10117A 

4240 

EA 

4  Feb 

53 

EA 

YD 

L 

MIL-F-00101 17B 

4240 

EA 

14  Aug 

69 

EA 

AA-1770 

4240 

-EA 

12  Feb 

81 

EA 

99 

MIL-STD-1202A 

4240 

EA 

19  Aug 

88 

EA 

SH 

99 

L-F-36C  (3) 

4240 

•EA 

27  Nov 

74 

EA 

99 

NAT.STD-3756  (6) 

ISDF 

06 

13  Dec 

85 

Mll-HDSK  417 

SLHC 

90 

25  Nov 

77 

SC 

EC 

90  DC 

ASTM  E874-82 

8040 

GL 

03  Nov 

83 

GL 

SA 

99 

MIL-F-55006  (1) 
NOTICE  1 

5815 

CR 

12  Jon 

59 

CR 

99 

AWPA  F6-72 

8030 

MR 

10  Dec 

87 

MR 

99 

ANSI  816.9-86 

4730 

YD 

24  Aug 

87 

AR 

YD 

99 

L 

M'L-STD-2074 

REll 

AS 

15  Feb 

78 

AS 

MIL-STD-690B 

59GP 

ER 

28  Apr 

87 

ER 

EC 

85 

NOTICE  2 
MIL'STD-2155 

REll 

AS 

24  Jul 

85 

AS 

MIL-F-43583 

9925 

GL 

29  May 

68 

GL 

PE 

28 

A-A-50152 

9925 

GL 

19  Jon 

88 

GL 

PE 

28 

L 

MIL-F-47299A 

NOTICE  1 

1340 

Ml 

18  Apr 

86 

Ml 

L 

MIL-F.16723E 

2040 

YD 

21  Sep 

81 

YD 

MIL-F-16UE  (1) 
NOTICE  1 

8340 

GL 

27  Feb 

87 

GL 

SA 

99 

Q.STD-276 

ISDA 

AM 

25  Feb 

85 

A-A-0053086 

6505 

MB 

16  Jul 

87 

MD 

MS 

03 

L 

MIL-F-0050034E  (1) 

4240 

EA 

12  Jun 

87 

EA 

MIL-F-16716D 

4140 

YD 

23  Feb 

82 

ME 

YD 

99 

Q  L 

MIL-F-19004A 

NOTICE  1 

4)40 

SH 

10  Mor 

89 

SH 

L 

MIL-F-18523C 

NOTICE  1 

4)40 

YD 

17  Dec 

86 

YD 

L 

MIL-F-53026 

4140 

ME 

17  Moy 

83 

ME 

L 

MIL-F-68F  (2) 

4140 

SH 

10  Jun 

86 

SH 

W-F-95E 

4140 

•ME 

08  Sep 

76 

ME 

99 

MIL-F-151E 

4140 

SH 

05  Aug 

68 

ME 

SH 

FED-STD-65C 

4140 

t 

29  Mar 

76 

298 
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Fan,  Circu’ating,  Bracket  And  Fan  Circulating,  Detk  (Rigid  Blodes)  ............................ 

FEDSTD-50H 

4140 

t 

31  Mar 

76 

Fan,  Circulating,  Bracket  And  Fan,  Circulating,  Desk  (Rigid  Blodes).... . . 

Q 

W-F-101J 

4140 

X 

14  Sep 

79 

Fan,  Circulating,  Desk/wall  (16  Inch  Oscillating)  . . . . . 

A-A-1939 

4140 

t 

24  May 

83 

Fan,  Circulating,  Pedestal  (30  Inch  Non  OcillatJng  . . . . . . . . . . 

A-A-1941 

4140 

X 

26  Feb 

88 

Fan,  Circulating,  Multipurpose,  High  Velocity......... . . . . 

A-A-1943 

4140 

X 

19  May 

83 

Fan,  Guided  Missile,  Ground  Support  Equipment,  Genera1  Specification  For  . . 

MIL-F-46851B  (1) 

1450 

Ml 

03  Sep 

87 

Ml 

AS 

99 

Fan,  Irvduct  Sound  Power  Measurement  Procedure  For  •  1986  . . . . . . 

AGHRAE  68-86 

4140 

YD 

20  Jul 

88 

Fan,  Tube  Axiof,  For  Ventilating  Maintenance  Tents . . . . . . 

M1L-F-43320A 

4140 

GL 

29  Nov 

68 

GL 

99 

Fan,  Tubeaxia),  Miniature,  For  Cooling  Electronic  Equipment.. . . . . 

A-A-50506A 

4140 

/EC 

01  Dec 

82 

ME 

EC 

99 

Fan,  Vaneoxial  And  Tubeaxial,  Fixed  And  Portable,  Ventilation,  Naval  Shipboard  .... 

Q  L 

MIL.F-18953A  (1) 

4)40 

SH 

28  Sep 

70 

SH 

Fan,  Vaneoxial  Forced  Draft,  Steam  Turbine  Driven  . . . . . . 

Q  L 

MIL-F-18602A  (1) 

4140 

SH 

13  Jon 

65 

SH 

Fan,  Vaneoxial,  Engine  Cooling  . . . . . . . . . . . . 

L 

MIL-F-62564 

4140 

AT 

28  Apr 

88 

AT 

Fan,  Voneaxiol,  300  CFM,  400  Cycle,  416  Volts,  0  7  HP . 

L 

MIL-F-51228  (1) 

4240 

EA 

12  Jun 

87 

EA 

fan,  Ventilating,  Propeller  . . . . . . . . . . 

MIL-F-16081G 

4140 

Gl 

10  Jun 

71 

Gl 

YD 

99 

Fan,  Ventilating,  Vehicular  Compartment  . . . . . . . . 

l 

Mll-F-62563 

4140 

AT 

25  Jul 

88 

AT 

Fans,  Circulating,  Column  (Electric,  Rigid-blades  Non-oscillating,  Not  For  Marine 

FED-STD-49D 

4140 

X 

31  Mor 

76 

Service) 

Fans,  Ventilating,  Propeller.... . . . .  . . . . . . . . . . . 

AA-50032A 

4140 

/GL 

16  Jun 

88 

GL 

YD 

99 

Fastener  (Prong  Type)  . . . . . . . . . . . . 

A-A-247 

7510 

: 

22  Oct 

79 

Fastener  &  Cowl,  Post  Type  (See  AN  10076) . . . . . . 

AN226 

5325 

AS 

18  Nov 

48 

AS 

99 

Fastener  &  Snapslide  (Supersedes  An  3195)  . . . . . . . . 

MS-21332A 

5325 

82 

04  Mar 

68 

GL 

AS 

99 

Fastener  *  Blind,  Internal!  Threaded,  Externa!  Sleeve,  General  Purpose,  Protruding 

NAS  1699-83 

5325 

AS 

30  Jan 

84 

AS 

11 

Head,  Self  Locking 

REV  2 

Fastener  *  Blind,  Internally  Threaded,  External  Sleeve,  High  Temperature,  Protruding 

NAS  1671-83 

5325 

AS 

30  Jan 

84 

AS 

n 

Head,  Self  Locking  -  7  Sep  83 

REV  4 

Fastener  -  Blind,  Internally  Threaded,  External  Sleeve,  Lightweight,  Protruding  Head, 

NAS  1673-83 

5325 

AS 

30  Jan 

84 

AS 

n 

Seif  locking  -  7  Sep  83 

REV  2 

Fastener  -  Blind,  Internally  Threaded,  External  Sleeve,  lightweight,  Millable  Head, 

NAS  1674-83 

5325 

AS 

17  Ocl 

84 

AS 

11 

Self  Locking  *  7  Sep  83 

REV  2 

Fastener  •  Blind,  Internally  Threaded,  Externa!  Sleeve,  Generol  Purpose,  Flush  Head, 

NAS  1670  83 

5325 

AS 

30  Jon 

84 

AS 

n 

Self  Locking  •  7  Sep  83 

REV  2 

Fastener  *  Interlocking  Slide . . . . . . . . . . . . 

AN229 

5325 

AS 

15  Aug_ 

68 

AV 

AS 

99 

REV  5 

Fastener  -  Parachute  Pack  Tab  (Oval) . . . . . . . . . . 

AN6572 

1670 

AS 

30  Nov 

45 

AS 

Fastener  (Bolts),  Blind,  High  Strength,  Corrosion  Resistant  And  Heat  Resistant  Steel, 

MIL-F-8975/2A 

5320 

AS 

29  Sep 

82 

AV 

AS 

11 

Flush  Head 

Fastener  Blind,  High  Strength,  Poll  Type,  Positive  Mechanico!  lock.  Protruding  Head, 

MS-90354P 

5320 

AS 

23  Moy 

88 

AV 

AS 

99 

Alloy  Steel  112  K.s.i  Fsu 

Fastener  Blind,  Internolly  Threaded,  External  Sleeve,  General  Purpose,  Protruding 

E 

NAS  1669-83 

5325 

AS 

30  Jan 

84 

AS 

11 

Head,  Self  Locking  -  7  Sep  83  (W/dod  Exceptions) 

REV  2 

Fastener  Blind,  Internolly  Threaded,  External  Sleeve,  High  Temperature,  Flush  Head, 

E 

NAS  1672-83 

5325 

AS 

30  Jan 

54 

AS 

11 

Self  Locking  ■  7  Seo  83  (W/dod  Exceptions) 

REV  2 

Fastener  Installation  Snopslide . . . . . . . . 

MS-21327D 

5325 

82 

29  Jun 

82 

GL 

AS 

99 

Fastener  Recess  Test,  Method  For  Damage  To'eronce  Evaluation . . . . . 

MIL-STD-1761 

53GP 

11 

30  Sep 

88 

n 

NOTICE  1 

Fastener  Systems  For  Aerospace  Application . . . . . 

MIL-STD-1515A 

53GP 

11 

24  Jun 

83 

AV 

AS 

n 

NOTICE  2 

Fastener  Topes,  Hook  And  Pile,  Synthetic  . . . . . . . . . . 

MIL-F-21840F  (1) 

8315 

NU 

18  Feb 

83 

Gl 

NU 

n 

Fastener  Test  Methods,  Method  22,  Receptoele  Push  Out,  Panel  Fasteners  . . . . . 

MIL-STD-1312/22 

53GP 

AS 

26  Jul 

85 

AR 

AS 

ii 

Fastener  Test  Methods  *  Method  1,  Solt  Spray . . . . . . . 

Mll-STD-1312/1 

53GP 

AS 

19  Oct 

84 

AV 

AS 

ii 

Fastener  Test  Methods,  Method  12,  Thickness  Of  Metallic  Coatings  . . . . . 

MIL.STD-1312/12 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fastener  Test  Methods,  Method  23,  Tensile  Strength  Of  Fonel  Fasteners . . 

Mll-STD-1312/23 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fastener  Test  Methods,  Method  24,  Receptacle  Torque  Out,  Panel  Fasteners  . . 

Mll-STD-1312/24 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

Fastener  Test  Methods,  Method  25,  Driving  Recess  Torque  Quolity  Conformance 

Mll-STD-1312/25 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fastener  Test  Methods,  Method  26,  Structural  Panel  Fastener  lap  Joint  Shear 

MIL.STD-1312/26 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

Fastener  Test  Methods,  Method  27,  Panel  Fastener  Sheet  Pull  Up. . . . . . 

Mll-STD-1312/27 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fastener  Test  Methods  -  Method  2,  Interaction  . . . . . . . . . 

Mll-STD-1312/2 

53GP 

AS 

19  Ocl 

84 

AV 

AS 

11 

Fostener  Test  Methods  -  Method  3,  Humidity...... . . . . . . . . 

Mll-STD-1312/3 

53GP 

AS 

19  Ocl 

84 

AV 

AS 

11 

Fastener  Test  Methods,  Method  28,  Elevated  Temperature  Double  Shear  ................. 

MIL-STO-1312/28 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fostener  Test  Methods,  Method  29,  Measurement  Techniques  For  Determining  Shank 

Mll-STD-1312/29 

53GP 

AS 

26  Jul 

85 

AR 

AS 

ii 

Expanding  Characteristics  Of  Deformoble  Faste.  ers 

Fostener  Test  Methods,  Method  30,  Sheet;Pu!l*up  Of- Blind  Fasteners  ...................... 

Mll-STO-1312/30 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

Fastener  Test  Methods,  Method  31,  Torque . . . . . . . . 

Mll-STD-1312/31 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

Fostener  Test  Methods,  Metric  Method  105  Stress  Durability  . . . . . . . 

DOD-STD-1312/105 

53GP 

AS 

26  Mor 

84 

AR 

AS 

11 

Fastener  Test  Methods,  Metric  Method  107,  Vibration . . . . . . . 

DOD-STD-1312/107 

53GP 

AS 

26  Mar 

84 

AR 

AS 

11 

Fastener  Test  Methods,  Metric  Method  108  Tensile  Strength, . . . . . . . . 

DOD-STD-1312/108 

53GP 

AS 

26  Mor 

84 

AR 

AS 

ii 

Fastener  Test  Methods,  Metric  Method  109  Stress  Corrosion  . . . . 

DOD-STD-1312/109 

53GP 

AS 

26  Mor 

84 

AR 

AS 

n 

Fastener  Test  Methods,  Metric  Method  1)1  Tension  Fatigue  ...................................... 

DOD-STD-1312/111 

53GP 

AS 

26  Mar 

84 

AR 

AS 

11 

Fastener  Test  Methods,  Method  4,  Lap  Joint  Sheor.. . . . . . . 

Mll-STD-1312/4 

53GP 

AS 

19  Oct 

84 

AV 

AS 

u 

Fostener  Test  Methods,  Method  5,  Stress  Durability  . . 

DOD-STD-13I2/5A 

53GP 

AS 

19  Ocl 

84 

AR 

AS 

11 

5a;Jcr.cr-Ic;f‘,V.c*hcd;,  Method  6,  . , . . 

Mil-STtM3i2/6 

53GF 

AS 

19  Oct 

34 

AV 

AS 

IT 

Fostener  Test  Methods,  Metric.  Method  7,  Vibration  (S/S  By  DOD  STO  1312-107),. 

Mll-STO-1312/7 

53GP 

AS 

26  Mor 

84 

AR 

AS 

n 

Fastener  Test  Methods,  Metric,  Method  8,  Tensile  Strength  (S/s  By  DOD  STD 

DOD-STD-1312/8 

53GP 

AS 

26  Mar 

84 

AR 

AS 

ii 

1312-108) 

Fastener  Test  Methods,  Metric,  Method  9,  Stress  Corrosion  . . . . . 

DOD-S1D-1312/9 

53GP 

AS 

26  Mor 

84 

AR 

AS 

11 

Fostener  Test  Methods,  Method  10,  Stress  Rupture  . . . . . 

Mtl-STD-1312/10 

53GP 

AS 

19  Ocl 

84 

AV 

AS 

11 

Fastener  Test  Methods,  Method  15,  Torque  *  Tension  . . . . 

MIL-STD-1312/15 

53GP 

AS 

26  Jul 

85 

AR 

AS 

ii 

Fastener  Test  Methods,  Method  16,  Clamping  Force  For  Installation  Formed 

Mtl-STD-1312/16 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

Fasteners 

Fostener  Test  Methods,  Method  17,  Stress  Relation............. . . . 

MIl-STO-1312/17 

53GP 

AS 

26  Jul 

85 

AR 

AS 

ii 

Fastener  Test  Methods,  Method  18,  Elevated  Temperature  Tensile  Strength..... . . . 

MIL-STO-1312/18 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

Fastener  Test  Methods,  Method  19,  FastenerSeoling  . . . . 

M1L-STD-1312/19 

53GP 

AS 

26  Jul 

85 

AR 

AS 

n 

ALPHABETICAL  LISTING 


HUE 

Fostener  Test  Methods,  Method  20,  Single  Shear  . . 

Fastener  Test  Methods,  Method  21,  Shear  Joint  Fatigue  Constant  Amplitude  . . . 

Fastener  Test  Methods,  Metric  Method  113  Double  Shear  Test. . . . 

Fostener  Titanium  Alloy,  Procurement  Specification  *  Dec  73.W/DOD  Exceptions . 

Fastener-container  Closure . . . . . . . . . . . 

Fastener,  (Bolts),  Blind,  High  Strength,  Installation  Formed,  Corrosion  Resistant 
Steel,  Heal  Resistant  Steel  And  Titanium,  Design  And  Usage  limitations  For 

Fostener,  Belt,  Clips,  End,  Strap,  With  Hook,  And  Keepeis,  Slide . 

Fastener,  Blind,  Internally  Threaded,  External  Sleeve  ■*  Jun  72  . . . . 

Fastener,  Blind,  High  Strength,  Installation  Formed,  Corrosion  Resistant  Steel,  Heat 
Resistant  Steel  &  Titanium,  General  Specification  For 
Fastener,  Blind,  High  Strength,  Pull  Type,  Positive  Mechanical  lock,  100  Degrees 
Flush  Head,  Corrosion  Resisting  Steel  95  Ksi  Fsu 

Fastener,  Blind,  Titanium,  Protruding  Head  Type  2  Gass  2  . . . . 

Fastener,  Blind,  High  Strength,  Pull  Type,  Positive  Mechanical  Lock,  Protruding 
Head, 'Corrosion  Resisting  Steel,  95  KSI  Fsu 
Fastener,  Blind,  High  Strength,  Installation  Formed,  Alloy  Steel,  Design  &  Usage 
limitations  For 

Fastener,  Blind,  High  Strength,  Installation  Formed,  Threaded,  Self  locking,  100 
Deg.  Flush  Head,  450  Deg.  F,  Alloy  Steel  112  Ksi  Fsu 
Fastener,  Blind,  High  Strength,  Installation  Formed,  Threaded,  Self  Locking, 

Protruding  Head,  450  Deg.  F,  Alloy  Steel,  1 12  KSI,  Fsu 

Fastener,  Case,  For  Equipment  Rack  System  In  Aircraft . . . . 

Fastener,  Control  Panel,  Aircraft  Equipment . . . 

FasVrjer,  Corrugated,  Wood  Joint . . . . . . . . . 

Fastener,  Electronic  Equipment,  Positive  Self-locking  . . . . 

Fastener,  Electronic  Equipment,  Positive  Self-locking,  Force  limiting  . 

Fostener,  Externolly  Threaded,  450  Deg.  F  And  1,200  Deg.  F,  Self-locking  Element 
For 

Fastener,  Externolly  Threod,  250  Deg.  F,  Self  locking  Element  For . 

Fastener,  Externolly  Threaded,  Self-locking  Design  And  Usage  limitations  For. . 

Fastener,  Paper  (Compressor  Type) . . . . . . . . . . . . 

Fostener,  Parachute  Pack  . . . . v . . . . . 

X 

fastener.  Plastic,  For  Equipage  Items . . . . . . . . . . 

Fastener,  Positive  locking,  Electronic  Equipment  General  Spec  For . . . 

Fastener,  Positive  Self  locking  Case  Mounting,  Electronic  Equipment  (With  Holding 
Clomp) 

Fastener,  Quick  Release,  Aluminum  . . . . . 

Fostener,  Recommended  Shank,  Hole  &  Head  To  Shank  Fillet  Radius  limits  For  -  Jun 
58  W/dod  Exceptions 

Fastener,  Refrigerator  Panel . . . . . . . . . . 

Fastener,  Rotary,  Quick  Operating,  Flush  Head,  Floa*'ns  Type,  2210  lbs  Min  Tensile 
Strength 

Fostener,  Rotary,  Quick-operating,  High-strength  (Asg) . . . . 

Fastener,  Rotary,  Quick  Operating,  Protruding  Head,  Floating  Type,  2210  Lbs  Min 
Tensile  Strength 

Fastener,  Screw  Threaded,  And  Related  Items,  Non-mognetic  . . . 

Fostener,  Self  locking,  Case  Mounting,  Electronic  Equipment  (With  Holding  Clomp) 
(Inoctive  Use  Ms  14109) 

Fastener,  Self  locking  Cose  Mounting,  Electronic  Equipment  Inactive  For  New 
Design 

Fastener,  Slide,  Interlocking . . . . . . . . . 

Fastener,  Snap . . . . . . . . . . 

Fastener,  Snap,  Plastic . . . . . . . . . 

Fostener,  Snap,  Style  1  (Large  Curtain  Type)  . . . . . . . . . 

Fastener,  Snap,  Syyfe  lb  (Mud-proof  Curtain  Type) . . . . . . 

Fostener,  Snap,  Style  2  (Regular  Wire  Spring  Clomp  Type)..... . 

Fostener,  Snap,  Style  2A  (Smoll  Wire  Spring  Clamp  type)  . . 

Fostener,  Snap,  Style  3  (Pronged  Ring  Heod  Type . 

Fastener,  Snap,  Style  4 . . . . . . . . . . . 

Fostener,  Snop,  Style  5  (Scolloped  Button  Heod  Type . . . . . 

Fostener,  Snop,  Style  6  (Funnel  Neck  Button  Heod  Type) . . . . . 

Fastener,  Snop,  Style  7  (Rivet  Type) . 

Fostener,  Test  Methods  Metric,  Method  11,  Tension  Fatigue  (S/s  By  DOD  STD 
1312.11?) 

Fastener,  Titanium  And  Titanium  Bose  Alloy,  Design  And  Usage  limitations  For 
(INACTIVE-24  May  1965) 

Fostener,  Torque,  For  Threaded  Applications,  Definitions  Of  -  15  Jon  75 . 

Fasteners  -  Snop  And  Curtoin  (Inoctive  Use  MS27977  Thru  MS27986 . 

Fasteners  For  Highly  Specialized  Engineered  Applications,  Inspection  8.  Quality 
Assurance  For «  16  Jon  1987 

Fasteners  On  Propulsion  Equipment,  Metric,  Hole  Sizes,  Recommended  For  •  Nov 
1983 

Fasteners;  Panel;  Nonstructurol . . . . . . . . . . . . . . . 

Fo.teners,  Alloy  Steel,  Externolly  Threaded,  1250  MPA,  750  MPA  Shear, 
Procurement  Specification,  Metric  *  Jul  79 
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Mll-STD-1312/20 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

MIL-STD-1312/21 

53GP 

AS 

26  Jul 

85 

AR 

AS 

11 

DOD-STD-1312/113 

53GP 

AS 

26  Mar 

84 

AR 

AS 

11 

E 

NAS  621-73 

5306 

AS 

15  Sep 

78 

AV 

11 

REV  8 

MS-24S3SA 

5340 

82 

29  Mar 

85 

GL 

AS 

99 

MIL-F-8975/1A 

5320 

AS 

29  Sep 

82 

AV 

AS 

11 

MIL-F-411C 

8465 

Gl 

07  Jun 

85 

GL 

NU 

99 

NAS  1675-72 

5325 

AS 

14  Jun 

74 

AV 

AS 

11 

MIL-F-8975B  (1) 

SUPPL  1 

5320 

AS 

27  May 

88 

AV 

AS 

99 

MS-21 140F 

5320 

AS 

23  May 

88 

AV 

AS 

99 

MIL-F-8975/5A 

5320 

AS 

29  Sep 

82 

AV 

AS 

11 

MS-21 141F 

5320 

AS 

23  May 

88 

AV 

AS 

99 

MIL-F-81 177/1 

NOTICE  1 

5320 

AS 

09  Mor 

88 

AV 

AS 

Mly-F-81 177/2 

NOTICE  1 

5320 

AS 

09  Mar 

88 

AV 

AS 

MIL-F-81 177/3 

NOTICE  1 

5320 

AS 

09  Mar 

88 

AV 

AS 

11 

MIL-F-8490A  (4) 

5325 

82 

14  Mar 

85 

AS 

99 

l 

MIL-F-25173A  (2) 

5325 

AS 

23  Nov 

59 

AS 

A-A-1957A 

5315 

•IS 

21  Feb 

84 

AR 

YD 

99 

MIL-F-85731/1 

5340 

AS 

14  Apr 

86 

ER 

AS 

11 

Mll-F-85731/2 

5340 

AS 

14  Apr 

86 

Q 

MIL-F-8961 

5306 

AS 

27  Sep 

67 

AS 

11 

O 

MIL-F-18240O  (1) 

•5305 

AS 

15  Aug 

78 

AV 

AS 

99 

MS-15981D 

5305 

AS 

27  Otl 

67 

AS 

99 

A-A-407B 

7510 

> 

17  Jul 

85 

MS-70092B 

1670 

GL 

31  Dec 

87 

GL 

AS 

99 

NOTICE  1 

MIL-F-43514B 

8465 

GL 

30  Sep 

85 

GL 

SA 

11 

MIL-F-85731 

5340 

AS 

14  Apr 

86 

AV 

11 

L 

MS-14109A 

5340 

AS 

15  May 

72 

AS 

l 

MIL-F-1 1698D 

5340 

Gl 

16  Aug 

88 

Gl 

E 

NAS  618-58 

5325 

AS 

14  Jun 

74 

AV 

AS 

11 

M11-F-14187D 

5325 

Gl 

30  Jun 

80 

GL 

99 

MS-17731C 

5325 

AS 

19  Jul 

71 

AV 

AS 

11 

Q 

MIL-F-22978A 

5325 

AS 

10  Jun 

63 

AS 

99 

MS-17732C 

5325 

AS 

19  Jul 

71 

AV 

AS 

11 

L 

MIL-F-19700A 

♦5315 

SH 

12  Nov 

87 

SH 

l 

MS-27601C 

5340 

82 

26  Jul 

78 

99 

l 

MS-27600D 

5325 

82 

26  Jul 

78 

99 

V-F-106F 

INT  AMD  1 

5325 

/GL 

23  Jun 

87 

GL 

AS 

99 

l 

MIL-F-51184A 

NOTICE  1 

5325 

EA 

09  Sep 

88 

EA 

l 

MIL-F-43573A 

5325 

Gl 

28  Jun 

68 

GL 

MS-27977D 

5325 

GL 

30  Apr 

86 

GL 

AS 

99 

MS-27979C 

NOTICE  1 

5325 

GL 

12  Feb 

88 

GL 

AS 

99 

MS-27980E 

5325 

GL 

30  Nov 

84 

Gl 

AS 

99 

MS-27981B 

5325 

GL 

05  May 

71 

GL 

AS 

99 

MS-27982C 

5325 

GL 

31  Jul 

78 

Gl 

AS 

99 

MS-27983B 

5325 

GL 

05  Mo y 

71 

Gl 

AS 

99 

MS-279848 

5325 

GL 

05  May 

71 

Gl 

AS 

99 

MS-27985B 

5325 

GL 

05  Moy 

71 

GL 

AS 

99 

MS-27986C 

NOTICE  1 

5325 

GL 

12  Feb 

88 

Gl 

AS 

99 

DOD-STD-1312/11 

53GP 

AS 

26  Mor 

84 

AR 

AS 

11 

l 

MS-33592A 

53GP 

AS 

24  Moy 

65 

AS 

AS  1310-75 

53GP 

11 

30  Aug 

77 

AV 

AS 

11 

AN227 

REV  9 

5325 

AS 

22  Moy 

70 

AV 

AS 

99 

ASME/ANSI  B18.18.4M-87  QCIC 

AR 

21  Apr 

87 

AR 

OS 

99 

MAP  1753-83 

53GP 

AR 

01  Nov 

85 

AR 

AS 

99 

Q 

MIL-F-5591C  (1) 

5325 

AS 

20  Jun 

88 

AR 

AS 

99 

NA  0057-79 

53GP 

15  Jul 

85 

AV 

11 

300 
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Fojteners,  Blind,  High  Strength,  Titanium/crei,  Flush  Head,  Type  1,  Class  2. . 

Mll-F-8975/6 

5320 

AS 

06  Jun 

88 

AV 

AS 

99 

Fasteners,  Blind,  High  Strength,  Insta'lation  Formed,  Alloy  Steel . . . 

Q  MIL-F-81177E 

5320 

AS 

15  Feb 

84 

AV 

AS 

99 

Fasteners,  Blind,  Titanium,  Flush  Head,  Type  2,  Class  2 . . . 

MIL-F-8975/3A 

5320 

AS 

29  Sep 

82 

AV 

AS 

11 

Fasteners,  Blind,  High  Strength,  Corrosion  Resistant  &  Heat  Resistant  Steel 

MIL-F-8975/4A  (1) 

5320 

AS 

15  Oct 

85 

AV 

AS 

11 

Protruding  Head,  Type  2  Class  1 

Fasteners,  Carbon  And  Alloy  Steel  Extemollythread  Metric  -  31AUG  1984 . . 

ASTM  F568-84A 

53GP 

AR 

27  Aug 

85 

AR 

AS 

99 

Fasteners,  Externolly  &  Internally  Threoded,  Washers  &  Rivets,  Conducting  Tests  To 

ASTM  F 606  *86 

53GP 

AR 

16  Apr 

86 

AR 

AS 

99 

Determine  TF^e  Mechanical  Properties  Of  •  14  Jan  86 

Fasteners,  Gentral  Purpose,  Inspection  &  Quality  Assurance  For  *  16  Jon  1987 . 

ASME/ANSI  B18.18.1M.87  QC1C 

AR 

21  Apr 

87 

AR 

OS 

99 

Fasteners,  General  Purpose  Metric,  Inspection  &  Quality  Assurance  For  *  1**  Sep  82 

ANSI  B18.18.1M-82 

QCIC 

AR 

07  Mor 

83 

AR 

OS 

99 

Fasteners,  High  Volume  Machine  Assembly,  Inspection  &  Qualify  Assurance  For  -  16 

ASME/ANSI  B18.18.2M-87  QCIC 

AR 

21  Apt 

87 

AR 

OS 

99 

Jon  1987 

Fasteners,  Identification  Cf  •  Jul  59.... . . . . . . . 

NAS  1347*59 

53GP 

ii 

15  Dec 

77 

AV 

AS 

11 

Fasteners,  MJ  Externolly  Threoded,  Areas  For  Calculating  Stress *Or  load  Values  For 

MA  1520*87 

53GP 

IS 

17  Oct 

88 

AR 

99 

(Metric  -  1  Jul  87 

Fastt-ners,  Male  Threaded,  Metric  Design,  Parameters  For  -  May  02 . . . 

NA  0156*82 

53GP 

IS 

22  May 

86 

AR 

AS 

99 

Fasteners,  Mechanical,  Glossary  4  Terms  For  •  (Reopproved  1981) . . . 

ANSI  B18.12  62R81 

53GP 

AR 

07  Apr 

71 

AR 

SH 

99 

Fasteners,  Metric,  Inspection  &  Quality  Assurance  For  High  Volume  Mochine 

ANSI  B18.18.2M-82 

QCIC 

AR 

03  Oct 

83 

AR 

OS 

99 

Assembly  *  14  Sep  82 

Fasteners,  Metric,  A-286  Cres,  Externally  Threoded,  1100  Mpa  Tensile,  660  Mpa 

NA  0026*77 

53GP 

IS 

15  Jul 

85 

AV 

99  IS 

Shear,  Procurement  Specification  •  Nov  1977 

Fasteners,  Metric,  Titanium  Alloy,  Externally  Threaded,  1 100  Mpa  Tensile,  660  Mpo 

NA  0007*78 

53GP 

IS 

15  Jul 

85 

AV 

11  IS 

Shear,  Procurement  Specification  •  March  1978 

* 

Fasteners,  Metric,  Alloy  Steel,  Externolly  Threoded,  1100  MPA  Tensile,  660  MPA 

NA  0008*78 

53GP 

AR 

21  Jan 

85 

AR 

AS 

99 

Shear,  Procurement  Specifications  •  Mar  78 

Fasteners,  Ring  locked  inserts  And  Studs,  Insolation  And  Replacement  Of . 

MS-5I995C 

53GP 

AR 

12  Feb 

88 

AR 

AS 

99 

Fasteners,  Screw  Threoded,  Descriptive  Factor  Symbols  And  Order  Of  Notes  For 

MS-17855A 

53GP 

AS 

19  Jan 

68 

AV 

AS 

99 

Engineering  Documents  For 

Fasteners,  Snap . . . . . . . . . 

MII-F-10884F 

5325 

GL 

30  Dec 

88 

GL 

AS 

99 

Fosteners,  Special  Purpose,  Inspection  &  Quality  Assurance  For  •  16  Jon  1987 . 

ASME/ANSI  818.18.3M-87  QCIC 

AR 

21  Apr 

87 

AR 

OS 

99 

Fasteners,  Test  Methods . . . . . . . . . 

MII-STD-1312B 

53GP 

AS 

19  Oct 

84 

AR 

AS 

99 

Fasteners,  Wood  Joint,  Corrugated  (Saw  Edge)  . . . . . . 

FF-F-133A 

5315 

/AR 

05  Oct 

67 

AR 

YD 

82 

Fastening  Devices  Preferred  For  Design,  listing  Of  . . . . . 

MIL-STD-1754 

5325 

AR 

29  Dec 

78 

GL 

Fastening  Systems,  Mechanical,  Air  Vehicle  . . . . . . . 

L  Mll-STD-1792 

5325 

n 

23  Dec 

85 

11 

Fastner  Test  Methods  Method  14  Stress  Dupability  Internally  Threaded  Fasteners...... 

MIL-STD-1312/14 

53GP 

AS 

05  Jan 

87 

AR 

AS 

11 

Fat  Emulsion  Injection . . . 

A-A-51501A 

6505 

MB 

30  Jul 

87 

MD 

MS 

03 

Fat,  Hydrogenated,  Vegetable . . . . . . . . . 

MIL-F-35081E 

8945 

GL 

31  Dec 

84 

GL 

SA 

50 

Fatty  Oil  (For  Metal  Working  lubricants)  . . . 

L  Mll.F-46148 

9150 

AR 

24  Aug 

70 

AR 

Faucet  (Drum  And  8arrel) . . . . . 

WW-F-258 

4510 

•ME 

31  Ocl 

77 

ME 

99 

Faucet,  Double . . . . . 

A-A-231 

4510 

/GS 

25  Noy 

88 

Faucet,  Double,  Single,  And  lawn  (Laundry  Sink,  Kitchen,  And  lavatory)  (Land  Use) 

WW-F-001910  (2) 

4510 

/ 

02  Aug 

77 

Faucet,  lawn  . . 

A-A-232 

4510 

/GS 

25  Noy 

88 

Faucet,  Single  (Sink,  Hose)  . . . . . . . . 

A-A'233 

4510 

/GS 

25  Noy 

88 

Faucet,  Single  (lavatory) . . . . . 

A-A-234 

4510 

/GS 

25  Noy 

88 

Faucet,  Single  (Drum  &barrel) . . . . . . . 

A-A-2079 

4510 

•ME 

06  Ocl 

82 

Faucet,  Single  &  Double,  Compression  8.  Self  Closing  Type,  Navol  Sh.pboard  . . 

l  MIL-F-163G 

4510 

SH 

13  Dec 

85 

SH 

NOTICE  2 

Feather  And  Down,  Waterfowl,  Recloimed  And  Tan*0‘qu<!-qm  Treated . 

l  Mll-F-43572 

8320 

GL 

28  Feb 

68 

GL 

Feother,  landfowl,  (Whole)  And  (Crushed)  . . . . . 

CF-158C  (1) 

8320 

/GL 

12  Noy 

87 

GL 

99 

NOTICE  1 

Feather,  londfowl,  (Whole)  And  (Crushed),  Tan-o*qui!*qm  Treated . 

MIL-F-43612A 

8320 

GL 

28  Mor 

86 

GL 

NU 

99 

Feother,  Waterfowl,  And  Down,  Waterfowl . . . . . 

CF-160C 

8320 

/GL 

12  Noy 

87 

GL 

SA 

99 

NOTICE  1 

Feothers  And  Down,  Waterfowl,  Tamo-quil-qm  Treated . . . 

MIL-F-43097H 

8320 

GL 

21  Dec 

84 

GL 

NU 

99 

Federol  Standard  Cobol  Pocket  Guide . . . . . 

FIPS-47 

IPSC 

02 

01  Feb 

77 

OM  02 

Federal,  Military,  Industry  Specifications  &  Standards  &  NAVAIR  Series  Documents 

MIL-BULL  544E 

GDRQAS 

05  Apr 

85 

AS 

Approved  By  The  Naval  Air  Systems  Commond  •  Alphabetical  listing 

PART  1 

Federol,  Miiitory,  Industry  Specifications  &  Standards  &  NAVAIR  Series  Documents 

L  MIL-BULL  544E 

GDRQAS 

05  Apr 

85 

AS 

Approved  By  The  Naval  Air  Systems  Commond  ■  Numerical  listing 

PART  2 

Federal,  Miiitory,  Industry  Specifications  &  Standards,  &  NAVAIR  Series  Documents 

L  MIL-BULL  544F 

GDRGAS 

OlMoy 

86 

AS 

Approved  By  The  Novol  Air  Systems  Commond  -  Numeric  Listing  (Cancelled 

PART  3 

Documents) 

Feed  Assembly,  Ammo  For  Arament  Subsystem,  Helicopter,  20MM,  M97E1  & 

L  MIL-F-63428 

1005 

AR 

22  Mor 

88 

AR 

M97E2 

Feed,  Dry,  For  Dogs......... . . . 

N-F-170F 

8710 

/GL 

22  Mar 

74 

GL 

YD 

99 

Feed,  High  Caloric,  Medicoted,  For  Military  Working  Dogs . . . . . . 

MIL-F-437548 

8710 

GL 

30  Ocl 

87 

GL 

99 

NOTICE  1 

Feed,  Mechanisms,  20MM,  Mark  7  Mods  0  &  2  (Inactive)  . . . . . 

l  MIL-F-19924  (1) 

1005 

AS 

05  Feb 

58 

AS 

NOTICE  1 

Feeder,  Automatic  .Gun.  M89  And  M89E) . . . . 

MIL-F-45966  (1) 

1005 

AR 

17  Dec 

76 

AR 

OS 

Feeder,  Automatic  Gun,  MAU'57A/A  . . . . . . . . . 

MIl*F*45939 

1005 

AR 

28  Mo i 

87 

AR 

OS 

99 

NOTICE  1 

Feeder,  Automatic  Gun,  M3A1  . . . . . . . . . . . 

■MIL-F-45557B 

1005 

AR 

28  May 

87 

AR 

99 

NOTICE  1 

Feeder,  Automatic  Gun,  M2A1  . . . . . . . . . . 

MIL-F-45556A 

1005 

AR 

X 

o 

S 

CO 

c< 

87 

AR 

OS 

99 

NOTICE  1 

Feeder,  Boiler  Wafer  Treatment,  By>poss  And  Compound  Receiver  Types . 

MIL-F-18113D 

4410 

YD 

06  Feb 

84 

YD 

99 

Feeder,  Delinking,  Aircraft  Mochine  Gun,  MAU-56/A . . . . . . 

MIL-F-45598  (1) 

1005 

AR 

28  Moy 

87 

AR 

99 

NOTICE  1 

Felt  Or  Woven  Fabric,  Bitumen  Saturated  For  Roofing  And  Waterproof . 

ASTM  DI46-78A 

5650 

YD 

30  Jon 

80 

ME 

:  yd 

C-F-202F 

8305 

/GL 

31  Dec 

85 

GL 

NU 

99 

Felt  Sheet.  Cloth,  Felt,  Wool,  Pressed  . . . . . . . . . 

C-F-206F 

8305 

/GL 

29  Sep 

83 

GL 

NU 

99 

301 


ALPHABETICAL  LISTING 


TITLE 

felt  Sheet,  Nylon,  Non-woven  (Needle  Punched).,.  ..................... . . . . 

Felt  Sheet,  Wool, white,  Soft  . . . . . . . . . . . . 

Felt  Sheet,  Wool,  Compound  Impregnated,  Chock  Podding  . . . . 

Felt  Strip,  Packing  Gtcrd  (A*g) . . . . . . . . . . . 

Felt,  Atpholt  Saturated  Asbestos,  Used  In  Roofing  &  Waterproofing  •  1  Mar  84  ...... 

Felt,  AsphcU  saturated  Organic,  Used  In  Rodfing  &  Woterproofing  -  29  Apr.  88 ........ 

Fc!r  ballistic.  Nylon  . . . . . . . . 

Felt,  Coal  Tar  Saturated  Organic,  Used  In  Roofing  &  Woteiproofing  -  25  Jun  82  .... 

Felt,  Hair  Or  Wool,  Mildew  Resistant,  And  Moisture  Resistant  Treatment  For............ 

Fence  Posts  -  Preservative  Treatment  By  Pressure  Processes  (1987) . . . 

Fence  Posts  And  Accessories  (Detail  Specification) . . . . . . . . . 

Fencing  Wire  (8arbed  Wire)  (Detail  Specification)  . . . . . 

Fencing  Wire  (Woven  Wire  And  Netting,  Fabric)  (Detoil  Specification) . . 

Fencing,  Wire  &  Post  Metal  (Chain  Link  Fence  Fcbric)  (Detoil  Specification)  . . 

Fencing,  Wire  &  Post  Metal  (Chain  Link  Fence  Gates)  (Detail  Specification)  .... — ... 
Fencing,  Wire  &  Post  Metal  (Chain  Link  Fence  Posts,  Top  Roils  &  Braces)  (Detail 
Specification) 

Fencing,  Wire  &  Post  Metal  (Chain  link  Fence  Accessories)  (Detail  Specification)  .... 
Fencing,  Wire  And  Post  Metal  (And  Gates,  Chain  Link  Fence  Fabric,  And 
Accessories)  (  Generol  Specification) 

Fencing,  Wire,  Fence  Posts  And  Accessories  (Barbed  Wire,  Woven  Wire,  And 
Netting)  (Generol  Specification) 

Fender,  Marine,  Vinyl,  Air  Filled....... . . . . . . . . . . . . 

Fender,  Marine,  Robber-filled . . . . . . . . . . 

Fenders,  Marine,  Foam  Filled,  Netless  . . . . . . . . . . . . 
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MIL-HDBK  786 

NDTI 

MR 

01  Oct 

87 

MR 

AS 

20 

Emission  Events 

Field  Change  Kit  For  Variable  Output  Power  Capability  For  Transmitter 

L  MIL-F-28874  (1) 

5820 

EC 

30  Apr 

84 

EC 

AN/URT-23(C) 

Field  Changes  And  Field  Change  Kits,  General  Specification  For . . . 

l  MIL-F-I7655C 

TMSS 

SH 

04  Feb 

69 

SH 

Field  Cuts,  Creosote  For  Brush  Or  Spray  Treatment,  Standard  For  10  Dec  87  . 

AWPA  P7-85 

8030 

MR 

10  Dec 

87 

MR 

99 

Field  Pack,  Canvas,  Combat,  M&1961  . . . . . . 

MIL-F-40165C 

8465 

Gl 

05  Aug 

87 

GL 

99 

NOTICE  2  (Gl) 

Field  Pack,  Combat,  Nylon,  Large,  LC*1 . . . 

MIL-F-43B32C 

8465 

GL 

23  Jon 

86 

GL 

NU 

99 

Field  Pack,  Combat,  Nylon,  Medium,  LC-1 . . . . 

MIL-F-43833C  (1) 

8465 

Gl 

28  Jul 

87 

GL 

NU 

99 

Field  Pack,  large,  With  Internal  Frames  &,  Pack,  Patrol,  Combat..... . . . . 

L  MIL*F*44324A 

8465 

Gl 

15  Apr 

88 

Field  Pack,  Training  . . . . . . . . . . . 

l  MIL-F-43997A 

8465 

GL 

30  Sep 

86 

Gl 

Field  Refrigeration  Equipment. . . . . . . . . 

MIL-HDBK  739 

•4130 

Gl 

27  Feb 

87 

Gl 

YD 

82 

NOTICE  1 

Fiffint  End,  Bolt  Cluster  Fitting,  Single  Port  . . . . . 

MS-21932C 

4730 

AS 

27  Jul 

87 

AV 

AS 

99 

Fifth  Wheel  ASSEMBLY&8.36  Inch  Universal,  Truck&tracfor,  45,000  Lbs.  Capacity  .... 

MS-53034A 

2510 

AT 

31  Aug 

87 

AT 

MC 

99 

NOTICE  1 

Fifth  Wheel  ASSEMBLY-33  Inch  Universal,  Truck-tractor,  25,000  lb  Capacity . 

MS-52105 

2510 

AT 

16  Jul 

69 

AT 

99 

Fifth  Wheel  ASSEMBLY&33  Inch  Non&umversol,  Dolly,  Trailer  Converter,  19,000 

MS-53035A 

2510 

AT 

18  Dec 

87 

AT 

YD 

99 

Lbs.  Capacity 

NOTICE  1 

Fifth  Wheel  Attachments  (A6CA.284)  . . . . . . . . . 

Q-STD-284 

ISDA 

AM 

24  Mor 

72 

Fifth  Wheel  Attachments  (Edition  1)  (Pt  1  -  NATO  Kingpin) . . . . . . 

NAT-STD-4009/1  (4) 

ISDN 

NM 

29  Aug 

67 

PART  1 

Fifth  Wheel  Kingpin  (For  Semt-lroilers  Of  A  Gross  Weight  From  22  To  72  Tons) 

NAT-STD-4009/4  (5) 

ISDN 

NM 

29  Aug 

67 

(Edition  1)  (Pt  4  &  Amds  1*5 

PART  4 

Fifth  Wheel  Kingpin,  Commercial  Trailers  &  Semitrailers  •  Jan  70 . . . 

SAE  J700B-70 

2510 

AT 

30  Sep 

81 

AT 

99 

Fifth  Wheel  Kingpin,  Heavy  Duty,  Commercial  Trailers  &  Semitrailers  •  Jul  66 

SAE  J848A-66 

2510 

AT 

30  Sep 

81 

AT 

99 

(Rcapproved  Oct  83 

Z-F-00174/28 

8915 

/GL 

12  Jon 

72 

Gl 

SA 

50 

Filament,  Combustible  Gas  Indicator  . . 

A-A-51678 

6665 

/MB 

20  Ocl 

86 

MD 

MS 

03 

File  And  Reamer  Set,  Pulp  Canal,  Dental . . . . . . . 

GG-F-336C  (1) 

6520 

/DM 

31  Jon 

61 

MD 

MS 

03 

Fite  And  Reamer,  Pulp  Canal,  Dental,  Standardized . 

GG-F-00336G 

6520 

/DM 

23  Jun 

76 

File  Backer,  Paper  . . . . . . . 

UU-F-350A 

7510 

% 

14  Jul 

59 

File  Backer,  Poper  . . . . . . . . . 

UU-F-00350B 

7510 

* 

15  Jon 

69 

File  Cabinets,  Lateral,  Steel . . . . . 

A-A-1709B 

7110 

X 

15  Sep 

83 

Fite  Cobinets,  Vertical,  Steel... . . . . . 

A-A-704B 

7110 

X 

16  Moy 

83 

File  Destroyer,  incendiary,  ABC  M4 . . . . . . . 

MIL-F-13549F  (5) 

1375 

AR 

30  Jul 

70 

AR 

OS 

File  Transfer  Protocol . . . . . . . . 

MIL-STD-1780 

SLHC 

DC 

10  May 

84 

CR 

OM  90 

File,  Bone,  Dental,  Double-ended,  Seldin,  No.  11.... . . . . . 

MIL-F-36733A 

6520 

MB 

28  Jul 

86 

MD 

MS 

03 

File,  Bone,  3*1/2  Inch  Blade . . . . . 

Mll-F-37037 

6515 

DM 

22  Feb 

74 

MD 

MS 

03 

File,  Hand  (American  Pattern),  Square . . . . . 

A-A-2320 

5110 

X 

27  Sep 

85 

File,  Hand  (Americon  Pattern),  Aluminum . . . 

A-A-2307 

5110 

» 

27  Sep 

85 

File,  Hand  (American  Pattern),  Bandsaw  Blunt . . . . . 

A-A-2308 

5110 

X 

27  Sep 

85 

Fite,  Hand  (Americon  Pattern),  Contsaw . . . . . . . . . 

A-A-2309 

5110 

X 

27  Sep 

85 

File,  Hand  (Americon  Pattern),  Toper. . . . 

A-A-2321 

5110 

X 

27  Sep 

85 

File,  Hand  (Americon  Pattern),  Three  Square . . . . . . . . . . . 

A -A  *2322 

5110 

X 

27  Sep 

85 

File,  Hond  (Americon  Pattern),  Wording . . . . 

A-A-2323 

5110 

X 

27  Sep 

85 

File,  Hond  (Americon  Pottern),  Long  Angle  Lothe . . . . . . . 

A-A-2324 

5110 

X 

27  Sep 

85 

File,  Hand  (American  Pattern),  Milled  Curved  Teeth,  Flat  Flexible  Blade  . . 

A-A-2325 

5110 

X 

27  Sep 

85 

File,  Hand  (Ameiicao  Pattern),  Crosscut . . . . . . . . . 

A-A-2310 

5110 

X 

27  Sep 

85 

Fite,  Hand  (American  Pattern),  Fiat  . . . . . . . . 

A-A-2311 

5110 

X 

27  Sep 

85 

File,  Hond  (Americon  Pottern),  Holf  Round . . . . . 

A-A-2312 

5110 

X 

27  Sep 

85 

File,  Hand  (Americon  Pattern)n  Hand,  Regular . . . . . 

A-A-2313 

5110 

X 

27  Sep 

85 

File,  Hond  (Americon  Pottern),  Knife . . . . . . . . 

A-A-2314 

5110 

X 

27  Sep 

85 

file,  Hond  (Americon  Pottern),  Lead  Float,  Flat . . . . . 

A-A-2315 

5110 

X 

27  Sep 

85 

File,  Hand  (Americon  Pottern)  Mill . . . . . . . . 

A-A-2316 

5110 

X 

27  Sep 

85 

A-A-2317 

5110 

t 

27  S-p 

85 

File,  Hand  (Americon  Pottern),  Round,  Regulor  . . . . . 

A-A-2318 

5110 

X 

27  Sep 

85 

File,  Hond  (Americon  Pottern),  Round  Chain  Sow  . . . . . . . . . . . 

A-A-2319 

5110 

X 

27  Sep 

85 

Fite,  Hand  (Swiss  Pattern)  Barrette  . . . . . . . 

A-A-2428 

5110 

X 

02  Jun 

86 

Fife,  Hond  (Swiss  Pattern),  Needle  Crossing . . . . . . 

A-A-2445 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pottern),  Needle,  Knife . . . . . . . 

A-A-2446 

5110 

X 

02  Jun 

86 

Fite,  Hond  (Swiss  Pattern),  Needle,  Flat . . . . 

A-A-2447 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pattern),  Needle,  Square . .  . . 

A-A-2448 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pottern),  Needle,  Slitting  . . . . . 

A-A-2452 

5110 

X 

02  Jun 

86 

Fife,  Hand  tSwiss  Pattern),  Needle,  Morking,  Half-round . . 

A-A-2453 

5110 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Holf-round . . . . . . 

A-A-2429 

5110 

X 

20  Jun 

86 

File,  Hond  (Swiss  Pattern) . . . . . . . . . . 

A-A-2430 

5110 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Screwhead . . . . . . . 

A-A-2454 

5110 

X 

02  Jun 

86 

DM 


304 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

File,  Hand  (Swiss  Pattern),  Contact-point,.,.,., . . . . . . . 

A-A-2455 

51)0 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Knife  . . . . . . . . 

A-A-2431 

5110 

2 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Pillar,  Extra-narrow  . . . . . 

A-A-2432 

5110 

t 

02  Jur. 

86 

File,  Hand  (Swiss  Pattern),  Pillar,  Narrow  . . . . . . 

A-A-2433 

5110 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Pillar,  Regular  . . . . . . . . . 

A-A-2434 

5110 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Pippin  . . . . . . . . . . . 

A-A-2435 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pattern),  Round,  Straight . . . . . . . . 

A-A-2436 

5110 

X 

02  Jun 

86 

Tile,  Hand  (Swlss-pattern),  Round,  Taper. . . . . . . 

A-A-2437 

5)10 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Three-square  . . . . . 

A-A-2440 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pattern),  Warding  . . . . . . 

A-A-2441 

51)0 

X 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Needle,  Round,.... . . . . . . 

A-A-2442 

5110 

X 

02  Jun 

86 

File,  Hond  (Swiss  Pattern),  Needle,  Half-round  . . . . 

A-A-2443 

51)0 

t 

02  Jun 

86 

File,  Hand  (Swiss  Pattern),  Needle,  Three-square... . . . . . . . . . . 

A-A-2444 

5110 

X 

02  Jun 

86 

File,  Hond,  (American  Pattern)  And  Rasp,  Hand . . . . . . . . 

Q 

GGG-F-3258  (3) 

5110 

X 

30  Aug 

73 

INI  AMD  5  (SH) 

File,  fond,  (Swiss  Pattern) . , . . . . 

Q 

GGG-F-331B 

5110 

/SH 

14  Od 

66 

SH 

99 

INI  AMD  2  (SH) 

File,  Horizontal,  Desk. . . . . . . . . 

A-A-l  12A 

7520 

X 

22  Feb 

82 

File,  Pulp  Cono),  Dental,  Hedstrom . . . . . . 

MIL-F-36782 

6520 

DM 

05  Aug 

71 

MD 

MS 

03 

File,  Pulp  Canal,  Dentol,  Ogee .  . . 

MIL-F-37992 

6520 

MB 

18  Od 

85 

MD 

MS 

03 

File,  Roll  Drawing.. . . . . . . . . . . . . . . . 

AA-F-00300 

7110 

X 

09  Mar 

65 

File,  Rotary..... . . . . . . . „ . . . . . . 

GGG-F-00340  (2) 

3455 

X 

06  Od 

70 

File,  Visible  Index,  Book  Unit . . . . . . . . 

MIL-F-37568 

7460 

DM 

24  Mar 

77 

MD 

MS 

03 

File,  Work  Organizer . . . . . . . . . . 

UU-F-00370  (2) 

7520 

t 

17  Jon 

69 

File,  Work  Organizer,  Book . . . . . . . . . 

A-A-333 

7520 

X 

09  Jon 

80 

File,  Work  Organizer,  Pocket . . . . . . . 

A-A-321 

7520 

X 

12  Dec 

79 

Filer,  Piston  Ring  . . . . . . . . . . 

GGG-F-001391 

5110 

X 

30  Od 

67 

Files,  Pulp  Canal,  Dental,  Hedstrom  . . . . . 

MIL-F-0036782A 

6520 

DM 

17  Od 

85 

MD 

MS 

03 

Files,  Pulp  Canal,  Dentol,  Rhomboidol  . . . . . 

MIL-F-42001 

6520 

MB 

12  Dec 

85 

MD 

MS 

03 

Files,  Rotary,  Ball  Shape,  High  Speed  Steel  Or  Tungsten  Carbide..... . . . . 

A-A-51154 

3/55 

IP 

06  Jun 

86 

AL 

SH 

99 

Files,  Rotary,  Cylindrical  Shape,  Ball  Nose,  High  Speed  Steel  Or  Tungsten  Carbide  .. 

A-A-S1152 

3455 

ip 

14  Apr 

86 

Al 

SH 

99 

IP 

Files,  Rotary,  Cylindrical  Shape,  High  Speed  Steel  Or  Tungsten  Carbide . . . 

A-A-51146 

3455 

/IP 

22  Aug 

85 

AL 

SH 

99 

Files,  Rotary,  Flame  Shape,  High  Speed  Steelor  Tungsten  Carbide  . . . 

A-A-51163 

3455 

/ 

27  Od 

86 

Files,  Rotary,  Inverted  Cone  Shape,  High  Speed  Steel  Or  Tungsten  Carbide., . 

A-A-5'166 

3455 

IP 

30  Apr 

87 

Al 

SH 

99 

Files,  Rotary,  Oval  Shape,  High  Speed  Steel  Or  Tungsten  Carbide . . . . 

A-A-51155 

3455 

IP 

30  Jan 

89 

Al 

99 

IP 

Files,  Rotary,  Tree  Shaped,  Pointed  Nose,  High  Speed  Steel  Or  Tungsten  Carbide.... 

A-A-51 162 

3455 

IP 

27  Od 

86 

Al 

99 

IP 

Files,  Rotary,  Tree  Shape,  Radius  Noise,  High  Speed  Steel  Or  Tungsten  Carbide . 

A-A-SU51 

3455 

IP 

24  Mar 

86 

Al 

SH 

99 

Files,  Rotary,  Tapered,  Cone  Shape,  High  Speed  Steel  Or  Tungsten  Carbide  Type.... 

A-A-51 176 

3455 

ip 

20  Mor 

89 

AL 

99 

Files,  Rotary,  60  Deg.  Cone  Shope,  High  Speed  Steel  Or  Tungsten  Carbide . . . 

AA-51 171 

3455 

IP 

23  Sep 

87 

Al 

99 

Filiform,  Urethrol  . . . 

A-A-51821 

6515 

/MB 

11  Feb 

87 

MD 

MS 

03 

Filiforms,  Urethra),  Woven  (Brolded)  . . 

GG-F-340  (1) 

65)5 

/DM 

24  Feb 

54 

MD 

MS 

03 

Filiforms,  Urethrol,  Woven  (Broided)  . . . . . . 

GG-F-00340A 

6515 

/MB 

07  Dec 

66 

MD 

MS 

03 

Filing  Cobinet  Steel,  Legal  And  Letter  Size,  Insulated . 

AA-F-00355B 

7110 

% 

10  Jon 

72 

Filing  Cabinet,  tetter  Size  Design,  Steel,  Od,  One  Drawer  High,  One  Drawer  Wide 

t 

MII-F-43101A  (1) 

7110 

GL 

05  Dec 

67 

Gl 

Filing  Cobinet,  Map,  Vehicular  Mounting  . . . . . . . . 

l 

Mll-F-52797 

2540 

ME 

09  Apr 

74 

ME 

Filing  Cobinet,  Steel,  Legal  And  Letter  Size,  Insulated,  Security.... . 

Q 

AA-F-357F 

7110 

•GL 

15  Jun 

70 

Gl 

INI  AMD  (1) 

Filing  Cabinet,  Letter,  Vertical,  2  Drawer,  Vehicular  Mounting.. . . . 

L 

Mtl-F-52787 

2540 

ME 

18  Mar 

74 

ME 

Filing  Cabinet,  Steel,  legal  &  Letter  Size,  Uninsulated,  Security . 

AA-F-358 

7110 

X 

06  Jul 

71 

INT  AMD  (3) 

Filing  Cobinet,  Steel,  Legal  And  letter  Size,  Insulated . . . . . 

AA-2196 

7110 

X 

11  Jon 

84 

Filing  Cobinet,  Steel,  Legal  And  letter  Size,  Vertical . . . . . . 

AA-F-359 

7110 

% 

21  Feb 

56 

Filing  Cabinet,  Steel,  legal  And  Letter  Size,  Veriicol . . . . . 

AA-F-00359E 

7110 

X 

08  Jul 

76 

Filing  Cabinet,  Steel,  Mop  And  Plan  (Sectional)  . . . . . . . 

AA-F-360 

71)0 

t 

30  Apr 

65 

INT  AMD  (1) 

Fiiing  Cobinet,  Steel,  Mop  And  Plan,  (Sectional) . . . . . 

AA-F-00360A 

7110 

X 

05  Nov 

71 

filing  Cobinet,  Security,  Mops  And  Plans,  General  Filing,  And  Storage..... . . . 

Q 

AA-F-363B 

71)0 

•GL 

02  Jun 

69 

Gl 

INT  AMD  (3) 

Filing  Cobinet,  Steel,  Tabulating  Machine  Card  Size . . . . . 

AA-F-367 

7110 

% 

20  Aug 

56 

Filing  Cobinet,  Steel,  Tabulating  MACHINE  Card  Size  . . . . . . 

AA-F-00367C 

7110 

t 

20  Feb 

70 

Filing  Cabinet,  Steel,  Card  Size  (For  Desk  Use) . . . . . . . . 

AA-F-350A 

7110 

•/. 

03  Jan 

66 

INT  AMD  (2) 

Filing  Cobinet,  Steel,  Card  Size,  Vertical . . . . . . . . . 

AA-F-00352B  (1) 

7)10 

T 

02  Nov 

73 

Filing  Cabinets,  Shelf  (Steel,  Contemporary  Style) . . . . . . . . . . 

A-A-2116 

7110 

X 

01  Nov 

82 

Filing  Mochine,  Sow  Blade,  Bond  And  Circular,  Automatic . . . 

L 

MIL-F-23808 

3419 

SH 

30  Aug 

63 

SH 

Filler  And  Pressurization  Unit,  Hydraulic  System . . . . 

i 

MII-F-83766A 

4910 

82 

27  Dec 

84 

99 

Filler  Assembly  Alternative  (For  Use  In  Ammunition  Containers) . 

i 

MIL-F-50997A 

8)40 

AR 

08  Jun 

73 

AR 

Filler  Cap,  Battery  (Submersible)  . . . . 

MS-91872C 

6140 

AT 

19  Jul 

88 

AT 

YD 

Filler  Neck  Assembly,  Fuel  Tank-military  Vehicles . . . . . . . 

MS-35644F 

2910 

AT 

25  Nov 

86 

AT 

99 

Filler  Tube,  Fuel  Tcnk&militory  Vehicles . . . . . . 

L 

MS-909088 

2910 

AT 

08  Jul 

88 

AT 

Notice  i 

Filler  Two  Component  Type,  For  Dents,  Cracks,  Small  Holes,  And  Blow  Holes... . 

IT-F-322D 

8010 

•ME 

24  Od 

73 

ME 

85 

INT  AMD  (1) 

Filler-bleeder,  Hydraulic  Broke  System,  Automotive  . . . 

MII-F-19849E 

4910 

Al 

29  Feb 

88 

AL 

99 

Filler,  Block  Solvent  Thinner,  For  Porous  Surfaces  (Concrete  Block,  Cinder  Block, 

TT-F-1098D 

8010 

♦YD 

23  Sep 

74 

YD 

Stucco,  Etc.) 

Filler,  Dent,  Melol  Surface  . . . . . . . . . . . 

i 

MIL-F-52252 

8010 

ME 

15  Od 

62 

ME 

Filler,  Engraving,  Stamped  Marking  . . . . . . . . 

TT-F-325A  (2) 

8010 

/ME 

05  Jun 

73 

ME 

SA 

99 

Filler,  Expansion  Joint,  Bituminous  (Asphalt  And  Tor)  And  Nonbi’uminous 

HH-F-341F  (!) 

5610 

: 

06  Jun 

77 

(Preformed  For  Concrete) 

Filler,  Pipe!  (Rubber)  . . . . . 

A-A-51803 

6640 

''MB 

17  Mor 

87 

MD 

MS 

03 

Filler,  Pipe t.  Rubber . . . . . . . . . . . . 

NNN-F.1486B 

6640 

''DM 

09  Nov 

78 

MD 

MS 

03 

Filler,  Sheet  Form  (For  Use  In  Ammunition  Containers)  . . . . 

i 

Mll-F-504498 

1395 

AR 

06  Jul 

88 

AR 
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Filler,  Wood,  Paste, . . . ........................ . . . . . . 

Filler,  Wood,  Paste......... . . . . . . . . 

Filler,  Wood,  Plastic........... . . . . . . . 

Fillet  Weld  Size,  Strength,  And  Efficiency  Determination . . . . . . . . 

Filling  Attachment,  Test  Tube  . . . . . . . . . . . 

Filling  Unit,  Chemical  Tonk,  Mark  3,  MOD-O . . . . . . 

Filling,  Method  Of,  H,  Shell,  Chemical,  4.2-INCH,  M2,  M2  Alternate,  M2A1,  And 
M2A1  Alternate. 

„:ilm  &  Sheeting  Initial  Tear  Resistance  Of  *  31  Mar  66. . . . . . . . 

Film  &  Sheeting  Initial  Tear  Resistance  Of  -31  Mar  1966  (Reapprov  Ed  1981).......... 

Film  Adhesives,  Structural  Film,  For  Honeycomb  Sandwich  Ponels  •  26  Mar  82.......... 

film  And  Sheeting,  Polyethylene,  Standard  Specification  r^.  26  Jun  81 . . 

Film  Cassettes,  Medical  Radiographic,  American  Natio.  «!  Standard  Specifications 
For  -  1979 

Film  Leader,  Phologrophic,  Safety  Base  . . . . . . . 

Film  lubricants,  Solid,  (ralex  Method)  F.ndurance  (Weor)  Life  And  Load-carrying 
Capacity  Of  -  25  Mar  1983 

Film  MAGAZINES, 135  Size,  &  Film  For  135  Size  Still  Picture  Comeras,  Dimensions 
For  •  28  May  76 

Film  Rolls*  Photographic,  (Plastic,  Wood,  Or  Metal)  Dimensions  For  Coros  For  -  29 
Nov  79 

film  Slide,  Projection,  Photographic,  Formol  For  50  Millimeter  By  50  Millimeter  (2 
INCH  By  2  Inch) 

Film  Thickness,  Dry,  Of  Nomagne  Tic  Coolings  Applied  To  A  Ferrous  Base, 
Nondestructive  Measurement  Of  •  29  May  81 

Film-tape,  Semiautomatic  Test . . . . . . . . . . . 

Film,  Copying,  Thermographic  (Projection  Transparencies).. . . . . . 

Film,  Curl  Of  Photographic,  Methods  For  Determining  -  30  Jun  71  . . . . 

Film,  Dioxoiype,  Sensitized  (Direct  Image  Microforms)  . . . . . 

Film,  Diazolype,  Sensitized,  Moist  And  Dry  Process,  Roll  And  Sheet.............. . . 

Film,  Dry,  Thickness  Of  Organic  Coatings  Using  Micrometers,  Standard  Test 
Methods  For  Measurement  Of  -  31  Aug  1984 

Film,  Elastomeric,  Fluorescent,  For  Weopons  System  (ASG)  . . . . 

Film,  Graphic  Arts  Sh  Eets  &  Roll,  Dimensio  Ns  For  -  6  Apr  79 . . 

Film,  Inhibiting,  Ethyl  Cellulose . . . . . . . . . 

Film,  Microfiche,  46X  . . . . . . . . . . . . 

Film,  Motion  Picture,  Dimensions  Of  Raw  Stock  Cores  For  •  28  May  75. . 

Film,  Motion  Picture,  Super  8MM,  Laboratory  Preparation  Of  . 

Film,  Motion  Picture,  Dimensions  Of  Magnetic  Striping  Of  8  MM  Type  S  •  15  Aug 
80 

Film,  Odor  8.  Taste  Transfer  From  Packaging  -  30  Nov  84  . 

Film,  Oscillogroph/instrument  Recording  Block  And  White . . . . . . . 

Film,  PTFE  •  Fluorocorbon  Resin  Cost  -  26  Jun  81 . . . 

Film,  Photogrophic,  Aerial,  Block  And  White . . . . . . . 

Film,  Photogrophic,  Motion-picture  (Black  And  White) . . . . . 

Film,  Photographic,  For  Archivo)  Records,  Silver  Gelatin  Type,  On  Cellulose  Ester 
Base,  Specification  For  *  24  Feb  81 

Film,  Photogrophic,  Roll,  Microfilm  (Black  &  White) . . . . . 

Film,  Photographic,  I  N  Rolls,  Including  Le  Aders  &  Trailers  For  Aeriol  &  Reloted 
Uses ,  Dimensions  For  Unpe  Rf orated  8.  Perforated  ■  13  Jul  81 

Film,  Photographic,  Microfilm  (Roll,  Black  And  White) . 

Film,  Photogrophic,  fn  Rolls  For  Recording  instruments  8.  Miscellaneous  Uses, 
Dimensions  For  -  22  Oct  79 

Film,  Photogrophic  And  Film,  Photogrophic,  Processed,  (For  Permanent  Record  Use),. 
Film,  Photogrophic,  Method  For  Determining  The  Brittleness  Of  •  27  Dec  19/2 
(Reaffirmed  1980 

Film,  Photogrophic,  Black  And  White,  Classification  And  Testing  Methods............. . 

Film,  Photography  (Film)*  Storage  Of  Processed  Safely,  American  National 
Standard  For  -  3- Jun  83 

Film,  Plastic,  Blocking  Of  *  1 1  Mar  67  (Reopproved  1978) . . . 

Film,  Polyamide  . . . . . . . . . . . . . 

Film,  Polyester  . . . . . . . . . 

Film,  Polyester  Coppe  .tad  -  1  Oct  81 . . . . . . 

fiJ.il,  iVieluliJidJ  . . .  ..................  ... 

Film,  Polyethylene  Interleaf  Carrier  Material  Composite  Tope  Unperforoted,  0.0018 
In.  (0.046MM)  -  15  Nov  72 

Film,  Polytetrafluoroethyfene  Non  critical  Grode  *  15  Mar  66  . . . . 

Film,  Polytetrafluoroethylene,  Generol  Purpose  Grade  *  Jul  76 . . . . . . . 

Film,  Roll,  Backing  P  Aper,  &  Spools,  Dimen  Slons  For  *  22  Oct  79 .......................... 

Film,  Thermo!  Developing  . . . . . . . 

Film,  Thermal  Developing,  Vesicular . . . . . 

Film,  16  MM  Motion  P  Icture  Film,  Perforat  Ed  IR,  Dimensions  For  -  6  Oct  80  . . 

Film,  16MM  Motion  Pi  Cfure,  Perforated  2R,  Dimensions  For  •  6  Oc  T  80 . . 

Film,  16MM  Motion  Picture,  Dimensions  Of  Projecfable  Image  Area  On  -  28  Sep  81 

film,  35  MM  Motion  Picture,  Perforated  BH,  Dimensions  For  *  23  Sep  80  . . . 

Film,  35MM  Motion  Pi  Cture,  Perforated  KS  Dimensions  For  -  23  Sep  80  ................ 
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A-A-2210 

8010 

* 

13  Mor 

84 

TT-F-336E 

80)0 

% 

01  Mor 

78 

TT-F-340C 

8010 

1 

06  Feb 

79 

MIL-STD.1628 

3439 

SH 

28  Jun 

74 

SH 

MS-36166A 

6640 

EA 

20  Jun 

69 

EA 

MS 

NOTICE  1 

MIL-F-51 183 

1040 

EA 

13  Nov 

64 

EA 

Mll-F-12476 

1315 

EA 

16  Feb 

53 

EA 

ASTM  D1004-66R88 

9330 

MP 

08  Feb 

89 

MR 

SH 

11 

NOTICE  1 

ASTM  01004  66-88 

9330 

MR 

07  Feb 

89 

MR 

SH 

11 

ASTM  E865-82 

8040 

Gl 

03  Nov 

83 

GL 

SA 

99 

ASTM  02103-86 

9330 

YD 

07  Aug 

87 

ME 

YD 

20 

ANSI  PH1.49-79 

6525 

/MB 

13  Jun 

86 

MD 

MS 

03 

MIL-F-1928E 

6750 

70 

09  Jun 

86 

ER 

AS 

99 

NOTICE  1 

ASTM  02625-83 

9150 

AS 

22  Oct 

84 

ME 

AS 

68 

ANSI  PHI. 14-76 

6750 

AS 

15  May 

80 

ER 

AS 

99 

ANSI  PHI. 1379 

6750 

AS 

12  Moy 

87 

ER 

AS 

99 

NOTICE  1 

FED.STD*365 

6750 

» 

26  Nov 

75 

ASTM  01186-81 

8010 

MR 

27  Od 

88 

MR 

SH 

99 

NOTICE  2 

MIL-F-81526B 

1270 

AS 

02  Apr 

71 

AS 

MIL-F-43581B 

7530 

GL 

09  Moy 

85 

GL 

9V 

ANSI  PH1.29-71 

EDRS 

16 

30  Apr 

75 

CR 

AS 

16 

L-F-315C 

6750 

VS 

15  Nov 

71 

ER 

AS 

99 

INT  AMO  (1) 

L-F-340B  (2) 

6750 

•AS 

06  Oct 

76 

ER 

AS 

99 

ASTM  01005-84 

8010 

MR 

30  Aug 

85 

MR 

SH 

MIL-F-22735C 

9330 

AS 

03  Nov 

80 

AS 

20 

ANSI  PHI. 16-79 

6750 

AS 

04  Moy 

83 

ER 

AS 

99 

MIL-F-63463  (1) 

9330 

AR 

15  Mor 

89 

AR 

NOTICE  1 

MIL-F-80242 

6750 

GS 

15  Mar 

74 

ER 

SA 

99 

ANSI  PH22.3775 

6750 

AS 

18  Aug 

80 

ER 

AS 

99 

Mll-STD-1649 

6770 

AS 

31  May 

74 

AS 

ANSI  PH22.161-80 

6730 

AS 

27  Oct 

80 

ER 

AS 

99 

ASTM  E 462*84 

PACK 

AS 

15  Aug 

86 

SM 

AS 

69 

MIL-F-83897A 

6750 

70 

03  Feb 

83 

90 

ASTM  03369-81 

9330 

MR 

30  Mar 

88 

MR 

SH 

li 

NOTICE  2 

MIL-F-32G  (1) 

6750 

70 

31  Aug 

73 

ER 

AS 

99 

L-F-333A 

6750 

/CR 

26  Feb 

74 

CR 

AS 

99 

ANSI  PH1.28-81 

EDRS 

16 

13  Jun 

83 

ER 

AS 

16  DH 

NOTICE  1 

1-F-334D 

6750 

» 

15  Moy 

67 

ANSI  PHI.  10-81 

6750 

AS 

04  May 

83 

ER 

AS 

99 

L-F-00334E  (1) 

6750 

/ER 

07  Sep 

76 

EL 

AS 

70 

ANSI  PH1.30-80 

6750 

AS 

16  Jun 

80 

ER 

AS 

99 

FEO-STD-I25D 

67GP 

» 

24  Jon 

77 

EL 

AS 

99 

ANSI  PHI.31-73R80 

6750 

AS 

20  Aug 

87 

ER 

AS 

99 

NOTICE  1 

rED.STD-170B 

6750 

no 

12  May 

86 

ER 

AS 

99 

NOTICE  1 

ANSI  PH1.43-83 

EDRS 

16 

10  Apr 

85 

ER 

AS 

16 

ASTM  D1893-67R78 

9330 

MR 

05  Mor 

75 

MR 

SH 

n 

MIL-F-47249  (1) 

3135 

Ml 

09  Oct 

81 

Ml 

.  MIL-F-82700 

9330 

OS 

28  Sep 

83 

OS 

AMS  36I3A-31 

9330 

AS 

14Jun 

82 

MR 

AS 

20 

/.ilL-ir-*7C7  6 

0135 

Ml 

2CV/.0/ 

74 

AMS  3892/2-72 

8135 

AS 

03  Feb 

78 

AS 

20 

AMS  3652A-66 

9330 

AS 

29  Jon 

71 

MR 

AS 

11 

AMS  3662A-76 

5970 

AS 

15  Jul 

82 

MR 

AS 

20 

ANSI  PH  1.2 1-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 

1-F-320B 

6750 

J 

04  May 

65 

1-F-00320D 

6750 

•CR 

21  Aug 

75 

CR 

AS 

99 

ANSI  PH22.I09-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH22.1 10-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH22.8-81 

6730 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH22.93-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH22.139-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 
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ALPHABETICAL  LISTING 


TITLE 


Film,  8MM  Types  Motion  Picture,  Position,  Dimensions  &  Reproducing  Speed  Of 
Magnetic  Sound  Record  On  •  11  May  82 
Film,  8MM  Types  Motion  Picture,  Dimensions  Of  Projectable  Image  Area  On  -  11 
May  82 

Films  &  Papers,  Photographic,  Methods  For  Determining  The  Dimensional  Change 
Characteristics  Of  •  8  Jon  73 

Films,  Dry  Adhesive,  Test  For  Hydrogen  Ion  Concentration  Of  *  31  Jon  1986.. . 

Films,  flexible  Adhesive  Bonding  •  Feb  86  . . . . . . . . 

Films,  Organic  Coating,  Water  Vapor  Permeability  Of  *  27  Sept  1985 . 

Films,  Photographic,  Plates  &  Papers,  Methods  For  Manuol  Processing  Of  Block  & 
White  -  5  Sep  75 

Films,  Plates,  &  Papers,  Methylene  Blue  Method  For  Measuring  Thiosulfate  &  Silver 
Densitametric  Method  For  Measuring  Residuol  Chemicols  In  •  5  Apr  78 
Films,  Supported  Adhesive,  By  Mandrel  Bend  Test  Method,  Flexibility  Determination 
Of  -  24  Feb  1984 

Films,  Varnish,  Gas  Checking  &  Draft  Test  Of  •  19  Sep  60  (Reopproved  1976) . 

Filmstrip,  Photographic,  Super  8  Millimeter,  Format  For... . . . . . 

Filter  Element,  Adopter. . . . . . 

Filter  &  Capacitor,  Radio  Frcquency/electromognetic  Interference  Suppression, 
General 

Filter  8.  Capacitors,  Radio  Frequency/electromagnetic  Interference  Suppression, 
Hermetically  Seoled,  Styles  FS10,  FS11,  FS12,  FS13,  &  FS14 
Filter  &  Filter  Elements,  Fluid  Pressure,  Hydraulic  Line,  15  Micron  Absolute  &  5 
Micron  Absolute,  Type  II  Systems  General  Specification  For 
Filter  &  Hydraulic  Replaceable  Element  Line  Type  . . . . . 

Filter  &  Utilities  Unit,  Chemical  Biological  Shelter  System,  Trailer  Mounted  M68.. . 

Filter  •  Hydraulic  Replaceable  Element  Vent  Type..... . . . . . 

Filter  (Coatings),  Infrared  Interference,  General  Specification  For . . . . 

Filter  (Hydraulic),  Filter  Elements  (HIGH  Efficiency),  And  Filter  Differential  Pressure 
Indicators 

Filter  Aids,  Water  Purification . . . . . . . . 

Filter  And  Disposable  Element,  Fluid  Pressure,  Hydraulic,  3  Micron  Absolute . 

Filter  And  Filter  Elements,  Fluid  Pressure,  Hydraulic  Micronic  Type  . . 

Filter  And  Filter  Elements,  Fluid,  Pressure,  lubricating  Oil,  Bypass  And  Full  Flow . 

Filter  Assembly  And  Filter  Elements,  Fluid,  Pressure  (For  Engines  With  Liquid  Fuel 
Injection  Systems) 

Filter  Assembly . . . . . . . . . . . . . . . . . 

Filter  Assembly,  Fluid . . . . . . . . . . . . . 

Filter  Blower  Performance  For  Aircrew  NBC  Headgear  •  Chg.  2  Dtd  30  July  86  ( 

Req  For  Issue  Other  Thon  DOD  Must  Be  Sent  Via  HO  USAF/XOXX  (ISO)  Wash, 
DC  20330-5058) 

Filter  Element  &  Hydraulic  Replaceable  Micronic  Reservoir  Type  . . . . 

Filter  Element  &  Hydraulic  Replaceable  Micronic  Vent  Type . . . . . 

Filter  Element  *  Hydraulic  Replaceable  Micronic  line  Type . . . . . 

Filter  Element  And  Ring  Assembly . . . . . 

Filter  Element  Set,  Chemical  Biological  Mask,  M13A2  . . . . 

Filter  Element.  Fluid,  Pressure  FFU*5/E . . . . . . . 

Filter  Element,  Air  Conditioning  (Viscous  Impingement  &  Dry  Types  Replaceable) . 

Filter  Element,  Fluid,  Pressure,  Hydraulic  line,  3000  Psi,  Absolute  15  Microns,  *65 
Degrees  F  To  Plus  275  Degrees  F 

Filter  Element,  Air..,,,... . . . . . . . . . 

Filter  Element,  Fluid,  Pressure  FFU-3/E. . . . . . . . 

Filler  Element,  Aerosol . . . . . . . . 

Filter  Element,  Fluid  Pressure,  Oil,  Reciprocating  Engine,  Aircraft....... . . 

Filter  Element,  Fluid,  Pressure  MXU-233/E . . . . 

Filter  Element,  Fluid,  Pressure&outomotive  Fuel  . . . . . . 

Filter  Element,  Noncfeonoble,  Fluid  Pressure,  Hydroulic  line,  3000  PSI,  5  Micron 
Absolute,  *65  Deg  To  &275  Deg  F,  F14  Aircroft,  12  GPM 
Filler  Element,  Fluid  Pressure,  Coalescer,  Oily  Wastewafer/Expendable,  And  Prefilter 
Elements,  Oily  Wastewater,  Expendable 

Filter  Element,  Agent  Sampling  Extractor . . . . . . . . . . . 

Filter  Element,  Nondeonoble,  Fluid  Pressure,  Hydraulic  line,  3000  PSI,  5  Micron 
Abjcluif.  M>vi  65  To  Plus  275  0*gf,  PM  AWrolt,  30  GPM 

Filter  Element,  Disposable,  Fluid,  Pressure,  Hydraulic,  3  Micron  Absolute . 

Filter  Element,  Fluid  Pressure  MXU*234/E . . . . . 

Filter  Element,  Nonc!eanob!e,fluid  Pressure  ,  Hydroulic  line,  I’OOOPSI,  5  Micron 
Absolut  E,  *65  Deg.  To  oo275  Deg,  F14  And  F18  Aircrafts,  84  Gpm 
Filter  Element,  Fluid  Pressure,  Hydraulic,  Aircraft,  Disposable  5  Micron  Absolute........ 

Filter  Element,  Intake  Air  Cleaner,  Dry  Type  . . . . . 

Filter  Element,  Noncfeonoble,  Fluid  Pressure,  Hydraulic  Line,  3000  PSI,  15  Micron 
Absolute,  -65  Deg.  To  oo275  Deg.f,  P3  Aircroft,  Rudder,  4  GPM 
Filter  Element,  Noncleanoble,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute, 

Type  )i  Systems 

Filter  Element,  Ship  Fvcl  System  Pre-filter,  Non-deanable,  High  Efficiency... . . 

Filter  Element,  Fluid,  Pressure-oil,  Full-flow . . . . . . . 
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ANSI  PH22. 164-82 

6730 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH22.154-82 

6730 

AS 

04  May 

83 

ER 

AS 

99 

ANSI  PH1-32-73 

6750 

AS 

16  Jun 

80 

ER 

AS 

99 

ASTM  D1583-86 

8040 

MR 

06  May 

86 

MR 

SH 

20 

IPC  FC233A-86 

5999 

EC 

08  Moy 

86 

ER 

EC 

17 

ASTM  D 1653-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

84 

ANSI  PH4.29-75R80 

6740 

AS 

23  Sep 

80 

ER 

AS 

99 

ANSI  PH4.8-78 

NOTICE  1 

EDRS 

16 

13  Jun 

83 

ER 

AS 

16  DH 

ASTM  04338-84 

8040 

MR 

11  Jun 

87 

MR 

SH 

20 

ASTM  O' 643-60 

8010 

MR 

01  May 

74 

MR 

SH 

99 

FED-STD-363 

6770 

•CR 

07  Nov 

75 

CR 

AS 

99 

l 

MIL-F-81836/5 

4920 

AS 

18  Feb 

72 

AS 

Q 

MIL-F-28861  (5) 

SUPP  1A 

•5915 

EC 

03  Feb 

88 

ER 

EC 

85  NA 

MIL-F-2886I/1A 

•5915 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

Q 

MIL-F-8815D 

1650 

AS 

27  Sep 

76 

AV 

AS 

99 

SUPP  1 

AN6234 

REV  3 

1650 

AS 

28  Feb 

52 

AV 

AS 

99 

l 

MIL-F-5 13678  (1) 

4240 

EA 

27  Apr 

87 

EA 

AN6240 

1650 

AS 

15  Aug 

86 

AV 

AS 

99 

REV  1 

MtL-F-48616  (2) 

6650 

AR 

28  Jan 

85 

AR 

99 

Q  L 

MIL-F-24402D  (1) 

4330 

SH 

24  Oct 

83 

SH 

L 

MIL-F-52637A 

9390 

ME 

22  Jun 

78 

ME 

Q  L 

MIL-F-81836  (1) 

4920 

AS 

25  Oc! 

85 

AS 

Q 

MIL-F-5504B  (3) 

1650 

AS 

23  Feb 

82 

AV 

AS 

99 

Q 

F-F.351D 

2940 

/AT 

22  Apr 

83 

AT 

SH 

99 

Q 

MIL-F-20627B  (3) 

2910 

SH 

19  Dec 

83 

AR 

SH 

99 

l 

M1L-F-62201 

5915 

AT 

08  Sep 

83 

AT 

MIL-F-17690D 

4330 

YD 

26  Od 

84 

ME 

YD 

99 

AIR-STD-61/24 

CHG  1 

ISDF 

06 

18  Aug 

82 

AN6236 

1650 

AS 

27  Mar 

51 

AV 

AS 

99 

REV  4 

AN6237 

REV  1 

1650 

AS 

27  Sep 

48 

AV 

AS 

99 

AN6235 

REV  4 

1650 

AS 

4  Nov 

52 

AV 

AS 

99 

l 

Mll-F-51208  (1) 
NOTICE  1 

4240 

EA 

09  Sep 

88 

EA 

l 

M1L-F-51425A  (1) 

4240 

EA 

10  Sep 

86 

EA 

l 

MII-F.27707H  (2) 

4330 

84 

24  Apr 

80 

99 

A-A-1419A 

4130 

. 

23  Feb 

82 

Mll-F-8815/38 

1650 

AS 

16  Jan 

81 

AV 

AS 

11 

l 

MIL-F-62309B  (1) 

2940 

AT 

16  Jun 

86 

AT 

l 

MH.-F-27660G  (1) 

4330 

84 

18  Mar 

81 

99 

l 

MIL-F-109698 

NOTICE  1 

4240 

EA 

12  Aug 

88 

EA 

L 

MII-F-58090A 

2945 

AV 

07  Ocl 

81 

AV 

L 

MIL-F-38007D  (2) 

4330 

84 

24  Apr 

80 

99 

MS-51090A 

2910 

AT 

23  Aug 

62 

AT 

99 

L 

MIL-F-8815/22A 

1650 

AS 

31  Jul 

85 

AS 

Mll-F-52847 

4330 

ME 

24  Feb 

75 

ME 

SH 

99 

MIL-F-37956 

6640 

DM 

21  Mar 

84 

EA 

SH 

99 

L 

MIL-F-8815/23 

1650 

AS 

30  Jon 

80 

AS 

L 

MIL-F-81836/4 

4920 

AS 

18  Feb 

72 

AS 

l 

MIL-F-38008D  (2) 

4330 

84 

14  Apr 

71 

99 

l 

MIL-F-8815/24A 

1650 

AS 

31  Jul 

85 

AS 

L 

MIL-F-83861/3 

1650 

71 

28  Mor 

86 

99 

l 

MII-F-46736A 

2940 

AT 

31  Mor 

80 

AT 

L 

Mll-F-8815/25 

1650 

AS 

25  Jun 

85 

AS 

l 

MIL-F-83860/1A  (1) 

1650 

71 

17  Feb 

86 

99 

L 

MIL-F-24666 

4330 

SH 

19  Mor 

86 

SH 

MS-358020 

2940 

ME 

26  Jon 

77 

ME 

SH 

99 
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ALPHABETICAL  LISTING 


TITLE 


Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  25  Micron  Absolute,  P3 
Aircraft,  Cast  Drain,  2  GPM 

Filter  Element,  Fluid  Pressure,  Hydraulic,  Aircraft,  Disposable,  5  Micron  Absolute . 

Filter  Element,  Fluid,  Pressure  MXU8.55-E  Hydrocarbon  Vopor  Removal,,, . 

Filter  Element,  Fluid,  Pressure,  For  Senior  Size  Filter . . . . . . . . . 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute,  P3 
Aircraft,  Return,  14  GPM 

Filter  Element,  Fluid  Pressure,  Hydraulic,  Aircraft,  Disposable,  5  Micron  Absolute . 

Filter  Element,  Noncleanable,  Fluid  Pressure,  Hydraulic  line,  3000  PSI,  5  Micron 
Absolute,  *65  Deg.  To  Plus  160  Deg.f,  P3  Aircraft,  Pump  Outlet,  &  GPM 

Filler  Element,  Fluid,  Pressure,  For  Junior  Size  Filter  . . . . . . . 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  Micron  Absolute,  A4 
Aircraft,  3.5  GPM 

Filter  Element,  Fluid  Pressure  . . . . . . . . . . . . . 

Filler  Element,  Air,  Diver  S,  Polyurethane  Foam...... . . . . . 

Filter  Elem«nt,  Fluid  Pressure,  Transmission,  Aircraft  Disposable,  20  Micron  Absolute 
Filter  Element,  Fluid,  Pressure,  Hydraulic  Line,  3000  PSI,  Absolute  15  Microns,  Minus 
65  Deg.  F  To  Plus  275  Deg.  F  (Inactive) 

Filter  Element,  Fluid  Pressure,  Hydraulic,  Aircraft,  Disposable,  5  Micron  Absolute . 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute, 

Type  II  Systems 

Filter  Elements,  Hydraulic,  Disposable  Metric  . . . . . . 

Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydroulic,  line,  15MICRON  Absolute, 
AV8  Aircroft,  10  GPM 

Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydroulic  Line,  5  And  15  Micron 
Absolute, type  li  Systems  Genera!  Specification  For 

Filter  Elements,  Hydraulic,  Disposable,  General  Specification  For  (Metric) . . . 

Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydraulic  line,  15  Micron  Absolute, 
Type  li  Systems 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  3000  PSI,  5  Micron 
Absolute,  Minus  65  Deg  To  Plus  275  Deg  F 
Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  Micron  Absolute, 

Type  li  Systems,  General  Specification  For 
Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydraulic  line,  3000  P$l,  5  Micron 
Absolute,  Minus  65  Degrees  To  Plus  275  Degrees  F,  0.5  To  12.0  GPM 
Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute,  F4 
Aircroft,  1.5  GPM 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic,  line,  5  Micron  Absolute,  F4 
Aircroft,  3.5  GPM 

Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydroulic  line,  5  Micron  Absolute,  F4 
Aircraft,  4.5  GPM 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  line,  5  Micron  Absolute,  F4 
Aircroft,  4.5  GPM  (High  Capacity) 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydraulic  Line,  5  Micron  Absolute,  F4 
Aircroft,  32  GPM 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  3000  PSI,  5  Micron 
Absolute,  AV8  Add  AV7  Aircroft,  3.5  GPM 
Filter  Elements,  Noncleanable,  Fluid  Pressure,  Hydraulic  Line,  5  Micron  Absolute,  A4 
Aircroft  2.0  GPM 

Filter  Elements,  lubricating  Oil,  Engine,  (large) . . . 

Filter  Kit,  Infrared,  For  General  Purposes  Vehicles . . . . . . 

Filter  Materia) . . . . . . . . 

Filter  Materiol . . . . . . . . . 

Filter  Material,  laminoted  Paper,  Ten  Ply.... . . . 

Filter  Material,  Gos*aerosol,  C18R1  2 . . . 

Filter  Materiol,  Gas  Aerosol,  C18R1  . . . . . . . . 

Filter  Medium,  Fire  Resistant,  High  Efficiency . . . 

Filter  Panel,  Infant  Protector . . . . . . . . . 

Filter  Particulate,  200  CFM  (Modulor  Collective  Protection  Equipment  (MCPE)  1 
Simplified  Collective  Protection  Equipment  (SCPE)  Applications 
Filter  Separators,  Liquid  Fuel,  And  Filter  Coolescer  Elements,  Fluid  Pressure, 

Inspection  Requirements  And  Test  Procedures  For 

Filter  Separator,  liquid  Fuel,  Frame  Mounted,  350  GPM  Copacity  . . 

Filter  Seporalor,  Liquid  Fuel  FFIM8/E  Through  FFU>24/E . . . . . . . . . 

Filter  Separator,  Liquid  Fuel,  Frome  Mounted,  100  GPM  Capacity . 

Filter  Separator,  Liquid  Fuel,  Slid  M cunfcsd,  15  GPM  Capacity  . 

Filter  Set,  Gas  &  Particulate,  200  CFM  (Modulor  Collective  Protection  Equipment 
(MCPE)  /simplified  Collective  Protection  Equipment  (SCPE  Applications) 

Filter  Unit,  Contamination  Analysis,  Gravimetric . . . . . . . . . 

Filler  Unit,  Cooking  Grease,  Pressure . . . . . . . . . 

Filter  Unit,  Fluid,  pressure  MXU-408/M,  Absolute  5  Micron,  Hydroulic  . . . 

Filter  Unit,  Gas  Particulate,  Hospital  Six-man,  12  CFM,  M7A1  . . . . . 

filler  Unit,  Gas-particulate,  400  Cfm,  208V,  400  Hz,  M5P . 

Filter  Unit,  Gas-particulate,  Tank,  Three-mon,  12  Cfm,  M8A2 . . . 

Filter  Unit,  Gas  Particulate,  Ged  Or  Emd,  200  Cfm,  Abco  M6A1  (With  Amendments 
1  And  2)  Abco  296 

Filter  Unit,  Gas  &  Particulate,  GED  (Or  EMD),  300  CFM,  ABC  &  M6  . . 

Filter  Unit,  Gas-particulate,  Four  Man,  12  CFM,  M8A3 . . . 
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ALPHABETICAL  LISTING 


TITLE 


Filter  Unit,  Got  And  Particulate,  Emd,  600  Cfm,  M9.. . . . 

Filter  Unit,  Gal  Particulate,  Hospital,  Six  Man,  12  Cfm,  M7A1  Release  To  Other 
Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Filter  Unit,  Gos  And  Particulate,  r.md,  2,500  Cfm,  Mil . . . . . . . 

Filter  Unit,  Gos  Particulate,  12  (x M,  Armored  Ambulonce,  M14..... . 

Filter  Unit,  Gas  And  Particulate,  Emd,  5,000  Cfm,  M12 . . . . . . 

Filter  Unit,  Gas-particulate,  GED  Or  EMD,  300  CFM,  ABCA-M6A1  . 

Filter  Unit,  Gas  Particulate,  Tank,  20  CFM,  M13A1 . . . . . . . . . 

Filter  Unit,  Gas  Particulate,  EMD,  300  CFM,  M 6A2. . . . 

Filter  Unit,  Gas  Particulate,  EMD,  600  CFM,  M9A2..... . 

Filter  Unit,  Gas  Particulate,  EMD,  1200  CFM,  M10A2 . 

Filter  Unit,  Gas  Particulate,  Missile  Van,  EMD,  300  CFM,  M18..., . . . 

Filter  Unit,  Intravenous  Solution . . . . . . . . . 

Filter  Unit,  Notch . . . . . . . . . . . . 

Fitter  Unit, gas  Parti  Culate,  200  Cfm,  208V.400  HZ,M56. . 

Filler  Units,  Air  Conditioning:  Viscous-impingement  Type,  Cleariabte  •  28  Feb  1984  .. 
Filler  Units,  Protective  Clothing  Gas  Mask  Components  And  Related  Products, 
Performance  Test  Methods 

Filter-SEPARATORS,  Liquid  Fuel:  50  Gpm  (189  Liters)  Capacity . 

Filter-separators  And  Filter  Elements,  Fluid,  Pressure,  Aviation  And  Diesel  Fuel, 

Novol  Shipboard 

Filter-separator,  Liquid  Fuel  FFU-1/E  . . . . . . . . . 

Filter-separator,  Liquid  Fuel:  Frame  Mounted,  600  GPM  Copocity  (2271  liter  Per 
Minute) 

Filter-separator  Element  Kit,  Liquid  Fuel  FFU-9/E . . . . . . . . 

Filter-separator,  Liquid  Fuel  FFU-2/E  . . . . . . . . 

Filter-sparator,  Liquid  Fuel  FFU-25/E . . . 

Filter/separator  Element  Kit,  Liquid  Fuel  FFU-11/E . . . . . . . 

Filter,  Air  Conditioning,  Viscous-impingement  And  Dry  Types,  Cleonable . . 

Filter,  Air  Conditioning:  Viscous-Impingement  And  Dry  Media,  Replaceable . 

Filter,  Air  Environmental  Control  System,  Cleanable,  Impingement  (High  Velocity 
Type) 

Filter,  Air  Extended  Area,  Initial  Installation........... . . . . . 

Filter,  Air  Extended  Media  Area  Type,  For  Use  In  Air  Distribution  System  . . . 

Filter,  Air,  Activated  Carbon,  Submarine  Sanitary  Tank  Vent  And  Water  Closet . 

Filter,  Air,  Chemical  •  Biological,  M46 . . . 

Filter,  Air,  Detector  (For  M229  Refill  Kit) . . . 

Filter,  Air,  Electrostatic  (Precipitator)  With  Power  Supply  For  Environmental  Control 
Systems 

Filter,  Aircraft  Hydraulic  Line  Type,  3,000  Psi  . . 

Filter,  Band  Pass,  Bond  Suppression  F-339-A . . . . 

Filter,  Band  Pass,  Type  FR4QX22YY1 . 

Filter,  Band  Pass,  .530  Inch  Can  Style . . . . . 

Filter,  Band  Pass,  .315  Inch  Can  Style . . . . . . . 

Filter,  Bond  Pass,  .48INCH  Rectangular  Style . . . 

Filter,  Band  Pass,  .39INCH  Rectangular  Style . 

Filter,  Band  Pass,  .47  Inch  Rectangular  Style . . . . . 

Filter,  Band  Pots,  .69  Inch  Rectangular . . . . . 

Filter,  Band  Pass,  .62  Inch  6  Pin  Rectongulor  Style . . . 

Filter,  8ond  Pass,  .61  Inch  Rectangular  Style  . . . . 

Filter,  Band  Pass,  .75  Inch  Rectongulor  Style . . . . . . . 

Filter,  Band  Pass,  Type  FR4RX22YY2 . . . 

Filter,  Bond  Pass,  Type  FR4QX22YY1 . 

Filter,  Band  Pass,  Type  FR6RX22YY1 . . . 

Filter,  ifc nd  Pass,  Type  FR6QX22AH1  . 

Filter,  Bond  Poss,  Type  FR6QX22YY1, . 

Filter,  Band  Poss,  Type  FR6QX22YY2 . 

Filter,  Band  Poss,  Type  FR4QX22YY1 . 

Filter,  Band  Pass,  Types  FR6PX22PB1  And  FR6PX22PC1  . . . 

filter,  Bcr.d  Pc::.  Type  FJMRX22GBI  , .  . . 

Filler,  Band  Pass,  Type  FR6RX22YY1 . . . . . . . 

Filter,  Band  Pass,  Type  FR6RX22YY1 . 

Filter,  Band  Pass,  Type  FR6RX22AF1 . . . 

Filter,  Band  Pass,  Type  FR6SX22YY1 . . . 

Filter,  Bond  Pass,  Telemetry,  Type  FR7RX22ZZ1 . . . . . 

Filter,  Band  Suppression,  Type  FR4RX44YY1  . . . . . . . . . 

Filter,  Bandpass  (Navord  Dwg  1563728)  (For  TorpeJo  Mark  37  Mods  >0,  2,  And  3) 
Filter,  Bondpass  (Filter  Kits  MK&123)  (TRC,  MK8.124)  (/TRC,  MK&228)  (GRC  And 
MK&236)/GRC  Units  Of 

Filler,  Color,  Finished  (For  Optical  Instruments)  ......... . . . . . . 

Filter,  Cooking,  Grease  . . . . ................... . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Filter,  Cotton . . . . . . . . . . . . . . . . . 

Filter,  Direct  Current,  Power  F*1461(  (/vrc...... . . . . . . 

Filter,  Fluid,  Presture,  Oil,  Heavy  Duty  By-pots  Type,  Senior  Size  (Non-base 
Mounted) 

Filter,  Fluid,  Pressure,  Hydraulic  Line,  3000  PSI,  Absolute  15  Micron,  Style  B, 
NON2BYPASS,  Minus  65  Oeg  To  275  Deg  F 
Filler,  Fluid,  Pressure,  Hydraulic  Line,  3000  P$I  Absolute  15  Micron,  Style  B,  Non  By 
Post,  Minus  65  Deg.  To  Plus  275  Deg.  F. 

Filter,  Fluid,  Pressure  And  Filter  Element,  Fluid  Pressure,  For  Gasoline,  Internal 
Combustion  Engines,  With  Carburetor 

Filter,  Fluid,  Pressure  . . . . . . . . . . . . . 

Filter,  Fluid,  Pressure,  Hydraulic  line,  3000  PSI,  Absolute  5  Micron,  Style  A,  Byposs 
•65  Deg  To  Plus  275  Degf 

Filter,  Fluid,  Pressure,  Hydraulic,  5000  Psi,  3  Micron  Absolute,  Style  A,  Mechanical 
Indicator 

Filter,  Fluid,  Pressure,  Hydraulic  Line  3000  PSI*  Absolute  5  Micron,  Style  B  Non 
Bypass,  65  Degrees  To  Plus  275  Degrees  F 

Filter,  Fluid,  Pressure  And  Strainer,  Sediment,  Automotive,  Fuel  (21  Gph) . . . . 

Filter,  Fluid,  Pressure,  Hydraulic  Line,  3000  PSI  Absolute  15  Micron,  Style  A, 

Bypass,  -65  Degrees  To  Plus  275  Degrees  F 
Filter,  Fluid,  Pressure,  Hydraulic,  5000  Psi,  3  Micron  Absolute,  Style  B,  Electrical 
Indicator 

Filter,  Fluid,  Pressure,  Oil,  Heavy  Duty,  By-pass  Type  Senior  Size  (Base  Mounted).... 
Filter,  Fluid,  Pressure,  Hydraulic,  5000  Psi,  3  Micron  Absolute,  Style  C,  Gauge 
Indicator 

Filter,  Fluid,  Pressure,  Oil,  Heavy  Duty,  8y-pass  Type,  Junior  Size  . . . . 

Filter,  Fluid,  Pressure,  Automotive  Fuel  (10  Gph  Filtration)  . . . . . . . . . 

Filter.  Gas  (60,  120  &  250  CFM  Modules)  CIO,  C31  &  C21 . 

Filter,  Gas  And  Particulate,  2,500  Cfm,  M16 . .  . . . . . . . 

Filter,  Gas  And  Particulate,  5,000  Cfm,  M17 . . . . 

Filter,  Gas  And  Particulate,  1,200  Cfm,  M15.. . . . 

Filter,  Gos  Particulate,  Cfm  S,  600,  ABC14,  1200,  ABC-M15,  2500,  ABC-M16, 

5000,  ABC-M17,  600,  ABCM14A1,  1200,  ABC-M15A1,  2500,  ABC-M16A1,  5000, 
ABC-M17A1  (ABCA-214) 

Filter,  Gas  Porticu»ate,  600,  1200,  2500  &  5000  CFM  ABC-M14A1,  ABC-M15A1, 
ABOM16A1  &  ABC-M17A1 

Filter,  Gas-particulate,  18  CFM,  M41... . . . . . . . . 

Filter,  Gas,  And  Particulate,  600  Cfm,  Ml 4 . . . . . 

Filter,  Gas,  FFU-17/E,  600  Cfm . 

Filter,  Gos,  M12A1  . . . . . 

Filter,  Gos,  1,200  Cfm,  C32 . 

Filter,  Gas,  10  CFM,  M18 . . . 

Filter,  Gas,  12  CFM,  M12A1 . 

Filter,  Gas,  150  CFM,  M23 . . . 

Filter,  Gas,  150  CFM,  M10 . . . 

Filter,  Gas,  150  CFM,  M10 . 

Filter,  Gos,  2,500  Cfm,  C29 . 

Filter,  Gas,  200  CFM  (Modular  Collective  Protection  Equipment  (MCPE)  /  Simplified 
Collective  Protection  Equipment  (SCPE)  Applications) 

Filter,  Gas,  5,000  Cfm,  C23 . 

Filter,  Gos,  600,  1200,  2500,  &  5000  CFM,  C22R1,  C32R1,  C29R1  &  C23R1  . 

Filter,  Gos,  600  Cfm.  C22 . 

Filter,  High  Pass,  Type  FR6X33AG1 . . . . . . . 

Filter,  High  Pass,  Type  FR4SX33AG1 . . . . . . . . . 

Filter,  High  Pass,  Type  FR6RX33YY1  . . . . 

Filter,  High  Pass,  Low  Pass,  Band  Pass,  Bond  Suppression,  And  Dual  Functioning, 
General  Specification  For 

Filter,  High  Pass,  Type  FR6QX33YYI . . . 

Filter,  Infrored,  Interference  Type,  For  AN/TVS -3  . . . . . . 

Filter,  Infrored  Interference  Type  (Pink)  For  Searchlight,  Infrared,  AN/VSS-3  28 
Volf,  50  60  Ampere 

Filter,  Infrared,  Interference  Type  (Pink)  For  Searchlight,  Infrored,  28  Volf,  1 10 
Ampere 

Filter,  Infrored  Interference  Absorption  Type,  For  Searchlight,  Infrored,  28  Volt,  110 
Ampere 

Filter,  Light  (For  Blockout  Security)  . . . . . . 

Filter,_lipht,  Optical  Instrument  (Variable. Density)  Binocular  Tvp« . . 

Filter,  Light,  Opticol  Instrument,  Binoculor . . . . . . . . . . . . . . 

Filter,  Light,  Photographic............ . . . . . . . . . . . . 

Filter,  Light,  Photographic,  General  Specification  For  . . . . . . . 

Filter,  Light,  Telescopic  Instruments,  Laminated . . . . . . . . . . . . 

Filter,  Low  Pass  F*2I5/G  And  Filter,  High  Pass  F*216/G  . . . 

Filter,  Low  Pass,  Type  FR6QX11YY1  . . . 

Filter,  Low  Pass,  Type  FR6QX11FB1. . . . . . . . . . . . . 

Filter,  low  Pass,  Type  FR6RX11YY1 . . . . . . . . . . 
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ALPHABETICAL  LISTING 


HUE 


Filter,  Low  Paw,  Type  FR6RX11YY1 . . . . . . . . ,. 

Filter,  Low  Paw,  Type  FR4SXUYYK . . . . . . . . . 

Filter,  Low  Past,  Type  FR6RX11YYK. . . . . . . . . 

Filter,  Low  Paw,  Type  FR6RX1 1AF1 . . . . . . . 

Filter,  Low  Pass,  Type  FR4RX11YY1* . . . . . 

Filter,  Low  Pass,  Type  FR4RX11F81  . . . . . . . . . 

Filter,  Lowpass  (Navord  Dwg  1563732)  (For  Torpedo  Mork  37  Mods  O,  2,  And  3).. 

Filter,  Lubricating  Oil,  Engine,  (Large)  . . . . . . . . . 

Filter,  Marker  Light,  Airport  Approach,  Glass . . . .  . . 

Filter,  Marker  Light,  Airport  Runway,  Glass..... . . . . . . . 

Filter,  Particulate,  600  Cfm,  C18  . . . . . . . 

Filter,  Particulate,  150  CFM,  ABC&M9 . . . . . . . . 

Filter,  Particulate,  12  CFM,  M13  . . . . . . 

Filter,  Particulate,  1,200  Cfm,  C19. . . . . . . . . 

Filter,  Particulate  600,  1200,  2500  &  5000  CFM,  C18R»  T19RI,  C30RI  &  C20RI  ... .. 
Filter,  Particulate,  2,500  Cfm,  C30. . . . .  . . . . . 

Filter,  Particulote,  20  CFM,  M19  . . . . . . . . 

Filter,  Particulate,  5,000  Cfm,  C20 . . . . . 

Filter,  Particulate,  150  CFM,  M24  . . . . . . . . . 

Filter,  Particulate,  High  Efficiency  Fire  Resistonl,  Biological  Use,  Type  E,  Classes  A, 

B,  C,  0,  &  Styles  0  &  1 

Filter,  Particulate,  High  Efficiency,  Fire  Resistant,  Biological  Use,  Generol 
Specification  For 

Filter,  Particulate,  High  Efficiency  Fire  Resistont,  Biological  Use,  Type  A,  Classes  A, 

B.  C,  D,  &  Styles  0  &  1 

Filter,  Particulate,  High  Efficiency  Fire  Resistant,  Biological  Use,  Type  B,  Classes  A,b, 

C,  0,  &  Styles  0  &  1 

Filter,  Particulote,  150  CFM,  M9A1 . . . . . . . 

Filter,  Particulote,  High  Efficiency  Fire  Resistant,  Biological  Use,  Type  C,  Classes  A, 

B,  C,  D,  &  Styles  0  &  1 

Filter,  Particulate,  High  Efficiency  Fire  Resistant,  Biological  Use,  Type  D,  Classes 
A,b,  C,  D,  &  Styles  0  &  1 

Filter,  Polarizing  (For  Optical  Instruments) . . . 

Filter,  Radio  Frequency  Interference  . . . . . . 

Filter,  Rodio  Frequency  Interference  Hermetically  Sealed,  Style  FL54 . . . . 

Filter,  Radio  Frequency  Interference  . . . . . . 

Filter,  Rodio  Frequency/electromagnetic  Interference  Suppression,  Hermetically 
Sealed,  Style  FS  20 

Filter,  Rodio  Frequency  Interference  . . . . . 

Filter,  Radio  Frequency  Interference,  Hermetically  Seoled,  Style  FL55  . 

Filter,  Radio  Frequency  Interference  . . . . . . . . 

Filter,  Radio  Frcqv^ncy/eledromagnetic  Interference  Suppression,  Hermetically 
Sealed,  Style  FS30 

Filter,  Radio  Frequency  Interference . . . . . . . 

Filter,  Radio  Frequency  Interference,  Hermetically  Sealed,  Style  FL56  . . 

Filter,  Rodio  Frequency  Interference  . . . . . . . . 

Filter,  Radio  Frequency/electromognetic  Interference  Suppression,  Hermelicolly 
Sealed,  Style  FS50 

Filter,  Rodio  Frequency  Interference . . . . . . . 

Filter,  Radio  Frequency  Interference;  Hermetically  Sealed,  Style  FL92  . . . . 

Filter,  Radio  Frequency  Interference . . . . . . . . . . 

Filter,  Rodio  Frequency  Interference  Hermetically  Sealed,  Style  FL24,.... . . 

Filter,  Rodio  Frequency  Interference . . . . 

Filter,  Rodio  Frequency  Interference-Style  FL82  . . . . . . . . . 

Filter,  Radio  Frequency  Interference  . . . . . . . . . 

Filter,  Radio  Frequency  Interference,  Hermetically  Sealed,  Style  FL83  . . . . . 

Filter,  Radio  Frequency  Interference . . . . . 

Filter,  Radio  Frequency  Interference,  Style  FL64. . . . . . . . . 

Filter,  Rodio  Frequency  Interference,  Styles  FL30,  FL32,  FL34,  And  FL43 . . . 

Filter,  Radio  Frequency  Interference  Styles  FL31  And  FL47 . . . . 

Filter,  Radio  Frequency  Interference  Style  FL70  . . . . . 

Filter,  Radio  Frequency  Interference  FL48 . . . . . . . . . . 

Filter,  Radio  Freauency  Interference  Style  FL50  . . 

Filter,  Rodio  Frequency  Interference,  Hermetically  Sealed,  Style  FL88  ........................ 

Filter,  Radio  Frequency  Interference,  Hermetically  Sealed,  Style  FL22  (Inactive).-....... 

Filter,  Radio  Frequency  Interference,  Hermelicolly  Scaled,  Style  FL13  ........................ 

Filter,  Radio  Frequency  Interference,  Hermetically  Seoled,  Style  FL14  . ............. 

Filter,  Rodio  Interference  F&245*APX&25 . . . . . . . .... 

Filter,  Radio  Interference,  Hermetically  Sealed,  Style  FL91. . . . . . . 

Filter,  Radio  Interference,  Style  Fl'45  . . . . . . ................... 

Filter,  Rodio  Interference  Style  FL53 . . . ........................ 

Filter,  Rodio  Interference  Style  F174.................................. . . . ... 

Filter,  Radio  Interference,  Style  FL42  . . . . . . . . . 
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07  Aug 

80 

EC 

MII-F-15733/67A  (2) 

59)5 

EC 

29  Mor 

85 

ER 

EC 

85 

MIL-F-15733/1G 

5915 

EC 

1 1  Jon 

83 

ER 

EC 

85 

NOTICE  1  (EC) 
M1L-F-15733/25B 

5915 

EC 

30  Sep 

87 

ER 

EC 

85 

Mll-F-15733/268  (1) 

5915 

EC 

03  Aug 

87 

ER 

EC 

85 

L 

MII-F-25562B 

NOTICE  1 

5915 

85 

27- Feb 

64 

85 

l 

MII-F-15733/39H  (2) 

5915 

EC 

05  Mo y 

87 

ER 

EC 

85 

L 

MII-F-15733/44E  (1) 

5915 

EC 

20  Jul 

87 

ER 

EC 

85 

MIL-F-15733/4G 

5915 

EC 

14  May 

80 

ER 

EC 

85 

MIL-F-I5733/16D 
NOTICE  1 

5915 

EC 

16  Sep 

88 

ER 

EC 

85 

MIL-F-15733/28E 

5915 

EC 

16  Dec 

88 

ER 

EC 

85 

311 


ALPHABETICAL  LISTING 


TITLE 


filler,  Rodio  Interference,  Style  FL81  . . . . . . . . 

filler.  Radio  Interference  Style  F141 . . . . . . . . . . . . . . 

filter,  Rodio  Interference  Style  Fl35.. . . . . . . . .... 

filler,  Rodio  Interference,  Hermetically  Sealed,  Style  FL85... . . . . . 

Filter,  Radio  Interference,  Hermetically  Sealed,  Style  FL61 . . . . 

Filter,  Radio  Interference,  Hermetically  Sealed,  Style  FL62 . . . 

Filter,  Ray,  Gloss,  Finished,  And  Blanks  And  Plates . . .  . . . 

filter,  Reciprocollng  Engine,  Induction  Air,  Aircraft . . . . . . 

Filter,  Seitz............. . . . . . . .  . . . . 

Filter,  Signal  Light  MXU-507/E. . . . . . . . . . . 

filter,  Uhf  8andpass  M556/ARC. . . . . . . . . . . . 

filter.  Wide  Bandpass,  77  To  11.7  Micrometers,  Special  Requirements  For . . 

Filters  Radio  Frequency/electromagnctic  Interference  Suppression, hermetically 
Sealed,  Style  FS40 

Filters  &  Capacitors,  Radio  Frequency  Interference,  Hermetically  Sealed,  Style  FL15.. 
Filters  &  Capacitors,  Radio  Frequency/electromagnetic  Interference  Suppression, 
Hermetically  Sealed  On  One  End  Only,  Style  FS72 
Filters  &  Capacitors,  Radio  Frequency  Interference....... . . . . 


Filters  &  Capocitors,  Radio  Frequency/electromagnetic  Interference  Suppression, 
Hermetically  Sealed  On  One  End  Only,  Style  FS73 
Filters  &  Capacitors,  Radio  Frequency  Interference,  Hermetically  Sealed,  Style  FL90 
Part  (S  M 1 5733/34  0008,-0022, -0032, *0033, -0034  Are  Inactive  For  New  Design 
10/17/86  Port  (S  M  15733/34*0014, *0023,-0025,-0026, *0027  Are  Inactive  For 
New  Design  15  Jan  88 

Filters  And  Capacitors,  Rodio  Frequency/e’cctromagnetic  Interference  Suppres’on, 
Hermetically  Sealed  On  One  End  Only,  Style  FS74 
Filters  And  Capacitors,  Rodio  Frequency  Interference,  Hermeticollyseoled,  Style  FL63 
Fillers  And  Capacitors,  Rodio  frequency/efectromagnelic  Interference  Suppresion, 
Hermetically  Sealed,  Style  FS66 

Filters  And  Capacitors,  Rodio  Frequency  Interference,  Hermetically  Seoled,  Style 
FL93 

Filters  And  Capacitors,  Radio  Frequency/electromognetic  Interference  Suppression, 
Nonhermeticolly  Sealed,  Style  PS60 

Filters  And  Capacitors,  Rodio  Frequency/electromognetic  Interference  Suppression, 
Nonhermeticolly  Seoled,  Style  rS61 

Filters  And  Capocitors,  Rodio  Frequency/electromognetic  Interference  Suppression, 
Hermetically  Seoled  Style  FS62 

Filters  And  Capacitors,  Radio  Frequency/electromognetic  Interference  Suppression, 
Nonhermeticolly  Seoled,  Style  FS63 

Filters  And  Capacitors,  Radio  Frequency/electromognetic  Interference  Suppression, 
Hermetically  Seoled  On  One  End  Only,  Style  FS70  And  FS71 
Filters  And  Capicitors,  Rodio  Frequency/electromognetic  Interference  Suppression, 
Hermetically  Seoled,  Style  FS64 

Filters  And  Networks  Selection  And  Use  Of . . . 

Filters,  Cooking  Grease . . . . . . . . . 

Filters,  Electronic  Air  Cleaning,  Ionizing  Plate  Type . . . . . 

Filters,  Fluid,  Pressure,  Feedwater . . . . . . . 

Fitters,  Gas.  Recirculation  (550  Cfm  And  1200  Cfm) . . . . 

Filters,  Particulate  (High-efficiency  Fire  (Superseding  MIL-F-0051068E) . . . 

Filters,  Porticulote,  Recirculation  (550  Cfm  And  1200  Cfm) . . . . . . . 

Filters,  Rodio  Frequency  Interference,  Sty!efl84 . . . . . 

Filters,  Rodio  Frequency  Interference  Style  F149 . . . . . . . 

Filters,  Rodio  Frequency  Interference,  STYIEF187  (Notice  Of  Inoctivation  For  New 
Design) 

Filters,  Rodio  Frequency  Interference,  Stylefl  86  (Notice  Of  Inoctivation  For  New 
Design) 

Filters,  Radio  Frequency  Interference,  Hermetically  Seoled,  Style  FL94 . . 

Filters,  Rodio  Frequency  Interference,  Hermetically  Sealed,  Style  FL98., . . . 

filters,  Rodio  Frequency  Interference,  Hermetically  Sealed,  Style  FL16 . . . 

Filters,  Radio  Frequency  Interference,  Hermetically  Sealed,  Styles  FL10  &  FLU . . . 

Filters,  Rodio  Frequency  Interference,  Hermetically  Sealed,  Style  F112. . . . . 

Filters,  Radio  Interference  Style  F138 . . . . . . . . 

Filters,  Radio  Interference  Style  FL37 . . . . . . . . 

Fin  &  Closure  Assembly  For  Rocket  Motor  2.75  Inch,  SR  105,  Parts  Of  . . 

Fin  And  Nozzle  Assembly,  For  Rockei  Motor  2.75  Inch  Mark  4  And  Mark  40  Parts 
For 

Fin  Assemblies,  Mortar  Cartridge,  81MM,  M28,  M29  . . . . 

Fin  Assembly  . . . . . . . . . 

Fin  Assembly,  Bomb,  4&POUND,  Ml 5...... . . . . . . . . . 

Fin  Assembly,  M 158 . . . . . . . . . . . . 

Fin  Assembly,  M4A1, . . . . . . . . . . . . . . . . . 

Fin  Assembly,  XM170. . . . . . . . . . . . 

Fin  Assembly,  XM24. . . . . . . . . . . 

Fin  M27 . . . . . 

Fin,  Assembly,  Bomb,  750  18  Cluster,  M14E3  . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-F-15733/29A  (1) 
NOTICE  1 

5915 

EC 

27  Feb 

87 

85 

MIL-F-15733/46A  (3) 

5915 

EC 

28  Feb 

87 

85 

MILF-15733B/40B 

5915 

EC 

12  Jun 

85 

ER 

EC 

85 

L 

MIL-F-15733/55D 

59)5 

EC 

06  Oct 

83 

ER 

EC 

85 

L 

MII-F-15733/56B  (1) 

5915 

EC 

28  Mar 

80 

85 

L 

MII-F.15733/57B 

5915 

EC 

16  Dec 

81 

85 

l 

MH.-F-12717 

1240 

AR 

13  May 

53 

AR 

L 

M1L-F-7194C 

2945 

AV 

29  Jul 

81 

AV 

MS-36098B 

4540 

EA 

07  Dec 

83 

EA 

MS 

99 

L 

MIL-F-83236  (3) 

6230 

82 

24  Oct 

85 

99 

L 

MIL-F-85675 

582) 

AS 

07  Jul 

87 

AS 

l 

MIL-F.48616/301 

6650 

AR 

29  Jul 

77 

AR 

MIL-F-28861/4A 

5915 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

MIUF.15733/27C 

5*15 

EC 

11  Aug 

86 

ER 

EC 

85 

MII-F.28861/13A 

5VCP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

Q 

MIL-F-15733G  (1) 

5915 

EC 

21  Oct 

85 

ER 

EC 

85  ES 

SUPP  1 

NOTICE  1 
MIL.F-28861/14A 

59GP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

L 

MH.-F-15733/34M  (2) 

59)5 

EC 

15  Jan 

88 

ER 

EC 

85 

MIL-r>28861/15A 

59GP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

L 

MII-F-15733/58B  (1) 

59GP 

EC 

31  Aug 

88 

ER 

EC 

85 

Mll-F-28861/16 

59GP 

EC 

29  Aug 

86 

ER 

EC 

85 

L 

Mll.r-15733F/49G 

59GP 

EC 

02  Nov 

PB 

ER 

EC 

85 

Mll-F.28861/68 

-59GP 

EC 

02  Nov 

08 

ER 

EC 

85  NA 

MIL.F-28861/7B 

•59GP 

EC 

31Dec 

87 

ER 

EC 

85  NA 

MIL-F-28861/8C 

•59GP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

MII-F-28861/9B 

-59GF 

EC 

31  Dec 

87 

ER 

EC 

85  NA~ 

MIL-F-28861/12C 

-59GP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

MIL-F-28861/10C 

•59GP 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

MIL-STD-1395B 

5915 

EC 

06  Mar 

87 

ER 

EC 

85 

A-A-50038 

7330 

GL 

30  Sep 

82 

Gl 

YD 

99 

F-F-320B 

4460 

/YD 

23  Jun 

85 

YD 

99 

L 

MII-F-17559C 

4330 

YD 

12  May 

83 

YD 

L 

Mll-F-513698  (1) 

4240 

EA 

04  Jun 

87 

EA 

MIL-F-51068F 

INT  AMD  3 

4240 

EA 

20  Jun 

86 

EA 

99 

l 

MIL-F-51366A  (2) 

4240 

EA 

2 

87 

EA 

- 

MIUM5733/41G 

5915 

EC 

22  Oct 

87 

ER 

EC 

85 

MIL-F-15733/64  (2) 
NOTICE  1 

5915 

EC 

16  Sep 

88 

ER 

EC 

85 

L 

MII-F-15733765A 

5915 

EC 

07  May 

86 

85 

L 

Mll-F-15733/538 

5915 

EC 

07  May 

86 

85 

L 

MIL-F  15733/54F 

59)5 

EC 

22  Nov 

83 

ER 

EC 

85 

Mll-F-15733/75  (1) 

5915 

EC 

18  Jon 

84 

ER 

EC 

85 

L 

MII-F.15733/38H  (2) 

5915 

EC 

07  Aug 

87 

ER 

EC 

85 

MII-F-15733/23A  (1) 

5915 

EC 

03  Aug 

87 

ER 

EC 

85 

MII-F-15733/24A  (1) 

5915 

cC 

30  Dec 

83 

ER 

EC 

85 

MIL-F-15733/33C 

59)5 

EC 

27  Jun 

88 

ER 

EC 

85 

MIL  F-15733/63  (2) 

5915 

EC 

23  Apr 

82 

ER 

EC 

85 

L 

MIDF-50877  (1) 

1340 

Ml 

12  Sep 

84 

AR 

L 

MIL-F-604458  (3) 

1340 

Ml 

22  Aug 

83 

Ml 

MIL-F-70546 

1315 

AR 

05  Sep 

86 

AR 

L 

MIL-F-14986A 

NOTICE  1 

1115 

AR 

06  Apr 

87 

AR 

L 

MIL-F-45400A  (2) 

1325 

AS 

19  Mo y 

71 

AR 

L 

Mll-F'48076A 

1315 

AR 

14  May 

84 

AR 

L 

MIL-F-60613A  (2) 

1315 

AR 

04  May 

70 

AR 

L 

MII-F-14888A 

1315 

AR 

04  Dec 

SI 

AR 

l 

MIDF-48425A  (2) 
NOTICE  1 

1310 

AR 

02  Nov 

88 

AR 

L 

MII-F-48580B 

NOTICE  1 

1310 

AR 

30  Jan 

87 

AR 

L 

Mll-F-51364  (1) 

1325 

AS 

13  Jul 

73 

AR 

312 


ALPHABETICAL  LISTING 


TITLE 

Fin,  Asjembly,  60MM  M2  . . . . . . . . . 

Fin,  Retarder,  Air  Inflatable  BSU-85/B . . . . . . . . 

Financial  Arrangements  In  Support  Of  Operations  (Up  To  The  Year  2000)  (Rel  To 
Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  Mat  09B21) 

Financial  Services  -  Financial  Transaction  Cords  -  1983 . . . . . 

Fineness  Of  Dispersionof  Pigment-vehicle  Systems . . . . . . . 

Finger  Cot,  Surgical,  Disposable . . . . . 

Finger  Cot,  Surgical,  Disposable . . . . . . . . . . 

Finger  Pads,  Rubber . . . . . . . . 

Finger,  Mechanical,  And  Retriever  Tool,  Magnetic  . . . 

Finger,  Mechanical  And  Retriever  Tool,  Magnetic . 

Fingerprint  Identification  Kits . . . . . . . . . . 

Finish  Content  Woven  Glass  Fabric,  Cfecned  &ofter  Finished  With  Chrome 
Complexes,  For  Plastic  Laminates  •  30  Jul  82 

Finish,  Chemical,  Black,  For  Copper  Alloys . . . . . 

Finish,  Desk,  Water-emulsion  (For  Use  In  Controlled  Atmosphere  Environments) 
(Metric) 

Finish,  Floor,  Water  Emulsion  (For  Use  On  light  Colored  Floors)  . . . . . 

Finish,  Materials  &  Processes  For  Corrosion  Prevention  &  Control  In  Support 
Equipment 

Finished  &  Rough  Brass  Plumbing  Fixture  Fittings  •  16  Nov  79 . . . . 

Finishes  For  Ground  Electronic  Equipment . . . . . 

Finishes,  Coolings,  And  Sealants  For  The  Protection  Of  Aerospace  Weapons  System 

Finishes,  Organic,  Weapons  System,  Application  And  Control  Of . . . . . 

Finishing  Machines,  Concrete,  Rotary,  Power  Driven,  Hand  Controlled . . . 

Finishing  Of  Metal  And  Wood  Surfaces . . . . . . 


Fire  Alarm  System,  Locol,  Electric,  Supervised,  Succession  Coded,  Positive, 
Noninterfering  Type 

Fire  Alarm  System;  locol.  Electric,  Supervised,  Selective  Coded,  Shunt 
Noninterfering  Type 

Fire  And  Explosion  Harard  Protection  Systems,  Aircraft  (Request  For  Issue  Other 
Thon  DOD  Must  Be  Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433-6503) 
Fire  And  Overheat  Warning  Systems,  Continuous,  Aircraft,  Test  And  Installation  Of.. 

Fire  Control  Assembly  ID546992  (For  Guidance  Control  Test  Set  Mk  443  Mod  0 
And  Mod  1) 

Fire  Control  Computer,field  Test  Set  (Fcc-fts)... . 

Fire  Control  Electronic  Calibration  Standards,  Packaging  Of . . . 

Fire  Control  Equipment,  Naval  Ship  And  Shore,  Generol  Specification . 

Fire  Control  Moteriel,  General  Speculation  Governing  The  Design  And  Inspection 
Of. 

Fire  Control  System  Requirements  For  Gun,  155-MM,  Self-propelled,  M53  And 
Howitzer,  8-INCH,  Self  Propelled  M55. 

Fire  Control,  Materiol,  Generol  Specification  Governing  The  Manufacture  And 
Inspection  Of, 

Fire  Coordination  In  Support  Of  Lond  Forces  (Edition  No,  3)  Release  To  Other 
Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Fire  Extinguishing  Agent,  Aqueous  Film  Forming  Foam,  (AFFF)  Liquid  Concentrate, 
For  Fresh  &  Sea  Water 

Fire  Extinguishing  Agent,  Sodium  Bicorbonote  Dry  Chemical . . . . . . 

Fire  Fighting  Equipment  Set,  Truck  Mounted,  Structural,  Class  530  Series,  Packaging 
Of 

Fire  Fighting  Equipment  Set,  Truck  Mounted,  Pumper,  Ooss  530  Series,  Army 
Aircraft  Crash,  Pockoging  Of 

Fire  Fighting  Equipment  Set,  Truck  Mounting,  Brush,  Class  530B,  Overseas, 

Packaging  Of 

Fire  Performance  Requirements  And  Approved  Specification  For  Interior  Finish 
Materials  And  Furnishings  (Navol  Shipboard  Use) 

Fire  Protection  Design  Handbook  For  U.s.  Navy  Aircraft  Powered  By  Turbine 
Engines 

Fire  Protection  Guide  On  Hazardous  Materials  (NFPA-325A-68,  325-M-69,  49-69, 

49 )M  68,  704M-69)  -  69 

fire  Protection,  Woter  Spray  Fixed  Systems,  For .  19  May  82  . . . . 

Fire  Resistance  Of  Roof  Covering  Materials,  Standard  For  Tests  For  ■  5  Oct  83 
(Fifth  Edition,  First  Impression) 

Fire  Resistant  Phosphate  Ester  Hydraulic  Fluid  For  Aircraft  •  1  Mar  83 . . 

Fire  Retordant  Treated  Wood,  Standard  Method  For  Determining  The  Equilibrium 
Moisture  Content  Of  *  1983 

Fire  System,  20  Millimetre  Point  &  Suppressive  Helicopter,  AH-1T  (TOW), 
//A49E-7(V4) 

Fire  Tests  Of  Building  Construction  &  Moteri  Als  •  25  Mar  83  . . . .  ...... 

Fire  Truck  (Pumper),  Gasoline  Or  Diesel  Engine  (4X2,  6X4)  20,000  Pounds  G.v.w. 
And  Over 

Fire  Truck  (Pumper),  Gasoline  Or  Odicie  Engine  (4X2,  6X4)  20,000  Pounds  G.v.w, 
And  Over 

Fire  Warning  Systems,  Aircraft,  Rodlation  Sensing  Type.  Test  And  Installation  Of  .... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-F-14902A 

NOTICE  1 

1310 

AR 

10  Apr 

86 

AR 

L 

Mlt-F-85596 

1325 

AS 

09  May 

83 

Q-STD-7  (1) 

ISDA 

AM 

17  Sep 

84 

ANSI  X4.I3-83 

7530 

MB 

29  Jul 

88 

MO 

MS 

03 

ASTM  D1210-79R83 

8010 

MR 

14  Mor 

87 

MR 

SH 

11 

NOTICE  2 

A-A-50855 

NOTICE  1 

6515 

/MB 

12  Oct 

88 

MO 

MS 

03 

ZZ-F-1299A 

6515 

/DM 

21  Oct 

75 

MD 

MS 

03 

A-A-134 

7510 

t 

18  Jan 

80 

GGG-F-3608 

5120 

•Gl 

05  Oct 

64 

Gl 

SH 

99 

GGG-F-00360D 

5120 

t 

08  Aug 

69 

GG-F-355A 

7520 

/GL 

25  Jon 

88 

Gl 

99 

NOTICE  1 

ASTM  D2410-82 

9340 

MR 

10  Nov 

83 

MR 

MIL-F-495E 

MFFP 

GL 

30  Sep 

88 

GL 

20 

MIL-F-24685 

7930 

SH 

14  Oct 

87 

SH 

Q 

P-F-430C  (1) 

7930 

% 

15  Apr 

83 

L 

MII.-STO.808a 

NOTICE  1 

MFFP 

20 

30  Jul 

87 

20 

ANSI  A1I2.18.1M-79 

4510 

YD 

12  May 

82 

ME 

YD 

99 

L 

MIL-F-14072C  (1) 

MFFP 

ER 

01  Jun 

86 

ER 

MIL-F-7179F  (1) 

MFFP 

AS 

20  May 

85 

MR 

AS 

20 

MIL-F-18264D  (1) 

8010 

AS 

23  Apr 

71 

MR 

AS 

20 

L 

MIL-F-230I9D 

3895 

YD 

27  Apr 

85 

YD 

L 

MII-STD-171D 

NOTICE  1 

MFFP 

MR 

17  Dec 

85 

MR 

SH 

20 

NOTICE  3 

W-F-39IC  (2) 

6350 

t 

28  Jon 

66 

W-F-396C  (2) 

4210 

•ME 

22  Jul 

65 

ME 

YD 

99 

L 

MILF-87168  (1) 

SAFT 

n 

15  Apr 

86 

11 

MIL-F-7872C  (1) 
NOTICE  1 

6340 

AS 

30  Sep 

87 

AV 

AS 

11 

L 

MIL-F-82566  (2) 

4921 

os 

31  Oct 

72 

OS 

l 

MIL-F-48673 

1270 

AR 

12  Aug 

86 

AR 

L 

MIL-F-45687 

1290 

AR 

16  Feb 

61 

AR 

L 

MIL-F-18870E 

12GP 

OS 

25  Apr 

75 

OS 

L 

MIL-F-14252  (2) 
NOTICE  2  (AR) 

12GP 

AR 

24  Feb 

59 

AR 

L 

MIL-F-14552 

1230 

AR 

30  Jun 

57 

AR 

L 

MII-F-13926B  (1) 

12GP 

AR 

10  Feb 

88 

AR 

NAT-STD-2099  (4) 

ISDA 

AM 

15  Jun 

78 

Q 

MII-F-24385C  (4) 

4210 

SH 

03  Mor 

83 

SH 

99 

0-F-37IB 

4210 

t 

02  Feb 

79 

L 

MIL-F-52651A 

4210 

ME 

02  Apr 

75 

ME 

L 

MIL-F-52652A 

2835 

ME 

14  Apr 

75 

ME 

L 

MIL-F-52653A 

4210 

ME 

26  Aug 

75 

ME 

L 

MIL-STD-1623D 

NOTICE  1 

19GP 

SH 

03  Jul 

85 

SH 

l 

Mll-HDBK  221 

MISC 

AS 

03  May 

65 

AV 

AS 

NFPA  325A-70 

MISC 

SA 

15  May 

70 

AR 

SA 

43 

NFPA  15-82 

4210 

YD 

08  Apr 

83 

YD 

99 

UL  79083 

5650 

YD 

21  Mar 

89 

ME 

YD 

AS  1241A-83 

9150 

20 

01' Sep 

83 

MR 

AS 

20 

AWPA  M20-83 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

L 

Mll-F-85668 

1230 

AS 

28  Feb 

84 

AS 

ASTM  El  19-83 

FACR 

YD 

31  Mor 

88 

YD 

NOTICE  1 

KKF-  -1964 

4210 

: 

0L  Apr 

77 

KKK-F-001964 

4210 

t 

01  Apr 

77 

L 

Mll-F-23447 

6340 

AS 

14  Sep 

62 

AS 

313 


ALPHABETICAL  LISTING 


TITLE 

Firctruck  (Pumper),  Diesel  Engine,  4X2  Or  4X4,  1 1000  To  20000  Pounds  G.V.W,  .... 
Firetruck  (Pumper),  Gasoline  Or  Diesel  Engine  (4X2,  4X4,  6X4)  20,000  Pounds 
G.v.w,  And  Over) 

Firetruck,  Wildland,  4X2,  4X4,  Gosolinc  Or  Diesel  Engine,  8,700  Pound  To  27,500 
Pound  GVWR 

Firing  Attachments,  Blank  Ammunition  . . . . . . 

Firing  Attachment,  Blank  Ammunition;  Ml 9 . . . . . 

Firing  Attachment,  Blank  Ammo,  M20  . . . . . . . . . . . . 

Firing  Device,  Anti-personnel  Mine,  Electrical  M57E1  Ports  For,  Assembling  And 
Pocking 

Firing  Device,  Anti  Personnel  Mine,  XM123  Ports  &  Assembly., . . . . . . . 

Firing  Device,  Demolition,  Delay  Type,  Ml  Ports  For  And  loading  Assembling  And 
Packing 

Firing  Device,  Demolition  Pull  Type,  Mi  loading.  Assembling  And  Pocking  . . 

Firing  Device,  Explosive  Actuator  (CCU-74/8)  . . . . . . 

Firing  Device,  Electrical,  M57  Ports  For,  Assembling  And  Packing  . . . . 

Firing  Device,  Explosive  Actuator  (CCU-64/B) . . . . . . . . . . . 

Firing  Device,  Multi  Purpose,  Ml 42  Parts,  Assembly,  And  Pocking  . . . . . 

Firing  Device,  Non-mefallic,  Pull  Type,  T35E1,  loading.  Assembling  And  Packing  . 

Firing  Device,  Pull  Release  Type,  M3  Ports,  loading.  Assembling  And  Pocking  .......... 

Firing  Device,  Pressure  Release  Type,  M5  And  M5  Inert  Assembly  Ports  For  And 
loading,  Assembling  And  Packing 

Firing  Kit,  Demolition,  Electrical  Xm  147E1  . . . . . . . . . . . 

Firing  Mechanism,  50057-1,  Overhaul  Of...... . . . . . . . . . 

Firing  Mechanism,  Cartridge  Actuated.  29378- 1  Assembly.............. . . . 

Firing  Mechanism,  Cartridge  Actuated,  29378*1  Remanufoctured  Metal  Ports 
Assembly 

Firing  Mechanism,  Cartridge  Actuated,  50057-1  Assembly..... . . . . . . . 

Firing  Mechanism,  Cartridge  Actuated,  50057-1  Remanufactured  Metal  Ports 
Assenbly 

Firing  Train  Test  Housing,  Operator  Controlled . . . . . . . 

first  Aid  &  Hygiene  Training  In  NBC  Operations  (Ed  No  1)  (Rcl  To  Other  Than 
DOD  Act  Req  Pr  Appr  By  HQ  DARCOM  DRCIRD) 

First  Aid  &  Hygiene  Training  In  NBC  Operations  (Edition  2)  (Req  Other  Than  DOD 
Ref  To  US  AMC,  Attn;  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Vo 
22333  0001) 

First  Aid  Kit,  Eye  Dressing . . . 

First  Aid  Kit,  Individual . . . . . . . . . 

First  Aid  Kit,  Snakebite . .... 

First  Aid  Kits  &  Emergency  Medicol  Care  Kits  (Edition  No.  4  (Release  To  Other 
Than  DOD  Agencies  Must  Bo  Approved  By  Hq  DARCOM  (DRCIRD) 

First  aid  Kits  &  Emergency  Medicol  Care  Kits  (Edition  5)  (Rel  To  Other  Than  Dod 
Act  Req  Pri  Apr  Of  Cnm,  Not  09*821,  Wash,  Dc  20360) 

First-aid  Material  For  Chemical  Injuries  (Edition  1)  (Re!  To  Other  Than  DOD  Ac! 

Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360 

Fish  Squares,  Dehydrated,  Row . . . 

Fish,  Chilled  And  Frozen . . . . . . . . . . . 

Fishing  Kit,  Survival  . . . . . . . . . . . . 

Fishing  Tool,  Pneumolic  Tire  Volve . . . . . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seal),  Size  AWG  14/1  . . . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seal),  Size  AWG  10/1  . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seal),  Size  AWS  4/0 . . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seol),  Size  AWG  14/2  . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seal),  AWG  14/3 . . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seol),  Size  Awg  14/4  . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seal),  Size  Awg  14/7  . . . . 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seol),  Size  Awg  8/2  . . . 

Fitter  For  Multiple  Conductor  Electric  Terminol  (Hermetic  Seal)  Fitter  Assembly . 

Fitter  For  Single  Conductor  Electric  Terminol  (Hermetic  Seol)  Filler  Assembly . . . 

citter  For  Stuffing  Tubes................ . . . 

Fitting  &  Cargo  Airplone  Tie  Down  . . . . . . . . . . . . . 

Fitting  &  Engine  Cylinder  Head  Temperature  Measuring  Element . . . 

Fitting  &  Flanges,  Wrought,  Seomless,  Bull  &  Socket  Welding,  Nickel  Chromium 
Iron  Alloy  (Issue  Controlled  Request  By  Other  Thon  DOD  ACTYS  Must  Be 
Submitted  Via  The  Preparing  AOTY  Of  Th»  Spec) 

Fitting  -  Installation  Of  Flared  Tube,  Straight  Threaded  Connectors,  Design  Slondord 
For 

Fitting  *  Style  Of  Pipe  Threaded,  Flared  Tube  And  Hose, . . . . . . 

Fitting  And  Flange,  Wrought  Seomless,  Butt  And  Socket  Welding,  70-30  Copper 
Nickel  Alloy  (Issue  Controlled-requests  By  Other  Than  Dod  Activities  Must  Be 
Submitted  Via  The  Preparing  Activity  Of  The  Spec) 

Fitting  And  Flanges,  Wrought,  Seamless,  Butt  And  Socket  Welding,  Austenitic 
Corrosion-resistant  Steel  (Issue  Controlled-requests  By  Other  Thon  Dod  Actys 
Must  Be  Submitted  Via  The  Preparing  Acty  Of  The  Spec) 

Fitting  Assembly,  Straight  Threaded,  Fluid  Connection,  low  Pressure. . . . 

Fitting  End  •  Hose,  Swivel,  Detachable,  Flanged,  3  Bolt,  Straight  . . . . 

Fitting  End  -  Hose,  Swivel,  Detachable,  Flanged,  3  Bolt,  90  Deg . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

KKK-F-2115 

4210 

~t 

01  Jun 

85 

KKK-F-1964A 

4210 

l 

01  May 

84 

KKK-F-2201 

4210 

t 

01  Mar 

86 

MII-F-2980E  ()) 

1005 

AR 

14  Mor 

79 

AR 

os 

99 

L 

MIL-F-63337  (2) 

1005 

AR 

08  May 

87 

AR 

l 

MII-F-63378A 

1005 

AR 

22  Oct 

87 

AR 

l 

MIL-F-48235  (2) 
NOTICE  1 

1345 

AR 

08  Apr 

86 

AR 

l 

MIL-F-50907 

1345 

AR 

01  Jun 

71 

AR 

l 

MIL-F-13893E  (5) 
NOTICE  1 

1375 

AR 

20  May 

88 

AR 

l 

MIL-F-46657D  (1) 

1375 

AR 

06  May 

76 

AR 

l 

MIL-F-85531 

1377 

AS 

07  Jon 

86 

AS 

L 

MIL-F-45421D  (5) 
NOTICE  1 

1345 

AR 

13  Jun 

88 

AR 

Mll-F-85328 

1377 

AS 

13  Jun 

81 

AS 

l 

MIL-F-63090A  (3) 

1375 

AR 

03  May 

84 

AR 

l 

MIL-F-46283 

1375 

AR 

19  Sep 

60 

AR 

l 

MIL-F-46298C  (!) 

1375 

AR 

06  Moy 

76 

AR 

l 

MIL-F-50495A 

1375 

AR 

05  Nov 

75 

AR 

L 

M1L-F-46524A  0, 
NOTICE  1 

1375 

AR 

20  Moy 

88 

AR 

l 

Mll-F-60823 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

l 

Mll-F-50693  (1) 

1377 

OS 

16  Jan 

87 

OS 

L 

MIL-F-50694  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

MIL-F-50695  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

Mll-F-50696  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

MIL-F-48375 

1345 

AR 

17  Moy 

78 

AR 

NAT-STD-2358  (3) 

ISC  -V 

NM 

11  Sep 

81 

NAT -STD-2358  (6) 
DlST  STMT  C 

ISD/ 

Al 

03  Mar 

89 

MIL-F-36043C 

6545 

DM 

12  Dec 

78 

MD 

MS 

03 

A-A-0053184 

6545 

MB 

18  Sep 

87 

MD 

MS 

03 

A-A-95 

6545 

J 

27  Sep 

79 

NAT-STD-2126  (1) 

ISDN 

NM 

11  Sep 

81 

NAT-STD-2126  (2) 

ISDA 

AM 

06  Jun 

86 

NAT-STD-2871  (3) 
NATOSTANAG 

ISDA 

AM 

25  Jan 

85 

MII-F-43142F 

8905 

Gl 

26  Jun 

85 

GL 

SA 

50 

PP-F-00381K  (1) 

8905 

•Gl 

31  Aug 

77 

Gl 

SA 

50 

MIL-F-6218C  (1) 

4220 

84 

09  Apr 

81 

AS 

99 

GGG-P-00420 

5120 

t 

29  Nov 

63 

l 

MS-17026 

5975 

SH 

7  Jul 

59 

SH 

l 

MS- 17027 

5975 

SH 

7  Jul 

59 

SH 

L 

MS-17028 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17029 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17030 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17031 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17032 

5975 

SH 

7  Jul 

59 

SH 

L 

MS-17033 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17035 

5975 

SH 

7  Jul 

59 

SH 

l 

MS-17034 

5975 

SH 

7  Jul 

59 

SH 

L 

Mll-F-24235/15 

5975 

SH 

18  Jul 

67 

SH 

AN7516 

REV  3 

1670 

82 

13  Sep 

82 

AV 

99 

AN4076 

REV  4 

6685 

AS 

25  Aug 

87 

AV 

AS 

99 

l 

MIL-F-23508D  (1) 

4730 

SH 

08  Sep 

81 

MS-21344 

4730 

82 

17  Aug 

71 

AV  AS 

99 

AND10059 

4730 

82 

09  Jon 

64 

AS 

11 

REV  3 

l  MII-F-24342C 

4730 

SH 

2  7-Mor 

85 

SH 

l  MII-F-23467F 

4730 

SH 

1)  Mor 

85 

SH 

l  MS-27856 

4730 

12 

14  Jul 

67 

12 

MS-287428 

4730 

AS 

1  Jul 

54 

AS 

99 

MS-28744B 

4730 

AS 

1  Jul 

54 

AS 

99 

314 


ALPHABETICAL  LISTING 


TITLE 

Filling  End  *  Hose,  Swivel,  Detachable,  Flanged,  4  Bolt,  45  Deg . . . . . 

Fitting  End  •  Hose,  Swivel,  Detachable,  Flanged,  4  Bolt,  90  Deg . . . . . . —  .. 

Fitting  End  •  Tetrafluoroethylene  Hose  Medium  Pressure,  45  Deg.  Swivel  Flange 
Corrosion  Resistant  Steel 

Fitting  End-  Tetrolluoroethylene  Hose  Medium  Pressure,  90  Deg.  Swivel  Flange 
Corrosion  Resistant  Steel 

Filling  End-  Tetrofluoroelhylene  Hose  Medium  Pressure,  Swivel  Nut,  Corrosion 
Resistant  Steel 

Fitting  End*  Tetrofluoroelhylene  Hose  Medium  Pressure,  45  Deg.  Swivel  Nut, 
Corroslonreslslont  Steel 

Fitting  End-  Tetrafluoroethylene  Hose  Medium  Pressure,  90  Deg,  Swivel  Nut, 
Corrosion  Resistant  Sleel 

Fitting  End-  Tetrafluoroethylene  Hose  Medium  Pressure,  Swivel  Flange  Corrosion 
Resistant  Steel 

Fitting  End,  Attachable  Hydraulic,  High  Pressure  Hose . . . 

Fitting  End,  Attachable,  Hydraulic  And  Pneumatic  High  Pressure  Hose  (3,000  Psi) 
Flared  Tube 

Fitting  End,  Attachable,  Hydraulic  High  Pressure  Hose  (3,000  Psi),  Flareless  Tube  ...... 

Fitting  End,  Bolt  Cluster  Fitting  Single  Port  Through,  Flare . . . . . . 

Fitting  End,  Bolt  Cluster  Fitting,  Single  Port  Through,  Floreless  (Inactive  For  New 
Design  After  31  Dec  1987) 

Fitting  End,  Bolt  Cluster  Fitting,  Double  Port  . . . . . . . . 

Fitting  End,  Bolt  Cluster  Fitting,  Double  Port,  Through,  Ftareless  . . . 

Fitting  End,  8u!khead  Flared  Tube  Connection  Precision  Type,  Standard  Dimensions .. 
Fitting  End,  Flareless  Acorn,  Standards  Dimensions  For . . . . . 

Fitting  End,  Flared  Tube  Connection,  Precision  Type,  Standard  Dimensions . 

Fitting  End,  Flared,  Female,  Standard  Dimensions  For  •  1  Nov  85........ . . . . 

Fitting  End,  Hose  Connection,  Standard  Dimensions  For  . . . . . . 

Fitting  End,  Self  Sealing  Fuel  Hose,  Swivel,  Detachable... . 

Fitting  End,  Self  Sealing  Fuel  Hose,  Swivel,  Detachable,  Flanged,  Straight . 

Fitting  End,  Self  Sealing  Fuel  Hose,  Swivel,  Detachable,  Flanged,  45  Deg . 

Fitting  End,  Self  Sealing  Fuel  Hose,  Swivel,  Detachable,  Flanged,  90  Deg . . . 

Fitting  End,  Standcrd  Dimensions  For  Cone  Connection....... . . . 

Fitting  End,  Standard  Dimensions  For  Florcd  Tube  Connection  And  Gasket  Seal........ 

Fitting  End,  Standard  Dimensions  For  Bulkhead  Flared  Tube  Connections  . . . . 

Fitting  End,  Standard  Dimensions  For  Flaretess  Tube  Connection  And  Gasket  Seal 
(Asg) 

Fitting  End,  Standard  Dimensions  For  Bulkhead  Floreless  Tube  Connections . 

Fitting  End,  Standard  Dimensions  For  Bulkhead,  Dynamic  Beam  Seol,  Male . 

Fitting  End,  Standard  Dimensions  For  Dynamic  Beam  Seal,  Male. . . 

Fitting  End,  Toper  Pipe  Thread,  Standord  Dimensions  For . 

Fitting  For  Conduit,  Meiol,  Rigid,  (Thick-wall  And  Thin-woll  (Emt)  Type( . 

Fitting  Installation,  Florcd  Tube,  External  And  Internal  Discharge  Ports,  Booster  Pump 
(Asg) 

Fitting  Installation-standard  And  Conduit . . . . 

Fitting  Installation,  Flared  Tube  And  Hose,  Swivel  (Asg)  . . . . 

Fitting  installation.  Cluster  (Asg)  . . . . 

Fitting  Out  Handbook  -  Ships  . . . . . . . . . 

Fitting  Out  Procedures  •  Ships . . . . . . 

Fitting  Set,  Chemical  Biologlcol  Mask  Optical  Insert  . . . . . 

Fitting-out  Management  Information  System,  General  Requirements  . . 

Fitting,  (O)  Ring,  Circular,  Compression  Type,  Single  Groove,  Tank . . . 

Fitting,  (O)  Ring,  Circular,  Thru  Bolt  Type,  Single  Groove,  Tank. . . 

Fitting,  (O)  Ring,  Circular,  Threodcd  Insert  Type,  Single  Groove,  Tank  . . . . . 

Fitting,  Aircraft,  Solder  Type,  Tube  (Asg)  . . . . . 

Fitting,  Attachment,  Molded,  Tonk,  Thru  Hole,  Flush,  (O)  Ring,  Rectangular,  10  X  16 

Fitting,  Attachment,  Molded,  Tank,  Flush  (O)  Ring,  Rectangular,  10  X  16.................. 

Fitting,  Attachment,  Molded  Tank,  Thru  Hole,  Flush  (O)  Ring,  Rectangular,  12  X  18.. 

Fitting,  Attachment,  Molded  Tonk,  Flush,  (O)ring,  Rcctongulor,  12  X  18  . . 

Fitting,  Attachment,  Molded  Tonk,  Thru  Hole,  Flush,  (O)  Ring,  Oval,  8  X  12....... . 

Fitting,  Attachment,  Molded  Tank,  Thru  Hole,  Flush,  (O)  Ring,  Oval,  10  X  16 . . . 

Fitting,  Attachment,  Molded  Tank,  Flush,  (O)  Ring,  Oval........... . . . . . . 

Fitting,  Butt  Welding,  Seamless  Or  Welded,  70-30  Copper-nickel  Alloy  700  Psi,  200 
Deg.  F. 

Fitting,  Cargo  Tiedown,  AUcioU. ....... ...... ........ ......... ............ . . 

Fitting,  Flared  Tube,  low  Pressure,  90  Deg  External  Outlet,  Booster  Pump . . 

Filling,  Flared  Tube,  Fluid  Connection  . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MS-28746C 

4730 

82 

30  Aug 

83 

AS 

99 

MS-287478 

4730 

AS 

1  Jul 

54 

AS 

99 

L 

MS-18089 

4730 

AS 

26  Apr 

65 

AS 

l 

MS-18090 

4730 

AS 

26  Apr 

65 

AS 

l 

MS-18085 

4730 

AS 

26  Apr 

65 

AS 

l 

MS-18086 

4730 

AS 

26  Apr 

65 

AS 

L 

MS-18087 

4730 

AS 

26  Apr 

65 

AS 

L 

MS-18088 

NOTICE  1 

4730 

AS 

31  Dec 

87 

AS 

Q 

MIL-F-8789C 

4730 

82 

01  Dec 

81 

ME 

AS 

99 

MS-28760C 

4730 

82 

22  May 

70 

AS 

99 

MS-28761A 

4730 

82 

25  Aug 

70 

AS 

99 

MS-21947A 

4730 

82 

10  Nov 

84 

AS 

99 

MS-21933C 

4730 

AS 

28  Aug 

87 

AV 

AS 

99 

MS-21934C 

4730 

AS 

27  Jul 

87 

AV 

AS 

99 

MS-21935C 

4730 

AS 

24  Jul 

87 

AV 

AS 

99 

l 

MS-24386G 

4730 

82 

16  Jan 

89 

99 

NAS  1760-76 

REV  1 

4730 

AS 

03  Apr 

68 

AV 

AS 

11 

l 

MS-24385E 

4730 

82 

03  Jun 

88 

99 

AS  1708A-85 

4730 

82 

13  Feb 

87 

ME 

AS 

99 

MS-33658A 

4730 

82 

30  Jun 

59 

AV 

AS 

99 

L 

MS-28752 

4730 

82 

2  Dec 

54 

AS 

l 

MS-28753B 

4730 

82 

24  Jan 

86 

AS 

99 

l 

MS-287548 

4730 

82 

24  Jan 

86 

AS 

99 

MS-28755B 

4730 

82 

08  Aug 

85 

ME 

AS 

99 

AND10089 

4730 

82 

07  Jan 

85 

AS 

99 

REV  5 

MS-33656J 

4730 

82 

12  Mar 

87 

AR 

AS 

99 

MS-33657G 

4730 

82 

10  Sep 

85 

AR 

AS 

99 

MS-33514F 

4730 

AS 

27  Jun 

69 

AV 

AS 

99 

MS-33515J 

4730 

AS 

23  Jan 

73 

AV 

AS 

99 

MIL-F-85421/2 

4730 

AS 

30  Nov 

88 

AV 

AS 

99 

MIL-F-85421/1 

4730 

AS 

30  Nov 

88 

AV 

AS 

99 

MS-33677A 

4730 

82 

31  Aug 

61 

MO 

AS 

99 

W-F-408D 

5975 

•YD 

30  Mar 

84 

ME 

YD 

85 

MS-33551 

2915 

AS 

22  Jun 

54 

AS 

99 

AND10380 

4730 

AS 

24  Sep 

75 

AS 

99 

REV-2 

MS-33786A 

4730 

82 

01  Feb 

85 

AS 

99 

MS-21931A 

4730 

AS 

20  Nov 

57 

AS 

99 

DOD-HD8K  269 
NOTICE  1 

1990 

SH 

08  Jon 

88 

SH 

l 

M11-STO-1339B 

MISC 

SH 

31  Mar 

82 

SH 

MIL-F-36380A 

6540 

DM 

27  Apr 

72 

MD 

MS 

03 

l 

MIL-STD-1626 

RELI 

SH 

01  Jun 

74 

SH 

MS-29558C 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 
MS-29559C 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 
MS-29560C 

NOTICE  1 

1560 

84 

11  Apr 

86 

AS 

99 

MIL  F-6001A  (1) 

4730 

AS 

21  Mar 

60 

AS 

99 

MS-295628 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 

MS-295638 

NOTICE  1 

1560 

84 

1 1  Apr 

86 

AS 

99 

MS-295648 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 

MS-29565B 

NOTICE  ; 

1560 

84 

11  Apr 

86 

AS 

99 

MS-295663 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 

MS-295678 

1560 

84 

11  Apr 

86 

AS 

99 

NOTICE  1 

MS-295688 

NOTICE  1 

1560 

84 

11  Apr 

86 

AS 

99 

L 

Mll-F-24202  (1) 

4730 

SH 

26  Jul 

85 

SH 

MIL-F-7092  (2) 

1670 

AS 

11  Jun 

53 

AV 

AS 

NOTICE  2  (82) 
MS-29538 

•2915 

82 

22  Jun 

54 

AS 

99 

MII-F-5509D  (4) 
SUPP  1 

•4730 

82 

30  Nov 

87 

AR 

AS 

99 

315 


ALPHABETICAL  LISTING 


DOCUMENT 

HUE  NUMBER  FSC  PREP  DATE  CUSTODIAN 


Filling,  Flared  Tube,  Offset,  Low  Pressure,  Internal  Outlet,  Booster  Pump  . . 

MS-29541 

*2915 

82 

22  Jun 

54 

AS 

99 

Fitting,  Floreless  Tube,  Fluid  Connection... . . . . . . . 

MIL-F-18280E  (1) 

SUPP  1 

4730 

AS 

11  May 

87 

AV 

AS 

99 

Fitting.  Hose  End  -  Type  MA-2,  Flight  Pressure  Refueling,  Reception  Coupling, 

MS-24358A 

1680 

82 

15  May 

61 

AS 

99 

Outline  Dimensions  For  (Asg) 

Fitting,  Hose  Water,  At.d  Steam  (Other  Than  Flexible,  Metallic) . . . 

i 

MIL-F-19488  (1) 

4730 

SH 

31  Mor 

65 

SH 

Fitting,  Hydraulic  Tube,  Flared,  37  Degree  And  Flareiess,  Steel . . . . . . . 

MIL-F-18866H 

SUPPl  1 

4730 

AR 

06  May 

87 

AR 

OS 

99 

Fitting,  Installation  Of  Floreless  Tube,  StroighMhreoded  Connector . 

MS-33566B 

NOTICE  1 

•4730 

AS 

20  Mor 

75 

AV 

AS 

99 

Fitting,  Installation  Of  Universal  Elbow.,, . . . . 

MS-2I345A 

4730 

82 

21  Sep 

84 

AV 

AS 

99 

Fitting,  Installation  Of  Straight  Threaded  Fluid  Connection  . . . . . 

l 

MS-27850 

4730 

12 

14  Jut 

67 

12 

Fitting,  Lubrication,  Drive  Type . . . . . . . 

MIL-F-8839A 

4730 

AS 

23  Dec 

88 

AV 

AS 

99 

Fitting,  Lubrication,  1/8  Inch  Drive,  Flash  Type  ■  Mar  76  W/DOD  Exceptions  . 

E 

NAS  514-76 

REV  4 

4730 

AS 

25  Feb 

80 

AV 

AS 

11 

Fitting,  Lubrication . . . . . . . . . . . . 

Mll-F-35418  (2) 

4730 

AS 

22  Jan 

82 

AR 

AS 

99 

Fitting,  Lubrication  (Hydraulic)  Throat  Or  Surface  Check,  1/4-28  Taper  Threods, 

MS-15720 

4730 

AS 

30  Oct 

87 

AS 

99 

Corrosion  Resistant  Steel,  Type  Vii 

NOTICE  1 

Fitting,  Lubrication  (Hydraulic)  Acceptable  Tip  Designs  . . . . 

MS-15000B 

4730 

AS 

1  Aug 

61 

AR 

AS 

99 

Fitting,  Lubrication  (Hydraulic)  Throat  Or  Surface  Check,  1/8  Pipe  Threods, 

MS-15721 

4730 

AS 

6  Jul 

54 

AS 

99 

Corrosion  Resistant  Steel 

NOTICE  1 

Fitting,  Lubrication  (Hydraulic)  Surface  Check,  1/4-28  Toper  Threod,  Steel,  Type  1  .. 

MS-15001  A 

4730 

AS 

27  Mar 

59 

ME 

AS 

99 

Fitting,  Lubrication  (Hydraulic)  Surface  Check,  Straight  Thread,  Steel,  Type  11 . 

MS-I5002A 

4730 

AS 

27  Mar 

59 

ME 

AS 

99 

Fitting,  Lubrication  (Hydraulic)  Surface  Check,  1/8  Pipe  Thread,  Steel,  Type  111 . 

MS-15003 

4730 

AS 

12  Jul 

51 

ME 

AS 

99 

Fitting,  Lubrication  (Hydraulic)  Surface  Check,  1/4-28  Toper  Threod,  Nickel-copper 

MS-15004A 

4730 

AS 

27  Mar 

59 

ME 

AS 

99 

Alloy  Type  lv 

Fitting,  Lubrication,  Throat  Or  Surface  Check,  1/8  Pipe  Thread,  Nickel-copper  Alloy, 

MS-15005E 

4730 

AS 

12  Feb 

82 

AR 

AS 

99 

Type  V 

Fitting,  Lubrication  (Hydraulic)  leakproof,  1/8  Pipe  Threods,  Steel,  Type  Vi . 

MS-15006 

4730 

AS 

12  Jul 

51 

ME 

AS 

99 

Fitting,  Marine,  Minesweeping,  Nonmagnetic . . . . . . . 

L 

MII-F-17280D 

1075 

SH 

13  Oct 

87 

SH 

Fitting,  Pipe,  Aluminum  Alloy  (Threaded)  150  Pound,  General  Specification  For . . 

L 

MIL-F-52618C 

SUPP  1 

4730 

ME 

20  Aug 

80 

ME 

Fitting,  Pipe,  Aluminum  Alloy  (Threoded)  150  Pound  90  Degree  Elbows,  Tees, 

l 

MIL-F-52618/1B 

4730 

ME 

20  Aug 

80 

ME 

Crosses,  45  Degree  Elbows  And  Couplings  (Straight  Sizes) 

Fitting,  Pipe,  Aluminum  Alloy  (Threoded)  150  Pound  Reducers  And  Close  And  Open 

t 

Mll-F-52618/28 

4730 

ME 

20  Aug 

80 

ME 

Pattern  Return  Bends,  (Straight  Sizes) 

Fitting,  Pipe,  Aluminum  Alloy  (Threoded)  150  Pound  90  Degree  Elbow  (Reducing 

L 

MIL-F-52618/3B 

4730 

ME 

20  Aug 

80 

ME 

Sizes) 

Fitting,  Pipe,  Aluminum  Alloy  (Threaded)  150  Pound  Tees  (Reducing  Sizes)  . . 

l 

MII-F-526I8/4B 

4730 

ME 

20  Aug 

80 

ME 

Fitting,  Pipe,  Aluminum  Alloy  (Threoded)  150  Pou'.d  90  Degree  And  45  Degree 

l 

Mll-F-52618/58 

4730 

ME 

20  Aug 

80 

ME 

Street  Elbows 

Fitting,  Pipe,  Aluminum  Alloy  (Threaded)  150  Pound  Cops  . * . . . 

L 

Mll-F-52618/68 

4730 

ME 

20  Aug 

80 

ME 

Fitting,  Pipe,  Aluminum  Alloy  (Threaded)  150  Pound  Square  Head  And  Square 

i 

MU-F-52618/7B 

4730 

ME 

20  Aug 

80 

ME 

Socket  Plugs 

Fitting,  Pipe,  Aluminum  Alloy  (Threoded)  150  Pound  Outside  Heod,  Inside  Head, 

i 

Mll-F-52618/88 

4730 

ME 

20  Aug 

80 

ME 

And  Face  Bhshlngs 

Fitting,  Pipe,  Aluminum  Alloy  (Threaded)  150  Pound  Crosses  (Reducing  Sizes) .......... 

i 

Mll-F-52618/9 

4730 

ME 

20  Aug 

80 

ME 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  General  Specification  For..,,, . . 

Mll-F-1 183J 

4730 

SH 

05  May 

87 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  Union  Elbow,  Pipe  &  Upson  Tee,  Pipe . . 

Mll-F-1 183/1 1A 

4730 

SH 

05  May 

87 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  With  Flanged  End(s). . . . . . . 

Mll-F-1 183/12 
NOTICE  1 

4730 

SH 

25  Jon 

89 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  Bend.  Pipe,  Return  . . . . 

Mll-F-1183/1 

NOTICE  1 

4730 

SH 

25  Jon 

89 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  Cop,  Pipe . . . . . . . 

Mll-F-1 183/2 

NOTICE  1 

4730 

SH 

25  Jon 

89 

ME 

SH 

99 

Filling,  Pipe,  Cost  Bronze,  Silver  Brozing,  Coupling,  Pipe  . . . . . 

Mll-F-1 183/3A 

4730 

SH 

05  Mo y 

87 

ME 

SH 

99 

Fitting,  Pipe,  Cast  Bronze,  Silver  Brazing,  Cress,  Pipe . . . . . . . . . 

Mll-F-1 183/4 

NOTICE  1 

4730 

SH 

25  Jan 

89 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Sronze,  Silver  Brozing,  Elbow,  Pipe  . . . . . . . 

Mll-F-1 183/5 

NOTICE  1 

4730 

SH 

25  Jon 

89 

ME 

SH 

99 

Fitting,  Pipe.  Cost  Bronze,  Silver  Brozing,  lateral,  Pipe . . . 

MIL-F-1 183/6 

NOTICE  1 

4730 

SH 

25  Jan 

89 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brozing,  Plug,  Pipe . . . . . . . . 

Mll-F-1 183 /7A 

4730 

SH 

05  May 

87 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  Reducer,  Pipe  . . . . . . . . . 

Mll-F-1 183/8A 

4730 

SH 

05  Moy 

87 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brozing,  Tee,  Pipe  . . . . . 

Mll-F-1 183/9 

NOTICE  1 

4730 

SH 

25  Jan 

89 

ME 

SH 

99 

Fitting,  Pipe,  Cost  Bronze,  Silver  Brazing,  Union,  Pipe . . . . . 

Mll-F-1 183/10A 

4730 

SH 

05  May 

87 

ME 

SH 

99 

Fitting,  Pipe,  Steel,  Special  (For  Tanker  Unloading  Instolfotions) ►» . . . . 

MIL-F-3268D 

NOTICE  1 

4730 

YD 

12  Nov 

87 

ME 

YD 

99 

L 

M5-17833D 

4730 

AS 

83 

AS 

Fitting,  Pneumotic  Starter  Duct  Ffonged  (Female) . . . . . 

L 

MS-17835D 

4730 

AS 

04  Apr 

83 

AS 

Fitting,  Pressure,  Cost  Copper  Alloy  Solder  Joint  *  21  Nov  78  ....... . . . . . . 

ANSI  B16.18-78 

4730 

CS 

11  Jon 

80 

99 

Fitting,  Rigid  Tube  Connector  Fiored  Tube  -  Jon  81. . . . . . . 

NAS  597-81 

REV  2 

4730 

AS 

25  May 

84 

AV 

AS 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Fiored,  Swivel  Nut,  Straight...... 

MIL-F-83798/1A 

4730 

82 

12  Jon 

77 

AV 

99 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Ffored,  Swivel  Nut,  45  Degrees 

MIL-F-83798/2A 

4730 

82 

12  Jan 

77 

AV 

99 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Fiored,  Swivel  Nut,  90  Degrees 

MII-F-83798/3A 

4730 

82 

12  Jon 

77 

AV 

99 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Floreless,  Swivel  Nut,  Stroighl .. 

MII-F-83798/4A 

4730 

82 

12  Jon 

77 

AV 

99 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Floreless,  Swivel  Nut,  45 

MII-F-83798/5A 

4730 

82 

12  Jon 

77 

AV 

99 

Degrees 

Fitting,  Rubber  Hose,  lightweight.  Medium  Pressure,  Floreless,  Swivel  Nut,  9C 

MIL-F-83798/6A 

4730 

82 

12  Jon 

77 

AV 

99 

Degrees 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Swivel  Flange,  Straight  . . 

MII-F-83798/7A 

4730 

82 

12  Jon 

77 

AV 

99 

316 
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Filling,  Rubber  Ho$e,  Lightweight,  Medium  Pressure,  Swivel  Flange,  45  Degrees . 

MIL-F-83798/8A 

4730 

82 

12  Jon 

77 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Swivel  Flange,  90  Degrees........ 

MIL-F-83798/9A 

4730 

82 

12  Jon 

77 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Genercl  Specification  For  . 

Q 

MIL-F-83798A  (1) 

4730 

82 

21  Ocl 

81 

Fitting,  Tank,  Powerplant  Fluid,  Removable  . . . . 

MIL-F-5577B  (1) 

1560 

80 

25  Feb 

60 

Fitting,  Tetrafluoroethylene  Hose,  High  Temperature,  Medium  Pressure,  Genera! 

Q 

SUPP  1 

MIL-F-27272A  (1) 

4730 

82 

06  Mar 

69 

Requirements  For 

Fitting,  Tetrafluoroethylene  Hose,  High  Temperature,  High  Pressure  (3000  PSI, 

Q  L 

SUPP  1A 

MIL-F-83296 

4730 

82 

17  Mar 

71 

Hydraulic  And  Pneumatic 

Fitting,  Tetrafluoroethylene  Hose  High  Temperature,  Medium  Pressure  Classification 

MIL-S  r'-845A 

4730 

82 

30  Jun 

72 

Of  Defects 

Fitting,  Tetrafluoroethylene  Hose  High  Temperature,  High  Pressure  (3000  Psi) 

MIL-STD0514 

4730 

82 

17  Mor 

71 

Hydraulic  And  Pneumatic  Classification  Of  Defects 

Fitting,  Tie  Down  Strop  End  •  Jun  61  W/DOD  Exceptions  . . . . 

E 

NAS  1211-61 

5340 

AS 

05  Dee 

80 

Fitting,  Tie  Down  Strap  End  (Light  Duty  •  15  Mar  1977  (Reaffirmed  4  May  1983),... 

REV  1 

NAS  1382-77 

REV  1 

MS-21234 

5340 

AS 

17  Oct 

84 

Fitting,  Tiedown,  Cargo  Ring  (5000  Lb)  And  Seat  Stud,  Type  1  . . . 

1670 

AS 

01  Dee 

67 

Fitting,  Tiedown,  Cargo  Ring  (10,000  Lb)  And  Seat  Stud,  Type  II . . . 

MS-21235 

1670 

AS 

01  Dec 

67 

Fitting,  Tube,  Fluid  Systems,  Separable,  High  Pressure,  Dynamic  Beam  Seal,  General 

MIL-F-85720 

4730 

AS 

17  Jun 

85 

Specification  For 

Fitting,  Tube,  Fluid  Systems,  Separable,  Dynomic  Beam  Seal,  General  Requirements 

For 

Fitting,  Variable  Configuration,  Low  Pressure,  Externol  Outlet,  Booster  Pump  (Asg)  .. 

M1L-F-85421 

4730 

AS 

11  Feb 

81 

MS-33552 

2915 

AS 

22  Jun 

54 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clamp  Hohres.  General  Specification 

Q  L 

MIL-F-52525C  (2) 

4730 

AT 

14  Apr 

82 

For 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clomp  Halves,  Field  Attachable 

L 

SUPP  IB 
MIL-F-52525/2A 

4730 

AT 

30  Jun 

87 

(Refusable),  Screw  On  To  37  Deg.  Flore  Female  Swivel,  45  Deg.  Bent  Tube,  Type 

B,  Use  With  Type  100R2  For  Double  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clomp  Halves,  Field  Attachable 

L 

MIL-F-52525/3A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Female  Swivel,  90  Deg.  Bent  Tube, 

Short  Drop,  Type  B,  For  Use  With  Type  100R2  Double  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clamp  Halves,  Field  Attachable 

l 

MIL-F-52S25/4A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Female  Swivel,  90  Deg.  Bent  Tube,  Long 
Drop,  Type  B,  For  Use  With  Type  100R2  Double  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clamp  Halves,  Field  Attachable 

L 

MIL-F-52525/5A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Femole  Swivel,  Straight,  Type  A,  For 

Use  With  Type  100R1  Single  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  8.  Clamp  Holves,  Field  Attachable 

L 

MIL-F-52525/6A 

4730 

AT 

30  Jun 

87 

(Reusable),  Screw  On  To  37  Deg.  Flare  Femole  Swivel,  45  Deg.  Bent  Tube,  Type 

A,  For  Use  With  Type  100R1  Single  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clamp  Holves,  Field  Attachable 

L 

MIL-F-52525/7A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Femole  Swivel,  90  Cegv  Bent  Tube, 

Short  Drop,  Type  A,  For  Use  With  Type  100R1  Single  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clomp  Holves,  Field  Attachable 

L 

MIL-F-52525/8A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Femole  S..,;vel,  90  Deg.  Bent  Tube,  Long 
Drop,  Type  A,  For  Use  With  Type  100R1  Single  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  8.  Clomp  Halves,  Ffe'd  Attachable 

L 

MIL-F-52525/9A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  37  Deg.  Flare  Femole  Swivel,  Stiaight,  Type  C,  For 

Use  With  Type  100R10  4  Spiral  Wrap  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clamp  Halves,  Field  Attachable 

L 

MIL-F-52525/10A 

4730 

AT 

30  Jun 

87 

(Reuseob(e),  Screw  On  To  4  Bolt  Split  Flange,  Straight,  Type  B,  For  Use  With 

Type  100R2  Double  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clamp  Holves,  Field  Attachable 

l 

MIL-F-52525/11A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  4  Bolt  Split  Flange,  45  Deg.  Bent  Tube,  Type  B,  For 

Use  With  Type  100R2  Wire  Broid  Hose 

Fitting,  Wire  Reinforced  Hydroulic  Hose  And  Clomp  Holves,  Field  Attachable 

l 

M1L-F-52525/12A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  4  Bolt  Split  Flonge,  90  Deg.  Bent  Tube,  Type  B,  For 

Use  With  Type  100R2  Double  Wire  Braid  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clomp  Halves,  Field  Attachable 

l 

MIL-F-52525/13A 

4730 

AT 

30  Jun 

87 

(Reuseable),  Screw  On  To  4  Bolt  Split  Flonge,  Straight,  Type  C,  For  Use  With 

Type  100R10  4  Spiro!  Wrap  Hose 

Fitting,  Wire  Reinforced  Hydroulic  Hose  &  Clamp  Holves,  Field  Attachable 

L 

MIL-F-52525/14A 

4730 

AT 

30  Jun 

87 

(Reuseoble),  Screw  On  To  4  Bolt  Split  FlonQe,  45  Oeg.  Bent  Tube,  Type  C,  For 

Use  With  Type  100R10  4  Spiral  Wrap  Hose 

Fitting,  Wire  Reinforced  Hydraulic  Hose  8.  Clamp  Holves,  Field  Attachable 

i 

MIL-F-52525/15A 

4730 

AT 

30  Jun 

87 

(Reuseoble),  Screw  On  To  4  Bolt  Split  Flonge,  90  Deg.  Bent  Tube,  Type  C,  For 

Use  With  Type  100R10  \  Spiral  Wrop  Hose 

Fitting,  Wire  Reinforced  Hydroulic  Hose  8i  Clomp  Holves,  Clamp  Holves  For  4  Bolt 

L 

MIL-F-52525/16B 

4730 

AT 

30  Jun 

87 

Split  Flange  Fitting 

Fitting,  Wire  Reinforced  Hydroulic  Hose  And  Clamp  Holves,  Flange  To  Port 

i 

MIL-F-52525/17A 

4730 

AT 

30  Jun 

87 

Connections  For  4  Bolt  Split  Flange  Type  Fittings 

Fitting,  Wrought  Copper  8.  Copper  Alloy  Solder  Joint  Pressure  -  22  May  80.... . 

ANSI  816.22-80 

4730 

cs 

21  Jon 

87 

Fitting, assembly.  Straight  Threoded,  Fluid  Connection,  4000  Psi  . . . . . 

L 

NOTICE  1 

MS-27851 

4730 

12 

14  Jul 

67 

Fittings  8>  Flanges,  Wrought,  Seamless  Butt  8i  Socket  Welding,  Nickel-copper  Alloy 

L 

MIL-F-23509F 

4730 

SH 

04  Jan 

85 

(NO  Form  Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  Nov  Sea  Sys  Com) 

Fittings  And  Cargo  Rings,  Tiedown,  Aircraft  Floor . . . . .  . . . . . 

Fittings  And  Flanges,  Wrought,  Seamless,  Butt  And  Socket  Welding  Carbon  Steel 

L 

MIL-F-89058  (1) 
MIL-F-24339C 

1670 

4730 

AS 

SH 

24  May 
22  Oct 

82 

85 

(Issue  Controlled-requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via 

The  Preparing  Activity  Of  The  Spec) 

Fittings  And  Flanges,  Cast  Bronze,  Silver-brazing  Suitable  For  Ultrasonic  Inspection  .. 

L 

MIL-F-24227  (2) 

4730 

SH 

20  Mo y 

88 

Fittings  For  Cable,  Power,  Electrical  And  Conduit,  Metal,  Flexible,. . . . . 

W-F-406D 

5975 

/YD 

10  Aug 

87 

CUSTODIAN 

AV 
AV 
AV 

AV  AS 
AV  AS  99 
11 

AS  99 
99 

AV  AS  11 

AS  11 

GL  AS  99 
GL  AS  99 
AS 

AV  AS  99 

AS  99 
AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

99 

12 

SH 

GL  AS 
SH 

SH 

ER  YD  85 
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Filtings-DWY,  Wrought  Copper  &  Wrought  Copper  Alloy  Solder  Joint  Drainage  • 

ANSI  B  16.29*80 

4730 

YD 

02  Jan 

81 

YD 

99 

31  Jul  80 

Filtlngs-dwv  Drainage,  Cait  Copper  Alloy  Solder  Joint  *  2  Feb  76  . . 

ANSI  B16.23-76 

4730 

CS 

13  Oct 

78 

99 

Fitting!,  Colt  Bronze  Threaded,  Standord  For  •  31  Jan  79  . . . . 

ANSI  816.15*78 

4730 

YD 

10  Moy 

86 

ME 

YD 

Fittings,  Cast  Copper  Alloy,  For  Flared  Copper  Tubei  -  29  Feb  84 . 

ANSI  B  16.26-83 

4730 

YD 

12  Moy 

86 

ME 

YD 

Fittings,  Colt  Iron  Threaded  Fittings,  Clones  125,  American  Notional  Standard  . . 

ASME  B  16.4*85 

4730 

YD 

11  Mar 

88 

ME 

YD 

99 

Fittings,  Conduit,  Explosion  Proof  (Couplings,  Seals,  Unions,  Elbows) . 

Mll-F-286758 

5975 

YD 

10  Jun 

85 

ER 

YD 

85 

Fittings,  Drainoge,  Cast  Iron  Threaded  *  29  Feb  84 . . . . . . . . . 

ANSI  816.12*83 

4730 

YD 

14  Sep 

84 

ME 

YD 

99 

Fittings,  Factory-mode  Wrought  Steel  BUTTWELDING-15  June  87  . . . . 

ANSI  816.9*86 

4730 

YD 

24  Aug 

87 

AR 

YD 

99 

Fittings,  Factory  Mode  Wrought  Steel  Buttwelding  -  17  Jan  78 . . . . . 

ANSI  816.9*78 

4730 

YD 

03  Jul 

78 

YD 

99 

Fittings,  Factory-madewrought  Aluminum  And  Aluminum-alloy  Welding  Fittings  -  29 

ASTM  8361*88 

4730 

YD 

05  Sep 

88 

ME 

YD 

99 

Apr  88 

Fittings,  Flareless,  Classification  Of  Defects  Of . . . . . . . 

MIL-STD-1655 

NOTICE  1 

4730 

AS 

10  Apr 

75 

AV 

AS 

99 

Fittings,  Forged  Steel,  Socket  Weldings  &  Threaded  •  15  Dec  80 . . . 

ANSI  B16.11-80 

4730 

YD 

09  Ocl 

81 

ME 

YD 

99 

Fittings,  Hose,  Welding  &  Culling,  Oxygen  &  Acetylene  . . . . 

MS-150118 

4730 

82 

01  Moy 

79 

99 

Fittings,  Hose,  Hydraulic  *  Nov  82 . . . . . . . . 

SAE  J516-82 

4730 

ME 

26  Nov 

84 

ME 

YD 

Fittings,  Hydraulic  Tube,  Flared  37  Degree  Ano  Flareless,  Steel;  Adopter,  Straight, 

MS-51500C 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Pipeto  Tube,  Male  Pipe  End,  37  Degree  Flared 

Fittings,  Hydraulic  Tub,.,  90  Degree,  Female  Pipe  End,  37  Degree  Flared . . . . 

MS-51506B 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Fittings,  Hydraulic  Tube,  Flared  37  Degree  And  Flareless,  Steel;  Cop  Assembly, 

MS-51890A 

4730 

AR 

16  Feb 

88 

AR 

SH 

99 

Tube,  Flareless  Type,  Hydraulic 

Fittings,  Hydraulic  Tube,  Flared  37  Degree  And  Flareless,  Steel;  Cop,  Tube,  37 

MS-51532B 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Degree  Flared 

Fittings,  Hydraulic  Tube,  Flared  37  Degree  And  Floreless,  Steel;  Adopter,  Straight, 

MS-51525B 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Tubeto  Boss,  O-ring,  37  Degree  Flared 

Fittings,  Hydraulic  Tube,  Flared,  37  Degree  And  Flareless,  Steel;  Elbow,  Tube  To 

MS-51527C 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Boss,  90  Degree,  O-RING,  37  Degree  Flared 

Fittings,  Hydraulic  Tube,  Flared,  37  Degree  And  Flareless,  Steel;  Elbow,  Tube  To 

MS-515286 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Boss,  45  Degree,  O-RING,  37  Degree  Flared 

Fittings,  Hydraulic  Tube,  Flared,  37  Degree  And  Flareless,  Steel;  Tee,  Tube  To  Boss, 

MS-515296 

4730 

AR 

16  Feb 

88 

AR 

OS 

99 

Boss  On  Branch,  O-ring,  37  Degree  Flared 

Fittings,  Lubrication  -  Jon  1981  . . . . . 

SAE  J534-81 

4730 

CS 

26  Mur 

86 

CS 

Fittings,  Molleoble  Iron  Threaded . . . . . . . . . . . 

ASME  616.3-85 

4730 

YD 

11  Mor 

88 

AR 

YD 

99 

Fittings,  Pipe,  Brass  Or  Bronze,  Threaded  (Tees,  Crosses,  45  Deg  Elbows  And 

MS-14305A 

4730 

YD 

25  Aug 

87 

ME 

YD 

99 

Couplings),  125  Lb. 

NOTICE  1 

Filling.,  Pipe,  8ra«  Or  Brome,  Threaded  (Reducers,  Close  And  Open  Relurn  8ends 

MS-14306A 

4730 

YD 

25  Aug 

87 

ME 

YD 

99 

And  45-OEG  Y-bronches),  125  Lb. 

NOTICE  1 

Fittings,  Pipe,  Brass  Or  Bronze,  Threoded  (90  Deg  Elbows,  Tees,  Crosses,  45  Deg 

MS-14311A 

4730 

YD 

20  Aug 

87 

ME 

YD 

99 

Elbows  And  Couplings),  250  Lb 

NOTICE  1 

Fittings,  Plastic  Insert,  For  Polyethylene  (Pe)  Plastic  Pipe  •  27  Dec  74 . 

ASTM  D2609-74 
NOTICE  1 

4730 

CS 

21  Jon 

87 

ME 

SH 

99 

Fittings,  Plastic  Pipe,  Po!y(vinyl  Chloride)  (Pvc),  Schedlue  40  •  27  Oct  78..... . 

ASTM  D2466-78 

4730 

YD 

02  Mor 

79 

99 

Fittings,  Tube  And  Pipe,  Butt  Welding,  300  PS1  And  775  Deg  F  Maximum. . . 

i 

MIL-F-20236D  (2) 

4730 

SH 

25  Jul 

69 

SH 

Fittings,  Tube,  Fluid  Systems,  Separable,  High  Pressure,  Dynamic  Beam  Seal,  Design 

i 

Mll-F-85720/1 

4730 

AS 

17  Jun 

85 

AS 

Standord  For  Mole  End 

Fittings,  Wire  Reinforced  Hydraulic  Hose  And  Clamp-halves  Field  Attachable 

L 

MH-F-52525/23A 

4730 

AT 

30  Jun 

87 

AT 

(Reuseoble),  Clomp-on  To  4-BOLT  Split-flange,  Straight,  Type  C,  Adopter,  For  Use 
With  Type  100R10  4-SPIRAL  Wrap  Hose 

Fittings,  Wire  Reinforced  Hydraulic  Hose  And  Clomp-holves  Field  Atlachoble 

L 

MIL-F-52525/24A 

4730 

AT 

30  Jun 

87 

AT 

(Resueoble),  Clomp-on  To  4-BOLT  Split-flange,  45  Deg.  Bent  Tube,  Type  C, 

Elbow,  For  Use  With  Type  100R10  4-SPIRAL  Wrap  Hose 

Fittings,  Wire  Reinforced  Hydroulic  Hose  &  Clamp*  Halves:  Field  Attochoble 

i 

MIL-F-52525/34 

4730 

AT 

30  Jun 

87 

AT 

(Reuseoble),  Screw-on  To  4-BOLT  Splflonge,  Straight,  For  With  Type  100RE 
Four-rol-wrop  Reinforcementse 

Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clomp*  Holves:  Field  Attochoble 

L 

MIL-F-52525/35 

4730 

AT 

30  Jun 

87 

AT 

(Reuseoble),  Screw-on  To  4-BOLT  Splflonge,  45  Deg.  8ent  T,  For  Use  With  Type 

10E  Four-spirol-wrap  Reircement  Hose 

Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clomp*  Holves:  Field  Attachable 

L 

MIL-F.52525/36 

4730 

AT 

30  Jun 

87 

AT 

(Reuseoble),  Screw-on  To  4-BOLT  Splflonge,  90  Deg.  Bent  T,  For  Use  With  100RE 
R-spirol-wrop  Reinforcnt  Hose 

Fittings,  Wire  Reinforced  Hydraulic  Hose  And  Clamp-halves  Field  Attochoble 

L 

MIL-F-52525/25A 

4730 

AT 

30  Jun 

87 

AT 

(Reuseoble),  Clomp-on  To  4-BOLT  Split-flange,  90  Deg.  Bent  Tube,  Short  Drop, 

Type  C,  Elbow,  For  Use  With  TYPE100R10  4-SPIR,  ’  Wrop  Hose 

Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clomp-holves:  Field  Attochoble 

Mll-F-52575  29 

4730 

ME 

23  Feb 

82 

ME 

(Reuseoble),  Clomp-on  To  4-BOLT  Split-flcnge,  90  Degree  Bent  Tube,  Short  Drop, 
Type  B,  Elbow,  For  Use  With  Type  100R2  Doublebrold  Hole  (Future  Procumenl 


vie  M»L*r*52525S2A) 


Fittings,  Wire  Reinforced  Hydroulic  Hose  &  Clomp*  Helves:  Field  Attochoble 
(Reuseoble),  Screw-on  To  37  Deg.  Flore  Female  Swivel,  Straight,  For  Use  With 

Type  100RE  Four-sp'rol-wrop  Reinforcement  Hose 

L 

Mll-F-52525/31 

4730 

AT 

30  Jun 

87 

AT 

Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clomp-holves  Field  Attochoble 
(Reor:ble),  Screw-on  To  37  Degree  Flore  Female  Swivel,  Straight,  Type  100R2 

For  Use  With  Type  100R2  Double  Wire  Braid  Hose 

L 

MIDF-52525A/1 

4730 

AT 

30  Jun 

87 

AT 

Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clamp*  Holves:  Field  Attochoble 
(Reuseoble),  Screw-on  To  37  Deg.  Flore  Female  Swivel,  Strright,  for  Use  With 

Type  100R12  Four-spirol-wrop  Reinforcement  Hose 

i 

M1L-F-52525/37 

4730 

AT 

30  Jun 

87 

AT 

Fittings,  Wire  Rope  . . . . . . . . . . . 

L 

MIL-F-52553A 

4030 

ME 

17  Jun 

76 

ME 

Fittings,  Wire  Reinforced  Hudrolic  Hose  &  C  Lamp*  Holves:  Field  Attochoble 
(Reuseoble),  Screw-on  To  37  Deg.  Flo'e  Female  Swivel,  45  Deg.  Bent  Tube,  for 

L 

MIL-F-52525/38 

4730 

AT 

30  Jun 

87 

AT 

Use  With  Type  100R12  Four-spiral-wrop  Reinforcement  Hose 


ALPHABETICAL  LISTING 


TITLE 

Fitting!,  Wire  Reinforced  Hydroulic  Hose  &  Cfamp-  Halves:  Field  Attachable 
(Reuseablc),  Screw-on  To  37  Deg.  Flare  Female  Swivel,  90  Deg.  Bent  Tube,  For 
Use  With  Type  100R12  Four-spiral-wrap  Reinforcement  Hose 
Fittings,  Wire  Reinforced  Hydraulic  Hose  &  Clomp-  Halves:  Field  Attachable 
(ReuseobIe),  Screw-on  To  4-BOLT  Split-flange,  90  Deg.  Bent  l\.be,  For  Use  With 
Type  100R12  Four-spiral  wrap  Reinforcement  40SE 
Fittings,  Wife  Reinforced  Hydraulic  Hose  &  Clamp*  Halves*  Field  Attachable 
(ReuseobIe),  Screw-on  To  4-BOLT  Split-flange,  Straight,  For  Use  With  Type 
100R12  Four*spiral-wrap  Reinforcement  Hose 

Fixant,  Hold  Down  . . . . . . . . . . . . 

Fixed  Gun  And  Rocket  Installations,  Engineering  Test  Of . . . . . . 

Fixed  Wing  Corgo  Aircraft  Tie  Down  Fittings  (Rel  To  Other  Thon  DOD  Act  Req  Pr 
Approval  Of  CNM,  MAT  09821,  Wash  D.c.  20360)  (Chg  1  -  12  Feb  1986) 

Fixing  Bath,  Conventional  Photographic,  Acid  Hardening . . . . . . 

Fixture  Lighting  (Fluorescent  Industrial). . . . . . . 

Fixture  Test,  Final  Inspection  8237268,  Packaging  Of . . . . . 

Fixture,  Bracket,  Lug  Supporting  For  Hand  Lanterns  Symbol  2438. . . . 

Fixture,  Bracket  Assembly,  Adjustable  For  Supporting  Hand  Lanterns,  Symbol  2432.1 
Fixture,  Cable  Maintenance  MX-9516/ASQ-81(V)  . . . . . 

Fixture,  Dashpot  Inspection,  Assembly . . . . . 

Fixture,  Incandescent,  Detail  Lighting,  Lantern,  Hand,  Portable  And  Relay  Watertight 
Symbols  100.2,  101.2,  102.2  And  108 

Fixture,  Incandescent,  General  lighting,  For  Psychiatric  W  jrds,  100-WATTS,  120 
Volts  Symbol  137 

Fixture,  Incandescent,  Generol  lighting,  200  Watts,  115  Volts,  Watertight,  Symbols 
57,  69  And  103 

Fixture,  Incandescent,  General  Lighting,  100  Watts,  120  Volts,  Symbols  89  And  90.2 

Fixture,  Lathe,  Metal  Cutting  . . . . . . . . . . .  . . 

Fixture,  Light,  Fitter,  Plastic,  Tubular  Shaped  For  Fluorescent  Lamps  . . . 

Fixture,  Light,  Extension,  Fluorescent,  8-WATT,  115-VOLT,  60  Hertz,  Explosionproof 
And  Watertight,  Detail  Lighting,  Shipboard  Use  Symbol  306.2 
Fixture,  Light,  Fluorescent,  Detail  lighting  For  Step  Illumination,  8  Watts,  115  Volts, 
60  Hertz,  Watertight,  Symbol  353 

Fixture,  Light,  Incandescent,  100  Watt,  120  Volt,  Machine  Tool,  Portoblc,  Floating 
Adjustment  Symbol  266.2 

Fixture,  Light,  Incandescent,  Detail  Lighting  For  Bow  And  Hull  Numerols,  Watertight, 
100  Watts,  120  Volts  Symbol  304 

Fixture,  Light,  Incandescent,  Streamer  Type,  Detail  Lighting  For  Topside  Ship  Dress 
Lighting,  Watertight,  120  Volts,  425  Watts  Symbol  307 

Fixture,  Light,  Bollosl,  For  One  20  Watt  Fluorescent  lamp,  T-12 . . . . . 

Fixture,  Light,  Ballast,  For  One  8  Watt  Fluorescent  Lamp,  T-5 . . . . 

Fixture,  Light,  Incandescenr,  Detail  ligling  For  Use  With  Sightglosses,  6  Watts,  120 
Volts,  Watertight,  Symbols  136.1  And  156 
Fixture,  Light,  Incandescent,  Detail  Lighting  For  Gyro  Compass  For  Submarines, 
Pressureproof,  15  Waits,  120  Volts,  Symbol  335 
Fixture,  light,  Incondcscent,  Detoil  lighting  For  Smoll  Boats,  3  Candlepower,  12  To 
16  Or  24  To  28  Volts,  Sploshproof,  Symbol  310 

Fixture,  light,  Incondescent,  General  Lighting,  21  Candlepower....... . . . 

Fixture,  Lighting,  High  Intensity  Oischarg  (2ND  Ed  Chg  4  22  Aug  88)  25  Feb  85. . 

Fixture,  lighting,  Incondescent,  Detail  Lighting  Minesweeper  Bunks,  15  Watts,  120 
Volts,  Nonmagnetic,  Symbols  5.1  &  8.1 

Fixture,  Lighting  (Fluorescent  Surface  Mounted) . . . . . 

Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Mirrors  30  Walls,  120  Volts,  60 
Hertz,  Dripproof,  Symbols  351,  351.1,  352  &  352,1 

Fixture,  lighting  (Fluorescent  Lamp,  Industrial) . . . . . . . . 

Fixture,  Lighting,  Filter  Assemblies  For  Desk  Lights,  Adjustable  Red  &  White  Symbol 
121.1  &  Blue  &  While  Symbol  121.2 

Fixture,  Lighting  (Fluorescent,  Alternating-current,  Recessed  And  Surface  Ceiling)  ...... 

Fixture,  Lighting,  Incandescent,  Floodligh’s,  150  Watts,  120  Volts,  Dripproof  15 
Degrees,  Symbols  316  &  317 

Fixture,  lighting  (Fluorescent,  Alternating  Current,  Pendont  Mounting)  . . . 

Fixture,  Lighting,  Incondescent,  Floodlights  300  Watts,  120  Volts,  Dripproof  15 
Deg.,  Symbol  303.1 

Fixture,  lighting.  Incandescent  ffooalights  500- Watts,  120  Volts,  Wuler  fight. 

Symbols  300  &  300.1 

Fixture,  Lighting,  Incandescent,  Ffoodiights,  Portable,  600  Walts,  120/28  Volts, 
Dripproof  15  Degrees,  Symbol  311 

Fixture,  lighting,  Incondescent,  Generol  Lighting,  Decorative,  150  Watts,  120  Volts, 
Dripproof  15  Deg.,  Symbol  67 

Fixture,  Lighting,  Fluorescent,  General  Lighting,  30  Walts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  81.1,  345.2  &  345.3 
Fixture,  Lighting,  Fluorescent,  Generol  Lighting,  45  Wotls,  120  Volts,  60  Hertz, 
Watertight,  Symbols  82,  82.1,  343.1  &  343.2 
Fixture,  lighting.  Window  Assemblies,  Clear  While  Shielded,  To  Be  Used  For 
Replacement  Ports  Only 

Fixture,  Lighting,  Ffuorescenl,  Extension  Light  For  Servicing  Electronic  Equipment,  4 
Watts,  120  Volts,  60  Hertz,  Symbol  163 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T~ 

Mll-F-52525/39 

4730 

AT 

30  Jun 

87 

AT 

i 

Mll-F-52525/42 

4730 

AT 

30  Jun 

87 

AT 

L 

Mll-F-52525/40 

4730 

ME 

30  Jun 

87 

AT 

DOD-F-24410 

4210 

AS 

19  Mar 

82 

> 

</» 

s 

L 

MIL-F.7417 

13GP 

18 

22  Jul 

52 

18 

AIR-STD-44/17E 

ISDF 

04 

01  Feb 

83 

MH.-F-24415C 

NOTICE  1 

4750 

70 

04  Apr 

77 

ER 

AS  99 

A-A-1534A 

4210 

t 

23  Feb 

82 

ME 

99 

L 

Mll-F-45813 

4913 

AR 

19  Aug 

59 

AR 

l 

Mll-F-14377/54 

4230 

SH 

31  Aug 

71 

SH 

L 

MU..F-14377/55 

4230 

SH 

31  Aug 

71 

SH 

L 

MIL-F-81959 

NOTICE  1 

4931 

AS 

15  Apr 

88 

AS 

L 

MIL-F-48208 

1190 

AR 

07  Mar 

84 

AR 

L 

MIL-F-14377/53A 

4230 

SH 

09  Dec 

88 

SH 

L 

MIL.F06377/30A 

4210 

SH 

09  May 

83 

SH 

L 

MU.-F-14377/23A 

4210 

SH 

09  May 

83 

SH 

l 

M1L-F-14377/2IA 

4210 

SH 

11  Apr 

83 

SH 

L 

MII-F-45549C 

3445 

AL 

03  Jun 

88 

Al 

L 

MIL-F-14377/42A  (1) 

4210 

SH 

30  Jan 

84 

SH 

L 

MIL-F-14377/49A 

4230 

SH 

18  May 

73 

SH 

L 

MIL-F-14377/59A 

4210 

SH 

09  May 

83 

SH 

L 

MIL.F-14377/56 

4230 

SH 

31  Aug 

71 

SH 

L 

MIL-F-  4377/38A 

4210 

SH 

09  May 

83 

SH 

L 

MII-F-16377/39A 

4230 

SH 

04  Jan 

74 

SH 

L 

MIL-F-14377/44A 

4250 

SH 

18  Mar 

82 

SH 

l 

MII-F-16377/45A 

4250 

SH 

18  Mar 

82 

SH 

L 

MIL-F-14377/33A 

4210 

SH 

09  May 

83 

SH 

L 

MIL-F-16377/34 

4210 

SH 

30  Nov 

70 

SH 

l 

MU.-F-14377/35 

4210 

SH 

30  Nov 

70 

SH 

L 

Mll-F-14377/34 

4210 

SH 

30  Nov 

70 

SH 

Ul  1572-84 

CHG  NTC  4 

4210 

YD 

25  Feb 

85 

ME 

YD  99 

L 

MIL-F-14377/37A 

4210 

SH 

09  Moy 

83 

SH 

A-A-1535 

4210 

t 

28  Jul 

81 

L 

Mll-F-14377/588 

4210 

SH 

11  Apr 

83 

SH 

W-F-1234A 

4210 

•ME 

02  Oct 

73 

ME 

99 

L 

MIL-F-I4377/48A 

4230 

SH 

11  Apr 

83 

SH 

W-F-I442A 

INT  AMD  (2) 

4210 

•ME 

01  Jul 

74 

ME 

L 

MII-F-14377/40A 

4230 

SH 

1 1  Apr 

83 

SH 

W-F-4I4E 

4210 

» 

09  Feb 

73 

INT  AMD  (1) 
Mll-F-14377/41 

4230 

SH 

14  May 

82 

SH 

Mil  F  14377/42 

4230 

SH 

M  Moy 

82 

SH 

L 

MIL-F-14377/43 

4230 

SH 

1 1  Apr 

83 

SH 

MIL-F-143/7/44 

4210 

SH 

14  May 

82 

SH 

Mll-F-14377/45 

4210 

SH 

14  Moy 

82 

SH 

MIL-F-14377/44 

4210 

SH 

14  Moy 

82 

SH 

Mll-F-14377/47 

4210 

SH 

14  May 

82 

SH 

Mll-F-14377/48 

4230 

SH 

14  May 

82 

SH 

319 


ALPHABETICAL  LISTING 


TITLE 


Fixture,  Lighting,  Fluorescent,  Detoil  lighting  For  Mirrors  For  Smoll  Roots  8  Watts, 
120  Volts,  60  Hertz,  Tototly  Enclosed,  Symbol  354 
Fixture,  Lighting,  Ballast  Box,  For  One  8  Watt  7*5  Fluorescent  Lamp,  Symbols  514 
&  514,1 

Fixture,  Lighting,  Incandescent,  General  Lighting  200  Watts,  115  Volts,  Dripproof  15 
Degrees,  Symbol  94,1 

Fixture,  Lighting,  Incandescent,  General  lighting  110  Watts,  120  Volts, 
Explosionproof,  Symbols  48.2  &  68.2 

Fixture,  lighting,  Bollost  &  Starter  Box  For  Four  6  Watt  Or  8  Wott  Fluorescent 
Lamps,  T*5,  Watertight,  Symbols  455  &  455.1 
Fixture,  lighting,  Incandescent,  Detail  lighting  For  Ammunition  Holst,  50  Walls,  120 
Volts,  Watertight,  Symbol  23.1 

Fixture,  Lighting,  Incandescent,  Detai1  Lighting  For  Boiler  Outer  Casing  100  Watts, 
120  Volts,  Watertight,  Symbol  159,1 

Fixture,  Lighting,  Locks  Fluorescent  Lamp . . . . . . 

Fixture,  Lighting,  Shockmounts,  For  Lighting  Fixtures  . . . . . . 

Fixture,  Lighting,  Incandescent,  General  Lighting,  110  Watts,  120  Volts,  Watertight 
Symbols  112,  113  &  113.1 

Fixture,  Lighting,  Filters,  Plastic,  Roundel  Shaped  For  lantern . . . . . ....... 

Fixture,  Lighting,  Incandescent,  Detail  Lighting  For  Spot  Illumination  6-25  Watts,  120 
V,  Totally  Enclosed,  Symbol  147.2 

Fixture,  lighting,  Incandescent,  Detail  Lighting  For  Water  Gauges,  15  Or  25  Watts, 
120  Volts,  Symbol  134.1 

Fixture,  lighting,  Fluorescent,  Detail  Lighting  For  Secretary  Bureau  8  Watts,  120 
Volts,  60  Hertz,  Symbol  142.2 

Fixture,  lighting,  Incandescent,  General  lighting  100  Watts,  120  Volts,  Dripproof  15 
Degrees,  Symbols  89  &  90.2 

Fixture,  Lighting,  Incandescent,  Detail  lighting  For  Motors  &  Generators  50  Watts, 
120  Volts,  Symbol  126.3 

Fixture,  lighting,  Fluorescent,  Detail  Lighting  For  Water  Gages  6  Wotls,  120  Volts, 
60  Hertz,  Symbols  152  And  154 

Fixture,  lighting,  Fluorescent,  Detail  Lighting  For  Woter  Gages  8  Wotts,  120  Volts, 
60  Hertz,  Symbols  151  &  153 

Fixture,  Lighting,  Fluorescent,  General  Lighting,  15  Walts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  338.1,  338.2,  339.1  &  339.2 
Fixture,  lighting,  Fluorescent,  General  Lighting,  Directional  16  Watts,  120  Volts,  60 
Hertz,  Watertight,  Symboys  149.4  And  149.5 
Fixture,  lighting,  Fluorescent,  General  lighting,  16  Wotts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  70.3,  70.4,  78.2,  336  &  336.1 
Fixture,  Lighting,  Fluorescent,  General  Lighting  20  Watts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  331.1,  331.2,  347.2  And  347.3 
Fixture,  lighting.  Fluorescent,  Generol  lighting  24  Watts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  73.3,  73.4,  346.2  &  346.3 
Fixture,  Lighting,  Fluorescent,  Generol  lighting.  Directional  32  Watts,  120  Volts,  60 
Hertz,  Watertight,  Symbols  145.4  And  145.5 
Fixture,  Lighting,  Fluorescent,  Generol  lighting,  40  Walts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  77.4,  77.5,  344.2  &  344.3 
Fixture,  lighting.  Fluorescent,  General  lighting,  60  Wotts,  120  Volts,  60  Hertz, 
Watertight  Symbols  333.1,  333.2,  341.1,  341.2,  342.2  &  342.3 
Fixture,  Lighting,  Fluorescent,  Generol  Lighting,  180  Watts,  120  Volts,  60  Hertz, 
Dripproof,  Symbols  74,  74.1,  75  &  75.1 
Fixture,  Lighting,  Fluorescent,  Generol  Lighting,  8  Wotts,  120  Volts,  60  Hertz, 
Watertight,  Symbols  79,1,  79.2,  80.1  &  80.2 
Fixture,  Lighting,  Fluorescent,  Detoil  lighting  For  Desks  8  Wotls,  120  Volts,  60 
Hertz,  Symbol  148.2 

Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Desks  8  Walts,  120  Volts,  60 
Hertz,  Symbols  141.2  &  150.2 

Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Berths  8  Wotts,  120  Volts,  60 
Hertz,  Symbols  229.1,  231.1  And  23 

Fixture,  lighting.  Fluorescent,  Detail  lighting  For  Mirrors  15  Wotls,  120  Volts,  60 
Hertz,  Symbols  337  &  340 

Fixture,  Lighting,  Fluorescent,  Detail  lighting  For  Radio  Operators  Desk  8  Wotts, 

120  Volts,  60  Hertz,  Symbols  270.3  &  270.4 
Fixture,  lighting.  Incandescent,  General  Lighting  50  Wotls,  120  Volts,  Dripproof  15 
Degrees,  Symbols  64.1  &  65 

Fixtures,  Fluorescent  lighting,  Standard  For  •  Second  Edition  -  22  Nov  82  (Chg 
Notice  Did  30  May  86) 

Fixtures,  Incandescent,  Generol  Lighting,  330  Wotts,  120  Volts,  Symbol  66.2 
(Inactive) 

Fixtures,  Incandescent  lighting,  Standard  For  ♦  7  Feb  84  *  Second  Edition  *  Chg 
Notice  2  Did  30  Mo y  86 

Fixtures,  lighting;  Incandescent,  Generol  Ligating  50  Watts,  120  Volts,  Watertight, 
Symbols  92.2  And  93.2 

Fixtures,  lighting;  Fluorescent,  General  lighting,  60,  80  And  120  Wotls,  120  Volts, 
60  Hertz,  Dripproof,  Symbols  348,  349  And  350 
Fixtures,  lighting,  Incandescent,  light.  Extension,  Small  Boats  25  Wotts,  12*28  Volts, 
Watertight,  Symbol  302.2 

Fixtures,  Lighting;  Incandescent,  light  Extension  25  Wolts,  120  Volts,  Explosionproof 
And  Watertight,  Symbols  290  And  291 
Fixtures,  Lighting;  Incandescent,  light.  Extension  100  Walts,  120  Volts, 
Explosionproof  And  Watertight,  Symbol  286 

Ffcg  And  Pennant. . . . . . . . . . . . . . . 

Flag  Set,  M-113 . . . . . . . . . . 
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EC 

85 

Flange,  Waveguide  (Cover)  (Squore,  4  Hole,  Butt  Mount)................ . . 

MILF-3922/70A 

5985 

EC 

07  Mar 

78 

ER 

EC 

85 

Flonge,  Waveguide  (Contact)  (With  Pressurization  Fitting) . . . 

L  MtL-F-3922/71  (1) 

5985 

EC 

21  Apr 

78 

EC 

Flange,  Waveguide  (Cover)  (With  Pressurization  Fitting)...... . . . . 

L  MIL-F-3922/72 

5985 

EC 

24  Jun 

76 

EC 

Flonge,  Woveguide  (Choke)  (With  Pressurization  Fitting)  . . . 

l  MIL-F-3922/73 

5985 

EC 

24  Jun 

76 

EC 

Flonge,  Woveguide  (Contact)  (Round,  4  Hole)  (Submillimeter)  . . . 

MIL-F-3922/74 

5985 

EC 

17  Dec 

75 

ER 

EC 

85 

Flange,  Woveguide,  Reduced  Height  . . . . . . 

L  MIL-F-3922/75B 

5985 

EC 

23  Dec 

81 

ER 

EC 

85 

Flonge,  Waveguide,  Generol  Purpose,  lorge(  Unpressurized  Contact) . . 

Mll-F-3922/76 

5985 

EC 

04  Apr 

77 

ER 

EC 

85 

Flonge,  Waveguide  (Pressurizable  Contact . . . . 

MIL-F-3922/52B  (1) 

5985 

EC 

09  Aug 

85 

ER 

EC 

85 

Flonge,  Waveguide  (Cover)  (Squore,  4  Hole)  (Circular  Back)  . 

MIL-F-3922/53C  (2) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Flonge,  Woveguide  (Cover)  (Square,  4  Hole)  . . . . . . . 

MIL-F-3922/54C  (2) 

5985 

EC 

01  May 

78 

ER 

EC 

85 

Flonge,  Waveguide  (Cover)  (Round,  6  Hole) . . . 

MIL-F-3922/55B  (1) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Flonge,  Waveguide  (Cover)  (Round,  8  Hole) . . . . . . . . 

MIL-F-3922/56B  (1) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Flonge,  Waveguide  (Cover)  (Round,  8  Hole  (2  Holes  Centered  Horizontally,  2  Holes 

MH-F-3922/57B  (1) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Centered  Vertically) 

Flango,  Waveguide  (Contact)  (Rectangular,  10  Hole) . . . . . 

MIL-F-3922/58C 

5985 

EC 

04  May 

76 

ER 

EC 

85 

Flonge,  Waveguide  (Choke)  (Square,  4  Hole)  . . . . 

MIL-F-3922/59D  (3) 

5985 

EC 

09  Aug 

85 

ER 

EC 

85 

Flange,  Waveguide  (Choke)  (Round,  6  Hole). . . 

MIL  F-3922/60B  (1) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Flange,  Waveguide  (Choke)  Round,  8  Hole . . . 

MIL-F-3922/61C 

5985 

EC 

07  Oct 

82 

ER 

EC 

85 

Flange,  Waveguide  (Choke),  Round,  8  Hole  (2  Holes  Centered  Horizontally,  2  Holes 

MIL-F-3922/623  (2) 

5985 

EC 

09  May 

77 

ER 

EC 

85 

Centered  Vertically) 

Flanged  Ductile  Iron  Pipe  With  Threaded  Flanges  •  1'Sep  1988  •ansi/awwa 

AWWA  Cl  15-88 

4710 

YD 

23  Feb 

89 

ME 

YD 

C-115/A21. 15-88  Musi  Be  Used  In  Conjunction  With  Awwa  C-UO,  C-lll  & 

Flangers,  Pipe,  Forgedor  Rolled  Alloy  Steel,  Forged  Fittings,  Valves  &  Ports  For  High 

ASTM  A  182/A  1827-88 

4730 

YD 

14  Oct 

88 

YD 

99 

Temperature  Service  ■  25MAR  1988 

Flonges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180/11A 

4730 

YD 

30  May 

86 

ME 

YD 

2500  Straight  &  Reducing  Size  Base  Tees 

Flanges  &  Fla.Ata*;  Fittings,  Pipe,  Stee1,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180/1 

4730 

YD 

30  Apr 

81 

ME 

YD 

2500,  Welding  Neck  Flanges 

Flanges  8.  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

Mll-F-18180/2 

4730 

YD 

30  Apr 

81 

MF 

YD 

2500,  Socket  Welding  Flanges 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MH-F-18180/12A 

4730, 

YD 

30  May 

86 

ME 

YD 

2500,  Straight  &  Reducing  Size,  Side  Outlet  Tees 

Flanges  8.  Flanged  Firings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180/I3A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  Straight  &  Reducing  Sizes  Crosses 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180/14A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  Straight  &  Reducing  Size,  Side  Outlet  Crosses 

Flonges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MII-F-18180/15A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  45  Deg.,  Straight  &  Reducing  Sizes  Laterals 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  8. 

MIL-F-18180/I6A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  Concentric  Reducers 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Closses  150,  300,  400,  600,  900,  1500  & 

MIL-F-18IS0/17A 

4730 

YD 

30  Moy 

86 

ME 

YD 

2500,  Eccentric  Reducers 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  8. 

MIL-F-18180/inA 

4730 

YD 

30  Moy 

86 

ME 

YD 

2500,  Straight  &  Reducing  Size,  True  Wyes  (Y) 

Flanges  8i  Flonged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  8» 

MIL-F-18180/3 

4730 

YD 

30  Apr 

81 

ME 

YD 

2500,  Slip-on  Welding  Flonges 

Flanges  8.  Flonged  Fillings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180/4 

4730 

YD 

30  Apr 

81 

ME 

YD 

2500,  Lapped  Flonges 

Flanges  (%  Flonged  Fittings,  Pipe,  Steel,  Closses  150,  300,  400,  600,  900,  1500  8i 

Mll-F-18180/5 

4730 

YD 

30  Apr 

81 

ME 

YD 

2500  Threaded  Flonges 

Flanges  8i  Flonged  Fittings,  Pipe,  Steel,  Closses  150,  300,  400,  600,  900,  1500  8i 

MIL-F-18180/6 

4730 

YD 

30  Apr 

81 

ME 

YD 

2500,  Blind  Flonges 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-18I80/7A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  45  8.  90  Degree,  Straight  8i  Reducing  Size  Elbows 

Flanges  &  Flanged  Fillings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500  & 

MIL-F-I8180/8A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  90  Deg,,  Straight  81  Reducing  Sizes  Bose  Elbows 

#  C5i Ct..l  ru.,*.- UA  AAA  ifv>  ftArt  wn/>  • 

•  '“"a**  “  "  ■— .y.M  .  Iiiir.yf,  1  duvi,  vw.iti  uw,  uuv,  *.V4\4,  Owv,  f  «v,  1  Jw  M 

■  •II  C  lOTAA/At 

■  ••*fc-r  IU1WV-  7M 

4730 

YD 

30  Moy 

0A- 

W 

MC 

mu 

VD 

2500,  90  Degree,  Straight  81  Reducing  Size,  Side  Outlet  Elbows 

Flanges  8.  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  4008  600,  9008  1500  & 

MIL-F-18180/10A 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  Straight  &  Reducing  Sizes  Tees 

Flanges  &  Flanged  Fittings,  P?pe,Steel,  Closses  150,  300,  400,  600,  900,  1500  & 

MIL-F-18180D 

4730 

YD 

30  May 

86 

ME 

YD 

2500,  Generol  Specification  For 

SUPP  1 

Flonges,  Forged  Or  Rolled  Alloy-steel  Pipe,  Forged  Fittings,  8i  Valves  8.  Parts  For 

ASTM  A182/A1827-87A 

4730 

YD 

12  Nov 

87 

YD 

99 

High-temperature  Service  -  28  Aug  1987 

Flanges,  Four  Bolt  Squore,  Butt  Weld  For  Hydraulic  Systems...., . . . . 

l  Mll-F-24704/2 

4810 

SH 

30  Oct 

88 

SH 

Flonges,  Four  Bolt  Square,  Socket  Weld  For  Hydraulic  Systems . . . 

L  MIL-F-24704/1 

4810 

SH 

30  Nov 

88 

SH 

Flonges,  Four  Bolt  Squore,  Brazed  End  For  Hydraulic  Systems............. . 

L  MIL-F-24704/3 

4810 

SH 

30  Nov 

88 

SH 

Flanges,  Four  Bolt  Square,  Blind  For  Hydraulic  Systems... . . . . . . 

L  MIL-F-24704/4 

4810 

SH 

30  Nov 

G8 

SH 

Flanges,  Waveguide,  Ridge  Generol  Specification  For. . . . . 

MIL-F-39000A 

5985 

EC 

21  Oci 

77 

ER 

EC 

85 

Flanges,  Waveguide,  Single  Ridge,  Socket  Mount  (Bandwidth  Ratio  2.4  To  1) .......... 

MIL-F-39000/1B 

5985 

EC 

21  Od 

77 

ER 

EC 

85 

322 


ALPHABETICAL  LISTING 


TITLE 

Flonge*,  Waveguide,  Single  Ridge,  Socket  Mount  (Bandwidth  Rotio  3.6  To  1) . . 

Flanges,  Waveguide,  Double  Ridge,  Socket  Mount  (Bandwidth  Ratio  2.4  To  1)  . 

Flanges,  Waveguide,  Double  Ridge,  Socket  Mount  (Bandwidth  Ratio  3.6  To  1)  ........ 

Flare  Cartridge  Assembly  MX3529/ALA*17  &  ALA-17A  Metal  Ports  For. . . . 

Flare  Nut  And  Flare  Seal  Bonnet,  Refrigeration . . . . . . . 

Flare  Set,  AN/ALA*  17  Assembling  &  Pocking  . . . . . . . . . 

Flare,  Aircraft,  Parachute,  M8A1  Parts  For,  And  Loading,  Assembling  And  Packing  .. 

Flare,  Aircraft,  Parachute,  Mk  45  Mod  O  . . . . . . . . . . 

Flore,  Infrared  Tracking,  Mark  33  Mod  0  (Army)  Parti  For  &  Loading,  Assembling  & 
Packing 

Flare,  Surface,  Trip,  M49A1  Parts,  And  Loading,  Assembling  And  Packing  . . . 

Flare,  Tracking,  Mk  23  Mod  0 . . . . . . . 

Flaring  Tool,  Tube  Hand..... . . . . . . . . . . . . . 

Floring,  Flanging,  And  Becding  Machines,  Tube . . . . . . . . . 

Flash  And  Fire  Points  By  Cleveland  Open  Cup  ■  25  Aug  78  . . . . . 

Flash  Point  Of  Liquids  By  Setoflosh  Closed-cup  Apparatus  -  29  Oct  82 . ........ 

Flash  Unit,  Photographic  Repeating . . . . . . . . . . . . 

Flasher,  Aircraft  Navigational  Light  115  Volts  Ac,  400  Hertz . 

Flaiher,  Aircraft  Navigational  Light  General  Specification  For . . . . . . 

Flasher,  Aircraft  Light. . . . . . . . . . . 

Flasher,  Aircraft  Navigational  Light  . . . . . . . 

Flasher,  Aircraft  Navigational  Light  28VDC . . . . . . 

Flasher,  Position  light.  Aircraft . . . . . . «... . 

Flashing  Warning  Lamps  For  Authorized  Emergency,  Maintenance  &  Service  Vehicles 
•  May  72 

Flashlight  . . . . . . . . . . . . . . 

'  Flashlight  (Rough  Service)  . . .  . . . . 

Flashlight  (Penlighf)  . . . . . . . . 

Flashlight,  Electric,  Hand.. . . . . . . 

Flashlight,  Electric,  Hand . . . . . . . . 

Flashlight,  Eye  Examining,  Disposable . . . . . . . 

Flashlight,  Hand  Generated,  Typo  A*9  (Lamp  Assembly,  Flashlight,  Type  A*9) . 

Flashlight,  Patient,  Examining,  Disposable  . . 

Flashlight,  Patient  Examining.  Disposable . . . . . . . . 

Flashlight,  Penlight  Style,  Pilots  . . . . . . . . . . . 

Flashlight,  Plastic  Case,  Tubular  (Regulor  Explosion  Proof,  Explosion  Proof  Heal 
Resistant  Traffic  Direction,!!.  Inspection  Light) 

Flashlight,  Surgical . . . . . . . . . 

Flashlights,  Eye  Examining  . . . . . . . . . . . . 

Flask  Compressed  Gas  And  End  Plugs  For  Air,  Oxygen  And  Nitrogen  . . .  ...... 

flask,  Air,  launcher  . . . . . . . . 

Flask,  Boiling  Flat  Bottom . . . . . . . . . 

Flask,  Boiling  Round  Bottom . . . . . . . . 

Flask,  Boiling,  Florence . . . . . . . . . . . . 

Flosk,  Culture  Kolfe  Design . . . . . . . . 

Flask,  Culture,  Plastic . . . . . . . . . 

Flask,  Denture,  Upper  And  Lower,  Ejector  Type...... . . . . . 

Flosk,  Dewar  . . . . . . . . . . . . . . . . . 

Flask,  Distilling  General  Purpose  . . . . . . . . . . . 

Flask,  Distilling  Engter,  Saybotl,  And  Hempel  Designs . . . .  . . . . 

Flask,  Distilling  Three  Neck . . . . . . . . 

Flosk,  Erlenmeycr  Beaded  Or  Too!ed  Rim,... . . . . . 

Flosk,  Erfenmeyer  With  Screw  Cap,  Plastic . . 

Flosk,  Erlenmcyer  W/g'Otnd  Joint . . . . . . 

Flask,  Erlenmcyer  W/pennyheod  Stoppe' . . . . . . . . . 

Flosk,  Erfenmeyer  Iodine  Determination  . . .  . . . . . . . 

Flask.  Erylenmeycr,  Groduoted,  Plastic,...  . . . . . . . . . . . 

Flask,  Filtering  . . . . . . . . . . . . . . . . . 

Flask,  Filtering,  Plastic . . . . . . . . . . . . . 

Flosk,  Kjeldohl  long  Neck,,, . . . . . . . . . . . . . . . . . . . 

Flosk,  Kjcidam,  (owrosliftale  Glass)  . . . .  . . . . .  .......... 

Flosk,  laboratory  ...........  . . . .  . . . . . . 

Flask,  Soybolt  Viscosity . . . . . . . . . . . . . . 

Flask,  Separator,  3000  Ps>,  K-monel, . . . . . . . 

Flask,  Volumelrc  . . . . . . . . . . . . 

Flask,  Volumetric,  Plastic  . .  ,  . . . . . . . . . . 

Flosk,  Volumetric  . ............ .  . . . . . .  ....... ...  . . . 

Flask,  Volumetric  Plastic..... . . . .  ....  . . . . . . . . . 

Flatirons,  Electric  . . . . . .  . . . . . . . 

Flatware,  Corrosion  Resisting  $t*el  ........ ........ 

Flatware,  Silvsrploted . - . . . . . . . . . . . . 

Flavored  Dairy  Drink,  Dry,  Chocohite-colfec  Flavored . . . . . . . 

Flavoring,  Lemon  Crystals . .  . . . . . . . . . « . . . . 

Flavorings,  Fruit,  Iodine  Compatible  . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-F-39000/2B 

5985 

EC 

21  Oct 

77 

ER 

EC 

85 

MIL-F-39000/S3  (1) 

5985 

EC 

18  Jul 

80 

ER 

EC 

85 

MIL-F-3 9000/43 

5985 

EC 

2l  Oel 

77 

ER 

EC 

85 

l 

MIL-F-60036D 

1370 

AR 

21  Mor 

86 

AR 

MS-35872C 

4730 

Gl 

31  Oct 

86 

Gl 

99 

L 

MIL-F-60037C 

NOTICE  1 

1370 

AR 

15  Moy 

87 

AR 

l 

MIL-F-20363B 

1370 

AR 

31  Moy 

68 

AR 

Mll-F-81738 

1370 

AS 

15  Aug 

69 

AS 

99 

L 

Mll-F-70518 

1370 

AR 

14  Dec 

84 

AR 

l 

MIL-F-20420J 

NOTICE  1 

1370 

AR 

03  Nov 

88 

AR 

l 

Mll-F-23138 

1370 

AS 

03  Jan 

62 

AS 

GGG-F-451C 

5120 

•GL 

13  Jur. 

68 

Gl 

SH 

99 

MU-F-80069C 

3441 

IP 

01  Aug 

80 

Al 

99 

ASTM  D92-78 

9150 

ME 

28  Dec 

78 

ME 

SH 

11 

ASTM  D3278-82E1 

6810 

EA 

14  Jan 

86 

EA 

68 

MIL-F-81226  (1) 

6760 

AS 

13  Apr 

78 

ER 

AS 

99 

l 

MIL-F-26301/1B 
NOTICE  1 

5945 

85 

31  Mor 

88 

85 

Q 

M'l-F-263010 

SUPP  1 

NOTICE  1 

5945 

85 

31  Mor 

88 

AV 

AS 

85 

l 

MS-25205E 

5945 

AS 

21  Mor 

74 

AS 

MS-24577D 

5945 

85 

01  Oct 

73 

AV 

AS 

85 

l 

MS-277 10B 

NOTICE  1 

5945 

85 

31  Mar 

88 

85 

L 

MS-27711B 

5945 

85 

31  Mar 

88 

85 

NOTICE  T 

SAE  J595B-72 

6220 

AT 

19  Nov 

82 

AT 

99 

MS-2199BB 

NOTICE  1 

6230 

82 

28  Mar 

86 

AV 

AS 

90 

A-A-1974 

6230 

t 

19  May 

82 

W-l-001418  (1) 

6230 

* 

30  Dec 

74 

Q 

W-F-421E 

6230 

t 

24  Sep 

56 

(INT.  AMD.  )) 
W-F-00421C  (1) 

6230 

% 

15  Mor 

76 

MIL-F-37768 

6515 

DM 

06  Feb 

78 

MD 

MS 

03 

MIL-F-8209B 

6230 

AS 

02  Feb 

71 

AS 

A-A-50843A 

6230 

/MB 

31  Mar 

86 

MD 

MS 

03 

M'L-F*36678B 

6230 

DM 

22  Mar 

76 

MD 

MS 

03 

MU.-F-7326G 

6230 

82 

06  Sep 

84 

AS 

99 

MIL-F-3747E  (1) 

INT  AMD  2 

6230 

ME 

11  Mor 

85 

ME 

SH 

9V 

A-A-51007 

6515 

/MB 

1?  Sep 

85 

MD 

MS 

03 

A-A-51110 

6515 

/MB 

20  Dec 

85 

MD 

MS 

03 

L 

MIL-F-22606B  (6) 

8120 

SH 

10  Aug 

77 

SH 

l 

MIL-F-21527B 

1440 

OS 

26  Jun 

61 

OS 

MS-36054A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36055B 

6640 

EA 

01  Aug 

74 

EA 

MS 

99 

A-A-51298 

6440 

/MB 

28  Jan 

86 

MD 

MS 

03 

MS-36056A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36438 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MIL-F-36284A 

6520 

DM 

07  Aug 

68 

MD 

MS 

03 

MS-360570 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

MS-36038B 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

MS-36059A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36C61A 

6640 

EA 

16  Aug 

69 

EA 

MS 

99 

MS-36C62B 

6540 

EA 

01  Aug 

74 

EA 

MS 

99 

MS-36489 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MS-36063A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36064C 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

MS -36065 A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MIL-F-36747A 

6640 

DM 

25  Jul 

75 

MD 

MS 

03 

MS-36066A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36490 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

M3-36067A 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

A-A-S*  1G9 

l  t  tn 

Wtv 

/MB 

29  N'av 

85 

HJ> 

MS 

03 

NNN-F-240D 

6640 

•EA 

01  Sep 

76 

EA 

NNN-F-001141 

6630 

/DM 

07  Dec 

65 

AR 

SH 

82 

l 

Mll-F-24032  (3) 

*8120 

SH 

23  Feb 

67 

SH 

NNN-F-289D 

6640 

/EA 

07  Feb 

77 

EA 

MS 

99 

MIL-F-36674 

6640 

DM 

06  Aug 

70 

MD 

MS 

03 

MS-36068* 

6640 

EA 

15  Aug 

69 

EA 

MS 

99 

MS-36491 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

A-A-632 

>290 

* 

15  Feb 

80 

s 

RR-F-450D  (1) 

7340 

t 

2 si  Apr 

76 

A-A-1808B 

7340 

* 

05  Apr 

88 

MIL-F-35100B 

8910 

GL 

09  Nov 

71 

GL 

SA 

50 

MIL-F-43974 

8950 

GL 

23  Feb 

78 

GL 

SA 

50 

Mll-F-44272 

8960 

Gl 

01  May 

87 

GL 

SA 

50 

32( 


ALPHABETICAL  LISTING 


TITLE 

Flavoxate  Hydrochloride  Tablets . . . . . 

Flecainide  Acetate  Tablets . . . . . . . . . 

Wechette,  Eight  Grain.... . . . . . . . . . 

Flechette,  Thirteen  Groin  . . . . . 

Flexibility  And  Stress  Intensification  Factors..,,....,...,..,......... . . . . . . 

Flexible  &  Rigid  Flex  Printed  Wiring  For  Electronic  Equipment  Design  Requirements 
For 

Flexible  &  Shaft  Mochine,  Railway,  Gasoline  &  Engine  &  Driven... . . . 

Flexible  Adhesive  Bonding  Films  •  Sept  83 . . . . . . . . . . 

Flexible  Bare  Dielectric  For  Use  In  Flexible  Printed  Wiring  -  1  Sep  83.. . . . . 

Flexible  Barrier  Materials,  Crease  Penetration  Of  *  30  Jul  76  . . . . . 

Flexible  Cable  Assembly  For  M247  Heal  Warhead,  Assembly  And  Packing . . . 

Flexible  Cellular  Materials  -  Vinyl  Chloride  Polymers  &  Copolymers  (Open  Cel! 

Foam)  *  27  Nov  81 

Flexible  Cellular  Materials  ■  Urethane  For  Furniture  &  Automotive  Cushioning, 
Bedding,  &  Similar  Applications  •  31  Oct  80 

Flexible  Metal  Clod  Dielectrics  For  Use  In  Fabrication  Of  Flexible  Printed  Wiring . 

Flexurol  Strenght  Of  Concrete  (Using  Simple  8eam  With  Center  Point  loading)  •  27 
Apr  79 

Flexural  Strength  Of  High  Performance  Ceramics  At  Ambient  Temperature  . . . 

Flexurol  Strength  &  Modules  Of  Elasticity  Of  Chemical  Resistant  Mortars,  Grouts,  & 
Monolithic  Surfacing  •  28  Jan  74 

Flight  Control  Systems  *  Design,  Installation  And  Test  Of,  Piloted  Aircraft,  General 
Specification  For 

Flight  Control  System  General  Specification  For  (Request  For  Use  Other  Than  DOD 
Must  Be  Sent  Vio  ASD/ENES,  Wright-patterson  AFB  OH  45433*6503) 

Flight  Control  Systems,  Design,  Installation  And  Test  Of,  Aircraft  (General 
Specification  For) 

Flight  Coordination  Central  AN/TSC*61(  ) . . . . . . . . . 

Flight  Data  Recorder,  Functional  Standards  For . . . . . . . 

Flight  Information  Publication,  Enroute . . . . . . . . . . . 

Flight  Information  Publlcotions-planning  Reqvest  For  Issue  Other  Than  Dod  Must  Be 
Sent  Vioi  Hq  Usaf/xoxx  (Iso)wosh,  Dc  20330*5058 
Flight  Information  Publication  Terminal  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr 
Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

Flight  Inspection  Of  NATO  Radio  Rodar  Navigation  &  Approach  Aids,  AETP-l(B) 
(Edition  No.  3)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wash.  D.c. 
20330*5058) 

Flight  Performance,  AIR  Vehicle  (Request  Forissue  Other  DOD  Must  Be  ^ent  Via 
ASD/ENES,  Wright-patterson  RFB  OH  45433*6503) 

Flight  Safety  Cooperation  In  Common  Ground/air  Space  (Edition  Nc  C. . 

Flight  Testing,  Electric  System,  Piloted  Aircraft  And  Guided  Missile,  Generol 
Requirements  For 

Flip  Operational  Abbreviations  (Chg  1  Dtd  18AFR  86)  Request  Other  Than  Dod 
Must  Be  Sent  Vioj  Hq  Usaf/xoxx  (Isc)  Wash  Dc  20330*5058 
Float  Bushing,  Connectors,  Rack  And  Panel,  Miniature..... . . . . . 

Float,  Drill  Mine,  Mark  17  Mod  O . . . . . . . . . . . 

Float,  Tank . . . . . . . . . . 

Floating  Footbridge,  Alumimum  (ABCA-88)  . . 

Floodlight  Set,  Efec*ric,  Tripod-mounted,  Four  150-WATT  Projector  Lamps . 

Floodlight  Set,  Trailer  Mounted  . . . . . . . . . . . . 

Floodlight  Set,  Electric,  Diesel  Engine  Driven,  Trailer  Mounted . . . . . 

Floodlight  Set,  Electric,  Packaging  Of  . . . 

Floodlight,  Electric,  Utility  Type.  Porcelain  Covered  Steel  Or  Aluminum,  Bracket 
Mounted,  Weatherproof,  With  Or  Without  lens 

Floodlight,  ELECTRIC-24  Volt . 

Floodlight,  Electric,  Explosion  Proof,  300  Watts  Maximum,  Adjustable  Stand 
Mounted 

Floodlight,  Explosion  Proof,  300  Walts  Maximum,  Adjustable  Stand  Mounted  . 

Floodlight,  Incandescent,  Explosion  Proof,  Type  MA&1  . . . . 

Floodlights  And  Lanterns,  Packaging  Of . . . . . 

Floor  Cleaning  &  Polishing  Compound  . . . . . . . 

Floor  Covering  Construction,  Stondord  Methods  Of  Testing  Pile  Yarn  ■  1  Sep  82...... 

Floor  Covering  Translucent  Or  Transparent  Vinyl  Surface  With  Backing . 

Floor  Covering  Vinyl,  Surface  (Tile  And  Roll)  With  Backing . . . . . . 

Floor  Covering,  Resilient  With  Foam  Layer,  Measuring  Thickness  Of  •  28  Aug  1987.. 
Floor  Covering,  Resilient,  Nontextile,  Sampling  And  Testing  . . . . 


Floor  Covering,  Tuft  Bind  Of  Pile  *  8  Sep  67........................................ . . 

Floor  Covering,  linoleum  . . . . . . . . 

Floor  Coverings,  Resilience,  By  Optical  Measurement,  Wear  Layer  Thickness  Of, 
Standard  Test  Method  For  -  31  Dec  1982 

Floor  Coverings,  Resilient,  Terms  Relating  To  *  26  Jan  79 . . . . 

Floor  Plate,  Raised  Pattern,  Magnesium  Alloy,  (AZ31B),  Rolled . . . . . 

Floor  Plate,  Stainlesssteel,  Rolled,  Standard  Specification  For . . . . . . 

Floo/  Rails  &  Mating  Equipment  Attachment  Pins......................................... . . 
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Mll-F-37700 
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68 

SH 

Mll-STD-2118 
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ER 

EC 
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78 

ME 
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5999 

EC 

07  Oct 

83 

ER 

EC 

17 

IPC  FC231A-83 

5999 

EC 

07  Oct 

83 

ER 

EC 

17 

ASTM  F 119-76 

8135 

AS 

30  Sep 

81 

GL 

AS 

69 

L 

MIL-F-48048C 

NOTICE  1 

1340 

AR 

18  Apr 

88 

AR 

ASTM  DI565-8IR86 

9320 

MR 

03  Mar 

88 

MR 

SH 

NOTICE  2 

AST M  03453-80 

9320 

MR 

17  May 

84 

MR 

99 

IPC  FC24IA-83 

5999 

EC 

07  Oct 

83 

ER 

EC 

17 

ASTM  C293-79 

5610 

YD 

24  Sep 

82 

YD 

l 

MIL-STD-1942 

9390 

MR 

21  Nov 

83 

MR 

20 

ASTM  C580-74R78 

5610 

YD 

01  Jun 

82 

ME 

YD 

MIL-F-94900 

6610 

AS 

06  Jun 

75 

AV 

MIL-F-87242 

6610 

11 

31  Mar 

86 

11 

MIL-F-18372 

1500 

AS 

31  Mar 

55 

AS 

L 

MII-F-5S356 

5895 

CR 

09  Dec 

71 

CR 

L 

MIL-STD-2124A 

NOTICE  1 

5835 

AS 

02  Jul 

84 

AV 

AS 

99 

AIR-STD-64/I5G 

ISDF 

06 

15  Mar 

78 

AIR-STD-64H/16G 

ISDF 

06 

18  Apr 

86 

AIR-STD-64/30F 

1S0F 

06 

27  Sep 
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NAT-ST0-3374  (3) 

ISDF 

06 

01  Aug 

88 
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MIL-STD-1793 

NOTICE  1 

1510 

11 

15  Apr 

86 
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NAT-STD-3102  (1) 

ISDF 

06 

10  Nov 

86 
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MIL-F-25381A 

MISC 

11 

26  Feb 

88 

11 

NOTICE  1 
AIR-STD-64/37 

ISDF 

06 

25  Mar 

81 

l 
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NOTICE  1 
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86 
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PACK 
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ME 
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AT 

08  Sep 
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AT 

99 
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6230 
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25  May 

83 

AS 

99 
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MS-25355 

6230 

82 
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MIL-F-8U5C 

6230 

82 
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PACK 

ME 
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A-A-12 
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06  Mar 
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ASTM  D4 18-82 

7220 

YD 

20  Jun 
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ME 

YD 
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l-F-001641  (2) 

7220 

♦YD 

2  *  Sep 

82 

YD 

1-F-475A  (1) 

INT  AMD  3 

7220 

•YD 

11  Oct 
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YD 

ASTM  F387-87 

7220 

YD 

27  Feb 

89 

Gl 

YD 

99 

FED-STD-501A 

7220 

X 

15  Jun 

66 

NOTICE  1 

11  AUG  69 

ASTM  D1335-67R72 

7220 

YD 

08  Feb 

80 

ME 

YD 

IU-F-1238A 

7220 

X 

17  Sep 

70 

ASTM  F4 10-82 
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YD 

30  Mar 

84 

GL 

YD 

99 

ASTM  F141-79 
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81 
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l 

MIL-F-46048A 

9535 

MR 
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66 
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ASTM  A793-85 
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SH 

07  Apr 

87 

MR 

SH 

AIR-STD-44/59 

ISDF 

06 

12  Dec 

85 

324 


ALPHABETICAL  LISTING 


TITLE 

floor  Roits  And  Mating  Equipment  Attachment  Pin* . . . . . . . . . . 

Floor  Tile,  Resilient,  For  Size  Of,  By  Oiol  Gage  Method  •  15  Aug  77 . . 

Flooring  Materials,  Resilient,  Flexibility  Of,  With  Cylindrical  Mandrel  Apparatus  •  8 
Jan  71  (Reapproved  1982) 

Flooring  Materials  Having  Flat  Surfaces,  Resilient,  Thickness  Of  ■  29  Jan  82  . . 

Flooring,  Conductive  Resilient,  Electrical  Resistance  Of,  Stondard  Test  Method  For  * 
Mar  1985 

Flooring,  Raised,  General  Specification  For . . . . 

Floors  &  Flat  Roofs,  Gravity  Load  Testing  Of,  Standard  Practice  For  •  1  Aug  80 . . 

Floss,  Dentol . . . . . 

Floss,  Dental . . . . . . . . . 

Flotation  And  Sea  Survival,  Test  Methods  And  Requirements . . . . 

Flotation  Unit,  Pipeline . . . . . . 

Flour  Handling  Plants . . . . . . . . . 

Flour,  Rye . . . . . . . . 

Flour,  Wheat  . . . . . . . . . . . . 

Flour,  Wheat,  Enriched  &  Flour,  Whole  Wheat  . . . . . . 

Flourides,  Particulateand  Gaseous,  In  The  Atmosphere  (Sodium  Bicorbonale-cooted 
Glass  Tube  And  A  Particulate  Filter  Method),  Stondard  Method  For  Separation 
And  Collection  Of  -  30  August  85 

Flow  Check,  Lubricating  Oil,  Procedure  For . . . . . . 

Flow  Control  Assembly,  Quick  Disconnect,  C&WU«33/P  Anti*exposure  Suit  . . . 

Flow  Control  Kit,  Hoseline . . . . . . . 

Flow  Test  Machine,  Radiator  . . . . . . 

Flowchart  Symbols  And  Their  Usage  In  Formation  Processing  (With  Ansi  X3.5*1970) 
Flowmeter,  Differential  Pressure  (NFORN  Prior  Approvol  Of  The  Naval  Sea  Sys 
Comd) 

Flowmeter,  Fluid  Electro  magnetic  Type . . . 

Flowmeter,  Liquid,  Vltrasonic,  Non  Intrusive . . . . . . . . 

Fluerics  Terminolgy  And  Symbols . . . 

Fluerics,  Graphic  Symbols  To  Be  Used  On  Engineering  Drawings  And  Documents 
(Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom,  Drcird) 

Fluid  Container  Assembly,  Training . . . . . . . . 

Fluid  Container,  Filled  (For  M13  Decontaminating  Apparatus) . . . 

Fluid  Flowmeter,  Volume  Velocity  Type . . . . . . . 

Fluid  Lines  &  Fittings  For  Missiles  &  Related  Ground  Equipment,  Fabrication  8. 
Installation  Of 

Fluid  Power  Diagrams  •  1966  R74  . . . . . . . . 

Fluid  System  Characteristics  Affecting  Hydraulic  Pump  Operation  -  15  May  66 . 

Fluid,  Calibrating,  High  Flash  Point,  Aircraft  Fuel  System  Components . 

Fluid,  Hydraulic,  Petroleum  Base,  Intermediate  Viscosity . 

Fluid,  Magnetic  Particle  Inspection,  Suspension  Medium  (Metric). . 

Fluid,  Power  Transmission. . . . . . 

Fluid,  Purging,  For  Preserving  Fuel  Tonks  Of  Jet  Aircraft . 

Fluidics  Test  Methods  And  Instrumentation . 

Fluids,  Hydraulic,  Physicol  Properties  Of  •  May  75 . 

Fluocinolone  Acetonlde  Topical  Solution,  U.s.p . 

Fluocinolone  Acetonide  Cream,  Usp . . . . 

Fluocinonide  Cream,  Usp  . . . . . . . . . . . 

Fluocinonide  Ointment,  USP. . . . . . . . 

Fluocinonide  Ointment  . . . . . . . . . . . . 

Fluorescent  Penetrant  Inspection  Units . 

Fluorocarbon  Refrigeronts . . . . . . . 

Fluorometer . . . . . . . . . . . . . 

Ffuorometholone  Ophthalmic  Suspension,  USP . . . . . . 

Ffuorouraci!  Cream,  USP. . . . . . . . . . . . 

Fluorouracil  Injection,  Usp  . . . . . . . . . . . 

Ffuoxymesterone  Toblets,  USP  . . . . . . . . . . 

Fluphenozine  Deconote  Injection . . . 

Fluphenozine  Hydrochloride  Toblets,  USP... . . . . . . . . . 

Fluphenozine  Hydrochloride  Elixir,  USP  . . . . . . . . . 

Fiurandrenollde  Cream,  Usp . . . . . . . . . . . . 

Fiurandrenolide  Creom.uSP . . . . . . . . . . . 

Flurandrenolide  Tape,  U.s.p . . . . . . . 

Fiurandrenolide  Ointment,  Usp . . . . . 

Flurandrenolide  Lotion,  U.s.p... . . . . . . . . . 

Hurozepom  Hydrochloride  Capsules . . . . . . . . . . . 

Flurazepam  Hydrochloride  Copsules . . . . . . . 

Flurozepom  Hydrochloride  Capsules,  N.f . . . . . . . 

Flux,  Aluminum  And  Aluminum  Alloy,  Gas  Welding  . . . . . 

Flux,  Aluminum  8razing  *  15  Dec  74  . . . . . . . 

Flux,  Aluminum  Dip  Brazing  1030  Deg  F  (555  Deg  C)  Or  Lower  Liquidus  *  1  Apr  85 

Flux,  Aluminum  Dip  Brazing  1090  Deg.  F  (588  Deg.  C)  Fusion  Point  •  15  Dec  74 . 

Flux,  Brazing,  (Silver  Brazing  Filler  Metal,  Low  Melting  Point) . . . . 

Flux,  Determining  Fast  Neutron  By  Radioactivation  Of  Sulfur  *  27  May  77 . 

Ffux,  Silver  Brazing  High  Temperature  -  1  Jun  74  . . . 

Flux,  Sifver  Brazing  •  1  Apr  1985. . . . . . . . 

Flux,  Soldering  (Stearme  Compound  IC-3) . . . . . . 

Flux,  Soldering,  Liquid  (Rosin  Base) . . . . . . . . . . 
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AIR-STD-17/4B  (1) 

ISDF 

06 

19  May 

76 

ASTM  F536-77R82 
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YD 

27  Aug 

85 

Gl 
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99 
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78 
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99 

ASTM  F386-82 
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86 
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l  Mll-F-29046  (2) 

69GP 

TD 

01  Mor 

77 

TD 

ASTM  E196-80R85 

5410 

YD 
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86 
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FFF-F-4368 

6520 
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76 

MD 

MS 

03 

A-A-53652 

6520 

/MB 
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MD 

MS 

03 

AIR-STD-61/4 
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l  MIL-F-52531B 

3835 
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ME 

MIL-F-2473D 
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Cl 

99 

N-F-471C 
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31  Jul 

69 
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SA 
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N-F-481M  (2) 
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/Gl 

25  Jun 
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A-A-20126A 

8920 

GL 

15  Jul 

87 

GL 

SA 

50 

ASTM  D3268-85 

6810 

EA 

16  Jul 

87 

EA 

SH 

MIL-STD-342 

QCIC 

AT 

26  Mo y 

88 

L 

MS-90326A 

1660 

AS 

12  Apr 

77 

AS 

L 

MIL-F-52345B 

3835 

ME 

21  Nov 

80 

ME 

L 

MII-F-45955A 

4910 

AL 

05  Jun 

85 

AL 

FIPS-24 

IPSC 

02 

30  Jun 

73 

OM  02 

l 

MIL-F-24612 

6685 

SH 

06  Jul 

82 

l 

MIL-F-24291B 

6680 

SH 

10  Aug 

71 

SH 

Mll-F-24701 

6680 

SH 

23  Mor 

88 

SH 

MII-STD-I306A 

1650 

AS 

08  Dec 

72 

AV 

AS 

99 

Q-STD-634 

ISDA 

AM 

11  Dec 

80 

L 

MIL-F-51532 

6910 

EA 

19  Jun 

87 

EA 

L 

MIL-F-51531 

4230 

EA 

19  Jun 

87 

EA 

l 

MII-F-24259A 

6680 

SH 

14  Dec 

87 

SH 

L 

MIL-F-45764B 

1410 

Ml 

28  Jun 

74 

Ml 

ANSI  Y14.17-66R74 

DR  PR 

AR 

23  Aug 

88 

AR 

AS 

16 

NOTICE  2 

ARP  819-66 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

l 

Mll-F-27351  (1) 

6850 

68 

08  Feb 

71 

68 

l 

MII-F-47174A  (1) 

9150 

Ml 

07  Dec 

84 

Ml 

L 

DOD-F-87935  (3) 

INT  AMD  4 

6850 

68 

27  Feb 

87 

AV 

AS 

68 

O  l 

MII-F-17111B 

9150 

OS 

11  Oct 

83 

OS 

l 

MII-F-38299B  (2) 
NOTICE  1 

6850 

68 

22  Aug 

88 

68 

MII-STD-1361A 

1650 

AS 

28  Sep 

73 

AV 

AS 

99 

AIR  1362-75 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

MII-F-37349A 

6505 

DM 

01  Nov 

76 

MD 

MS 

03 

Mll-F-37307 

6505 

DM 

17  Oct 

75 

MD 

MS 

03 

A-A-53049 

6505 

MB 

20  Jul 

87 

MD 

MS 

03 

A-A-53068 

6505 

/MB 

20  Jul 

87 

MD 

MS 

03 

MII-F-37782A 

6505 

DM 

22  Jun 

78 

MD 

MS 

03 

DM 

l 

MIL-F-38762  (1) 

6635 

82 

10  Jun 

68 

99 

BB-F-1421B 

6830 

/ME 

05  Mar 

82 

ME 

SH 

68 

MS-51447 

6630 

EA 

20  May 

83 

EA 

MS 

99 

A-A-0051421 

6505 

/MB 

17  Apr 

86 

MD 

MS 

03 

l 

Mll-F-37601 

6505 

DM 

30  Jul 

76 

DM 

Mll-F-37686 

6505 

DM 

04  Apr 

78 

MD 

MS 

03 

A-A-53567 

6505 

/MB 

22  Jul 

88 

MD 

MS 
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A-A-53564 

6505 

/MB 

22Jul 

88 

MD 

MS 
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DM 

AA-53570 

6505 

/MB 
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TITLE 

Flux,  Soldering,  Posle  &  Liquid . . . . . . 

Fluxes,  Welding  (Compositions),  Submerged  ARC  Process  With  Type  B  Electrodes, 
Corbon  And  Low  Alloy  Steel  Application 

Fluxes,  Welding,  Submerged  Arc  Process  Carbon  And  Low.alloy  Steel  Application..... 
Fly,  Tent,  Fire,  Water,  Weather,  And  Mildew  Resistant . . . 

Flying  Qualities  Of  Piloted  V/$tol  Aircraft.. . . . . . 

Flying  Qualities  Of  Piloted  Airplanes . . . . . . . . .  ..... 

Foam  In  Ploce  Packaging  Materials,  General  Specification  For  ................................. 

Foam  Liquid,  Fire  Extinguishing,  Mechanical . . . . . . . . 

Foam  Polyether  Urethone  (EU)  Elastomer,  Shock  Absorbing  15  Lb/cu  Ft  (240 
KG/M3)  Density  -  1  Jul  83 

Foam  Polyether  Urethane  (EU)  Elastomer  Shock  Absorbing  20  lb/cu  Ft  (320 
KG/M3)  Density  ■  1  Jul  83 

Foam  Polyether  Urethane  (EU)  Elastomer,  Shock  Absorbing,  5  Lb/cu  Ft  (72  KG/M3) 
Density  -  1  Jul  83 

Foam  Sheet,  Polyether  Urethane  (EU)  Elastomer  Shock  Absorbing  -  1  Jul  83  . . 

Foam-in-place  Packaging,  Procures  For..................... . . . . . ........ 

Foam-in-place  Packaging  System  For  Shipboard  Use . . . . . . . . 

Foam,  Combustion  Retardant,  For  Cushioning  Supply  Items  Aboard  Navy  Ships........ 

Foam,  Plastic,  Flexible,  Open  Cell,  Polyester  Type  Polyurethane  . . . . . 

Foam,  Polyurethane,  Open  Cell,  Medium  Flexibility  . . . . . . . 

Foam,  Polyurethane,  Rigid  . . . . . . . . . . . . . . . . 

Foam,  Urethane  . . . . . . . . . . 

Fog  And  Ice  Preventive  Compounds . . . . . . . . 

Fog  Oil . . . . . . . 

Foil  &  Film,  Thickness  Of  Thin,  By  Weighing,  Standard  Test  Method  For  *  31  Aug 
84 

Foil,  Aluminum  Alloy  12  MN-0.12  Cu  (3003-H18)  •  15  Jon  77 . 

Foil,  Metal,  Corrosion  Resistant,  Type  302 . . . . . . . . . 

Foil,  Metal,  Corrosion  Resistant,  Type  301.. . . . . . . . . . . 

Foil,  Metal,  Flat,  Copper  Base  Alloy  260 . . . . . . . 

Foil,  Metallic,  Tension  Testing  Of,  Standard  Methods  Of  -27  Mar  81 .......  ............... 

Folder  File,  Equipment  Record  .  . . . . . . 

Folder,  File . . . . . . . . . 

Folder,  File,  Follow-up  And  Inner . . . . . . . . . . . 

Folding  Machine,  Sheet  Metal,  Bor  Type  Hand  Operated,  Bench  Mounted  . . 

Folic  Acid  Tablets,  Usp . . . . . . . 

Food  Blender,  Electric . . . . . . 

Food  Blender,  Electric . . . . . . . . . 

Food  Carrier,  Interlocking  Pot,  Hand  With  Five  4  Quart  Pots  &  Covers . . 

Food  Container.  Vacuum  Or  Insulated,  With  Inserts.......... . 

Food  Container,  Insulated..... . . . . . . . . . . . . . . . 

Food  Container,  Insulated,  With  Inserts  . . . . . . . . 

Food  Container,  Delivery  And  Storage,  Dolly,  Food  Handling  Equipment  . . 

Food  Cutter  And  Mixer  Machines,  Vertical,  High  Speed,  Electric . . . . . 

Food  Cutters,  Electric. . . . . . . . . . . . . . 

Food  Equipment,  Plastic  Materials  And  Components  Used  In  •  Muy  1978 . 

Food  Handler  S  Poper  Cops . . . . . . . 

Food  Pocket,  Assoult,  Assembly  Of . . . . . 

Food  Packet,  Long  Ronge  Patrol  . . . . . . . . 

Food  Pocket,  Supplemental,  For  Meol,  Reody-lo-eat,  Individual,  Assembly.  Of . . 

Food  Pocket,  Survivol,  Abandon  Ship . . . . . . . . . 

Food  Packet,  Survivol,  Generol  Purpose.......... . . . . . 

Food  Pocket,  Survival,  Aircraft  Life  Roft  . . . . . . . . 

Food  Preparation  Equipment,  Commercial  Powered  •  Moy  1980  . . . . . 

Food  Sanitation  Center,  For  Use  With  Field  Kitckens . . . . . . . 

Food  Service  Equipment  •  Jun  82 . . . . . . . . . . 

Food  Service  Equipment,  lominotcd  Plastics  For  -  November  1979 . . . . 

Food  Service,  Speciol  Equipment  And/or  Devices  -  Nov  83.«  . . . . 

Food  Storoge  Equipment,  Cooking  &  Hot  •  Jun  75  „ . . . . . . . . 

Food  Turner  (Hamburger) . . . . . . . . . . 

Food  Turner  (Perforated  Blade) . . . . . . . . . 

Food  Turner  (Steok  Or  Coke) . . . . . . 

Food  Turners  . . . . . . . . . . . . . . 

Food  Warmer,  Infra-red,  Electric  . . . . . . . . . . . 

Foot  Measuring  Device,  Men  S  . . . . . . . . . . . . . 

Foot  Rest . . . . . . . . . . . . . 

Foot  Sock,  Extreme  Cold  Weather  Survival  Type  SRU-12/P  . . . 

Foot  Special . . . . . . . . . . . . . . 

Foot,  Speciol  . . . . . . . . . . . . 

Footing  &  Mots,  Combined,  Suggested  Design  Procedures  For,  Standard 
Specification  For  *  1980 

Footprinter,  Infant  Identification........ . . . . . . 

Footprinter,  Infant  Identification . . . . . . . . 

Footwolk  Assembly,  Aluminum,  For  Bridge,  Bailey . . . . 

Footwear  Cover,  Chemical  Protective  (Overbools) . . . . . 

Footwear  Covers,  Disposable . . . . . . . . . . . 

Footwear  Covers,  Toxicological  Agents  Protective,  M-l . . . 
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TITLE 

footwear  Covers,  Disposable . . . . . . . 

Footwear  Covers,  Operating  Room  (Disposable) . . . . . . . . . . 

Footwear  Covers,  Extreme  Cold  Weather  Survival  SRU03/P. . . . . 

Footwear,  Cover,  Radioactive  Contaminants  Protective  . . . . . . 

Footwearcovers,  Operating  Room  . . . . 

For  Domestic  And  Overseas  Shipment  Projectile  5INCH/54,  MK  41,  MK  48,  MK  55, 
MK  61,  MK  64,  MK  65,  And  MODS  (Empty) 

For  Underway  Replenishment  Chorg,  PROPELLING  16INCH/50,  Reduced,  In  Power 
Tank  MK  8  MOD  O  On  Wooden  Pallet  Adapter 
Force  Cup,  Plumber  S............ . . . . . . . 

Forceds,  Hemostatic,  Kelly,  5  1/2  Inch . . . . . . . . . . . . 

Forcep  Set,  Clamp  Applying,  Intestinal,  Stone . . . . . . . . . 

Forcep,  Bone  Holding,  Straight,  lane . . . . . . . . 

Forcep,  Dressing,  Straight,  5-1/2  Inch  . . 

Forcep,  Dressing,  Eye,  Straight,  4  Inch........ . . . . . . 

Forcep,  Eye,  Suture,  Ccstroviejo,  Straight,  4  inch  . . . . . . . . 

Forcep,  Goiter,  Lahey,  6  Inch . . . . . . . . . 

Forcep,  Hemostatic,  Schnidt,  7-1/4  Inch................................................... . . . 

Forcep,  Iris  (Graefe)  . . . . 

Forcep,  Laryngeal,  Applicating,  Jackson . 

Forcep,  Pinning.  Entomological  Specimen. . . . . . . . 

Forcep,  Tissue,  Allis,  Straight,  6  Inch . . . . . . 

Forcep,  Uterine,  Straight,  Braun..... . . . . 

Forceps;  Sheet  Holder  . . . . . . . . . . 

Forceps,  Arthoscoplc  /straight.  Loose  Body  Tip) . . . . . 

Forceps,  Arthroscopic,  Straight,  Hook  Bosket . . . . 

Forceps,  Arthroscopic  (Straight) . . . . . . . . . . 

Forceps,  Biopsy,  Uterine,  Gaylor,  Thoms  Modification . . . . 

Forceps,  Bone  Cutting,  Straight,  Liston,  8  3/4  Inch  . . . . 

Forceps,  Bone  Holding,  (Self-centering) . . . . . . . 

Forceps,  Bullet  Extracting,  Senn,  8  Inch . . . 

Forceps,  Casting  Removing,  Dental...,...,...,....,. . . . . . . 

Forceps,  Conjunctival,  Straight,  Nonmagnetic . . . 

Forceps,  Dental  Articulating  Paper . . . . . . . . . . . 

Forceps,  Dressing  (Potts-smith) . . . 

Forceps,  Dressing,  3  1/2  Inch . . . . . 

Forceps,  Dressing,  Dental . . . . . . . . . 

Forceps,  Dressing,  Stroight,  Cushing,  7  Inch . . . . . 

Forceps,  Dressing,  Straight,  5-1/2  Inch  . . . . . . . . 

Forceps,  Dressing,  Stroight,  10  Inch . . . . . . . . . . 

Forceps,  Dressing  (Adson)  . . . . . . . . . . . . 

Forceps,  Ear,  Bayonet  Shoped,  Serrated  Jows,  Lucae,  5*1/2  Inch . . . 

Forceps,  Ear,  House,  Strut . . . . . . . 

Forceps,  Ear,  Serrated  Pointed  Jaws  (Bellucci) . . . . 

Forceps,  Ear,  Serrated  Jaws,  Hartmann . . . . . 

Forceps,  Ear,  Smooth  Jan  (Hartman)  . . . . . . . . . 

Forceps,  Endoscopic,  (Ic'ge,  Forward  Grasping,  Jackson)...... . . . . 

Forceps,  Endoscopic  (Alligator,  Grasping,  Jackson  . . . . . . . . . 

Forceps,  Endoscope  (Alligator,  Grasping,  Jack* on) . . . . . 

Forceps,  Endoscopic,  (Large,  Forward  Grasping,  Jackson) . . . . . 

Forceps,  Endotracheal  Tube,  Moglli  . . . . . . . . . . . . 

Forceps,  Eye  Suture,  Straight,  Tweezers*type  (Costrovrejo) . . . . . 

Forceps,  Eye  Suture,  Stroight,  Tweezers*  Type  (Costroviejo) . . . . 

Forceps,  Eye,  Suture........ . . . . . 

Forceps,  Eye,  Suture,  Angulo.  . . . . . . . . . . 

Foritps,  Eye,  Suture,  Straight  . . . . . . . . 

Forceps,  Eye,  Utility,  Angular,  Nugent . . . . . . . . . 

Forceps,  Eye,  Vitreous  Microextractor  (Neubauer) . . . . . . . . . 

Forceps,  Fixation,  Straight,  Nonmagnetic,  4*1/2  Inch  . . . 

Forceps,  Fixation  (Lester) . . . . . . 

Forceps,  Foreign  Body  Intraoculor  (Vitreous,  Wilson) . . . . . . . . 

Forceps,  Goll  Duct  (lohey)...., . . . . . . . . . . . 

Forcvps,  Gollstone. Removing,, Curved,  Rochester,  8  1/2  Inch............ . . ........ 

Forceps,  Gauze  Fad  Holding  . . . . . . . . 

Forceps,  General  Purpose,  laboratory . . . . . . . . . . . . 

Forceps,  Hemostatic,  Peon,  9  Inch  . . . . . . . . . . . . 

Forceps,  Hemostatic,  'itondard  Deviation  Of  Terns  Relating  To  -  5  June  1985  ......... 

Forceps,  Hemostatic  Clip,  Applying,  SM1THWICK . . . . 

Forceps.  Hseotfc'lc,  Hoisted  ........ ...... ... .... ....... ... ...... ... ..  ... .. ..  . . . . . 

Forceps,  Hemostatic,  Crile,  5*1/2  Inch  ..... . . . . . 

Forceps,  Hemostatic,  Rochester*peon  . . . . . . . . . 

Forceps,  Hemostatic,  5*1/2  Inch  (Kocher)  . . . . . . . . 

Forceps,  Hemostatic.  Kelly  . . . . . . . . 

Forceps,  Hemostatic,  Stroight,  Pro  it,  5-1/2  Inch......... . . . . . . . 

Forceps,  Hemostatic,  Crile  . . . . . . 

Forceps,  Hemostatic,  Stroight  Rochester-ochsner  . . . . . . . . . 

Forceps,  Hemostatic,  Hartman  . . .  . . . . ................. 

Forceps,  Hemostatic,  Coarctation,  Stroight,  8-3/4  Inch  . . . . .. . . 

Forceps,  Hemostotic  Clip.  Applying,  Small,  Srratcd  Jaws,  Angled . . . . . 

Forceps,  Hemostatic,  Curved,  Rochester*pean,  6*1/4  Inch  . . . . . . . 

Forceps,  Hemostatic  Clip  Applying,  Small,  Serrated  Jaws,  Angled............ . . . . 

Forceps,  Hemostatic,  Curved,  Moyo-cormall,  8  Inch . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MU-F-87023B 

8430 

NU 

13  Apr 

84 

NU 

A-A-30042A 

4532 

/DP 

28  Jan 

83 

MD 

MS 

M1L-F-27532A  (1) 

8430 

82 

07  Aug 

78 

99 

MIL-F-82240D 

8430 

NU 

21  Jon 

85 

NU 

99 

A-A-53578 

4532 

/MB 

29  Jul 

88 

MD 

MS 

03 

MIL-STD-1322/862 

8140 

OS 

11  Oct 

84 

MIL-STO- 1322/309 

8140 

OS 

11  Oct 

84 

ZZ-F-566B 

5120 

*Gl 

03  May 

63 

GL 

SH 

99 

INI  AMD  (1) 

M1L-F-36938B 

4515 

DM 

08  Nov 

78 

MD 

MS 

03 

A-A53677 

4515 

/MB 

07  Sep 

88 

MD 

MS 

03 

MIL-F-36769  (2) 

4515 

DM 

30  May 

73 

MD 

MS 

03 

MIL-F-36706 

4515 

DM 

31  Aug 

70 

MD 

MS 

03 

M1L-F-37684 

4515 

DM 

21  Mar 

78 

MD 

MS 

03 

MIL  F-34710  (1) 

4515 

DM 

15  Apr 

74 

MD 

MS 

03 

Mll-F-36732  (3) 

4515 

DM 

16  Oct 

73 

MD 

MS 

03 

MILF-34749 

4515 

DM 

04  Feb 

71 

MD 

MS 

03 

MIIF-42012A 

4515 

MB 

09  Jon 

87 

MD 

MS 

03 

MIL-F-36994 

4515 

DM 

02  Aug 

73 

MD 

MS 

03 

NNN-F-001601 

4440 

/DM 

19  Aug 

69 

MD 

MS 

03 

MIL-F-36796 

4515 

DM 

14  Sep 

71 

MD 

MS 

03 

MIL-F-34735 

4515 

DM 

19  Jan 

71 

MD 

MS 

03 

A-A-50765 

5120 

84 

14  Jon 

85 

GL 

SH 

99 

A-A-53678 

6515 

/MB 

07  Sep 

88 

MD 

MS 

03 

AA-53830 

6515 

MB 

10  Mar 

89 

MD 

MS 

03 

A-A-53201 

6515 

MB 

18  Sep 

87 

MD 

MS 

03 

MIL-F-370I0A 

6515 

DM 

13  Apr 

76 

MD  MS 

03 

MIL-F-37012 

6515 

DM 

11  Oct 

73 

MD 

MS 

03 

Mll-F-37993 

6515 

MB 

26  Jan 

87 

MD 

MS 

03 

MIL-F-34984  (1) 

6515 

DM 

09  Oct 

74 

MD 

MS 

03 

A-A-51032 

6520 

/MB 

10  Oct 

85 

MD 

MS 

03 

MIL-F-34454 

6515 

DM 

21  Jul 

70 

MD 

MS 

03 

A-A-53177 

6520 

MB 

21  Sep 

87 

MD 

MS 

03 

AA-53630 

6515 

MB 

30  Sep 

88 

MD 

MS 

03 

MILF-34759 

6515 

DM 

12  Mar 

71 

MD 

MS 

03 

GG-F-599B 

6520 

/DM 

09  Sep 

88 

MD 

MS 

03 

MILF-37109 

6515 

DM 

12  Nov 

74 

MD 

MS 

03 

A-A-53863 

6515 

MB 

16  Mor 

89 

MD 

MS 

03 

MIL-F-34902  (1) 

6515 

DM 

30  Oct 

74 

MD 

MS 

03 

A-A-0051764 

6515 

MB 

23  Jon 

87 

MD 

MS 

03 

Mll-F-36719 

6515 

DM 

04  Nov 

70 

MD  MS 

03 

MIL-F-42032 

6515 

MB 

30  Oct 

86 

MD 

MS 

03 

A-A-0053290 

6515 

MB 

18  Dec 

87 

MD 

MS 

03 

Mll-F-37543 

6515 

DM 

09  Sep 

76 

MD 

MS 

03 

AA-53473 

6515 

/MB 

06  Sep 

88 

MD 

MS 

03 

A-A-00S1908 

6515 

MB 

30  Oct 

87 

MD 

MS 

03 

A-A-51909A 

6515 

MB 

14  Feb 

89 

MD 

MS 

03 

AA-0051909 

6515 

MB 

15  Sep 

87 

MD 

MS 

03 

A-A-51908A 

6515 

MB 

14  Feb 

89 

MD 

MS 

03 

Mll  F-34825  (3) 

6515 

DM 

22  Oct 

74 

MD  MS 

03 

A-A-51836A 

6515 

MB 

13  Feb 

89 

MD 

MS 

03 

A-A-0051834 

6515 

MB 

07  Apr 

87 

MD 

MS 

03 

AA-51812A 

6515 

MB 

20  Feb 

89 

MD 

MS 

03 

A-A-51804 

6515 

/MB 

30  Jan 

87 

MD  MS 

03 

A-A-53009 

6515 

MB 

08  Jun 

87 

MD 

MS 

03 

Mll-F-36617 

6515 

DM 

02  Dec 

69 

MD 

MS 

03 

AA-53516 

6515 

MB 

02  Jun 

88 

MD 

MS 

03 

MIL-F-34484 

6515 

DM 

10  Aug 

70 

MD 

MS 

03 

A-A-0051843 

6515 

MB 

05  Mor 

87 

MD 

MS 

03 

MII-A-F-A53412 

6515 

MB 

21  Mar 

88 

MD 

MS 

03 

A-A-53416 

6515 

MB 

21  Mor 

88 

MD 

MS 

03 

Mll-F-36999  (1) 

6515 

DM 

13  Apr 

74 

MD 

MS 

03 

GG-F-602 

6515 

/DM 

11  Aug 

61 

MD 

MS 

03 

MS-34157 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

Mil  F-34940A 

6515 

DM 

20  Oct 

75 

MD  MS 

03 

ASTM  F921-85 

6515 

MB 

15  Jan 

86 

MD 

MS 

03 

Mll-F-37332 

6515 

DM 

09  Oct 

75 

MD 

MS 

03 

*  A  C'X/VWI 

6515 

/*«» 

•  *•»%. 

27  Jvi 

no 

MD 

MS 

03 

Mll-F-37224 

6515 

DM 

30  Jul 

75 

MD 

MS 

03 

A-A-53400/2 

6515 

/MB 

27  Jun 

88 

MD 

MS 

03 

MIL-F-42045 

6515 

MB 

28  Apr 

87 

MD  MS 

03 

A-A-53400/3 

6515 

MB 

27  Jun 

88 

MD  MS 

03 

M1L-F-34941 

6515 

DM 

12  Mar 

73 

MD 

MS 

03 

A-A-53400/4 

6515 

/MB 

27  Jun 

88 

MD 

MS 

C3 

Mll-F-34942 

6515 

DM 

26  Feb 

73 

MD 

MS 

03 

A-A-53400/5 

6515 

/MB 

27  Jun 

88 

MD 

MS 

03 

Mll-F-34440 

6515 

DM 

08  Jun 

70 

MD  MS 

03 

A-A-53231A 

6515 

MB 

15  Mor 

89 

MD 

MS 

03 

MII-F-34943A 

6515 

MB 

16  Sep 

87 

MD 

MS-  03 

A-A-0053231 

6515 

MB 

09  Oct 

87 

MD  MS 

03 

MII-F-34944A 

6515 

DM 

30  Sep 

77 

MD 

MS 

03 

327 


ALPHABETICAL  LISTING 


TITLE 

forceps,  Hemostatic,  Rochesterochsner  . . . . . 

Forceps,  Hemostatic,  Half-curved,  Mixter,  7-1/2  Inch,,......,,....... . . . . . 

forceps,  Hemostatic,  Mayo  Carmalt . . 

forceps,  Hemostatic,  lewis,  7-1/2  Inch  . . . . . . . 

Forceps,  Hemostatic  Clip  Applying,  Large  Serrated  Jaws,  Angled  . . . 

forceps,  Hemostatic  Hartman,  4  Inch  (10  Cm)........ . . . . . . 

Forceps,  Hemostatic,  Mixter  . . . . .  . . . . . 

Forceps,  Hemostutlc  Straight,  Rankin,  6-1/4  Inch,.,..,. . . . . . . . . . 

Forceps,  Hemostatic,  Peon . . . . . . . . 

Forceps,  Hemostatic,  Hoisted,  5  Inch . . . . . . 

Forceps,  Hemostatic,  Rankin. . . . . . . . . . 

Forceps,  Hemostatic  Clip,  Applying,  leroy-raney  . . . . 

Forceps,  Hemostatic,  Ochester-ochsner, . . . . . . . . . . 

Forceps,  Hemostatic  Curved,  (Rochester-ochsner) . . . . . 

Forceps,  Hemstatic,  Pratt . . . . . . . . . . . . . 

Forceps,  Hysterectomy,  Curved,  Heaney . . . . . . . . 

Forceps,  Hysterectomy  (Heoney-ballantine)... . . . . . . . 

Forceps,  Intestinal,  Doyen . . . . . . . . . . . 

Forceps,  Intestinal  (Singley) . . . . . . . . . . . . . . 

Forceps,  Intestinal,  (Glassman) . . . . . . . . . 

Forceps.  Intestinal,  Straight,  Babcock . . . . . . . 

Forceps,  Kidney  Stone  Removing  (Rondoil) . . . . . . 

Forceps,  Kidney  Pedicle,  Guyon-peon,  9  Inch . . . . . . . . . 

Forceps,  laryngeal,  Jackson . . . . . . . 

Forceps,  lung  Grasping,  Collin,  8  Inch... . . . . . . . . 

Forceps,  Maxillary  Disimpaction,  Row's  Design  . . . . . . 

Forceps,  Measurements  Of  Hemostatic,  Standard  Specification  For  General 
Workmanship  &  Performance  *  26  Sept  1986 

Forceps,  Microscope  Cover  Gloss . . . . . . . . . . . . . 

Forceps,  Microscope  Cover  Glass . . . . . . . 

Forceps,  Nasal  Septum  Cutting,  Cupped  Blodes,  Mccoy,  6  1/2  Inch  . . . . 

Forceps,  Nasal  Septum  Cutting,  Cupped  Blades . . . . . . . 

Forceps,  Nasal  Septrum  Stroightening,  Asch,  8-1/2  Inch . . . . . . . . . 

Forceps,  Nasal  Septum  Straightening  (Walsham) . . . . . . . 

Forceps,  Obstetrical,  Simpson  . . . . . . . . . . . . . 

Forceps,  Obstetrical,  Piper,  17-1/2  Unch.... . . . . . . 

Forceps,  Obstetrical,  luikort-mclcon . . . . . . . . . . . 

Forceps,  Placenta,  Kelly,  12  Inch  . . . . . . . . . . . 

Forceps,  Rubber  Dam  Clamp,  Dcntol  . . . . . . . . 

Forceps,  Septum  (Jansen-middleton,  Small) . . . .  . . ...» 

Forceps,  Sheet  Holder  . . . . . . . . . . . . . . 

Forceps,  Sleeve  Spreading  (Water) . . . . . 

Forceps,  Splinter . . . . . . . . . . . . . 

Forceps,  Sterilizer. . . . . . . . . . . 

Forceps,  Suture  Clip,  Applying  And  Removing,  Michel,  1  *>18  Mm . . . . . 

Forceps,  Suture,  Tying  (Troutman) . . . . . . . 

Forceps,  Tendon  Dilation  (8  1/2  Inch) . . . . . . . . . 

"orccps.  Tendon-dilation,  Double  Action  . . . . . . 

Forceps,  Tendon-retrieval . . . . . . . . 

Forceps,  Thoracic  (Harrington) . . . . . 

Forceps,  Thoracic  (Mixter) . . . . . . . . . 

Forceps,  Tissue  (Mayo-russion) . . . . . . . 

Forceps,  Tissue  (Bishop-HARMON,  Straight) . . . . 

Forceps,  Tissue  (Cushlng,straight  . . . . . . . . . . 

Forceps,  Tissue,  Tweezers  Type . . . . . . . . . . 

Forceps,  Tissue,  Brown  &  Brown-odson  . . . . . . . . 

Forceps,  Tissue,  Russian,  6  Inch  . . 

Forceps,  Tissue,  Brown  And  Brown-odson............. . . . . . . . . 

Forceps,  Tissue,  Judd-ollis,  Straight,  7-1/2  Inch . . . . . . 

Forceps,  Tissue,  Debokcry  . . . . . . . 

Forceps,  Tissue,  Adson . . . . . . . 

Forceps,  Tooth  Extracting...... . . . . . . . . . . . . . . 

Forceps,  Tooth  Extracting . . . . . . . . . . . 

Forceps,  Towel . . . . . . . . . . . 

Forceps,  Towel,  Nonperforating . . . . . . . . . . . 

Forceps,  Uterine  Packing,  Curved,  Bozemon,  10  Inch. . . . . 

FOiCfipt,  w'viiitd,  Curved,  Skeu$ ..........  .......................................  ..... ......  ............... 

Forceps,  Uterine  Elevating,  Somcr  . . . . . . . . . . 

Forceps,  Utility  (Straight,  Small)  . . . . . . . . . . 

Forceps,eear  (Strut,  House) . . . . . . . . . . . 

Forecast  Movement  Requirements  -  Roil,  Rood  And  Inland  Waterways  (Edition  No. 
3)  Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Orcird) 

Forecast  Movement  Requirements,  Rail,  Road  And  Iniand  Waterways  (Release  To 
Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  Abca  592) 
Foreign  Object  Damage  (FOD)  Prevention  In  Aerospace  Products . . 

Forge,  Cool  burning,  (Portable  And  Stationary,  Manuol-and  Power-operated).......,.,.. 

Forges,  Furnaces,  And  Ovens  (Exclusive  Of  Space  Hcottng  And  Cooking),  Packaging 
Of 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-53400/6 

6515 

/MB 

27  Jun 

88 

MD  MS  03 

MIl-F-36945 

6515 

DM 

08  May 

73 

MD  MS  03 

A-A-53400/7 

6515 

MB 

27  Jun 

88 

MD  MS  03 

M1L-F-36765  (1) 

65)5 

DM 

04  Apr 

73 

MD  MS  03 

AA0051859 

65)5 

MB 

17  Mar 

87 

MD  MS  03 

MlL-F-37986 

6515 

MB 

25  Mot 

86 

MD  MS  03 

A-A-53400/8 

6515 

MB 

27  Jun 

88 

MD  MS  03 

MIL-F-36937  (1) 

6515 

DM 

28  Sep 

74 

MD  MS  03 

A-A-53400/9 

6515 

MB 

27  Jun 

88 

MD  MS  03 

MIL-F-36933A 

6515 

DM 

30  Aug 

77 

MD  MS  03 

AA-53400/10 

6515 

MB 

27  Jun 

88 

MD  MS  03 

Mll-F-36766  (2) 

6515 

DM 

17  Nov 

72 

MD  MS  03 

A-A-53400 

6515 

/MB 

27  Jun 

88 

MD  MS  03 

A-A-53400/ 12 

6515 

MB 

23  Jon 

89 

MO  MS  03 

A-A-53400/ 11 

6515 

/MB 

27  Jun 

88 

MO  MS  03 

MIL-F-36760A 

6515 

DM 

11  Apr 

74 

MD  MS  03 

A-A-53246 

6515 

MB 

08  Oct 

87 

MD  MS  03 

MII-F-36801A 

6515 

MB 

20  May 

87 

MD  MS  03  MB 

A-A-53676 

6515 

/MB 

07  Sep 

88 

MD  MS  03 

Mll-F-42049 

6515 

MB 

15  Jul 

87 

MD  MS  03 

Mll-F-36512 

6515 

DM 

22  Aug 

88 

MD  MS  03 

NOTICE  1 

A-A-53831 

6515 

MB 

10  Mar 

89 

MD  MS  03 

MIL-F-37003  (1) 

65)5 

DM 

15  Oct 

74 

MD  MS  03 

Mll-F-37048 

6515 

DM 

22  Apr 

74 

MD  MS  03 

MIL-F-37085 

6515 

DM 

08  Oct 

74 

MD  MS  03 

A-A-0051931 

6515 

MB 

27  Jul 

87 

MD  MS  03 

ASTM  FI 026-86 

6515 

MB 

03  Jun 

87 

MD  MS  03 

A-A-53609 

6640 

/MB 

11  Aug 

88 

MD  MS  03 

NNN-F-001643 

6640 

/DM 

01  Mar 

71 

MD  MS  03 

Mll-F-37019 

6515 

DM 

15  Nov 

73 

MD  MS  03 

A-A-53398 

6515 

MB 

03  Mar 

88 

MD  MS  03 

MIL-F-36965  (1) 

6515 

DM 

08  Oct 

74 

MD  MS  03 

A-A-53627 

6515 

/MB 

09  Aug 

88 

MD  MS  03 

Mll-F-3709) 

6515 

DM 

07  Oct 

74 

MD  MS  03 

M1L-F-36874 

65)5 

DM 

10  Jul 

72 

MD  MS  03 

MIL-F-36702 

6515 

DM 

18  Aug 

70 

MD  MS  03 

MIL-F-36935  (1) 

6515 

DM 

26  Apr 

73 

MD  MS  03 

M1L-F-36458B 

6520 

MB 

16  Jul 

85 

MD  MS  03 

A-A-0051917 

6515 

MB 

17  Apr 

87 

MD  MS  03 

GGG-F-570A  (1) 

5120 

t 

27  Apr 

72 

A-A-53395 

65)5 

MB 

02  Mar 

88 

MD  MS  03 

GG-F-615 

6515 

/DM 

25  Sep 

61 

MD  MS  03 

GG-F-617 

6515 

/DM 

29  Sep 

61 

MD  MS  03 

Mll-F-360538 

6515 

DM 

27  Sep 

76 

MD  MS  03 

A-A-53372 

6515 

• 

05  Feb 

88 

MD  MS  03 

A-A-0051829 

6515 

MB 

12  Mar 

87 

MD  MS  03 

M1L-F-37985 

6515 

MB 

30  Jun 

88 

MD  MS  03 

Mll-F-37981 

6515 

MB 

08  May 

87 

MD  MS  03 

A-A-0051876 

6515 

MB 

21  Apr 

87 

MD  MS  03 

A-A-0051942 

6515 

MB 

20  May 

87 

MD  MS  03 

Mll-F-37979 

6515 

/MB 

04  Sep 

86 

MD  MS  03 

A-A-0051920 

6515 

MB 

20  May 

87 

MD  MS  03 

A-A-53424 

6515 

MB 

22  Mor 

88 

MD  MS  03 

MIL-F-37102 

6515 

DM 

11  Nov 

74 

MD  MS  03 

A-A-53859 

6515 

MB 

15  Mor 

89 

MD  MS  03 

Mll-F-37035 

6515 

DM 

13  Mor 

74 

MD  MS  03 

MIL-F-37603 

65)5 

DM 

21  Dec 

77 

DM 

Mll-F-36779  (1) 

6515 

DM 

13  Apr 

74 

MD  MS  03 

MILF-37290 

6515 

DM 

27  Apr 

76 

MD  MS  03 

Mll-F-37291 

65)5 

DM 

26  Apr 

76 

MD  MS  03 

GGF-1240 

6520 

•DM 

13  Feb 

68 

MD  MS  03 

GG  F-001240A 

6520 

/DM 

23  Aug 

72 

MD  MS  03 

GG-F-620 

65)5 

•DM 

15  Sep 

60 

MD  MS  03 

MIL-F-36608A  (1) 

6515 

DM 

04  Oct 

74 

MD  MS  03 

Mll-F-36975  (1) 

6515 

DM 

25  Sep 

73 

MD  MS  03 

•  til  C-OXAAAV  /lt 

•  •Mi'*  -VWWV%  \*/ 

6515 

DM 

04  Feb 

72 

MO  MS  03 

MII-M2057 

65)5 

MB 

19  Apr 

88 

MD  MS  03 

A-A-0053046 

6515 

MB 

27  Jul 

87 

MD  MS  03 

A-A-53370 

65)5 

MB 

29  Jon 

88 

MD  MS  03 

NAT-STD-2165  (4) 

ISDA 

AM 

10  Mor 

86 

Q-SID-592 

ISDA 

AM 

21  Dec 

79 

MIL-STD-980 
NOTICE  1 

QCIC 

DH 

27  Moy 

88 

AR 

AS 

23 

S-F-571D 

3424 

t 

09  May 

85 

MIL-F-3296D 

4430 

ME 

11  Oct 

78 

ME 

YD 

99 

328 


ALPHABETICAL  LISTING 


TITLE 

Forgine*  And  Forging  Stock,  Steel  Sort,  Billets  And  Wire 
(Chromium-nickel-phojphorouj  And  Chromium-nickel  Manganese-phosphorous) 
Lowmognetic  Permeability  (Metric) 

Forgines  And  Forging  Stock,  Steel  Bars  And  Billets  For  Nitriding  (Metric) . . 

Forging  Machine,  Hammer,  Vertical,  Electric  &  Pneumatic,  Self  Contained... . . 

Forging,  Aluminum  Alloy,  7.7ZN-2.5MG-1.5CU-0.16CR  (7149-T73  Solution  & 
Precipitation  Heat  Treated  •  1  Jul  81) 

Forging,  Hand,  Aluminum  Alloy,  5.6ZN-2.5  MG-l  6  CU-0.24  Cr  (7175-T73652)  -  1 
Jul  82 

Forging,  Motor  Body  M753  8  Inch  Projectile . . . . . . . 

Forging,  Prealloyed  Steel  Powder.................... . . . . . 

Forging,  Steel,  For  Aircraft/aerospace  Equipment  &  Special  Ordnance  Applications.. 
Forging,  Titanium  Alloys,  For  Aircraft  And  Aerospace  Applications . 

Forgings  •  Identification  •  1  Jul  76...... . . . . . . . . . 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets,  Nickel  And  Nickel-molybdenum 
Modified  Hadfietd;  Low  Magnetic  Permeability  (Metric) 

Forgings  And  Forging  Stock,  Steel  Bars,  Billets  And  Blooms,  General  Specification 
For  (Metric) 

Forgings  And  Forging  Stock,  Steel  (Carbon  And  Alloy)  Blooms,  8ars, billets  And 
Slabs  (Metric) 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets  •  Chromium-molybdenum  Alloy 
(Metric) 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets,  Corrosion  Resisting;  For 
Reforging  (Metric) 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets,  Corrosion  Resisting;  Naval 
Steam  Turbine  Ports  Use  (Metric) 

Forgings,  Alloy,  Corrosion  &  Heat  Resistant  59.5NI  •  12CR  -  10CO  •  3.0MO  •  6.0W 
-  3.0TI  -  1.5TA  •  4.5A1  ■  0.015B  -  0.10ZR  (0.30  -  0.35C),  Solution,  Stabilized,  & 
Precipitation  Heat  Treoted  •  1  Oct  81 

Forgings,  Alluminum  Alloy,  1.0  MG-0.60  SI-0.28  CU-0.20  Cr  (6061  *T6)  Solution  And 
Precipitation  Heat  Treated  •  1  Jon  87 

Forgings,  Aluminum-alloy  Die,  Hand  Forgings,ond  Rolled  Ring  Forgings  (Metric)  -  29 
Apr  88 

Forgings,  Aluminum  Alloy  Die,  4.4  CU-0.85  SI-0.80  Mn  (2025-T6),  Solution  And 
Precipitation  Heat  Treated  ■  1  Jul  85 

Forgings,  Aluminum-alloy  Die,  Hand  Forgings,  &  Rolled  Ring  Forgings  (Metric)  •  25 
Apr  86 

Forgings,  Aluminum  Alloy,  5.6ZN  -  2.5MG  -  1.6CU  .  0.23CR  (7075-T7352)  *  15  Apr 
78 

Forgings,  Aluminum  Alloy  Die  4.0  CU-2.0  NI-0.68  Mg,  Solution  And  Precipitation 
Heat  Treated  •  1  Jul  85 

Forgings,  Aluminum  Alloy,  2.3  CU-1.6  MG-l.l  FEO.O  NI-0.18  Si  0.07TI  (2618-T61), 
Solution  And  Precipitation  Heat  Treoted  -  1  Jul  85 
Forgings,  Aluminum  Alloy,  4.5  CU-0.85  $1-0.80  MN-0.5  Mg  (2014-T6), SOLUTION 
And  Precipitation  Heat  Treated  -  1  Jan  83 
Forgings,  Aluminum  Alloy,  5.6  Zn-  2.5  Mg  *  1.6  Cu  •  0.23  Cr  (7175-T736)  Solution 
&  Precipitation  Heat  Treated  -  1  Oct  81 
Forgings,  Aluminum  Alloy,  7.7ZN-2.5MG-1.5CU-0.16CR  (7049-T73)  Solution  & 
Precipitation  Heat  Treated  •  1  Jul  84 

Forgings,  Aluminum  Alloy  Hand  6  2ZN  -  2.3CU  -  2.2MG  *  0.1 2ZR  (7050-T73652)  - 
15  Jon  77 

Forgings,  Aluminum  Alloy  7.7  ZN-2.5  MG-1.5  CU-0.16  Cr  (7049-01), HIGH 
Temperoture  Annealed  1  Jon  87 

Forgings,  Corbon  Steel,  For  General-purpose  Piping  -  28  Aug  1987  . . 

Forgings,  Corbon  Steel,  For  Piping  Components  -  28  Aug  87 . 

Forgings,  tumir.um  Alloy  Die,  4.4  CU-0.85  SI-0.80  MN-0.50  Mg  (2014-T4),  Solution 
Heat  Treated  »  1  Jon  84 

Forgings,  Magnesium  Alloy,  2.0TH  -  0.78MN  (HM21A-T5)  -  15  Jon  78  . . 

Forgings,  Steel,  Alloy  For  Pressure  &  High  Temperature  Parts  *  29  Jun  84 . . 

Forgings,  Steel,  Stainless  &  Heot  Resisting,  Standard  Specification  For  •  Aug  1985  .. 
Forgings,  Titanium  Alloy,  6.0A1  •  2.05N  •  4  OZR  •  2.0MO  Solution  And 
Precipitation  Heot  Treoted  »  1  July  1985 

Forgings,  Vacuum-treated  Corbon  &  Alloy  Steel,  For  Turbine  Rotors  &  Shafts  •  28 
Dec  84 

Forgings,  Vacuum-treated  12%  Chromium  Alloy  Steel,  For  Turbine  Rotors  &  Shafts  - 
3  Mar  82 

Fork,  Knife,  And  Spoon,  Field  Mess. . . . . . . . . . . . . 

Fork,  Knife,  And  Spoon,  Picnic,  Plastic..... . . . . . . . . . . . 

Fork,  Locking,  Parachute  Slip  Riser.............. . . . . . . . . 

Fork,  Stone,  Hand,  D-hondle  . . . . . . . . . 

Fork,  Slone,  Hand,  D-hondle  . . . . . . . 

Form,  Printed,  Minnesota  Multlphasic  Personality  Inventory . . . . . 

Formoldehyde -Solution,  USP  . . . . . . . . . . . . 

Format  And  Coding  Of  Tabulating  And  Aperture  Cards  For  Edms . . . . 


Format  For  Military  Correspondence  And  Use  Of  Abbreviations  (Edilion.no.  3)  With 
Amendments  1  And  2 


DOCUMENT 


NUMBER 

FSC  PREP 

DATE 

CUSTODIAN 

MIL-F-24669/5 

FORGSH 

07  Jul 

86 

MR 

SH 

99 

DOD-F-24669/3 

FORGSH 

07  Ju! 

86 

MR 

SH 

99 

MII-F-12075D 

3446  IP 

04  Nov 

74 

AR 

SH 

99 

AMS  4320-81 

FORGAS 

06  Sep 

82 

MR 

AS 

20 

AMS  4179A-82 

FORGAS 

06  Sep 

82 

MR 

AS 

20 

Mll-F-63173 

1110  AR 

07  Apr 

88 

AR 

NOTICE  1 

MIL-F-45961 

NOTICE  1 

FORGAR 

21  Mor 

86 

AR 

MIL-F-7190B  (1) 

FORG20 

29  Aug 

88 

AL 

AS 

20 

MIL-F-83142A 

9530  20 

04  Mor 

88 

20 

NOTICE  1 

AMS  2808B-76 

FORGMR 

26  Jul 

84 

MR 

AS 

20 

MIL-F-24669/4 

FORGSH 

07  Ju! 

86 

MR 

SH 

99 

DOD-F-24669 

FORGSH 

07  Jul 

86 

MR 

SH 

99 

DOD-F-24669/ 1 

FORGSH 

07  Jul 

86 

MR 

SH 

99 

DOD-F-24669/2  (1) 

FORGSH 

02  Oct 

87 

MR 

SH 

99 

DOD-F-24669/6 

FORGSH 

07  Jul 

86 

MR 

SH 

99 

DOD-F-24669/7 

FORGSH 

07  Jul 

86 

MR 

SH 

99 

AMS  5881A-81 

FORG20 

01  Oct 

82 

MR 

AS 

20 

AMS  4127F-87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AST M  B247-88 

FORGMR 

14  Jun 

88 

MR 

YD 

AMS  4130J-85 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

ASTM  B247M-86 

FORGMR 

24  Sep 

86 

MR 

YD 

AMS  4147A-7E 

FORGAS 

06  Sep 

82 

MR 

AS 

20 

AMS  4140F-85 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4132C-85 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4133B-83 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4149A-81 

FORGAS 

29  Mor 

82 

MR 

AS 

11 

AMS  41118-84 

FORGAS 

18  Jan 

85 

MR 

AS 

20 

AMS  4108A-77 

FORGAS 

15  Jan 

79 

MR 

AS 

20 

AMS  4321-87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

ASTM  A181/A181M-87 

4730  YD 

12  Nov 

87 

YD 

99 

ASTM  A105A/105M-87A 

FORGYD 

28  Oct 

88 

MR 

YD 

AMS  4134C-84 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4363C-78 

FORGAS 

06  Nov 

78 

MR 

AS 

20 

ASTM  A336-84 

FORGSH 

20  Nov 

84 

MR 

SH 

20 

ASTM  A473-85 

FORGYD 

21  Jon 

86 

MR 

YD 

20 

AMS  4976C-85 

FORGAS 

26  Oct 

85 

MR 

AS 

20 

ASTM  A470-84 

FORGSH 

24  Jun 

86 

MR 

SH 

20 

ASTM  A768-82 

FORGSH 

24  Jun 

86 

MR 

SH 

20 

MII-F-284E  (1) 

NOTICE  1 

7340  Gt 

01  Oct 

87 

GL 

SA 

1-F-560E 

7340  /Gl 

28  Jan 

83 

GL 

SA 

MS-70122 

1670  Gl 

27  Aug 

70 

GL 

AS 

11 

GGG-F-626 

5120  -Gl 

25  Oct 

54 

GL 

SH 

99 

(INT.  AMD.  1) 
GGG-F-00626A 

5)20  * 

15  Jan 

66 

A-A-0051461 

6515  /MB 

03  Sep 

86 

MD  MS 

03 

A-A-0053048 

6505  MB 

01  Ju! 

87 

MD 

MS 

03 

MIL-STD-804B 

EDRS  CR 

19  Jun 

81 

ER 

AS 

16 

NOTICE  1 

19  JUNE  1981 
NAT-STD-2066  (3) 

ISDA  AM 

29  May 

75 

329 


ALPHABETICAL  LISTING 


TITLE 

Formot  for  Requests  For  Meteorogtcol  Messoges  For  Bollislic  &  Special  Purposes 
(Edition  2) 

Format  Sizes  For  Air  Cameras  (Framing)  (Rel  To  Other  Than  Dod  Act  Req  Pr  Appr 
Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

Formats  For  Requesting  &  Answering  Requests  For  Air  Transport  (Retcose  To  Other 
Than  DOD  Activities  Requires  Prior  Approval  Of  (CNM) 

Forming  Machine,  Sheet  Metal,  Rotary,  Manuolly  Operated . . . 

Forming  Machine,  Sheet  Metol,  Cleat  And  lock  Forming . . . . 

Forming  Machine,  Sheet  Metol,  Rotary,  Combination  Floor  Mounted,  Motor  Driven .. 

Forming  Machine,  Setting  Down  Type,  Manually  Operated,  Bench  Mounted . . 

Forming  Machine,  DoubL. . . . . . 

Forming  Machine,  Sheet  Metal,  Rotory,  Manuolly  Operated,  Bench  Mounted 
Combination  Type 

Forming  Machine,  Sheet  Metol,  Slip  Roll,  Bond  Operated. . . 

Forming  Machines,  Sheet  Metal,  Bar  Folding  Machine,  And  Grooving  Machines, 

Hand  Operated,  Bench  Type 

Forming  Machines,  Sheet  And  Plate, . . . . 

Formula  For  Binder  Solution  li . . . . . . . 

Formula  For  Binder  Solution . . . . . . . . . 

Formula  For  Fuze  Threod  luting  (For  Special  Ammunition  Use) . . . . . 

Formula  For  lllumlnant  Composition  li  . . . . . . . . 

Formula  For  Prime  Composition  li  . . . . . . . . . . . 

Formula  For  Test  Solvent  (For  Fuel  Thickeners)  . . . . . . 

Formulas,  Infant  (  Milk-  Based)  . . . . . . . . . 

Formulas,  Infant  (Soy  Based) . . . . . . . . . . ...» . . . 

Fortification  For  Parked  Aircraft  (Release  To  Other  Than  Dod  Agencies  Requires 
Prior  Approval  Of  Hq  Darcom  (Drcird)  (ABCA-306) 

Fortran  (With  ANSI  X3.9-1978) . 

Fortran,  Dod  Supplement  To  American  National  Standard  X3.9-  ‘*5 . 

Fortran,  Programming  language,  Americon  Notional  Standard  3  Apr  78  . . . 

Forward  Area  Refueling  Equipment  (FARE)  . . . . . . 

Forward  Area  Refuelling  Equipment  (Edition  No.  1)  (Rel  To  Other  Than  DOD  Act 
Req  Pri  Apr  Of  CNM,  Mot  09621,  Wash,  D.c.  20360) 

Forword  Area  Water  Point  Supply  System.. . . . 

Forward  looking  Radar  Set,  AN/APQ-126(V) . . . 

Foundation,  Pile,  Inspectors  Manual  For  *  1979 . . . . . . . . 

Fountain  Pen,  Technical  . . . . . . . . . . . . 

Fountains,  Drinking  &  Self-contained,  Mechanically  -  Refrigerated  Drinking-water 
Coolers  •  1984 

Frame  And  Table  Assembly,  Stereoplotter,  Projection,  Multiplex,  32-INCH  length. 
With  Chest 

Frame  Section,  Tent,  Frame  Type,  Expandable . . . . . . . . . 

Frame  Sections,  Tent,  Maintenance  . . . . . . 

Frame  Sections,  Tent,  Extendable,  Modular,  Personnel  (Temper) . . . 

Frame  Sections,  Tent,  Maintenance,  Medium,  light  Metal . . . . . 

Frame,  Cop,  Man  S . . . . . . . . . . . 

Frame,  Cloth  Bosket  (Folding)  . . . . . . . . . . . . 

Frame,  Goth  Bosket,  Corrosion-resisting  Steel . . . . . . . 

Frame,  Covers,  Gratings,  Steps,  Sump  And  Catch  Basin,  Manhole  . . . . 

Frame,  Field  Pock,  (Riveted),  &  Shtlf,  Corgo  Support  (lightweight),  IC*1 . . 

Frame,  File  Drower . . . . . . . 

Frame,  Fite  Drower . . . . . . . . . 

Frame,  Hand  Hocksow,  Adjustable  length . . . . . . . 

Frome,  Bond  Hocksow,  Frame,  Jeweler  S  Saw,  And  Frame,  Coping  Saw  . . 

Frame,  Jewelers  Saw  (Adjustable  length)  . . . 

Frame,  laboratory  Apparatus  Support . . . 

Frome,  Ophthalmic  Trial  Lens  Set . . . . . . . . . . . 

Frame,  Optholmologicol,  Trail  lens  Set  . . . . . . . . . . . . 

Frome,  Picture,  Wood  . . . . . . . . . . . . . 

Frame,  Rucksack,  Steel . . . . . . . . . . . . . 

Frome,  Sofelight  Filter,  Photographic . 

Frome,  Service  Cop  (Mon  S) . . . 

Frame,  Shipping  (Sixcon) . . . . . . . . . . . . . 

Frame,  Spectacle,  Gold  Plated,  Bayonet  Temples................. . . . . 

Framed  Floor  Or  Roof  Diophrom  Constructions,  Standord  Method  For  Static  load 
Testing  Of,  For  Building  *  2  Jul  76  (Reopproved  1984) 

frames.-SpectocIe^Boyonet-Temptes,  Plated,  Matte  Finish.,........,,.,,.. . . . 

Frames,  Sfereoplotter  Projection,  Multiplex,  (Single  And  Double)  With  Case.............. 

Frankfurter  In  Brine,  Thermostobilized,  Troy  Pack . . 

Frankfurters  . . . . . . . . 

Frankfurters  In  Brine,  Thermostobilized,  Tray  Pack . . . . 

Frankfurters,  Thermostobilized,  For  Meal  Reody  To  Eat . . . . . . . 

Free  Machining  Stainless  4  Heat  Resisting  Steel  Bars,  Hot  Rolled  Or  Cold  Finished  - 
26  Sep  80 

Freezer,  Dispensing  -  Nov  82 . . . . . . . . . . . 

Freezer,  Mechanical,  Food  . . . . . 

Freezer,  Mechanical,  Work  Top  Type . . . . . . . . . . . 

Frequency  Changer,  Solid  State,  Air  Cooled  (Novo!  Shipboard) . . . . 

Frequency  Changer,  Static,  Air  Cooled  (Novol  Shipboard)  . . . . . 

Frequency  Changer,  Solid  State  (Naval  Shipboard)...... . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-4103  (1) 

ISDN 

NM 

07  Dee 

77 

AIR-STD-52/1E 

ISDF 

06 

16  Aug 

85 

AIR-STD-44/51 

ISDF 

06 

01  Feb 

83 

ADV  PUB  44/51 
MIL-F-23243A 

3441 

IP 

27  Ocl 

64 

Al 

SH 

99 

MIL  F-80057C 

3441 

IP 

05  Aug 

81 

At 

SH 

99 

MIL-F-3967D 

3441 

IP 

20  Nov 

80 

Al 

SH 

99 

A-A-51170 

3441 

IP 

18  Sep 

87 

Al 

99 

A-A-51168 

3441 

IP 

30  Jul 

87 

Al 

99 

A-A-51 172 

3441 

IP 

18  Sep 

87 

Al 

99 

A-A-50962 

3441 

/IP 

24  Feb 

84 

99  IP 

MIL-F-23246A 

3441 

IP 

19  Ocl 

64 

AR 

SH 

99 

MIL-F-19426D 

3441 

IP 

29  Moy 

86 

Al 

SH 

99 

l 

Mll-STD-717 

1370 

OS 

16  Jun 

59 

OS 

l 

MIL-STD-708 

1370 

OS 

24  Mor 

59 

OS 

MS-603A 

1390 

OS 

10  Mo/ 

74 

AR 

OS 

L 

MIL-STD-713 

1370 

OS 

30  Jun 

59 

OS 

l 

MIL-STD-733 

1370 

OS 

31  May 

60 

OS 

MS-602A 

1375 

EA 

18  Feb 

77 

EA 

SH 

68 

A-A-20128A 

8940 

t 

30  Jon 

87 

A-A-20172 

7310 

t 

21  Jon 

88 

Q-STD-306 

ASTAG  306 

ISDA 

AM 

14  Jun 

78 

FIPS-69 

IPSC 

02 

05  Feb 

80 

OM 

02 

MIL-STD-1753 

IPSC 

02 

09  Nov 

78 

AD 

OM 

02 

ANSI  X3.9-78 

IPSC 

02 

15  Nov 

78 

AD 

OM 

02 

l 

MILF-52749B 

4930 

ME 

24  Jun 

86 

ME 

NAT-STO-2946  (1) 

ISDA 

AM 

20  May 

85 

l 

Mll-F-53043 

4320 

ME 

20  Jul 

84 

ME 

l 

MIL-F-81898A  (1) 

5841 

AS 

10  Jun 

82 

AS 

DFI  792 

FACR 

YD 

12  Jon 

81 

ME 

YD 

GG-F-001189  (2) 

•7520 

t 

03  Jul 

74 

ARI  1010-84 

4110 

YD 

24  May 

87 

ME 

YD 

99 

l 

MIL-F-14614D 

6675 

ME 

18  Jul 

79 

ME 

MIL-F-436P5A  (3) 

8340 

Gl 

21  Sep 

83 

GL 

NU 

99 

MIL-F-1461H 

8340 

Gl 

31  Dec 

85 

GL 

NU 

99 

Mll-F-44251 

8340 

Gl 

20  Nov 

86 

GL 

NU 

MU-F-40I32G 

8340 

Gl 

30  Sep 

85 

Gl 

99 

l 

MIL-F-20268F 

NOTICE  1 

8405 

MC 

23  Ocl 

87 

RR-F-1256A 

7240 

* 

15  Jun 

73 

MIL-F-36240A 

7240 

DM 

11  Jon 

72 

MD 

MS 

03 

RR-F-621E 

5680 

/YD 

23  Feb 

89 

YD 

99 

MIL-F-43834D 

8465 

Gl 

01  Jun 

87 

GL 

NU 

RR-F-0C625A 

7520 

t 

15  Jun 

65 

A-A-1023 

7520 

t 

18  Jon 

80 

A -A- 453 

5110 

t 

05  Nov 

79 

GGG-F-67IB  (4) 

5110 

•Gl 

9  Aug 

60 

Gl 

SH 

99 

(INT.  AMD.  5) 
A-A-452 

5110 

l 

05  Jan 

80 

MS-36014C 

6640 

EA 

04  Dec 

85 

EA 

MS 

99 

A-A-51332 

6540 

MB 

28  Feb 

86 

MD 

MS 

03 

MIL-F-37576 

6515 

DM 

04  Ocl 

76 

MD 

MS 

03 

AA-F-006S0A 

7105 

% 

21  Apr 

78 

Mll-F-43673 

NOTICE  T 

8465 

Gl 

25  Jon 

88 

Gl 

MC 

99 

l 

MIL-F-52827A 

6740 

ME 

06  Sep 

79 

ME 

L 

MIL-F-17619E  (1) 

8405 

NU 

02  Ocl 

87 

NU 

L 

MII-F-294T9 

8405 

MC 

02  May 

85 

Mll-F-37618 

6540 

DM 

29  Ocl 

76 

MD 

MS 

03 

ASTM  E455-76 

FACR 

YD 

01  Sep 

78 

YD 

99 

MIL-F-37950 

6540 

MB 

23  Sep 

87 

MD 

MS 

03 

MII-F-10538E 

6675 

ME 

01  Feb 

77 

ME 

99 

PP-F-002I54A 

8940 

/GL 

07  Apr 

86 

GL 

A-A-20132A 

8905 

♦ 

11  Feb 

86 

GL 

SA 

50 

Mll-F-44297 

8905 

GL 

24  Sep 

87 

Gl 

SA 

50 

MILF-44062A 

8905 

GL 

30  Sep 

83 

Gl 

SA 

50 

ASTM  A582-80 

9510 

MR 

14  Jon 

87 

MR 

SH 

20 

NOTICE  1 

NSF  6-82 

4110 

Gl 

19  Feb 

85 

Gl 

YD 

99 

A-A-50138 

4110 

Gl 

31  Mor 

88 

Gl 

YD 

99 

A-A-50154 

4110 

GL 

01  Mor 

88 

Gl 

99 

l 

MIL-F-24638 

6130 

SH 

30  Jul 

84 

SH 

MIL-F-24713 

6130 

SH 

21  Feb 

89 

l 

MIL-F-24122C 

6130 

SH 

01  Dec 

83 

SH 

330 


ALPHABETICAL  LISTING 


TITLE 

Frequency  Converter,  Mobile,  Type  MC-lA  . . . . . . . 

Frequency  For  Electric  Power . . . . . . . . . . . 

Frequency  For  Inspection  And  Cleaning  Of  Petroleum  Fuel  Operating  And  Storage 
Tanks 

Frequency  Meter  FR-40  (  )/GSM-l  . . . . . . . . . . 

Frequency  Meters,  Aircraft  380  To  420  Hertz  And  350  To  450  Hertz. . . . 

Frequency  Selective  levelmeter  &  Spectrum  Display  (Fslsd) . . . 

Frequency-Standard,  Cesium  Beam  Tube  . . . . . . . . . . 

Frequency  Standard,  Oscillator  (5MHZ,  1MHZ  &  100KHZ)  . . . . . 

Fresh  Fruit  And  Vegetable  Packaging,  Packing  And  Marking  Of  . . . . 

Friction  Spring  . . . . . . . . . . . 

Friction  Torque  Testing  For  Instrument  Boll  Bearings  Parts  1  And  2........ . . . 

Friendly  Chemical  Attack  Warnings  (Ed  1)  Request  For  Issue  To  Be  Sent  To  Amc, 

Attn  Amclcp-oa-n,  5001  Eisenhower  A ve,  Alexandria,  Va  22333-0001 
Friei.dly  Nuclear  Strike  Warning  (Ed.  6)  (Relto  Other  Than  DOD  Must  8e  Sent  Via 
U.s.  Army  Security  Affairs  Command,  Attn;  AMSAC-MC/S:  5001  Eisenhower  Ave 
Alexandria,  Va  2  333*0001) 

Friendly  Nuclear  Strike  Warning  (Based  On  NATO  Stanag  2104)  (Ed.  2)  Rel  To 
Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21 
Fringe,  Ornomental,  Rayon.... . . . . . . . . . 

Frock,  Man  S  (Butchers  ,  White) . . . . . . . 

Frozen  Food  Cabinets,  Mechanically  Refrigerated,  Household  . . . . . 

frozen  fruit,  Frozen  Fruit  Juices,  &  Frozen  Vegetables,  Packaging  Of . 

Fruit  Bars  (Operational  Ration  Components) . . . . . . .*. . 

Fruit  Cocktail,  Thermostobilized,  Tray  Pack  . . . . . . 

Fruit  Soup,  Artificially  Flavored  (Operational  Ration  Component) . . . 

Fruit,  Candied . . . . . . . . 

Fruit,  Freeze  Dehydrated,  For  Meal,  Ready  To  Eat  . . . . . . . . . 

Fruits,  Thermostobilized,  For  Meal,  Ready*to  eat  . . . . . . . 

Fryer,  Deep  Fat  (Gas,  Heavy  Duty) . . . . . . . . . . . 

Fryers,  Deep-fat  (Electric)................... . . . . . . . . . . 

Fryers,  Deep-fat  (Gas.heavy  Duty).....,,.. . . . . . 

Fuel  And  Pressure  Unit,  Portable  Flame  Thrower,  M9.........,.„ . . . . 

Fuel  Aviation  Turbine  By  Ultraviolet  Spectrophotometry,  Noptholene  Hydrocarbons 
In  -  28  Aug  81 

Fuel  Consumption  Unit  Ed.  4  (Request  Other  Than  Dod  Refer  To  U.s.  Army  Security 
Affairs  Command,  Attn:  Amsoc-mc/s,  5001  Eisenhower  Ave,  Alexandria,  Vo 
22333*0001) 

Fuel  Contents  Gauges  . . . . . . . . . 

Fuel  Control,  Main,  Electrohydraulic . . . . . . . . . . . . . 

Fuel  Hose  Evacuation  Kits  . . . . . . . 

Fuel  Monitors,  Frame  Mounted  100*  &  350*  Gallon  Per  Minute  Capacities . . 

Fuel  Oil  Reclaimed . . . . . . . . . 

Fuel  Oil,  Diesel... . . . . . . . . . . . . . . . 

Fuel  Oil,  U.s.  Navy  Speciol,  Thermol  Stability  Of  »  31  Aug  64  . . 

Fuel  Oils  By  The  Centrifuge  Method  (Laboratory  Procedure),  Water  &  Sediment  In  * 
25  Mar  83 

Fuel  Premix,  Methonohwater,  For  Fuel  Cell  Powerplants  . . . . . . 

Fuel  Product,  Coal  Oilmixture  (COM),  Indus  Trial  Type  Combustor  Boilers  . . . 

Fuel  Servicing  Unit,  Aircraft,  Trailer  Mounted,  600  Gpm,  Air  Transportable  . . 

Fuel  System  Components,  Generol  Specification  For  (Asg)  . . . . 

Fuel  System,  Amphibious  Assult  And  Tactical  Airfield  Dispensing,  General 
Specification  For 

Fuel  System,  Supply  Point,  Portable  120,000  Gallons  Capacity. . . 

Fuel  Systems  Request  For  Issue  Other  Than  Dod  Must  Be  Sent  Vio:asd/enes, 

Wright*  Terson  Afb  Oh  45433*6503 

Fuel  Systems,  Aircraft,  Installation  And  Test  Of . . . . . . . . . . 

Fuel,  Aviation  Turbine,  Smoke  Point  Of  •  29  Aug  1975  (Reopproved  1980) . . . . 

Fuel,  Compressed,  Trioxone,  Ration  Heoting.. . . . . . . . . . 

Fuel,  Diesel,  Referee  Grade  . . . . . . . . 

Fuel,- Distillate,- By  Centrifuge,  Water  &  Sediment  In  -  27  Aug  82 . . . 

Fuel,  Engine  Design,  Referee  Grade,  Type  I  And  Type  li  (Metric) . . . . . 

Fuel,  Engine  Primer,  Cold  Storting,.  In  Pressurized  And  Nonpressurized  Containers  .... 

Fuel,  Expendable  Turbine  Engine  . . . . . . . . . . 

Fuel,  Naval  Oistilfate  . . . . . . . . . . . . . . 

Fuel,  Solidified  Hydrocarbon  . . . . . . . . . . . . 

Fuels  By  Jet  Evaporation,  Existent  Gum  tn  2y  Aug  80 . . . 

Fuels  To  Be  Introduced  Into  And  Delivered  By  The  North  Italian  Pipeline  System 
(NIPS) 

Fuels  To  Be  Introduced  Into  &  Delivered  By  The  Central  Europe  Pipeline  System 
(CEPS)  (Ed.  8)  (Req  For  Issue  Must  Be  Sent  Via  U.S.  Army  Security  Affairs 
Office,  Attn;  AMSACMC/S,  5001  Eisenhower  Ave.  Alexandria  Vo.  22333*0001 
Fuels  To  Be  Introduced  Into  And  Delivered  By  The  North  Europeon  Pipeline  System 
(Ed.  3-W/omd  1)  (Rel  To  Other  Than  Dod  Req  Pr  Appr  Of  Cnm  Mot  09B21 
Fuels,  Aviation  Turbine,  luminomeler  Numbersof  -  29  Aug  75  (Reopproved  80) ........ 

Fuels,  Aviation  Turbine,  (JFTOT  Proccdure),thermal  Oxidation  Stability  Of, 

Standard  Test  Method  for  *  27  Aug  82 
Fuels,  Aviation  Turbine,  Water  Separation  Characteristics  Of  ■  27  Aug  76 
(Reopproved  1985 
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ALPHABETICAL  LISTING 


TITLE 

Fuel*,  Aviotion  Turbine,  Thermo!  Stability  Of  -  29  Aug  72  (Recpproved  1982) . 

Fuels,  Aviotion  Turbine,  Porticulote  Contaminant  In  -  28  Nov  83 . . . . . 

Fuels,  Aviation,  Estimation  Of  Net  Heal  Of  Combustion  Of  *  31  Aug  64 
(Reapproved  82) 

Fuels,  Aviotion,  Freezing  Point  Of  -  8  Sep  67  (Reapproved  1977)  . . . 

Fuels,  Aviotion,  Knock  Characteristics  Of,  By  The  Supercharge  Method  *  15  Nov  67 
Fuels,  Aviation,  Oxidation  Stability  Of  (Potential  Residue  Method)  *  29  Aug  1980.... 

Fuels,  Diesel,  Ignition  Quality  The  Ceione  Method  -  31  Aug  65.................................. 

Fuels,  Gaseous,  Water  Vapor  Content  Of,  By  Measurement  Of  Dew  Point 
Temperature,  Standard  Method  Of  Test  For  -  30  Sep  63 
Fuels,  Hydrocarbon,  Heal  Of  Combustion  Of,  By  Bomb  Colorimeter  High  Precision 
Method  •  28  Nov  83 

Fues  Instrument  Type,  Style  FM04  (Nonindicdting) . . . . . . . 

Fules,  liquid  Hydrocarbon,  Heat  Of  Combustion  Of  By  Bomb  Calorimeter  -  27  Aug 
76  (Reapproved  80) 

Functional  Requirements  Of  Aircraft  Oxygen  Equipment  And  Pressure  Suits  (Ed  3) 
Request  Other  Than  Dod  Must  Be  Sent  Via  Hq  UsafAoxx(iso),  Wash,  Dc 
20330-5058 

Functionally  Oriented  Maintenance  Manual  (Fomm)  Writer  S  Guide  For 
MIL-M-24100B 

Fungal  Contaminants  Affecting  The  Design  Of  Military  Materiel  (Release  To  Other 
Than  Dod  Agencies  Must  Be  Approved  By  Hq  Parcom  (Drcird)  (Abco  361) 

Fungus  Resistance  Test,  Automotive  Components . . . . . . 

Fungus  Resistant  Treatment  For  Sandbogs,  Copper  Processes  . . . . 

Funnel  (Entomological) . . . . . . . . . . . . 

Funnel  (Metal,  Flexible  Spout,  Garage  Use,  With  Strainer) . . . . . . . . . 

Funnel. (Metal,  Plain,  General  Purpose,  With  Steiner) . . . «... . . 

Funnel  (Plastic) . . . . . . . . . . . 

Funnel  And  Bottle,  Entomological,  Berlese . . . 

Funnel,  Common  laboratory,  Polypropylene,  Ribbed . . . . . . . 

Funnel,  Common,  laboratory  Polyethylene,  Outside  Ribbed  . . . . . 

Funnel,  Common,  loboratory  Smooth, . . . . . 

Funnel,  Common,  Loborotory  . . . . . . . 

Funnel,  Common,  loboratory  (Ribbed,  Polypropylene) . 

Funnel,  Common,  laboratory.  Analytical . . . . . . . 

Funnel,  Foltering,  loboratoiy  (Porcelain,  Buchner)  . . . . . . . . 

Funnel,  Filtering,  laboratory  (Gloss,  Buchner)  . . . . . . . 

Funnel,  Filtering,  laboratory  (Gloss,  Tube  Type)  . 

Funnel,  Filtering,  laboratory.  Gloss,  Buchner  Type. . . . . . 

Funnel,  Filtering,  laboratory,  Procelain,  Buchner  Type  . . . . . . 

Funnel,  Metal . . . . . . . . . . . . 

Funnel,  Metal,  Shallow  Rim,  General  Purpose,  With  Strainer... . . . 

Funnel,  Plastic . . . . . . . 

Funnel,  Separatory,  Pear  Shaped . . . . . . . . . . . . . 

Funnel,  Separatory . . . . . . . . . . . . 

Funnel,  Separatory,  Cylindrical  Shape  (Borosilicote  Glass). . . . . . . . . . 

Funnel,  Separatory,  Globe  Shaped  . . . . . . . . . . . . 

Funnel,  Separatory,  For  Single  Drops . . . . . . . 

Furceps,  Electrocoagulation,  Bipolar,  6  Inch  (Molls) . . . 

Furnoce  Combustion  Tube,  laboratory . . . . . . . . . 

Furnace  lining  Material  For  Morine  Boilers . . . . . 

Furnace,  Dental  laboratory.  Electric . . . . . . . . . . . 

Furnoce,  Electric,  Box  Type,  Universal  . . . 

Furnoce,  Heat  Treating,  Electric,  Bath  Type . . . . . . . . 

Furnace,  Heat  Treating,  Electric,  Horizontal  Box  Type . . . . . . 

Furnace,  Heat  Treating,  Horizontal,  Car  Bottom  Design. . . . . . . 

Furnace,  Heat  Treating,  Gas  Fired,  Box  Type,  Direct  fired  And  Full  Muffle  Oesigh .... 

Furnoce,  Heat  Treating,  Electric,  Natural  Atmosphere,  Box  Type . . . . 

Furnoce,  Heat  Treated,  Gos  Fired,  Pit  Type,  Forced  Convection  . 

Furnace,  Heat  Treating,  Pit  Type,  Electric,  Forced  Convection  . . . . 

Furnace,  Heat  Treating,  Electric,  Metol  lined.  Box  Oesign . . . . . 

Furnace,  Heat-treating  And  Quenching,  IN  And  Out,  And  Straight  Through  Design  .. 

Furnoce,  Heat-treating  And  Brazing,  Electric,  Controlled  Atmosphere,  Pusher- And- 
Conveyor  Belt  Types 

furnace.  Muffle,  laboratory . . . . . 

Furnace,  Vacuum,  Heat  Treating  And  Brazing  . . . . . 

Furnace,  Vacuum,  Heat  Treating,  Integol  Quench... . . 

Furnaces,  Heat-treating,  Electric,  Controlled  Atmosphere,  Horizonto!  Box  Design . 

Furnaces,  Industrial,  Vacuum  Atmosphere  *  1979  . . . . . . . . . . 

Furnaces,  Worm  Air  &  Heaters,  Unit,  Forced  Air  Circulation,  Oil  &  Gas  Fired  .......... 

furniture  And  Coblnets,  Office,  Sectional,  Steel . . . . 

furniture.  Contemporary,  Oak  (General  Specification)  . . . 

furniture.  Contemporary  Oak.  Seating  Pieces  (Detailed  Specifications) . . . 

furniture.  Contemporary  Oak.  Tobies,  Occasional  (Detailed  Specification) . . . 

furniture.  Contemporary  Oak.  Bed  (Detailed  Specification)............................,.........., 

furniture,  Contemporary  Oak.  Case  Pieces  (Detailed  Specification)............ . . . 
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ALPHABETICAL  LISTING 


TITLE 

Furniture,  Household,  Wood,  Traditiono!  . . . . . . 

Furniture,  Meta!  Frame,  laminated  Plastic  Surfoced  Panels,  Case  Goods  And  Tobies 

Furniture,  Modular  Type,  Steel,  Field  Office . . . . . . . 

Furniture,  Reception  Room  And  Lobby,  Metal,  Upholstered  . . . . . . 

Furniture,  Shipboard,  Aluminum,  Generol  Specification  For . . . . 

Furniture,  Shipboard,  Steel,  General  Specification  For............... . . . 

Furniture,  Upholstered,  Tublor  Frame,  Loose  And  Fixed  Cushions. . . . 

Furosemide  Injection,  Usp . . . . . . . . . . . . . 

Furosemide  Tablets,  Usp.,... . . . . . . . . . . 

Fuse  &  Hydraulic  Quantity  Measuring  Class  3000,  Type  1 . . . . . . 

Fuse  &  Hydraulic  Quantity  Measuring  Class  3000,  Type  2 . . . . . . . 

Fuse  Box  ,  Branch  Juncion,  Submersible  (15  Feet),  125  Volts,  Two  Conductors,  0-3/ 
Ampere  Midget  Fuses,  Symbol  671.1 

Fuse  Box,  (15  Feet),  500  Volts,  Alternating  Current,  Three  Phase  Buses,  0-30 
Ampere  Fuses,  Symbol  693.1 

Fuse  Box,  (15  Feet),  500  Volts,  Alternating  Current,  Three  Phase  Buses,  0*3/ 

Ampere  Fuses,  Symbol  693.1 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  250  Volts,  Alternating 
Current,  Three  Phase  Buses,  Single  &  Three  Phase  Branches,  0-30  Ampere  Fuses, 
Symbol  560.1,  561.1,  562.1  &  563.1 

Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  125  Volts,  Alternating  Current, 
Single  And  Three  Phase  Buses,  Single  Phase  Branches,  0-30  Ampere  Midget  Fuses, 
Symbols  600,  601,  612.1,  613,  613.1  And  614 
Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  125/250  Volts,  Direct  Current, 
Three  Wire  Buses,  Two  Wire  Brooches,  0-30  Ampere  Midget  Fuses,  Symbols  609, 
610  &  611 

Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  125/250  Volts,  Direct  Current, 
Three  Wire  Buses,  Two  Wire  Branches,  0-30  Ampere  Fuses,  Symbols  540,  541  & 
542 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  450  Volts,  Alternating  Current, 
Three  Phase  Buses,  Single  &  Three  Phase  BRANCHES.0-30  &  31>60  Ampere 
Fuses,  Symbols  543,  544,  54 5,  546  &  547 
Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  500  Volts,  Direct  Current,  Two 
Wire  Buses,  0-30  &  31-60  Ampere  Fuses,  Symbols  626  &  627 
Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Watertight  (3  Feet),  125  Volts, 
Alternating  Current,  Single  &  Three  Phase  Buses,  Single  &  Double  Feeders,  Single 
Phase  Branches,  0-30  Ampere  Midget  Fuses,  &  Snap  Switches,  Symbols  645, 

645.1,  649.1  &  650.1 

Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Watertight  (3  Feet),  125  Volts,  Alt. 
Current,  Single  Or  Three  Phase  Buses,  Single  Phase  Branches,  Interlocking  Fuse 
Cover,  0*30  Ampere  Fuses,  B*  Snap  Switches,  Symbols  644  &  648 
Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  500  Volts,  Alternating 
Current,  Thre  Phase  Buses,  Single  &  Three  Phase  Branches,  0-30  Ampere  Fuses 
With  Fuse  Puller,  Symbols  568.1,  569.1,  570.1  &  571.1 
Fuse  Boxes,  Feeder  Junction,  Totolly  Enclosed,  250  Volts,  Alternating  Current,  Three 
Phose  Buses,  Single  &  Three  Phase  Bronches,  0*30  &  31-60  Ampere  Fuses, 

Symbols  680  &  681.1 

Fuse  Boxes,  Feeder  Junction,  Submersible,  (15  Feet),  250  Volts,  Alternating  Current, 
Feed  Through  Twin  Conductors,  Single  8.  Three  Phase  Buses,  Single  &  Three  Phose 
Branches,  0-0  &  31-60  Ampere  Fuses,  Symbols  685.1,  686.1,  691.1  &  692.1 
Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Totolly  Enclosed,  125  Volts, 
Alternating  Current,  Single  &  Three  Phose  Buses,  Singled  Double  Feeder,  Single 
Phose  Bronches,  0-30  Ampere  Midget  Fuses  &  Snap  Switches,  Symbols  602,*  606, 
615  ■  617 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  125  Volts,  Alternating 
Current,  Single  Phase  Buses,  0-30  Ampere  Midget  Fuses,  Symbols  635.1,  653.1  & 

654.1 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  125  Volts,  Alternating 
Current,  Three  Phase  Buses,  Single  Phose  Bronches,  0-30  Ampere  Midget  Fuses, 
Symbols  646,1  &  647.1 

Fuse  Boxes,  Feeder  Distribution,  Sebmersible  (15  Feet),  250  Volts.olternoting 
Current,  Single  Phose  Buses,  0-30  Ampere  Fuses,  Symbols  555.1,  556.1,  557.1, 

558.1  &  559.1 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  125/250  Volts,  Direct  Current, 
Three  W;re  Buses,  Two  Wire  Bronches,  0-30  Ampere  Midget  Fuses,  Symbols  609, 
610&6JJ 

Fuse  Clip,  Efecfricc!,.StyIes  FC40  And  FC41 . . . . . . . . . . 

Fuse  For  FlechelferWorheod,  WDU-4A/A  (Less  Expulsion  Charge)  . . 

Fuse  Holder,  Blocfc-ty^o.  2*,  And  3-POLE,  35-TO  60-AMPERE,  Aircraft  (Asg)  . . 

Fuse  Holder,  Block-type,  1-,  2*,  And  3-POLE,  1-  To  30-AMPERE,  Aircraft  (Asg) ........ 

Fuse  Test  Panel  Portcb!*„„.,.„., . . . . . . . . . 

Fuse,  (Indicating),  Style  F/7A  . . . . . . . . . . 

Fuse,  Aircraft  Automatic  Quantity  Measuring,  Hydraulic  . . . . . 

Fuse,  Base  Detonation,  M62A2  loading,  Assembling  &  Packing.......... . . . 

Fuse,  Blasting,  Time,  M700,  &  Fme,  Btosting,  Time,  Inert,  Loading,  Assembling  oo 
Pocking 

Fuse,  Cartridge,  Instrument  Type,  Style  FM09M  (Nonindicotion)  . . 

Fuse,  Cartridge,  High-interrupting  Capacity  . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Fuse,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Cur*  Rent-limiting) 
600  Volts,  31-60  Ampere 

fuse,  Cartridge,  High  Interrupting  Capacity,  Classes  RK1  &  RK5  (Cur*  Rent-limiting) 
600  Volts,  61*100 

Fuse,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Cur*  Rent-limiting) 
600  Volts,  101-200 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Classes  RK1  &  RK5  (Cur-  Rent-limiting) 
600  Volts,  201-400 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300  Volts, 
0*15  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
0-30  Amperes 

Fute,  Cartridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300  Volts, 
16-20  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300  Volts, 
21-30  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300  Volts, 
31-60  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
31*60  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
61*100  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
101*200  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
201*400  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  J  (Current-limiting)  600  Volts, 
401-600  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
601*800  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
801*1200  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
1201*1600  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
1601*2000  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Closs  L  (Current-limiting)  600  Volts, 
2001*2500  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
2501*3000  Amperes 

fuse.  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
3001*4000  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  l  (Current-limiting)  600  Volts, 
4001*5000  Amperes 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
5001*6000  Amperes 

Fuse,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Cur-  Rent-limiting) 
250  Volts,  101*200 

Fuse,  Cartridge,  High-interrupting  Capacity,  Classes  RKl  &  RK5  (Current-limiting) 
250  Volts,  31*60  Amperes 

Fuse,  Cartridge,  High-interrupting  Copacity,  Classes  RK1  &  RK5  (Cur*  Rent  Limiting) 
250  Volts,  401-600 

Fuse,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Cur*  Rent-limiting) 
600  Volts,  0-30  Amperes 

Fuse,  Clip,  Electrical  Styles  FC21,  FC22,  FC23,  And  FC25 . 

Fuse,  Current  Limiter  Type,  Aircraft . . . 

Fuse,  Dummy,  M50,  M50B1,  M50B2,  M50B3,  M59,  M69,  M69B1,  M69B2,  And 
M73 

Fuse,  Firecracker,  30*SECOND . . . . . 

Fuse,  Fuseholders,  And  Associated  Hardwore,  Selection  And  Use  Of... . . 

Fuse,  Grenode,  Hond,  Practice,  M228  Ports  For,  And  Loading  Assembling  And 
Pocking 

Fuse,  Instrument  Type  General  Specification  For . . . . . . . 

Fuse,  Instrument,  Power  And  Telephone  (Nonindicatinng),  Style  F65 . 

Fuse,  Instrument  Type,  Style  FM01  (Indicating) . . . 

Fuse,  Instrument,  Power  And  Telephone  (Nonindicating),  Style  F61 . . . . 

Fuse,  Instrument  Type,  Style  FM02  (Indicating) . . . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicating),  Style  F06 . . . ... 

rose,  insfiumcnl  Type,  Slyie  FM07  (Subminiofure  High  Performance) . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicoting),  Style  F07  . . . 

Fuse,  Instrument  Type,  Style  FM08  (Subminiature  High-performance)  . . . . 

Fuse,  Instrument,  Power  And  Telephone  (Nonindicoting),  Style  F63 . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicating),  Style  F09 . . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Indicating),  Style  F10., . . . . 

Fuse,  Instrument,  Power,  And  Telephone  . . . . . . . . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicoting),  Style  F01  . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicating),  Style  F02 . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicating),  Style  F03  . . . . 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicating),  Style  F05  . . . . . 

Fuse,  Limiter  Type,  Enclosed  Link,  5-60  Amp,  Aircraft . . . . . 
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W.F-1814A/63A 
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85 

ER 

YD 
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82 
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ER 
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99 
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ALPHABETICAL  LISTING 


HUE 


Fuse,  Limiter  Type  Enclosed  Link,  1-60  Amp................ . . . . . 

Fuse,  Limiter  Type,  Enclosed  Link,  Intermediote  Rating,  Aircraft  (Inactive  Use 
M $28937) 

Fuse,  MT,  M565  Assembly  . . . . . . . 

Fuse,  MT$Q,  M564  Assembly  Less  Booster  Pelienl  And  Closing  Cup  (Lead)  Charge  .. 
Fuse,  Mine,  T 1762  (M603),  Loading,  Assembling,  And  Pocking  . . . . . 

Fuse,  Mtsq,  M564,  Assembly,  Loading  And  Packing...... . . . 

Fuse,  Normal,  And  Time  Lag  Blowing...... . . . . . . . . . 

Fuse,  Rocket,  Base  Detonating  XM434  Assembling  And  Packing-.. . . 

Fuse,  Safety  (Bickford  Type)  . . . . . . . 

Fuse,  Self  Indicating  Current  Limiter,  Aircraft . . . . . . . . . . 

Fuse,  Style  F15. . . . . . . . . . . . 

Fuse,  Style  F16... . . . . . . . . . . . . 

Fuse,  Style  FI 9..... . . . . . . . . 

Fuse,  Style  F20..... . . . . . . . . 

Fuse,  Style  F21. . . . . . . . . . . . 

Fuse,  Style  F22 . . . 

Fuse,  Style  F27 .  . . . . . . . . . . . . 

Fuse,  Style  F28 . . . . . . . . . 

Fuse,  Style  F29 . . . . . . . 

Fuse,  Style  F30 . . . . . . . . . . . . 

Fuse,  Style  F36 . . . . . . . . . 

Fuse,  Style  F37. . . . . . . . 

Fuse,  Style  F38.... . . . . . . . . . . . . . . . . . . . 

Fuse,  Style  F39 . . . 

Fuse,  S  tyle  F40. . . . . . . . 

Fuse,  Style  F50 . . . . . . . . . . . . 

Fuse,  Style  F51 . . . . . . . . . 

Fuse,  Style  F52 . . . . . . . . . 

Fuse,  Style  F70 . . . . . . . . . . . . . 

Fuse,  Style  F71 . . . 

Fuse,  Style  F72 . . . . . . . . . . . . 

Fuse,  Style  F73 . . . . . . . . . 

Fuse,  Style  F74 . . . . . . . . . . . 

Fuse,  Style  F76„ . . . . . . . 

Fuse,  Time,  M65A1,  Metal  Parts  For . . . 

Fuse,  Time,  M84A1  Metal  Ports  For . . . . . . . . . . . . . 

Fuse,  Time,  M84A1  Loading,  Assembling  And  Packing . . . . . 

Fuse,  Time,  Plastic  Coated  . . . . . . . . . . . . 

Fuseholder  (Shroud  Type)  Style  FH78,  0-30  Amp.,  1000  Volf . . . . 

Fuseholder  (Shroud  Type),  Style  Fh  79  31*100  Amp.,  1000  Volt . . 

Fuseholder  Receptacle,  Limiter  Type,  1*60  Amp  . . . . 

Fuseholder-cartridge,  Extractor  Post . . . . . 

Fuseholder,  (Shroud  Type)  Style  Fh  80,  100*200  Amp,  1000  Volt . 

Fuseholder,  Block,  And  Shroud  Type,  And  Associated  Fuse  Clips,  Generol 
Specification  For 

Fuseholder,  Block  Type,  Aircraft . . . . . . . . . . . . . . . 

Fuseholder,  Block  Type  Styles  FH20,  FH21,  FH22,  FH23,  FH24,  FH25,  FH30,  FH31, 
And  FH32 

Fuseholder,  Block  Type  Styles  FH26,  FH27,  FH28,  And  FH29 . 

Fuseholder,  Block  Type  (Style  FH33) . . . . . 

Fuseholder,  Block  Type  (Styles  FH40  To  FH47,  FH50,  And  FH51) . 

Fuseholder,  Block  Type,  (Styles  FH65  To  FH69,  Ind.) . . . . . 

Fuseholder,  Block  Type,  (Style  FH75) . . . . . 

Fuseholder,  Block  Type,  (Style  FH77) . . . 

Fuseholder,  Dc,  500  Ampere  Maximum,  Boll  Do*n  Type,  Aircraft . 

Fuseholder,  Extractor  Type.... . . . . . . . . . . . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Nonindicating,  Type  FHN47WB . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating  And  Nonindicating  General 
Specification  For 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL48U . . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL16G  . . . . 

Fuseholder,  ExtroctorPost  Type,  Blown  Fuse  Indicating,  Type  FHL32W. . . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL33W . . . . 

Fuseholder,  Extroctor  Post  Type,  Nonindicating,  R.f.  Shielded  Type  FHN55W . . . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL57G . . . 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL58G  . . 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL34W . . . 

Fuseholder,  Extractor  Post  Type,  Nonindicating,  Type  FHN42W  . . 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Types  FHL18G1  And 
FHL18G2 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Nonindicating,  Type  FHN46WB . . 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL22WB. . . 

Fuseholder,  Type  FHL35W  . . . . . . . 

Fuseholder,  Type  FHN41S  . . . . . . . . . 

Fuseholders,  Extractorpost  Type,  Blown  Fuse  Indicating  And  Nonindicating,  Type 
FHL15G 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  F4L49U . . 
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ALPHABETICAL  LISTING 


HUE 


Fuscholdm,  Extractor  Post  Type,  Blown  fuse  Indicating,  Type  FHL44G  . . . 

Fujcholdcrj,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL1QU... . . 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  indicating,  Type  FHl  11U ...................... 

Fuicholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL12U . ...... 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL45G  . ....... 

Fuseholders,  Extractor  Post  Type,  Nonindicating,  Types  FHN19G  And  FHN19W....„„ 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Nonindicating,  Type  FHN20G . . . 

Fuseholders,  Extractor  Post  Type,  Nonindicating,  Type  FHN23WB. .................. ........... 

Fuseholders,  Extractor  Post  Type,  Nonmdicotmg,  Types  FHN26G1,  FHN26G2,  And 
FHN26W 

Fuseholders,  Extractor  Post  Type,  Nonindicoting,  Type  FHN28WB,. . . 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL29G  . . . 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FH130G  . . . 

Fuseholders,  Extractor  Post  Type,  Nonmdicotmg,  Types  FHN31G1  And  FHN31G2.... 
Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Types  FHL17G1  And 
FHL17G2 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL13G  . . . . . 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL14G  . . . 

Fuses,  Cartridge,  Instrument  Type,  Style  FMtO  (Nonindicating)  . . . . . 

Fuses,  Cartridge,  High-interrupting  Capacity,  Classes  RK 1  &RK5  (Current-limiting) 

250  Volts,  61-100  Amperes 

Fuses,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Current-limiting) 
250  Volts,  201-400 

Fuses,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Current-limiting) 
250  Volts,  0-30  Amperes 

Fuses,  Cartridge,  High-interrupting  Capacity,  Classes  RK1  &  RK5  (Current-limiting) 
600  Volts,  401-600 

Fuses,  High  Voltage,  Standard  For  1981 . . . . . . . 

Fuses,  High-interrupting-capacity,  Current-limiting  Types  -  21  JUL86-FIFTH  Edition  .... 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicating),  Style  f  60 . . . . . 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicaling),  Style  F64 . .............. 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicating),  Style  F66  . . . 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicoting),  Style  F62 . . . 

Fuses,  Power,  &  Fuse  Disconnecting  Switches  -  22  May  1980...... . . 

Fusible  Alloy,  Ingot  And  Bar.... . . . . . . . . . . 

Fuze  And  Fuze  Components,  Environmental  And  Performance  Tests  For . . . . 

Fuze  Assembly  For  M56  Ant!  Tank  Mine  . . . . . . . . 

Fuze  Catalog  Limited  Standard,  Obsolescent,  Terminated  &  Concclled  Fuzes . . 

Fuze  Catalog  Procurement  Standard  And  Development  Fuze  Explosive  Components 
(Request  Forissue  Must  Be  Sent  Via  Comdr,  Armament  Research  &  Development 
Cntr,  Allnj  SMCAR-ESC-AS,  Dover,  N.j.  07801-5001) 

Fuze  Explosive  Component  Terminology,  Dimensions  And  Matcr'ols . . . . 

Fuze  Flare  Mk  364  Mod  O  . . . . . . . . . . . . . 

Fuze  For  Hechette  Warheod,  WDU-4A/A  (With  Expulsion  Charge) . . 

Fuze  Function  Control  Set  AN/AWW-4(V)  . . . . . . . . . 

Fuze  Function  Control  Set  AN/AWW-1 . . . . . . . . . . . . 

Fuze  Probe  Assembly,  Pneumatic  Assembling  &  Packing  (Tow)  . . . . 

Fuze  Probe  Assembly,  Spring  Assembling  &  Packing  (TOW) . . . . 

Fuze  Setter  Set,  M63 . . . . . . . . . . . . . . . 

Fuze  Setter,  M36 . . . . . . . . . . . . . . 

Fuze  Setter,  M38 . . . . . . . . . 

Fuze  Timer,  Mine  (Integrated  Circuit) . . . . . . . . . . 

Fuze  Training,  M555  &  Test  Plug,  Training . . . . . „ . . 

Fuze,  GM,  Training,  Lance,  M816  Metol  Ports  Assembling  And  Packing.. . . . . 

Fuze,  Artillery,  Electronic,  M767  Loading,  Assembling  &  Packing,.... . . . . 

Fuze,  Base  Detonoting,  M534A1  Parts-with  Detonator . . . . . . 

Fuze,  Base  Detonating,  M573  Loading,  Assembling  And  Packing. . . . . 

Fuze,  Scso  Detonating,  A* 534 A  Hooding,  Assembling  And  Packing . . . . 

Fuze,  Base  Detonoting,  M575  Parts,  With  Detonator, . . . . . . . . 

fuze,  Base  Detonating,  M91A2  Metal  Parts  for  . . . . .... 

Fuze,  Base  Detonating,  (M62A2)Mefol  Ports  For  . . . . . . . 

Fuze,  Base  Detonating,  M91A2  Loading,  Assembling  And  Packing.. . . 

ruze.  Base  Detonating,  M578  Loading,  Assembling  And  Packing  For  Renovation  ...... 

Fuze,  Bomb  An  -  M173A1  (Inactive  For  New  Design) . . . . . . . 

Fuze,  Bomb,  An  M173A)  (Inactive  For  New  Design)., . . . . . . . . 

Fuze,  Bomb,  Electric,  FMC-7B/B..................... . . . . . . . ...... 

Fuze,  Bomb,  Electronic,  FMU-139/B . . . . . . 

Fuze,  Bomb,  Mechanical  Time,  AN-M145E3,  AN-M146E3,  AN-M14763,  M152E3, 
And  Ml55E3,«Poils  For  Validated  Nov  1965 
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1390 

AR 

08  Moy 

87 

AR 

MIL-F.11075G 

NOTICE  1 

5340 

GL 

30  Dec 

88 

GL 

99 

L 

MII-F-1I206G  (1) 

1325 

AS 

15  Mor 

71 

AR 

AS 

L 

MIL-F-60083E 

1325 

EA 

23  Apr 

74 

EA 

L 

MIL-F-85571A  (1) 

1325 

AS 

16  Jul 

87 

AS 

MII-F-1300A 

1390 

AR 

30  Jul 

54 

AR 

99 

336 


ALPHABETICAL  LISTING 


HUE 

Fuze,  C.  P,,  M78A1,  loading.  Assembling,  And  Packing . . . . . . 

Fuze,  Demolition  Kit,  Ml  134  With  Detonators  Ports  Por . . . . . . 

Fuze,  Demolition  Kit,  M1134A3  loading  Assembling,  &  Packing  . . „ . . 

Fuze,  Demolition  Kit,  Ml  134  loading,  Assembling  And  Packing  . . .  ... 

Fuze,  Design  Sofety,  Criteria  For . . . . . . . . 

Fuze,  Detonating,  MK  27  Mod  0  And  Mod  1  (40  MM).. . . . . . . 

Fuze,  Dummy,  Demolition  Kit,  M1134  And  T1302E2  Ports  And  Assembling . 

Fuze,  Dummy,  M73  Metal  Parts . . . . . . . . . . . 

Fuze,  Electronic  Time,  M762  Loading,  Assembling,  Packing  &  Fuze,  Electronic  Time, 
M767  Less  8oosfer 

Fuze,  Electronic  Time,  M724. . . . . . . . . . . 

Fuze,  Electronic  Time,  M587  (less  8ooster  Pellet  And  Cup)............ . . . . . 

Fuzo,  Electronic  Time,  M587  (loading,  Assembling,  And  Packing) . . . . 

Fuze,  Floating  Smoke  Pot,  M207A1 . . . . . . . . . . . . . . 

Fuze,  GM,  ET,  lance,  M811  Parts,  loading,  Assembling  &  Packing . . . . . 

Fuze,  Gm,  Et,  lance,  XM819  Parts,  loading.  Assembling  And  Packing  . . 

Fuze,  Grenade,  Hand,  Practice,  M228  Ports  For,  And  loading,  As'embling  And 
Packing  (Renovated) 

Fuze,  Grenade,  GP,  M 223... . . . . . . . . . 

Fuze,  Grenade,  M219E1  (Simulated  Defective)  (Inert)  loading,  Assembling,  & 

Pocking 

Fuze,  Grenade,  M219E1  loading,  Assembling  And  Pocking,,,.,.,,,.,,,,.,.,,,,,... . 

Fuze,  Guided  Missile,  F&MU-138/B . . . 

Fuze,  Guided  Missile,  M934E6  Parts  Assembly,  loading  &  Packing  For........ . 

Fuze,  Guided  Missile,  FMU-141/B . . . . . . . . . .  .. 

Fuze,  Guided  Missile,  Dummy  FMU»138(D-1)/B... . . . . . . . . 

Fuze,  Hand  Grenade,  M227. . . . . . . . . . . 

Fuze,  Hand  Grenode,  Riot,  Pocket,  CS,M201A)E1,  Fuze,  Floating  Smoke  Pot, 
M207A1,  And  Fuze,  Incendiary,  M210 

Fuze,  Hand  Grenade,  M201A1 . . . . . . . 

Fuze,  Hand  Grenode,  M204A2,  M206A2  And  Practice  M205A2  Ports  For,  Loading, 
Assembling  And  Pocking 

Fuze,  Hand  Grenode,  M213  And  M215  Parts  For,  loading,  Assembling  And  Packing 

Fuze,  Impact  Pyrotechnic,  M733,  Delay  Assembly  For . . . . . . . . . 

Fuze,  Impact  Pyrotechnic,  M733,  Plug  And  Support  Fuze  For  Ports  For.. . . 

Fuze,  Impact,  Atomic  Weapons,  T53E2 . . . . . . . . . 

Fuze,  Impact,  Atomic  Weapon,  Ml  139 . . . . . 

Fuze,  (mpoci.  Atomic  Weapon,  Ml  131  . . . . . . . . . 

Fuze,  Inertial.  XM1103E4 . . . . . . . . . 

Fuze,  MT,  SQ,  M577A1  loading.  Assembling,  Pocking  And  Metal  Parts  Fuze,  MT, 
$Q,  M582A1  Metol  Ports 

Fuze,  MT,  SO,  M582  And  M582E1  loading,  Assembling  And  Packing  . . . 

Fuze,  MT,  XM563E4  Assembly . . . . . . . 

Fuze,  MT,  XM711  Assembly. . . . . . . . . . . . 

Fuze,  MTSO,  M548  Assembly . . . . . . . 

Fuze,  MTSO,  M776  loading.  Assembling  &  Pocking  . . . . . . 

Fuze,  MTSQ,  M772  loading.  Assembling  And  Pocking  . . . . . . . 

Fuze,  Mechanical  Time  And  Superquick,  M502,  loading,  Assembling,  And  Pocking.... 

Fuze,  Mechanical  Time,  M591,  Assembly . . . . . . . . . . 

Fuze,  Mine  At,  Nm,  M606,  Parts  For . . . . . . . 

Fuze,  Mine,  AT  Practice  M  604  loading,  Assembling  &  Packing . . . 

Fuze,  Mine,  AT  Practice  M  604  Metol  Ports  For . . . . . . . 

Fuze,  Mine,  AT,  XM619  Ports  &  Assembly...... . . . . . . . . . . . . 

Fuze,  Mine,  AT:  M607,  Parts  For..... . . . . . 

Fuze,  Mine,  Al,  M603  Fuze,  Mine,  At,  Practice,  M604  Metal  Parts  For  . . 

Fuze,  Mine,  At,  M607  loading,  Assembling  And  Pocking... . . . . . . . . 

fuze.  Mine,  Combination  M102,  Ports  For,. . . . . . . . . 

Fuze  Mine,  Combination  M605,  Parts  For. . . . . . . . . . . . 

Fuze,  Mine,  Combination,  M605,  loading,  Assembling,  And  Pocking.  . . . 

Fuze,  Mine,  Combination,  M6A)  . . . . . . . . . . 

Fuze,  Mt,  M571  Assembly  . . . . . . 

Fuze,  Mt,  Sq,  M577  loading.  Assembling,  Packing  &  Metol  Ports  Fuze,  Mt,  Sq, 
M582  Metol  Parts 

Fuze,  Mt,  Sq,  M582A1  loading,  Assembling  Andpacking  . . 

Fuze,  Multi  Option,  M734  (Less  Booster  And  lead). ............. .................  . . . . 

Fuze,  Multi  Option,  M734  (loading.  Assembling,  And  Pocking), . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-F-l  1214  (1) 
NOTICE  1 

1390 

AR 

10  Jut 

87 

AR 

l 

MIL-F-46570D 

1375 

AR 

15  Jan 

82 

AR 

L 

MIL-F-70737 

1375 

AR 

16  Nov 

87 

AR 

MIL-F-46571E 

NOTICE  1 

1375 

AR 

23  Mar 

88 

AR 

99 

MIL-STD  1316C 
NOTICE  2 

1390 

AR 

02  Nov 

87 

AR  OS 

11 

l 

MIL  F-18608  (1) 

1390 

OS 

13  Jun 

75 

OS 

l 

MIL-F-46561D 

NOTICE  1 

1375 

AR 

22  Mo r 

88 

AR 

l 

MIL-F-48064 

1390 

AR 

01  May 

72 

All 

l 

MILF-70823 

1300 

AR 

09  Sep 

88 

AR 

MIL-F-48702  (3) 
NO’ICE  1 

1390 

AR 

22  Aug 

88 

AR 

l 

Mll-F-60965  (3) 
NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

l 

MIL-F-48700 

1390 

AR 

01  Oct 

79 

AR 

l 

MILF-51465A 

1365 

EA 

21  Jan 

87 

EA 

l 

MIL-F-50823A  (5) 
NOTICE  1 

1336 

AR 

10  Apr 

87 

AR 

l 

MIL-F-48137A 

1336 

AR 

27  Jon 

76 

AR 

l 

MIL-F-63056 

1330 

AR 

05  Mar 

76 

AR 

MIL-F-50950B  (3) 

1330 

AR 

27  Oct 

86 

AR 

l 

MIL-F-50851 

NOTICE  1 

1330 

AR 

19  Mar 

86 

AR 

L 

MIL-F-50454A  (5) 

1330 

AR 

06  Jun 

88 

AR 

l 

MIL-F-85399 

1336 

AS 

14  Nov 

80 

AS 

l 

MIL-F-48863C  (1) 

1336 

AR 

17  Sep 

87 

AR 

L 

MIL-F-85475  (2) 

1336 

AS 

03  Sep 

86 

AS 

L 

MIL-f-85400 

1336 

AS 

14  Nov 

80 

AS 

l 

M1L  F-51376  (1) 

1330 

EA 

03  Apr 

87 

EA 

MIL-F-10915L 

•1330 

EA 

08  Sep 

72 

EA  OS 

99 

l 

MIL  F-51353A  (1) 

1330 

EA 

24  Apr 

87 

EA 

l 

MIL-F-13424K  (1) 

1330 

AR 

12  Sep 

78 

AR 

L 

MIL-F-45437D  (2) 

1330 

AR 

24  May 

83 

AR 

l 

MIL-F-63136  (3) 

1390 

AR 

22  May 

78 

AR 

l 

MlL-F-67132 

1390 

AR 

14  Mor 

77 

AR 

l 

MIL-F-50968A  (1) 

1135 

AR 

16  Jan 

79 

AR 

l 

MIL-F-48306  (1) 
NOTICE  1 

1135 

AR 

06  Apr 

87 

AR 

L 

MIL-F-48003A  (1) 

1135 

AR 

16  Jan 

79 

AR 

l 

MIL-F-50279  (1) 
NOTICE  1 

1135 

AR 

07  Mor 

86 

AR 

l 

MIL-F-64042A  (1) 

1390 

AR 

08  Apr 

88 

AR 

l 

MIL-F-48880  (3) 

1390 

AR 

12  Sep 

84 

AR 

l 

MIL-F-60655C  (1) 

1390 

AR 

30  May 

75 

AR 

l 

MIL-F-60589B  (3) 

1390 

AR 

31  Jul 

72 

AR 

l 

MIL-F-60612C 

1390 

AR 

29  Apr 

77 

AR 

l 

Mll-F-70713 

1390 

AR 

28  Aug 

87 

AR 

l 

MIL-F-70620A 

1390 

AR 

14  Jul 

87 

AR 

MIL'F-10073  (1) 
NOTICE  1 

1390 

AR 

10  Jul 

87 

AR 

99 

l 

MIL-F-60890  (2) 

1135 

AR 

08  Nov 

72 

AR 

l 

MIL-F-45061E  (2) 
NOTICE  1 

1345 

AR 

20  May 

88 

AR 

MIL-F-12777A 

NOTICE  ) 

1345 

AR 

20  May 

88 

AR 

l 

Mll-F-63987 

NOTICE  1 

1345 

AR 

20  May 

88 

AR 

l 

MIL-F-50807 

1345 

AR 

07  Jun 

71 

AR 

l 

MIL-F-45430C  (2) 

1345 

AR 

03  Apr 

87 

AR 

l 

MIL-F-l  1247A 

NOTICE  1 

1390 

AR 

01  Sep 

88 

AR 

l 

MIL-F-4J429C  (1) 

1345 

AR 

12  Sep 

86 

AR 

L 

MIL  F-60020 

NOTICE  1 

1345 

AR 

20  May 

58 

AR 

l 

MIL-F-45060D  (1) 
NOTICE  1 

1345 

AR 

23  Apr 

87 

AR 

l 

MIL-F-12774D  (1) 

1345 

AR 

15  Oct 

76 

AR 

l 

MIL-F-20481B 

NOTICE  1 

1390 

AR 

01  Sep 

88 

AR 

l 

MIL-F-14805B  (1) 

1390 

AR 

08  Jun 

78 

AR 

l 

MIL-F-50983C 

1390 

AR 

26  Jul 

85 

AR 

L 

MIL-F-70531 

1390 

AR 

06  Jun 

86 

AR 

l 

MIL  F-50828F  (2) 

1390 

AR 

15  Dec 

88 

AR 

l 

MIL-F-48708B 

1390 

AR 

13  Oct 

87 

AR 

337 


ALPHABETICAL  LISTING 


DOCUMENT 

NUMBER 


FSC  PREP 


Fuze,  M539,  Impact  Switch  Assembly  For,  Parti  For,  Aiiembling  And  Pocking  . 

Fuze,  M934  Series,  Actuators  For  . . . . . . . 

Fuze,  M934E6,  Hybrid  Microcircuits  For.......................... . . . . . . 

Fuze,  M934E6,  Impact  Switch  For  . . . . . . . . 

Fuze,  M934E6,  Launch  Sensing  Switch  For...................... . . . 

Fuze,  PD,  M396  Loading,  Assembling  And  Packing  . . . . . 

Fuze,  PD,  M525,  M526  &  M527B1  Less  Heed  Assembly  Metal  Ports  For  . . 


Fuze,  PD,  M533  Metal  Parts  For  &  Loading,  Assembling  &  Pocking 

Fuze,  PD,  M551  Less  Booster. . . . . . . . . 

Fuze,  PD,  M557,  Loading  Assembling  &  Packing  . . . . . 


Fuze,  PD,  M567/XM935  (M935)  Less  Booster . . . 

Fuze,  PD,  M567,  Loading  Assembling  &  Packing  . . 

Fuze,  PD,  N935  Loading,  Assembling  &  Packing  . . . . . . 

Fuze,  PIBD,  M549,  Less  Spitback  Metal  Parts  &  Loading,  Assembling  &  Packaging- 
Fuze,  PIBD,  M550,  Less  Spitback  Assembly  Metal  Ports  &  loading,  Assembling  6. 
Packing 

Fuze,  PIBD,  XM740,  Shock  Wave  Sensor  For  . . . . . . 

Fuze,  PIBD,  XM740,  Second  Environment  Sensor  For.. . . . . 

Fuze,  PIBD,  XM740,  Second  En/ironment  Sensor  Electronic  Modu*e  For  . . . . 

Fuze,  Pd,  M524A6  Loading,  Assembling  And  Pocking  . . . . 

Fuze,  Pd,  M536,  Separation  Charge  For  Loading,  Assembling  And  Pocking.... . 


Fuze,  Pd,  M536,  Delay  Detonator  Assembly  For  loading,  Assembling  And  Pocking.. 

Fuze,  Pd,  M536,  Delay  Detonator  Assembly  For  Metal  Part  . 

Fuze,  Pd,  M536,  Separation  Charge  Assembly  For  Metal  Parts  For  ..  . . . . 


Fuze,  Pd,  MS72,  Loading,  Assembling  And  Packing  . . . . . . 

Fuze,  Pd:  M745  (Less  Booster  &  lead  . . . . . . . . . 

Fuze,  Pibd,  M74 0,  Fuze  Module  For  . . . . . . 

Fuze,  Pibd,  XM740,  Direct  Impact  Sensor  For . . . . . . . 

Fuze,  Point  Detonating,  M505A3,  Parts  For.... . . . . . . . . 

Fuze,  Point  Detonating,  M507,  M508A1,  M521  And  M535  Metal  Ports  For . 

Fuze,  Point  Detonating,  Practice,  M751  With  Pyrotechnic  Signature  Cartridge  . 

Fuze,  Point  Detonating,  M759  . . . . 

Fuze,  Point  Detonating,  M505A3 . . . . . . 

Fuze,  Point  Detonating,  M524A6  Ports  For  . . . . . . . . . 


Fuze,  Point 
Fuze,  Point 
Fuze,  Point 
Fuze,  Point 
Fuze,  Point 
Fuze,  Point 
Fuze,  Point 
Fuze,  Point 


Detonating,  M739  Loading,  Assembling  And  Pocking  . 

Detonating,  M739A1  Less  Booster  Pellet . . . 

Detonating,  M739  less  Booster  Pellet . . . ...... 

Detonating  M521  Loading,  Assembling  And  Packing . 

Detonoting,  M48A3,  loading,  Assembling  &  Packing . 

Detonating,  M739AI  loading.  Assembling  And  Packing  . 

Detonating  M521  Metal  Parts  For......... . . . 

Detonoting,  M4BA3,  Metal  Ports  For . . . 


Fuze,  Point  Detonating,  M527B1  Loading,  Assembling  &  Pocking  . . . . 

Fuze,  Point  Detonating,  M525  Loading,  Assembling  And  Pocking  . . . 

Fuze,  Point  Initiating,  Bose  Detonoting  M539,  loading,  Assembling  And  Packing  ... 

Fuze,  Point  Initiating  Bose  Detonating,  XM764  . . . . . . 

Fuze,  Point  initoting,  Base  Detonoting  M509A2/METAL  Ports,  With  Detonator  ..... 
Fuze,  Point  Initiating,  Bose  Detonoting.  M509A1E1,  Loading  Assembling  And 
Packing 

Fuze,  Projectile  And  Accessory  Contours  For  Large  Caliber  Armaments . 

Fuze,  Proximity,  Artillery,  M732  (Release  To  Other  Than  DOD  Agencies  Requires 
Prior  Approval  Of  HQ  DARCOM  (DRCIRD)  (ABCA  606) 

Fuze,  Proximity,  Dispenser  FMIM40/B  . . . . . . . 

Fuze,  Proximity,  Artillery,  M732  (Loading,  Assembly,  &  Packing) . . . 

Fuze,  Rocket,  Bose  Detonating,  M442  . . . . . . . . . . . 

Fuze,  Rocket,  Base  Detonoting,  M434,  Alternate  Construction  Assembling  And 
Pocking 

Fuze,  Rocket,  Base  Detonoting  XM434E1  Assembling  And  Packing  . . 


Fuze,  Rocket,  M412  loading.  Assembling  And  Packing  . 
Fuze,  Rocket,  M412E1  Assembling  And  Packing . . 


Fuze,  Racket,  M433  less  Booster  And  Booster.  Leod  . . . . 

Fuze,  Rocket,  M423,  Modified  (Bunker)  less  Booster  And  lead....... 

Fuze,  Rocket,  M412  (less  Booster  Pellet)  Assembling  And  Packing  . 


Fuze,  Rocket,  M412A1  Loading  And  Assembling  . . . . . 

Fuze,  Rocket,  M423  And  M427  less  Booster  And  Booster  lead  . . . 

Fuze,  Rocket,  M439  Ports  &  Assembly  With  Detonator . . . . . 

Fuze,  Rocket,  PIBD,  M438  Loading  . . . . . . 

Fuze,  Rocket,  Pibd,  M438  Sub-assembly  With  Detonator.. . . . . . 

Fuze,  Rocket,  Point  Detonating  Sq  And  Delay,  M44 0  loading,  Assembling  And 
Packing 

Fuze,  Smoke  Pot,  Floating,  Electric  M209  . . . . 


l 

MIL-F.63068  (1) 

1320 

AR 

12  Oct 

76 

AR 

L 

M1L-F-63051A  (1) 

1336 

AR 

1 1  Aug 

87 

AR 

L 

MIL-F>48370A 

1336 

AR 

01  Jul 

85 

AR 

l 

MIL-F-48382A 

1336 

AR 

01  Jul 

85 

AR 

L 

MIL-F.48388A 

1336 

AR 

01  Jul 

85 

AR 

l 

MIL-F-70613  (1) 

1390 

AR 

31  Jan 

89 

AR 

L 

MIL-F-60323A  (3) 
NOTICE  1 

1390 

AR 

01  Apr 

75 

AR 

L 

MIL*F-60991B 

1390 

AR 

16  Nov 

72 

AR 

MIL.F.60988B 

1390 

AR 

09  Apr 

73 

AR 

l 

MII-F-60998A  (2) 
NOTICE  1 

1390 

AR 

08  May 

87 

AR 

l 

MIL-F-50945D  (2) 

1390 

AR 

10  Mar 

86 

AR 

l 

MIL-F-50988B 

1390 

AR 

10  Oct 

79 

AR 

L 

MIL-F.48172  (2) 

1390 

AR 

07  Aug 

86 

AR 

l 

MII-F-50864B  (1) 

1390 

AR 

12  Sep 

88 

AR 

l 

MII-F-50869E  (2) 

1390 

AR 

10  Jul 

86 

AR 

l 

MIL-F-63229  (2) 

1390 

AR 

26  Apr 

84 

AR 

L 

MIL-F-63230  (3) 

1390 

AR 

26  Apr 

84 

AR 

l 

MIL-F-63231  (2) 

1390 

AR 

26  Apr 

84 

AR 

L 

MIL-F-45465F  (2) 

1390 

AR 

15  Aug 

80 

AR 

- 

MIL-F-50519  (1) 
NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

L 

MIL-F-50520  (1) 
NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

L 

Mll-F-50521 

NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

l 

MIL-F-50522 

NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

l 

MIL-F-46996B  (1) 

1390 

AR 

06  Mor 

72 

AR 

L 

MIL  F-70807  (2) 

1390 

AR 

19  Oct 

88 

AR 

l 

MIL-F-63232A  (1) 

1390 

AR 

21  Jun 

85 

AR 

L 

MIL-F-63228  (2) 

1390 

AR 

26  Apr 

84 

AR 

MU-F-46579D 

1305 

AR 

20  Oct 

76 

AR 

l 

MIL  F-12578B  (2) 

1390 

AR 

28  Sep 

64 

AR 

l 

MIL-F-48637 

1390 

AR 

02  Jul 

87 

AR 

l 

MIL-F-70435  (5) 

1305 

AR 

20  Mar 

89 

AR 

L 

MIL-F.46580C  (1) 

1305 

AR 

22  Aug 

80 

AR 

L 

MIL-F.12869H  (2) 
NOTICE  1 

1390 

AR 

10  Jul 

87 

AR 

l 

MIL-F-48373A 

1390 

AR 

31  Oct 

84 

AR 

l 

MIL-F-63518A  (2) 

1390 

AR 

22  Feb 

89 

AR 

l 

MII-F-48277B  (4) 

1390 

AR 

22  Feb 

89 

AR 

l 

MII-F-12641B 

1390 

AR 

14  May 

65 

AR 

L 

MIL-F-60349B  (1) 

1390 

AR 

06  Mar 

72 

AR 

l 

MIL-F-63519  (3) 

1390 

AR 

20  Mor 

86 

AR 

l 

Mll-F-60336 

1390 

AR 

03  May 

65 

AR 

l 

MIL-F-60348B  (3) 
NOTICE  1 

1390 

AR 

14  Jul 

75 

AR 

L 

MIL-F-60320  (1) 

1390 

AR 

03  Jun 

68 

AR 

l 

MIL-F-60342A  (2) 

1390 

AR 

21  Jon 

77 

AR 

i 

*. 

Mll-F.48033 

1390 

AR 

22  Feb 

72 

AR 

1 

MtlF-63499  (5) 

1390 

AR 

28  Aug 

85 

AR 

l 

MIL-F-63271A  (1) 

1390 

AR 

01  Apr 

83 

AR 

L 

Mll.F-63270  (2) 

1390 

AR 

21  Mar 

86 

AR 

l 

MIL-STD-333A 

1390 

AR 

11  May 

79 

AR  OS 

Q-STD-606 

ISDA 

AM 

11  Dec 

80 

MIL-F-85744 

1325 

AS 

04  Mar 

87 

l 

MIL-F-48706A  (1) 

1390 

AR 

15  Oct 

86 

AR 

l 

MIl-F-70673 

1340 

AR 

30  Jun 

87 

AR 

L 

Mll-F-48355 

NOTICE  1 

1340 

AR 

02  Apr 

87 

AR 

l 

MIL-F-50220A  (1) 
NOTICE  1 

1340 

AR 

20  Jun 

88 

AR 

l 

Mll’F-60010  0) 
NOTICE  1 

1340 

AR 

22  Apr 

88 

AR 

L 

MII-F-50407A  (!) 
NOTICE  1 

1340 

AR 

02  Apr 

87 

AR 

L 

MIL-F-63281A 

1340 

AR 

14  Apr 

88 

AR 

L 

MIL-F-50994  (1) 

1340 

AR 

07  Feb 

73 

AR 

l 

Mll-F-60005  (1) 
NOTICE  1 

1340 

AR 

20  Jun 

88 

AR 

l 

MIL-F-50415A  (2) 

1340 

AR 

18  Jul 

75 

AR 

L 

MIL-F-50548A  (3) 

1340 

AR 

22  Mor 

85 

AR 

L 

MIL-F-48877  (7) 

1340 

AR 

22  Mor 

85 

AR 

l 

MIL-F-480658  (1) 

1340 

AR 

01  Sep 

83 

AR 

l 

MIL-F-48057B  (7) 

1340 

AR 

19  Dec 

84 

AR 

L 

MIL-F-48067 

NOTICE 

1340 

AR 

10  Apr 

87 

AR 

l 

MIL-F-11673F 

1390 

EA 

17  Dec 

87 

EA 
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ALPHABETICAL  LISTING 


TITLE 


Fuze,  Smoke  Pot,  M208  And  Fuze,  Hand  Grenade,  M226..... . 

Fuze,  Time,  M65A1,  Loading,  Assembling,  And  Packing................. . 

Fuze,  Time,  XM768  Metal  Parts  Locding  Assembling  And  Pocking . . 

Fuze,  Training,  Electronic  Time,  M744  . . . . 

Fuze,  XM596,  Setback  Pin  And  Housing  Assembly  For  Metal  Parts  And  loading, 
Assembling  And  Pocking 

Fuzes,  General  Purpose  Grenade,  M  230  &  M  231  (Practice).... . . . . . 

Fuzes,  Grenade,  H.e,  M218,  M219  &  XM224  leod  Cup  Assembly  For  Loading, 
Assembling  And  Packing 

Fuzes,  Rocket,  M423,  M427  And  M433  Loading,  Assembling  And  Packing  . . . 

Fuzz  M811,  M816,  M819E1,  Gm,  Et,  Lance,  Spore  Ports  For  Parts,  Assembling  And 
Pocking 

Fuzz,  Grenade.  Hand,  Practice,  M228  Converted  Loading,  Assembling  And  Pocking ,. 

Gag,  Denhardt . . . . . . . . . . . . . . 

Gage  &  Gaging  For  MJ  Series  Metric  Screw  Threads  -  26  Sep  1985..... . . 

Gage  Assemblies,  Air  Pressure,  Dial  Indicating  Chuck  Type,  Self  Contained  (Asg)  .... 

Gage  Blanks . . . . . . . . . . . . . . . . 

Gage  Blanks  •  23  Mar  81  . . . . . . . . . 

Gage  Blanks  *  4  Oct  78 . . . . . . . . . 

Gage  Blocks  And  Accessories  (Inch  And  Metric)  . . . . . . . 

Gage  Inspection  (W/notice  1  DTD  9  Sep  63) . . . . . . . . 

Goge  Kit,  Electrical,  For  Bare  And  Rifling  Of  20MM9  Groove  Gun  Barrels  .............. 

Gage  Pin  For  Socket  Contact  Engagement  Test........ . . . . . . 

Goge  Piping  Assemblies  24  Apr  81 . . . . . . 

Gage  Pressure,  Dial  Indicating,  Manifold  Pressure  (Inactive  For  New  Design) . 

Gage  Set,  Ophthalmic  lens  Grinding  Tools,  Metal  . . . . . . 

Gage  System,  Fuel  Quantity,  Capacitor  Type,  Nonvacuum  Tube,  Integrally  Lighted, 
General  Specification  For 

Goge&panel  Mounting  High  Pressure  Oxygen  . . . . . 


Gage-in-service  Inspection,  For  MS3150  Crimping  Dies . . . . . 

Gage-Inspection,  For  Ms  25442  Crimping  Die  (For  Use  With  Aluminum  Wire 
Terminal) 

Gage-pressure,  Dial  Indicating,  Manifold  Pressure  . . . . 

Gage-pressure,  Diol  Indicating,  Oxygen,  High  Pressure . . . 

Gage-pressure,  Manifold,  Direct  Indicating,  2  In.  Size,  10  -  75  In.  Mercury-inactive 
4-14-71 

Gage,  Air,  Low  Pressure,  Pneumatic  Floating  Equipment . . . . . . 

Gage,  Aircraft,  Capacitance,  liquid  Oxygen  Converter,  General  Specification  For .... 


Gage,  Aircraft,  Capacitance,  liquid  Oxygen  Converter,  Type  MC-6  (Inactive  -  Use 
MIL-1-81387) 

Goge,  Aircraft,  Capacitance,  liquid  Oxygen  Quantity  Indicator  Repeaters,  Types 
MC-5R,  MC-6R,  MC-7R,  MC-8R  (Inactive  •  Use  MlL-l-81388) 

Gage,  Aircraft,  Capocitonce,  liquid  Oxygen  Converter,  Type  MC-5  (Inactive  Use 
MIL-I-81387) 

Gage,  Aperture  Card  No.  201&1.,..,...,... . . . 

Goge,  Boiler  Water,  Direct  Reading  . . . . . . . . 

Goge,  Compound  Pressure  Vacuum,  Dial  Indicating. . . . . 

Goge,  Compression  And  Compression  And  Firing  Pressure  Diesel  Engine  Cylinder... 

Goge,  Cylinder . . . . . . . . 

Goge,  Cylindrical  Plug  And  Ring,  Plain  . . . . . . . . 

Goge,  Depth,  Diol  Indicating,  T4191A  Goge,  Depth,  Dial  Indicating,  T4191A 
151071 


Goge,  Depth,  Hydrographic,  Non-mognetic  Self-luminous  Dial . . . 

Gage,  Depth,  Wrist,  Diver  S,  Self  Luminous  Dial...... . . . 

Gage,  Diol  Bore  . . . . . . . . 

Goge,  Dimensional  Control  . . . . . . . . . 

Gage,  Dimensionol  Control,  Mechanical  (For  Signal  Corps  Equipment) . . . . 

Goge,  Emergency  Oxygen,  Type  L-2  . . . . . 

Gage,  Endodontic  . . . . . . . . 

Goge,  Food  Blemish,  Veterinary... . . . . . . . . . . . 

Goge,  Fruit  And  Vegetable  Sizing  . . . . . . . . . 

Goge,  Fruit  And  Vegetable  Sizing  . . . . . . . . . . 

Cage,  fee!  Qaar.iit, ,  Capacitor  T>pe,  L'nca.rper.sctcd,  Genera!  Specification  Far 


Goge,  Fuel  Quantity,  Capacitor  Type,  Compensated,  General  Specification  For 
(Inactive 

Gage,  General  Purpose  . . . . . . . . . . . . . 


Goge,  Height,  Electronic  Indicating  . . . . . . . . 

Goge,  In  Service  Inspection,  For  Use  WITH  MS90485  Crimping  Dies,  (For  Use  With 
Copper  Uninsulated  Terminals) 

Gage,  Inspection  For  Mll-T-55619  Tool,  Crimping,  For  Coaxial,  Radio  Frequency, 
Connectors 

Goge,  Liquid  Level,  Tape  And  Float,  Direct  Reading  (For  Shipboard  Use) . . . 

Gage,  liquid  level  Measuring,  Tank.,,,.,,.,...,.....,.,,..,...., . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-F-11522F 

1365 

EA 

12  Dec 

73 

EA 

Oj 

L 

MIL-F-20454D 

NOTICE  1 

1390 

AR 

01  Sep 

88 

AR 

l 

MIL-F-70601 

1390 

AR 

29  Moy 

86 

AR 

l 

MIL-F-50831  (1) 

NOTICE  1 

1390 

AR 

01  Sep 

88 

AR 

l 

MIL-F-50421  (1) 

NOTICE  1 

1390 

AR 

22  Aug 

88 

AR 

l 

MIL-F-63446A  (7) 

1330 

AR 

23  Aug 

85 

AR 

L 

Mll-F-50274  (1) 

NOTICE  1 

1330 

AR 

31  Mar 

88 

AR 

L 

MIL-F-50253A  (2) 

NOTICE  1 

1340 

AR 

22  Apr 

88 

AR 

L 

Mll-F-48746 

NOTICE  1 

1336 

AR 

10  Apr 

87 

AR 

l 

Mll-F-63070 

NOTICE  1 

1330 

AR 

30  Mar 

88 

AR 

MIL-G-36756  (1) 

65)5 

DM 

25  Apr 

74 

MD  MS 

03 

ANSI/ASME  B1.22M-85 

THDS 

•IS 

05  Nov 

87 

AR 

AS 

11 

MIL-G-8348H 

6685 

82 

15  Oct 

81 

AS 

99 

ASME  B47.1AM-82 

5220 

AR 

22  Mar 

84 

AR 

AS 

99 

ANSI  847.1-81 

5220 

AR 

23  Mo r 

81 

AR 

AS 

99 

ANSI  B47.1A-79 

5220 

AR 

11  Jan 

79 

AR 

AS 

99 

GGG-G-15C  (1) 

5210 

% 

16  Aug 

76 

GL 

SH 

99 

Mll-STD-120 

5220 

AR 

09  Sep 

63 

AR 

OS 

99 

L 

MIL-G-17586 

5280 

OS 

2  Jul 

53 

OS 

MS-3197G 

5220 

AS 

15  Jul 

83 

CR 

AS 

85 

ASTM  F721-81 

4730 

SH 

06  May 

83 

SH 

Q 

MIL-G-5678C  (1) 

6620 

AS 

02  Sep 

70 

AS 

NOTICE  1 

A-A-51337 

6540 

/MB 

27  Jon 

86 

MD 

MS 

03 

MIL-G-8798  ,2) 

NOTICE  (1) 

6680 

AS 

30  Dec 

71 

AS 

99 

AN60U 

REV  3 

MISC 

AS 

13  Jul 

59 

AV 

AS 

67 

L 

MS-3111 

5220 

AS 

01  Apr 

71 

AS 

MS-25472G 

5220 

AS 

09  Nov 

72 

CR 

AS 

99 

MS-28077D 

NOTICE  1 

6620 

AS 

11  Dec 

87 

AV 

AS 

L 

MS-18043 

6685 

AS 

11  Apr 

63 

AS 

MS-28018C 

NOTICE  1 

6620 

71 

07  Apr 

86 

AV 

AS 

99 

L 

MIL-G-45811C 

5420 

ME 

14  Aug 

84 

ME 

L 

MIL-G-19053C  (1) 
NOTICE  1  (AS) 

6685 

AS 

18  Nov 

71 

AS 

L 

MIL-G-19804 

NOTICE  1  (AS) 

6685 

AS 

12  Jan 

57 

AS 

l 

MIL-G-19807 

NOTICE  (1) 

6685 

AS 

14  Jan 

57 

AS 

l 

MIL-G-193278 

6685 

AS 

14  Jan 

57 

AS 

NOTICE  1  (AS) 
MS-21319 

EDRS 

ER 

15  Apr 

60 

ER 

AS 

16 

MIL-G-16356D 

6680 

SH 

18  Dec 

87 

ME 

SH 

Mtl-G-36721 

6685 

DM 

22  Oec 

70 

MD 

MS 

03 

MU-G-15353B 

4910 

SH 

28  Apr 

59 

Al 

SH 

99 

MUG-21 1968  (1) 

5210 

Gl 

26  Apr 

77 

Gl 

99 

L 

Mll-G-45653  (2) 

5220 

AR 

08  Jun 

83 

AR 

l 

Mll-G-50962 

NOTICE  1 

1190 

AR 

07  Mor 

86 

AR 

Q  l 

MIL-G-24147  (1) 

4220 

SH 

29  Jul 

87 

SH 

Q  l 

MII-G-152I4E 

4220 

SH 

27  May 

80 

SH 

L 

Mll-G-267628 

5210 

84 

09  Moy 

88 

99 

MIL-G-109448  (3) 

5220 

AR 

19  Feb 

82 

AR 

AS 

99 

1 

MIL-G0  3451B 

5999 

ER 

23  Sep 

66 

ER 

Q 

MIL-G-7601B 

6685 

82 

15  Nov 

82 

AS 

99 

A-A-51004 

6520 

MB 

03  Aug 

85 

MD 

MS 

03 

MU-G-36752A 

6695 

DM 

15  May 

75 

MD 

MS 

03 

MU-G-0036683A 

6695 

DM 

03  Jan 

73 

MD  MS 

03 

MU-G-36683 

6495 

DM 

15  Jul 

70 

MD  MS 

03 

A-.IL  G  72)7  m  ; 

6690 

AS 

2?  Moy 

52 

AV 

AS 

99 

NOTICE-2  (AS) 

MU..G  7818  (1) 

NOTICE  2 

6680 

AS 

29  May 

52 

AV 

AS 

GGG-G-17C 

5210 

•/. 

26  Jun 

87 

INI  AMD  (1) 

MU  G-83989  (1) 

5210 

84 

02  May 

80 

GL 

YD 

99 

MS-90486B 

5220 

AS 

09  Nov 

72 

CR 

AS 

99 

MS-75094 

5220 

CR 

06  Mor 

70 

CR 

EC 

99 

L 

MIL-G-16408B 

6680 

SH 

27  Aug 

53 

SH 

L 

MIL-G-17713D 

6680 

YD 

26  Jul 

88 

YD 
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ALPHABETICAL  LISTING 


TITLE 

Gage,  Liquid  Quanity,  Capacitor  Type  Tranistorlzed,  General  Specification  for . 

Gage,  Liquid  Quantity,  Capacitor  Type,  Installation  And  Calibration  Of. . . 

Gage,  Marking  And  Mortising . . . . 

Gage,  Panel  Mounting  Low  Pressure  Oxygen.... . . . . . . . . 

Goge,  Plug  And  Ring,  Plain  And  Thread  . . . . . . . 

Gage,  Plug  And  Ring,  Thread..... . . . . . . . . . . . . . 

Gage,  Plug,  Plain  Cylindrical,  Not  Go  For  Minor  Diameters  Of  Standard  Classes  3F 
Internal  Thread 

Gage,  Plug,  Plain  Cylindrical  Go . . . . . . . . . . . 


Goge,  Plug,  Plain  Cylindrical  Not  Go 


Gage,  Plug,  Thread  Go  (Class  X)  For  Unified  American  Nationol  Standard  Internal 
Thread 

Goge,  Plug,  Thread  Setting,  Class  W,  For  Go  Gages  Unified  Standord  Classes  2A 
And  3A  And  American  National  Stondord  Class  3  External  Threads 

Gage,  Plug,  Thread  Not  Go  Unified*  American  Nationol  Stondord  Internal  Thread,... 
Goge,  Plug,  Thread,  Setting,  Class  W,  For  lo  (Not  Go),  Gages,  Unified  Stondord 
Classes  2A  And  3A  And  American  National  Standard  Class  3  Externol  Threads 

Gage,  Pressure  (Air),  Boiler . . . . . . . . 

Gage,  Pressure,  Dial  Indicating  . . . . . . . . . . . 

Goge,  Pressure,  Dial  Indicating,  Stainless  Steel  Case . . . . . 

Gage,  Pressure,  Dial  Indicating,  Oxygen,  High  Pressure..., . . . . . 

Gage,  Pressure,  Dial  Indicating,  Hydraulic,  Type  ME&l . . . . . . . 

Gage,  Pressure,  Engine  And  Utility,  2-INCH,  Flange-mounted,  Back  Ports . . . 

Goge,  Pressure,  Dial  Indicating  . . . . . . . 

Gage,  Pressure,  Dial  Indicating,  Manifold  .  .essure,  1075  In.  Mercury,  Type  MB-1 
(Inactive) 

Gage,  Pressure,  Dial  Indicating,  Pneumatic . . . . . 

Gage,  Pressure,  Engine  And  Utility,  2-  Inch,  Flange  Or  Port-mounted,  Bottom  Port.... 
Goge,  Pressure,  Engine  And  Utility,  3*  Inch,  Flange-mounted,  Back  Ports . 

Gage,  Pressure,  Diol  Indicating  . . . . . . . . 

Gage,  Pressure,  Dial  Indicating  Non-ferrous  Case . . . . . . . 

Goge,  Pressure,  Engine  And  Utility  Aircraft . . . . . . . . 

Gage,  Pressure,  Dial  Indicating,  Low-pressure  Oxygen . 

Goge,  Prosthodontic  (Boley)  . . . . . . . 

Gage,  Ring,  Plain,  Go  . . . . . . . . . . . . . . . 


Gage,  Ring,  Plain,  Not  Go 


Goge,  Ring,  Spline  (Go-no-go) . . . . . . . . . . . 

Gage,  Ring,  Threod  Go  (Class  X)  And  Related  Setting  Plug  Goges,  Go  And  Not 
Go  Plain  Plug  Minor  Diameter  Acceptance  Check  Goges  For  Unified  And 
Americon  Nationol  Stondord  Externol  Threads 
Gage,  Ring,  Thread,  Lo  (Not  Go)  And  Related  Thread  Setting  Plug  Gages,  Go  And 
Not  Go  Plain  Plug  Minor  Diameter  Acceptance  Check  Gages  For  Unified  And 
American  Nationol  Standard  External  Threads 

Gage,  Sheet  And  Plate,  Twist  Drill,  Drill  Rod,  And  Wire...... . . . . . . 

Gage,  Single  1  Inch  Dial,  Pneumatic  Pressure  . . . . . . 

Gage,  Snap,  Adjustable,  Dial  Indicating........ . . . . . 

Gage,  Snap,  Plain  Adjustable  . . . . . . . . . . . 

Gage,  Snap,  Thread  Roll . . . . . . . . . . . . 

Gage,  Stylus,  Flushness  For  100  Degrees  Countersunk  Flush  Fasteners  •  Mar  62 
W/dod  Exceptions 

Gage,  Surface  Plate  Flatness  Checking . . . . . . . . . 

Goge,  Tank  Liquid  Level  (Static-HEAD) . . 

Gage,  Thickness,  Diol  Indicating..... . . . . . . . . . . 

Gage,  Tire  Pressure,  Self  Contained  And  Inflotor  Gage,  Pneumatic  Tire . . 

Gage,  Tire  Pressure,  Low  Pressure  Type........ . . . . . . . . 

Gage,  Tire  Pressure,  Heovy-duly,  General  Service,  Short  Extension,  Single-chuck 
Foot 

Gage,  Tire  Pressure,  Air  &  Liquid  Type . . . . . . . . 

Gage,  Tire  Pressure,  General  Service,  High  Pressure  Type......... . . . . . . 

Goge,  Tire  Pressure,  Heavy  Duty,  Generol  Service,  Long  Extension,  Duol-chuck  Foot 

Gage,  Tire  Pressure,  Precision  Type, . . . . . . . . . . 

Gage,  Unit,  Engine,  With  Electric  Thermometer  (Asg) . . . . . . 

Gage,  Wheel  Alignment . . . . . . . . . 

Gage,  Wrench  Opening . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MH.-G-26988C  (1) 
NOTICE  1 

4480 

11 

30  Sep 

88 

AV 

AS 

11 

MIL-G-7940C 

NOTICE  1 

4480 

11 

30  Sep 

88 

AV 

AS 

11 

GGG-G-31A 

5210 

t 

09  Dec 

64 

AN6021 

4485 

82 

09  Dec 

88 

AS 

99 

REV  5 

GGG-G-61 

5220 

/AR 

23  Aug 

32 

l 

MIL-G-45654  (3) 

5220 

AR 

23  Aug 

84 

AR 

MIL-STD-134B 

5220 

AR 

15  Mar 

63 

AR 

OS 

MIL-STD-110A 

NOTICE  4 

5220 

AR 

17  Sep 

62 

AR 

OS 

99 

17  SEP  1942 
MIL-STD-111A 

NOTICE  3 

5220 

AR 

17  Sep 

62 

AR 

OS 

99 

17  SEP  1942 
MIL-STD-114C 

NOTICE  1 

28  AUG  44 

5220 

AR 

28  Aug 

64 

AR 

OS 

99 

MIL-STD-273B 

NOTICE  1 

28  AUG  1944 

5220 

AR 

26  Aug 

64 

AR 

OS 

99 

MIL-STD-11SB 

5220 

AR 

15  Mar 

63 

AR 

OS 

99 

MIL-STD-274B 

NOTICE  1 

28  AUG  1944 

5220 

AR 

28  Aug 

64 

AR 

OS 

99 

L 

MIL-G-17489B  (1) 

4485 

SH 

21  Sep 

61 

SH 

AN4024 

REV  4 

4485 

82 

28  Oct 

70 

AV 

A5 

99 

l 

MS-17856A 

4485 

AS 

15  Oct 

63 

AS 

L 

MIL-G-23676  (2) 

4485 

AS 

09  Aug 

78 

AS 

Ql 

MIL-G-25308B  (2) 

4485 

82 

21  Oct 

74 

99 

MS-28041D 

6420 

AS 

17  Apr 

79 

AV 

AS 

99 

l 

MIL-G-23337  (3) 

6685 

AS 

15  May 

65 

AS 

99 

l 

MII-G-8360A  (1) 

6420 

71 

15  Feb 

84 

99 

QL 

MIL-G-25867C 

6685 

82 

03  May 

79 

99 

MS-28063A 

6620 

AS 

13  Aug 

59 

AS 

MS-280448 

NOTICE  1 

6620 

AS 

11  Dec 

87 

AV 

AS 

99 

Q 

M1L-G-8170D  (1) 

6620 

71 

27  May 

88 

AS 

99 

l 

MS-17857C 

6685 

71 

31  Oct 

83 

AS 

99 

Q 

MIL-G-7734C 

6685 

AS 

16  Nov 

81 

AV 

AS 

99 

MIL-G-6019C  (2) 

6685 

82 

29  Jun 

78 

AV 

AS 

99 

A-A-53028 

6520 

MB 

06  Jul 

87 

MD 

MS 

03 

M1L-STD-112A 
NOTICE  4 

28  AUG  44 

5220 

AR 

28  Aug 

64 

AR 

OS 

99 

MIL-STD-113A 
NOTICE  3 

5220 

AR 

17  Sep 

62 

AR 

OS 

99 

17  SEP  1942 
MS-90404 

5220 

AS 

06  Jun 

67 

AR 

AS 

99 

M1L-STD-114B 

5220 

AR 

15  Mar 

63 

AR 

SH 

99 

MIL-STD-117B 

5220 

AR 

15  Mor 

63 

AR 

OS 

GG-G-86C 

5210 

1 

15  Jc.n 

87 

L 

MS-24478B 

NOTICE  1 

4485 

82 

09  Dec 

83 

99 

L 

MIL-G-87955A 

5220 

84 

16  Sep 

83 

99 

Mll-STD-1 18 

NOTICE  2 

5220 

AR 

01  Nov 

62 

AR 

OS 
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5220 

AR 
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14  Jun 

74 

AV 
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84 
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74 

Op 
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SH 

29  Oct 
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MO  SH 

A-A-51283 
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19  Dec 

86 

MD 

MS 

03 
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15  Dec 

72 

Al 

VD 

99 

A-A-1724 

4910 

• 

30  May 

81 

A-A-1725 

4910 

t 

30  May 

81 

A-A-173) 

4910 

1 

30  May 

81 

A-A-1732 

4910 

l 

30  May 

81 

A-A-1726 

4910 

t 

30  May 

81 

A-A-1710 

4910 

t 

30  May 

81 

L 

MS-28043A 

6620 

AS 

16  Aug 

63 

AS 

99 

A-A-2293 

5210 

/ 

15  May 

84 

Gl 

YD 

FED-STD-346C 

5220 

t 

28  Apr 

76 

340 


ALPHABETICAL  LISTING 


TITLE 

<joge,  100  Deg.,  Flat  Head  Fluihness  *  Dec  61  W/dod  Exceptions . . 

Gage,  100  Deg.,  Flat  Head  Stylus  -  Mar  53  W/dod  Exceptions . . . . 

Gages  &  Gaging  For  Metric  M  Screw  Threads  -  25  May  1984 . 

Gages  i.  Gaging  Tor  M&j  Series  Metric  Screw  Threads  *  26  Sept  1985  . . 

Gages  &  Gaging  For  Unified  Inch  Screw  Threads  *  16  May  S3,.. . . . . 

Gages  And  Gog*ng  For  Unified  Inch  Screw  Threods  •  16  May  1983..,. . . . 

Gages,  Inspection  For  MS23C02  Crimping  Dies  (For  Use  With  MS25036  Insulated 
Terminals 

Gages,  Pins  8.  Collar  Inspection,  Swage  Locking  » 7  Dec  84  W/DOD  Exceptions . 

Gages,  Pins  And  Collar  Inspection  Swage  Locking  ■  26  Apr  82  W/DOD  Exceptions 

Gages,  Pressure  And  Gages  Compound,  Pressure  And  Vacuum,  Dial  Indicating, 

Panel  Mounted,  2  1/2  Inch  Dial  Size,  Refrigerant  R 12  And  R22 
Gages,  P'essure,  Dial  Indicating,  Panel  Mounted,  Refrigerant  12  (Inactive,  Use  Ms 
27900) 

Gaging,  General  Principles  Of...... . . . . . 

Gomma  Or  X  Radiation,  Absorbed  Dose  From  -  24  Nov  78 . . . . . 

Gantries,  Hoist,  Portable  (Shop  Type).... . . . . . 

Garbage  Disposal  Mach:ne,  Commercial  And  Household . . . . . . 

Garbage  Disposal  Machines,  Commercial,  Verticol  Type,  Naval  Shipboard  And 
Submarine  Applications 

Garbage  Disposo1  Machine,  Commercial  . . . . . . . . 

Garbage  Disposers,  Household.. . . . . . . . . 

Gas  Chromatogrophy,  Purity  Of  Methyl  Ethyl  Ketone  By,  Standard  Test  Method  For 
•  27  Apr  1984 

Gas  Chromatography  Method  For  Determination  Of  Trace  Chlorinated  Solvents  In 
Hydraulic  fluid 

Gas  Generator  Assembly . . . . . . . . . . . . 

Gas  Mask . . . . . . . . . . . . . . . . . 

Gas  Shielaed  Arc  Welding,  Safe  Practice  For  •  1966  . . . . . . . . 

Gas  Turbine  Engine  Transient  Performance  Presentation  For  Digital  Computer 
Programs  *  Jun  72 

Gas  Turbine  Engine  Steady  State  Pepformance  Presentation  For  Digital  Computer 
Ppogroms  ■  1  Oct  82 

Gas,  Pressurized,  Sampling,  For  Gas  Anolysis,  Standard  Method  for  -  27  Nov  73.... 
Gases,  Calibrating,  And  Mixtures,  General  Specification  For... . . . . . 

Gases,  Calibrating,  And  Mixtures,  Oxygen  (5%)  In  Nitrogen  Mixture  . . . 

Gases,  Calibrating,  And  Mixtures,  80%  Nitrogen,  10%  Helium,  10%  Oxygen . . 

Goseting  Materiol,  Conductive,  Shielding  ,gasket.  Electrical,  EM1/RFI,  Elastomer, 
Connector  Flange  Mount 

Gasket . . . . . 

Gasket  (Asbestos)  . . . . . . . . . . . . . 

Gasket  &  Circular  Formation  Light  Cover . . . 

Gasket  &  Common,  Tail  Position  Light . . . 

Gasket  &  Metol  Tube  Connection  Seal  . . . . . . . . . 

Gasket  &  Upward  Recognition  Light  Cover  . . . . . . 

Gasket  ■  Adapter  Locking  Flange,  Pressure  Fuel  Servicing  (Asg) . 

Gasket  •  Airport  Marker  Light  Base........ . . . . . . . . 

Gasket  --  Engine  Accessory  Drive . . . . . . . . . 

Gosket  •  h,draullc  Replaceable  Reservoir  Type  Filter  Element.. . 

Gasket  •  Metal  During,  .062  Tuba  X  .010  Woll  Silver  Plated................ . 

Gasket  *  Metol  ^'-ring,  .035  Tube  X  .006  Wall,  Silver  Plated . 

Gosket  *  Metal  O-ring,  .062  Tube  X  .006  Woll,  Silver  Plated . . . 

Gosket  ■  Metol  O-fing,  .094  Tube  X  .006  Wall,  Silver  Plated  . . . . . . . . 

Gasket  -  Metal  0*r!ng,  .094  Tube  X  .010  Wall,  Silver  Plated  . . . . 

Gasket  •  Metol  O-ring,  .125  Tube  X  .010  Woll,:Silver  Plated  . . 

Gasket  ■  Meto1  O-ring,  ^35  Tube  X  .006  Mo'l,  Cres  . . . 

Gosket  -  Metal  O-ring,  062  Tube  X  .006  Will,- Cres  . . . . 

Gasket  -  Metol  0-RING,  .062  Tube  X  .0)0  Woll,  Cres  (Asg) . 

Gasket  •  Metol  0-RING,  .094  Tube  X  .010  Wall,  Cres  (Asg) . . . . . ..... 

Gosket  *  Metol  0-RING,  .125  Tube  X  .0M  Wall,  Cres  (Asg) . 

Gasket  -  Swivel  Fitting,  Flanged  (No tier  2). . . . . . . . . 

Gasket  -  Type  X  Or  Xv  Engine  Accessory. Drive...... . . . . . . . 

Gasket  *  Type  Xii,  Xiv-o,  Xiv-b,  Xiv-e,  Xvii-o  And  Xvii-b  Engine  Accessory  Drive........ 

/asket  •  Type  Xiii  Engine  Accessory  Drive..,.. . . . . . . . 

Gasket  -  Type  Xiv-c  And  Xb-d  Engine  Accessory  Drive  . . . . 

Gasket  -  Type  Xvi,  Xvii  c,  >d,  *c  And  -f  Engine  Accessory  Drive  . . . 

Gasket  -  Type  Xx  Engine  Accessory  Drive  . . . . . . . . 

Gasket  •  Type  XIX  Engine  Accessory  Drive  (Inactive  3-17*72) . . . 

Gasket  -metol  0-RING,  .094  Tube  X  .006  Wall,  Cres  (Asg) . . . . . 

Gasket  And  Pocking  Material,  Oil  Resistant  Rubber,  Access  Hull  Applications... . . 
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83 
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11 
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6685 

Gl 
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85 

GL 
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Gl 
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75 

Gl 
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M1L-STD-1452 

5220 

AR 

08  Dec 

70 
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AS 

99 

ASTM  E 666-78 

59GP 

ES 

1)  Jun 

80 

ER 

EC 

17 

M1L-G-28673B 
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YD 
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87 

YD 

99 

MIL-G-15840C  (3) 

4540 

GL 

30  Sep 

76 

Gl 

YD 

99 

MIL-G-24123A 

4540 

SH 

02  Aug 

65 

SH 

A-A-50012 

4540 

•GL 

28  Oct 

81 

YD 

99 

OO-G-15133 

4540 

t 

19  Aug 

76 

ASTM  02804-84 

6810 

EA 

04  Feb 

87 

EA 

68 

MIL-STD-1844 

9150 

68 

30  Mor 

84 

68 

MIL-G-63386  (2) 

1345 

AR 
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88 

AR 

NOTICE  1 
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4240 

EA 
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68 

EA 

YD 

99 
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34GP 

84 

08  Jun 

72 

AR 

SH 

99 
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88 
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AS 

11 

AS  681D-82 

2840 

20 

27  Jul 

83 

MR 

AS 

20 

ASTM  F 307-73 

6830 

68 

01  Feb 

79 

68 

MIL-G-83794  (1) 

6830 

68 

06  Oct 

88 

68 

NOTICE  1 

MIL-G-83794/4 

6830 

68 

25  Jun 

76 

68 

NOTICE  1 
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6830 

68 

11  Jun 

85 

68 

MIL-G-83528/4A 

5999 

85 

09  Sep 

88 

ER 

EC 
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MIL-G-50960 

1195 

AR 
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86 

AR 

NOTICE  1 

A-A-1187 

5330 

•IS 

29  Sep 

81 

MR 

SH 

85 

AN887 

5330 

AS 
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51 

AS 

99 

REV  1 

AN3119 
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AS 

31  Jon 

51 

AS 

99 

REV  2 

AN901 

5330 

AS 

11  Jun 

68 

AV 

AS 

99 

REV  8 
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5330 

AS 

30  Apr 
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AV 

AS 

99 

REV  1 
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5330 

AS 

28  Jul 

53 

AS 

99 
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5330 

82 

06  Oct 

71 

ME 

AS 

99 

MS-9377A 

2995 

AS 
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63 

AS 

11 

AN6238 

1650 

AS 

25  Nov 

53 

AV 

AS 

99 

REV  3 

MS-9373A 

5330 

AS 

20  Jon 

67 

AS 

11 

MS-9371A 

5330 

AS 

20  Jon 

67 

AS 

11 

MS-9372A 

5330 

AS 

20  Jan 

67 

AS 

11 

MS-9374A 

5330 

AS 

20  Jon 

67 

AS 

11 

MS-9375A 

5330 

AS 

20  Jon 

67 

AS 

11 

MS-9376A 

5330 

AS 

20  Jon 

67 

AS 

11 

MS-9141 

5330 

AS 

29  Feb 
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AS 

11 

MS-9142A 

5330 

AS 

23  Jon 

67 

AS 

11 

MS-9202A 

5330 

AS 

23  Jon 

67 

AS 

11 

MS-9204A 

5330 

AS 

23  Jon 

67 

AS 

11 

MS-9205A 

5330 

AS 

23  Jon 

67 

AS 

11 

AN763 

4730 

AS 

06  Aug 

52 

AS 

99 

REV  1 

MS-9134 

2995 
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22  Jun 
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11 
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2995 

AS 
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AV 

AS 

11 
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2995 

AS 
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1) 
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2995 
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11 
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2995 
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MS-9144A 

1610 

AS 

15  Jon 

62 

AS 

11 
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5330 

SH 

24  Jon 

64 
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ALPHABETICAL  LISTING 


TITLE 

Gasket  And  Packing  Material,  Rubber,  For  Use  With  Polar  Fluids,  Steam,  And  Air 
At  Moderately  High  Temperatures 

Gasket  For  Ballistic  Doors  &  Hatches.. . . . . . . . . 

Goiiet  Material,  Creep  Relaxation  Of  •  24  Jun  1988 . . . . . . 

Gasket  Material,  Conductive,  Shielding  Gasket,  Electronic,  Elastomer,  Electrical, 
Esmi/srfi,  Rectangular,  D-cross  Section 

Gasket  Material,  General  Purpose,  Rubber  Sheets,  Strips,  And  Special  Shapes  . . 

Gasket  Material,  Wool  Fell,  Impregnated,  Adhesive,  Pressure-sensitive . . . 

Gasket  Material,  Synthetic  Rubber  (For  Bolted  Steel  Tanks) . . . 

Gasket  Material,  Synthetic  Rubber,  50  And  65  Durometer  Hardness. . . . 

Gasket  Material,  Non-metolic.... . . . . . . . . . . 

Gasket  Materials  Seolability  -  8  Aug  87  . . . . . . . 

Gasket  Materials,  Fluid  Resistance  Of  -  27  Jan  84  . . . . . . . . . . 

Gasket  Materials  Containing  Asbestos  Or  Cork  Flexibility  Of  ■  1  Aug  1980 
(Reopproved  1985 

Gasket  Materials(nonmetollic)  . . . . . . . . . . 

Gasket  Materials  To  Metal  Surfaces,  Adhesion  Of  ■  27  Jon  84  . . . . . 

Gasket  Materials.  Sealobilily  Of  •  30  Dec  88  . . . . . . 

Gasket  Materials,  Nan-metallic,  Flexibility  Of  14  Oct  87  . . . 

Gasket  Materials  Scalobility  Of  Standard  Test  Method  For  2  Oct  1987.................... 

Gasket  Materials,  Nonmetoilic,  Tension  Testinc  Of  •  25  July  1986  . . . . 

"asket  Moferols,  Nonmetallic  -  24  Jun  1988  . . . . . . . . 

Gasket  Materials,  Nonmetallic,  Classification  System  For  •  27  February  1978 . . 

Gasket  Non  Metallic,  Synthetic  Rubber . . . . . . . 

Gosket&copper,  Filter,  Fluid,  Pressure,  Automotive  Fuel . . . . . . . . 

Gasket-spark  Plug  . . . . . . . . . . . 

Gasket,  (O)  Ring  Hydraulic  (Inactive  After  July  13  1981  Us**  MS28775)  . 

Gasket,  (Rectongulor,  For  Use  With  Waveguide  Flange) . . . . 

Gasket,  Aluminum-asbestos,  Annular  . . . . . . . . . 

Gasket,  Asbestos  MetoUic  Cover,  Rubber  Core . . . . . . . 

Gasket,  Asbestos  Metallic  Cloth . . . . . . . . . . . . 

Gasket,  Cap,  Outlet  Fitting,  Booster  Pump  . . . . 

Gasket,  Combination  Of  Metal  And  Asbestos . . . . . 

Gasket,  Conductive,  Electric  Connector,  Jam  Nut  Mount . . . . . . 

Gasket,  Coupling  Half,  Quick  Disconnect,  Cam&locking  Type  . . 

Gasket,  Cylinder  liner  Seal,  Synthetic-rubber . . . . . 

Gasket,  Filter,  Fluid,  Pressure  And  Strainer,  Sediment,  Automotive,  Fuel.. . . . . 

Gasket,  Filter,  Fluid,  Pressure . . . . . . . . . . . 

Gasket,  Flange  Mount,  Connector,  Electric... . . . 

Gasket,  Fuselage  Light  &  Cover  Screw  . . . . . . 

Gasket,  Heat  Exchonger,  Various  Cross  Section  Ring,  Synthetic  Rubber . . . 

Gasket,  Lock  Strip  •  24  Sep  76  (Reapproved  1982) . . . 

Gasket,  Metollic&encosed,  Annular,  Copper  And  Asbestos  . . . . . 

Gasket,  Metallic  Asbestos,  Spiral  Wound  (roroSA  Commercial  Flanged  Joints  In 
Piping  Systems) 

Gasket,  MetoUic  Asbestos,  Spiral  Wound,  For  Sailers . . . . . . 

Gasket,  MetoUic  Asbestos,  Spiral  Wound  . . . . . . . . . 

Gasket,  Metallic  Encased . . . . . . . . 

Gasket,  Metallic,  Boiler,  Economizer  And  Superheater  Hondhofe . . . 

Gasket,  MetoUic  Asbestos,  Spiral  Wound  (For  Navy  Flonged  Joints  In  Piping 
Systems) 

Gosknt,  Rubber  . . . . . . . . — ........... 

Gasket,  Rubber,  Fluid  Resistant,  Oils,  Synthetic  Oils,  And  Fuels  (Mines  65  To  Plus 
400  Deg.  F)  Mold  In  Groove 

Gasket,  Rubber,  Synthetic . . . . . . . . . . . 

Gasket,  Rubber,  Synthetic . . . . . . 

Gasket,  Series  Lc  Connectors........ . . . . . . . 

Gasket,  Sheet,  Non-asbestos . . . . . . . . 

Gasket,  Sheet,  Refrigeration,  Non-osbestos . . . . . . 

Gasket,  Shielding,  Electronic  Oriented  Wires  Embedded  In  Silicone  Rubber,  Pressure 
Seal 

Gasket,  Spark  Plug  Nonoircraft . . . . . . . . . 

Gasket,  Synthetic  Rubber,  Reinforced  (For  Drydock  Coissons),.. . . . . 

Gasket,  Synthetic  Rubber,  Oil  Resistant,  Slide  Valve  (For  21  Inch  Submerged 
Torpedo  Tubes) 

Gasket,  Synthetic  Rubber,  Cop,  Fuel  Tonk . . . . . . . . . . . . . . 

Gasket,  Type  Xi  Engine  Accessory  Drive . . . . 

Gasket,  Waveguide  Flange  General  Specification  For . . . . . . 

Gasket,  Waveguide  Flange  (Cover) . . . . . . . 

Gasket,  Wo-  „  de  Flange  (Flat  Face).... . . . . . . . . . . 

Gasket'  ^-Material,  Conductive,  Elostomer,  Electrical,  Eml/rfi,  Hollow  D-STRIP.,.....,.. 

Gasketing  Material,  Conductive,  Elostomer,  Electrical,  EMI/RFI,  Hollow  P-stnp„, . 

Gosketing  Material/  Conductive,  Shielding  Gasket,  Electrical,  Esmi/RFI  O-ring  Non 
Standard 
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5330 

MR 
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AS 
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MR 

11  Jul 

84 
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SH 
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SH 
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•SH 
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88 

MR 

SH 
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MS-29537 

5330 

82 

22  Jun 
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AS 

99 
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AT 
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MS-27030D 
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ME 
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99 
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Mll-G-215698 
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SH 
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65 

SH 

MS-51091B 

2910 

AT 
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67 

AT 
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79 
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SH 

99 

MS-90484B 
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AS 

05  Jun 

70 
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AS 

85 
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AS 
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SH 
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SH 
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5330 
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80 
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63 
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SH 

99 

MIL-G-21032D 

5330 

SH 
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72 

SH 

99 

Q  L 

MIL-G-15342D 
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SH 

05  Jun 

76 

SH 
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MH-G-0021032E  (2) 
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SH 
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79 

SH 

HH-G-101D  (1) 

NOTICE 
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TITLE 

Gaikeling  Material,  Conductive,  Elastomer,  Electrical,  EMI/RFI,  Solid  Rectangular 
Strips 

Gasketing  Material,  Conductive,  Elastomer,  Electrical,  EMI/RFI,  Channel  Strips . . 

Gasketing  Materiol,  Conductive,  Elastomer,  Electrical,  EMI/RFI,  Hollow  O-STRIPS  .... 
Gasketing  Materiol,  Conductive,  Shielding  Gasket,  Electronic,  Elastomer,  Electrical, 
Esmi/srri,  Flat  Circular  Washers 

Gasketing  Materiol,  Conductive,  Shielding  Gasket,  Electronic,  Elostomer,  Electrical, 
Emi/rfi,  D-cross  Section  Waveguide 

Gasketing  Material,  Conductive,  Shielding  Gasket,  Electronic,  Elastoner,  Emi/rfi  . 

Gasketing,  Rf  And  Pressure  . . . . . . . 

Gaskets.  Pori.of  Rf  Coaxial  Connectors,(incctive)  . . . . 

Gaskets,  Ring-joint,  And  Grooves  For  Steel  Pipe  Flanges  ■  11  Sept  1973 . . . 

Gaskets,  Rubber-sheet,  Standard  Specification  For  •  26  Apr  85  . . 

Gaskets,  Rubber,  For  Cast  Iron  Soil  Pipe  Andfittings,  Standard  Specification  For  - 
29  Apr  88 

Gasohol,  Automotive,  Leaded  Or  Unleaded . . . . . . . 

Gasoline  (Induction  Period  Method)  Oxidation  otabilily  Of  •  29  Aug  1980  . . 

Gasoline  Automotive  •  28  Oct  83  . . . . . . . . . 

Gasoline,  Automotive,  Leaded  Or  Unleaded....... . . . . . . 

Gosoline,  Automotive,  Combat,  Referee  Grade  . . . . 

Gasoline,  Automotive,  Combat . . . . . 

Gasoline,  Aviation,  Grades  80/87,  100/130,  115/145 . . . 

Gosoline,  Keroslne,  Aviation  Turbine,  And  Distillate  Fuels  (Potentiometric  Method), 
Mercaptan  Sulfur  In  -  28  Dct  83 

Gasoline,  Trace  Amounts  Of  Lead  In  •  27  Aug  82........ . . . 

Gasoline,  Vapor  Liquid  Ratio  Of  *  27  Aug  82... . . . . 

Gasolines,  Aviation  •  25  Mar  83  . . . . . . . . . 

Gasolines,  Olefin  Free,  By  Silica  Gel  Absorption,  Aromatic  Hydrocarbons  •  28  Oct 
83 

Gate  Circuit,  Multiple  Board  Assembly  -  Upper  9342753 . . . . . 

Gate  Circuit,  Multiple,  Board  Assembly-lower.  10548550  . . . 

Gate  If.  10548649  . . . 

Gate  Transmit,  Board  B.  10549207  . . . 

Gate  Valves,  Cast  Iron,  Flanged  &  Threaded  Ends  •  1984 . . . . . 

Gate,  Blast,  Low  Pressure,  Sheet  Metal  Pipe  Systems . 

Gate,  l-f  Board  Assembly  ~  Upper,  10548656 . 

Gate,  I-f  Board  Assembly-  Lower.  10548654 . 

Gate,  Multiple,  Circuit,  10548325  . . . 

Gate,  Transmit  Board  .  10549205 . . . . . . . 

Gauge,  Differential,  Dial  Indicating . . . . . . 

Gauge,  Pressure  Indicating  Dial  Type  Elastic  Element  -  31  Dec  80.. . 

Gauge,  Pressure  Indicating  Diol  Type,  Elastic  Element  (Metric)  •  15  Jan  79  . . . . 

Gauge,  Pressure,  Dial  Indicating . . . . . . . . . . 

Gouges  •  Pressure,  Indicating  Dial  Type  •  Elastic  Element  •  15  Oct  1986  . 

Gauze,  Absorbent,  Compressed . . . 

Gauze,  Absorbent,  Sterile  And  Gauze,  Absorbent,  Iodoform  Impregnated  (Packing 
Strips) 

Gauze,  Absorbent  . . . . . . . . . . . 

Gauze,  Absorbent  (Nonsterile) . . . . . 

Gauze,  Absorbent,  Iodoform  Impregnated . . . . . . 

Gauze,  Oil  Emulsion  Impregnated  . . . 

Gouze,  Ointment  Impregnated . . . . . . 

Gauze,  Petrolatum  Impregnated. . . . . . . . . . 

Gazetteers  (Bosed  On  NATO  STANAG  2213)  (ABCA  545)  (Re!  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Gazetteers  (Ed.  No.  3)  . . . . 

Gear  &  Spline  Drawing  Standards  •  Part  2,  Bevel  &  Hypoid  Gears  •  1978 
(Reapproved  84) 

Gear  Assembly,  Propulsion  (Navol  Shipboard  Use) . . . . . . 

Gear  Bevel,  Inspection  Of . . . . . . . . . . . 

Gear  Classification  And  Inspection  Handbook-toleronce  And  Measuring  Methods  For 
Unassembled  And  Helical  Gears  (Including  Metric  Equivalents)  Morch  1988 
Gear  Drawing  Standards  Part  1  For  Spur,  Helical,  Double  Helical  &  Rack  -  2  Feb 
71 

Gear  Hendbcck  Geer Ostsiflce rice.  Materials  A1'*.'  Meosvring-M*thod*  For  B*vel, 
Hypoid, fine  Pitch  Wormgeoringond  Rocks  Only  As  Unassembled  Gears  •  Mar  80 
Gear  Teeth,  Spur  And  Helical  Involute,  Agma  Stondord  For  Rating  The  Pitting 
Resistance  And  Bending  Strength  Of*  Dec  82 

Gear,  Oil  M6A  IE  I.......................... . . . . . . . . . . 

Gearbox,  Aircraft  Accessory  Drive,  Generol  Specification  For  (Asg) . . 

Geors,  Bevel  &  Spur,  Requirements  For . .  . . . . . 

Gears,  Spur,  Coorse-pitch  Involute,  Tooth  Proportions  For  -  68R74................ . 

Gelling  Units,  Fuel  Mark  1,  Mod  0  And  Mod  1 . . . . 

Gemfibrozil  Capsules,  USP . . . . . . . 

General  Application  Guidance  On  The  Use  Of  ARMP-1  . . . . . ......... 

Generol  Characteristics  Of  Aircrew  Personal  locator  Beacons...... . . . . . . 

Generol  Contact  Layout  For  Type  Hi  Base  Plate  Connector  (200  Grid) . . .......... 
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ALPHABETICAL  LISTING 


TITLE 

General  Critera  &  Common  Procedures  For  Seakeeping  Performance  Assessment  Ed 
2  Other  Than  Ood  Refer  To  Comnavseasyscom  Code  55W3,  Wash,  Dc  20362 
Note:  ANEP05  Fast  Patrol  Boat  Ed  1  Supl  1  To  Stanag  H154 

G-nera!  Description  Of  The  Federal  Information  Processing  Stondords  Register  . . 

General  Design  Criteria  For  Handling  Equipment  Associated  With  Weapons  & 

Related  Items 

General  Drawing  Practice  (ABCA-253)  . . . . . . . . 

General  Notes  For  Standard  Electrical  Drawings . . . . . . . . 

General  Principles  Of  Gauging  . . . . . . . . . . . . 

General  Purpose  Soldering  Requirements  For  Electrical  &  Electronic  Equipment.... . 

General  Purpose  Vented  Nickel  Cadmium  Batteries  (ABCA-314) . . . . 

General  Quality  Assurance  Provisions  for  Proximity  Fuzes  And  Related  Components 

General  Requirements  For  Maintainability  Of  Avionic  &  Electronic  Systems  & 
Equipment 

General  Requirements  For  Flat  Rolled  Stainless  &  Heat  Resisting  Steel  Plate.  Sheet 
&  Strip  *  26  Aug  1988 

General  Requirements  For  Steel  Plates  For  Pressure  Vessels  -  29  Jul  83  . . 

General  Rules  Concerning  The  Transport  Of  Loads  By  Helicopter  . . 

General  Rules  Covering  The  Transport  Of  loads  By  Helicoper  (CHG-2  •  Dtd  2*12*86 
General  Security  Requirements  For  Equipment  Using  The  Data  Encryption  Stondord.. 
General  Specifications  For  Projections  Required  For  Nautical  Charts  For  Polar 
Regions  &  The  Higher  latitudes  ted  3  W/omd  1) 

General  Specifications  For  Non-sub  Contact  Charts  (Ed  1)  Request  Other  Than  Dod 
Must  Be  Sent  Via  Hq  Usaf/xoxx(iso),  Wash,  Dc  20330*5058 
General  Suppression  System  Design  Requirements  For  Portable  Electric  Hand  Tools .. 
Generating  And  Charging  Plant,  Oxygen-nitrogen,  Skid-mounted,  A/E26A-8  And 
A/E26A-20 

Generating  And  Charging  Plont,  5  Ton  Per  Day  Capacity,  Skid  Mounted. . . . 

Generating  Plant,  Oxygen-nitrogen,  Trailer  Mounted  A/M  26U-1  . . . 

Generating  System,  Alternator,  Rectifier  60  Or  25  Amperes,  28  Volfs  . . . 

Generating  System,  25  KVA,  400  Hertz,  Alternating  Current,  Integrally  Excited, 
Brushless 

Generator  And  Starter  Generator,  Electric  Direct  Current,  Nominal  30  Volts, 

Aircraft  Generol  Specification 

Generator  Control  Indicator  SG*1 18,/AST-4(V)  . . . . . 

Generator  Pulse  Assembly,  10556650  . . . . 

Generator  Set,  Diesel  Engine,  Alternating  Current  For  Facilities  Construction,  10  KW 
Thru  500  KW  (Not  Slocked) 

Generator  Set,  Diesel  Engine  Alternating  Current  (Novol  Submarine  Use) . . . 

Generator  Set,  Diesel  Engine,  750  Kw,  50/60  Hertz,  Prime,  Utility.... . 

Generator  Set,  Diesel  Engine,  100  Kw,  120-VOLT  D.c.,  1800  R.p.m,  . . . 

Generator  Set,  Diesel  Engine  60  KW,  450  Volt  A.C.  60  Cycle,  1800R.P.M.  Inactive 
For  New  Design 

Generator  Set,  Diesel  Engine,  100  KW,  450-VOLT  A.C.,  60-CYCLE,  1800  R.P.M. 
(Inactive  For  New  Design) 

Generator  Set,  Diesel  Engine,  TR58/G . . . . . . . . 

Generator  Set,  Diesel  Engine  250  KW,  Alternating  Current  (Inactive  For  New 
Design) 

Generator  Set,  Diesel  Engine,  Direct*  And  Alternating-current,  (Naval  Shipboard 
Use) 

Generator  Set,  Diesel  Engine,  450  Volt,  60  HZ  AC,  Single  And  Twin  Engine  Driven, 
Naval  Shipboord 

Generator  Set,  Diesel  Engine,  Trailer  Mounted  15  Kw,  50/60  Hertz,  PU-405  A/M.... 
Generator  Set,  Diesel  Engine,  Stationery,  Alternating  Current,  30  Through  500  KW 
(For  floating  Drydocks) 

Generator  Set,  Diesel  Engine  Driven,  10  KW,  400  Hertz,  Tactical,  Utility . 

Generator  Set,  Diesel  Engine  Driven,  30  Kilowatt,  400  Hertz,  Precise,  (Tactical)  ...... 

Generator  Set,  Diesel  Engine  Driven,  60  Kilowatt,  50/60  Hertz,  Precise,  (Tactical).... 

Generator  Set,  Diesel  Engine  Driven,  60  Kilowatt,  50/60  Hertz,  Utility  (Tactical) . 

Generator  Set,  Diesel  Engine  Driven,  60  Kilowatt,  400  Hertz,  Precise,  (Tocticol)  . 

Generator  Set,  Diesel  Engine  Driven,  100  Kilowatt,  50/60  Hertz,  Precise,  (Tactical).. 
Generator  Set,  Diesel  Engine  Driven,  100  Kilowatt,  50/60  Hertz,  Utility  (Tactical).... 

Generator  Set,  Diesel  Engine,  Trailer  Mounted  60  Kw,  50/60  Hertz,  PU-650B/G . 

Generator  Set,  Diesel  Engine,  Trainer  Mounted,  60  Kw,  400  Hertz,  PU-707/M  . . 

Generator  Set,  Diesel  Engine,  Trailer  Mounted  15  Kw,  400  Hertz,  PU*732/M  . . 

Cc-itSrofuf  Sef,  Diesel  engine.  Trailer  Mounted  30  Kw,  50/60  Hortz,  PU-4U6B/M . 

Generator  Sef,  Diesel  Engine,  Trailer  Mounted  30  Kw,  400  Hertz,  PU760/M  . . 

Generator  Set,  Diesel  Engine  Driven,  100  Kilowatt,  400  Hertz,  Precise,  (Tactical)  .... 
Generator  Set,  Diesel  Engine  Driven,  200  Kilowatt,  50/60  Hertz,  Precise,  (Tactical).. 

Generator  Set,  Diesel  Engine,  500  Kw  50/60  Hertz,  Tactical  Utility  . . 

Generator  Set,  Diesel  Engine  Driven,  15  Kilowatt,  50/60  Hertz,  Precise,  (Tactical).... 

Generator  Sef,  Diesel  Engine  Driven,  15  Kilowatt,  50/60  Hertz,  Utility  (Tactical) . 

Generator  Set,  Diesel  Engine  Driven,  200  Kilowatt,  50/60  Hertz,  Utility  (Tactical)..., 

Generator  Set,  Diesel  Engine  Driven,  15  Kilowatt,  400  Hertz,  Precise,  (Tactical)  . 

Generator  Sef,  Diesel  Engine  Driven,  30  Kilowatt,  50/60  Hertz,  Precise,  (Tactical),,.. 
Generator  Set,  Diesel  Engine  Driven,  30  Kilowatt,  50/60  Hertz,  Utility  (Tactical) ...... 

Generator  Set,  Diesel  Engine,  Trailer  Mounted  60  Kw,  400  Hertz,  PU*70 7  A/M... . 

Generator  Sef,  Diesel  Engine  Driven  5  KW,  60  Hertz  &  10  KW,  60  &  400  Hef!z 
Tactical,  Utility,  Generol  Specification  For 
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ISDF 

06 

09  Mor 

73 

NAT-STD-3715  (7) 

ISDF 

06 

01  Sep 

87 

MIL-STD-1337B 

5130 

SH 

08  Apr 

71 

SH 

11 

L 

MIL-G-27253C 

3455 

82 

05  Dee 

83 

99 

L 

Mll-G-837508 

3655 

82 

05  Dec 

85 

99 

MIL-G-8968 

3655 

AS 

01  Sep 

69 

AS 

99 

Q  L 

MIL-G-46795F  (1) 

2920 

AT 

19  Apr 

83 

AT 

Q  L 

MIL-G-21480/4C 

NOTICE  1 

6115 

AS 

30  Nov 

87 

AS 

Q 

MIL-G-6162B 

6115 

80 

15  Feb 

72 

ME 

AS 

99 

L 

MIL-G-85468 

6110 

AS 

07  Aug 

81 

AS 

L 

M1L-G-50758 

NOTICE  1 

4931 

AR 

12  Mor 

86 

AR 

L 

MH-G-19826F 

6115 

YD 

26  Dec 

84 

YD 

L 

Mll-G-24477 

6115 

SH 

08  Dec 

72 

SH 

MIL-G-82058D 

6115 

ME 

30  Nov 

84 

ME 

YD 

11 

L 

Mll-G-24260 

6115 

SH 

24  Jan 

67 

SH 

L 

MIL-G-15788B 

NOTICE  1 

6115 

SH 

27  Nov 

64 

SH 

l 

MIL-G-22997A 

NOTICE  ' 

6115 

SH 

30  Apr 

65 

SH 

L 

Mll-G-53010  (1) 

6115 

ME 

01  Jul 

86 

ME 

L 

Mll-G-24197  (3) 
NOTICE  1 

6115 

SH 

30  Jan 

67 

SH 

L 

MIL-G-3048B  (1) 

6115 

SH 

13  Feb 

58 

SH 

L 

MIL-G-21296A 

6115 

SH 

24  Feb 

76 

SH 

L 

MII-G-52856A  (1) 

6115 

ME 

29  Jul 

86 

ME 

MIL-G-17264C  (1) 

6115 

SH 

11  Apr 

63 

MO  SH 

Mll-G-52889/3 

INT  AMO  1 

6115 

ME 

01  Jul 

81 

ME 

YD 

99 

MIL-G-52884/6A  (1) 

6115 

ME 

23  Jon 

86 

ME 

YD 

99 

MIL-G-52884/7A 

6115 

ME 

21  Nov 

86 

ME 

YD 

99 

NOTICE  1 
MIL-G-52884/8A 

6115 

ME 

21  Nov 

86 

ME 

YD 

99 

MIL-G-52884/9A  (I) 

6115 

ME 

23  Jon 

86 

ME 

YD 

99 

MIL-G-52884/10 

6115 

ME 

10  Dec 

75 

ME 

YD 

99 

Mll-G-52884/11 

6115 

ME 

10  Dee 

75 

ME 

YD 

99 

L 

MII-G-52773A  (!) 

6115 

ME 

25  Jul 

86 

ME 

l 

Mll-G-52647 

6115 

ME 

04  Jun 

69 

ME 

L 

MIL-G-52857A  (I) 

6115 

ME 

26  Jun 

85 

ME 

L 

MIL-G-52858A  (I) 

6115 

ME 

26  Jun 

85 

ME 

L 

MIL-G-52859A  (1) 

6115 

ME 

30  Apr 

87 

ME 

MIL-G-52884/12 

6115 

ME 

23  Nov 

76 

ME 

YD 

99 

MIL-G-32884/13  (1) 

6115 

ME 

27  Jun 

79 

ME 

YD 

99 

MIL-G-52880A 

6115 

ME 

07  Oct 

83 

ME 

99 

MIL-G-52884/1A  (1) 

6115 

ME 

09  Jon 

86 

ME 

YD 

99 

MIL-G-52884/2A  (I) 

6115 

ME 

13  Jon 

86 

ME 

YD 

99 

MIL-G-52884/14  (I) 

6115 

ME 

27  Jun 

79 

ME 

YD 

99 

MIL-G-528B4/3A  (I) 

6115 

ME 

23  Jon 

86 

ME 

YD 

99 

MIL-G-S2884/4A  (1) 

6115 

ME 

09  Jon 

86 

me 

YD 

99 

MIL-G-52884/5A  (1) 

6115 

ME 

23  Jan 

86 

ME 

YD 

99 

MII-G-52886A  (I) 

6115 

ME 

29  Jul 

86 

ME 

MIL-G-J2889C 

6115 

ME 

01  Jul 

81 

ME 

YD 

99 

INT  AMD  1 


344 


ALPHABETICAL  LISTING 


TITLE 


Generator  Set,  Diesel  Engine,  Trailer  Mounted  5  Kw,  60  Hertz,  PU-751/M  . . . 

Generator  Set,  Diesel  Engine,  Trailer  Mounted  10  Kw,  60  Hertz,  PU-753/M  . . 

Generator  Set,  Gasoline  Engine,  M25,  (With  Spare  Parts).  . . 

Generator  Set,  Gasoline  Engine  (Stationary,  120/240  V,  60  Hertz,  Single  Phase) .... 

Generator  Set,  Gos  Turbine  Engine,  60  Kw  400  Hertz,  General  Purpose  . . 

Generator  Set,  Gasoline  Engine  Driven,  Direct  &  Alternating  Current  (Naval 
Shipboard  Use) 

Generator  Set,  Gas  Turbine,  Mognellc  Minesweeping,  1750  Kw. . . . 

Generator  Set,  Gasoline  Engine  Portable,  120/240  V,  60  Hertz,  Single  Phase) . 

Generator  Set,  Gasoline  Engine,  T»"*:Ier  Mounted  3  Kw,  60  Hertz,  PU-625/G . . 

Generator  Set,  Gasoline  Engine  Air  Cooled,  Stationary,  120  V,  60  Hertz,  Single 
Phase) 

Generator  Set,  Gas  Turbine  Engine  Driven,  30  And  60  Kw,  400  Hz . . . . 

Generator  Set,  Gasoline  Engine  (Air  Cooled,  Portable,  120  Volts,  60  Hertz,  Single 
Phase) 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted,  5  Kw,  60  Hertz,  PU-409A/M  ...... 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted  10  Kw,  60  Hertz,  PU*332A/G  ...... 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted,  5  Kw,  60  Hertz,  PU-631/G.. . 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted,  10  Kw,  400  Hertz,  PU-375B/G .... 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted  10  Kw,  60  Hertz,  PU*619/M  ........ 

Generator  Set,  Gasoline  Engine  Driven,  1.5  Kw,  28  Volt  Direct  Current,  Type  I 
(Tactical),  Class  2  (Utility) 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted,  10  Kw,  400  Hertz,  PU-656/G . . 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted  5  Kw,  60  Hertz,  PU-620/M . 

Generator  Set,  Gasoline  Engine  Driven  3  Kw,  60  Hertz  Type  I  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Gasoline  Engine,  Trailer  Mounted  3  Kw,  60  Hertz,  PU-617/M  . . 

Generator  Set,  Gosoline  Engine,  Trailer  Mounted,  5  Kw,  60  Hertz,  PU-6I8/M . 

Generator  Set,  Gosoline  Engine  Driven,  3  Kw,  400  Hertz  Type  I  (Tcclicol),  Class  2 
(Utility) 

Generator  Set,  Gasoline  Engine  Driven,  0.5  Kw,  400  Hertz  Type  I  (Tactical),  Class 
2  (Utility) 

Generator  Set,  Gosoline  Engine  Driven,  0.5  Kw,  28  Volt  Direct  Current,  Type  I 
(Tactical),  Class  2  (Utility) 

Generator  Set,  Gosoline  Engine  Driven,  1.5  Kw,  60  Hertz  Type  I  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Gasoline  Engine  Driven,  0.5  Kw,  60  Hertz  Type  1  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Gosoline  Engine  Driven,  3  Kw,  28  Volt  Direct  Current,  Type  I 
(Tactical),  Class  2  (Utility) 

Generator  Set,  Gasoline  Engine  Driven,  5  Kw,  60  Hertz  Type  I  I  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Gosoline  Engine  Driven,  5  Kw,  400  Hertz  Type  I  (Tocticcl),  Class  2 
(Utility) 

Generator  Set,  Gosoline  Engine  Driven,  10  Kw,  60  Hertz  Type  I  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Gasoline  Engine  Driven  10  Kw,  400  H&rlz  Type  I  (Tactical),  Class  2 
(Utility) 

Generator  Set,  Mobile  Electric  Power  And  Supplemental  Equipment,  Packaging  Of  .. 
Generator  Set,  Steam  Turbine,  2500  KW,  450  Volt,  60  Cycle,  A.c.  (Inactive  For 
New  Design) 

Generator  Set,  Steom  Turbine,  1500-KW,  450-VOLT,  60-CYCLE,  A.C.  (Inactive  For 
New  Design) 

Generator  Sets,  Gosoline  Engine  Driven,  0.5KW  Thru  lCK'.V,  60  Hertz,  400  Hertz  & 
28  Volt  Direct  Current,  Type  1  (Tactical),  Class  2  (Utility)  Generol  Specification 
For 

Generator  Sets,  Elcctrico),  Measurements  And  Instrumentations. . . . . . . 

Generator  Sets,  Steam  Turbine,  Direct  Drive,  2000  KW,  450  Volf,  60  Cycle, 
A.C.(INACTIVE  For  New  Design) 

Generator  Sets,  Gos  Turbine,  Direct-and  Alternating-current,  Naval  Shipboard  Use  .. 

Generator  Sets,  Gosoline  Engine,  Trailer  Mounted  3  Kw,_28  Volt  Dc,  PU-666/G . 

Generator  Sets,  Steam  Turbine  (Direct  And  Alternating  Current)  (Naval  Shipboard 
Use) 

Generator  Sets,  Engine&driven,  Methods  Of  Tests  And  Instructions . . . . 


Generator  Sets,  Diesel  Engine  Driven,  5  Kw,  60  Hertz,  Toe ticol.  Utility. . 

Generator  Sets,  Diesel  Engine  Driven,  15  Thru  200  Kilowatts  50/60  And  400  Hertz, 
(Tactical)  General  Specification  For 

Generator  Sets,  Diesel  Engine  Driven,  10  KW,  60  Hertz;  Tacticol,  Utility . . 

Generator  System,  Emergency,  2.5  Kva,  400  Hertz,  Alternating  Current,  Ram  Air 
Turbine  Driven,  Oefail  Specification  For 

Generator  System,  30  KVA,  400  HZ,  AC,  Integrally  Excited,  Brushless  Type . . 

Generator  System,  60  KVA,  400  Hertz  Alternating  Current,  Integrally  Excited 
Brushless  Type 

Generator  System,  Aircraft  400  HZ.3  Phase  115/200  Volt,  30/45  KVa  . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-G-52902A 

6115 

ME 

17  Feb 

82 

ME 

L 

MIL-G-52903A 

6115 

ME 

09  May 

85 

ME 

L 

MIL-G-45512A 

1055 

AR 

07  Dee 

61 

AR 

AA-732 

6115 

t 

20  Feb 

81 

MIL-G-38195C  (2) 

6115 

80 

14  Nov 

85 

YD 

99 

L 

MII-G-2145A  (2) 

6115 

SH 

03  Sep 

64 

SH 

L 

MIL-G.24464A 

1075 

SH 

20  Jon 

78 

SH 

NOTICE  (SH) 

A-A-733 

6115 

t 

24  Feb 

81 

L 

MIL-G-52636B  (2) 

6115 

ME 

04  Sep 

86 

ME 

A.A-734 

6115 

1 

25  Feb 

81 

MIL-G-83380 

6115 

80 

21  Feb 

79 

ME 

99 

A-A-729 

6115 

t 

24  Feb 

81 

L 

MIL-G-52627A 

6115 

ME 

27  Apr 

7) 

ME 

L 

MIL-G-525388 

6115 

ME 

26  Apr 

78 

ME 

L 

MIL-G-52622B 

6115 

ME 

29  Jun 

78 

ME 

L 

MIL-G-52537C 

NOTICE  1 

6115 

ME 

15  Sep 

b6 

ME 

L 

MII-G-52483B  (1) 
NOTICE  1 

6115 

ME 

02  Mor 

88 

ME 

11 

MIL-G-52732/5 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

L 

MIL-G.S2S52B 

NOTICE  1 

6115 

ME 

21  Jul 

87 

ME 

L 

MIL-G.52S57C 

6115 

ME 

19  Aug 

85 

ME 

MIL-G-52732/6A 

6115 

ME 

27  Sep 

85 

ME 

YD 

99 

L 

MIL-G-S2524C 

6115 

ME 

09  May 

85 

ME 

L 

MIL-G-52495B 

NOTICE  1 

6115 

ME 

15  Sep 

86 

ME 

MIL-G-52732/7 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

MIL-G.J2732/2 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

MIL*G-5 2732/3 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

MIL-G-52732/4A 

6115 

ME 

27  Sep 

85 

ME 

YD 

99 

Mll-G-52732/1 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

Mll-G-52732/8 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

MIL-G-52732/9 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

Mll-G.52732/10 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

Mll-G-52732/1 1 

6115 

ME 

23  Jun 

72 

ME 

YD 

99 

MIL-G-52732/12A 

6115 

ME 

27  Sep 

85 

ME 

YD 

99 

MII-G-28554C 

6115 

YD 

17  Nov 

88 

ME 

YD 

99 

l 

MU-G-19287C 

NOTICE  1 

6115 

SH 

25  Jun 

69 

SH 

L 

Mll-G-22665  (1) 
NOTICE  1 

6115 

SH 

13  Jon 

64 

SH 

Mll-G-527328 

SUPP  1 

6115 

ME 

27  Sep 

85 

ME 

YD 

99 

Mll-HDBK  705C 

6115 

ME 

29  May 

87 

ME 

YD 

99 

l 

MII-G-19650B  (1) 
NOTICE  1 

6115 

SH 

15  Feb 

65 

SH 

L 

MII-G-22077B 

6115 

SH 

01  Aug 

77 

SH 

l 

MIL-G-52927A 

6115 

ME 

09  Moy 

85 

ME 

L 

MIL-G-3087C 

6115 

SH 

15  Nov 

73 

SH 

Mll-STD-7058 

NOTICE  3 

6115 

ME 

12  Sep 

75 

ME 

SH 

11 

12  SEP  1975 
MII-G-52889/1C 
NOTICE  1 

6115 

ME 

21-Nov 

86 

ME 

YD 

99 

MIL-G-52884A  (2) 
SUPP  1 

6115 

ME 

03  Sep 

81 

ME 

YD 

99 

MII-G-52889/2C 
NOTICE  1 

6115 

ME 

21  Nov 

86 

ME 

YD 

99 

L 

MII-G-21480/3B 
NOTICE  1 

6115 

AS 

31  Dec 

87 

AS 

L 

MIL-G-21480/21A 

6115 

AS 

05  Aug 

83 

AS 

L 

MS-25368H 

6115 

AS 

21  Mor 

86 

AS 

L 

Mll-G-21480/23 

6)15 

AS 

03  Moy 

84 

AS 
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ALPHABETICAL  LISTING 


TITLE 


Generator  System,  Alternating  Current,  Integrally  Excited,  60  Kva  Brush'ess  {P-3 
Aircraft) 

Generator  System,  20  KVA,  400  HZ,  AC,  Integrally  Excited,  Brushless  Type  . . 

Generator  System,  Ac  Integrally  Excited  10  Kvo-aircraft . . . . . . . 

Generator  System,  10  KVA,  400  HZ,  AC,  Integrally  Excited  Brushless  Type  .............. 

Generator  System,  20  Kva,  400  Hertz,  Alternating  Current,  Integrally  Excited, 
Brushless  Type,  Aircraft,  Blast  Cooled 

Generator  System,  34  KVA,  400  Cycle,  AC,  Integrally  Excited  Brushless  Type  And 
200  AMPS  A!  28  Volts,  DC 

Generator  System,  t0  Kva,  400  Hertz,  Alternating  Current,  Integrolly  Excited, 
Brushless  Type,  ,»-4  Aircraft 

Generator  System,  Emergency,  1.7  KVA,  400  HZ,  AC,  RAM  Air  Turbine  Driven... . 

Generator  System,  20  Kva,  400  Hertz,  Alternating  Current,  Integrolly  Excited, 
Brushless  Type,  Aircraft,  Self  Cooled 

Generator  System,  20  KVA,  400  HZ,  AC,  Statically  Excited,  Brushtype . . . . 

Generator  System,  Alternating  Current,  Integrolly  Excited,  Brushless,  20  Kva . 

Generator  System,  10  KVA,  400  Cycle,  AC,  Intergrolly  Excited,  Brushless  Type  . . 

Generator  System,  Alternating  Current,  Brushless  30  Kvo  F-4  Aircroft . . . 

Generator  System,  40  KVA,  400  HZ  AC,  Integrally  Excited,  Brushless  Type  . . 

Generator  System,  30  KVA,  400  HZ,  AC,  Integrally  Excited,  Brushless  Type . . . 

Generator  System  400  Hertz,  Alternating  Current,  Aircraft,  General  Specification 
for 

Generator  System,  20  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type . . 

Generator  System,  30  KVA,  400  HZ,  AC,  Integrally  Excited,  Brushless  Type .............. 

Generator  System,  Aircroft,  400  HZ,  3  Phase  115/200  Volt,  50  KVA  And  90  KVA  .. 

Generator  Transmitter  Group  AN/ASA-76  (U)  . . . . 

Generator,  Aims  Pretrigger  SG-84](  (/upx . . . . . . . 

Generator,  Alternating  Current,  60  Cycle  (Naval  Shipboard  Use) . . . 

Generator,  Alternatingcurrent  (650  Ampere  Rectified),  28  Volts  Direct  Current  (Oil 
Cooled) 

Generator,  Ammonia  Dissociated  Atmosphere  . . . . . . 

Generator,  Digital,  10548613  . . . . . . 

Generator,  Digital  Data  SG-1139  ()/g . . . . . . . 

Generator,  Direct  Current,  300  Ampere,  Class  A,  Blast  Cooled,  3000-8000  Rpm  . 

Generator,  Direct  Current  G-67(  (/g . . . . . . . 

Generator,  Direct  Current,  G-43(  )/G  (Hand  Cranked)  (Inactive  For  New  Design).... 

Generator,  Direct  Current,  G*76  (  )/g  With  Accessories . 

Generator,  Direct  Current,  400  Ampere  Gass  A,  Blast  Cooled,  3000-8000  Rpm . 

Generator,  Direct  Current:  G-76B/G . . . . . . 

Generator,  Electronic  Marker,  Digital  Signal . . . . . . 

Generator,  Electric,  Direct-current  Naval  Shipboard  Use(.... . . . 

Generator,  Endothermic  Atmosphere . . . . . . . . . . 

Generator,  Engine  Accessory,  28  Volts,  Dc,  300  Ampere . . . . . . 

Generator,  Engine  Accessory  Direct  Current  28  Volt,  25  Ampere  . 

Generator,  Engine  ACCESSORY-28  Volt  AC-3  Phase,  3  Kva  (Inactive  17  Ully  1972) 

Generator,  Engine  Accessory,  D.c.,  28-VOLT,  40  Amp . . . . . 

Generator,  Engine  Accessory,  28  Volt  DC . . . . . 

Generator,  Engine  Accessory  28  Volt  Dc,  Rated  Output  300  Amps . . 

Generator,  Exothermic  Atmosphere . . . . . 

Generator,  Gas  Pressure,  Propellant  Actuated,  M17  Metal  Parts  Assembly . 

Generator,  Gas  Pressure,  Propellant  Actuated  BBU-18/B . . . . 

Generator,  Gas  Pressure,  Propellant  Actuated,  XM17,  Assembly . . . . . 

Generator,  GN-41  And  GN-41B  . . . . . . 

Generator,  Hydrogen  ML-539/TM  . . . . . . . 

Generator,  Hydrogen  (Hydrogen  Generator  ML&303)(-TM)  . . . . . . 

Generator,  Interference  SG-886(  )-t/ur . . . . 

Generator,  Motor,  And  AuxMiary  Equipment,  Direct  Current,  Naval  Ship  Propulsion., 

Generator,  Pulse,  10554892 . . . . . . . . . 

Generator,  Ringing,  Hand  G-42/PT  . . . . . . . . . 

Generator,  Sight  Current  12000239............ . . . . . . 

Generator,  Signal . . . . . . . . . . . . . . . . 

Generator,  Signal  10  KhZ  To  1  GHZ . . . . . . . . . . 

Generator,  Signal,  VHF  Sg  1170/U . . . . . . 

Generator,  Signal  SG-1 17 1/U . . . . . . . . . 

Generator,  Smoke,  Mechonical  Pulse  Jet,  M3A4 . . . . . . . . . 

Generator,  Smoke,  Mechanical  Pufse  Jet,  M3A3  . . . 

Generator,  Smoke,  Mechanical,  Pufse  Jet,  ABC  M3A3  . . . . 

Generator,  Sweep  SG-677(  (A/.. . . . . . . . . . . 

Generator,  Tachometer,  Four-pale,  Screw-mounted . . . . . . 

Generator,  Tachometer  GEU-7/A,  Miniature  . . . . . 

Generator,  Tachometer,  Four  Pole . . . . . 

Generator,  Tachometer...................... . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

MS-90325G 

6115 

AS 

15  Feb 

80 

AS 

Q  L 

MIL-G-21480/16A 

6115 

AS 

22  Feb 

78 

AS 

L 

MS-21968C 

6115 

80 

09  Sep 

75 

99 

Q  L 

MIL-G-21480/7A 

6115 

AS 

21  Jul 

78 

AS 

L 

MS-90313E 

6115 

AS 

26  Mcr 

78 

AS 

Q  L 

MIL-G-21480/8A 

6115 

AS 

04  Nov 

77 

AS 

L 

MS-219708 

NOTICE  1 

6115 

AS 

31  Dec 

88 

AS 

Q  L 

MIL-G-21480/98 
NOTICE  1 

6115 

AS 

20  Nov 

87 

AS 

L 

MS-90304E 

NOTICE  1 

6115 

AS 

11  Dec 

87 

AS 

Q  L 

MIL-G-21480/108 

6115 

AS 

20  Dec 

76 

AS 

L 

MS-21967C 

NOTICE  1 

6115 

AS 

31  Dec 

87 

AS 

L 

MIL-G-21480/11A 
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ALPHABETICAL  LISTING 


TITLE 


Generator,  Tachometer,  Two-pole,  High  Temperature,  Aircroft  . . . . 

Generator,  Tachometer,  Four  Pole,  Screw  Mounted . . . 

Generator,  Tachometer  And  Synchronizing,  Piston  Engine  (Asg) . 

Generator,  Target,  Simulated  11741100  . . . . . . . 

Generator,  Test,  For  T4133  Test  Set . . . . . 

Generator,  Thermal  Noise  SG*419(  )/U  . . . . . 

Generator,  Variable  Frequency, . . . . . . . 

Generator,  )0558216». . . . 

Genera  tor, ringi/tg,  Ha  Nd  GN-38-3 . . . . . . . . 

Generators,  Cylindrical  Rotor  Synchronous,  Requirements  For  -  4  Aug  75 . 

Gentamicin  Sulfate  Cream,  USP . . . . . . . 

Gentamicin  Sulfate  Ophthalmic  Ointment,  USP . . . 

Gentamicin  Sulfate  Injection,  . . . . . 

Gentanicin  Sulfate  Ophthalmic  Solution,  Usp. . . . . 

Gentian  Violet  Tablets . . . . . . . . . 

Geodetic  Datums,  Spheroids,  Grids  &  Grid  Reference  (Ed.  No.  4)  Req  For  Other 
Than  DOD  Refer  To  Hq  Usaf/xoxx-iso  Wosh,  DC  20330-5058 
Germicide,  Quarternory  Ammonium  '  ype. . . . . . . . 

Gin  Pole  Assembly,  Cableway,  Medium . . . . . . . . . 

Gin  Pole,  Bolted  Tank  Erection . . . . . . . 

Gingival  Retraction  Cord . . . . . . . 

Gingival  Retraction  Cords  . . . . . . . . . . 

Gland  Design,  Packings,  Hydraulic,  General  Requirements  For.................... . . . 

Gland  Nuts  For  Electric  Terminal  (Hermetic  Seol)  Fitter  Assemblies. . . . 

Gland,  Cable  Sealing . . . . . . . . . . . . . . . . 

Gland,  Cable  Sealing . . . . . . . . . . . . . 

Glass . . . . . . . . . . . . . . . . . 

Glass  (Laboratory)...,. . . . . . . . . . . . 

Gloss  Bead  Peening  Procedures . . . . . . . . . 

Glass  Beads,  For  Cleaning  And  Peening . . . . . . . 

Glass  By  Fiber  Elongation,  Anneoling  Point  &  Strain  Point  Of  *  1981. . . . . 

Gloss  Cleoner,  liquid  (Concentrated  And  Ready-to-use) . .... . . . 

Glass  Cleaner,  Liquid  (Spray  And  Aerosol)  . . . . 

Glass  Containers,  Filled  And  Closed,  Packaging  And  Packing  Of....... . 

Gloss  Fabrics  (  Woven  &  Treoted  For  Roofing  8.  Waterproofing  -  29  Aug  1986  ...... 

Glass  Fabrics,  Greige  Woven  •  25  Feb  1983 . . . . . 

Glass  Fiber  Blanket  Insulation  (Aircroft  Type)  •  28  Feb  75 . . . 

Glass  Fiber  Non  Woven  Tope  &  Flat  Sheet,  Epoxy  Resin  Impregnated,  For  Hond  8. 
Machine  Loyup 

Gloss  Fiber  Non  Woven  Tope  8.  Flat  Sheet,  Epoxy  Resin  Impregnated,  fc  Hond  8. 
Machine  Loyup,  GL-l-36-250  (121) 

Gloss  r  iber  Non  Woven  Tope  8.  Flat  Sheet,  Epoxy  Resin  Impregnated,  For  Hand  8. 

Machine  layup,  GL-1 1 1 -36-250  (121)  -  15  Jun  75 
Glass  Fiber  Non  Woven  Tope  &  Flat  Sheet  Epoxy  Resin  Impregnated,  For  Hond  8. 

Machine  layup  Gl-l-26  -  300  (149)  •  15  Jun  75 
Glass  Fiber  Non  Woven  Tope  8i  Flat  Sheet,  Epoxy  Resin  Impregnated,  For  Hond  8> 
Machine  Layup,  GL-1 1 1-26-300  (149) 

Gloss  Fiber  Non  Woven  Tope  8.  Flat  Sheet  Epoxy  Resin  Impregnated,  For  Hond  8* 
Machine  Loyup  GL-l-36  -  300  (149)  -  15  Jun  75 
Gloss  Fiber  Non  Woven  Tope  8i  Flat  Sheet,  Epoxy  Resin  Impregnated,  For  Hond  & 
Machine  Layup,  GL-l*36-200  (93)  •  15  Jun  75 

Glass  Flat,  Standard  Specification  For  •  26  Apr  85 . . . . . 

Glass  Pipe,  Borosilicote  &  Fittings  For  Drain,  Woste,  &  Vent  (DWV)  Applications  - 
27  Dec  1985 

Glass  Roving,  Type  S  Gloss,  Epoxy  Resin  Impregnated  -  16  Jul  1979 . . . . . 

Gloss  Tubing  Assortment . . . . . 

Glass  Tubing,  Round,  Capillary  . . . . . . . 

Gloss  Tubing,  Round  . . . . . . . . . . . 

Gloss  Tubing,  Round,  Standard  Wall . . . . . . 

Glass  Units,  Seoled  Insulating,  In  Vertical  Position,  Dew/frost  Point  Of  -  26  Jan 
1979 

Gloss  Units,  Standard  Test  Method  For  Frost  Point  Of  Seoled  Insulating  •  25  Feb  83 

Gloss  Wool,  Filtering . . . . . . . . . . 

Glass,  Aircraft  Instrument,  lighting  Wedge  And  Cover  . . . . . 

Gloss,  Aircraft  Instrument,  Lighting  Wedge  And  Cover  . . . . . . 

Glass,  Barium,  Soda,  Potash  . . . . . . . . . . 

Glass,  Borosilicote  . . . . . . . . . . 

Glass,  Cloth  Type  (£),  Finished  For  Resin  Laminates  •  15  Nov72 . . . . 

Glass,  Cloth,  Finished  For  Resin  Laminotes . . . . 

Glass,  Cover,  (For)  Microscopy  . . . . . . . . ............ 

Glass,  Dark  Adaptation  . . . . . . . 

Gloss,  Filter,  Colored . . . . . . . . . . . . . 

Gloss,  Float  Or  Plate,  Sheet,  Figured  (FIol,  For  Glazing,  Mirrors  And  Other  Uses).... 

Gloss,  Float,  Sheet,  Figured,  Coated  (Heat-strengthened  And  Tempered)  . . 

Gloss,  Heat-treated  Flat  •  Kind  HS,  Kind  FT  Coated  8.  Uncooted  Glass  *  27  Sep  85 

Glass,  Heat-treated,  Glazing,  Rectangular  (For  Bridge  Windows)  . . . 

Gloss,  Laminated,  Aircraft  Glazing......... . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Glati,  Laminated,  flat,  Builef-resiitant . . . . . . . 

Glass,  Laminated,  Flat,  (Except  Aircraft)  . . . . . . . . 

Gloss,  Metal  Sealing  . . . . . . . . . . . 

Gloss,  Monolithic,  Aircraft  Glazing  . . . . . . . 

Glass,  Optical  . . . 

Glass,  Portlight,  Circular,  Heat  Treated  . . . . . . . 

Glass,  Potash  Soda  8arium,  Lead-free  Compression  Sealing  . . . 

Glass,  Sight,  Flat,  Clear,  Borosilicate. . . . . . . . . 

Glass,  Softening  Point  Of  *  1983 . . . . . . . 

Glass,  Standard  Methods  For  Chemical  Analysis  Of  Soda  Lime  &  Borosilicate  •  31 
Oct  80 

Glass.  Votive . . . . . . . . . . . . . . 

Glasses  In  Laboratory  Apparatus,  Standard  Specification  For  •  29  Jul  83 . . . 

Glassware,  Methods  For  Sampling  And  Testing . . . . . . . . 

Glasswosher,  Electric,  Portable . . . . . . 

Glazing  Compound,  Baking  Pan........ . . . . . . . . 

Glazing  Compound,  Sash  (Metal)  For  Back  Bedding  And  Face  Glazing  (Not  For 
Channel  Or  Stop  Glazing) 

Glide,  Furniture  . . . . . . . . . . . . . 

Glipizide  Tablets  . . . . . . . . . . . . . . . 

Globe  &  Marker  lamp . . . . . . . . . . . . . . 

Globe,  Light,  Navigational,  Small  Boats. . . . . . . . 

Globulin,  Hepatitis  B  Immune,  USP  . . . . . . . . 

Globulin,  Human  Tetanus  Immune,  U.s.p. . . . . . . . . 

Globulin,  Immune  For  Injection,  Human,  Dried  . . . . . 

Globulin,  Immune  For  Injection . . . . . . . . . 

Globulin,  RHO(O)  Immune  . . . . . . . . . . 

Glores,  Firemen  S, . . . . . . . . . . 

Gloss,  Specular  •  27  Sep  85  . . . . . . . . . . 

Glossary  For  Computer  Systems  Security . . . . . . . . . . 

Glossary  Of  Abbreviations  Used  In  NATO  Documents . . . , 

Glossary  Of  Air  Defense  Terms  (Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird)( 

Glossary  Of  Cloth  Coating  Imperfections . . . . . . . . 

Glossary  Of  Environmental  Terms  (Terrestrial) . . . . . . 

Glossary  Of  Fabric  Imperfections  (Sections  I,  li  And  lii)  . . . . 

Glossary  Of  Guided  Missile  Terminology, . . . 

Glossary  Of  Knitting  Imperfections . . . 


Glossary  Of  Military  Clothing  Fabrication  Terms . . . . . . 

Glossary  Of  Molecular  Sieve  Oxygen  Generation  System  (MSOGS)  Terminology 
(Req  For  Issueother  Than  D  Od  Must  Be  Sent  Vini  HO  USAF/XOXX  (ISO)  Wash 
DC 

Glossary  Of  NBC  Specialist  Terminology-edition  1  . . . . . . . 

Glossary  Of  Phologrophic  Terms  Including  Document  Reproduction... . . . . 

Glossary  Of  Telecommunication  Terms  (Edition  2)  (Releose  To  Other  Than  DOD  Act 
Req  Pr  Approval  Of  CNM,  Dept  Of  The  Navy,  Nat  09B21,  Wash,  Dc  20360) 

ABC  A 

Glossary  Of  Terms  And  Definitions  For  Acuustic  Emission  Testing  Procedures.. . 

Glossary  Of  Terms  And  Definitions  . . . . . . . . 

Glossary  Of  Terms  And  Definitions  For  Neutron  Radiographic  Testing  . . 

Glossary  Of  Terms  Usedin  Proof  (Rel  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  DARCOM,  DRCDE) 

Glossory  Of  Terms  For  Electronic  And  Weapons  Control  Interface  Functions  (Naval 
Ship  Combat  Systems) 

Glossary  Of  Training  Device  Terms . . . . . . . 

Glossory,  Fiber  Optics  . . . . . . 

Glove  &  Glove  Set,  Chemical  Protective  . . . . . . . . 

Glove  Insert,  Radioactive  Contominats  Protective . . . 

Glove  Inserts,  Cold  Weather . . . . . . . . . . . . . . 

Glove  Shells,  Electrical  Worker  S . . . . . . . . . . . 

Glove  Shells,  Radioactive  Contaminants,  Protective  . . 

Glove,  Chipper  S,  Gauntlet . . . . . . . . . . . . 

Glove,  Combat  Vehicle  Crewman  S  Summer . . . . 

G.'svo,  Firemen:,  Aluminized,  Proximity . . . . . 

Glove,  Heat  Protective.... . . . . . . . . . . . 

Glove,  Leather . . . . . . . . . . . . . . . . . . 

Glove,  Men  Cloth,  leother  Piam  Knitted  Wristlet... . . . . 

Glove,  Men.  Cloth,  Leather  Palm  With  Gauntlet . . . 

Glove,  Men's,  Cloth,  Cotton,  Knitted,  lightweight . . . . . . . . . 

Glove,  Mens  &  Womens,  Cloth,  Leother  Palm  . . . . . . . 

Glove,  Mens  &  Womens,  Heavy  Duty  . . . . . . . 

Glove,  Patient  Exomining  And  Treatment . . . . . . . . . . . 

Glove,  Patient  Examining  &  Treatment  (Plastic,  Large  Size,  Sterile)  . 

Glove,  Patient  Examining  And  Treatment,  Plastic,  Non  Sterile,  Colored . . . . 

Glove,  Patient  Examining  And  Treatment,  Rubber  Latex,  Sterile  . . . . 


L 


L 

L 

L 


L 


L 


L 


L 


L 

L 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MII-G-5485C 

9340 

AS 

23  Apr 

71 

MR 

AS 

99 

MIL-G-3787G 

9340 

MR 

20  Sep 

76 

MR 

AS 

99 

MIL-G-46884  (1) 

8030 

Ml 

20  Jan 

81 

Ml 

Mtl-G-256678  (1) 

9340 

11 

20  Jan 

89 

MR 

AS 

11 

NOTICE  1 

Mll-G-1748 

6650 

AR 

05  Dec 

86 

AR 

OS 

99 

MIL-G-2697A  (2) 

2040 

SH 

22  Sep 

65 

SH 

MIL-G-47032  (1) 

9340 

Ml 

01  Jul 

77 

Ml 

MIL-G-2860E 

2040 

SH 

30  Dec 

77 

SH 

ASTM  C338-73R83 

7350 

GL 

15  Mar 

85 

Gl 

SA 

99 

ASTM  C 169-80 

6810 

EA 

08  Jun 

84 

EA 

A-A -50148 

9925 

GL 

21  Jan 

88 

Gl 

PE 

28 

ASTM  E438-83 

6640 

YD 

30  Apr 

86 

ME 

YD 

99 

FED-STD-626 

7350 

•GL 

12  Aug 

57 

Gl 

AS 

99 

MIL-G-1 1491E 

7320 

GL 

19  Feb 

88 

GL 

YD 

99 

MIL-G-51145A  (1) 

6850 

GL 

07  Mar 

77 

Gl 

68 

A-A-373A 

8010 

t 

23  Jul 

80 

A-A-1194 

5340 

t 

09  Jun 

81 

A-A-00SI789 

6515 

MB 

23  Dec 

86 

MD  MS 

03 

AN2541 

6210 

82 

26  Apr 

88 

AS 

99 

REV  3 

MS-17374 

6220 

SH 

01  Mar 

61 

SH 

A-A-0053047 

6505 

MB 

26  Jun 

87 

MD  MS 

03 

Mll-G-37421 

6505 

DM 

24  Jun 

76 

MD  MS 

03 

A-A-0051958 

6505 

MB 

27  Apr 

87 

MD 

MS 

03 

A-A-0053260 

6505 

MB 

19  Ocl 

87 

MD  MS 

03 

A-A-0051910 

6505 

MB 

30  Mar 

87 

MD  MS 

03 

MIL-G-24934 

8415 

NU 

26  Sep 

88 

NU 

ASTM  0523-85 

9330 

MR 

04  Feb 

86 

MR 

SH 

20 

FIPS-3? 

IPSC 

02 

15  Feb 

76 

OM  02 

AAP-STD-15 

ISDF 

06 

01  Jon 

86 

Q-STD-337  (1) 

ISDA 

AM 

31  Dec 

81 

MIL-STD-1487 

8305 

GL 

01  Jun 

70 

GL 

NU 

20 

MIL-STD-1165 

ENVR 

CE 

25  Mar 

68 

CE 

AS 

99 

FED-ST0-4B  (2) 

8305 

/GL 

01  Ocl 

87 

GL 

SA 

11 

NOTICE  1 

Mtl-HDBK  143 

1410 

Ml 

01  Jun 

88 

Ml 

AS 

99 

NOTICE  1 

Mll-STD-1491 

83GP 

GL 

17  Sep 

73 

Gl 

SA 

20 

NOTICE  1 

17  SEP  1973 

Mll-HDBK  156 

84GP 

Gl 

01  Feb 

67 

Gl 

NU 

11 

AIR-STD-61/46 

ISDF 

06 

30  Jul 

86 

ADV  PUB  61/46 

-STD-2367 

ISDA 

AM 

04  Dec 

85 

Mll-HOBK  25A 

MISC 

CR 

19  Jan 

71 

CR 

AS 

99 

Q-STO-595 

ISDA 

AM 

05  Ocl 

84 

Mll-STD-1945 

NDTI 

MR 

24  Oct 

84 

MR 

AS 

20 

AIR-STD-85/1J 

ISDF 

06 

22  Jul 

85 

MIL-STD-1948 

NDTI 

MR 

15  May 

85 

MR 

AS 

20 

QAP-STD-15 

ISDA 

AM 

15  Nov 

82 

MIL-STD-1343 

EDS 

SH 

01  Jul 

69 

SH 

MIL-HDBK  2208 

69GP 

TD 

01  Apr 

86 

El 

TD 

11 

Mll-STD-2196 

60GP 

SH 

12  Jon 

89 

SH 

Mll-G-439768 

8415 

GL 

30  Jun 

86 

GL 

NU 

99 

MIL-G-82241C  (2) 

8415 

NU 

10  Jul 

85 

NU 

99 

MIL-G-835G 

8415 

Gl 

27  Jun 

84 

Gl 

NU 

99 

MIL-G-10849F 

8415 

NU 

09  Nov 

79 

Gl 

NU 

99 

MII-G-82242D 

8415 

NU 

04  Feb 

87 

NU 

MII-G-19465E  (1) 

8415 

NU 

04  Sep 

86 

NU 

MII-G-44108A 

8415 

Gl 

10  Jun 

87 

Gl 

NU 

MII-G-8/0/7A 

8415 

NU 

03  Apr 

87 

Gl 

NU 

99 

MIL-G-44013C 

8415 

Gl 

27  Apr 

88 

Gl 

NU 

MIL-G-24909A 

8440 

NU 

13  Nov 

86 

Gl 

NU 

11 

A-A-50016 

8415 

•Gl 

01  Feb 

88 

Gl 

NOTICE  1 

A-A-50021 

8415 

•Gl 

01  Feb 

88 

Gl 

NOTICE  1 

MII-G-3866G 

8415 

Gl 

17  Jun 

87 

Gl 

NU 

99 

JJ-G-451H 

8415 

/Gl 

28  Sep 

84 

Gl 

NU 

MIL-G-2366K 

8415 

GL 

08  Mor 

89 

Gl 

NU 

99 

MII-G-36339C 

6515 

DM 

14  Mor 

69 

MD 

MS 

03 

A-A-53562 

6515 

/MB 

30  Jun 

88 

MD 

MS 

03 

MII-G-37273A 

6515 

DM 

27  Sep 

76 

MD 

MS 

03 

MII-G-36724A 

6515 

DM 

20  Sep 

78 

MD 

MS 

03 

348 


ALPHABETICAL  LISTING 


TITLE 


Glove,  Patient  Exomining  And  Treatment,  Rubber  Latex,  Nomsterile . . 

Glove,  Patient  Examining  And  Treatment,  Plastic,  Non-sterile . . 

Glove,  Shells  Flyers  . . . . . . 

Gloves,  Anti-flash,  Flame  Resistant . . . 

Gloves,  Barbed  Tape  •  Wire  Handlers  . . . . . . . . 

Gloves,  Barbed  Tope-wire  Handlers  ..  . . . . . . . . . . 

Gloves,  Chemical  And  Oil  Protective  . . . . . . . 

Gloves,  Cloth  (Womens  Dress)......... . . . . . . . . 

Gloves,  Goth  (Asbestos) . . . . . . . . . 

Gloves,  Cloth,  Black,  Lined,  Girl  S,  Jr.  R.o.t.c.  . 

Gloves,  Cloth,  Cotton,  Work,  Mens  &  Womens..... . . . . . 

Gloves,  Cloth,  Cotton,  Special,  Og  109... . . . . . 

Gloves,  Cloth,  Jersey,  Work,  Polyvinyl  Impregnated  . . . 

Gloves,  Cloth,  Nylon,  Knitted  (Dress,  Men  S)  . . . . . 

Gloves,  Cloth,  Nylon  Knitted  (Women  S,  Dress) . . . . . . 

Gloves,  Cloth,  Vinyl  Coated,  Men  S  And  Women  S  . . . . . 

Gloves,  Cloth,  Vinyl  Coated,  Mens  &  Womens  . . . . 

Gloves,  Cloth,  Vinyl  Dipped,  General  Purpose  (Water,  Aviation  Fuel,  Hydrogen 
Peroxide,  Oils) 

Gloves,  Dental  (Rubber,  Non-sterile,  Disposable,  50  Pr)  . . . . . 

Gloves,  Flannel,  Cotton,  Work........ . . . . . . . 

Gloves,  Flyer  S,  Summer,  Type  GS/FRP-2 . . . . . 

Gloves,  Heat  Protective  (Terry  Knit) . . . . . . . . . 

Gloves,  Inserts,  Flyer  S...., . . . . . . . 

Gloves,  Leather,  lined.  Black,  Woman  S . . . . 

Gloves,  Leather,  (Gauttlet,  Linemen  S) . . . . . . . . 

Gloves,  Leather,  Gauntlet,  Drummers . . . . . . 

Gloves,  Leather,  Welder  S,  Gauntlet . . . . . . . . . . . 

Gloves,  Leather,  (Black,  Wool  Lined) . . . 

Gloves,  Men  S  &  Women  S,  Light  Duty  . . . . . 

Gloves,  Men  S  And  Women  S,  (Work) . . . 

Gloves,  Men  S,  &  V/omen  S,  Anticontact  . . . . . . 

Gloves,  Men  S,  Cloth,  Dress,  White... . .  . . . . 

Gloves,  Protective,  Fuel  And  Oxidizer  Resistant  (Resin  Modified  Butyl) . 

Gloves,  Rocket  Fuel  Handlers . . . . . 

Gloves,  Rubber  (For)  Electrical  Workers  (For  Use  In  Connection  With  Apparatus  Or 
Circuits  Not  Exceeding  5,000  Volts  To  Ground) 

Gloves,  Rubber  Examination,  Standard  Specification  For  •  25  Apr  77 . 

Gloves,  Rubber  Insulating  •  30  Nov  79  . . . . . . . . . . . . 

Gloves,  Rubber,  Surgeons  . . . 

Gloves,  Rubber,  Autopsy  . . . . . . . . . . . . . 

Gloves,  Rubber,  Industrial.... . . . . . 

Gloves,  Surgeon  S,  Sterile,  Disposable  . . . . 

Gloves,  Surgeons . . . . . . . . . . . 

Gloves,  Surgeons . . . . . . . 

Gloves,  Surgeons'  (Powder-free,  Sterile,  Disposable  . . . 

Gloves,  Surgeons ,  Sterile,  Disposable,  Brown,  Milled . . . 

Gloves,  Toxicological  Agents  Protective . . . 

Gloves,  Welder's:  leather.  Gauntlet . . . . . 

Gloves,  Wire,  Mesh,  Entire  Hand . . 

Gloves,  X-ray  Protective . . . . . . . . . 

Gloves,  X-*ay  Protective . . . . . . . . . . . . . 

Glucose  Test  Solution . . . . . . . . . . . 

Glue,  Animol  (Protective  Colloid), . . . . . . . 

Glue,  Marine,  And  Aviation  Marine  (Waterproof) . . . . . . . 

Gluepot,  Electric  (Porloble,  Dry  And  Wet) . . . 

Glyburide  Toblets . . . . . . . . 

Glyburide  Tablets . . . . . . . . . . . . . 

Glycerin  Suppositories,  USP . . . . . . . . . . . 

Glycerin-water  Mixtures  (For  Hydraulic  Buffers  And  Recoils) . . . 

Glycerol  Monooleote . . . . . . . . . . . . . . . . . 

Glycerol,  Technical  (High  Gravity) . . . . . . . . 

Glyceryl  Ester  Of  12  Hydroxy  Stearic  Acid . . . . . . 

Glyceryl  Triricinoleate . . . . . . . 

Glycol,  Industril  Grade  Ethylene,  Stanord  Specification  For  -  25  Joey  1985  . . 

Glycopyrrolate  Injection,  USP . . . . . . . . . 

Glycopyrrolate  Tablets,  Nf  ............... . . . . . . . . . . . 

Goggles,  Industrial,  Safety . . . . . . . . . 

Goggles,  Industrial  (Eyecup,  Cover-cup  Type)  . . . 

Goggles,  Industrial,  Eyecup  And  Lenses,  Goggles,  Industrial  (Metric) . . 

Goggles,  Industrial  And  Spectacles,  Industrial,  Plastic  . . . . . 

Goggles,  Industrial,  Resilient  Frame  . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-G-36592  (3) 
NOTICE  1 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

Mll-G-36593  (1) 

6515 

DM 

06  Jun 

72 

MD 

MS 

03 

MIL-G-38227A 

8415 

82 

04  Feb 

71 

GL 

AS 

99 

L 

MIL-G-2874E 

8415 

NU 

01  Jul 

87 

GL 

NU 

99 

MIL*G*434MD 

8415 

GL 

17  Mor 

82 

GL 

NU 

99 

A-A-50054 

NOTICE  1 

8415 

GL 

28  Jon 

88 

GL 

NU 

99 

L 

MIL-G-87066A 

8415 

NU 

22  Sep 

88 

GL 

NU 

MIL-G-1007H 

8445 

NU 

14  Oct 

88 

GL 

NU 

11 

HH-G-450D  (1) 

8415 

t 

25  Nov 

74 

L 

MIL-G-43958 

8445 

GL 

17  Dec 

76 

GL 

MIL-G-1008G 

8415 

NU 

20  Jon 

76 

Gl 

NU 

99 

MIL-G-1057H 

3415 

Gl 

14  Apr 

88 

Gl 

NU 

99 

L 

MIL-G-82405 

8415 

CG 

03  Oct 

66 

CG 

L 

MIL-G-21893C 

8440 

NU 

30  Apr 

81 

NU 

L 

MIL-G-83150A 

8445 

11 

27  Mor 

87 

11 

NOTICE  1 
MIL-G-29114A 

8415 

NU 

13  Apr 

77 

NU 

99 

A-A-50355 

8415 

•NU 

29  Apr 

81 

11 

MIL-G-82253C  (1) 

8415 

NU 

30  Dec 

86 

NU 

99 

A-A-0053073 

6515 

MB 

15  Jul 

87 

MD 

MS 

03 

JJG-001396  (1) 

8415 

t 

15  Mo y 

72 

MIL-G-81188B  (3) 
NOTICE  1 

8415 

AS 

26  Mar 

87 

GL 

AS 

99 

L 

MIL-G-82248D  (1) 

8415 

NU 

06  Feb 

86 

NU 

MU-G-7746C  (1) 

8415 

82 

06  Sep 

78 

AS 

99 

MIL-G-43755B  (2) 

8445 

GL 

28  Feb 

80 

Gl 

NU 

11 

KK-G-476E  (1) 

8415 

/GL 

19  Ocl 

77 

GL 

NU 

99 

L 

Mll-G-82167  (1) 
NOTICE  1 

8440 

MC 

23  Ocl 

87 

MC 

KK-G-486E 

8415 

/GL 

21  Dec 

84 

GL 

NU 

99 

L 

MIL-G-17602D  (1) 

•8440 

NU 

04  Nov 

80 

Gl 

NU 

MIL-G-622N 

8415 

GL 

08  Mor 

89 

GL 

NU 

99 

AA-1665A 

8415 

t 

22  Mor 

83 

MII-G-10902H 

8415 

GL 

21  Jan 

88 

GL 

NU 

MIL-G-41817D  (1) 

8440 

GL 

13  Mor 

85 

GL 

NU 

11 

L 

Mll-G-21854 

8415 

NU 

30  Aug 

62 

NU 

MIL-G-43196C 

8415 

Gl 

12  Mor 

87 

GL 

NU 

99 

ZZ-G-4018 

3415 

/GL 

02  Mor 

70 

Gl 

99 

ASTM  D357B-77R82 

6515 

MB 

29  Nov 

85 

MD 

MS 

03 

ASTM  D12079A 

8415 

GL 

09  Nov 

81 

GL 

SH 

99 

ZZ-G-421A  (5) 

6515 

t 

17  Mor 

58 

ZZ-G-100A 

8415 

t 

04  Jon 

61 

ZZ-G-381C 

8415 

/NU 

20  Jul 

77 

GL 

NU 

99 

MIL-G-36596A 

6515 

DM 

02  Feb 

78 

MD  MS 

03 

ZZG00421C 

NOTICE  (GSA) 

6515 

•DM 

26  Mor 

65 

MIL*G-36889 

6515 

DM 

11  Aug 

72 

MD 

MS 

03 

A-A-0053134 

6515 

MB 

17  Aug 

87 

MD 

MS 

03 

l 

MIL-G-37838 

6515 

DM 

12  Ocl 

77 

MIL-G-12223H 

8415 

Gl 

28  Jun 

85 

GL 

NU 

99 

A-A-50022 

8415 

/GL 

01  Feb 

88 

Gl 

NU 

99 

NOTICE  1 
MIL-G-20587E 

8415 

Gl 

25  Jon 

88 

GL 

99 

NOTICE  1 

A-A-53100 

6532 

MB 

31  Aug 

87 

MD 

MS 

03 

MIL*G'36479A 

6532 

DM 

26  Ocl 

66 

MD 

MS 

03 

A-A-50889 

6505 

/MB 

09  Ocl 

85 

MD 

MS 

03 

MIL-G-46030E 

8040 

MR 

04  Jun 

84 

MR 

AS 

99 

MIL-G-413C 

8040 

SH 

29  Aug 

86 

SH 

99 

W-G-441A 
(INT.  AMD.  3) 

5120 

•GL 

19  Nov 

87 

GL 

99 

A-A-51705A 

6505 

MB 

16  Jul 

87 

MD  MS 

03 

A-A-0051705 

6505 

/MB 

03  Ocl 

86 

MD 

MS 

03 

A-A-53568 

6505 

/MB 

22  Jul 

88 

MD 

MS 

03 

L 

MIL-G-18694A 

6810 

OS 

02  Jun 

75 

OS 

L 

Mll-G-5123?  (T) 

6810 

OS 

16  Mor 

66 

OS 

OG-491C  (1) 

6810 

/EA 

12  Ocl 

84 

EA 

OS 

68 

L 

MIL-G-48246 

NOTICE  1 

6810 

AR 

08  Apr 

86 

AR 

L 

Mll-G-85088  (1) 

6810 

AS 

09  Nov 

79 

AS 

ASTM  El  119-86 

6810 

EA 

23  Mor 

88 

EA 

68 

A-A-53552 

6505 

/MB 

30  Jun 

88 

MD 

MS 

0J 

MIL-G-36677A 

6505 

DM 

02  Jul 

74 

MD 

MS 

03 

MIL-STO-I434A 

4240 

EA 

21  Dec 

88 

AR 

SH 

99 

A-A-1814 

4240 

•EA 

15  Apr 

81 

EA 

99 

L 

DOD-G-51510 

4240 

EA 

26  Jul 

85 

EA 

GGG-531C 

NOTICE  1 

4240 

•EA 

23  Sep 

88 

EA 

99 

GGG-G.521D 

4240 

/YD 

16  May 

83 

EA 

YD 

99 

349 


ALPHABETICAL  LISTING 


TITLE 

Goggles,  Industrial . . . . . . . . . . . . . 

Goggles,  Night  Vision  AN/PVS-5  (Release  To  Other  Than  DOD  Activities  Requires 
Prior  Approval  Of  DARCOM,  DRCDE-1  (ABCA  460) 

Goggles,  Sun,  Globa!  Survival,  Type  MA&1  . . . . . . . . 

Goggles,  Sun,  Wind  And  Dust . . . . . . . 

Goggles,  Sun,  Wir.d  And  Oust,  1974., . . . . . 

Gold  Alloy,  Casting,  Dentol . . . . . . . . 

Gold  Foil,  Cylinder,  Dentol  And  Gold  Powder  Foil,  Pellet,  Dental . . . . 

Gold  For  Engineering  Uses,  Electrodeposited  Coatings  Of  *  28  Feb  86... . 

Gold  leaf.,... . . . . . . . . . . . . . . . . 

Gold  leaf...., . . . . . .  . . . . . 

Gold  Plating,  Flecfrode  Deposited  . . . . . . . . 

Gold  Wire  &  Ribbon  99.97AU,  For  Electronic  Applications  •  15  Jan  80 . . . . 

Gold,  Costing,  Denial... . . . . . . . . . . . . . . . 

Gold,  Foil,  Cylinders  (For  Dental-fillings) . . . . . . . . . 

Goniometer,  Orthopedic  . . . . . . . . . . 

Goniophotomet.y  Of  Objects  &  Materials  •  24  Jun  77  (Reapproved  1982)  . . . 

Gouging  And  Cutting  Machine,  Direct  Current,  Electric  Arc,  Portable . . 

Governing  Systems,  Speed  And  Load-sensing  (For  Electric  Generator  Sets)  . . . 

Government/indusfry  Data  Exchange  Program  Contractor  Participation  Requirements 

Governor  AssemblyAair  Broke  For  Tactical  Vehicles....... . . . . . . . 

Governor,  GosoPne  Engine,  Centrifugal  Type,  Size  1,  For  Use  On  Industrial  Engines 
Governor,  Gasoline  Engine,  Centrifugal  Type,  Size  2,  For  Use  On  Industrial  Engines 

Governors,  Steam  Driven  Pump,  Pressure  Regulating,  Navol  Shipboard..  . 

Gown  Operating,  Surglcol . . . . . . . . . 

Gown,  Hospital . . . . . . . . . . . . . 

Gown,  Hospitol,  Nonwoven  Fabric,  Disposable,  Universal  Size  . . . . 

Gown,  Hospitol,  Cotton . . . . . . . . . . 

Gown,  Operating,  Surgical,  Vest-type,  Green . . . . . . . . . . . 

Gown,  Operating,  Surgical  . . . . . . . . . 

Gown,  Patient  Examining . . . . . . . . . . . . . 

Gown,  Patient  Examining,  Disposable  . . . . . . . 

Gradeability  Test  Code  •  Apr  80  (Reopproved  Oct  83).... . . . . . 

Grader,  Heavy,  Road,  Motorized,  DED,  Commercial  Construction  Equipment  (CCE).. 

Grader,  Rood,  Motorized . . . . . . . . . 

Grader,  Road,  Motorized,  Air  Droppable  &  Helicopter  Transportable,  Diesel  Engine 
Driven 

Grader,  Road,  Packaging  Of . . . . . . . . . . . . . 

Graduate,  Liquid,  Laboratory,  Polyaropylcne . . . . . 

Graduate,  Liquid,  Laboratory,  Plastic . . . . . . . . . 

Graduate,  Liquid,  laboratory,  Corrosion-resistant  Steel,  Cylindrical . . . . 

Graduate,  liquid.  Laboratory  And  Pharmaceutical,  Gloss . . . „ 

Graduate,  liquid,  laboratory.  Glass,  Conicol . . . . . . 

Graduate,  liquid,  Laboratory,  (Borosilicale  Gloss) . . . . . . . 

Graduated  levels  Of  NBC  Threat  &  Minimum  Protection  (Edition  2) . . 

Graduates,  Liquid  Laboratory,  Corrosion  Resisting  Metol . . . . . . 

Grain  Largest  Observed  In  A  Metollogrophic  Section  (ALA  G.oin  Size),  Estimating 
The  •  25  Mar  83 

Grain  Size,  Cost  Turb  Ine  Blades  Acceptance  Criteria  For..... . . . 

Grain  Size,  Determining  Average  *26  Aug  88 . . . . . . . 

Grain,  Abrasive  (Minero!)  . . . . . . . 

Groin,  Abrasive  (Soft  Biosting)  . . . . . . . . . . . 

Grain,  Abrasive,  Soft,  cor  Corbon  Removal.... . . . . . 

Groin,  Igniter . . . . . . . . . . . . . 

Grain,  Igniter,  Propellant . . . . . . . . . . . 

Groins,  Tubular,  Pyrotechnic . . . . . . . . . 

Grapefruit  And  Orange  Sections,  Chilled . . . . . . 

Graphic  Electrical  Wiring  Symbols  For  Arichrichtectural  &  Elect  icol  Layourings  - 
1972 

Graphic  Representation  Of  The  Control  Characters  Of  Ascii  (Fips  1)  (With 
ANSJX3.320973) 

Graphic  Symbols  For  Plumbing  Fixtures  For  Diograms  Used  In  Archilectue  &  Building 
Construction  *77 

Graphic  Symbols  For  Logic  Functions  •  9  May  1984  . . . . . . . 

Graphic  Symbols  For  Electrical  And  Electronic  Diograms  (12  September  1986).... . . 

Graphical  Symbology  For  Use  On  Engineering  Orawings  &  Associated  Data  (Chg  2 
-  21  Jon  1987)_(Req  For  Issue  From  Other  Thon  DOD  &  DOD  Contract©'*  Must 
Be  Sent  Via  HQ  U$AF/XOXX(lSO),  Wash.,  O.c.  20330-5058 
Graphical  Symbols  For  Use  In  Diagrams  For  Fluid  Systems  In  Army  Vehicles 
(Excluding  Aeronautic  Or  Guided  Weapon  (Missi!e)sysiem( 

Graphical  Symbols  For  Electrical  And  Electronic  Diagrams  (Edition  No.  2) . 

Graphite  -  Special  Purpose  (For  Use  In  Ammunition),....... . . . . . 

Graphite  Billets,  Extruded  (For  High  Temperature  Application)  . . . . 

Graphite  Fiber  Resin  Impregnated  Tape  And'oheet,  For  Hand  Layup  . . . 

Graphite  Moisture  In  A  Sample . . . . . . . . . . 

Graphite,  Dry  (For  Uje  In  Ammunition)  . . . . . . . . . . 

Graphite  Dry  (Lubricating)  . . . . . . . . . . . . 

G/epbite,  Molded,  For  High  Temperature  Applications  . . . . . 
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HUE 

Graphite,  Natural,  Powered,  Technical . . . . . . . . 

Grapnel,  Marine,  Trip  Wire,  And  Crash  Truck . . . . . . . 

Gross  Hook  (Scythe  Type).,, . .  . . . 

Grass  Hooks,  Whip  Grass  Cutters  And  Whip  Weed  Cutters . . . . . 

Grater,  Food,  (Non-mechanlca1), . . . . . . . . . . . . 

Grating,  Metal,  Bar  Type  Flooring,  Naval  Shipboard . . . . . . 

Grating,  Metal,  Other  Then  Bar  Type  (Floor,  Except  For  Naval  Vessels) . 

Grating,  Metal,  Other  Than  Bar  Type  (Shipboard  Use) . . . . 

Grease  Cartridge,  201.5  X  904.5  -  1975 . . . . . . 

Grease  Gun,  Hand  Operated,  Lever,  Push  And  Screw  Type  . . . 

Grease  Guns,  Hand  Operated,  Lever,  Push  &  Screw  Type;  Type  I,  Lever  Operated 
Grease  Guns,  Hand  Operated,  Lever,  Push  &  Screw  Type;  Type  IV,  Pistol  Grip........ 

Grease  Nipples  (Ed  2)  (Rel  To  Othor  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx 
(Iso)  Wash,  Oc  20330-5058) 

Grease,  Aircraft  And  Instrument,  Gear  And  Actuator  Screw . . 

Grease,  Aircraft,  Extreme  Pressure,  Anthwear . . . . . . . 

Grease,  Aircraft  And  Instrument,  Fuel  And  Oxidizer  Resistant . . 

Grease,  Aircraft,  Belli.  Roller  Bearing,  NATO  Code  Number  G-372,  Metric... . 

Grcose,  Aircraft,  High  Load  Capacity,  Wide  Temperature  Range  . . . . . 

Greate,  Aircraft,  Helicopter  Oscillating  Bearing,  NATO  Code  Number  G-366, 

Metric 

Grease,  Aircraft,  General  Purpose,  Wide  Temperoture  Range,  NATO  Code  Number 
0*395 

Grease,  Automotive  Wheel  Bearing,  Leakage  Tendencies  Of  ■  18  Sep  61 
(Reapproved  1981) 

Greose,  Automotive  And  Artillery  . . . . . . . . . . 

Grease,  Effect  Of,  On  Copper  -  12  Sep  55  (Reapproved  77)... . . . . . . 

Grease,  Food  Grade,  Food  Processing  Equipment  (Metric) . . . . . . . . . 

Greose,  General  Purpose . . . . . . . 

Greose,  Graphite . . . . . . . . 

Grease,  Gunmount,  Aircraft . . . . . . . . 

Greose,  High  Performance,  Multi-purpose  (Mertic)  . . . . . . 

Grease,  High  Temperature,  Catapult  System  . . . . . . . . . . . . . 

Grease,  Industrial,  General  Purpose. . . . 

Greose,  Instrument,  Ultra  Citron,  Metric . . . . . 

Grease,  lubricating,  Roll  Stobnity  *  31  Aug  64 . . . . . . 

Grease,  Lubricating,  Analysis  Of  *  28  Jan  83  . . . . . . . . 

Grease,  Lubricating,  Cone  Penetration  Of  •  27  Aug  82 . . . 

Greose,  Lubricating,  Wear  Preventive  Characteristics  Of  (Four  Boll  Method)  -  8  Sep 
67  (Reopproved  81) 

Grease,  lubrication.  Dropping  Point  Of  *  27  Aug  76  vReappioved  82) . 

Greose,  Molybdenum  Disulfide,  For  Low  And  High  Temperatures,  Not  O  Code 
Number  G*353 

Grease,  Multipurpose,  Water  Resistant . . . . . . . . . . . . 

Groove,  Plug  Valve,  Gosolme  &  Oil. Resistant,  NATO  Code  Number  G-363,  Metric.. 

Greose,  Pneumatic  Systems . . . . . . . . . . . 

Grease,  Railway . . . . . . . . . . . 

Greose,  Rifle  . . . . . . . . . . 

Grease,  Silicone ..........  . . . . . . . . . . . . 

Grease,  Silicone  For  Use  With  Ammunition . . . . . 

Grease,  Transmission,  Helicopter . . . . . . 

Grease,  Wire  Rope-exposed  Gear . . . . . . . . . . . 

Greases  And  Oris,  lubricating,-  Evaporation  loss  Of  ■  10  Sept  1956  (Reopproved 
1981 

Greases,  In  Small  BeoringjE>aluotion  Of  Standard  Test  Method  For  -  30  Aug  74.... 
Greases,, lubricating,  Oxygen  Stability  Of,  By  The  Oxygen  Bomb  Method  -  23  Aug 
78  (Reopproved  1984) 

Greases,  Lubricating,  Apparent  Viscosity  *  27  Aug  76  (Reopproved  81) . . . 

Greases,  Lubricating,  Rust  Preventive  Properties  Of  -  27  Aug  73  (Reopproved  1981) 
Greases,  Lubricating,  Water  Washout  Characteristics  Of  •  2/  Aug  73  (Reopprovea' 
82) 

Grenade  (GP),  Liner  For  . . . . . . . 

Grenade  &  Tube  Assembly  Metal  Parts  Assembly  . . . . . . . 

Grenade  Body  . . . . . . . . . . . . . 

Grenade  Hand,  Riot,  CS,  M47=And  Grenade,  Hond,  Roil,  Red  Smoke,  M48  ............ 

Grcnode  XM74,  Hemispheres  For . . .  . . . . . .  „ 

Grenade,  Discharger,  Smoke  Screening,  L8A 1  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcoro  (DRC1RD))  Abca  454 
Grenade,  G,p,  M43A1  And  Bomb,  BLU*18  Container  Assembly  For  .......................... 

Grenade,  G.p.,  M42  Body  Assembly,  Type  Ph,  For. . . . . . . 

Grenade,  GP,  HE,  M74  Loading,  Assembling  &  Packing  . . . . . 

Grenade,  Genera!  Purpose,  M73  . . . . . . . . 

Grenade,  General  Purpose,  Practice,  M75„... . .  . . . . . . 

Grenade,  Gp,  M46  Body  Assembly,  Type  Co,  For,....,.. . . . . . . ........... 

Grenade,  HE,  G.P.,  M46  loading  &  Assembling . . . . . . . . 

Grenade,  HE,  Gp,  M42  Loading  &  Assembling  . . . . . 

Grenodo,  Hand-rifle,  Smoko,  V/p,  M34,  Inert  Components  . . . . «... 
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ALPHABETICAL  LISTING 


TITLE 

Grenode,  Hand-rifle,  Smoke,  Wp,  M34  Filling  And  Assembly  . . . . 

Grenade,  Hand,  Frag,  Delay,  M67  loading,  Assembling  And  Packing . . . . 

Grenade,  Hand,  Fragmentation,  Delay,  M67  And  Grenade,  Hand,  Practice,  Delay 
M69  (ABCA-456) 

Grenade,  Hand,  Fragmentation,  M26A1  Metal  Parts  For.,,.. . . . . . 

Grenade,  Hand,  Fragmentation,  Delay,  M67  And  M33  Container  Assembly  For . 

Grenade,  Hand,  Fragmentation,  Delay,  M56  loading,  Assembling  And  Packing..... . 

Grenade,  Hand,  Fragmentation,  M61  Metal  Ports  For.,,...,,, . . . 

Grenode,  Hand,  Frag,  Impact,  XM68  loading.  Assembling  And  Pocking . . 

Grtnodc,  Hand,  Gas . . . . . . . . . 

Grenade,  Hond,  Incendiary,  TH3,  AN-M14  . . . . 

Grenade,  Hand,  Inert  Components  For...,, . . . . . . 

Grenade,  Hond,  M33,  M59,  M67  And  M68  Metal  Ports  Assembly  For . . . . 

Grenade,  Hand,  Offensive,  MR3A2  W/fuze  M206A2  With  Safety  Clip  loading, 
Assembling  And  Packing 

Grenade,  Hand,  Offensive,  MK3A2  With  M206A2  loading,  Assembling  And  Packing 

Grenade,  Hand,  Offensive,  MK3A2  Paris  For  . . . 

Grenode,  Hand,  Practice,  Delay,  M62  loading,  Assembling  And  Packing  . . . 

Grenode,  Hand,  Practice,  Delay,  M69,  Body  Assembly  For  . . 

Grenode,  Hond,  Practice  M30,  Ports  . . . . . . . . . 

Grenade,  Hand,  Practice,  M30  W/fuze  M205A2,  loading.  Assembling  And  Pocking,. 

Grenode,  Hond,  Practice,  Delay,  XM69.STOPPSR  For . . . . 

Grenode,  Hond,  Riot,  CS,  M7A3  . . . . . . . . 

Grenade,  Hond,  Red  Smoke,  RS,  M48......  . . . . . . 

Grenade,  Hond,  Riot,  CS,  M47  . . . . . . . 

Grenade,  Hond,  Smoke,  He,  AN&M8 . . . . . . . . . . . . . . . . 

Grenade,  Hond,  Smoke  H  . . . . . . . . . . . . . 

Grenode,  Hond,  Smoke,  M18........ . . . . . . . . . . 

Grenode,  launcher,  Smoke,  Screening,  RP,  UK18A3  . . . . . 

Grenode,  Rifle,  Smoke,  Colored,  M22A2  Loading,  Assembling,  Morking,  And 
Pocking 

Grenade,  Rifle,  Illuminating,  M27,  Assembly,  Morking  And  Packing . . . 

Grenade,  Rifle,  Smoke,  Colored,  M22A2  Metol  Ports  For . . . . 

Grenode,  Rifle,  Smoke,  M22A2,  Chemical  loading  Assembly........ . . . . 

Grenade,  Rifle,  Smoke,  M23A1,  Chemical  loading  Assembly . . . . . 

Grenade,  XM67,  Safety  Clip  For . .  . . . . . . 

Grenade,  XM68,  Safety  Clip  For.,... . . . . . . . . 

Grenades,  GP,  Cone  For . . . . . . . . . . . . . 

Grenades,  GP,  M42  &  M46,  Inert  loading,  Assembling  &  Pocking . . . . 

Grenades,  GP,  M42  &  M46,  Tape  Stiffener  Assembly  For  . . . . 

Grenades,  Gp.  M42  And  M46  lead  Cup  Assembly  For. . . . 

Grenades,  Hond;  Inert  Components  For . . . . . . . 

Grid  Potterns  For  Solderless  Wrapped  Electrical  Connectors . . . . . . . 

Grid,  Bucket,  Point  Roller . . . . . . . . . 

Grid,  Rodiogrophic,  Straight,  Wafer-type  . . . . . . 

Grid,  Radiographic,  Straight,  Wofer  Type . . . . . 

Grid,  Rodiogrophic . . . . . . . . . . . . . 

Grid,  Wire  Gauze,  Laboratory,  Plain . . . . . 

Grid,  Wire  Gauze,  Laboratory. . . . . . . . . . . . 

Grid,  Wire  Gauze,  Laboratory,  Ceramic  Center  Patch . . . . . . . 

Grid,  Wire  Gouze,  laboratory,..,., . . . . . . . . . . . 

Griddle,  Self  Heating,  Electric,  And  Stonds,  Griddle  . . . . . . . . 

Griddle,  Self'heoting.electric,  Stand  Mounted  . . . . . . . 

Griddles,  Self  Heating,  Gas,  Counter  Or  Stond  Mounter................. . . . 

Grill,  Charcoal  (Fire  Ring  With  Hinged  Grill  Top) . . . . . . . . 

Grill,  Charcoal  (Pedestal  Mounted)  . . . . . . . . . . . . 

Grill,  Frankfurters,  Roller  Type,  Electric  . . . . . . . . . . 

Grill,  Frankfurter,  Roller  Type,  Electric . . . . . . . . . . 

Grinder,  Die,  Pneumatic . . . . . . . . . . . 

Grinder,  Electric,  Porfobte  . . . . . . . . . . . . . 

Grinder,  Electric,  Portable,  Double-insulated  (Dielectric  Housing),. . . . . . 

Grinder,  Hond,  laboratory . . . . . . . . . . 

Grinder,  Pneumatic,  Horizontal  And  Verticol . . . . . . . 

Grinders  And  Mixer-grinders,  Meat,  Electric . . . . . . . 

Grinders,  Meat,  Electric,  Grinders  Meat,  Hond,  And  Mixer-grinder,  Meat,  Electric  .... 

Grinding  And  Polishing  Machine,  Dental  laboratory  . . . . 

Grinding  And  Polishing  Machine,  Dental  Laboratory  Bench  Mounted,  115  Volt,  60 
Cycle  Ac 

Grinding  And  Polishing  Machine,  Dental  Laboratory,  Floor  Mounted,  1 10  Volt,  60 
Cycle,  A.c. 
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ALPHABETICAL  LISTING 


TITLE 

Grinding  And  Polishing  Machine,  Denial  Laboratory,  Floor  Mounted,  110  Volt,  60 
Cycle,  A.c.  (Use  In  Lieu  Of  Fed  Spec  OO-G-684) 

Grinding  Kit,  Valve  Seat,  Electric...... . . . . . . . . . . . 

Grinding  Machine,  Cytinderhead  (Wet  Type) . . . . . 

Grinding  Machine,  Internal,  Planetary  Head,  Horizontal  Spindle,  Electric  Motor 
Driven 

Grinding  Machine,  Cylindrical,  External,  Center  Type,  Universal,  Traveling  Table........ 

Grinding  Machine,  Valve  Face . . . . . . 

Grinding  Machine,  Cylindrical,  External,  Plain,  Power  . . . . 

Grinding  Machines,  Wood-cutting,  Circular  Saw  Blade,  Automatic  . . . 

Grinding  Mochine,  Jig,  Vertical . . . . . . . . 

Grinding  Machine,  Bench,  Hand  Power  . . . . . . . . . . . . . 

Grinding  Machine,  Crankshaft  . . . . . . 

Grinding  Machine,  Disc,  Horizontal,  Double  End,  Single  Spindle  . . . 

Grinding  Machine,  Drill,  Manuol  Operation . . . . . . 

Grinding  Machine,  Tool  Attachment,  Precision . . . . . . . . 

Grinding  Machine,  Internal,  Chucking,  Universal.................... . . . . . 

Grinding  Machines,  Tool  And  Cutter,  And  Grinding  And  Gashing  Machines,  Tool, 
Cutter,  Flute  And  Radius 

Grinding  Machines,  Non-traversing  Rotary  Table,  Vertical  Spindle,  Universal, 

Manual,  Automatic,  &  Computer  Numerically  Controlled  (Cnc) 

Grinding  Machines,  Brake  Lining,  Portable  And  Bench  Mounted  . . . 

Grinding  Machines,  Tool  And  Cutter,  Flute  And  Radius,  Computer  Numerically 
Controlled  (CNC) 

Grinding  Machine,  Bench,  Hand-operated  . . . . . . . . . . . . 

Grinding  Machines,  Jig,  Vertical,  CNC . . . . . . . . 

Grinding  Machines,  Circular  Saw  8tode,  Metal-cutting . . . . . 

Grinding  Machine,  8.  Grinding  8.  Buffing  Machines,  Utility,  Bench  8.  Pedestal, 

Electric 

Grinding  Machine,  Center  Hole,  Vertical,  Floor  Mounted,  Electric  Motor  Driven . 

Grinding  Machine,  Internal,  Chucking,  Horizontal,  Electric  Motor  Driven . . . 

Grinding  Machine,  Abrasive  Belt,  Platen,  Wet  8.  Dry  Type  . . . . . . 

Grinding  Machine,  Thread,  Externol,  Automatic . . . . . . . 

Grinding  Mochine,  Surface,  Rotary  Table,  Horizonol  Spindle . . . . 

Grinding  Machine,  Surface,  Reciprocating  Table  Horizontal  Spindle,  Hand  Feed... . 

Grinding  Machine,  Centerless,  External,  Cylindrical  . . . . . . . . . 

Grinding  Machine,  Surface,  Rotary,  Vertical  Spindle,  Single  Table  . . . 

Grinding  Machines,  Carbide  Tool  Bit  And  Carbide  Tool  Bit  And  Chip  Breaker 
Combination,  Electric  Motor  Driven 

Grinding  Mochine,  Surface,  Reciprocating  Table,  Horizontal  Spindle,  Power  Feed . 

Grinding  Of  Chrome  Plated  Steel  And  Steel  Ports  Heat  Treated  To  180,000  PSI  Or 
Over 

Grinding  Wheels  8.  Other  Bonded  Abrasives,  Marking  For  Identifying  •  77 . . 

Grinding  Wheels,  Shape  8.  Sizes  Of,  Mounted  Wheels,  Sixes  8.  Identification  Of, 
Specification  For  •  1974 

Grip  8.  Parachute  Rip  Cord,  Trapezodial . . . . . . . . . . . . 

Grip  Assembly,  Cyclic  Controller,  Helicopter . . . . . . . 

Grip  Assembly,  Controller,  Aircraft,  Type  MC8.2 . . . 

Grip  Assembly,  Cyclic  Controller,  Helicopter . . . . . . . 

Grip,  Coble  . . . . . . . . . . . 

Grip,  Coble  Jaw  . . . . . . . . . 

Grip,  Cable,  Rescue . . . ...» . . . . . 

Grip,  Coble,  Woven,  Strain  Relief,  Axial . . . . . . . . . 

Grip,  Parachute  Rip  Cord,  Ooverleaf . . . . . 

Grip,  Wire,  Strand,  Wire  Rope  And  Cable . . . . . . . . . . 

Griseofulvin  Tablets,  USP. . . . . . . . . . . . . . . 

Griseofulvin  Tablets,  Modified  . . . . . . . . . . 

Grommet  &  Drainoge,  Plastic . . . . . . . . . . . . . 

Grommet «  Plastic  Fliptype  •  17  Jan  83  W/DOD  Exceptions......... . . 

Grommet  And  Washer,  Parachute  Pock  (Asg) . . . . . . 

Grommet  Assembly.. . . . . . . . . . . . . 

Grommet,  Elastic,  Hot  Oil  8i  Coolant  Resistont  . . . . . 

Grommet,  Fiber  (Forjechle  Rotating  Bonds) . . . . . . . . 

Grommet,  Hard  Seat,  Swaged,  Countersink,  Ouick^releose,  Panel  Fastener . . . . 

Grommet,  Hard  Seat,  Swaged,  Countersink;  Gencrol  Specification  For...................... 

Grommet,  Hard  Seat,  Reliability  And  Maintainability  (New  Construction  And 
Repair)  Requirements  For 

Grommet,  Hard  Seat,  Swaged,  Countersink,  Tension  Head,  Pond  Fastener . . 

Grommet,  Metallic . . . . . . . . . . . 

Grommet,  Metollic,  Plain  And  Spur,  With  Washer,  Type  I  And  Type  lii  (Asg) . 

Grommet,  MetoIJir,  Plain,  With  Toothed  Wosher  (Type  li)....,... . . . . 

Grommet,  Metallic,  Oblcng,  With  Raised  Wosher  (Type  V)  . . . . . . . 

Grommet,  Plastic,  Split  -  Feb  68  W/dod  Exceptions  . . . 

v  rommet.  Plastic,  Edging . . . . . 

Grommet,  Plastic  . . . . . . . . . 

Grommet,  Plastic,  Unicellular,  High  Density  . . . . 
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5325 

82 

01  May 

89 

AR 

YD 

99 

E 

NAS  557-68 

9390 

AS 

14  Jun 

74 

AV 

AS 

11 

MS-21266E 

5325 

AS 

15  Jun 

81 

Gl 

AS 

99 

l 

MIL-G-22529B 

5325 

AS 

05  Oct 

84 

AS 

l 

MIL-G.17594B 

5325 

SH 

16  Oct 

67 

SH 
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ALPHABETICAL  LISTING 


TITLE 

Grommet,  Polycorbonote  (For  Scporote  Loaded  Projectile) . . . 

Grommet,  Rubber  •  Plug  Connector,  Romp  Power,  416/240  Volts..... . . . 

Grommet,  Synthetic  And  Silicone  Rubber,  Hot  Oil  And  Coolant  Resistant . 

Grommets,  Mounting,  Integrally  Illuminated  Information  Plate  (Inactive  Use  Ms 
3498) 

Grommets,  Plastic,  Filament  Wound,  (For  Separate  Loaded  Projectiles) . . . 

Groover,  Edgers,  And  Corner  Tools-  Concrete,  Hand . . . 

Groover,  Sheet  Metal,  Hand  . . . . . . . 

Groovers,  Edgers,  And  Corner  Tools  -  Concrete,  Hand  . . . . 

Grooving  Machine,  Sheet  Metal,  Single  Lock  And  Pittsburgh  Seams,  Electric  Motor 
Driven,  Floor  Mounted 

Grooving  Machine,  Sheet  Metol,  Hand  Operated,  Bench  Mounted . 

Ground  Air  Conditioning  Of  Aircraft  &  Aircrew  Equipment  (Chg  4  10  Sep  86) 
(Release  To  Other  Than  Dod  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Ground  Beef  products.  Frozen  . . . . . . . . . . . . . 

Ground  Electrical  Power  Supplies  For  Aircraft . . . . 

Ground  Electrical  Power  Supplies  For  Aircraft  (Ed  5)  (Rel  To  Other  Than  Dod  Act 
Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Ground  Electrical  Power  Supplies  For  Aircraft,  Request  Other  Than  DOD  Must  Be 
Sent  Vto  Hq  USAF/XOXX(lSO)  Wash.  DC  20330-5058 

Ground  Fit  &  Compatibility  Criteria  For  Aircraft  Stores . . . 

Ground  Fit  &  Compatibility  Criteria  For  Aircraft  Stores  (Ed  1)  Other  Than  Dnd 
Refer  To  Usaf/xoxx(iso)  Wash,  Dc  20330-5058 

Ground  Fit  And  Compatibility  Tests  Of  Airborne  Stores,  Procedure  For . 

Ground  Half  Air  &  Electrical  Connectors  For  Low  Pressure  Air  Storting  Of  Aircroft 
Engines  (Edition  1)  (Req  For  Issue  Other  Thon  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX,  Washington  Dc  20330-5058 
Ground  Recharging  Of  Aircraft  Main  Batteries,  Request  Other  Than  DOD  Must  Be 
Sent  Via  HQ  USAFZXOXX(ISO)  Wash,  DC  20330-5058 
Ground  Recharging  Of  Aircroft  Main  Batteries  (Ed  3)  (Rel  To  Other  Thon  Dod  Ad 
Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Ground  Recharging  Of  Aircraft  Main  Batteries . . . . . . . . . . 

Ground  Resolution  Targets  For  Aerial  Photography  (Edition  No.  1)  (Req  Other  Thon 
DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wash.  D.c.  20330-5058) 

Ground  Security  Measures  Against  Aircraft  Sabotage/hijacking  (EDITION  No.  2)  .... 

Grounding  &  Bonding  Equipment  •  Sixth  Edition  •  22  Nov  84 . * . . . . 

Grounding,  Bonding  And  Shielding  Design  Practices  . . . . . . 

Grounding,  Bonding  &  Shielding  For  Electronic  Equipments  &  Facilities,  Volume  1  & 

2 

Grounding,  Bonding  &  Shielding  For  Common  Long  Haul/tactical  Communication 
Systems  Including  Ground  Based  Communications  -  Electronics  Facilities  & 
Equipments 

Grout  For  Reinforced  &  Nonreinforced  Masonry  •  25  Mar  83 . . . 

Grout-Material,  Rapid  Setting . . . . . . . . . 

Grouting  Machines  (Mud  Jacks)  Pneumatic  Tired............. . 

Grouts,  Chemical-resistant  Resin,  For  Brick  Or  Tile,  Standard  Specification  For  ■  31 
July  87 

Grouts,  Chemical-resistant  Resin,  Stondard  Specification  For  *  28  Jan  74 . 

Grown,  Operating,  Surgical,  Cotton,  Pleated  Front . . . . . . 

Guaifenesin  Syrup,  N.f. . . . . . . . . . . . . 

Guaifenesin  Syrup,  Usp . . . . . . . . . . . . . . . 

Guanobenz  Acetate  Tablets  . . . . . . 

Guanidine  Carbonate,  Technical . . . . . . . . . . . 

Guanidine  Nitrote  . . . . . . . . . . . . 

Guanidine  Nitrate  (GN) . . . . . . . . . . . . . . . 

Guard,  Pin  Pulley  •  Dec  72  W/DOD  Exceptions . . . . . . . . . 

Guard/  Rat,  Ship  . . . . . . . . . 

Guard,  Rocdwoy  Crossing,  6  Inch  Hoseline  . . . . . . . . . 

Guord,  Roodway  Crossing . . . . . . . . . . . 

Guard,  Splosh,  Wheel . . . . . . . . . . . . . 

Guard,  Splash,  Wheel . . . . . . . . . . . . . . 

Guard,  Switch,  Genera)  Specification  For . . . . . . «... . . . 


Guard,  Switch,  2  Or  3  Poslton  — . . . . . 

Guard,  Switch,  2  Or  3  Position  (Inactive  For  New  Design) 

Guard,  Sw’tch,  2  Position  . . . . . . . 

Guard,  Switch,v3  Position  . . . 

Guard,  Switch,  3  Position  . . . . . 

Guard,  Switch,  3  Position  . . . . . . . . . . . 

Guard,  Switch,  3  Position  . . . . . 

Guard,  Swith,  2  Position,  lock  (Inactive  For  New  Design) 
Guard,  Swith,  3  Position . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-G-48090A 

8140 

AR 

17  Mor 

88 

AR 

l 

MS-27271 

5935 

85 

17  Mo / 

88 

85 

MS-35489J 

5325 

AR 

17  Feb 

89 

AR 

OS 

99 

MS-253B1F 

5220 

AS 

28  Feb 

78 

AS 

99 

l 

MII-G-46905A  (2) 
NOTICE  1 

3140 

AR 

19  Mor 

86 

AR 

GGG-G-00690A 

5120 

t 

15  Apr 

68 

GGG-G-00695A  (1) 

5120 

t 

30  Apr 

68 

GGG-G-690 

5120 

t 

18  Apr 

56 

MIL-G-26869C 

3441 

IP 

21  Mor 

80 

Al 

99 

A-A-51169 

3441 

IP 

18  Aug 

87 

Al 

99 

AIR-STD-1 1/170  (3) 

ISDF 

05 

18  Feb 

74 

PP-B-2120A  (2) 

8905 

/Gl 

08  Jun 

87 

Gl 

SA 

50 

AIR-STD-12/12C 

ISDF 

05 

05  Mor 

84 

NAT-STD-3457  (2) 

NAT 

ISDF 

08 

08  Feb 

89 

AIR-STD-25/21 

ISDF 

08 

10  Sep 

86 

06 

AIR-STD-20/21 

ISDF 

06 

22  Jon 

85 

NAT-STD-3899  (3) 

ISDF 

06 

30  Nov 

38 

MIL-STD-1289A 

MISC 

AV 

11  Nov 

76 

AV 

AS 

18 

NAT-STD-3947  (4) 

ISDF 

06 

21  Sep 

88 

AIR-STD-25724 

ISDF 

05 

10  Sep 

86 

06 

NAT-STD-3454  (2) 

NAT 

ISDF 

05 

09  Feb 

89 

AIR-STD-12/20B 

ISDF 

05 

05  Mor 

84 

NAT-STD-3704  (3) 

ISDF 

06 

29  Apr 

88 

NAT-STD-3771 

ISDF 

06 

27  Mo/ 

86 

UL  487-84 

5975 

YD 

23  Jun 

85 

ER 

YD 

85 

L 

MIL-STD-1857 

NOTICE  ) 

EMCS 

CR 

19  Sep 

88 

CR 

MII-HD6K  419A 

SIHC 

90 

29  Dec 

87 

SC 

tc 

90 

MIL-STD-188/124A 

SIHC 

90 

02  Feb 

84 

SC 

EC 

90 

ASTM  C476-83 

5610 

YD 

02  Sep 

83 

CE 

YD 

99 

Q  l 

M1L-G-81830A  (2) 

5610 

AS 

07  Nov 

86 

AS 

MIL-G-18763E 

3895 

YD 

22  Aug 

83 

YD 

99 

ASTM  C658-87 

5610 

YD 

28  Od 

88 

ME 

YD 

ASTM  C658-74R80E 

5610 

YD 

14  Mor 

86 

ME 

YD 

MIL-G-36566A 

6532 

DM 

02  Jun 

75 

MD 

MS 

03 

MIL-G-37297 

6505 

DM 

12  Dec 

75 

MD 

MS 

03 

A-A-53138 

6505 

MB 

13  Aug 

87 

MD 

MS 

03 

A-A-51047 

6505 

7MB 

04  Od 

85 

MD 

MS 

03  DM 

Mll-G-5588 

NOTICE  1 

6810 

EA 

11  Aug 

88 

EA 

68 

l 

Mil-G-21352 

1376 

OS 

9  Jun 

59 

OS 

l 

MIL-G-63431 

NOIICE  1 

6810 

AR 

25  Apr 

88 

AR 

E 

NAS  427-72 

REV  6 

5315 

AS 

05  Dec 

80 

AV 

AS 

11 

MII-G-2767C 

2040 

SH 

27  Apr 

83 

ME 

SH 

l 

Mll-G-53017 

4610 

ME 

09  Sep 

82 

ME 

l 

MII-G-52346C 

3835 

ME 

08  Aug 

88 

ME 

l 

MII-G-2362IB 

2540 

AT 

22  Dec 

83 

AT 

l 

MS-51331D 

2540 

AT 

30  Jun 

78 

AT 

<3 

MIL-G-7703D 

5930 

85 

30  Sep 

88 

ER 

AS 

85 

SUPP  1A 

SUPP  1A 

MS-24417H 

5930 

85 

16  Sep 

85 

ER 

A5 

85 

MS-25221F 

5930 

85 

30  Sep 

88 

ER 

AS 

85 

NOTICE  1 

MS-25224G 

NOTICE  1 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

MS-25225G 

NOTICE  1 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

l 

MS-27752C 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

NOTICE  1 

MS-25223G 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

MS-25214E 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

MS-25452D 

5930 

85 

20  Dec 

82 

ER 

AS 

85 

MS-25034J 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Guid  Specification!  {Minimum  Quality  Standard!)  For  Aviation  Turbine  Fuelt  (F>34, 
F-35,  F-40  &  F-44)  (Ed  3)  (Re!  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq 
Usaf/xoxx^  (I jo)  Wash,  Dc  20330-5058) 

Guidance  And  Control  Systems,  Mlssileborne,  Remote  Control  (Command)  Guided 
Missiles,  General  Specification  For 

Guidance  Control  Test  Set  Mork  443  Mod  1  (For  Torpedo  Mk  46  Mod  0  And  Mod 
1) 

Guidance  Control  Section,  Guided  Missile  WGU-15  (XCL-1)/B  (Sidearm)  . . 

Guidance  Control  Suction,  Guided  Missile  Receiver  Subassembly  . 

Guidance  Control  Section,  Guided  Missile  Power  Supply  Assembly . . . . . 

Guidance  Control  Section,  Guided  Missile  G-bias/nav  Gain  Assembly  . . . . 

Guidance  Control  Section,  Guided  Missile  Servo  Section  . . . . . . 

Guidance  clexible  Flat  Multicorductor  Cable  (Flat  Conductors)  . . . . 

Guidance  For  The  Use  Of  DOD  STD  1679A . 

Guidance  For  The  Control  Of  Heat  Stress  In  Operations  Of  High  Performance 
Military  Aircraft  (Advisory  Publication) 

Guidance  For  The  Design  And  Test  Of  Systems  Protected  Against  The  Effects  Of 
Electromagnetic  Energy 

Guidance  Section  Guided  Weapon  Mk  71  Mod  0...................... . . . . 

Guidance  Section,  Guided  Weapon  Mk  71  Mod  1 . . . . . . 

Guidance  Section,  Guided  Weapon  Mk  71  Mod  2 . . . 

Guide  Barrel . . . . . . . . . . . . . . . . . . 

Guide  For  Application  &  TcHoring  Of  Requir  Ements  For . . . 

Guide  For  Attribute  Lot  Sampling  Inspection  Ok  MIL-STD-105  . . . . . 

Guide  For  Developers  &  Users  Of  Comm.  Sys.  Stds  In  The  MIL-STD-188  Series  (Vol 

1  6.  Vol  II) 

Guide  For  Developers  &  Users  Of  Communications  Systems  Standards  (Vol  lii) . 

Guide-  For  Electrical  Maintcnce  Diagrams  For  Aircraft  Systems  (Re!  To  Other  Than 
DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360) 

Guide  For  Selection  Of  Lubricants,  Fluids,  And  Compounds  For  Use  In  Flight 
Vehicles  And  Components 

Guide  For  Selection  Of  Lubricants  &  Hydraulic  Fluids  For  Use  In  Shipboard 
Equipment 

Guide  For  The  Evaluation  Of  A  Contractor  S  Measurement  And  Calibration  System 
For  Compliance  With  Aqop  6 

Guide  For  The  Evaluation  Of  A  Contractors  Quality  Control  System  For  Compliance 
Wit).  AQAP-l  (Edition  No.  3) 

Guide  For  The  Evaluation  Of  A  Contractors  Software  Quality  Control  System  For 
Compliance  With  AQAP-13 

Gin '  For  Tf «  evaluation  Of  A  Contractors  Inspection  System  For  Compliance  With 
A^aP  '  '  2) 

Guide  F.  7r  «„  *nentation  Of  Federal  Information  Processing  Standards  (Fips) 

In  The  Acqu.*.  kv«i  &  Dev.gn  Of  Computer  Products  &  Services 
Guide  For  The  Restoration  Of  Facilities  On  The  Lines  Of  Communications,  Pets  & 
Other  Criticol  Installations  After  Hostile  Actions  -(edition  No.  1) 

Guide  For  The  Use  Of  International  System  Of  Units  (SI)  In  Federal  Information 
Processing  Standards  Publications 

Guide  Pecificotions  F  Or  ABCA  Army  Fuels,  lubricants  &  Associated  Products 
(Based  On  Storing  284f)’Tu.  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM, 
MAT  09B21,  Wash,  Dc  20360 

Guide  Pin,  Electricol,  Connector,  Mole  A*  -  sole . . . . 

Guide  Plate . . . . . . . . 

Guide  Specifications  For  NATO  Army  Fuels,  Lubricants  &  Associated  Products  (Ed. 

2  W/omds  1  &  2)  (Rel  To  Other  Thon  DOO  Act  Reg  Pr  Appr  Of  CNM,  MAT 
09B21) 

Guide  Specification  Minimum  Quality  Standards)  For  *  ,iion  Gasoline,  N*  TO 
F-18  (Chg  1  .  4  Oct  1985) 

Guide  Si  <  ification  (Minimum  Quollty  Standards)  For  Aviation  Fuels,  NATO  F-34, 
F-40  &  F*44  (Chg  1  ■  4  Oct  1985) 

Guide  Specification  For  Petroleum  Bose  Aviation  Hydroulic  Fluids  (H-515  &  H-520),. 

Guide  To  Aircraft/stores  Compatibility  . . . . . . 

Guide  To  Security  Classification  G»  Air  Reconnoissonce  Imagery  (Edition  No.  2) 

(Req  Other  Than  DOD  Ref  To  HO  USAF/XOXX-ISO  Wash  D.c.  20330-5058) 

Guide  To  Standards  Forfeiting  Plant  Effluents  *  1974  . . . . . . 

Guide  Wire,  Cardiovascular  Catheter,  Disposable,  Moveobfe  Core  ..............  ............ 

Guide  Wire.  Ccrdiovoscclor  Catheter,  Fixed  Core,  Hcporin  Coated,..,.... . . . 

Guide  Wire,  Cerebral  Catheter . . . . . . . . . . . 

Guide  Wire,  Vein  Catheterization  . . . . . . . . . . . . 

Guide,  Angle  (Adjus'oble) . . . .  . . . . 

Guide,  Circumcision,  Plastic,  Disposable......  .................  . . . . . 

Guide,  Opc'ot'on  Ana  Maintenance,  For  Trainirg  Aids,  For  Preparation  Of, . . . 

Guide,  Puaendol  Needle .  . . .  . . ..... 

Guide,  Wire  Strut  (V  Shope,  House) . . . . . . . . 

Guided  Missile  Launching  System  Mork  1C  Mod  0  . . . . . . . 

GuVed  Yitssile  launching  Syste.n  Mark  22  Mod  0  . . . 

Guided  Missil'*  Launcher  Test  Set,  AN/ASM-464A  . . . 

Guided  Missile  Test  Equipment  Functional  Categorization  System . . . . . . 


G  *dcd  Missile,  Training  ATM  78D-3,  Typa  til 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3747  (6) 
NAT 

ISDF 

06 

02  Feb 

89 

MIL-G-46S58A 

NOTICE  1 

1420 

Ml 

28  Dec 

87 

Ml 

AS  19 

l 

MIL-G-82445  (4) 

4921 

OS 

20  Sep 

74 

OS 

l 

Mll-G-85742 

1420 

AS 

04  Feb 

87 

AS 

L 

MIL-G-85742/2 

1420 

AS 

04  Feb 

87 

AS 

l 

MIL-G-85742/3 

1420 

AS 

19  Dec 

86 

AS 

L 

MIL-G-85742/4 

1420 

AS 

19  Dec 

86 

AS 

L 

MIL-G-85742/5 

1420 

AS 

19  Dec 

86 

AS 

MIL-HDBK  176 

6145 

CR 

17  May 

72 

CR 

AS  85 

L 

DOD-HDBK  2°’ 

MCCRNM 

22  Oct 

84 

NM 

AIR-STD-61/19 

ISDF 

06 

21  Sep 

81 

ADV  PUB  61/19 
MIL-HDBK  25-1 

emcs 

EC 

28  Jul 

78 

CR 

EC 

MIL-G-85868/1 

1325 

AS 

13  Jul 

88 

MIL-G-85868/2 

1325 

AS 

13  Jul 

88 

MIL-G-85868/3 

1325 

AS 

13  Jul 

88 

MS-75108 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC  85 

l 

MIL-HDBK  248A 

MISC 

AS 

15  Oct 

79 

Ml 

AS 

MIL-HDBK  53/1 A 

QCIC 

AR 

01  Feb 

82 

AR 

SH  23  DK 

MIL-HDBK  188 

•SLHC 

SC 

21  Jan 

83 

EC  90 

MIL-HDBK  188/3 

SLHC 

EC 

31  Jul 

85 

SC 

EC  90 

VOL  III 

AIR-STD-104/18 

ADV  PUB 

ISDF 

06 

29  Oct 

84 

MIL-HDBK  275A 

MISC 

AS 

29  Jun 

76 

AV 

AS  11 

L 

MIL-HDBK  267 

9150 

SH 

02  Mar 

81 

SH 

AQAP-7 

ISDD 

NM 

01  Oct 

78 

AQAP-2 

ISDD 

NM 

01  May 

84 

AQAP-14 

ISDD 

NM 

01  May 

84 

AGAP-5 

ISDD 

NM 

01  Mar 

76 

FIPS-80 

IPSC 

02 

07  Jun 

81 

OM  02 

NAT-STD-2368 

ISDA 

AM 

13  Dec 

85 

FIPS-34 

IPSC 

02 

01  Jon 

75 

OM  02 

Q-STD  657  (1) 

ISDA 

AM 

17  Jan 

84 

MS-18197E 

5935 

EC 

23  Jun 

72 

CR 

EC 

85 

MS-75107 

5965 

CR 

27  Jul 

73 

CR 

EC 

85 

NAT-STD-2845  (3) 

ISDA 

AM 

22  Apr 

87 

AIR-5TD-15/5 

ISDF 

12  Mor 

84 

06 

AIR-STD-15/6 

ISDF 

06 

12  Mor 

84 

AIR-STD-15A/7A 

ISDF 

06 

10  Jul 

85 

MIL-HDBK  244 

15GP 

AS 

01  Aug 

75 

AV 

AS 

18 

NAT-STD-3768 

ISDF 

06 

26  Sep 

83 

DIST  STMT  C 

AWPA  M15-74 

5510 

C 

3)  Mor 

88 

me 

SH 

99 

A-A-51035 

6515 

/MB 

04  Oel 

85 

MD 

MS 

03 

A-A-51051 

5515 

/MB 

07  Oct 

85 

M_D 

MS 

03 

A-A-51050 

6515 

/MB 

07  Oci 

85 

MD 

MS 

03 

A-A-51862 

6515 

/MB 

18  Aug 

88 

MD 

MS 

03 

A-A-5I756A 

6515 

/MB 

15  Aug 

88 

MD 

MS 

03 

MIL-G-37061  (1) 

65)5 

0M 

05  Feb 

75 

MD 

MS 

03 

L 

MIL-G-2901)  (1) 

TMSS 

ID 

15  Jun 

84 

TD 

MIL-G-36711 

6515 

DM 

05  Oci 

70 

MD 

MS 

03 

A-A-51376 

6515 

'M3 

08  Jul 

86 

MD 

MS 

03 

L 

M'l-G-23802 

1440 

OS 

17  Jul 

63 

OS 

L 

MIL  G -81348 

l4-’0 

OS 

29  Dec 

65 

OS 

L 

Mll-G-35299 

4935 

AS 

02  Mor 

87 

AS 

MIL-HD8K  I42A 

4935 

Ml 

01  Jun 

88 

Ml 

OS 

99 

NOTICE  1 

NO  ICE  1 

L 

MIL-G-85435 

6920 

AS 

24  Aug 

81 

AS 
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ALPHABETICAL  LISTING 


TITLE 

Guided  Mii'ilej  And  Spare  lounch  Vehicles,  Weight  And  Bofance  Status  (Parts  3A 
And  38) 

Guided  Missiles  And  Spoee  launch  Vehicles,  Weight  And  Balance  Dota  Reporting 
Forms  For 

Guided  Missiles  And  Space  Launch  Vehicles,  Summory  Weight  Statement  (Port  1),... 

Guided  Missiles  And  Space  Launch  Vehicles,  Detail  Weight  Stotement,  Weight 
Empty  (Port  2) 

Guided  Weapon  Control  Group  OK-293A/AWW. . . . . . 

Guideline  For  Automatic  Data  Processing  Risk  Analysis . . . . 

Guideline  For  Developing  i.  Implementing  A  Charge  System  For  Data  Processing 
Services 

Guideline  For  Inspection  &  Quality  Control  For  Alphanumeric  Computer  Output 
Microforms 

Guideline  For  Lifecycle  Volidalion,  Verification,  &  Testing  Of  Computer  Software  .... 

Guideline  For  Managing  Multivendor  Plug  Compatible  Asdp  Systems  . . . . . 

Guideline  For  Optical  Character  Recognition  (OCR)  Print  G.'olity  (ANSI  X  3.99-83.. 

Guideline  For  Planning  &  Using  A  Data  Dictionary  System  . . . . . 

Guideline  For  Planning  And  Management  Of  Database  Applications.... . . 

Guideline  For  Security  Of  Computer  Applications  . . . . 

Guideline  For  Selection  Of  Data  Entry  Equipment . . . . 

Guideline  On  Constructing  Benchmarks  For  ADP  System  Acquisitions  . . . 

Guideline  On  Electrical  Power  For  ADP  Installions . . . . . . 

Guideline  On  Evaluation  Of  Techniques  For  Automated  Personal  Identification . . 

Guideline  On  Integrity  Assurance  &  Control  In  Database  Administration . 

Guideline  On  User  Authentication  Techniques  For  Computer  Network  Access  Control 
Guideline,  American  National  Dictionary  For  Information  Processing  Systems  (With 
X3/TR.V82) 

Guidelines  For  ADP  Contingency  Planning  . . . . . . . . 

Guidelines  For  Automatic  Data  Processing  Physical  Security  And  Risk  Management  .. 
Guidelines  For  i  nchmarking  Asdp  Systems  In  The  Competitive  Procurement  Enviro  . 
Guidelines  For  Classifying  Incidents  For  Reliability  Estimation  Of  Tracked  &  Wheeled 
Vehicles  (Edition  No.  1) 

Guidelines  For  Detection,  Evaluation,  And  Prevention  Of  Pest  Infestation  Of 
Subsistence 

Guidelines  For  Describing  Information  Interchange  Formats . . . 

Guidelines  For  Identification,  Marking,  Lobeling,  Storage,  And  Transportation  Of 
Radioactive  Commodities 

Guidelines  For  Implementing  And  Using  The  NBS  Doto  Encryption  Standard . 

Guidelines  For  Optical  Character  Recognition  Forms,  1975 . . . . . 

Guidelines  For  Precautionary  lobel  For  Arc*welding  And  Cutting  Products  *  1983 . 

Guidelines  For  The  Measurement  Of  Remote  Batch  Computer  Service . . 

Guidelines  For  The  Measurement  Of  Interactive  Computer  Service  Response  Time 
And  Turnaround  Time 

Guidelines  On  Computer  Performance  Management,  An  Introduction  . . . . . 

Guidlfne,  A  Framework  For  The  Evaluation  &  Comparison  Of  Software  Development 
Tools 

Guidlines  For  Safe  Design  Of  Polyphase  Electrical  Systems . . . . . 

Guldlines-design  to  Minimize  Contamination  &  To  Facilitate  Decontamination  Of 
Military  Vehicles  &  Other  Equipment:  Interiors  &  Exteriors 

Gum  Preventive  Compound,  Gasoline  . . . . . . 

Gum  Tragaconth  (For  Use  In  Ammunition) . . . . . . 

Gum,  Ester.... . . . . . . . . . . 

Gun  Barrel,  Generol  Specifications  For  . . . . . . . . 

Gun  Mechanism,  20MM,  Mark  1 1  Mod  5  (Assembly) . . . . 

Gun  System,  25-MM,  Aircraft  A/A49E-10... . . . . . 

Gun  System,  25MM  (AV-8B) . . . 

Gun,  Ao  Artillery,  Self  Propelled-twin  40  Mm,  M42  A1 . . . . . . 

Gun,  Air  Blow,  (Blast  Cleoning) . . . . . . . . . . . 

Gun,  Air  Defense  Artillery  20MM.  Towed  M167  . . . . 

Gun,  Air  Defense  Artillery,  20MM.  Self-propelled,  M163A1  . . . 

Gun,  Air  Defense  Artillery,  20MM,  TOWED,M167Al  . . . . . . 

Gun,  Aircraft,  20MM  Mark  12  MOD  O  &  Mod  3  (Inactive) . . . 

Gun,  Anti  Tank,  Self  Propelled  90MM,  M56  (Inactive)  . . . . . . 

Gun,  Automatic,  20MM,  Generol  Specification  For . . . 

Gun,  AstfST  ”  20““,  M61  And  “51 A 1 . . . . . 

Cun,  Automo.iv,  20MM,  XM130 . «, . . . . . . 

Gun,  Automatic,  20MM,  Ml 68  . . . . . . . . 

Gun,  Automatic,  20MM,  Ml 95  . . . . . . . . . 

Gun,  Automatic,  20MM,  Three  Barrel,  High  Rate,  M197  And  M*97E1  . . . . 

Gun,  Field  Artillery,  Self  PROPEUED-175  Mm,  M107 . 

Gun,  Field  Artillery,  Self  Propelled,  175MM,  Ml 07  With  Ammunition  And 
Associated  Sto*es  (Abca  150) 

Gun,  Field  Artillary,  Self  Propelled,  175MM,  M107,  Howitzer,  Heavy,  Self  Propelled, 
8  Inch,  M110  And  M110A1 

Gun,  Flame  Thrower,  Portoble,  M 7  . . . . . . 

Gun,  Fluid,  Direct  Delivery . . . . . . . 

Gun,  Flushing,  Radiator  And  Engine  Block . . . . . . . . 

Gun,  For  Portable  Flame  Thrower,  M2A1  . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Gun,  Mochine,  Browning,  Coltber  ,30,  M1919A6  (With  Spare  Ports)  . . . . . 

Gun,  Machine,  Calibre  .50,  Browning,  M2,  Heavy  Barrel............... . 

Gun,  Machine,  Caliber  .50,  Brown,  Mr,  Heavy  Barrel  . . . . . . . . 

Gun,  Portable  Riot  Control  Agent  Dispener,  M9 . . . . . . . . . . 

Gun,  Self-propelled,  Full  Tracked,  Twin  40MM,  M42  And  M42A),  Preparation  For 
Storage  And  Shipment  Of, 

Gun,  Self-propelled,  Full-tracked,  175MM,  M/07  &  Howitzer,  Self-propelled, 
Full-tracked,  8-INCH,  MHO,  M110A),  &  M110A2,  Processing  For  Sforoge  & 
Shlpmentof 

Gun,  Spotting,  Col.  50,  M8C  And  M8  And  Cartridge,  Spotter  Tracer,  Co).  50, 

M48A1  (ABCA-157) 

Gun,  Spotting,  Caliber  ,50  M8C . . . . . . . . 

Gun,  Spray,  Oil  And  Solvent...,,....,.. . . . . . . . . 

Gun,  Subcaliber,  Caliber  .30:  M9.......... . . . . . . . 

Gun,  Submachine,  Caliber,  .45,  M3Al„...  . . .  .  . . . . . . . . 

Gun,  Twin  40  Mm,  Self-propelled  M42A1  . . . 

Gun,  Twin  40MM,  Self  Propelled  M42  &  M42Ai  (Overhaul)  . . . . 

Gun,  105MM  Field  1)18  &  1)19  With  Associated  Ammunition  &  Fire  Control 
Equipment  (Re!  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM  NAT  09-B21, 
Wash, 

Gun,  20MM,  Automatic,  M39A2  And  M39A3  (W/repoir  Ports  And  W/o  Equipment 
Or  Accessories) 

Gunner  S  Display  For  AN'VSG-2 . . . . . . . . 

Guy  Attachment  (Oval  Eye)  long  (Inactive  8-15-66) . . . . . . 

Guy  Attachment  (Storm)  (Inactive  8-15-66).... . . . . . . . 

Guy  Attachment  (Ovcl  Eye)  (Inactive) . . . . . . . . . 

Guy  Attachment  (Two  Holes),.................. . . . . . . . . . 

Guy  Attachment,  Angle  (Inactive  8-15-66) . . . . . . . 

Guy  Attachment,  Strand  Eye  (Pole  line)  . . . . . . . 

Gypsum  Backing  Board,  Standcrd  Specification  For  •  26  Jul  85 . . 

Gypsum  8cse,  Application  Of,  To  Receive  Gypsum  v*neer  Plaster  •  30  Apr  1985  .... 
Gypsum  8ocrd,  Application  &  Finishing  Of,  Standard  Sp«%i!1.4  *on  For  •  31  Aug  84 
Gypsum  Board,  Joint  Compound  &  Joint  Tope  For  Finishing,  Standard  Specification 
For 

Gypsum  8oard,  Predecoroied  -  16  Oct  1981 . . . . . 

Gypsum  Plasters  &  Gypsum  Concrete,  Physical  Testing  Of  •  31  Aug  79 . 

Gypsum  Plasters  •  26  Sept  1986  . . . . . . . . . . . . . . 

Gypsum  Veneer  Plaster  •  26  Aug  83 . . . . . . . . . . . 

Gypsum,  Board,  Sheathing  Standard  Specification  For  . . . . . . . . 

Gypsum,  Board,  Sheathing  Stcndord  Specification  For  . . . . 

Gypsum,  Calcined . . . . . . . . . . . 

Gypsum,  Dead  Burned  . . . . . . . . . . . 

Gyro  Composs  Equipment,  Stabilized  (Issue  Controlled  Requests  By  Other  Thon 
DOD  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec) 

Gyro-pendulum  Assembly  (For  Torpedo  Mk  46  Mod  O  And  Mk  46  Mod  1)  . 

Gyro,  Directional  CN*998{  (/ASN-43  . . . . . . . . 

Gyro,  Directional,  Roll  Stabilized,  Type  MF-1  Compass.,.. . . . 

Gyro,  Rate  (For  Torpedo  Mark  37  Mod  0,  1,  2  And  3)  . . . 

Gyro,  Steering  (For  Torpedo  Mork  37  Mods.O,  OJm(,  1,  2,  3) . . . . . 

Gyro,  Stored  energy.  Free,  Roll  Position  Indicating . . . . . . . . . 

Gyro,  Vertical  And  Mount . . . . . . . . . . . 

Gyrocompass,  North  Seeking,  Fire  Support  Team  Vehicle  (Fisrv),  M981 . . ... 

Gyromognetic  Composs  Set  AN/ASN-43() . . . . . . 

Gyroscope  Assembly  Displacement . . . . . . . . 

Gyroscope  Assembly,  Rote  SBU-13/A  . . . . ..... . . . 

Gyroscope  Assemblies  eo  Attitude  oo  Directional  Reference  Instruments  For  Aircraft, 
PockogJng  Of 

Gyroscope  Assembly,  Displacement  CN-1359/A JB-3  .......................... . . 

Gyroscope  Indicator  System,  Vertlcol.......................... . . . . . . . . 

Gyroscope,  Displacement,  Roll  And  Pitch,type  MD&l  . . 

Gyroscope,  Displacement,  Roll  And  Pitch . . . . . . 

Gyroscope,  Disp'acement  SBU-6/A,  Roll  And  Pirch  . . . . . . . . . . 

Gyroscope.  Disolacemsnt.  Type  SBU-23/A 

Gyroscope,  Displacement,  Roll  And  Pitch  (Hard  Mounted)..............,.,... . 

Gyroscope,  Rote  Switching  Ms  17399 . . .............................................. . . 

G/roscope,  Rote  Switching  . . . . . 

Gyroscope,  Rote  Switching  CN-10501/ASN-55................................... . . . . 

Gyroscope,  Rate  Integrating............. . . . . . . . . . 

Gyroscope,  Rate  Switching  CN-495/AJB-3  . . ........................ . . . 

Gyroscope,  Rote  Integrating . . . . . . . . . 

Gyroscope,  Rate  Integrating . . . . . . . . 
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Gyrotcope,  Role  Integrating,, . . . . . . . . . 

Gyrotcope,  Rate  Integrating. . . . . . . . 

Gyroscope,  Rote  Integrating.,, . . . . . . . . . . . 

Gyroscope,  Rate  Switching  AN/ASN-52 . . .................................... . . . 

Gyroscope,  Rate,  Switching,  Type  MC&l  . . . . . . . 

Gyroscope,  Rate,  Switching  CN-495/AJB-3 . . . . . . . 

Gyroscope,  Rote,  10527237-1  And  10527237-2  . . . . . . . 

Gyroswitch,  Rcte,  M46  . . . . . . . 

H  Beam,  Wide  Flange,  Aluminum  Alloy  6061 . . . . . . 

H  M  X  for  30MM  Ammunition . . . . . 

H-piles  &  Sheet  Piling,  High  Strength  tow  Alloy  Steel  For  Use  In  Marine 
Environments  *  25  Jul  1988 

H-piles  &  Sheet  Piling  For  Use  In  Marine  Environments,  High  Strength  Low-alloy 
Steel,  Standard  Specification  For  *  26  Jul  85 

H,  Beam  Aluminum  Alloy  2024,...,. . . . . . . . . 

H,  Beam,  Style  I  Aluminum  Alloy  7075........................... . . . . . . 

H,  Beam,  Style  li  Aluminum  Alloy  7075  . . . . . . . . . . . 

Hair  Bound,  For  Podding  On  Military  Vehicles......................... . . . . . . 

Hair,  Animal,  Curled  (Notice  2  -  11/ 17/80)  . . 

Hairbrush,  Synthetic . . . . . . . . . . . . . . . 

Hairbrush,  Synthetic . . . . . . . . . . . . 

Halcinonide  Cream,  Usp . . . . . . . . . . . . 

Hatcinonide  Solution . . . . . . . . . . . . 

Half  Coupling  Sub-ossembty,  Flexible,  Variable  Cavity,  Threaded,  Ferrule  Type  Tube 
Ends  -  1  Jon  1984 

Hologenated  Hydrocarbon  Compounds  &  Solvents,  Technical  Grade  (Metric) . . 

Holoperidol  Tablets,  Usp  . . . . . . . . . 

Haloperidol  Tablets,  USP . . . . . . . . . . . . . 

Holoprogin  Solution . . . . . . . . . . . . . 

Holoproglnncreom... . . . . . . 

Holothane,  U.s.p, . . . . . . . . . . . 

Hatyord,  Signal,  Braided,  Treated . . . . . 

Ham  Chunks,  With  Juice,  Conned . . . . . . . 

Ham  Chunks,  With  Juices,  Canned.... . . . . . 

Ham  Patties,  Conned  . . . . . . . . 

Ham  Slice,  Smoke  Flavoring  Added,  Thermostobilixed,  For  Meol,  Ready-to-eo! . 

Horn  Slices  In  Brine,  Thermostobilixed,  Tray  Pock... . . . 

Ham  Slices,  Thermostobilixed,  Troy  Pack . . . . . . . 

Horn,  Conned . . . . . . . . . . . 

Hamburger  Patties  With  Natural  Juices,  Conned . . . 

Homme  Arresters,  Water  -  Sep  77 . . . . . 

Hammer,  A  Pile  Inspector  S  Guide  To  Hammers  •  1979 . . . 

Hammer,  Eieclric,  Portoble  And  Hommer  Drills,  Electric,  Portable . . . . . 

Hammer,  Electric,  Portable,  Hand  . . . . . . . . . . 

Hammer,  Electric,  Portoble . . . . . . . 

Hammer.  Hand  (Optical) . . . . . . . . . . . . . 

Hammer,  Hand  (Opticol)  . . . . . . . . . . . . . . . . 

Hammer,  Hand  (Piton,  Mountain) . . . . . . . . . . . 

Hommer,  Hand  And  Mallet,  Surface  Protective,  Holder  And  Adopter,  Inserted 
Hammer  Face,  And  Faces,  Hommer,  Inserted 

Hammer,  Hand,  (Body  And  Fender,  Forged  Steel  Head)  . . . . . 

Hammer,  Hand,  (Forged  Steel  Heod) . . . . . . . . . . 

Hommer,  Hand,  Blacksmiths  Or  Engineers,  Straight  Peen . . 

Hommer,  Hand,  Blacksmiths  Or  Engineers,  Cross  Peen . . . . 

Hammer,  Hand,  Blacksmiths  Or  Engineers  Double  Foce  . . . . . . 

Hammer,  Hand,  Carpenters,  Ripping,  Straight  Claw. . . . . . 

Hammer,  Hond,  Carpenters,  Noil,  Curved  Claw  . . . . . . 

Hammer,  Hond,  Machinists,  Riveting....... . . . . . . . . . 

Hammer,  Hond,  Maul,  Ship  (Top)  . . . . . . . . . 

Hammer,  Hond,  Machinists,  Boll  Peen.... . . . . . . . 

Hommer,  Hand,  Maul,  Spike  (Roilrood) . . . . . . . . . . . . . . 

Hammer,  Hand,  Scoling  . . . . . . . . . . 

Hommer,  Hond,  Stoneworkeri,  Hond  Drilling,  Short  Pattern....... . . . . . 

Hammer,  Hond,  Stoneworkers,  Masons  . . . . . . . . . 

Hommer,  Hand,  Stoneworkers,  Napping... . . . . . . . 

Hammer,  Hand,  Stoneworkers,  Striking  (Drilling)  . . . . . . . . . . . 

Hommer  Hand,  Tinners,  Setting  (Poneing).... . . . . . . . 

Hammer,  Hand,  Tinners,  Riveting  . . . . . . . . 

Hammer,  Hand,  Trimmers,  Tack,  Magnetixed  . . . . . . . 

Hammer,  Hand,  Welders,  Chipping................. . . . . . . . 

Hommer,  Pheumotic,  °ortable,  (Chipping  And  Scaling)  . . . . . . . . 

Hammer,  Piledriver,  Self-powered,  Diesel . . . . 

Hammer,  Piledriver,  Drop,  1,800  And  3,000  Pounds  . . 


MIL-G-8I168/4A 

1285 

OS 

27  Jan 

89 

OS 

NOTICE  1 

MIL-G-81 168/SB 

1285 

OS 

18  Oct 

74 

OS 

MIL-G81168 

6615 

OS 

27  Jon 

89 

OS 

NOTICE  1 

MS-18044 

6605 

AS 

01  Moy 

63 

AS 

MIL-G-25591E  (1) 

6615 

71 

04  Moy 

87 

99 

MS-17384 

6615 

AS 

15  Jon 

64 

AS 

MII-G-60143A 

1270 

AR 

11  Jul 

66 

AR 

MIL-G -48529 

1135 

AR 

09  Sep 

88 

AR 

NOTICE  1 

MS-14379 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

MIL-H-50589 

1376 

AR 

28  Oct 

70 

AR 

ASTM  A690/A690M-88 

9520 

YD 

19  Feb 

89 

MR 

YD 

99 

ASTMA  A690-  A690M-85 

9520 

YD 

23  Jan 

86 

MR 

YD 

99 

MS-14380 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

MS-14381 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

MS-14382 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

MIL-H-10368D 

8320 

GL 

25  Aug 

81 

Gl 

C-H-111D 

8320 

i 

15  Feb 

68 

INT  AMD  1  (GL) 

H-H-OOI193A 

8530 

l 

10  Dec 

71 

A-A-73 

8530 

» 

15  May 

80 

A-A-0053356 

6505 

MB 

14  Feb 

88 

MD  MS 

03 

A-A-0051869 

6505 

MB 

09  Mar 

87 

MD 

MS 

03 

AS  1713A-84 

4730 

82 

28  Ocl 

88 

AV 

AS 

99 

MIL-STD-6108 

6810 

EA 

10  Jon 

89 

EA 

SH 

68 

A-A-51784A 

6505 

MB 

03  Sep 

87 

MD 

MS 

03 

A-A-0051784 

6505 

/MB 

11  Dec 

86 

MD  MS 

03 

MIL-H-37247 

6505 

DM 

10  Sep 

75 

MD  MS 

03 

Mll-H-37249 

6505 

DM 

10  Sep 

75 

MD  MS 

03 

MIL-H-373B3 

6505 

DM 

28  Moy 

76 

MD  MS 

03 

MIL-H-226F 

4020 

GL 

30  Sep 

82 

GL 

99 

MIL-H-44159A 

8905 

GL 

31  Mor 

87 

GL 

SA 

50 

MIL-H-00441598 

8905 

GL 

11  Feb 

88 

Gl 

SA 

50 

A-A-20127 

8905 

GL 

02  Moy 

85 

GL 

SA 

50 

MIL-H-44063D 

8905 

GL 

26  Ocl 

88 

GL 

SA 

50 

Mll-H-44298 

8905 

GL 

09  Dec 

87 

GL 

SA 

50 

PP-H-002I27A 

8905 

/GL 

09  Apr 

86 

A-A-20149 

8905 

* 

15  Jan 

87 

GL 

SA 

50 

MIL-H-1048G 

8905 

GL 

04  Mar 

67 

Gl 

SA 

50 

PDI  WH201-77 

4510 

YD 

18  Apr 

83 

ME 

YD 

99 

NOTICE  1 

DFI  791 

FACR 

YD 

31  Jul 

86 

ME 

YD 

NOTICE  1 

OO-H-1038  (1) 

5130 

•GL 

10  Apr 

75 

Gl 

SH 

99 

MIL-H-523648  (1) 

5130 

ME 

31  Aug 

77 

ME 

A -A -574 

5130 

» 

09  Jon 

80 

A-A-53193 

5120 

MB 

15  Sep 

87 

MD  MS 

03 

MIL-H-3663B 

5120 

DM 

15  Apr 

75 

MD  MS 

03 

MIL-H-1431B 

5120 

GL 

15  Moy 

87 

Gl 

84 

NOTICE  1 

GGG-H-33A  (5) 

5120 

•GL 

26  Aug 

63 

GL 

SH 

99 

INT  AMD  (6) 

GGG-H-20A 

5120 

'GL 

06  Jul 

61 

GL 

SH 

99 

GGG-H-86C 

5120 

•GL 

08  Mor 

63 

Gl 

SH 

99 

(INT.  AMD  2) 

A-A-I291A 

5120 

• 

16  Moy 

88 

GL 

99 

A-A-1292A 

5120 

• 

16  Moy 

88 

GL 

99 

A-A-1293A 

5120 

* 

16  May 

88 

GL 

SH 

99 

A-A-1306A 

5120 

* 

16  Moy 

88 

Gl 

99 

A-A-I307A 

5120 

* 

16  May 

88 

Gl 

99 

A-A-1304A 

5120 

* 

16  May 

88 

GL 

99 

A-A-1285 

5120 

* 

16  May 

84 

GL 

SH 

99 

A-A-1305A 

5120 

* 

16  Moy 

88 

GL 

99 

A-A-1284A 

5120 

• 

16  May 

88 

GL 

99 

A-A-I300A 

5120 

* 

16  Moy 

88 

GL 

99 

A-A-1290A 

5120 

• 

16  Moy 

88 

Gl 

99 

A-A-1286A 

5120 

• 

16  Moy 

88 

Gl 

99 

A-A-1288A 

5120 

• 

16  Moy 

88 

Gl 

99 

A-A-1289 

5120 

• 

16  Moy 

84 

Gl 

SH 

99 

A-A-1294A 

5120 

• 

16  Moy 

88 

GL 

99 

A-A-1295 

5120 

* 

16  Moy 

84 

GL 

SH 

99 

A-A-1297A 

5120 

• 

16  Moy 

88 

GL 

99 

GGG-H-35A 

5120 

t 

28  Feb 

57 

GL 

SH 

99 

INT  AMD  4  (GS) 

OO-H-1160 

5130 

t 

20  Jul 

67 

INT  AMD  (2) 

MIL-H-21103D 

3895 

YD 

25  Feb 

83 

ME 

YD 

MIL-H-2514D 

3895 

ME 

24  Jon 

77 

ME 

99 

358 


ALPHABETICAL  LISTING 


TITLE 

Hammer,  Pneumatic,  Noil  Driver . . . . . . . . . . . 

Hammer,  Pneumatic,  Portable,  Noil-driving........... . . . . . . 

Hammer,  Reflex  Testing,  Taylor  . . . . . . . . . 

Hammer,  Rotary,  Electric,  Portable....... . . . . . . . . . 

Hammer,  Rotary,  Electric  . . . . . . . . . . . 

Hammer,  Rotary,  Electric . . . . . . . . 

Hammer,  Track  Spike,  Gasoline  Or  Diesel  Engine  Driven......... . . . . . 

Hammers,  Pneumatic,  Portable,  Chipping  . . . . . 

Hammock,  Jungle,  Nylon,  M*  1966 . . . . . . . . . . 

Hammock,  Jungle,  M*1965 . . . . . . . . . . . . . 

Hamper,  Soiled  Linen  And  Bag,  Soiled  Linen  Hamper  . . . . . . . . 

Hand  Basket,  Grocery  . . . . . . . . . . . 

Ho.'d  Cleaner  (Pad) . . . . . . . . . . . 

Hand  Cleaner  (Premoistened  Paper  Towelelte  In  Pocket). . . . . 

Hand  Cleaner  (Pre  Moistened  Paper  Towelelte  In  Packet) . . . . . . 

Hand  Cleaner  (Waterless:  Cream  Form:  Regular  And  Antimicrobial)  . . . 

Hand  Cleaner  (Waterless,  Lotion  Form) . . . 

Hand  Cleaner  (Pre*moIstened  Pod  And  Towelelte,  For  Ink  And  Office  Soils) . ...... 

Hand  Cleaner,  Waterless  . . . . . . . . 

Hand  Cleaner,  Waterless  (Duplicating  Ink  And  Grease  . . . . . 

Hand  Drier,  Blower,  Electric . . . . . . . . . . . . 

Handbag,  Woman  S,  Synthetic  . . . . . . . 

Handbag,  Women  S,  Synthetic,  Black  . . . . 

Handbook  For  Air  Reconnaissance  Tasking  And  Reporting  AT P*47  . . . 

Handcart,  Grocery,  Handicapped, . . . . . . . . . . . 

Handcart,  Grocery,  (Nesting),...... . . . . . . . . . . . 

Handchief,  Mon  S  And  Woman  S  . . . . . . . . 

Handcleaner  Pad  . . . . . . . . . . . . . . ......... 

Handcuffs  And  Leg  Irons . . . . . . . . . . . . . 

Handgrip  Cover,  Crutch . . . . . 

Handheld,  laser  Rangefinder  AN/GVS-5  (Release  To  Other  Than  Ood  Agencies 
Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  597) 

Handkerchief,  Man,  And  Woman  . . . . . . . . 

Handle  . . . . . . . . . . . . . 

Handle  And  Blade  Set,  Surgical  Knife  Detachable  Blade  . . . . 

Handle  And  Blade  Set,  Surgical  Knife,  Detachable  Blade . . . 

Handle-electrode,  Electrosurgery . . . . . . . . . . 

Handle,  Acme  Threaded  End  (Telescopic)..,. . . . . . 

Handle,  Ash  . . . . . . . . 

Handle,  Ash,  For  Tools . . . . . . . . . 

Handle,  Boil,  Chest,  Surface  Mounting,  Countersunk  Holes . . . . . 

Handle,  Bail,  Chest,  Recessed . . . . . . . 

Handle,  Bail,  Chest,  Surface  Mounting,  Plain  Holes . . . . . 

Handle,  Beaded,  Inflation  Assembly . . . . . . . . . . . 

Handle,  Bone  Cutting  Saw  (Gigli)  . . . . . . . . . . . . 

Handle,  Bow...... . . . . . . . . . 

Handle,  Control,  Aircraft  (Asg)  . . . . . . . . . . . 

Handle,  Control,  Aircraft,  Reverse  Thrust,  (JET) . . . . . . . . 

Handle,  Control,  Aircraft  Throttle,  large  . . . . . 

Handle,  Control,  Aircraft  Rpm,  Lorge . . . . . . . . . 

Handle,  Control,  Aircraft  Mixture,  lorge  . . . . . . . . 

Handle,  Control,  Aircraft  Supercharger,  large  . . . . . . . . 

Handle,  Control,  Aireroft  Landing  Geor  . . . . . . . . 

Handle,  Control,  Aircraft  Londing  Flop,  Large  . . . . . . . . 

Handle,  Control,  Aircraft  Fire  Extinguisher. . . . . . . . . . 

Hand'*,  Control,  Aireroft  Corbyreator,  Lorge  . . . . . . . . . 

Handle,  Control,  Aircraft  Lift  To  Reverse  Throttle.......... . . . . . . . . . . . 

Handle,  Coupling,  Pneumatic  Starter  _ . . . . . . . . . . . 

Handle,  Electrode,  Electrosurgery  . . . . . . . . . . 

Handle,  Elccitodt,  Electrosurgery . . . . . . . . . 

Hondle,  Electrode,  Electrosurgery  . . . . . 

Hondle,  Extension,  Aluminum,  Telescopic,  Insuloted  Handle  Shaft  (And  Accessories  .... 

Handle,  File  (Adjustable J . . .  . . . . . 

Handle,  Hickory,  Striking  tool . . . . . . . . . 

Hondle,  Hickory,  Striking  Tool . . . . . . . . 

Handle,  Hinged.......... . . . . . . . . . . . . 

Handle,  Instrument  Troy  . . . . . . . . . . 

Hondle,  Metof,  Spring  Bail  Type.................  . . . . . 

Handle,  Mop  (Wet)  . . . . . . .  .................. 

Hondle,  Oxyccetyleoe  Welding  And  Culling  Torch . . . ....... . 

Hondle,  Speeder,  Brace  Type . . . .  . . . . . . 

Hondle,  Spin  Type  . . . -  ........................... 

Handle,  Tee,  Sliding  . .  . . . . . . 

Handle,  Wood  Miscellaneous  (For)  Tools ......................... ............. ........................ ...... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-543 

5130 

X 

15  Oct 

79 

MII-H-11689C 

5130 

ME 

08  Nov 

74 

ME 

99 

GG-H-1212A 

6515 

/DM 

31  Oct 

75 

MD 

MS 

03 

A-A-573 

5130 

X 

08  Oct 

79 

A-A-450A 

5130 

X 

20  Feb 

81 

A-A-405A 

5130 

X 

20  Feb 

81 

Mll-H-52265»  ">) 

2230 

ME 

08  Jon 

85 

ME 

A-A-2350 

5130 

t 

29  Nov 

85 

MII-H-4359SB 

8465 

GL 

07  Aug 

84 

Gl 

99 

MH-H-43132E 

8465 

NU 

22  Apr 

80 

NU 

MS-16787 

7240 

SH 

17  Nov 

58 

SH 

A-A-50084 

7290 

GL 

22  Oct 

86 

Gl 

A-A-106 

8520 

t 

13  Nov 

79 

A-A-461 

8520 

t 

26  Sep 

80 

UU-T-1790A 

8520 

♦Gl 

23  Aug 

78 

Gl 

A-A-279 

8520 

X 

14  Jun 

83 

A-A-268 

8520 

X 

03  Jon 

80 

P-H-001722A  (1) 

8520 

X 

24  Sep 

76 

MIL-H-43606B 

8520 

GL 

10  Jun 

77 

Gl 

P-H-3IE  (2) 

8520 

% 

05  Nov 

76 

W-H-50B  (1) 

4510 

/SH 

01  Nov 

85 

Gl 

SH 

99 

MIL-H87072A 

8445 

NU 

08  Jun 

87 

NU 

MIL-H-43981C 

8445 

GL 

13  Moy 

87 

Gl 

11 

MAT-STD-3920 

ISDF 

06 

28  Jun 

88 

A-A-50134 

7290 

GL 

28  Sep 

87 

Gl 

RR-H-40B 

7290 

% 

04  May 

73 

DDDH-71H 

•8445 

/NU 

22  Sep 

80 

Gl 

NU 

99 

INI  AMD 

P-H-1722 

8520 

*Gl 

17  Oct 

74 

Gl 

SA 

99 

MIL-H-20050E 

8465 

Gl 

30  Mor 

87 

Gl 

SA 

99 

A-A-51261 

6515 

/MB 

20  Dec 

85 

MD 

MS 

03 

Q-STD-597 

ISDA 

AM 

25  Mar 

81 

A-A-50356A 

8440 

*NU 

30  Sep 

88 

Gl 

NU 

99 

MS-14136C 

5975 

AS 

09  Dec 

75 

AS 

GG-H-80 

6515 

/DM 

18  Sep 

56 

MD 

MS 

03 

GG  H  0080A  0) 

•6515 

/DM 

09  Sep 

70 

MD 

MS 

03 

A-A-51634 

6515 

/MB 

28  Nov 

86 

MD 

MS 

03 

A-A-1464 

7920 

X 

24  Aug 

81 

NN-H-0081B 

5120 

X 

16  Sep 

57 

NN-H-81A  0) 

5120 

*Gl 

20  Aug 

52 

Gl 

SH 

99 

MS-35791B 

5340 

AR 

27  Mar 

70 

AR 

OS 

99 

MS-35792B 

5340 

AR 

27  Mor 

70 

AR 

OS 

99 

MS-35793B 

5340 

AR 

27  Mor 

70 

AR 

OS 

99 

MII-H-85478A 

4220 

AS 

19  Jul 

82 

AS 

A-A-53519 

6515 

/MB 

06  Jun 

88 

MD 

MS 

03 

MS-39087D 

5340 

AR 

31  Jul 

80 

AR 

MII-H-8810B 

1680 

82 

16  Feb 

77 

AV 

99 

MS-25398B 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

NOTICE  1 

MS-26517 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

NOTICE  1 

MS-26518 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

NOTICE  1 

MS-26519 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

NOTICE  1 

MS-26520 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

NOTICE  1 

MS-26521A 

1680 

82 

30  Oec 

69 

AV 

AS 

99 

MS-26522 

1680 

82 

15  Nov 

57 

AV 

AS 

99 

MS-26523 

1680 

82 

15  Nov 

57 

AV. 

AS 

99 

MS-26524 

1680 

82 

15  Nov 

57 

AV 

AS 

99 

NOTICE  1 

MS-26525 

1680 

82 

15  Aug 

88 

AV 

AS 

99 

MS-14271C 

5340 

AS 

30  Jun 

87 

AS 

MIL-H-37242 

6515 

DM 

22  Jan 

76 

MD 

MS 

03 

A-A-51986A 

6515 

MB 

12  Aug 

88 

MD 

MS 

03 

A-A-50902A 

6515 

/MB 

29  Jul 

88 

MD  MS 

03 

RR-H-0060 

7920 

t 

12  Aug 

65 

INT  AMD  l(GSA) 

NNH-0085 

5110 

X 

18  Jun 

64 

NN-H-93A  (1) 

•5120 

•Gl 

20  Aug 

52 

Gt 

SH 

99 

NN  H-0093S  (4) 

5120 

: 

24  Moy 

70 

A-A-2164 

5120 

• 

25  Moy 

84 

Gl 

99 

A-A-51626 

653C 

MB 

22  Aug 

86 

MD  MS 

03 

MS-18012A 

5340 

OS 

15  Jun 

78 

OS 

NN-H-101F 

7920 

% 

12  Mar 

73 

MIL-H-45998 

3433 

AL 

03  Apr 

87 

Al 

YD 

99 

A-A-2166 

5120 

• 

25  Moy 

84 

Gl 

99 

A-A-2167 

5120 

* 

25  Moy 

84 

Gl 

99 

A-A-216B 

5120 

• 

25  Moy 

84 

Gl 

99 

NN-H-106  (3) 

•5110 

•Gl 

08  Oct 

52 

359 


ALPHABETICAL  LISTING 


TITLE 


Handle,  Wood,  Acme  Threaded  And  Circular  Tapered  End  . . . 

Handle,  Wood,  Miscellaneous  (For)  Tools  . . . . . 

Handles,  Reversible  Ratchet;  And  12*POlNT,  High  Strength,  Thin  Wall,  Hand 
Wrenches-iockets,  Flexible  Sockets,  Box  Wrenches  &  Torque  Adapters  •  1  Nov  85 
Handling  S.  Documentation  Of  Dangerous  Corgo  For  Air  Transportation  (Chg  2  ■ 

Did  2-12*86)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 
Handling  8.  Transport  Shock  8.  Vibration  Conditions  Affecting  Oesign  Criteria 
(Release  To  Other  Than  Dod  Agencies  Must  8e  Approved  By  HO  DARCOM 
(DRORD)  (A8CA  364) 

Handling  And  Reporting  Of  Captured  Enemy  Equipment  And  Documents  (Edition 
No.  A)  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom 
(Drclrd) 

Handling  Device,  Projeciife,  H4220  And  H4224  (Training) . . . . 

Handling  Device,  Adaption  Kit,  H4235...,, . . ...... . . . . . 

Hcndllng  Tool,  Sheet  Material  (Vacuum  Type) . . . . 

Handpiece,  Dental,  Right  Angle,  Ppophylaxis,  Round  Sleeve,  Screw  Stem . . . . 

Handpiece,  Dental,  laboratory.  Straight,  High  Speed,  Belt  Driven . . . . . 

Handpiece,  Dental,  Straight,  Round  Nose,  Belt  Driven. . . . . . 

Handpiece,  Dental,  Contra-angle  Round  Sleeve,  latch  Type . . . . . . 

Handpiece,  Dental,  Contrh  Angle,  Round  Sleeve,  lotch  Type,... . . . 

Handpiece,  Dental,  Contra-angte,  With  Friction  Grip  Chuck,  Round  Sleeve . . . 

Ha  nd  se  l . . . . . . . . . . . . 

Handset  H-156/PT  . . . . . . 

Handset  H-165'PST . . . . . . . 

Handset  H-250(  (  u . . . . . . . 

Handsel  H  60/PST . . . . . . 

Handset  H-dO/PT,  Handset  H*156<U,  And  Handset  H*165'U. . . . . . . 

Handsel-headset  H-108{  (/u  And  Cord  CX-1245)  (  u  (7  Ft  6  In) . .  . . . 

Handsel,  H-33/PT . . . 

Handset,  Type  ^23' U . . . . . . . . . . 

Handset,  Type  H-90'  U  . . . . . . . 

Handset,  Type  H*142/U . . . . . . . . . . 

Handset,  Type  TS-9  (  ).... . . . . . . . 

Handwheel-revolving  Handle,  With  Keywoy  . . . . . . . . . . 

Handwheel,  Ordnonce  . . . . . . . . . 

Hanger,  Cable  (Pole  line)  . . . . . . . 

Hanger,  Clothes  (Wood,  Plostic  And  Steel)  . . . . . . 

Hanger,  Clothes  (Wire)  And  Trouser  Guards . . . . . . 

Honger,  Clothes,  And  Accessories. . . . . . . . 

Hanger,  Exhaust,  Muffler,  And  Tailpipe  . . . . . . 

Hanger,  Paper  Holding . . . . . . . . . . . 

Honger,  Picture  (Mognetic) . . . . . . . . . 

Honger,  Pipe  . . . . . . . . . . . . . . 

Honger,  Track  Cable,  Trcmwoy  . . . . . . . . 

Hanger,  Trouser . . . . . . . . . . . 

Hanger,  Wire  Strand  For  Ang'e  Use,  Three  Holes  (Pole  line)  . . . . . . . . 

Honger,  X  Roy  Film  . . .  . . . . . . 

Hanger,  X-ray  Film,  Processrng,  Dental,.... . . . . 

Hanger,  X-roy  Film  Developing  And  Drying . . . . . . . . 

Hanger,  X-ray  Film . .  . . . . . 

Honger,  X-ray  Film..... . . . . . . . . . . 

Honger,  X-ray  Film . . . . . . .  . . . . ........ . . . . . . 

Hangers  &  Supports,  Pipe  (For  DOD  Use  » AN$!-MSS*SP*58,  ANSI  MSS-SP-69, 
Nfpo  11,  12,  13,  14,  15,  16  &  17 

Hanso  Yellow  G . . . . . . . . . . . . . . . . . 

Herd  Drown  Aluminum  Clod  Steel  Wi**  19  Sep  69 . . . . . . . 

Hardware  (Fasteners  And  Related  Items)  Packaging  Of  . . . . . . . 

Hardware  Diagnostic  Test  System  Requirements,,.,,, . . . . . . . 

Hardware,  Auxiliary,  Sfandord  For  -  11  Aug  81  . . . . . 

Hardware,  Builders,  Auxiliary  locks  . . . . . 

Hardware,  Builders,  Exit  Dev;c«s  -  . . . . . . 

Hardware,  Builders  locks  &  Door  Trim . . . . 

Hardware,  Builders,  Locks  6  Door  Trm,  Cylinder  Enhance  Door  lock  Type  121 A  & 
122A 

Hardware,  Builders,  locks  &  Door  Tr-m,  Cylinder  Entrance  Door  lock  Type  123A  & 
123B 

Hordwore,  Builders,  locks  And  Door  Trim,  letter  Box  Plotes 

Hardware,  For  Belt,  Military  Police  . . . . 

Hardware,  for  Helmets,  Helmet  Imers,  And  Bands. . . . . 

Hardware,  Individual  load  Carrying  Equipment,  And  Hardware,  MiscePanecus  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NN-H-104 

7920 

% 

11  Aug 

65 

INT  AMO  0) 
NN-H-00106C 

-5110 

: 

01  Nov 

63 

(GSA&FSS) 

AS  954C-85 

5120 

AV 

13  Jon 

86 

AV  99 

A1R-STD-44/9B 

ISDF 

06 

01  Feb 

83 

Q-STD-364 

ISDA 

AM 

25  Mor 

8) 

NAT-SO-2034 

ISDA 

AM 

08  Jan 

79 

l 

Mll-H-14705  (2) 

1190 

AR 

06  Jun 

78 

AR 

l 

Mll-H-50235 

1190 

AR 

07  Jul 

77 

AR 

GGG-H-00110 

5120 

J 

10  Feb 

64 

l 

MII-H-36809C 

6520 

DM 

30  Jun 

87 

MD 

MS 

03  DM 

Mll-H-36794 

6520 

DM 

03  Sep 

71 

MD 

MS 

03 

MIL-H-36730 

6520 

DM 

11  Dee 

70 

MD 

MS 

03 

MII-H-36734A 

6520 

DM 

16  Jul 

75 

MD 

MS 

03 

l 

MII-H-0036734B 

6520 

DM 

22  Dec 

76 

DM 

Mll-H-36887  (1) 

6520 

DM 

05  Apr 

76 

MD 

MS 

03 

MIL-H-13253D 

SUPP  1 

5965 

ES 

26  Jun 

74 

CR 

EC 

85 

Mll-H-1 1996'2 

5965 

CR 

29  Mar 

88 

CR 

85 

NOTICE  1 

Mll-H-1 1996/3 

NOTICE  1 

5965 

CR 

25  Mar 

88 

CR 

85 

L 

MIL-H-49078  (2) 

5965 

CR 

22  Jun 

84 

CR 

Mll-H-1 1996' 1 

NOTICE  1 

5965 

CR 

29  Mor 

88 

CR 

85 

Mll-H-1 19968 

5965 

CR 

28  Ocl 

80 

CR 

85 

l 

MIL-H-26827  (1) 

5965 

13 

01  Apr 

58 

85 

l 

Mll-H-1 1134E 

5965 

CR 

03  Aug 

77 

CR 

M1L-H-13253/4A 
NOTICE  1 

5965 

CR 

25  Mar 

88 

CR 

SH 

85 

Mll-H-13253/5 

5965 

ES 

18  Jun 

65 

CR 

SH 

17 

MII-H-13253/9A 
NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC 

17 

Mll-H-13253  1 

5965 

ES 

18  Jun 

65 

CR 

SH 

85 

MS-213I2A 

5340 

AR 

29  Aug 

68 

AR 

OS 

99 

MII-H-9859A 

5340 

AR 

28  Aug 

68 

AR 

OS 

99 

MS-39026A 

5975 

ER 

19  Dec 

67 

ER 

85 

A-A-528 

7290 

J 

30  Sep 

79 

A-A-681A 

7290 

t 

25  Aug 

86 

RR-H-1 102D 

INT  AMD  1 

7290 

•Gl 

28  Feb 

77 

Gl 

SA 

85 

l 

MS-53043A 

2990 

AT 

20  Jun 

73 

AT 

l 

MII-H-43208A 

NOTICE  1 

3610 

Gl 

23  Ocl 

87 

Gl 

A-A-1193 

5340 

'IS 

27  Apr 

81 

AR 

YD 

99  IS 

A-A-1192 

5340 

•YD 

13  Moy 

81 

YD 

99 

l 

MII-H-52826A 

5420 

ME 

16  Aug 

82 

ME 

lll-H-1 142A 

7290 

•z 

* 

08  Moy 

73 

l 

MS-39051A 

5975 

ER 

13  Jun 

67 

ER 

A-A  51275 

6525 

'MB 

09  Dec 

85 

MD 

MS 

03 

MII-H-36203A 

6525 

DM 

17  Sep 

73 

MD 

MS 

03 

A-A-50910 

6525 

MS 

29  Jon 

85 

MD 

MS 

03 

GG-H-109B 

6525 

DM 

10  Dee 

75 

MD 

MS 

03 

A-A-53579 

6525 

'MB 

29  Jul 

88 

MD 

MS 

03 

A-A-0053082 

6525 

MS 

20  Jul 

87 

MD 

MS 

03 

WW-H-171E  (1) 

•5340 

l 

05  Apr 

78 

MII-H-10330A 

6665 

EA 

21  Sep 

50 

EA 

OS 

ASTM  B4I5-69R5E 

6145 

YD 

03  Mor 

80 

CR 

YD 

85 

PPP-H-1581A 

NOTICE  1 

PACK 

» 

24  Jon 

89 

AR 

AS 

99 

l 

DOD-STD-1701 

ATTS 

NS 

10  Jun 

85 

NS 

ANSI  AI56.16-81 
NOTICE  1 

5340 

YD 

29  Aug 

86 

AR 

YD 

99 

FF-H-1819 

5340 

14  Aug 

74 

FF-H-1820 

5340 

: 

30  Jul 

74 

FF-H-106C 

5340 

t 

19  Jul 

74 

FF-H-106  1 

5340 

YD 

19  Jul 

74 

FF-H-106-2 

5340 

YD 

19  Jul 

74 

FF-H-106- 3 

5340 

: 

19  Jul 

74 

l 

MII-H-21155C 

NOTICE  1 

8465 

MC 

25  Jun 

87 

MC 

MII-H-43I78C 

8470 

Gl 

18  Mor 

77 

Gl 

99 

L 

MII-H-9890E 

5340 

Gl 

29  Jul 

88 

Gl 

360 


ALPHABETICAL  LISTING 


TITLE 


Hardware,  Parachute,  General  Specification  For  . . . . . . 

Hardware,  Pole  Line..... . . . . . . . . 

Hardwcre,  Universal  Load  Carrying  Sling............. . . . . 

Harness  &  Cable  Assemblies . . . . 

Harness  Assemblies,  Cable,  Pressure-proof,  Fiber  Optic . . . . 

Harness  Assemblies,  Code,  Pressure-proof,  Fiber  Optic . . . . . . . . 

Harness  Assembly,  Thermocouple  . . . . . . 

Harness  Man  S  Sled,  Single  Trace  Type . . . . . . . 

Harness,  Aircraft  Safety,  Pilot  S  Shoulder  V  Type . . . . . 

Harness,  Aircraft  Safely,  Pilot  S  Shoulder  Y  Type . . . . 

Harness,  Climbing,  Full-BODY. . . . . . . . . . 

Harness,  Divers  (MK-12) . . . . . . . . . 

Harness,  Dog  Leading  (leather) . . 

Harness,  Head,  Cl 5  . . . . . . . . . . 

Harness,  Integrated  Parachute  . . . . . . . . . . 

Harness,  Parachutist  S  Individual  Equipment  Pack  (  H  Type) . . . 

Harness,  Sofety,  Swimmers...................................... . . . 

Harness,  Safety,  &  Lanyards,  Safety  &  Working . . . . . 

Harness,  Shoulder  Safety,  General  Specification  For . . . . . . . . 

Harness,  Test  Bench,  Avionic  Equipment,  General  Specification  For . 

Harness,  Test  Bench,  For  Interphone-radio  Control  Set  AN/AlC-4 . 

Harrow,  Disk  Offset,  8  Foot,  24  Inch  Disk . . . . 

Hash,  Beef,  Dehydrated,  Cooked . . . . . . . . . 

Hash,  Corned  Beef,  Canned . . . . . . . . . 

Hash,  Corned&beef,  Canned . . . . . . . . . 

Hasp,  High  Security  Padlocks . . . . . . . . . . . . . 

Hasp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  USING  High 
And  Medium  Security  Padlock. 

Hasp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  Using  High  And 
Medium  Security  Padlock,  Style  1 

Hasp,  H’yh  Security,  Shrouded  For  Shipboord  Doors  And  Hatches  Using  High  And 
Medium  Secudty  Padlock,  Style  2 

Hasp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  Using  High  And 
Medium  Security  Padlock,  Style  3 

Hosp,  High  Security,  Shrouded  For  Shipboord  Doors  And  Hatches  Using  High  And 
Medium  Security  Padlock,  Style  4 

Hasp,  High  Security,  Shrouded  For  Shipboord  Doors  And  Hatches  Using  High  And 
Medium  Security  Padlock,  Style  5 

Hasp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  Using  High  And 
Medium  Security  Padlock,  Style  6 

Hosp,  High  Security,  Shrouded,  For  High  And  Medium  Security  Padlock  General 
Specification  For 

Hasp,  Hinged  . . . . . . . . . . 

Hasp,  Hinged,  Double  Solely,  With  Fixed  Stople,  Steel..... . . . 

Hasp,  Hinged,  Open  With  Fixed  Stople,  Steel . . . . . 

Hosp,  Hinged,  Sofety,  With  Swivel  Stople  Steel . . . . . . . 

Hal  And  Insect  Net  HGU-18/P . . . . . . . . . 

Hal,  Camouflage  Pattern,  Desert . . . . . . . . . 

Hat,  Combination,  Woman's  (Coast  Guard) . . . . . 

Hat,  Service  (White)  . . . . . . . . 

Hot,  Service,  With  Chin  Strop . . . . . . . . . 

Hot,  Service,  Woman  S,  Wool  Or  Polyester  And  Wool . . . 

Hot,  Service,  Womans,  Drill  Instructor . . . . . . . . 

Hot,  Service,  Womon  S  (Frame  And  Removable  Covers) . . . . . . 

Hot,  Service,  Womon  S  . . . . . . . . . . 

Hat,  Service:  With  Chin  Strop  . . . . . . . . 

Hat,  Southwestcr . . . . . . . . . 

Hat,  Sun,  Hot  Weother  . . * . . . . . . . . . . . . . 

Hat,  Un,  Rreversibte  . . . . . . . . . . . . . 

Hatchet  (Clow,  Holf,  Lathing,  Brood  And  Borrel)  . . . . 

Havelock,  Pfostfc . . . . . . . . . . . 

Hawk,  Plasterer  5................. . . . . . . . . . . 

Hazard  Assessment  Tests  For  Navy  Non  Nuclear  Ordnance . . . 

Hazardous  Waste  Storoge  Facilities.... . . . . . . . . . . . 

HB-7  Headband  Assembly......... . . . . . . 

Head  And  Motor,  Rocket,  Inert  Pert s.  Painting  And  Morking . . . . . 

Head  Assembly.  11727486  (Periscope  M32E1  And  M35E1 . . . 

Head  Assembly,  Tank  Periscope,  10542204  . . . . . . . . 

Head  Assembly,  Tonk  Periscope.  10558203 . . . . . 

Heod  Assembly,  Tank  Periscope,  10513392 . . . . . . . . . 

Head  Assembly,  Tonk  Periscope,  10513625 . . . . . . 

Head  Assembly,  10549216  (Periscope,  M20) . . . . 

Heod  Assembly,  11747439  (Periscope  M32CE1)  . . . . . 

Heod  Assembly,  1054)990  (Periscope,  M32C).... . . . , 

Head  Assembly,  10514220  (Periscope,  M32  &  M35  . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-H-7195F 

1670 

82 

07  Feb 

86 

99 

MIL-H-55053B 

SUPP  1A 

5975 

ER 

05  Oel 

71 

ER 

YD  85 

MIL-H-9896C 

5340 

Gl 

12  Aug 

88 

GL 

MC  99 

L 

MIL-H-62540 

6t45 

AT 

15  Jun 

87 

AT 

MIL-H-24626 

6020 

SH 

27  Nov 

87 

SH 

MIL-H-24626/1 

6020 

SH 

27  Nov 

87 

SH 

MIL-H-62430 

6685 

AT 

26  Mo/ 

88 

MIL-H-3697D 

8465 

GL 

29  Apr 

85 

GL 

SA  99 

L 

MS-16068A 

1680 

AS 

12  Jul 

55 

AS 

L 

MS-16069A 

1680 

AS 

12  Jul 

55 

AS 

A-A-50120 

8465 

Gl 

29  Mo y 

87 

GL 

NU 

L 

MII-H-87028A/B 

4220 

SH 

27  Apr 

87 

SH 

MIL-H-4321QA  (1) 

3770 

GL 

27  Jul 

72 

Gl 

99 

L 

MILH-511118  (2) 

4240 

EA 

14  Mo y 

87 

EA 

Q 

MIL-H-I9089B 

1670 

AS 

30  Dec 

71 

AS  11 

L 

MIL-H-27893D 

1670 

GL 

04  Feb 

86 

GL 

L 

MIL-H-21065 

NOTICE  2  (AS) 

4240 

CG 

28  Aug 

57 

CG 

L 

MIL-H'24460B 

4240 

SH 

28  Dee 

88 

SH 

MII-H-5364D  (3) 
NOTICE  1 

1680 

82 

01  Aug 

88 

AV 

AS  99 

L 

MIL-H-15362B 

NOTICE  1 

4920 

AS 

21  Mor 

83 

AS 

L 

MIL-H-8541 

5831 

AS 

12  Dec 

52 

AS 

MIL-H-3751B 

3710 

ME 

19  Mor 

76 

ME 

99 

MIL-H-43224G 

8940 

Gl 

18  Dec 

81 

GL 

SA  50 

A-A-20136 

8940 

/GL 

25  Jul 

86 

GL 

SA  5U 

PP-H-91C 

8940 

% 

2  Sep 

58 

MII-H-43905B 

5340 

YO 

20  Feb 

85 

\D  99 

L 

MIL-H-24653 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-24653/1 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-24653/2 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-24653/3 

5340 

SH 

30  Moy 

35 

SH 

L 

MIL-H-24653/4 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-24653/5 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-24653/6 

5340 

SH 

30  Moy 

85 

SH 

L 

MIL-H-291B1A 

5340 

YD 

21  Dec 

87 

YD 

AA-472A 

5340 

t 

21  Mar 

86 

MS-2797IA 

5340 

AR 

30  Ocl 

75 

AR 

YD  99 

MS-27969A 

5340 

AR 

30  Oct 

75 

AR 

YD  99 

MS-27965A 

5340 

AR 

30  Oct 

75 

AR 

YD  99 

L 

MIL-H-38471B 

8415 

82 

04  Ocl 

72 

99 

MIL-H-44105A 

8415 

GL 

30  Mor 

88 

Gl 

99 

L 

Mll-H-24900 

8410 

NU 

14  Jul 

82 

NU 

L 

MU-H-87041A  (1) 

8405 

NU 

25  Nov 

86 

NU 

MIL-H-19448C 

NOTICE  1 

8405 

MC 

23  Ocl 

87 

Gl 

MC  11 

L 

MIL-H-43162F 

8410 

Gl 

26  Jul 

83 

GL 

A-A.50072A 

8410 

/Gl 

30  Nov 

88 

Gl 

L 

MIL-H-83012C 

8410 

11 

15  Jun 

87 

11 

L 

MIL-H.15505J  (I) 

8410 

NU 

30  Apr 

85 

NU 

A-A-50526A 

8405 

/MC 

30  Sep 

82 

Gl 

MC  11 

L 

MU-H-I7656E 

8405 

NU 

06  Feb 

84 

NU 

MIL-H-43577D  (1) 

8415 

Gl 

23  Mor 

87 

GL 

NU  99 

Mll-H-433718 

8415 

Gl 

07  Apr 

88 

GL 

99 

GGG-H-131C  (3) 

INT  AMD  (5) 

5110 

•GL 

11  Jon 

62 

l 

MIL-H-19793C 

8410 

MC 

29  Moy 

79 

MC 

GGG-H-135 

5120 

» 

29  Jon 

66 

L 

DOD-STD-2105 

SAFI 

OS 

09  Sep 

82 

OS 

L 

MIL'HDBK  1005/13 

facr 

YD 

30  Apr 

87 

YD 

MS-75105 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC  85 

l 

MIL-H-18911A 

1340 

OS 

27  Feb 
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ALPHABETICAL  LISTING 


TITLE 

Head  Assembly,  8619900 . . . . . . . 

Head  Coil  Assembly  . . . . . . . . . . 

Head  light  Unit  For  Wheeled  Tactical  Vehicles  {Edition  2)  . . . . 

Head,  Magnetic  Tape,  Instrumentation,  IRIG  Wide  Band  Group  H..... . ..... 

Head,  Rivet  Pulling . . . . . . . . . . 

Head,  Sprinkler,  Fire  Projection,  Foam  Water . . . . . . 

Head,  Sprinkler,  (Underground  Connected)  . . . . . . . . . . 

Headband  And  Neckband,  Ground  Troops,  Parachutists,  Helmet  Liner . . . . 

Headband  Cover... . . . . . . . . . . . . . . . . . . 

Headband,  Ground  Troops’  •  Parachutists*  Helmet . . . . . . 

Headband,  Headlight  . . . . . . . . . . . . . . . 

Headband,  Mirror . . . . . . . . . . . 

Headband,  Sweat . . . . . . . . . . . . . . 

Header,  Hermetically  Seoled . . . . . 

Headharness,  C8R1... . . . . . . . . . 

Headharness,  C8R . . . . . . . . . . . 

Headlamp  Light  Unit  For  Wheeled  Tactical  Vehicles  (ABCA  208)  (Rel  To  Other  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM  MAT  09B21,  Wash,  20360) 

Headlight  &  Infrared,  Double  Filament,  24  Volt,  Waterproof . . . 

Headlight  &  Service,  Double  Filament,  24  Volt,  Waterproof  . . . . . . . . 

Headlight,  Blackout,  24-VOLT  Waterproof.... . . . . 

Headlight,  Service,  24-VOLT,  Waterproof  . . . . . . . . . 

Headpiece,  Collective  Protector,  Hospital,  M13  . . . . . 

Headpiece,  Hospital  Collective  Protector,  M13A1  . . . . . . . 

Headrest,  Optical  Instrument  . . . . . . . . . . 

Heads,  Sprinkler  &  Washdown  (  Inactive  For  New  Design) . . . . . . 

Headset  &  Microphone  H  1630-U  . . . . . . . . . . 

Headset  <  Microphone,  H-157A/AIC  . . . . . . . . 

Headset  Electrical  H*154/A1C  General  Specification  For . . . . . 

Headset  Microphone  H-325(  (/ttc . . . . . . . . . . . . . 

Headset  Microphone,  H-I72/AIC. . . . . . . . 

Headset  Microphone  Kit,  M&k  )564(  )/o&ic . . . . . 

Headset  Microphone,  H-46A/UR  . . . . . . . . 

Heodset  Microphone  Kit  MK«1974(  )/vrc . . . 

Headset  Microphone  And  Headset  Electrical  (Medium  Noise  Attenuation,  Hearing 
Protective),  General  Specifications  For 

Heodset  Microphone  Kit  MK-896A/AIC  (Components  Of). . . . . . 

Headset  Microphone,  M83511/7-01 . . . . . . . . 

Headset  Microphone  Kit  MK-1564  (:)/AIC  (Components  Of)  . 

Heodset  Microphone  Kit  MK*1039/G . . . . . . . . . . 

Heodset&microphone  H&157-A1C . . . . . . . . . 

Headset-electrical,  Hearing  Protective  Type  High  Ambient  Noise  levels,  105*125  DB 
M87819/2-01 

Headset-microphone  Kit  MK*1697(  (/g  . . . 

Heodset-mjcrophone,  Sound  Powered  H*159/G1C*10 . . . 

Heodset-microphone,  H-91/U  And  H-92/U  And  Handset-heo  “I,  H*144H/U, . 

Headset-microphone,  Headset-electrical,  Meadset-nonelectricoi  (Hearing  Protective 
Type,  High  Ambient  Noise  Levels) 

Headset-microphone  KITMK-2193/A1C  . . . . . 

Headset-microphone,  Hearing  Protective  Type  High  Ambient  Noi^e  levels, 

105*1 25DB 

Heodset-nonelectricol,  Heoring  Protective  Type  High  Ambient  Noise  Levels,  105*125 
08  M878 19/3*01 

Heodset,  Electrical  . . . . . . . . . 

Headset,  Electrical,  H-216  A/U  . . . . . . . . 

Headset,  Electrical  And  Heodset  Microphones  . . . . 

Headset,  Electrical,  H-251A/U  . . . . . . . . . 

Headset,  Electrical  And  Headset  Microphones  Headset  Microphone  Type  H-62(/U)  ., 

Heodset,  Electrical,  H073C/A1C..., . . . . . . 

Heodset.  Electrical  And  Heodset  Microphones  Headset  Microphone  Type  H-63(/U)  ,. 

Headset," Electrical,  H*158A/AIC  . . . . . . . 

Headset,  Electricol  And  Headset  Microphones  Headset  Electrical  Type  H*113(/U) ...... 

Headset,  Electricol,  General  Specification  For . . . . . . . 

Headset,  Microphone,  H*161E/GR . . . . . . . . . . 

Heat  Exchanger  Tubes  . . . . . . . . . 

Heat  Exchonger,  NBC  System  Condenser  P/n  12336772.......... . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Heat  Exchanger,  U-b*ndseamle$;  Copper  And  Copper  Alloy  And  Condenser  Tubes  • 
27  FEBRUARY1987 

Heat  Exchanger,  NBC  System  Heat  Exchanger  P/n  12336771,... . . . . 

Heat  Exchanger,  U-bendseamlest  Copper  And  Copper  Alloy  And  Condenser  Tubes 
(Metric)  •  27FEBKUARY  1987 

Heot  6x?hanger,  NBC  System  Generol  Specification  For . . . . . . . 

Heal  Exchanger,  NBC  System  Precooler  P/n  12336768............ . . . 

Heat  Flux  Measurements  And  Thermal  Transmission  Properties  By  Means  Of  The 
Guarded-hot-plate  Apparatus,  Steady-state.  22  Oct  1985 
Heat  loterchonger,  REFRIGERANT&12 . . . . . . . . . 

Heat  Interchanger,  Refrigerant  12  . . . . . . 

Heat  Pump,  Healing  And  Cooling  (Unitary),  (8400  To  300,000  BTU)  . 

Heat  Responsive  Links,  Fire, protection  Service,  Standard  For  Sofety  4TH  Ed.  18  Nov 
87 

Heat  Sanitizing  Commercial  Dishwashing  Mochines,  Stationary  Rack  Type  -  30  Moy 
?9e4 

Heat  Sanitizing  Commercial  Dishwashing  Machines,  Single  Tank,  Conveyor  Rack 
Type  -  30  May  1984 

Heat  Sanitizing  Commercial  Dishwashing  Machines,  Multiple  Tank,  Conveyor  Rock 
Type  *  30  May  1984 

Heat  Sanitizing  Commercial  Dishwashing  Machines,  Multiple  Tcnk,  Rackless 
Conveyor  Type  *  30  Me y  1984 

Heat  Sink,  Electrical-electronic  Component . . . . . . . . . 

Heat  Sinks,  Electricolelectronic  Component  Goss  1  And  Class  2  (Press  On  Type) . 

Heot  Sinks,  Semiconductor  Devices,  Goss  1  (Encapsulating  Type). . . . . 

Heat  Sinks,  Semiconductor  Devices,  Class  1  (Formed) . . . . . . . . 

Heot  Sinks,  Semiconductor  Devices,  Class  1  (Extruded).............................. . 

Heat  Sinks,  Semiconductor  Devices,  Goss  !,  (Duel-in-line  Packages) . . . . . 

Heat  Sinks,  Semiconductor  Device;,  Gass  2  (Duo)  link) . . . . . 

Heal  Sinks,  Semiconductor  Devices,  Gass  1  (Formed) . . . . . 

Heat  Sinks,  Semiconductor  Devices,  Goss  1  &  4  (Wafer  Type). . . . . . 

Heel  Sinks,  Semiconductor  Devices,  Class  2  And  3  (Retainer  Clip  Type) . 

Heat  Transfer  Fluid,  Fltorochemical  . . . 

Heot  Treating,  Type  D6AC  Alloy  Steel,  Processed  For.. . . . . . 

Heot  Treatment  Of  Aluminum  Alloys  . . . . . . . . . . 

Heat  Treatment  Of  Aluminum  Alloys  »  25  April  1986 . . . 

Heat  Treatment  Of  Titanium  And  Titanium  Alloys  . . . . . . 

Heot  Treatment  Of  Wrought  Copper-beryllium  Alloys,  Process  For  (Copper  Alloys, 
Numbers  170,  172  And  175) 

Heat  Treatment  Of  Steel,  Process  For . . . . . . . . . 

Heater  (Tanks),  Fluid,  Deaerating,  Boiler  Feed  Water,  Naval  Shipboard  Use . 

Heater  Assembly,  -Combustion,  Vehicular  Comportment,  60,000  8TU/HR . . . . 

Heater  Test  Stand  . . . . . . . . . . . . . . . . . 

Healer,  Air,  Ehctric,  Filter  Unit,  M3 . . . . . . . . . 

Heater,  Aircrc  I,  Combustion  Type. . . . . . . . . . . . 

Heater,  Bitumen . . . . . . . . 

Hacter,  Bolt,  Electric,  ror  Bolts  And  Studs  (Issue  Controlled  *  Requests  By  Other 
Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Heater,  Convection  Steam  Or  Hot  Water  . . 

Heater,  Convection,  Steam  And  Hot  Water . . . . . . 

Heater,  Coolant,  Engine  (Electric) . . . . . . . . 

Heater,  Coolant,  Engine,  Multifuel  Burning,  24  Volt  DC . . . . . 

Heater,  Duct  Type,  Portable,  Trotler  Mounted  HDU-13/M  . . . . . . 

Heater,  Duct  Type,  Electric,..,.... . . . . . . . 

Heater,  Electrical  . . . . . . . . . . . . . ...» . . . . . 

Heater,  Electric,  Immersion  (Applicable  To  A/M32R-6  Recharger) . . . . . 

Heoter,  Electric,  1,500  Wo  Its,  115  Volts,  Ac,  With  Fan................... . . . 

Heater,  Engine  &  Shelter,- Ground . . . 

Heoter,  Fluid,  Deoeraling  (For  Water  Only)  1,000  To  1,600,000  Pounds  Per  Hour 
Cupocity 

Hearer,  Fluid,  Fuel  Oil,  Naval  Shipboord . . . . . . . 

Heater,  Fluid,  Industriol  (lnsfcntone6us,  Steam,  Water  ConverferType).... . 

Heater,  Fluid,- Industrial  (Lubricating  Oil)  (For  Navol  Shipboord  Use)  . . . . 

Hester,  Gss  (28VOIT5  De),  Type  J-dA. . . . . . ~ . . . . . . . 

Heoter,  Gun  Type,  Electric . . . . . . . . . . . 

Heater,  Heat  Treatment  Pod........ . . . . . . . . . 

Heater,  Hot  Oil  . . . . . . . . . 

Heoter,  Hot  Oil,  1.5.3  &“5~Million  8TU/HR  Output,  Skid  Mounted............ . . 

Heoter,  Hot-Woter  Boaster;  Electric,  Sink,  Sanitizing...,......,, . . . 

Heoter,  Immersion,  M67,  Liquid  Fuel  Fired,  For  Corrugoted  Cons  . . 

Heuter,  Immersion,  liquid  Fuel  Fired,  For  Tank  Trailers . . . . . . . 

Heeler,  Induction,  High  Frequency,  Vacuum  Tuba  Type  .............................................. 

Heoter,  Induction,  Higff  Frequency,  Motor  Generator  Type  . . 
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4520 

/YD 

16  Sep 

33 

YD 

99 

L 

MH-H-17428B 

4420 

SH 

02  Sep 

88 

SH 

Mlt-H-67 69E  (3) 

1005 

54 

25  Oct 

54 

05 

99 

MIL-H-45193D  (1) 

4940 

AL 

09  Jon 

86 

Al 

99 

W-H-1918 

6530 

/DM 

27  Moy 

75 

MD 

MS 

03 

l 

MIL-H-52213E 

3895 

ME 

17  Sep 

86 

ME 

L 

Mll-H-820008 

3895 

YD 

20  Apr 

84 

YD 

MIL-M-43895B  (1) 

INT  AMD  1  (Gl) 

7320 

Gl 

21Mor 

88 

GL 

YD 

99 

MIL-H-43540C 

4540 

GL 

15  Sep 

88 

GL 

YD 

99 

l 

MII-H-52113B  (1) 

4540 

GL 

27  Ocl 

80 

Gl 

Mll.H-800458 

NOTICE-1 

3424 

IP 

04  Jun 

86 

SH 

99 

MIl*H*80055B 

3424 

IP 

20  Mpr 

81 

AL 

SH 

99 

363 


ALPHABETICAL  LISTING 


TITLE 


Heater,  Space  (Yukon,  M-1950,  With  Accessories)  . . . . . . . 

Heater,  Space,  Electric,  Blower,  Radiant  And  Turret  (Naval  Shipboord)  . 

Heater,  Space,  Electric  (Portable)  . . . . . . . . . . . . . 

Heater  Space,  Electric,  Radiant,  Panel  Type  . . . . . . . . 

Heater,  Space,  Electric . . . . . . . . . . . 

Heater,  Space,  Multi  Fuel,  With  Blower,  15,000  8TU/HR  . . . 

Heater,  Space,  Multifuel,  With  Blower  60,000  8TU/HR . . . . . . . 

Heater,  Space,  Oil  Fired  70,000  BTU  Per  Hour,  Theater  Of  Operations  Type . . 

Heater,  Space,  Radiant  Type,  Portable,  45,000  BTU/HR  . . . . . . . . . 

Heater,  Vehicular  Comportment,  Multifuel  Burning,  24  Volt,  D.c., . . . . . 

Heater,  Vehicular  Comportment!  Multifuel  Burning  24  Volt,  Dc  30,000  Btu/hr . . 

Heater,  Vehicular  Compartment  Hot  Water,  30,000  Btu/hr............... . . . 

Heater,  Vehicular  Compartment,  Mulhfue!  Burning,  24  Volt  Dc  Capacity  30,000  Btu 
Per  Hour 

Heater,  Vehicular  Compartment  28  Voti  DC.... . . . 

Heater,  Vehicular  Compartment,  Multifuel  Burning,  24  Volt  Dc  Capocity  60,000  Btu 
Per  Hour 

Heater,  Vehicular  Comportment,  Heaters,  Coolant,  Engine,  Heaters,  Space,  Heaters, 
DucMype 

Heater,  Ventilation,  Duct  Type,  Shipboard . . . . . . . 

Heater,  Water,  Electric,  And  Gas  Fired  Residential  . . . . . . 

Heater,  Water,  Ek'lric,  Naval  Shipboard  (Navy)  . . . 

Heater,  Water,  Liquid  Fuel,  M-80 . . . . . . . 

Heater,  Water,  Liquid  Fuel,  (Oil  Fired,  Storage  Type)., . . . . . . . . . 

Heater,  Water,  Liquid  Fuel,  Skid  Mounted.  600  GPH,  M2 . . . . . 

Heater,  Water,  Oil  Fired . . . . . . . . . 

Heater,  Water,  Steom-hot  Water  Heated . . . . . . . . . . . . 

Heater,  Water,  Steam  Heated,  Non-storage  Type  (Complete  With  Control 
Accessories) 

Heaters,  Standard  For  Electric  Air  (Second  Edition  Dtd  1  Aug  85)  (With  Revisions 
Thru  Oct  86) 

Heaters, hot  Water  Boo  Ster.electric;  Sink,  Sonitzing  . . . . . . 

Heating  And  Tie-down  Unit,  Truck  Mounted  762  Mm  Rocket,  M78A1.... . . . . 

Heating  And  Ventilating  Systems,  Aircraft,  General  Specification  For . . 

Heating  Element,  Electrical  (Replacements  For  Domestic  Appliances) . . . 

Heating  Elements,  Electrical,  Cartridge,  Strip  And  Tubular  Type . 

Heating  Equipment,  electric  Baseboard,  Standord  For  •  2  Mor  79  •  Second  Edition  .. 

Heating  Torches,  Equipment  Winterization,  Instant  lighting . 

Heel,  Rubber . . . . . 

Heels,  Orthopedic,  Cast . . . . . . . . 

Height  Bonds  -  Airdrop  . . . 

Helical  Digital  Recording  Format  For  19-MM  Mognetic  Tope  Cassette 
Recorder/reproducers 

Helicopter  Blade  Tracking  Device  (Releose  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  574) 

Helicopter  Day  And  Night  Tocticol  Formation  Flying  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Dorcom  (Drcird) 

Helicopter  Flying  And  Ground  Handling  Qualities,  General  Requirements  For  (AF 
Use  Mil-F-83300) 

Helicopter  Hoisting  Gear,  The  Use  Of  Horse  Collar  (STROP)  Type . . . . 

Helicopter  In-flight  Refuelling  (Hifr)  Equipment  (Ed  1)  (Rel  To  Other  Thon  Dod  Act 
Req  Pri  Appr  Of  Hq  Us of/xoxx  (Iso)  Wash,  Dc  20330*5058) 

Helicopter  In-flight  Refuelling  (HIFR)- Operating  Requirements  (Edition  No.  2) . 

Helicopter  infrared  Hot  Melol  &  Engine  Plume  Suppressor  (Rel  To  Other  Than  DOD 
Act  Req  Pr  Appr  Of  CNM,  MAT  09821) 

Helicopter  Mine  Countermeasures  Manual  •  AMP»7(B)(NAVY/AIR)  (Edition  No.  3)  .. 
Helicopter  Operations  From  Ships  Other  Than  Aircraft  Carriers  •  APP*2(B) 
(Novy/oir)  (Edition  3  W/suppl  l) 

Helicopter  Tactical  Refuelling  (Edition  No.  5)  (Rel  To  Other  Than  DOD  Req  Pri 
Appr  Of  Cnm,  MAT  09B21,  Wosh,  D.c.  20360) 

Helicopter  Tactical  Or  Non  Permanent  landing  Sites  (Edition  5)  (Rel  To  Other  Thon 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

Helicopter  Tactical  Or  Non  Permanent  Landing  Sites . . . . . . . 

Helicopter  Tocticol  Refueling  (Rel  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 
09B21) 

Helicopter  Tasking  Messages  (Edition  1)  Requests  Other  Thon  DOD  Refer  To  US 
Arne,  Atfn:oMCiCr»AA-N,  SGOUcIsenhower  Ave,  Alexandria,  Vo  22333-0001 
Helicopter,  Corgo/lroop  Carrier,  CH-47  Series  (Releose  To  Other  Thon  DOD 
Agencies  Requires  Prior  Approvol  Of  HQ  DARCOM,  DRCIRD)  Edition  No.  2 

Helicopter,  Light  Observation,  OH58  Series . . . . . . . 

Helicopter,  Technical  Criteria  For  The  Transport  Of  Cargo  By  (Edition  2) . . 

Heliotrope,  Surveying,  Box  Type,  With  Case . . . . . . 

Helipad  Lighting  (IMC)  (Edition  No.  2)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr 
Of  CNM, MAT  09B21,  WASH,  D.c.  20360 
Helipad  Lighting  (VMC)  -  Chg  1  Dtd  14  Aug  1986  (  Req  For  Issue  Other  Than 
DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash  DC  20330*5058 
Helipad  Lighting  (Umc)(ed  1)  Other  Thon  Dos  Refer  To  Hq  USAF/XOXX  (ISO)  Wash, 
Dc  20330 
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MIL-H-I2340C  (1) 

4520 

GL 

08  May 

84 

GL 

YD 

99 

L 

MIL-H-22663  (3) 

4520 

SH 

07  Jan 

65 

SH 

W-H-193D 

4520 

•ME 

13  Sep 

77 

ME 

L 

MIL-H-15289B 

4520 

SH 

10  Jan 

63 

SH 

l 

MIL-H-I9910C 

4520 

YD 

16  Apr 

84 

YD 

MIL-H-52204E 

4520 

ME 

29  Jul 

88 

ME 

YD 

99 

MIL-H-11511G  (3) 

4520 

ME 

19  Oct 

84 

ME 

99 

MII-H-14516E 

4520 

GL 

30  Dec 

87 

GL 

YD 

99 

M11-H-I3514F 

4520 

Gl 

30-Mor 

88 

GL 

YD 

99 

Q  l 

MII-H-46792A 

2540 

AT 

29  Oct 

82 

AT 

L 

MIL-H-0046792B  (1) 

2540 

AT 

22  May 

84 

AT 

L 

MS-51326A 

2540 

AT 

15  Aug 

66 

AT 

L 

MIL-H-46792/2C 

2540 

AT 

13  Aug 

82 

AT 

MIL-H-3199E 

2540 

AT 

21  Jan 

75 

AT 

85 

L 

Mll-H-46792/3 

2540 

AT 

15  Jun 

67 

AT 

MII-STO-1407B 

4520 

ME 

17-Dec 

85 

ME 

MC 

84 

Q  L 

MIL-H-16235C  (1) 

4520 

SH 

01  Oct 

65 

SH 

W-H-196J 

INT  AMD  (1) 

4520 

•ME 

14  Dec 

73 

ME 

YD 

99 

L 

MII-H-965D  (2) 

4520 

SH 

16  Dec 

70 

AM 

SH 

MII-H-44086A  (1) 

4520 

Gl 

06  Aug 

85 

Gl 

YD 

MII-H-16451E  (1) 
NOTICE  1 

4520 

YD 

17  Dec 

86 

ME 

YD 

99 

L 

MIL-H-51I71F 

4410 

EA 

02  Feb 

87 

EA 

M1L-H-52036D 

4410 

ME 

07  Sep 

76 

ME 

YD 

99 

MIL-H-I2322D 

4520 

ME 

08  Dec 

78 

ME 

YD 

99 

L 

MIL-H-22881D 

4520 

SH 

13  Oct 

71 

SH 

Ul  1025-80 

4520 

YD 

12  Feb 

87 

YD 

MII-A-H-A50156 

7320 

Gl 

24  Mar 

88 

Gl 

99 

L 

MIL-H-45520  (3) 
NOTICE  1 

1055 

AR 

08  Dec 

64 

AR 

MIL-H-18325B 

1650 

AS 

o 

x*. 

5 

a 

X 

59 

AV 

AS 

W-H-2053 

4540 

/YD 

05  Feb 

80 

YD 

99 

MIL-H-22577C 

NOTICE  1 

4540 

SH 

08  Jul 

88 

ME 

SH 

99 

Ul  1042-79 

4520 

YD 

30  Aug 

86 

YD 

99 

L 

Mll-H-521128  (1) 

4940 

ME 

28  Oct 

86 

ME 

ZZ-H-141D  (1) 

8335 

/Gl 

15  Oct 

76 

Gl 

NU 

99 

Mll-H-37577 

6515 

DM 

27  Sep 

76 

MD 

MS 

03 

NAT-STD-3737  (4) 

ISDF 

06 

20  Nov 

78 

MIL-STD-2179A 

6625 

AS 

24  Dec 

87 

AS 

NOTICE  1 

Q-STD-574  (2) 

ISDA 

AM 

09  Nov 

83 

NAT-STD-3627  (6) 

ISDA 

AM 

27  Mor 

79 

MII-H-8501A  (1) 
NOTICE  1  (11) 

1520 

AV 

03  Apr 

62 

AV 

AS 

AIR-STD-51/1D 

ISDF 

06 

20  Apr 

82 

NAT-STD-3847  (2) 
NAT 

ISDF 

06 

09  Dec 

88 

NAT-STD-1280  (2) 

ISDN 

NM 

30  Sep 

86 

O-STD-702 

ISDA 

AM 

09  Mor 

84 

NAT-STD-1137  (1) 

ISDN 

NM 

24  Apr 

86 

NAT-STD-J194  (2) 

ISDN 

NM 

10  Jun 

85 

NAT-STD-3628 

ISDA 

AM 

12  Jun 

85 

NAT-STD-3597  (3) 

ISDA 

AM 

20  Feb 

86 

AIR-STD-44/338 

ISDF 

06 

17  May- 

76 

NAT-STD-691 

ISDA 

AM 

OS  Jon 

84 

NATSTD-STD-2956 

ISDA 

AM 

16  Sep 

88 

Q-STD-390 

ISDA 

AM 

11  Dec 

80 

Q-STD-250  (1) 

ISDA 

AM 

02  Sep 

81 

NAT-STD-3542 

ISDF 

06 

27  Jul 

81 

MII-H-20194E 

6675 

ME 

23  Jon 

89 

ME 

99 

NAT-STD-3684 

ISDF 

06 

29  Nov 

83 

AIR-STD-65/16B 

ISDF 

06 

12  Apr 

83 

NAT-STD-3652  (5) 

ISDF 

06 

26  Ocl 

88 

364 


ALPHABETICAL  LISTING 


TITLE 


Helipad  Marking  (Edition  No,  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO,  Wcth.  D.c.  20330-5053) 

Helipad  Marking  -  Chg  1  Utd  14  Aug  1986  (  Req  For  h»ue  Other  Than  DOD  Must 
Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058 

Heliport  Marking  And  Lighting  (Edition  No.  1)  . . . . . . . . 

Heliport  Rescue  &  Fire-fighting  Services-  Identification  Categories  (Edition  2)  Req 
For  Issue  To  Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash 
D.c.  20330-5053 

Helium,  Technical . . . . . . . . . . . 

Helmet  Assembly.  HGU-34/P  . . . . . . . . . . 

Helmet  Shell  Assemblies,  Pilot  S  Protective,  APH-6  Series  . . . . . . . 

Helmet  Shell,  Flying,  HGU-22/P . . . . . 

Helmet,  Combat  Vehicle  Crewman,  Ballistic  Shell,  DH-132A. . . . . . . 

Helmet,  Construction  Workers . . . . . . . . . . . 

Helmet,  Fire  Fighters . . . . . . . . . 

Helmet,  Fireman's  (Polycarbonate) . . . . . . . . 

Helmet,  Flyer  S  HGU-36/P . . . 

Helmet,  Flyer  S,  Protective,  SPH-4  . . . . . . . . . . . . . . 

Helmet,  Flyer  S,  Winter  . . .  . . . . . . 

Helmet,  Flyers  HGU-55/P . . . . . . . . 

Helmet,  Flying  Capsule  HGU-7/P . . . . . . . . . . . . 

Helmet,  Ground  Troops,,  Parachutists,  Steel,  M>1  . . . . . . 

Helmet,  Ground  Troops  Parachutists . . . . . . . 

Helmet,  Parachutist  S,  Free  Foil . . . . . . . . . . 

Helmet,  Phonetalker  MK  4  Mod  0  . . . . . . 

Helmet,  Safety  (With  Headlamp  Clips) . . . . . . . . . . . 

Helmet,  Safety  (Construction  Workers)  . . . . 

Helmet,  Sofety  (Electrical  Worker) . . . . . . . . . 

Helmet,  Safety,  Electrical  Workers . . . . . 

Helmet,  Sun  . . . . . . . . . . . . 

Helmet,  Welder's  . . . . . . . . . . . . . 

Helmet,  Welders  ,  HondshieW,  Welding,  And  Plates,  Welding . . . 

Helmet,  Welders,  Shield,  Welding,  Hond  Held,  And  lenses.  Helmet,  Welders  . . . 

Helmets,  Flight  Deck  Crewman's,  Impact  Resistant . . . . . 

Hemacytometer  Set  . . . . . . . . . . . . . 

Hematoxylin,  Analyzed  Reagent . . . . . . . . 

Hemorhoidol  Suppositories . . . . . . . . . . 

Hemorrhoidal  Suppositories . . . . . 

Hemorrhoidal  Suppositories  With  Hydrocortisone  Acetate . . 

hemtt  Tanker  Aviation  Refueling  System  (Htors) . . . . . 

Heparin  Sodium  Injection,  U.s  p . . . . . . . 

Hepatitis  B  Vaccine,  Iwocthoted,  Usp  . . . . . . . 

Herbicide,  Dalopon . . . . . . . . . . . . . . 

Herbicide,  Dcpa  (Dimethyl  Ester  Of  Tetrachloroterephtholic  Acid) . 

Herbicide,  Diuron  (Metric) . . . . . . . . 

Herbicide,  Diuron . . . . . . . . . . . . . . 

Herbicide,  N  Butyl  2,  4  Dichlorophenoxyacetcte  . . . . . 

Herbicide,  N  Butyl  2,  4,  5  Trichlorophenoxyccefofe . . . . 

Herbicide,  Sitvex  Ester  And  Silvex  Potassium  Salt  . . . . . . . . 

Herbicide,  Simozine  . . . . . . . . . 

Herbicide,  Simozine  ....... . . . . . . . . . 

Herbicide,  2,  4,  S-TRICHLOROPHENOXYACETIC  Acid  (2,  4,  5-T)  (Soils  And  Esters) 

Herbicide,  2,4-DI,CHLOROPHENOXYACET|C  Acid  (Salts  And  Esters) . 

Herbicide,  2,4-DlCHLOROPHENOXYACETlC  Acid  (Srlts  &  Esters)  . ..... 

Hexochlorbenzene................ . . . . . . . . . . . 

HexacWoroethcme,  TechonicoL... . . . . . . . . . 

Hexamethylenetetramine,  Technical . . . . . . . . . . 

Hider,  Flosh  . . . . . . . . . . . . . . . 

High  Modulus,  Organic  Yarn  &  Roving  -  29  May  81 . . . . . . 

High  Pressure  Drain  Orifice  Plates  And  Strainers,, . . . . . 

High  Solids  Content,  Cold  Liquid-applied  Elastomeric  Waterproofing  Membrane  For 
Use  With  Separate  Wearing  Course  •  25  May  1984 
High  Speed  Possiye  And  Active  Restrain*  (Rel  To  Other  Than  Dcd  Act  fleq  Pr  Appr 
Of  Com,  Mot  09321,  V/osVD.c.  20360) 

High  Temperature  fhsuloted  Wire  Impulse  Dielectric  Jesting  -  16  Nov  78  ................ 

High  Voltage  Power  Supply,  11739861  . . . . . 

Hinge  &  Pilots,  Stc#ndo»d  For  Sdf  Cbsing  *  21  Sep  81, . . . . . . 

Hinge  Dimensions,  Template  -  8  Jun  31 . . . . . . . 

. . . . . . . . . . 

Hinge,  But!  (Cabinet)  . . . .  . . . . . . 

Hinpe,  Butt  (General  Purpose)..^......,. . . . . . . 

Hinge,  Butt  (Spring) . . . . . . . . . ...... 

Uiirg*.  bait  (Tloniom)  . . . . . . . . . . ...... 

Hinge,  Butt  (For  Snip  Wore  Use)  . . . . .  . . . 

Hir.ge,  Butt-narrow,  (Voo-templale  . . .  . . . . . . . 

Hinge,  Butt,  Broad,  Non-template, . . . .  . . 

Hlrfgo,  Suit,  3rocd,  Npn-temp!ate... . . . . . . . . . 
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NAT-STD-3619  (4) 

ISDF 

— oT" 

29  Apr 

88 

AIR-STD-63/21A 

ISDF 

06 

02  Ocl 

84 

NAT-STD-3535  (3) 

ISDF 

06 

26  Feb 

87 

NAT-STD-3861  (2) 

ISDF 

06 

01  Aug 

88 

BB-1M168B 

6830 

•68 

09  Mo y 

77 

68 

l 

MIL-H-85047A  (1) 

8475 

AS 

25  May 

83 

AS 

Q  L 

MIL-H-22995A 

8475 

AS 

25  Apr 

69 

AS 

QL 

MIL-H-83147  (3) 

8475 

82 

05  Oel 

78 

99 

MIL-H-44117A 

8470 

Gl 

22  Dec 

87 

Gl 

NU 

GC-G-H-142G  (1) 

8415 

% 

26  Aug 

83 

MIL-H-I987G 

8415 

GL 

27  Jun 

80 

GL 

NU 

99 

AM  1978 

8415 

t 

07  Ocl 

82 

l 

MII-H-87140A 

8475 

n 

03  Apr 

87 

11 

MII-H-43925D 

8415 

Gl 

27  Apr 

88 

Gl 

9v> 

L 

MIL-H-83776A 

8415 

82 

28  Jun 

85 

99 

L 

Mll-H-87174 

8475 

82 

25  Ocl 

83 

99 

L 

MIL-H-27856D 

8475 

82 

08  May 

81 

99 

MIL-H-1988G 

8470 

Gl 

30  Mot 

88 

Gl 

NU 

99 

MIL-H-44099A  (1) 

8470 

Gl 

24  Feb 

89 

GL 

NU 

99 

MII-H-43I74C 

8415 

Gl 

09  No. 

83 

Gl 

NU 

99 

L 

MIL-H-24616 

8470 

SH 

26  Jan 

83 

SH 

A-A-2271 

8415 

/Gl 

09  Jul 

84 

Gl 

SA 

A-A-2269 

8415 

« 

29  Jul 

85 

MD 

SA 

A-A-2270 

8415 

/Gl 

09  Jul 

84 

GL 

SA 

Q 

GGG-H0776  (1) 

8415 

% 

26  Aug 

83 

Gl 

SH 

C~J 

CO 

MIL-H-3364D 

8415 

GL 

13  Dec 

78 

GL  NU 

99 

A-A-1994 

4240 

•EA 

01  No. 

82 

99 

GGG-H-211D 

4240 

*EA 

19  Ju! 

85 

EA 

SH 

99 

MII-STD-606A 

4240 

EA 

19  Aug 

88 

EA 

sH 

99 

L 

MII-H-81735A  (1) 

8415 

AS 

09  Aug 

85 

AS 

CG-H-216C 

6630 

/DM 

22  Ocl 

76 

MD 

MS 

03 

Mll-H-37728 

6505 

DM 

21  Feb 

77 

L 

MII-H-0037210A 

6505 

DM 

20  Aug 

76 

PM 

A-A-30025 

6505 

/MB 

26- Ocl 

01 

MD  *5  03 

MIL-H-37J35A 

6505 

DM 

20  Jul 

76 

L 

MIU1-53076 

4930 

ME 

08  Sep 

87 

ME 

MIL-H-37456 

6505 

DM 

14  Jun 

76 

MD  MS 

03 

A-A-4053282 

6505 

MB 

30  Ocl 

87 

MD  MS  03 

O-H-205D 

6840 

*68 

01  Feb 

89 

VO  68 

NOTICE  1 

O-H-206B 

6840 

•Gl 

09  No. 

76 

Gl 

YD 

68 

DOD-H-51152C 

6B40 

EA 

08  Nov 

79 

EA 

YD 

68 

A-A-877 

6840 

t 

05  Jun 

80 

L 

MII-H-51I47A 

6840 

EA 

07  Nov 

66 

EA 

L 

MIL-H-51148A 

6840 

EA 

07  Nov 

-66 

EA 

0-H-215A 

6840 

♦ 

1 1  Aug 

65 

O-H-207B 

6340 

•Gl 

16  Aug 

77 

Gl 

YD 

68 

A-A-829A 

6840 

t 

15  Sep 

83 

O-H-210C 

6840 

t 

26  Sep 

69 

O-H-JOOC 

6840 

•EA 

05  Moy 

69 

EA 

A-A-197 

6840 

t 

06  Nov 

80 

JAN-H-257 

6810 

AR 

27  Sep 

45 

AR 

OS 

MIL-H-235C 

68)0 

EA 

23  Feb 

84 

EA 

AS 

68 

MIL-H-502B 

6810 

EA 

11  Aug 

88 

EA 

OS 

68 

NOTICE  1 

MllH-29878 

1005 

AR 

11  Nov 

75 

AR 

OS 

ASTM  D3317-81 

0310 

MR 

23  Apr 

02 

MR 

11 

L 

MS-18301A 

4730 

SH 

01  Ocl 

74 

SH 

AST*  C836-84 

5680 

YD 

26  Mor 

85 

CE 

YD 

99 

AI.R-STD-61/27 

ISDF 

06 

24  May 

33 

AIR 

NEMA  HP1-79 

6145 

85 

27  Apr 

87 

C« 

AS 

35 

NOTICE  1 

l 

Mil-H-484(S8A 

1240 

AR 

05  Mor 

76 

AR 

ANSI  AJ56.17-81 

5340 

YD 

21  Aug 

86 

AR 

YD 

99 

NOTICE  1 

ANSI  A1J6.7-RI 

5340 

YD 

29  Aug 

86 

AR 

YD 

99 

NOTICE  1 

MS-279728 

5340 

AR 

21  Dec 

87 

AR 

YD 

99 

A-A-219 

5340 

21  Apr 

81 

A-A-218 

5340 

• 

23  Apr 

31 

A-A-2C0 

5340 

• 

22  Apr 

81 

A-A-224 

5340 

. 

23  Apr 

81 

MII-H-1231C  {2) 

6340 

SH 

20  Ocl 

67 

AR 

SK 

99 

MS-279668 

5340 

AR 

21  DO- 

87 

AS 

YD 

99 

MS-2796SB 

{340 

AR 

21  Dec 

87 

AR 

YD- 

99 

MS-279618 

5340 

AR 

21  Dec 

87 

AR 

YD 

99 
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DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Hlfigo.  Butt,  Continous,  Piano.  . . . . . . . . . 

MIL-H-9850C 

5340 

ER 

10  Jun 

77 

ER 

99 

SUPP  1 

Hinge,  Butt,  Conllnuoui  (Piano)  .032  Thickness,  .063  Pin  Ola . . . 

MS-35S21E 

5340 

AR 

06  Jon 

89 

AR 

AS 

99 

Hinge,  Bull,  Continuous  (Piano)  .040  Thickness  .091  Pin  Dio . . 

MS-35822E 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Butt,  Continuous  (Piano)  .075  Thickness,  .187  And  .250  Pin  Dia  . 

MS-35829F 

5340 

AR 

06  Jon 

89 

AR 

AS 

99 

Hinge,  Butt,  Continuous  (Piano)  .090  Thickness  .250,  And  .375  Pin  Dia  . . 

MS-35830E 

5340 

AR 

06  Jon 

89 

AR 

AS 

99 

Hingo,  Butt,  Continuous,  (Piano)  .125  !  hickness,  .375  Pin  Dia . . . 

MS-35831E 

5340 

AR 

06  Jon 

89 

AR 

AS 

99 

Hinge,  Butt,  Continuous  (Piano)  ,060  Thickness  .125  Pin  Dio. . . . 

MS-35825E 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Butt,  Conlinuous(piono)  .060  Thickness  .187  Pin  Dia  . . . . 

MS-35826E 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Butt,  Continuous  (Piano)  .050  Thickness,  .125  Pin  Dio  . . . . . . 

MS-35823E 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Butt,  Narrow  And  Broad,  Template,  Brass  (inactive  For  Design) . . 

MS-27958B 

5340 

AR 

01  Nov 

77 

AR 

YD 

99 

Hinge,  Butt,  Narrow  Light,  Non-template . . . . . . . . . . . 

MS-27960B 

5340 

AR 

21  Dee 

87 

AR 

YD 

99 

Hinge,  Butt,  Narrow  And  Broad,  Template,  Steel  (Inactive  For  Design), . . . 

MS-27956B 

5340 

AR 

30  Oet 

75 

AR 

YD 

99 

Hinge,  Butt,  Spring,  Screen  Door,  Adjustable . . . . . 

MS-27962B 

5340 

AR 

21  Dec 

87 

AR 

YD 

99 

Hinge,  8ulf,  Spring  Single  Acting,  &  Oouble  Acting,  Adjustable  . . . . . . . . 

MS-27963B 

5340 

AR 

21  Dee 

87 

AR 

YD 

99 

Hinge,  Dutt,  Structure!,  Extruded  . . . . . . . . 

MS-20001K 

5340 

AS 

30  Aug 

85 

AV 

AS 

99 

Hinge,  Chest,  Offset . . . . . 

1 

MIL-H-10044B 

5340 

GL 

10  Seo 

64 

GL 

Hinge,  Continuous  (Asg) . . . . . . . . . . . . 

MS-20257C 

5340 

AS 

13  Apr 

84 

AS 

99 

Hinge,  Continuous  (Piano)  .050  Thickness,  .187  Pin  Dia  (Inactive  For  Design).. . . 

MS-358240 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Continuous  (Piano)  .060  Thickness  .250  Pin  Dio  (Inactive  For  Design) . 

MS-35827D 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinqe,  Continuous,  (Piano)  .060  Thickness  .312  And  .375  Pin  Dia . . . . . 

MS-35828D 

5340 

AR 

06  Jan 

89 

AR 

AS 

99 

Hinge,  Continuous,  Metric  . . . . . . . . . . 

DS-14269 

5340 

AS 

28  Oct 

83 

AS 

Hinge,  Strap.,,,... . . . . . . . . . . . . . . . . . 

A-A-225B 

5340 

• 

23  Jul 

87 

Hinge,  Strep  (Offset)......... . . . . . . . . . . 

MS-27973B 

5340 

AR 

21  Dec 

87 

AR 

YD 

99 

Hinge,  S trap.  Cabinet . . . . . . . . . . . . . 

MS-279448 

5340 

AR 

21  Dee 

87 

AR 

YD 

99 

Hinge,  Tee . . . . . . . . . . . . . 

A-A-224B 

5340 

* 

23  Jul 

87 

Hinge,  Tee . . . . . . . . . . . . 

MS-279708 

5340 

AR 

21  Dec 

87 

AR 

YD 

99 

Hinges  &  Hasps,  Strap  &  Tee,  American  Notional  Standard  For  -  13  Feb  84 . 

BHMA  A  154.20-84 

5340 

YD 

14  Mar 

86 

AR 

YD 

Hitch,  Snowplow,  Front-of-vehicle  Mounting . . . . . . . . . . 

MIL-H-14435D 

3830 

ME 

26  Feb 

74 

ME 

99 

MIL-H-454448  (3) 

1376 

AR 

01  May 

78 

AR 

os 

Hmx/kel-f  Resin  Molding  Power  (For  Use  In  Ammunition)  . . . . 

L 

M1L-H-48249  (1) 

1376 

AR 

23  Mor 

88 

AR 

Hmx/resin  Explosive  Composition  LX-14-0  (For  Use  In  Ammunitkn)  . 

L 

MIL-H-48358  (2) 

1276 

AR 

08  Apr 

88 

AR 

Hoe,  Gorden,  Mortar,  And  Mortar  Mix:rj . „ . . . . . . 

GGG-H-496C 

•3750 

t 

06  Feb 

61 

Hoe,  Mattocks  And  Picks . . . . . .  . . . . . . . 

GGG-H-504D 

5120 

t 

21  Aug 

62 

GL 

SH 

99 

INT  AMD  (1) 

Hoist,  Bomb,  Monuaf,  Aero  14B  (Asg).....,.........,.... . . . . . . . . . 

MIL-H-50358  (1) 

1730 

82 

22  Sep 

58 

99 

Hoist,  Chain  And  Wire  Rope,  Pneumatic . . . . . 

MIL-H-2813A 

3950 

SH 

28  Mar 

56 

ME 

SH 

99 

Hoist,  Chain  Or  Wire  Rope,  Electric  Power  Operated,  lug,  Hook,  Or  Trolley 

MIL-H-15317C 

3950 

SH 

15  Jun 

88 

SH 

99 

Suspension  And  Base  Mounted 

NOTICE  1 

Hoist,  Chain,  Manually  Operated,  Packaging  Of . . ...... . . . . 

MIL-H-3280D 

3950 

ME 

26  Jul 

78 

ME 

YD 

99 

Hoist,  Wire  Rope,  Electric  Powered . . . . . . . . . . . 

i 

MIL-H-19925D 

3950 

YD 

31  May 

84 

YD 

Hoisting  Unit,  Aircraft  Maintenance  HLU-213/E,  Helicopter  Servicing,  8.000  Pound 

L 

MIL-H-83247A  (2) 

1730 

82 

20  Jul 

84 

99 

Capacity 

Hoisting  Unit,  Tripod,  Drum,  Ml  . . . . . . . . . . . . . . 

l 

M1L-H-3407A 

3950 

EA 

5  Jun 

58 

EA 

Hoisti,  Chain,  Hand  Operated,  Hook  And  Trolley  Suspension  . . . . . . . . 

O 

MIL-H-904H  (2) 

3950 

SH 

13  Feb 

81 

ME 

SH 

99 

Hoists,  Chcfn,  Pneumatic,  Low  Headroom,  Trolley  Type . . . . 

l 

MIL-H-24591A 

3950 

SH 

19  Aug 

87 

SH 

Holst*,,  Wire  Rope  Or  Chain,  Air  Motor  Powerep  With  Trolley . . . . . . 

l 

MIL-H-285388 

3950 

YD 

12  Oct 

84 

YD 

Holder  (Enclosure),  Crystal,  Type  HC-48/U  . . . . . . 

Mll-H-10056/35 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Haider  (Enclosure),  Crystal,  Type  HC-49/U  . . . . . . 

Mll-H-10056/36 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystal,  Type  HC-50/U  . . . . . . . 

MIL-H-1005u/37 

5955 

ER 

06  Apr 

86 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystal,  Type  HC00/U  (Inactive  For  New  Design)  . . . . 

MIL-H-10054/30 

5953 

ER 

15  Ocl 

87 

ER 

EC 

85 

Holder  (Enclosure),  Cr/stol,  Type  HC»21/U  (Inactivn  For  New  Design)  . . . 

MII-H-10056/10E 

5955 

ER 

15  Ocl 

87 

ER 

EC 

85 

Hc/lJer  (Enclosure),  Crystal,  Type  HC-25/U  . . . . . . 

m;1-H-10054/11E 

5955 

ER 

06  Jan 

75 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystal,  Type  HC-39/U  . . . . . . . . . . . 

MIL-H-I0054/24A 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystol,  Type  HC-36/0  . . . . . . . . . . . 

Mll-H-!0056/23C 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystol,  Type  MC-42/U  . . . . . . . 

MIL-H-10054/29C 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystal,  Type  HC*43/U  . . . . . . 

Mll-H-10054/308 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystol,  Type  HG44/U  . . . . , . . . . 

Mll-H- 10055/3) 

5=55 

ER 

16  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crysfct,  Type  *-10-45/0  . . . . . 

Mll-H-10056/32 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystol,  Type  HG46/U  . . . . . . . . . 

Mll-H- 10056/33 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 

holder  (Enclosure),  Cr/stol,  Type  hC*4?/0  . . . . . . . 

Mll-H- 10054/34 

5953 

ER 

06  Apr 

87 

ER 

fcC 

85 

NOTICE  1 

Holder  (Er,  Josure),  Crystol,  Type  HG-30/U  . . . . . . . 

MIL-H-10054/12B 

5955 

ER 

06  Jon 

75 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystol,  Typo  HC-5/U  . . . . .  . . . . . . 

MIL-H-10054/2D 

5955 

£R 

06  Jon 

75 

ER 

EC 

85 

NOTICE'! 

Holder  (Enclosure),  Crystal,  Type  HC-34/U  . . . . . . . . 

l 

MIL-H-10054/22A 

5955 

85 

01‘Mar 

88 

85 

NOTICE  1 

Holder  (Enclosure),  Cry-lal,  Type  HC-13/U  . . . . . . . . . 

Mll-H-10054/40 

5953 

ER 

06  Jan 

75 

ER 

EC 

85 

NOTICE  1 

Holder  (Enclosure),  Crystal,  Typo  HC-14/U  . . . . . . . 

MII-H-I0056/5C 

5955 

ER 

06  Jon 

75 

ER 

EC 

85 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Holder  (Enclojure),  Crystal,  Type  HC15/U  . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC-16/U  . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC17/U  . . . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC-18/U  . . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC-27/U  . . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC-28/U  . . . . . . 

Holder  (Enclosure),  Crystal,  Type  HG29/U  . 

Holder  (Enclosure),  Crystal,  Type  HG-11A/U . . . . . . 

Holder  (Enclosure),  Crystal,  Type  HC-32/U  . . . . 

Holder  (Enclosures),  Crystal,  General  Specification  for . 

Holder  And  Cutter,  Wrapping  Paper  (9&INCH  Diameter  Rolls) . 

Holder  And  Guide,  Drive  Pin  . . . . . . . . 

Holder  Assembly,  Chart-let*dowo,  PllM/A  And  PLU*5/A  . . 

Holder.  Plate,  Multiplex  Diapositive  . . . . . . 

Holder,  (Enclosure),  Crystal,  Type  HC-51/U . . . . . . . 

Holder,  Anaerobic  Jar  &  Strip  Rock. . . . . 

Holder,  Badge,  Plastic,  Security  Police  . . . . . 

Holder,  Bag,  Biohazard  . . . . . . . . . 

Holder,  Binder  Label... . . . . . . . . . . 

Holder,  Binder  Label . . . . . . . . . . 

Holder,  Blasting  Cap*,  M8... . . . . . . . . . . 

Holder,  Blood  Collecting  Tube  (Plastic)......... . . . 

Holder,  Blood  Collecting  Tube  . . . . . . . . 

Holder,  Buret  Double  . . . . . . . . . . 

Holder,  Can,  Garbage  . . . . . . . . . .... 

Holder,  Card  &  Label . . . . . . . 

Holder,  Card  Label  And  Insert  . . . . . . . 

Holder,  Card  lobel,  Post  Office  Mailbag  Rack . . . . . 

Holder,  Card  lobel,  (Plastic) . . . . . . . . 

Holder,  Cartridge,  Belt,  Cal  ,38,  leather.  Black,  6  Round . . 

Holder,  Clinical  Chartoluminum,,,,,.. . . . . . . . . 

Holder,  Clinical  Chart . . . . . 

Holder,  Cotton  Roll,  Dental  . . . . 

Holder,  Countersink,  Adjustable,  Micrometer  Stop  And  Cutters,  Countersink 
Holder,  Crystal,  Type  HC40/U  . . . . . . . 

Holder,  Crystal,  Type  HC-41/U  . . . . . . 

Holder,  Crystal,  Type  HC-37/U  . . . . . 

Holder,  Crystal,  Type  HC-37/U  . . . . . . . . 

Holder,  Crystal,  Type  HC-38/U  . . . . . . . . . 

Holder,  Crystal,  Type  HC-lA/U . . . . . . . . . 

Holder,  Crystal,  Type  HC-33/U  . . 

Holder,  Crystal,  Type  HC-35/U  . . . . . . . . 

Holder,  Crystal,  Type  HC-35/U  . . . . . . . . . 

Holder,  Crystal,  Type  HC&26/U . . . . . . . . . . 

Holder,  Cui*off  Or  Side  Cutting  Blade,  lathe.. . . . . . . 

Holder,  Dental  Bur  (Aluminum)..... . . . . . . . 

Holder,  Dcntol  Mixing  Pod . . . . . . . . . 

Holder,  Desk  Memorandum  Po per,  Sheet  Type  . . . 

Holder,  Desk  Memorandum  Paper,  Roll  Type . . . . 

Holder,  Desk  Troy  Label . . . . . . . . 

Holder,  Discharger,  Electrostatic........... . . . . . . . . . 

Hofaer,  Door  . . . . . . . . . . . . . 

Holder,  Electrode,  Shielded  Metal  Arc  Welding  ........ .................  . 

Holder,  Filtering,  Crucible  (Bailey) . . . . . . . . . . 

Holder,  Filtering,  Crucible  (Wolter) . . . . . . 

Holder,  Flight  Check  List......................... . . . . . 

Holder,  Floor  Polishing  Mochine  Pod  . . . . . . 

Holder,  Forceps  (Eftml) . . . . . . . . 

Holder,  Fir-tel,  laboratory . . . . . . . . . 

Holder,  Garbage  Con,,....... . . . . . . . . . . . . 

Holder,  Hospital  Bed  Patient  Identification  Card  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-H-10056/6C 

5955 

ER 

06  Jan 

75 

ER 

EC 

85 

NOTICE  1 

MIL-H-10056/7C 

5955 

ER 

06  Jan 

75 

ER 

EC 

85 

NOTICE  1 

M1L-H-10056/8B 

5955 

ER 

06  Jon 

* 

ER 

EC 

85 

NOTICE  1 

MIL-H-10056/9C 

5955 

ER 

06  Jon 

75 

ER 

EC 

85 

NOTICE  1 

MIL-H-10056/14E 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

MIL-H-10056/15D 

5955 

ER 

06  Jan 

75 

ER 

EC 

85 

MIL-H-10056/16C 

5955 

ER 

06  Jan 

'5 

ER 

EC 

85 

MIL-H-10056/17A 

5955 

ER 

06  Jan 

75 

ER 

EC 

85 

NOTICE  1 

M1L-H-10056/18C 

5955 

ER 

01  Nov 

88 

ER 

EC 

85 

NOTICE  1 

MIL-H-10056E  (1) 

5955 

ER 

15  Oct 

87 

ER 

EC 

85 

SUPP  1 

FF-H-571E 

7290 

*/. 

10  May 

74 

GGG-H-570A 

5120 

t 

19  Jan 

65 

GL 

SH 

99 

Mll-H-83190  (3) 

1680 

82 

08  Nov 

72 

99 

MIL-H-52782A 

6760 

ME 

21  Sep 

79 

ME 

MIL-H-10056/38 

5955 

ER 

06  Apr 

86 

ER 

EC 

85 

NOTICE  1 

A-A-53413 

6640 

/MB 

24  Mar 

88 

MD 

MS 

03 

MIL-H-87106 

8455 

11 

30  Sep 

88 

11 

NOTICE  1 

A-A-51472 

6530 

/MB 

16  Jun 

86 

MD 

MS 

03 

A-A-260 

7510 

t 

12  Oct 

79 

GG-H-1314A 

7510 

V. 

01  Aug 

73 

MIL-H-48398 

1375 

AR 

20  May 

88 

AR 

NOTICE  1 

A-A-53865 

6630 

MB 

16  Mar 

89 

MD 

MS 

03 

NNN.H  0CI497  (1) 

6630 

t 

12  Oct 

70 

MS-36017C 

6640 

EA 

04  Ocl 

83 

EA 

MS 

99 

A-A-674 

7240 

. 

01  Mo  y 

80 

MIL-H-I404D 

9905 

GL 

06  Feb 

70 

GL 

99 

A-A-471 

9905 

t 

18  Jan 

80 

RR-H-450B 

9905 

J 

21  Apr 

80 

L-H-490A 

9905 

•Gl 

11  Jon 

65 

GL 

YD 

69 

1NT  AMD  1 

MIL-H-13102D 

8465 

GL 

04  May 

83 

GL 

99 

A-A-51675B 

6530 

MB 

24  Mar 

89 

MD 

MS 

03 

A-A-0051675 

6530 

/MB 

30  Sep 

86 

MD 

MS 

03 

MIL-H-36601 

6520 

DM 

11  Sep 

69 

MD 

MS 

03 

Mll-H-40818  (3) 

5133 

84 

23  Mar 

79 

Gl 

99  IP 

Mll-H-10056/27 

5955 

ER 

06  Apr 

87 

ER 

EC 

11 

NOTICE  1 

MILH-10056/28 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-H- 10056/24 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-H-0010056/24A 

5955 

85 

17  Apr 

87 

85 

NOTICE  1 

MIL-H-10056/25 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Mll-H-10056/19 

5955 

85 

17  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-H-10056/20A 

5955 

85 

01  Mar 

88 

ER 

SH 

85 

NOTICE  1 

Mll-H- 10056/21 A 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-H-0010056/21B 

5955 

85 

10  Sep 

74 

85 

MIL-H-10056/I3C 

5955 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

A-A-50965 

3460 

/IP 

15  Mor 

84 

Al 

99 

A-A-51510 

6520 

/MB 

30  Jul 

86 

MD 

MS 

03 

Mll-H-37098 

6520 

DM 

14  Apr 

75 

MD 

MS 

03 

L-H-00575  (1) 

7520 

t 

09  May 

73 

GG  H  00666B  (2) 

7520 

t 

08  May 

73 

GGH-1488A 

7510 

♦/. 

01  Aug 

73 

Mll-H-9129/9 

5920 

85 

30  Sep 

86 

ER 

SH 

85 

A-A  1354 

2540 

» 

<0  Sep 

80 

AA-51161 

3439 

IP 

28  Cct 

86 

AR 

SH 

99  IP 

MS-36C70A 

6640 

EA 

05  Dec 

86 

EA 

MS 

99 

NOTICE 

MS-360918 

6640 

EA 

16  Mar 

87 

MS 

99  MB 

MIUI-83755A 

1680 

82 

18  Nov 

82 

AV 

AS 

99 

A-A-2369A 

7910 

* 

06  Jan 

86 

MIL-H-36062A  (1) 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

NOTICE  1 

MS-36406 

6640 

EA 

26  Ju! 

82 

EA 

MS 

99 

RR-H-1070B 

7240 

t 

20  Dec 

73 

GG-H-584 

6530 

•DM 

20  Sep 

60 

MD 

MS 

03 

367 


ALPHABETICAL  LISTING 


TITLE 

Holder,  Hospital  Bed  Portent  Identificotion  Cord  ......I................................................. 

Holder,  Increment  MlAl,  M2A1  And  M3  Ports  For . . . 

Holder,,  Knurling  Tool,  Lathe.................... . . . . . 

Holder,  Lobel  . . . . . . . . . . . 

Holder,  Label,  Desk  Tray,  Wood  . . . . . . . . 

Holder,  lobel.  Desk  Troy,  Metal........... . . . . . . . . 

Holder,  Laboratory  Needle,  Inoculating,  Kolle,  10  Inch . . . . . . . 

Holder,  Laboratory  Needle  (Dissecting)  . . . . . . . . . . 

Holder,  Maintenance  Records,  Assembly  Of . . . . . 

Holder,  Most  (Most  Base  AB&154-U).. . . . . . . . . . . 

Holder,  Microporous  Cacterial  Filtering  Disk... . . . . . . 

Holder,  Nameplate,  Desk,  Plastic  . . . . . . . . . 

Holder,  Nameplate,  Desk,  Wood  . . . . . . . 

Holder,  Nameplate,  Desk,  Plastic  . . . . . . . . . . . . . 

Holder,  Napkin,  Dental.... . . . . . . . . . . . . . 

Holder,  t  *ienl  S  Bed-tray  Cord, . . . . . . . . . . 

Holder,  Patients  Bed  Troy  Cord  . . . . . . . . . . 

Holder,  Planner  And  Shaper,  Adjustable......... . . . . . . . . 

Holder,  Propellant  For  4.2  Inch  Ammunition . . . . . . . . . . 

Holder  Rodioc  Detecting  Element,  Film  Badge  Type  . 

Holder,  hodlac  Sample . . . . . . . . . . . . 

Holder,  Radiographic  Film  Cassette  . . . . . 

Holder,  Radiographic  Film  Cassette  . . . . . . . 

Holder,  Radiographic  Film  Cassette . . . . . . . . 

Holder,  Radiographic  Film  Exposure,  Holder,  Photographic  Film  (Photofluorographic), 
And  Holder,  Dental  Rcdiogrcphic  Film,  Exposure 

Holder,  Radiographic  Film  Exposure . . . . . . . . . . . . . . . . 

Holder,  Rubber  Dam,  Dental,  (Metal,  (U)  Shaped).. . . . . . . . . . 

Holder,  Rubber  Dam,  Dental . . . . . . . . . . . . . . 

Holder,  Sheet  Metal,  Hole  And  Edge  Grip . . . . . . . 

Ho’der,  Soap  (Disposable) . . . . . . . 

Holder,  Spore  Lamp  (Asg) . . . . . . . . . . 

Holder,  Strip,  Assembly,  Metal  Parts  . . . . . . . . . . 

Holder,  Strip,  Loaded,  Assembly  Mb,  M 9,  M10,  XM12,  M19  Or  XM25  Aircraft 
Ejection  Seat  Catapult 

Holder,  Surgical  Intsrument  Sterilization . . . . . . . . . . . 

Holder,  Surgical  Instrument  Sterilization . . . . . . . . . . 

Holder,  Suture  Needle,  Masson,  10*1/2  Inch . . . . . . . . 

Holder,  Suture  Needle  (Costroviejo) . . . . . . . . . . 

Holder,  Suture  Needle,  Brown  . . . . . . . . 

Holder,  Suture  Needle,  Costroviejo,  5  1/2  Inch.... . . . . . . 

Holder,  Suture  Needle,  Hegar  mayo . . . . . . . . . . . 

Holder,  Suture  Needle  (Troutman) . . . . . . . . 

Holder,  Suture  Needle,  Debokey  . . . . . . . . . . . 

Holder,  Suture  Needle,  Delicate  Jaws  . . . . . . . . . 

Holder,  Suture  Needle,  Heoney  . . . . . . . . 

Holder,  Suture  Needle,  Hegcr-mayo,... . . . . . . . . . 

Holder,  Suture  Needle,  Kolt,  5*3/8  Inch . . . . . . . . . . 

Holder,  Suture  Needle,  Collier . . . . . . . . . . . . . 

Holder,  Telephone  Receiver  . . . . . . . . . . . . . . 

Holder,  Telescope  Mount,  XM7  . . . . . . . . 

Holder,  Telescope  Mount,  XM5  And  XM6  . . . . . . . . . 

Holder,  Threading  Tool,  Lathe  . . . . . . . . 

Holder,  Toilet  Paper  (Single  Roll)... . . . . . . . . . 

Holder,  Tooth  Die  Pin  (Spring  Type) . . . . . . 

Holder,  Turning  Tool,  lathe  . . . . . . . . 

Holder.suture  Needle  (Barraquer) . . . . . . . . . . . . . 

Holders,  Boring  Tool,  Lathe  . . . . . . . . . . . 

Holdfast  Assembly,  Bor  Type  . . . . . . . . 

Holdfast-Assembly,  Choin  Type  . . . . . . . . . . 

Hole  Preparotion»nng  Locked  Inserts  And  Studs,  High  Strength,  Standard  Dimensions 
For 

Hole  Preparation  -  Ring  Locked  Inserts  And  Studs,  Standard  Dimensions  For  . . 

Hole  Sows,  Hole  Sow  Arbors,  &  Hole  Saws  With  Integral  Arbors...... . . . 

Hole,  Control  Knob  Shaft......................... . . . . . 

Hollerith  Punched  Card  Code  (Ansi  X3.26*1970)  . . . . . . . 

Holster,  Hip,  Pistol,  Semi-automatic,  9MM...... . . . . . .......... ..................... 

Hominy  Grits  . . . . . . . . . . . . 

Hominy  Grits,  Enriched........ . . . . . . . . . . . 

Hominy-Grits,  In  Butter  Sauce,  Thermostobilizco,  Tray  Pack . . 

Hominy  Grits,  Powder  (For  Oral  Liquid  Feeding).... . . . . . . . 

Hominy  Grits,  With  Bacon  &  Cheese  Sauce,  Smoke  Flavoring  Added, 
Thermostobilized,  Troy  Pack 

Honeycomb  Core,  Non  Metallic,  Shelter  Panels . . . . . 

Honeycomb  Materials,  Wafer  Migration  Resistant  Type,  Structural,  Paper  Base  . . 

Honeycomb  Material/  Cushioning  Paper . . . . . . . . . . 

Honing  Machine,  Horizontal,  Connecting  Rod,  With  Gage;  And  Cap  And  Rod 
Grinder 

Honing  Machine,  Dry  Portable  . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Honing  Machine,  Cylinder  Resizing.. . . . . . . . . . 

Honing  Machine,  Horizontal,  Wet  Type . . . . . . 

Honing  Machine,  Horizontal,  Single  Spindle,  Mandrel  Type,  Wet  Application.... . 

Honing  Machine,  Vertical,  Single  Spindle,  1  1/2  To  12  Inch  Bore,  12  To  80  Inch 
Stroke 

Honing  Unit,  Cylinder . . . . . . . . . . . 

Hood  And  Socks,  Extreme  Cold  Weather  Sleeping  System  (ECWSS)  . . . . . 

Hood  Electrical  Connector,  Miniature  (INACTIVE  12-6*71) . . 

Hood,  Aircraft  Chemical  Biological  Mask,  ABC-M7  . . . . . . 

Hood,  Anti-exposure  Coverall . . . . . . . . . 

Hood,  Anti-exposure  CMU-10/P . . . . . . . . . . 

Hood,  Anti-flash,  Flame  Resistant . . . . . . . . . . . 

Hood,  Antiflash  . . . . . . . . . . . . . 

Hood,  Balaclava,  Extended  Cold  Weather . . . . . . . . 

Hood,  Chemical  Biolog'cai  Mask  M6A2 . . . . . . 

Hood,  Chemical,  Protective . . . . . . . . . . . . . . . . 

Hood,  Combat  Vehicle  Crewmen  S,  Coverauis  (Balaclava) . . . . . . 

Hood,  Dentol  Laboratory  Grinding  And  Polishing  Machine,  Collapsible,  Field  . . 

Hood,  Oental  Laboratory  Grinding  &  Polishing  Machine,  Collapsible,  Field  . . 

Hood,  Electrical  Connector,  Right  Angle  (Inactive  For  Design  6  Dec  1971) . . 

Hood,  Electrical,  For  3  Amp.  Connector  (Inactive  12-6-71)  . . . . 

Hood,  Electrical,  For  13  Amp,  Connector  (Inactive  6  Dec  1971)  . . . . . . . 

Hood,  Extreme  Cold  Weather,  W/synthetic  Fur  Ruff,  OG-107  . . . 

Hood,  Extreme  Cold  Weather,  Impermeable  (Shore)  . . . . . . 

Hood,  Extreme  Cold  Weother,  Impermeable . . . . . . 

Hood,  Field  Protective  Mask,  M6... . . . . . . . 

Hood,  Fireman  S,  Aluminized,  Proximity  . . . . . . . . 

Hood,  Fireman's  Aluminized,  Proximity,  With  lift-up  Visor.. . . . . . . . 

Hood,  F'exible,  Gasoline  Resistant,  Protective  . . . . 

Hood,  Flyer  S,  Anti-exposure,  Inflatable,  HGU-32/P  . . . . . . 

Hood,  Fume,  laboratory.  Steel,  Carbon,  Models . . . . . 

Hood,  Fume,  Laboratory,  Fiberglass  Models . . . . . . 

Hood,  Fume,  laboratory.  Stainless  Steel  Models . . . . . 

Hood,  Gas  Mask,  Toxicologicol  Agents  Protective  M-3  And  M-4.„ . . . 

Hood,  Radioactive  Contominants,  Protective  . . . . . 

Hood,  Rain,  Woman  S . . . . . . . . . . 

Hood,  Rocket  Fuel  Handler  S,  Impermeoble,  Limited  Protection  . . . . . 

Hood,  Rocket  Fuel  Hondlers,  Impermeable,  Full  Protection . . 

Hood,  Rocket  Fuel  Handlers,  HGU-ll/P . . . . . . . 

Hood,  Sleeping  Bag . . . . . . . . . . . . 

Hood,  Tank  Chemical  Biologicol  Mask,  A3C-M5  . . . . . . . 

Hood,  Wet  Suit  (Chloroprene  Foam) . 

Hood,  Winter,  Flyer  S . . . . . . . 

Hood,  Winter,  Knit,  Wool  . . . . . . . . 

Hook  8.  Eye,  Door . . . . . . . . 

Hook  (For  Belts,  Straps,  And  Equipoge  Items) . . . . . . . . 

Hcok  (Modified) . . . . . . . . . . . . . . . 

Hook  Point,  Aircraft  Arresting  . . . . . . . . . . . . . . 

Hook  Snap,  Spring  •  Sep  75  . . . . . . . . . . 

Hook  Type  Fork  Mounting  For  Trucks  Of  2000  And  4000  Pounds  Capacity  Based 
On  24  Inch  Load  Center 

Hook  Type  Fork  Mounting  For  Trucks  Of  6000  Pounds  Capacity  Based  On  24  Inch 
load  Center 

Hook  Type  Fork  Mounting  For  Trucks  Of  10,000  Pounds  Copocity  Based  On  24  Inch 
Load  Center 

Hook,  Band,  Parachute  Container  Opening  . . . . . . . . 

Hook,  Boot  (Balt  Point)  ............  . . . . . . . 

Hook,  Bone  (9  Inch),.......... . . . . . . . . . . . . 

Hook,  Cant....... . . . . . . . . . . . . . . 

Hook,  Cargo  (Drop  Forged) . . . . . . . . . . 

Hook,  Case  Studded  Plote  . . . . . . . . . . . . . . . 

Hook,  Chain . . . . . . . . . . . . . . . . 

Hook,  Choin&s . . . . . . . . 

Hook,  Choker,  For  Ferruled  Wire  Rope  . . . . . . . . . 

Kook,  Coat  &  Hot  (Robe  Hook,  Bathroom) . . . . . 

Honk,  Orowhor,  togging  . . . . 

Hook  Dura . . . . . . . . . 

Hook,  Dura  (  Dandy................ . ............................... . . . . . . 

Hook,  Filler  Cop  Chain  (Asg) . . . . . . . . . . . . 

Hook,  Gland . . . . . . . . . . .  ........ 

Hook,  Gland  (Veterinary) . . . . . . . . . . . . . 

Hook,  Guy,  Heavy,  Two  Hole  (Pole  Line)........... . . . . . 

Hook,  Guy,  Heavy  (Pole  Line) . . . . . 

Hook,  Helicopter  Rescue, . . . . . . . . . 

Hook,  Helicopter  Rescue..,...,,, . . . . . . 

Hook,  Helicopter  External  Cargo,  20,000  Pound  Capacity,  Type  C  . . . . 

Hook,  Hoist,  Burton  Style................................ . . . . . . . . 

Hook,  Hoist,  Regular  Eye . . . . . . . . . . . . . 

Hook,  Iris,  Tyrell...... . . . . . . 
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5935 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-24131C 

5935 

EC 

06  Dec 

71 

CR 

EC 

85 

MIL-H-43555D 

8415 

GL 

30  Mor 

88 

Gl 

NU 

99 

L 

MIL-H-17024F 

8415 

NU 

26  Sep 

88 

NU 

L 

MIL-H-29101C 

8415 

NU 

03  Oct 

88 

NU 

L 

MIL-H-5I166A 

4240 

EA 

26  Feb 

64 

EA 

MIL-H-29144B 

8415 

NU 

08  Apr 

85 

GL 

NU 

99 

MlL-H-24925 

8415 

NU 

14  Sep 

87 

Gl 

NU 

99 

L 

MIL-H-43048B 

5430 

Gl 

12  Jun 

81 

GL 

MIL-H-81843C 

8475 

AS 

19  Sep 

86 

GL 

AS 

MS-36233 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

MS -36224 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

MS-36232 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

MIL-H-12225G  (1) 

8415 

GL 

24  Sep 

85 

Gl 

NU 

99 

MIL-H-82244D 

8415 

NU 

07  Oct 

82 

NU 

99 

L 

MIL-H-B3269A 

8410 

11 

22  Feb 

89 

11 

NOTICE  1 

MIL-H-43079F 

8415 

GL 

14  Oct 

88 

GL 

NU 

99 

L 

MIL-H-43088E 

8415 

Gl 

26  Dec 

84 

Gl 

L 

MIL-H-27614A 

8415 

82 

30  Jun 

71 

99 

MIL-H-43879 

8465 

GL 

25  Jon 

88 

GL 

SA 

NOTICE  1 

L 

MIL-H-5II43C 

4240 

EA 

16  Sep 

74 

EA 

L 

MIL-H-82271B 

•8415 

NU 

03  Dec 

75 

NU 

Mll-H-85037  (2) 

8415 

AS 

25  Feb 

se 

AS 

99 

L 

MIL-H-25754B  (1) 

8415 

82 

20  Oct 

86 

99 

A-A-462 

5340 

1 

10  Sep 

80 

MIL-H-639D 

5340 

Gl 

30  Sep 

86 

Gl 

YD 

99 

L 

Mll-H-48215 

1190 

AR 

07  Mar 

86 

AR 

Q  L 

MIL-H-2I594C 

1710 

AS 

10  Feb 

86 

AS 

NAS  1281-75 

5340 

AS 

05  Dec 

00 

AV 

AS 

11 

REV  3 

L 

MS-16955A 

3930 

SA 

30  Mar 

64 

SA 

L 

MS-I6956B 

3930 

SA 

01  Jul 

81 

SA 

L 

MS-169678 

3930 

SA 

01  Jul 

81 

SA 

MS-90295A 

1670 

GL 

11  Moy 

67 

GL 

99 

l 

MIL-H-3496D 

2040 

ME 

29  Mor 

84 

ME 

A-A-0051529 

6515 

MB 

01  Apr 

87 

MD 

MS 

03 

MII-H-20638B  (1) 

5120 

GL 

19  Dec 

74 

GL 

99 

MII-H-20048A 

4030 

SH 

08  Apr 

63 

AR 

SH 

99 

L 

MIL-H-13367B 

4030 

ME 

08  Feb 

71 

ME 

RR-H-571 

5120 

J 

4  Apr 

33 

L 

MS-87006 

4030 

AR 

16  Oct 

62 

AR 

Mll-H-T  16650 

4030 

ME 

05  May 

71 

ME 

YD 

A-A-1721A 

5340 

-YD 

31  Jul 

87 

AL 

YD 

99 

L 

MII-H-28604B 

3695 

YD 

30  Jan 

89 

YD 

MIL-H-36992 

65)5 

DM 

15  Aug 

73 

MD 

MS 

03 

A-A-0051863 

6515 

/MB 

06  Apr 

87 

MD 

MS 

03 

MS-29523A 

4030 

AS 

16  Feb 

56 

A3 

MIL-H-36027A 

6535 

DM 

06  Jun 

76 

MD 

MS 

03 

A-A-53343 

6515 

MB 

14  Jon 

83 

MD 

MS 

03 

MS-16794A 

4030 

ER 

10  Aug 

67 

ER 

YD 

99 

MS-16790A 

4030 

ER 

10  Aug 

67 

ER 

YD 

99 

L 

MIL-H-23599A 

4030 

AS 

05  Jun 

69 

AS 

L 

MS-18027E 

4030 

AS 

10  Sep 

85 

AS 

Q 

MIL-H-8I014A  (1) 

1670 

AS 

2?  Dec 

65 

AV 

AS 

L 

Mll-H- 138378 

4030 

ME 

09  Feb 

71 

ME 

MII-H-13568B 

4030 

ME 

17  Feb 

82 

ME 

Mll-H-37004 

6515 

DM 

13  Sep 

T, 

MD 

MS 

03 

369 


ALPHABETICAL  LISTING 


TITLE 

Hook,  Log  Grab,  5  Inch  By  8  Inch . . . . . . . . . 

Hook,  Material!  Handling,  Hand,  Meat,  And  Hooks,  Meat  Honging  . . . . 

Hook,  Porochufe  Packing  . . . . . . . . . . 

Hook,  Regular  Eye,  Latch  Type...... . . . 

Hook,  Retinal  Detachment  (Gass) . . . . . . . . . . . . 

Hook,  Rope,  Deck  . . . . . . . 

Hook,  Skin,  Klemert  Kurtz,  Sharp  Point,  Medium . . . . . 

Hook,  Sliding  Choker  (For  Use  With  Wire  Rope) . . . . . . . . 

Hook,  Snop  Bolt,  Swivel-eye,  And  Rings  . . . . . . . . . . 

Hook,  Steel,  Bolted  Tank  Erection  . . . . . . . . 

Hook,  Stroblsmus,  Groefe  . . . . . . . . . . . 

Hook,  Support  (Drive) . . . . . . . . 

Hook,  Swivel,  Latch  Type . . . . . . . . 

Hook,  Swivel,  Tire  Chain  (Size  B)  . . . . . . . . . . 

Hook,  Swivel,  Tire  Chain  (Size  ,  A,)  . . . . . . 

Hook,  Swivel,  Tire  Chain  (Size  C) . . . . . . 

Hook,  Tent . . . . . . . . . . 

Hook,  Tent,  Assembly,  Woll  Section.. . . . . . . . 

Hook,  Tent,  With  Thimble,  For  Guy  Line,  Assembly  Tent . . . . 

Hook,  Thrust  Stabilizing,  Jato*  4500  Pounds  Nominol  Thrust . . . 

Hook,  Thrust,  JATO-IOOO  Pounds  Nominol  Thrust . . . . 

Hook,  Towing,  Heavy  (For  Vehicles  40  Tons  And  Over)  . . . . . . 

Hook,  Towing,  Light  (For  Vehicles  8  To  15  Tons)  . . . . 

Hook,  Towing,  Medium  (For  Vehicles  15  To  40  Tons) . . . 

Hooks,  Bomb  Rack,  General  Specification  For . . . . . . . 

Hopper,  Filling,  Portable  Riot  Control  Agent  Disperser,  M4 . . . 

Horizon  Reference  Set,  Ship  Mounted  For  lamp*  MK  III  Helicopter . . . 

Horizontal  Situation  Inolcators  (Edition  No,  4)  (Rel  To  Other  Than  DOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO),  Wash.,  D.c.,  20330-5058) 

Horizontal  Situation  Indicator  Group  AF-A24J&1  . . . . . 

Horizontal  Situation  Indicator..... . . . . 

Horn  And  Volve,  Crew  Members  Relief,  Pressurized  Aircraft  . . . . . . 

Horn,  Electrical...... . . . . . . . . . . 

Horn,  Electrical  -  Automotive  Type,  12  Or  24  Vo'r  DC  . 

Horn,  Flyer  S  Relief  Tube . . . . . . . 

Horn,  Sound-warning,  Air-ocfuated,  Electrically  Controlled,  12  Or  24  Volt  D  C 
(Dual) 

Horns,  Sound-warning,  Air-octuated;  Horns,  Electricoll/-octuated;  And  Buzzers, 
Electrically-actuated 

Horse  Collar/rescue  Strop  Type  Helicopter  Hoisting  Gear  (Edition  NO.  6)  (Req 
Other  Thon  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash  Dc  20330-5058) 

Horseradish,  Dehydrated,  Ground  . . . . . . . . . . 

Horseradish,  Prepared,  Chilled  . . . 

Hose  &  Hose  Assemblies,  Nonmettalic  (Rubber  &  Plastic) . . . . 

Hose  &  Hose  Assembly,  Rubber,  Steam . . . . . . 

Hose  &  Hose  Assemblies,  Non  Metallic,  Silicone,  Polyester  &  Wire  Reinforced  (For 
Coolant  &  Heating  Systems  Of  Diesel  &  Gasoline  Powered  Engines) 

Hose  &  Hose  Assemblies,  Rubber,  Fuel  &  Oil . . . . . . 

Hose  &  Hose  Assemblies,  Rubber,  Hydraulic  Pressure  Type,  General  Specification 
For 

Hose  &  Hose  Assemblies/  Chemical  (Industrial  And  Fire  Fighting)  . . 

Hose  And  Fittings,  Oil  And  Turbine  Fuel,  Smooth  Bore,  Corruoted  Cover,  7  Inch . 

Hose  And  Hose  Assembly,  Rubber,  Noncollopsible,  Smooth  Bore,  Light  Weight 
Sewage  Discharge  And  Oily  Woste  Discharge 

Hose  And  Hose  Assembly  For  Water  '"ooling  Of  Electronic  Equipment . . 

Hose  And-Hose  Assembly,  Nonmetollic,  Suction  And  Discharge... . . . 

Hose  And  Hose  Assemblies,  Air  Duct,  Air  Breathing,  Oxygen  System,  General 
Specification  For 

Hose  And  Hose  Assembly,  Nonmetaltlc,  Fuel,  Collapsible,  Low  Temperature  With 
Reottachoble  Couplings 

Hose  And  Hose  Assemblies,  Rubber  (Yorn  Or  Fobric  Reinforced)  Water  Service . 

Hose  And  Hose  Assembly,  Rubber,  Air  And  Vacuum  Broke,  Automotive  . . 

Hose  And  Hose  Assembly,  Rubber,  Oil  And  Gasoline,  Suction  And  Discharge . 

Hose  And  Hose  Assembly,  Rubber,  Gas  (Acetylene  Hydrogen,  Air  And  Oxygen . 

Hose  And  Hose  Assemblies,  Nonmetallic,  Sproy . . . . . . 

Hose  Asscbiies,  Polyteironuoroothylene,  Aramid  Fiber  Reinforced.  5000  And  8000 
PSI,  Design  Standard  For  Style  45  Degreed  To  45  Degrees 
Hose  Assemblies-oxygen  Breathing  Connector  To  Regulator  (Supersedes  AN 
6003.MS24552.ACEl  33C1077  &  078  &  090 

Hose  Assemblies,  Synthetic  Rubber,  Noncollopsible,  Fire  Fighting  . . . . . 

Hose  Assemblies,  Tetrofluoroethylene,  High*femperature,  High  Pressure,  3000  PSl, 
Hydraulic  And  Pneumatic 

Hose  Assemblies,  Metal,  Liquid  Oxygen,... . . . . . . . . . . . 

Hose  Assemblies,  Hydraulic,  Nonmagnetic,  For  Minesweeping  Tensiometers  . 

Hose  Assemblies,  Polytetrofluoroethylene,  Aramid  Fiber  REINFORCED, 5000  And 
8000  PSl,  Design  Standard  For  Style  45  Degrees  To  90  Oegrees 
Hose  Assemblies,  Corrugated  Steel  200  LB/IN  2  And  425  DEG  F.  Maximum  Steam 
Service  Rating 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-H-3411C 

4030 

ME 

01  Apr 

71 

ME 

99 

MIL-H-2814E 

*5120 

Gl 

25  Sep 

73 

GL 

99 

MIL-H-40134D 

1470 

Gl 

30  Sep 

84 

GL 

AS 

A-A-50449 

4030 

YD 

01  Jun 

83 

YD 

99 

A-A-53392 

4515 

MS 

01  Mar 

88 

MD 

MS 

03 

L 

Mll-H-52780 

4030 

ME 

27  Feb 

74 

ME 

A-A-51239 

4515 

/MB 

17  Dec 

85 

MD 

MS 

03 

MIL-H-13220C  (1) 

4030 

SH 

16  Sep 

44 

ME 

SH 

99 

MIL-H-15021A  (2) 

5340 

SH 

04  Nov 

59 

AR 

SH 

L 

Mll-H-52802 

5120 

ME 

07  May 

74 

ME 

MIL-H-34991 

4515 

DM 

10  Sep 

73 

MD 

MS 

03 

MS-21310A 

5340 

ER 

10  Aug 

47 

ER 

YD 

99 

A-A-50472A 

4030 

YD 

21  Sep 

88 

YD 

99 

L 

MS-500059G 

2540 

AT 

10  Nov 

85 

AT 

L 

MS-500058D 

2540 

AT 

16  Sep 

85 

AT 

L 

MS-500040G 

2540 

AT 

16  Sep 

85 

AT 

84 

MIL-H-1408G 

8340 

GL 

30  Jun 

84 

GL 

99 

MIL-H.1411D 

8340 

GL 

30  Jun 

84 

GL 

99 

MIL-H-1479E  (1) 

8340 

GL 

10  Jon 

78 

GL 

NU 

99 

L 

MIL-H-21722A 

1340 

AS 

25  Apr 

49 

AS 

L 

Mll-H-21440  (1) 

1340 

AS 

06  Oct 

59 

AS 

MS -500037 A 

2540 

AT 

16  Feb 

78 

AT 

MS-500039A 

2540 

AT 

16  Feb 

78 

AT 

MS-50003SA 

2540 

AT 

16  Feb 

78 

AT 

L 

MIL-H-85042A 

1095 

AS 

11  Feb 

83 

AS 

MIL-H-51026B 

1040 

EA 

14  Sep 

42 

EA 

MC 

99 

L 

MIL-H-85281A  (3) 

1710 

AS 

19  Oct 

82 

AS 

NA7-STD-3741  (2) 

ISDF 

04 

25  Jan 

88 

L 

MIL-H-27269;-  (3) 

4410 

71 

27  Jon 

89 

99 

AIR-STD-10/45E 

ISDF 

04 

22  Nov 

85 

MIL-H-4534C 

NOTICE  1 

1480 

82 

01  Aug 

88 

AV 

AS 

99 

L 

MIL-H-5139IA  (2) 

4350 

EA 

01  Sep 

88 

EA 

L 

MS-51074E 

2590 

AT 

19  Apr 

88 

AT 

AN8018 

REV  1 

1480 

82 

2  Sep 

54 

AV 

AS 

99 

L 

MS-51301F 

2590 

AT 

27  Jan 

84 

AT 

Q 

M1L-H-I0201F 

2590 

AT 

06  Jon 

85 

AT 

99 

NAT-STO-3295  (3) 
DIST  STMT  C 

ISDF 

04 

01  Aug 

88 

MIL-H-35077B  (1) 

8950 

Gl 

12  Apr 

78 

GL 

SA 

50 

MIL-H-35044B 

NOTICE  1 

8950 

GL 

01  Oct 

87 

GL 

SA 

45 

L-H-520G 

NOTICE  1 

4720 

/YD 

25  Apr 

83 

ME 

YD 

L 

MIL-H-28596B  (2) 

4720 

YD 

10  Jun 

88 

YD 

L 

MIL-H-422I7A 

4720 

AT 

16  Jan 

81 

AT 

Q 

MIL-H-I3444E 

4720 

AT 

08  Jan 

84 

AT 

YD 

O  L 

MII-H-52471D 

SUPL  1 

4720 

AT 

31  Jul 

87 

AT 

99 

L 

MIL-H-52992 

4210 

ME 

02  Apr 

81 

ME 

L 

Mtl-H-24545  (1) 

4730 

SH 

19  Aug 

87 

SH 

MIL-H-20174E 

4720 

YD 

20  Oct 

84 

ME 

YD 

99 

L 

MIL-H-24520 

4720 

SH 

30  Jun 

75 

SH 

MIL-H-27516D 

4720 

82 

03  Aug 

77 

ME 

YD 

99 

L 

Mll-H-87941  (2) 

4720 

71 

01  Apr 

83 

99 

MIL-H-26521F 

4930 

82 

25  May 

83 

ME 

YD 

99 

ZZ-H-40ID 

4720 

/YD 

09  Feb 

81 

ME 

YD 

99 

Q 

MIL-H-3992D  (I) 

4720 

AT 

29  Apr 

83 

AT 

99 

L 

MIL-H-1750JO 

4720 

YD 

06  Dec 

85 

YD 

ZZ-H-441E 

4720 

/82 

11  Nov 

84 

YD 

99 

ZZ-H-521E 

4720 

/YD 

01  Oct 

87 

ME 

YD 

99 

L 

Mll-H-85800/4 

4720 

AS 

16  Moy 

88 

AS 

■22055E 

4720 

AS 

30  Jun 

83 

AV 

AS 

99 

l 

Mll-H-24580  (2) 

4210 

SH 

21  Moy 

85 

SH 

Q 

Mll-H-383408 

4720 

11 

15  Apr 

77 

ME 

AS 

11 

L 

MII-H-22343A  (2) 

4720 

AS 

20  Nov 

81 

AS 

L 

MIL-H-24239  (2) 

1075 

SH 

22  Moy 

47 

SH 

L 

MIL-H-85800/5 

4720 

AS 

16  May 

88 

AS 

L 

MIL-H-I8I40C  (1) 

4720 

SH 

01  Oct 

79 

SH 

370 
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DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTOD'AN 

MIL*H  -85800/6 

4720 

AS 

16  May 

88 

AS 

MII-H-6615E  (3) 

4720 

82 

08  Jun 

87 

AS  99 

Hose  Assemblies,  Polytetrofiuoroethylene,  Aromid  Fiber  REINFORCED, 5000  And 
8000  PS  1,  Design  Stondord  For  Style  90  Degrees  To  90  Degrees 
Hose  Assemblies,  Rubber,  Fuel  And  Woter,  With  Retcttachoble  Couplings,  Low 
Temperature 

Hose  Assemblies,  Polylelrofluoroethylene,  A'omid  Fiber  Reinforced,  5000  8  8000 
PSI,  Generol  Specification  For 

Hose  Assemblies,  Rubber,  Drivers  Breathing  Air  &  Gas  Supply  .................... . . 

Hose  Assemblies,  Air  Broke  . . . . . . . 

Hose  Assemblies,  Non*METAlllCi  Grease  Gun  High  And  low  Pressu'e . .. . 

Hose  Assemblies,  Polytetrafloureothylene,  Aramld  Fiber  REINFORCED.5000  And 
8000  PSI,  Design  Standard  For  Style  Straight  To  Straight 
Hose  Assemblies,  Wire  Reinforced  Synthetic  Rubber,  Submarine  Rescue  Chamber...... 

Hose  Assemblies,  Polytetrafloureothylene,  Aramld  Fiber  REINFORCED.5000  And 
8000  PSI,  Design  Standard  For  Style  Straight  To  90  Degree  Straight  To  45 
Degrees 

Hose  Assemblies,  Air,  low  Pressure  Highly  Flexible  . . . . . . 

Hose  Assemblies,  Rubber:  Hydraulic  Pressure  Type:  Type  100RE . . . . . . 

Hose  Assemblies,  Rubber,  Hydraulic  Pressure  Type,  Type  100R2  . . . . . . 

Hose  Assemblies,  Rubber:  Hydraulic  Pressure  Types  Type  100R12  . . . . . 

Hose  Asse mbly . . . . . . . . . . . . 

Hose  Assembly  &  Tetrafluoroethylene,  Oxygen  . . . . . . . . . . . 

Hose  Assembly  &  Detachable  Swivel  Fitting,  low  Pressure........... . . . . 

Hose  Assembly  Metal,  liquid  Oxygen  . . . . . . . 

Hose  Assembly  Outfit  (Reusable  Adapters)  . . . . . . 

Hose  Assembly  Permanently  Attached  Fittings,  Tetrafluoroethylene  High  Temperature 
Medium  Pressure,  Flare  To  Flore 

Hose  Assembly  Permanently  Attached  Fittings  Tetrafluoroethylene  High  Temperature 
Medium  Pressure,  Flare  To  Flange 

Hose  Assembly  Permanently  Attached  Fittings,  Tetrafluoroethylene  High  Temperature 
Medium  Pressure,  Flareless  To  Flareless 

Hose  Assembly  Permanently  Attached  Fittings  Tetrafluoroethylene  High  Temperature 
Medium  Pressure,  Flareless  To  Flange 

Hose  Assembly  Permanently  Attached  Fittings  Tetrafluoroethylene  High  Temperature, 
Medium  Pressure,  Flange  To  Flange 

Hose  Assembly  Tetrafluoroethylene  •  Nov  64... . . . 

Hose  Assembly,  Air  Duct,  low  Pressure,  Fabric,  Wire  Stiffened,  Retroctoble,  Novel 
Shipboard  f  *  ’  Ventilating  Set  Use 

Hose  Assembr  Air  Breathing,  Type  li  . . . . . 

Hose  Assemb'  *  Breathing,  Type  lii . . . . . 

Hose  Assembly,  <ygen  And  Air,  General  Specification  For . 

Hose  Assembly,  U*e-  Ox  *  With  Connections  For  An 

Integrated  Communi.  ».on  • 

Hose  Assembly,  Breathing  Ox/gvit,  Higj  ,  Without  Connections  For 

Communication  System 

Hose  Assembly,  Breathing  Oxygen,  low  Pressure.  With/without  Connections  For  An 
Integrated  Communication  System 

Hose  Assembly,  Breolhing  Oxygen,  low  Pressure,  Connector  To  Regulator ................ 

Hose  Assembly,  Breathing  Oxygen  And  Air,  Hose  Kits  And  Mated  Assemblies  . . . 

Hose  Assembly,  Chlorosufonotcd  Polyethylene  Impregnated,  Double  Synthetic  Jacket, 
With  Couplings,  Fire  Fighting  &  Other  Water  Service 

Hose  Assembly,  Combined  Assemblies,  Hose  ^.nd  Communication  Coble  . . ....... 

Hose  Assembly,  Coble  Assemblies,  Communication,  Associated . . . . . 

Hose  Assembly,  Detachable  Fittings,  Tetrafluoroethyene,  High  Temperature,-Mcdium 
Pressure,  Flare  To  Flore 

Hose  Assembly,  Detachable  End  Fitting,  Self  Sealing  Fuel . . . . . - . 

Hose  Assembly,  Detachable  End  Fitting,  Medium  Pressure . . . . 

Hose  Assembly,  Detachable  Fittings,  Tetrafluoroethylene  High  Temperature,  Medium 
Pressure,  Flareless  To  Floreless 

Hose  Assembly,  Detachable  Fillings,  Tetrafluoroethylene,  High  Temperature,  Medium 
Pressure,  Flore  To  Flange 

Hose  Assembly,  Detachable  Fittings,  Tetrofluoroelhylene,  High  Temperatures  Medium 
Pressure,  Floreless  To  Flange 

Hose  Assembly,  Detachable  Fittings,  Tetrafluoroethylene,  High  Temperature,  Medium 
Pressure,  flange  To  Flange 

Hose  Assembly,  Elastomerici  Fuel  Discharge,  Collapsible  . . . . 

Hose  Assembly,  Elastomeric:  c,il  Discharge,  Collapsible . . . . . 

Hose  Assembly,  Elastomer  lightw  ight  Noncollopsibte,  Fuel . . . . 

Hose  Assembly,  Fluoroelastomer  Tube,  With  Rcaitachoble  Couplings  For  JP-7 
Service 

Hose  Assembly,  Hydraulic  And  Pneumatic  High  Pressure  (3,000  P.s  i.)  Floreless  Tube 

Hose  Assembly,  Metal,  Cryogenic  liquid.  Transfer . . . . . . . . . 

Hose  Assembly,  Metol,  Flexible,  Breolhing  Oxygen  . . . . . 

Hose  Assembly,  Metal,  Flexible,  Fuel  And  Oil  . . . . . 

Hose  Assembly,  Metal,  Transfer,  liquid  Oxygen . . . . . . . 

Hose  Assembly,  Melol  (Rubber  Covered),  Hydrocarbon  Conveying  . . 

Hose  Assembly,  Measurement  Of  Coupling  Orientation  Angle 

Hose  Assembly,  Metol,  Cryogenic  liquid.  Aircraft  Servicing . . . .  .................... 


l 

Mll-H-85800 

4720 

AS 

16  Jan 

87 

AS 

MII-H-2815G 

4220 

SH 

17  Feb 

89 

EA 

SH 

MS-39325A 

4720 

AT 

04  Sep 

74 

ME 

99 

MIL-H-336SF 

4930 

ME 

09  Dec 

85 

ME 

YD 

99 

INT  AMD  1  NME) 

l 

MIL-H-85800/1 

4720 

AS 

16  May 

88 

AS 

l 

MIL-H-2217C  (1) 

4720 

SH 

22  Mar 

83 

SH 

l 

MIL-H-85800/3 

4720 

AS 

16  May 

88 

AS 

MIL-H-81581/1A  (1) 

4720 

AS 

07  Jun 

85 

AV 

AS 

11 

MIL-H-52471/8 

4720 

AT 

31  Sep 

87 

AT 

99 

l 

MIL-H-52471/2A 

4720 

AT 

31  Jul 

87 

AT 

MIL-H-52471/10 

4720 

AT 

31  Sep 

87 

AT 

99 

L 

MILH-4730S 

4720 

Ml 

08  Jul 

87 

Ml 

MS-24548H 

4720 

71 

07  Mar 

86 

AV 

AS 

99 

NOTICE  1 

AN6270 

4720 

82 

19  Aug 

74 

AS 

99 

REV  7 

l 

MS-90457A 

4720 

AS 

15  Dec 

87 

AS 

NOTICE  1 

Mll-H-65054 

4940 

Al 

15  Feb 

89 

AL 

MS-8005B 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS -8007 8 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS-80068 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS-80C8B 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS-8009B 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

NAS  1688  64 

4720 

CS 

11  Jul 

78 

Q  l 

MIL-H-18158D  (!) 

4720 

SH 

15  Jul 

87 

SH 

l 

MU-H-87961/2A 

4720 

71 

10  Mor 

80 

99 

l 

MIL-H-87961/3 

4720 

71 

21  Nov 

86 

99 

NOTICE  1 

NO 

MIL-H-81581A  (1) 

4720 

AS 

12  Dec 

86 

AV 

AS 

11 

SUPP  1 

Q 

MIL-H-81581/2A  (1) 

4720 

AS 

07  Jun 

83 

AS 

Q 

MIL-H-81581/3A  (1) 

4720 

AS 

07  Jun 

85 

AV 

AS 

11 

Q 

MII-H-81581/4A 

4720 

AS 

10  Dec 

82 

AS 

99 

Q 

MII-H-81581/5A 

4720 

AS 

10  Dec 

82 

AS 

99 

Q 

Mll-H-81581'6A 

4720 

AS 

10  Dec 

82 

AS 

99 

l 

MII-H-24606A 

4210 

SH 

06  Dec 

85 

SH 

O 

MII-H-815BI/7 

4720 

AS 

08  Dec 

69 

AS 

99 

O 

MIL-H-81581/8 

4720 

AS 

08  Dec 

69 

AS 

99 

MS-8000C 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

l 

MS-28756 

4730 

AS 
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54 

AS 

MS-28741H 

4720 

82 
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83 

AV 

AS 

99 

M5-8001C 

4720 

82 

30  Jun 

85 
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AS 

99 

MS-S002C 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS-5003C 

4720 

82 

30  Jun 

85 

AV 

AS 

99 

MS-8004C 

4/20 

82 

30  Jur. 

85 

AV 

AS 

99 

A-A-53073 

4720 

ME 

27  Jul 

87 

ME 

YD 

99 

Mll-H-53073 

4720 

ME 

27  Jul 

87 

ME 

YD 

99 

Mll-H-53063  (1) 

4720 

ME 

02  Ap.- 

87 

ME 

l 

MIL-H-83373A 

4720 

82 

20  Sep 

83 

99 

MS-287628 

*4720 

82 

20  Dec 

68 

AV 

AS 

99 

l 

MIL-H-27301D  (1) 

4720 

68 

30  Nov 

78 

68 

O  l 

MIL-H-26499B 

4720 

82 

18  Jul 

83 

99 

l 

MIL-H-13524B 

4720 

AT 

17  Jun 

74 

AT 

O  l 

MIL-H-23799  (1) 

4720 

AS 

10  Mor 

66 

AS 

ZZ-H-466C  (1) 

4720 

1 

03  Oct 

72 

l 

MS-393208 

4720 

AT 

14  Sep 

84 

AT 

l 

MII-H-83772A  (1) 

4720 

68 

12  Jun 

85 

68 

371 


ALPHABETICAL  LISTING 


Hose  Assembly,  Ncn  Melodic  Tctroflyoroethy’ene,  Oxygen  . . . . . 

Hose  Assembly,  Nonmetallic  »  3,000  P$l.  TFE,  FforeI«s,  90  Deg.  To  90  Deg., 
lightweight  *  Mor  1934 

Hose  Assembly.  NonmetoWc,  Fuel  And  Dll,  Medium  Pressure,  Flored  Tube,.,-^„,...,.. 
Hose  Assembly,  NONMETAIUC-3000  Psi,  Tfe,  Flared,  Straight  To  Strcighl, 
lightweight  Mor  84 

Hose  Assembly,  Non  Metallic  3000  PSI,  TFE,  tlorea,  Straight  To  45  Deg, 
lightweight  -  1  Feb  79 

Hose  Assembly,  Nonmetallic  (Standpipes;  Rack  &  Reel). . .  . . . 

Hose  Assembly,  Nonmetallic  *  3,000  Piir  TFE,  floreless.  Straight  To  Straight, 
lightweight  «  Ma'  1984 

Hose  Assembly,  Nonmetallic  ■  3,000  PSI,  TFE,  Floretess,  Straight  To  45  Deg., 
lightweight  -  Mar  1984 

Hose  Assembly.  NonmefoUie  *  3000  PSI,  TFE,  Flared,  Straight  To  45  Deg., 
lightweight  'mar  84 

Hose  Assembly,  Nonmetallic  -  3,000  PSI,  TFE,  flareless.  Straight  To  90  Deg., 
lightweight  •  Mar  1984 

Hose  Assembly,  Nonmetallic  ■  3,000  PSI,  TFE.  Floreless,  45  Deg.  To  45  Deg., 
lightweight  ■  Mar  1984 

Hose  Assembly,  Nonmetallic  -  3000  PSI,  TFE,  Flat  *d.  Straight  To  90  Deg. 
lightweight*  Mar  84 

Hose  Assembly,  Nonmetallic  (Booster) . . . . . . 

Hose  Assembly,  Nonmetallic  (Fire,  600  IBS.  Test  Pressure......... . . 

Hose  Assembly,  Nonmetallic  (Fire,  800  IBS.  Test  Pressuie) . . . . . . 

Hose  Assembly,  Non-metalllc  (Fire;  Cotton;  Single-jacketed)  . . . . 

Hose  Assembly,  Nonmetallic  -  3000  PSI,  TFE,  Flared,  45  Deg.  To  45  Deg., 
Lightweight  -  Mar  84 

Hose  Assembly,  Nonmetallic  -  3,000  PSI,  TFE,  Flared,  45  Deg.  To  90  Deg., 
lightweighi  *mar  1984 

Hose  Assembly,  Nonmetallic  -  3000  PSI,  TFE,  Flored,  90  Deg.  To  90  Deg., 
lightweight  *  Mor  84 

Hose  Assembly,  Oxygen  Mask  To  Connector . . . . . . . . . 

Hose  Assembly,  Polytetraffuorothylene,  High  Temperature,  High  Pressure,  Flored  *  1 
Nov  64 

Hose  Assembly,  Potytefrofluorcethylene,  Oxygen  . . . . . . . 

Hose  Assembly,  Polytetrofluoroethyfene,  High  Temperoture,  High  Pressure,  FJoreless  - 
Nov  64 

Hose  Assembly,  Pneumatic,  High  Pressure  . . . . . . . 

Hose  Assembly,  Rubber,  Hydraulic  Broke  . . . . . . . . . . 

Hose  Assembly,  Rubber,  Gasoline,  Refueling,  low  Temperoture . . . 

Hose  Assembly,  Rubber.  Fuel  And  Oil,  low  Pressure,  Flared  Tube . . ........ 

Hose  Assembly,  Rubber,  Lightweight,  CoUapiible,  4  Inch  . . . . ... 

Hose  Assembly,  Rubber,  lightweight.  Medium  Pressure,  Generol  Specification  For  ... 
Hose  Assembly,  Rubber,  Hydraulic  And  Pneumotic,  Jetting  (400  Psi  Working 
Pressure) 

Hose  Assembly,  Rubber,  Hydraulic  And  Pneumatic,  Medium  Pressure,  rlc red  Tube..... 
Hose  Assembly,  Rubber,  Metol  lined.  Wire  Reinforced,  250  Psi,  Saturated  And 
Superheoted  Steam  Service 

Hose  Assembly,  Rubber,  Aeriol  Refueling  . . . . . . . . . . 

Hose  Assembly,  Rubber,  Hydraulic  And  Pneumotic,  High  Pressure,  Flored  Tube . 


Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attachable  Eno' 

Fittings,  Flore  To  Flore 

Hose  Assembly,  Rubber,  Hydraulic,  Fuel  And  0.1  Resistant......,.., . . . . . . 

Hose  Assembly,  Rubber,  Hydraulic,  Pressure  Type,  Length  Measurement  . . 

Hose  Assembly,  Rubber,  Hydraulic,  High  Pressure  (3,000  PSI) . . . . . . 

Hose  Assembly,  Rubber,  lightweight.  Medium  Pressure,  Field  Attachable  End 
Fittings,  Flore  To  Flare,  With  lockwire  Hole 

Hose  Assembly,  Rubber,  Aeriol  Refueling . . . . . . . 

Hose  Assembly,  Rubber,  lightweight.  Medium  Pressure,  Field  Attachable  End 
Fittings,  Floreless  To  Floretess 

Hose  Assembly,- Rubber,  Synthetic,  liquid  Petroleum  Fuels,  Dispensing,  Collapsible  .... 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure^  Field  Attachable  End 
fittings,  Floreless  To  Floreless,  With  Lockwire  Hole 

Hose  Assembly,  Rubber^  Utility,  Gasoline  (1/4-INCH  Inside  DiometeO  . . . 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  fieklAttachabk  End 
fittings,  Flore  To  Flange 

Hose  Assembfy,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attachable  End 
Fittings,  Flore  To  Flange,  With  Lockwire  Hole 
Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  field  Attochobie  End 
Fittings,  Floreless  To  Flarge 

Hose  Assembly,  Rubber,  Hydraulic  And  Pneumatic,  (3,000  v>ii),  Flored  Tubc(csg) 
(Supersedes  An  6292) 

Hose-Assembly,  Rubber,- Hydraulic,  (3,000?*!),  Fitting  End  To  Elbow  45  Deg., 

Flored  Tube 

Hose  Assembly,  Rubber,  Hydraulic,  (3,500  Psi),  Pitting  end  To  Elbow  90  Deyr  flared 
Tube 

Hose  Assembly,  Rubber#  Hydraulic,  (3,500  Psi),  Elbow  90  Deg.  To  Elbow  90  Deg., 
Flared  Tube 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attachable  and 
Fittings,  Florefcss  To  Flange,  With  Lockwire  Hole 
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MIL-H-26626C 
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71 
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87 

AV 

AS 

99 
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11 
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AT 
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11 
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99 
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99 
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86 

ME 
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11 
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86 

ME 

AS 

11 
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86 

ME 

AS 

11 
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99 
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86 

ME 

AS 

99 
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11 
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86 

ME 

AS 

11 

AS  15SA-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

A-A-2160A 

42)0 

•ME 

03  Oct 

83 

ME 

YD 

99 

A-A-2I31A 

4210 

•ME 

04  Oct 

83 

ME 

YD 

99 

A-A-2132A 

4210 

•ME 

04  Oct 

83 

ME 

YD 

99 

A-A-2284 

4210 

* 

27  Aug 

84 

ME 

AS  156A-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  157A-84 

4720 

11 

20  Jun 

86 

M. 

AS 

11 
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4720 

11 

20  Jun 

86 

ME 

AS 

11 

MS-903398 

4720 

AS 

11  Feb 

83 

AV 

AS 

99 

NAS  1690-64 

4720 

CS 

19  May 

81 

M11-H-26633C 

4720 

82 

10  Jun 

85 

99 

NAS  1691-64 

4720 

CS 

15  Sep 

80 

MIL-H-26666D  (1) 

4720 

82 

03  Jul 

76 

AR 

SH 

99 

MIL-H-13719C  (2) 

2530 

AT 

07  Sep 

81 

AT 

MIL-H-26894C 

4720 

82 

13  Jul 

76 

99 

MS-521043 
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AT 

27  Jun 

84 

AT 

YD 

MIL-H-522620  (2) 

4720 

ME 

22  Apr 

87 

ME 

MIL-H-83796 

4720 

82 

01  Aug 

74 

AV 

99 

M1L-H-28523A 

4720 

YD 

02  Mor 

81 

YD 

MS-500077C 

4720 

AT 

01  Jon 

76 

AT 

MC 

MIL-H-29210A 

4720 

YD 

26  May 

86 

YD 

MIL-H-44950 

4720 

AS 

10  May 

85 

AS 

99 

MS-500083C 

4720 

AT 

09  Sep 

87 

AT 

NOTICE  1 

Mll-H-83796/1 

4720 

82 

01  Aug 

74 

AV 

99 

M1L-H-879JO 

4720 

82 

14  Oct 

85 

ME 

AS 

99 

MS-39266B 

4720 

AT 

14  Sep 

84 

AT 

MIL-H-S790D 

4720 

02 

30  Dec 

81 

ME 

AS 

99 

Mll-H-83796/2 

4720 

82 

01  Aug 

74 

AV 

99 

MIL-H-004495C 

4720 

AS 

05  Nov 

83 

AS 

Mll-H-83796-3 

4720 

82 

01  Aug 

74 

AV 

99 

MII-H-11588E 
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ME 

17  Sep 

86 

ME 

INT  AMO  1  (ME) 

MIL-H  83796/4 
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82 

01  Aug 

74 
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99 

MIL-H-10863E  (!) 
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13  Jun 
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YD 
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MU-H-83796/5 
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01  Aug 

74 

AV 

99 
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4720 

62 
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74 

AV 

99 

MIL-H-83796 '7 

4720 

82 

01  Aug 

74 

AV 

99 

MS-28759B 

4720 

82 

16  Jon 

89 

AS 

99 

NOTICE  3 

MS-28920A 

4720 

82 
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69 

AS 

99 

MS-28921A 

4720 

82 
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89 

AS 

99 

NOTICE  l 
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4720 

82 
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69 

AS 

99 
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4720 

82 
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74 

AV 

99 

378 


ALPHABETICAL  LISTING 


TITLE 

Hose  Assembly/  Rubber,  lightweight  Medium  Pressure,  Field  Attachable  End 
Fittings,  Flange  To  Flar.ge 

Hose  Assembly,  Rubber.lightweighl,  Collopsible  6  Inch:  For  Pol  Service . 

Hose  Assembly,  Rubber:  Lightweight,  Collapsible,  6-INCH;  For  Drinking  (Potable) 
Water 

Hose  Assembly,  Rubber  (Synthetic),  Fuel,  Discharge,  Collapsible . 

Hose  Assembly,  Rubber,  Hydraulic  Pressure  Type,  Type  100R10  . . 

Hose  Assembly,  Rubber,  Hydraulic  Pressure  Type,  Type  100R 1  . . . . .... 

Hose  Assembly,  Sleeve,  Chafe  Guard,  TH  Or  Fed  -  May  73  W/dod  Exceptions . 

Hose  Assembly,  Sleeve,  Chafe  Guard,  Butyrate  Coil  •  May  73  W/dod  Exceptions  .... 

Hose  Assembly,  Sleeve,  Chafe  Guard,  Tfe  Coil  •  May  73  W/dod  Exceptions . 

Hose  Assembly,  Sleeve,  Chafe  Guard,  Nylon  Coil  -  May  73  W/dod  Exceptions . 

Hose  Assembly,  Sleeve,  Chafe  Guard,  Neoprene  Rubber  -  May  73  W/dod 
Exceptions 

Hose  Assembly,  Sleeve,  Chafe  Guard,  Heavy  Wall,  Tfe  •  Moy  73  W/dod  Exceptions 
Hose  Assembly,  Tetrafluoroethylene,  21,000  KPA,  Flareless,  Straight  To  Stroight, 
Metric  *{an  1986 

Hose  Assembly,  Tetrafluoroethylene,  Hydraulic  And  Pneumatic  (3000  P.s.i.),  Elbow 
45  Degrees  To  Elbow  45  Degrees,  Flareless 

Hose  Assembly,  Tetrafluoroethylene,  Pneumatic,  High  Pressure . 

Hose  Assembly,  Tetrafluoroethylene,  400  Deg.  F,  3,000  Psi  Hydraulic,  Lightweight  • 
July  1983 

Hose  Assembly,  Tetrafluoroethylene,  21,000  KPA,  Flareless,  Straight  To  45  Deg. 
Metric  *  Jan  1986 

Hose  Assembly,  Tetrafluoroethylene,  Hydraulic  And  Pneumatic,  (3000  P.s.i.),  Elbow 
45  Degrees  To  Elbow  90  Degrees,  Floreless 
Hose  Assembly,  Tetrafluoroethylene,  High  Temperature  Medium  Pressure,  General 
Requirements  For 

Hose  Assembly,  Tetrafluoroethylene,  21,000  KPA,  Floreless,  Stroight  To  90  Deg. 
Metric  •  Jan  1986 

Hose  Assembly,  Tetrafluoroethylene,  400  Deg.  F,  3000  Psi,  Hydraulic,  Heavy  Braid  * 

1  Oct  84 

Hose  Assembly,  Tetrafluoroethylene  Tube,  Noncollosible,  High  Temperature  . . . 

Hose  Assembly,  Tetrafluoroethylene,  Heavy  Duty,  High  Tempercture,  High  Pressure, 
4,000  PSI  (27,580  Kpa)  Hydraulic  &  Pneumatic  •  1  Moy  84 
Hose  Assemoly,  Tetrafluoroethylene,  21,000  KPA,  Floreless,  45  Deg.  To  45  Deg. 
Metric  -  Jon  1986 

Hose  Assembly,  Tetrafluoroethylene,  21,000  KPA,  Floreless,  45  Deg.  To  90  Deg. 
Metric  •  Jan  1986 

Hose  Assembly,  Tetrafluoroethylene,  21,000  KPA,  Flareless  90  Deg.  To  90  Deg. 
Metric  -  Jon  1986 

Hose  Assembly,  Tetrafluoroethylene,  Lightweight,  204  Deg.  C  21,000  Kpa  Hydraulic, 
Metric  July  1983 

Hose  Assembly,  Tetrofluoroethylene,  400  Deg.  F,  3,000  PSI  Hydraulic,  Lightweight  - 
July  1983 

Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Stroight  To  Straight,  Heavyweight  *  Jul  84 

Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Stroight  To  45  Deg.,  Heavyweight  •  Jul  84 

Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Stroight  To  90  Deg.,  Heavyweight  •  Jul  84 

Hose  Assembly,  3000  PSI,  TFE,  Floreless,  45  Deg.  To  45  Deg.,  Heavyweight  •  Jul  84 

Hose  Assembly,  3,000  PSI,  TFE,  Floreless,  45  Deg.  To  90  Deg.,  Heovyweigh  ■  July 
1984 

Hose  Assembly,  3,000  PSi,  TFE,  Flareless,  90  Deg.  To  90  Deg.,  Heavyweight  •  July 
1984 

Hose  Assembly,  3,000  PSI,  TFE,  Flared,  Strright  To  Straight,  Heavyweight  •  July 
1984 

Hose  Assembly,  3,000  PSI,  TFE,  Flared,  Sleaight  To  45  Deg.,  Heovyweight  •  July 
1984 

Hose  Assembly,  3,000  PSI,  TFE,  Flared,  Straight  To  90  Deg.,  Heovyweight  •  July 
1984 

Hose  Ree1  Assembly,  Fuel  Servicing,  General  Requirements  For . . 

Hose  Rubber  Hydraulic,  Pressure  Type,  Minimum  Bend  Radius . 

Hose  Totrafluoroethylene,  High  Temperature,  Medium  Pressure . . . . . 

Hose,  Air  Duct,  For  Filter  Units .  . . . . . . 

Hose,  Air  Duct,  High  Temperature,  Flexille,  Reinforced.... . 

Hose,  Air  Duct,  For  Ground  Heater*  . . . . . . . . . . 

Hose,  Air  Duct,  Air  Breathing,  Type  I . . . . . . . 

Hose,  Aircraft,  Low  pressure.  Flexible......... . . . . 

Hu**,  Aw  duct,  fteA&te,  Aircraft . . . . . 

Hose,  Assembly,  Nonmetollic  (Relay-supply) . . . . . . . . . . 

Hose,  Bronxe,  Annular  Corrugoted  Metal,  Single  Braid,  Flexible,  Gas  Tight. . 

Hose,  Coolant  System  . . . . . . .  . . 

Hose,  Cotton,  Rubber  Lined,  Water,  Braided  Construction,  With  Couplings . . . 

Hose,  End  Fittings,  &  Hose  Assemblies,  Synthetic  Rubber,  Aircraft  Fuels . 

Hose,  Fire,  Linen,  Unlined  (With  Or  Without  Couplings) . . . . . 

Hose,  Fire,  Woven  Jccketed  Rubber-  Or  Latex:  Or  Rubber  Cooled  Fabric  Lined, 

With  Couplings 

Hose,  Flexible,  Tube  Assemblies,  Coils,  Fittings  &  Similar  System  Components,  Fire 
TESTING  Of  -  1  Mar  1978 

Hose,  For  Filter  Uni.s . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-H-83796/9 

4720 

82 

01  Aug 

74 

AV 

99 

L 

MIL-H-53062  (2; 

4720 

ME 

06  Mar 

87 

ME 

l 

MIL-H-53027A  (3) 

4720 

ME 

19  Mo, 

88 

ME 

L 

MII-H-82127A  (4) 

4720 

MC 

18  Oct 

82 

MC 

L 

MII-H-52471/3A 

4720 

AT 

31  Jul 

87 

AT 

l 

MII-H-52471/1A 

4720 

AT 

31  Jul 

87 

AT 

E 

AS  1291-73 

4720 

AS 

15  Sep 

78 

AV 

AS 

99 

E 

AS  1292-73 

4720 

AS 

15  Sep 

78 

AV 

AS 

99 

E 

AS  1293-73 

4720 

AS 

15  Sep 

78 

AV 

AS 

99 

E 

AS  1294-73 

4720 

99 

15  Sep 

78 

AV 

AS 

11 

E 

AS  1295-73 

1720 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

AS  1298-73 

4720 

AS 

15  Sep 

78 

AV 

AS 

11 

M A  2086-86 

4720 

AV 

15  Jun 

87 

AV 

MS-27372F 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

l 

MIL-H-38390C 

4720 

82 

27  Jon 

84 

99 

AS  1339-83 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

MA  2087-86 

4720 

AV 

15  Jun 

87 

AV 

MS-27373F 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

Q 

MIL-H-25579E 

4720 

82 

24  Jan 

85 

AV 

AS 

99 

MA  2088-86 

4720 

AV 

15  Jun 

87 

AV 

AS  604A-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

L 

M1L-H-24592  (1) 

4720 

SH 

30  Mor 

84 

SH 

AS  614-84 

4720 

99 

20  Jun 

86 

ME 

AS 

99 

MA  2089-86 

4720 

AV 

15  Jun 

87 

AV 

MA  2090-86 

4720 

AV 

15  Jun 

87 

AV 

MA  2091-86 

4720 

AV 

15  Jun 

87 

AV 

MA  20O7-83E1 

4720 

AV 

15  Jun 

87 

AV 

AS  13398-83 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  621-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  622-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  623-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  624-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  625-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  626-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  627-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  628-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

AS  629-84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

l 

MIL-H-38209B 

4930 

82 

07  May 

71 

11 

MS-39267C 

4720 

AT 

14  Sep 

84 

AT 

99 

O 

MII-H-27267B 

4720 

82 

30  Mo, 

84 

AV 

AS 

99 

l 

M11-H-0014506G  (2) 

4240 

EA 

16  Sep 

86 

EA 

Q  l 

MIL-H-62028A 

4720 

AT 

08  Dec 

87 

AT 

99 

MH-H-7365D 

4720 

82 

24  Mor 

86 

MC 

99 

l 

Mll-H-87961/1 

NOTICE  1 

4720 

71 

20  Ocl 

86 

99 

O 

MIL-H-5593C 

NOTICE  1 

4720 

82 

16  Jon 

89 

AS 

99 

Mll-b-8796C  (1) 

4720 

AS 

15  Aor 

83 

AV 

AS 

99 

A-A-2156 

4210 

-ME 

15  Jul 

83 

ME 

YD 

99 

A-A-50351 

4720 

/SH 

29  Jul 

87 

SH 

NOTICE  1 

SAE  J20E-74 

NOTICE  1 

4720 

CS 

14  Jon 

87 

SH 

l 

MII-H-4497A  (2) 

4210 

84 

23  Jul 

82 

99 

MIL-H-17902F 

4720 

SH 

23  Dec 

88 

SH 

JJ-H-571B  (2) 

4210 

*84 

14  Jon 

77 

99 

ZZ-H-451G 

4210 

/YD 

13  Jon 

84 

ME 

YD 

99 

AS  1055B-78R84 

4720 

11 

20  Jun 

86 

ME 

AS 

11 

l 

MIL-H-14506G 

4240 

EA 

21  Nov 

88 

EA 

373 


ALPHABETICAL  LISTING 


TITLE 

Hose,  Fuel,  flame  Thrower,  M8 . . . . . . . . . 

Hose,  Hose  Assemblies;  Rubber,  Plastic,  Fabric,  Or  Metol  (Including  Tubing)  And 
Associated  Hardware;  Packaging  Of 

Hose,  Hydraulic,  Tubing  &  Fitting  Assemblies,  Impulse  Testing  Of  *  1  Sep  85 . 

Hose,  Hydroulic,  High  Pressure . . . . . . . . . . 

Hose,  Metol  (Flexible,  Aluminum  Alloy,  And  Corrosion  Resistant  And  Heat  Resistant 
Steel) 

Hose,  Metol,  Corrugated  Bronze,  High  Pressure  Air  Service... . . . . . . 

Hose,  Metol,  Flexible,  Corrugated  Carbon  Steel  And  Corrosion  Resisting  Steel 
Types,  Internol  Combustion  Engine  Air  Intake  And  Exhaust  Applications  (For 
Surface  Vessels  Only) 

Hose,  Non  Metallic  And  Hose,  Preformed,  (For  The  Coolant  Systems  Of  Automotive 
And  Other  Liquid  Cooled  Engine 

Hose,  Non  Metollic  Straight,  Silicone,  Polyester  Reinforced  (Radiator  &  Heater)  ...... 

Hose,  Non  Metallic  (Fire,  Single  Jacket)  . . . . . . 

Hose,  Non  Metollic  (Fire,  Double  Jacket). . . . . 

Hose,  Non  Metallic  (Fire,  Cotton,  Double  Jacket......... . . . . . 

Hose,  Nonmetallic  (Fire,  Suction,  Hard  &  Soft) . . . . . . . . . . 

Hose,  Nonmetallic,  Straight,  Engine  Coolant  . . . . . . . . 

Hose,  Oxygen  And  Pressurizolion,  Ozone  Resistant....... . . . . . . . . 

Hose,  Oxygen  And  Pressurization,  Ozone  Resistant . . . . . . . 

Hose,  Polytetrafluoroethylene,  TFE  Fluorocarbon  Resin,  Wire  8raid  Reinforced  •  1 
July  1983 

Hose,  Preformedioir  Cleaner,  Semi  Flexible,  Heavy  Duty  (75  Psi  Burst) . . . . 

Hose,  Preformed,  Semi  Flexible,  Reinforced  . . . . . . . 

Hose,  Preformed,  Flexible,  Engine  Coolant  M/4,  M/2,  1-3/4,  2,  2-1/4,  2-1/2,  3 
l.d. 

Hose,  Preformed,  Silicone,  Polyester  Reinforced  (Radiator) . 

Hose,  Preformed,  Flexible,  Silicone,  Polyester  And  Wire  Reinforced  (Radiator) . . 

Hose,  Rubber  And  Hose  Assembly,  Rubber  (Hydraulic,  FlexiJe  . . 

Hose,  Rubber,  Aircraft,  Self-sealing,  Aromatic  Fuel  . . . . . . . . . . 

Hose,  Rubber,  Aircraft  Paint  Finish  Remover  . . . . . . . . 

Hose,  Rubber,  And  Hose  Assemblies,  Rubber,  Pneumatic  (Yarn  Or  Fabric  Reinforced) 
Hose,  Rubber,  And  Hose  Assemblies,  Rubber,  Smooth  Bore,  Water  Suction  And 
Discharge 

Hose,  Rubber,  Flame-resistant. . . . . . 

Hose,  Rubber,  Hydraulic  Pressure  Type,  Type  100R1  Single  Wire  Broid 
Reinforcement  Hose 

Hose,  Rubber,  Hydraulic,  Fuel  And  Oil  Resistant . 

Hose,  Rubber,  Hydraulic  Pressure  Type,  Type  100R2  Double  Wire  8roid 
Reinforcement  Hose 

Hose,  Rubber,  Lightweight,  Medium  Pressure,  General  Specification  For . . 

Hose,  Rubber,  lightweight.  Medium  Pressure,  Fuel  And  Oil  Resistant . . 

Hose,  Rubber,  Oil  Suction,  Wire  Reinforced . . . . . 

Hose,  Rubber,  Petroleum  Bosed  Fuels  8.  Water  Services,  Discharge  Only,  Smooth 
Bore,  Lightweight  Buoyant  Type 

Hose,  Rubber,  Sandblast  . . . . . . . . . 

Hose,  Rubber.  Standard  Methods  Of  Testing  •  27  Sept  1985  . 

Hose,  Rubber,  Visual  Inspection  Guide  For . . . . . . . . . 


Hose,  Rubber,  Wire  Reinforced  (Oil  And  Gasoline,  Suction  And  Discharge  Smooth 
Bore) 

Hose,  Rubber,  Wire&wound,  Synthetic,  Ice  Eliminating  System . . . . . . . . 

Hose,  Rubber,  Windshield  Wiper . . . . . . . . . . . . . 

Hose,  Rubber:  Hydroulic  Presscre  Type:  Type  100R10  Four  Spirol  Wrop 
Reinforcement  Hose  (Inoelive  For  New  Design  -  Uie  MIL-H-52471/7) 

Hose,  Rubber:  Hydroulic  Pressure  Typer  Type  I00RE  Four  Spirol  Wrap 
Reinforcement  Hose 

Hose,  Rubberi  Hydraulic  Pressure  Type:  Type  100R12  Four  Spirol  Wrap 
Reinforcement  Hose 

Hose,  Straight,  Silicone,  Polyester  Reinforced,  (Seoled  Heater  Systems) . . 

Hose,  Synthetic  Rubber,  Wi-e  Reinforced,  &  End  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For  Flexible 
Hose  Assemblies  (Single  Or  Double  Wire  Braid,  Medium  Pressure  Sizes  -4 
Through  -48) 

Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble,  For 
Flexible  Hose  Assemblies,  General  Specification  For 
Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble,  For 
Flexible  Hose  Assemblies  (Low  Pressure  Sizes  -80  Through  *192)  &  Adapters 
Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,reusable,  For 
Flexible  Hose  AssembHes(hIgh  Pressure  Sizes  -4  Through  -32 
Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble,  For 
Flexible  Hose  Assemblies  (Low  Pressure  Sizes  -4  Through  -32) 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For  Flexible 
Hose  Assembly  (Double-wire  Braid  Or  Two-spiral  And  One-wire  Braid  High 
Pressure  SIZES-4  THROUGH-32) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-H-51059A  (1) 

4720 

EA 

13  Aug 

85 

EA 

MC 

INI  AMD  2  (EA) 

MIL-H-775E 

PACK 

SH 

19  Oel 

87 

ME 

SH 

99 

ARP  603F-85 

4730 

AS 

16  Oct 

86 

AV 

AS 

99 

Q  MIL-H-8788B  (2) 

4720 

82 

26  Jul 

78 

ME 

AS 

99 

WW-H-1053  (2) 

4720 

/Ml 

03  Oct 

69 

Ml 

YD 

20 

l  MIL-H-I7666A 

4720 

SH 

14  Nov 

66 

SH 

L  MIL-H-19034A  (1) 

4720 

SH 

23  Mot 

72 

SH 

Q 

ZZ-H-428D  (2) 

4720 

/AT 

20  Aug 

84 

AT 

YD 

L 

M1L-H-622I7/IA 

4720 

AT 

06  Aug 

84 

AT 

A-A-1887 

4210 

•ME 

07  Jan 

82 

ME 

YD 

99 

A- A- 1888 

4210 

-ME 

07  Jon 

82 

ME 

99 

A-A-1889 

4210 

•ME 

07  Jon 

82 

ME 

YD 

99 

A-A-2158 

4210 

•ME 

30  Nov 

83 

ME 

YD 

99 

MS-52130A 

4720 

AT 

12  Dec 

79 

AT 

YD 

99 

l 

MIL-H-26385D 

4720 

71 

20  Mor 

88 

AT 

99 

L 

MS-277973 

4720 

71 

19  Oct 

83 

99 

AMS  3380C-83 

4720 

CS 

07  Mo / 

87 

CS 

L 

MS-5I379A 

2940 

AT 

17  Jul 

87 

AT 

Q  l 

MIL-H-52079B 

4720 

AT 

02  Mo/ 

69 

AT 

MS-51008C 

NOTICE  1 

4720 

AT 

10  Sep 

87 

AT 

99 

[ 

MIL-H-62217/2 

4720 

AT 

12  Sep 

74 

AT 

l 

MIL-H-62217/3 

4720 

AT 

12  Sep 

74 

AT 

Q  L 

MIL-H-13531C  (4) 

4720 

AT 

21  Jun 

85 

AT 

MC 

99 

Mll-H-70618 

4720 

82 

06  Feb 

85 

AS 

99 

L 

MII-H-6439A  (1) 

4720 

82 

22  Apr 

74 

99 

ZZ-H-50OC 

4720 

/YD 

10  Sep 

87 

YD 

99 

ZZ-H-561K 

4720 

/YD 

26  Ju! 

88 

ME 

YD 

99 

MIL-H-7938A 

4720 

82 

28  Feb 

83 

AS 

99 

L 

MIL-H-52471/.A 

4720 

AT 

31  Jul 

87 

A'. 

Q 

MIL-H-8794D  (2) 

4720 

82 

15  Feb 

83 

ME 

AS 

99 

l 

MIL-H-5247I/5A 

4720 

AT 

31  Jul 

87 

AT 

Q 

M"-H-83797  (1) 

4720 

82 

28  Nov 

81 

AV 

99 

f  3797/1 

4720 

82 

01  Aug 

74 

AV 

99 

l 

A,.  J544B 

4720 

ME 

23  Sep 

81 

ME 

l 

MIL  H-22240E  (1) 

4720 

SH 

15  Feb 

89 

SH 

MII-H-15217E 

4720 

YD 

12  Jun 

87 

YD 

99 

NOTICE  1 

ASTM  D380-85 

9320 

MR 

30  Oct 

85 

MR 

YD 

20 

FED-STD-I62A 

NOTICE  1 

04  JAN  68 

4720 

/SH 

09  Mo/ 

67 

ME 

SH 

l 

MIL-H-0015100F  (4) 

4720 

SH 

1 1  Jun 

65 

SH 

MIL-H-6399B 

NOTICE  1 

4/20 

82 

16  Jon 

89 

AV 

99 

Q 

ZZ-H-6178  (1) 

4720 

/AT 

30  Oct 

72 

AT 

YD 

99 

l 

MIL-H-52471/6A 

4720 

AT 

31  'ul 

87 

AT 

99 

MIL-H-52471/7 

4720 

AT 

5!  Jul 

87 

AT 

99 

MIL-H-52471/9 

4720 

AT 

31  Jul 

87 

AT 

99 

l 

MIL-H-62217/4 

4720 

AT 

12  Sep 

74 

AT 

O  L 

MIL-H-24135A 

4720 

SH 

18  Jul 

86 

SH 

l 

Mll-H-24135/10 

4720 

SH 

18  Jul 

86 

SH 

O  l 

MIL-H-24136A 

4730 

SH 

18  Jun 

84 

SH 

l 

Mll-H-24136/1  (1) 

4730 

SH 

30  Jul 

85 

SH 

l 

MIL-H-24 136/2  (1) 

4730 

SH 

30  Jul 

85 

SH 

l 

Mll-H-24136/3 

4730 

SH 

18  Jun 

84 

SH 

l 

Mll-H-24135/1 

4720 

SH 

18  Jul 

86 

SH 

374 


ALPHABETICAL  LISTING 


TITIE 

Hole,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For  Flexible 
Hose  Assemblies  (Four  Plies,  Spirolwropped  Or  Two  Plies,  SpircLwrapped  And 
One  Ply,  Braided  High  Pressure  SIZES-6  THROUGH*16> 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Rcusoble,  For  Flexible 
Hose  Assemblies  (Four  Plies,  Splrohwropped,  Braided  High  Pressure  SIZES*  16 
THROUGH-32) 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For  Flexible 
Hose  Assemblies  (Double-wire  Braid  For  Medium  Pressure  $IZ£S*40,-48,AND  *64 
Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies  (Oouble-wire.broid,  Perforated  Cover,  For  High  Pressure  Air 
Sixes  *4  Through  *32) 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies  (Double-wire  Braid  Or  Two-spiral  And  One  Wire  8roid, 
Highpressure,  Sizes  *4  Through  -32,  For  Phosophote-ester  8a$e  Hydraulic  Fluids 
Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For  Flexible 
Hose  Assemblies:  (Four  Heavy  Spiral  Wire  for  High  Pressure  Phosphate  Ester  In 
Sizes  -20,  -24,  And  *32) 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies:  (Four  Plies, spiral  Wrapped  Wire,  High  Pressure,  For  Phosphote 
Ester  Bose  Fluids,  Sizes  *6  Through  -16) 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies  (Four  Plies,  Heavy  Spiral  Wrapped  Wire,  High  Pressure  Sizes  *8 
Through  *32) 

Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble,  For 
Flexible  Hose  Assemblies  (low  Pressure  Sizes  *40,*48  &  -64)  &  Adopters 
Hose,  Tetrafluoroethylene,  High  Temperature,  High  Pressure  (3000  Psi),  Hydraulic 
And  Pneumatic 

Hose,  Wire  Reinforced  large  Diameter  With  Reuseable  End  Fittings  For  Flexible 
Connections 

Hoseline  Outfit,  4  Inch,  Fuel  Handling  . . . . . . . . 

Hoses  &  Hose  Assemblies,  Nonmetollic:  Rubber,  liquid  Fuel . . . 

Hospital  S'.eellng,  Rubber-coated  Cloth  -  28  Sept  1984  . 

Hot  Cup,  liquid.  Electric . . . 

Hot  Line  Sticks . . . . . . . 

Hot  Plate,  Electric . . . . . . . . . 

Hal  Plates . . . . . . . . . 

Hot  Sauce  . . . . . . . . . 

Hot  Water  Supply  Systems,  Relief  Valves  &  Automatic  Gas  Shutoff  Devices  For, 
American  Standard  For  -  28  Mar  ?986 

Hot-formed  Welded  &  Seamless  High’itiv«,.}th  low-alloy  Structural  Tubing,  Standard 
Specification  For  29  Jul  88 

Hotplate,  Gas  And  Electric,  Coffee-maker . . . . . . . 

Household  Electric  Coffee  Mokers  &  Brewing  Type  Appliances  -  15  Dec  72 . 

Household  Furniture,  living  Room,  Wood,  Upholstered  . . . . 

Household  Furniture,  Wood,  Cosegoods  And  Chairs  . . . . . . . 

Household  Furniture,  Wood,  Correlated  Groups  Of,  Modern,  Early  American,  And 
Ranch  Types 

Household  Furniture,  Modular  Seating  Units . . . . . . . 

Household  Furniture,  With  Arms,  Wood  And  Metal  Perimeter  Base... . 

Household  Refrigerators  8.  Freezers  -  27  Dec  73 . . . 

Housing,  Connec’or  Assembly,  Style  I..... . . . . . . . . . 

Housing,  Connec.or,  Costing  And  Machinery  . . . . . . . . . . 

Housing,  Indicator  . . . . . . . . . . . . 

Housing,  Molded,  For  Anti  personnel  Mine  M131  System  . . . 

Housing,  Poiachute  Ripcord  . . . . . . . . . . . . 

Housing,  Porachuly  Ripcord  . . . . . . . . . . . . 

Housing,  Timing  And  Fuzing,  Ignitor  Assembly  And  Sustoir.cf  Chorge  Assembly 
FOR170578 

Howitzer,  Heavy,  Self-propelled  8  Inch,  Ml  10 . . . . . . . 

Howitzer,  Heovy,  Self-propelled  8  Inch,  M110A1 . . . . 

Howitzer,  light.  Towed,  105MM,  M 101 A l  With  Ammunition  And  Fire  Control 
Equipment  (ABCA-56)  (Edition  No.  2) 

Howitzer,  Light,  Towed,  105MM,  M204., . . . . . . . . . 

Howitzer,  light.  Towed,  105MM,  M102 . . . . . . . 

Howitzer,  .Medium,  Self  Propelled,  M109  (FRG)  . . . . . . . . 

Tavcd,  T55.M.V.,  MI14A?  With  Apv)  Fir?  Control 

Equipment  (Edition  No.  2) 

Howitzer,  Medium,  Towed,  155MM,  M19S . . . . . . . . . 

Howitzer,  Medium,  Self  Propelled,  155MM,  M109  With  Ammunition  oo  Fire  Control 
Equipment  (RcJ  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 
Edition  No.  2 

Howitzer,  Medium,  Self  Propelled,  155MM,  Ml 09.................... . . . . . 

Hub-cantilever  Mounting  For  3.50-6  And  4.00  8  Wheels.  . . . 

Hub-cantilever  Mounting  For  6.00-9,  7.50*10  And  9.00*10  Wheels.......,.,.,, . . 

Hub,  Assembly,  Fork  Mounting,  For  3.50  &  4  00-8  Wheels . . . 

Hub,  Assembly,  Fork  Mounting,  For  6.00-9  &  7.50-10  Wheels,.......,,.. . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 
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ALPHABETICAL  LISTING 


TITLE 


Hubs,  And  Dies,  for  Heroldic  Items  . . . . . . . . 

Hull  Fitting,  Stuffing  Tube,  Type  MX8213/U,  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

Hull  Assembly,  Welded,  For  Bridge  Ferry  Transporter  . . . . . . . . . 

Hull  Fitting,  Blorking  Plugs  For  Stuffing  Tubes  MX2326/U,  MS2327/U,  And 
MX2'546/U,  For  Flexible  Solid  *  Dielectric  Rodio  *  Frequency  Coble 
Hull  Fitting,  Blanking  Plugs  For  Stuffing  Tube  MX763/U  For  Flexible,  Solid  » 

Dielectric  Radio  *  Frequency  Coble 

Hull  Fitting,  Connector,  Adopter,  Type  UG1404/U,  For  flexible.  Solid  *  Dielectric. 
Radio  *  Frequency  Coble 

Hull  Fitting,  Connector,  Receptacle,  Type  UGO406/U  For  Flexible,  Solid  *  Dielectric, 
Rodio  -  Frequency  Coble 

Hull  Fitting,  Connector,  Plug,  Type  UG-1407/U  For  Flexible,  Solid  •  Dielectric,  Rodio 
-  Frequency  Coble 

Hull  Fitting,  Connector,  Receptacle  Type  UG-1408/U  For  Flexible,  Solid-dielectric 
Radio-frequency  Coble 

Hull  Fitting,  Connector,  Plug  Type  UG-1421/U  For  Flexible,  Solid-dielectric 
Radio-frequency  Coble 

Hull  Fitting,  Connector  End  Seal  Type  MX1203/U,  For  Flexible,  Solid  -  Dielectric 
Radio  *  Frequency  Ccble 

Hull  Fitting,  Connector,  End  Seal  Type  MX2632/U  For  Flexible,  Solid  •  Dielectric, 
Radio  *  Frequency  Coble 

Hull  Fitting,  Connector,  Receptacle,  Type  UG-1495/U,  For  Flexib’e,  Solid  •  Dielectric 
Radio  «  Crequency  Coble 

Hull  Fitting,  Connector,  Plug  (Jack),  Type  UG-1423/U,  For  Flexible,  Solid-dielectric 
Radio-frequency  Coble 

Hull  Fitting,  Connector,  Plug  Type  UG-1424/U  For  Flexible,  Solid  dielectric 
Radio-frequency  Coble* 

Hull  Fitting,  Stuffing  Tube,  Type  MX8208/U  For  Flexible,  Solid  Dielectric,  Radio 
Frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX8210/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX8209/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Cable 

Hull  Filling,  Stuffing  Tube,  Type  MX8211/U  For  Flexible,  Solid-diclectric 
Radio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX8212/U  For  Flexible,  Solid-dielectric, 
Rodio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX7637/U  For  Flexible,  Solid-dielectric, 
Rodio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX7637/U,  long  Body,  For  Flexible,  Solid 
Dielectric,  Radio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2327/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2327/U  (Long  Body),  For  Flexible, 

Solid-dielectric  Radio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2326/U  For  Flexible,  Solid  •  Dielectric,  Rodio  - 
Frequercy  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2326/U  (Long  Body)  For  Flexible,  Solid  • 
Dielectric,  Rodio  -  Frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2646/U  For  flexible.  Solid  •  Dielectric,  Radio  ■ 
Frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2646/U  (Long  Body),  For  Flexible,  Solid  • 
DIelectr  c,  Rodio  *  Frequency  Coble 

Hull  Fittings,  Connector,  Plug,  Type  UG*14  5/U,  For  Flexible,  Solid  •  Dielectric, 

Rodio  -  Frequency  Coble 

Hull  Fittings,  Connector,  Receptacle,  Type  UG-1439/U,  For  Flexible,  Solid  - 
Dielectric  Rodio  -  Frequency  Coble 

Human  Engineering  Design  Criteria  For  Military  Systems,  Equipment  And  Facilities..., 

Human  Engineering  Guidelines  For  Management  Information  Systems  «1METRIC . 

Human  Engineering  Requirements  For  Military  Systems,  Equipment  &  Facilities,, . 

Human  Engineering  Procedures  Guide  . . . . . . . 

Human  Factors  Engineering  Program  For  Intercontinental  Ballistic  Missile  Systems...... 

Human  Focfors  Engineering  Design  For  Army  Materiel, . . . . . 

Human  Factors  Engineering  Design  Criteria  For  Helicopter  Cockpit  Electro-optical 
Display  Symbology 

Human  Tolerance  To  Repeated  Shock  (Req  For  Issue  Other  Than  DOD  Must  be 
Sent  Via:  HQ  U$AF/XOXX-(ISO)-Wash,  DC  20330-5058  (Chg  1  Dtd  30  Jul  86) 
Human  Tolerance  To  Parachute  Opening  Shock  Including  Criteria  For  Porachute 
Opening  Injury 

Humidifier,  Inhololiontherapy  Apparatus.... . . . . . . . . . 

Humidifier,  Oxygen,  Diffuser  Type . . . . . . . . . 

Humidifiers  And  Nebulizers  For  Medical  Use,  American  Notional  Standard  For  • 

1979 

Humidifiers,  Central  System,  Standard  For  •  1982 . . . . . 

Humidifiers,  Selection,  Installation,  &  Servicing  Of,  Standord  For  *  1982  . . . 

Humidity  Sensor,  Resistance . . . . . . . . 

Hybrid  Test  System  . . . . . . . . . 

Hydralazine  Hydrochloride  Injection,  USP. . . . . . . . . . . . 

Hydroulic  Components,  Typo  1 1 1  (-65  Deg  To  Plus  450  Deg  F)  General 
Specification  For  (ASG) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-H-40082A 

8455 

IH 

30  Sep 

48 

IH  NU 

11 

l 

MIL-H-21347/4 

4975 

SH 

18  Oct 

85 

SH 

l 

Mll-H-52702  (2) 

5420 

ME 

22  Mor 

77 

ME 

Mll-H-2 1347/ 17 

5975 

SH 

18  Oct 

85 

MIL-H-21347/18 

5975 

SH 

18  Oct 

05 

MIL-H-21347/19 

5935 

SH 

18  Oct 

85 

MIL-H-21347/21 

5935 

SH 

18  Oct 

85 

MIL-H-21347/22 

5935 

SH 

18  Oct 

85 

L 

Mll-H-2 1347/23 

5935 

SH 

18  Oct 

85 

SH 

l 

Mll-H-21347/24 

5935 

SH 

18  Od 

85 

SH 

Mll-H-21347/15 

5935 

SH 

18  Od 

85 

Mll-H-21347/14 

5935 

SH 

18  Od 

85 

Mtl-H-21347/28 

5935 

SH 

18  Od 

85 

l 

Mll-H-21347/25 

5935 

SH 

18  Oct 

85 

SH 

l 

MIL-H-21347/24 

5935 

SH 

18  Od 

85 

SH 

l 

MIL-H-2I347/I 

5975 

SH 

18  Oct 

85 

SH 

L 

MIL-H-21347/3 

5975 

SH 

18  Od 

85 

SH 

l 

MIL-H-21347/2 

5975 

SH 

18  Od 

85 

SH 

l 

MIL-H-21347/4 

5975 

SH 

18  Oct 

85 

SH 

l 

MIL-H-21347/5 

5975 

SH 

18  Oct 

85 

SH 

l 

Mll-H-21347/7 

5975 

SH 

18  Od 

85 

SH 

l 

MIL-H-21347/8 

5975 

SH 

18  Oct 

85 

SH 

l 

Mll-H-2 1347/9 

5975 

SH 

18  Oct 

85 

SH 

l 

Mll-H-21347/10 

5975 

SH 

18  Oct 

85 

SH 

Mll-H-2 1347/ 11 

5975 

SH 

18  Od 

85 

Mll-H-21347/12 

5975 

SH 

18  Oct 

85 

MIL-H-21347/13 

5975 

SH 

18  Oct 

85 

Mll-H-21347/14 

5975 

SH 

18  Od 

85 

Mll-H-21347/20 

5935 

SH 

18  Oct 

85 

Mll-H-2 1347/27 

5935 

jH 

18  Oct 

85 

MII-STD-1472C 

HFAC 

Ml 

17  Mor 

87 

Ml  AS 

11 

NOTICE  3 

DOD-HDBK  741 

HFAC 

Ml 

28  Tun 

85 

Ml  AS 

11 

MIL-H-44855B  (2) 

HFAC 

Ml 

05  Apr 

84 

Ml  AS 

11 

Mll-HDBK  743 

HFAC 

Ml 

27  Feb 

87 

Ml  AS 

11 

MIL-STD-1794 

HFAC 

14 

01  Oct 

84 

14 

l 

Mll-HDBK  759A 
NOTICE  2 

HFAC 

Ml 

01  Jul 

87 

Ml 

l 

MII-STD-1295A 

HFAC 

AV 

24  Jun 

84 

AV 

AlP-STD-41/25 

ISUF 

04 

23  Mor 

83 

A.IJ-STD-41/42 

ISDF 

04 

14  Aug 

85 

ADV  PUB 

A-A-51545 

4515 

MB 

31  Aug 

87 

MD  MS 

03 

MII-H-34744A 

4515 

DM 

13  Juo 

73 

MD  MS 

03 

ANSI  179.9-79 

4530 

MB 

30  Mo y 

84 

MD  MS 

03 

ARI  4)0-82 

4130 

YD 

30  Nov 

85 

ME  YD 

99 

ARI  430-82 

4)30 

/YD 

22  May 

87 

ME  YD 

99 

L 

Mll-H-49448 

4485 

CR 

02  Nov 

88 

l 

MIL-H-85330A 

4425 

AS 

21  Mor 

88 

AS 

A-A-53494 

4505 

MB 

14  Sep 

88 

MD  MS 

03 

Mll-H-8890 

1450 

AS 

01  Nov 

41 

AS 

99 

376 


ALPHABETICAL  LISTING 


TITLE 

Hydroulic  Equipment,  Ordnance  Shipboard  (General  Specification  For)..... . 

Hydraulic- Flanged  Tube,  Pipe  &  Hose  Connections,  4  ■  Bolt  Split  Flange  Type  -  May 
72 

Hydraulic  Fluid,  Petroleum  Base,  For  Machine  Tools . . . . . . . . . 

Hydraulic  Fluid,  Petroleum  Bose,  Ultra-low  Temperature . . . . . . . . 

Hydraulic  Fluid,  Petroleum  Base,  High  Temperature,  Flight  Vehicle. . . . . . . 

Hydraulic  Fluid,  Catapult,  NATO  Code  Number  H-579  . . . . 

Hydraulic  Fluid,  Fire  Resistant,  Non  Neurotoxic  . . . . . . . . . 

HydrouU.  Fluid,  Rust  Inhibited,  Fire-resistant,  Synthetic  Hydrocarbon  Base . . . 

Hydraulic  Fluid,  Fire  Resistant,  Synthetic  Hydrocarbon  Base,  Aircraft,  Metric,  NATO 
Code  Number  H-537 

Hydraulic  Fluid,  Petroleum  8ase,  Aircraft,  Missile,  And  Ordnance  . . . . 

Hydraulic  Fluid,  Petroleum  Base,  For  Preservation  &  Operation . . 

Hydraulic  Fluid,  Arresting  Gear  . . . . . . . . . 

Hydraulic  Fluid,  Petroleum,  Inhibited.. . . . . . . . . . 

Hydraulic  Fluids  By  Gravimetric  Analysis,  Standard  Test  Methid  For  Isolub'e 
Contamination  Of  •  25  Aug  78  (Reopproved  1983) 

Hydraulic  Fluids,  Petroleum  (H-515  &  H-520)  (Edition  No.  2)  (Rel  To  Other  Than 
DOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash.,  D.c. 
20330-5058) 

Hydraulic  Hose  •  Jun  82 . . . . . . . . . 

Hydraulic  Power  Systems  Request  For  Issue  Other  Than  Dod  Must  Be  Sent  Via: 

Asd/enes,  Wright-patterson  Afb  Oh  45433-6503 
Hydraulic  Pump,  Axial  Pistons,  Manual,  With  Fire-control  Switch,  0.8-CUBIC  Inch 
Displacement 

Hydraulic  Systems,  Aircraft,  Types  I  And  II,  Design  And  Installation  Requirements 
For 

Hydraulic  System,  Missile,  Design,  installation  Tests,  And  Date  Requirements, 

General  Requirements  For 

Hydraulic  System  Components,  Aircraft  And  Missiles  General  Specification  For . 

Hydroulic  Systems,  Manned  Flight  Vehicles,  Type  1 1 1  Design,  Installation  And  Dota 
Requirements  For,  General  Specification  For 

Hydraulic  2500  Pslg,  Pressure  Testing  1APR82 . . . . . . 

Hydrazine  Solution  (22-PERCENT) . . . . . . . . . 

Hydrocarbon  Types  In  Liquid  Petroleum  Products  By  Fluorescent  Indicator  Adsorption 
•  28  Nov  83 

Hydrocarbons,  By  Thr. isoelectric  Measurement  Of  Vapor  Pressure,  Test  For 
Molecular  Weight  (Kelative  Molecular  Mass)  Of  •  27  Aug  1982 
Hydrocarbons,  Cl  Thru  C5,  In  The  Atmosphere  By  Gas  Chromatography  •  28  Jul  72 

Hydrocarbons,  Industrial  Aromatic,  Calculation  Of  Volume  &  Weight  Of,  Standard 
Method  For  •  25  Mar  83 

Hydrocarbons,  Industrial  Aromatic,  Hydrogen  Sulfide  &  Sulfur  Dioxide  Content 
(Qualitative)  Of  -  29  Oct  82 

Hydrocarbons,  Industrial  Aromatic,  Copper  Corrosion  Of  -  29  Oct  82  . 

Hydrochloric  Acid,  Inhibited,  Rust-removing . . . . . 

Hydrochloric  Acid,  Standard  Methods  For  Anolysis  Of  •  13  Sep  68  ... . 

Hydrochloric  Acid,  Technical, . . . . . . . . . . 

Hydrochloride  &  Epinephrine  Injection,  Usp . . . . . . . . 

Hydrochlorothiazide  Tablets,  Usp  . . . . . . . . 

Hydrochlorothiazide  Tablets,  Usp . . . . . . . . . . . 

Hydrocortisone  Acetotecersol . . . . . . . . . 

Hydrocortisone  Acetate  And  Pr  Moxine  Hydrochloride  Aerosol  Foam . 

Hydrocortisone  Cream,  Usp . . . . . . 

Hydrocortisone  Cream,  USP  „ . . . . . . . . . . . . 

Hydrocortisone  Enema,  Usp  . . . . . . . . . . 

Hydrocortisone  Sodium  Succinate  For  Injection,  U.s.p . . . . . . . . 

Hydrocortisone  Valerate  Ointment . . . . . . . . . . . 

Hydrocortisone,  Usp . . . . . . . . . . . . . . 

hydrofluoric  Acid,  Technical . . . . . . . . . . . 

Hydrogen  . . . . . . . . . . . 

Hydrogen  Ion  Meters  . . . . . . . . 

Hydrogen  Peroxide  Solution,  Usp... . . . . . . . . 

Hydrogen  Peroxide  Topical  Solution,  USP  . . . . . . . . . . . 

Hydrogen  Peroxide,  E-stobilized,  70  Percent  And  90  Percent  (For  Torpedo  Use)..,..... 

Hydrometer  Sets  And  Ports,  Syringe,  lead  Acid  Storage  Bottcry  Tostlng  .................. 

riyd«unwtt.i,  Grodgatid'Seafv’Gene.'cl  Use 

Hydrometer,  Graduated  Scale,  Specific  Grovity  Range  1.196  To  1.286 

Hydrometer,  Graduated  Scale  Api  Gravity  (With  Thermometer)  . . . 

Hydrometer,  Graduated  Scale,  A.p.i.  Grovity  . . . . . . . . 

Hydrometer,  Syringe,  Battery  TS-765. . . . . . . . 

Hydrometers,  A$TM,  Standard  Specification  For *  31  Jul  81 . ................... .  ,.M, 

Hydrometer,  Graduated  Seal  (With  Thermometer,  API  Grovity) 

Hydrometers,  Inspection,  Test  &  Standardization  Of 

Hydromorphone  Hydrochloride  Tablets,  USP  . . . 

Hydroquinone  Cream,  USP. . . . . . 

Hydroxprogcstcronc  Coproate  Injection,  U.s.p.  . . 

Hydroxyethyf  Ethylcncdiomine  Triocctic  Add  (Media)....... . . . 

Hydroxyl  Terminated  Polybutadiene  . . . 

Hydroxyzine  Hydrochloride  Injection,  USP . . .  „ 
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MIL-H-8775D  (1) 

1650 

AS 

28  Jul 

76 

AV 

AS 

99 

MIL-H-8891A 

1650 

AS 

23  Jon 

78 

AS 

99 

L 

AMS  26258-82 

NDTI 

AT 

04  May 

87 

AT 

L 

Mll-H-22251 

6810 

SH 

5  Nov 

59 

SH 

ASTM  D1319-83 

9)50 

ME 

24  Apr 

84 

ME 

SH 

11 

ASTM  D2503-82 

9IGP 

AS 

24  Mor 

86 

ME 

AS 

20 

ASTM  D2820-72R78 
NOTICE  1 

6810 

EA 

06  Mar 

87 

EA 

SH 

ASTM  D1555-83 

6810 

FA 

03  Dec 

85 

EA 

SH 

ASTM  D853-82 

NOTICE  2 

8010 

MR 

27  Ocl 

88 

MR 

SH 

99 

ASTM  D849-82 

6810 

EA 

08  Jul 

83 

EA 

68 

L 

MIL-H-13528B 

6850 

MR 

10  Feb 

87 

MR 

NOTICE  1 

ASTM  E224-68R78 

6810 

EA 

24  Moy 

79 

EA 

SH 

68 

OH-765C  (2) 

6810 

/EA 

23  Sep 

85 

EA 

SH 

68 

A-A-5I575A 

6505 

M3 

19  Aug 

87 

MD 

MS 

03 

MIL-H-37658 

6505 

DM 

28  Sep 

77 

MD 

MS 

03 

A-A-53737 

6505 

MB 

30  Sep 

88 

MD  MS 

03 

A-A-53699 

6505 

MB 

16  Sep 

88 

MD 

MS 

03 

A-A-53697 

6505 

MB 

16  Sep 

88 

MD 

MS 

03 

Mll-H-37428 

6505 

DM 

01  Sep 

76 

MD 

MS 

03 

A-A-53705 

6505 

Ml 

16  Sep 

83 

MD 

MS 

03 

MII-H-37298A 

6505 

DM 

15  Apr 

76 

MD 

MS 

03 

Mll-H-37420 

6505 

DM 

02  Jon 

76 

MD  MS 

03 

A-A-51433A 

6505 

/MB 

16  Sep 

86 

MD 

MS 

03 

MIL-H-37820 

6505 

DM 

31  Aug 

78 

MD 

MS 

03 

O  H-795  (2) 

6810 

t 

03  Jul 

57 

BB-H-886C 

6830 

» 

10  Apr 

78 

ME 

Mll-STD-1424 

6630 

EA 

01  Nov 

79 

MD 

MS 

03  DM 

Mll-H-37730 

6505 

DM 

21  Jul 

78 

MD  MS 

03 

A-A-53707 

6505 

MB 

16  Sep 

88 

MD 

MS 

03 

L 

Mll-H-22868 

6810 

OS 

21  Mor 

61 

OS 

MIL-H-16384E 

6630 

SH 

19  Ocl 

88 

SH 

99 

MS-365383 

6630 

EA 

18  Jun 

86 

EA 

MS 

99 

Mll-H-37082 

6630 

DM 

16  Sep 

74 

MD 

MS 

03 

MS-36539A 

6630 

EA 

18  Jun 

86 

EA 

MS 

99 

MIL-H-36266A 

6630 

DM 

11  Moy 

66 

SH 

99 

L 

MII-H-12240A 

6630 

ER 

18  Aug 

58 

ER 

ASTM  E100-81E2 

6630 

EA 

06  Mor 

85 

EA 

99 

A-A-53608 

6630 

MB 

10  Aug 

88 

MD  MS 

03 

ASTM  E126-76 

6630 

EA 

26  Jul 

79 

EA 

MS 

99 

A-A-0051631 

6505 

/MB 

15  Aug 

86 

MD 

MS 

03 

A-A-0053017 

6505 

MB 

03  Jun 

87 

MD 

MS 

03 

MIL-H-37423 

6505 

DM 

07  Jun 

76 

MD 

MS 

03 

L 

Mll-H-24497 

6810 

SH 

20  Feb 

74 

SH 

t 

Mll-H-85497 

6810 

AS 

06  Ocr 

81 

AS 

A-A-53763 

6505 

MB 

18  Nov 

80 

MO  h\S 

03 

377 
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TITLE 

Hydroxyzine  Hydrochloride  Syrup,  Nf  . . .  . . . . . 

Hydroxyzine  Hydrochloride  Injection,  Nf  . . . . . . . . 

Hydroxyzine  Pomoate  Capsules,  Nf . . . . . . 

Hygroscopic  Moisture  (And  Other  Matter  Volatile  Under  The  Test  Connditions)  In  - 
30  Oct  81  Reapproved  1987 

Hygrothermograph . . . . . . . . . . . . 

Hymnody  Set,  Tope  . . . . . . . . . . 

Hypochlorinatlon  Unit,  Water  Purification,  Frame  Mounted,  Automatically  Controlled 
2  To  100  Gpm  Flow 

Hypodermic  Auto  Injector,  Demonstration  . . . . . . . . 

Hypodermic  Injection  Apparatus  (Jet  Automatic,  Gas  Pressure  Power  Source) . 

Hypodermic  Injection  Apparatus,  Jet,  Automatic  . . . . . . 

Hypodermic  Injection  Tube,  Morphine  . . . . . . . 

Hypodermic  Injection  Tube,  Atropine  . . . . . . . . 

Hypodermic  Injection  Apparatus,  Jet,  Foot  Operated  . . . . . 

HOSE,  Rubber  (Fuel,  OIL,  COOLANT,  Water  And  Alcohol).. . . . . . 

l/o  Channel  Interface  . . . . . . . . . . 

I,  Beam,  Aluminum  Alloy  7075 . . . . . . 

I,  Beam,  Aluminum  Alloy  7178. . . . . . 

I,  Beam,  Style  I  Aluminum  Alloy  2024  . . . . . . . . 

I,  Beam,  Style  li  Aluminum  Alloy  2024 . . . . . . . 

Ibuprofen  Tablets,  Usp  . . . . . . . . . . . . . . 

Ice  Cream  Cabinets,  Mechanicolly  Refrigerated,  Dispensing,  Mobile,  Self  Elevating.... 

Ice  Cream  Cabinets,  Mechanically  Refrigerated  . . . . 

Ice  Cream  Cabinets,  Mechanically  Refrigerated  . . . . . . . . 

Ice  Cream  Freezers,  Power  Operated,  Mechanicolly  Refrigeroted,  Ice  Cream 
Cabinets,  Mechanically  Refrigerated,  And  Ice  Cream  Plants 
Ice  Cream  Maker,  Shat-e  Makers,  And  Combination  Ice  Cream  And  Shoke  Mokers  - 
Soft*serve 

Ice  Cream  Mixes,  Regular  And  Imitation,  Dehydrated  . . . . 

Ice  Creom  Plants,  Portable  . . . . . . . . . . . 

Ice  Cream,  Ice  Milk  &  Sherbert,  Regular  &  Mellorine  Or  Mellorine  Types,  Ices  & 
Novelties 

Ice  Making  Equipment,  Automatic  -  Nov  1977..... . . . . . 

Ice  Making  Machine  Carbon  Dioxide . . . . . . . . . 

Ice  Making  Machine,  Floke . . . . . 

Ice  Moklng  Mochlne,  Floke,  Electric,  Self-contained,  lOOO-POUND/24  Hours  . 

Ice  Making  Machine,  Cube..... . . . . . . . . . . 

Ice  Moking  Plant,  Block,  Self  Contained,  Skid  Mounted,  l  Ton . . 

Ice  Milk,  Milk  Shake  And  Yogurt  Mixes . . . . . 

Ice  Scrapper  And  Chipper,  Sidewolk . . . . . . . . . 

Icemoker-cispenser,  W/water  Dispenser  Attachment  . . . . 

feemaking  Plant.  Block . . . . . . . . . . . . . . . 

Identication  And  Modification  (For  Aircraft)  Installation  Of . . . 

Identification  &  Packaging  Elastomeric  Products *  1  Oct  1982 . . . . . . . 

Identification  And  Control  Of  Aircroft  Pallets  And  Associated  Restaint  Equipment 
During  Combined  Airlift  Operations 

Identification  Coding  And  Application  Of  Hookup  And  Lead  Wire  . . . . 

Identification  Markings  For  Fasteners  (Handbook  H*131) . . . . . 

Identification  Marking  Of  Aluminum,  Magnesium,  &  Titanium . . . . . 

Identification  Marking  Of  Comoat  And  Tacticol  Transport  Vehicles  . . . . . . 

Identification  Marking  Of  Copper  And  Copper  Bose  Alloy  Mill  Products... . 

identification  Marking  Of  Rubber  Products . . . . . . . 

Identification  Morking  Requirements  For  Special  Purpose  Components  . . . 

Identification  Methods  For  Bulk  Petroleum  Products  Systems  Including  Hydrocarbon 
Missile  Fuels 

Identification  Markings  For  Domestically  Manufactured  Miniature  And  Instrument  Ball 
Bearings 

Identification  Morking  Of  U.s.  Military  Property  . . . . 

Identification  Of  Aerodrome  By  Nome  Request  For  Issue  Other  Than  Ood  Must  Be 
Sent  Via i  Hq  Usof/xoxx  (Iso)  Woshdc  20330*5058 

Identification  Of  Pressed  Bends,  Forms,  Seams,  And  Joints,  (Sheet  Meta!) . . 

Identification  Of  Scale  On  Aeronautical  Charts  Request  For  Issue  Other  Than  Dod 
Must  Be  Sent  Viai  Hq  Usaf/xoxx{iso)  Wash  Dc  20330*5058 
Identification  Of  Coble  Used  For  Transmission  Of  Telephone,  Telegraph  And 
Teletype  Signols 

Identification  Of  Military  Trains  (Edition  No,  3)  (Issue  Controlled-refeose  To  Other 
Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom)drcird( 

Identification  Of  Standard  Utility  Parts  •  Bolts  &  Nuts  •  Nov  83 . . . . 

Identification  Of  Meditol  Materio!  For  Field  Medical  Installations  (Ed.  No.  2)  (Ref 
To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT09B21) 

Identification  Of  Medicol  Materiel  To  Meet  Urgent  Needs  (ABCA-248)  . . 

Identification  Of  Movement  Control  And  Traffic  Control,  Personnel  And  Agencies 
(Edition  No.  4)  (Issue  Controlled-refease  To  Other  Than  Dod  Agencies  (Edition 
No.  4) 

Identification  Of  Movement  Control  &  Traffic  Control  Personnel  &  Agencies  Abco 
540  (Release  To  Other  Than  Dod  Activities  Requires  Prior  Approval  Of  Hq, 
Darcom,  Drcfrd) 

Identification  Of  Aircraft  Electrical  Cables  . . . . . . 
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PREP 
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MIL-H-37713 

6505 

DM 

26  Sep 

77 

MD 

MS 

03 

MIL-H-37781 

6505 

DM 

25  Aug 

78 

MD 

MS 

03 

MIL-H-37755 

6505 

DM 

24  Aug 

78 

MD 

MS 

03 

ASIM  D280-81R87 

8010 

MR 

14  Mar 

88 

MR 

SH 

99 

NOTICE  1 

A-A-50733 

6680 

82 

27  Nov 

87 

ME 

82 

MIL-H-43414  (1) 

9925 

GL 

04  Nov 

69 

GL 

PE 

28 

MIL-H-12732E 

4610 

ME 

16  Jon 

87 

ME 

YD 

99 

MIL-H-37923 

6910 

DM 

31  Oct 

78 

A-A-0051793 

6515 

MB 

28  Jon 

87 

MD 

MS 

03 

Mll-H-36505  (2) 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

NOTICE  1 

Mll-H-36006 

6505 

DM 

5  May 

58 

MD 

MS 

03 

Mll-H-36005 

6505 

DM 

5  May 

58 

MD 

MS 

03 

MIL-H-37084 

6515 

DM 

11  Jun 

75 

MD 

MS 

03 

MIL-H-6000B  (1) 

4720 

82 

01  Dec 

83 

ME 

AS 

99 

FIPS-60-2 

IPSC 

02 

22  Feb 

84 

OM  02 

MS-14385 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

MS-14386 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

Mo-14383 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

-14384 

9540 

AS 

30  Apr 

84 

MR 

AS 

99 

A-A-51833 

6505 

MB 

23  Jul 

87 

MD 

MS 

03 

MIL-l-433858 

4110 

GL 

09  Sep 

88 

GL 

YD 

99 

NOTICE  1 

MIL-I-20565H  (2) 

4110 

GL 

17  Jun 

82 

GL 

YD 

99 

A-A-50066 

4110 

GL 

31  Ocl 

83 

Gl 

YD 

99 

MIL-I-16042E 

4110 

YD 

22  Aug 

83 

YD 

99 

MIL-I-43705D 

4110 

GL 

09  Jon 

86 

GL 

YD 

99 

EE-l-1699  (2) 

8910 

/GL 

08  Aug 

77 

GL 

SA 

50 

MIL-I-20564E 

4110 

Gl 

11  Sep 

78 

GL 

99 

EE-I-1I6E 

8910 

-GL 

28  Jul 

72 

Gl 

SA 

45 

INT  AMO  3  (GL) 

NSF  12-77 

4110 

GL 

19  Feb 

85 

GL 

YD 

99 

MS-36507 

6640 

EA 

30  Apr 

82 

EA 

MS 

99 

MU-I-43653A 

4110 

GL 

06  Jun 

75 

Gl 

YD 

99 

MIL-I-16341G 

4110 

GL 

17  Dec 

84 

GL 

YD 

99 

Mll-l-1 1867 J  (1) 

4110 

GL 

07  Sep 

83 

GL 

YD 

99 

MIL-I-3624D 

4110 

GL 

31  Dec 

75 

Gl 

YD 

MII-I-43717C  (1) 

8910 

GL 

04  May 

79 

GL 

NU 

50 

GGG-I-100A 

5110 

*/. 

10  Jul 

64 

MIL-I-43682D  (2) 

4110 

GL 

01  Feb 

88 

GL 

YD 

MII-I-10493D 

4110 

GL 

16  Dec 

70 

GL 

YD 

99 

MIL-I-8651B  (1) 

9905 

AS 

22  Jon 

73 

AV 

AS 

99 

AMS  2810E-82 

9320 

AS 

15  Apr 

87 

MR 

AS 

20 

AIR-STD-44/47A 

ISDF 

06 

12  Dec 

85 

MIL-ST0-681C 

6145 

CR 

X 

o 

5 

o 

84 

CR 

EC 

85 

NOTICE  1 

MIL-HDBK  131 

5325 

AR 

15  Sep 

66 

AR 

SH 

99 

FED-STD-184B 

95GP 

/16 

20  Nov 

80 

MR 

AS 

16 

MIL-STD-642K 

•2320 

AT 

13  Aug 

82 

AT 

YD 

99 

FED-STD-185A 

95GP 

/16 

20  Nov 

80 

MR 

A5 

16 

MIL-STD-190C 

9320 

MR 

17  Ocl 

77 

MR 

SH 

99 

MIL-STD-792E 

GDRQSH 

12  Aug 

86 

SH 

MIL-STD-161F 

91GP 

68 

01  Aug 

85 

Ml 

SA 

68 

NOTICE  ** 

MIL-STO-  ; 

3110 

AS 

20  Dec 

87 

AT 

AS 

99 

M11-STD-130F 

GDRQ16 

01  Moy 

86 

AR 

AS 

16 

NOTICE  2 

AIR-STD-64E/31D 

ISDF 

06 

18  Apr 

86 

FEO-STD-187B 

MISC 

t 

03  Jun 

63 

AI3-STD-64D/23C 

ISDF 

06 

18  Apr 

86 

MIL-STD-685 

6145 

CR 

16  Sep 

83 

CR 

SH 

85 

NOTICE  1 

NAT-STD-2158  (1) 

ISDA 

AM 

ID  Aug 

81 

AIR  3260-83 

53GP 

AR 

01  Nov 

85 

AR 

AS 

99 

NAT-STD-2060  (1) 

ISDA 

AM 

19  Jun 

85 

Q-STD-248  (1) 

ISDA 

AM 

20  Sep 

76 

NAT-STO-2159 

ISDA 

AM 

16  Apr 

75 

Q-STD-540 

ISDA 

AM 

05  Feb 

80 

NAT-STD-3794  (3) 

ISDF 

06 

02  Feb 

87 

378 
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Identification  Of  Aircraft  &  Millie  Pipelines  &  Electrical  Conduits  ■  Ed.  6  (Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  Dc 
20330-5058 

Identification  Symbols  For  Aerospace  Fastener  Manufacturers . . 

Identification,  Nylon  Cord  Manufacturers  Color  Code  . . . 

Idler,  Chain,  Oouble . . . . . . . . . . 

Idoxuridine  And  Polyvinyl  Alcohol  Ophthalmic  Solution  . . . . . . . 

Idoxuridine  Ophthalmic  Solution,  U$p.. . . . . 

leee  Guide  For  Surge  Voltages  In  Low-voltageaC  Power  Circuits  •  19  Dec  1979 . 

leee  Standard  Letter  Symbols  For  Units  Of  Measurement  •  16  Jun  78 . . 

Igniter . . . . . . . . . . . 

Igniter......... . . . . . . . . . . . 

Igniter  Assembly,  M76  Loading,  Assembling  And  Packing . . . . . 

Igniter  Assembly . . . . . . . . . 

Igniter  Assembly  For  Cartridges,  90MM,  AP*T,  M318A1  &  90MM,  TP*T,  M353E1  .... 

Igniter  Assembly,  Rocket  For  Demolition  Kit,  Cratering,  M180..... . . . 

Igniter  Assembly,  Loading........... . . . . . . . . . 

Igniter  Mark  296  Mods  (Loaded  Assembly) . . . . 

Igniter  Tube . . . . . . . . . . . . . . . 

Igniter  Tube  Assembly . . . . . . . 

Igniter  Tubes . . . . . . . . . . . 

Igniter,  Auxiliary . . . . . . . . . . . . 

Igniter,  Blasting  Fuse,  Friction  Type,  M3A1  Loading,  Assembling  And  Packing . 

Igniter,  Bomb,  Mk  260,  Mod  0 . . . . . . . . . . 

Igniter,  Bomb,  WP,  AN-M23A1,  Components  For  . . . . 

Igniter,  Electric,  M59,  Paris  For  And  Loading,  Assembling  And  Packing.. . . . 

Igniter,  Electric  Match  Parts  For  And  Loading,  Assembling  &  Packing  . 

Igniter,  Electric,  Primer,  M63,  Parts  For,  And  loading,  Assembling  And  Packing . 

Igniter,  Electric,  T14E2  Loading,  Assembling  And  Packing  . 

Igniter,  Friction,  Oxyac»*ylene-torch. . . . . . . . 

Igniter,  Inert,  Troining  For  Projects  Training,  8  Inch . . . . 

Igniter,  Integral,  M56 . . . . . . . . . . 

Igniter,  Jet  Assisted  Take  Off  (Jato)  Propulsion  System  Generol  Development 
Specification  For 

Igniter,  Jet  Engine,  Mk  243  Mod  2  . . . . 

Igniter,  MK  304  MOD  O . 

Igniter,  Mark  125  Mod  5  Ports  For  . . . . . . . . . . 

Igniter,  Mark  125  Mod  5,  Loading  Assembling  And  Packing  . . 

Igniter,  Mork  173  Mod  1  (Inert  Assembly)... . . . 

Igniter,  Mork  188  Mod  0 . . . . . . . 

Igniter,  Mork  247  Mod  O  . . . . . . . 

Igniter,  Primary . . . . . . . . . . . 

Igniter,  Primer,  Electric,  M74  Parts  For . . . 

Igniter,  Primer,  Electric,  M74  Loading,  Assembling  And  Packing... . 

Igniter,  Rocket  Motor,  M26  Ports  And  Loading,  Assembling  And  Packing . 

Igniter,  Rocket  Motor,  T21E2,  Loading,  Assembling  And  Packing . . . 

Igniter,  Rocket  Motor,  PVU-3/E  . . . . . . . . . 

Igniter,  Rocket  Motor,  T21E2  Parts  For . . . . . . 

Igniter,  Rocket  Motor  Mork  251  Mod  0. . . . . . . . . . 

Igniter,  Rocket  Motor,  XM-69,  Loading,  Assembly  And  Packing . . . 

Igniter,  Rocket  Motor,  Mark  297  Mod  1  . . . . . . . . 

Igniter,  Rocket  Motor,  loaded  Mk  181  Mod  0  And  Mk  200  Mod  0  . . . . . 

Igniter,  Rocket  Motor,  Mork  297  Mod  6. . . . . . . 

Igniter,  Rocket,  M20A1,  For  Rocket,  M28AV,  M29A2,  And  M30  Loading, 

Assembling  And  Pocking 

Igniter,  Time,  Blasting  Fuse,  Weatherproof,  M60,  Parts  For  &  loading,  Assembling  & 
Pocking 

Ignition  Compound . . . . . . . . . . . . . 

Ignition  Cylinder,  Flame  Thrower,  Portable,  Ml . . . . . . 

Ignition  Element,  Electric,  Mark  10  Mod  0. . . . . . 

Ignition  Element,  Electrical,  Mark  14  Mod  O. . . . . . . . . 

Ignition  Element,  Efeclt'cal,  Ports  For . . . . . . . . 

Ignition  Element,  Electric,  M55  Assembly  . . . . . . . 

Ignition  Element  Electrical  Loading,  A,,embling  And  Packing  . . . . 

Ignition  Element,  Electric,  M2 1,  Assembly.. . . . . . . . 

Ignition  Element,  Electric,  Mork  17  Mod  0 . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3104 

ISDF 

06 

21  Sep  88 

MIL-STD-1291A 

53GP 

AV 

16  Jan 

84 

AV 

AS  11 

MIL-STD-905 

NOTICE  1 

4020 

GL 

05  Nov 

87 

GL 

AS  11 

L 

MIL-I-52529A  (1) 

3835 

ME 

21  Sep 

79 

ME 

MIL-I-37326A 

6505 

DM 

07  Sep 

76 

MD 

MS  03 

MIL-l-37698 

6505 

DM 

26  Sep 

77 

MD 

MS  03 

IEEE  C62.41-80 

6110 

YD 

16  Nov 

87 

ME 

YD  85 

IEEE  26078 

MISC 

SH 

16  Jon 

78 

AR 

SH  11 

L 

MIL-l-82437  (3) 

1355 

OS 

29  Apr 

69 

OS 

l 

MIL-1.51466  (2) 

1365 

EA 

13  Jul 

87 

EA 

l 

MIL-M4925A  (2) 
NOTICE  1 

1336 

AR 

18  Apr 

88 

AR 

'  .-I-50755A 

1377 

OS 

05  Jon 

88 

OS  99 

l 

MIL-l-60347  (1) 

1315 

AR 

22  May 

73 

AR 

L 

MIL-I-48110B  (1) 

1340 

AR 

23  Moy 

83 

AR 

l 

MIU-48200 

NOTICE  1 

1110 

AR 

10  Mof 

86 

AR 

AS 

L 

MIU-85365A  (1) 

1340 

AS 

12  Dot 

85 

L 

MlL-l-48145 

NOTICE  T 

1320 

AR 

20  Jon 

86 

AR 

l 

MIL-l-48199 

NOTICE  1 

1110 

AR 

10  Mcr 

86 

AR 

L 

MIL-I-48252A  (1) 

1320 

AR 

19  Sep 

80 

AR 

L 

MIL-I-60667A  (2) 

1377 

OS 

20  Aug 

84 

OS 

L 

MIL-I-12597C  (!) 

1375 

AR 

06  Dec 

77 

AR 

L 

MII-I-46607A 

NOTICE  1 

1325 

EA 

05  Jun 

63 

EA 

L 

MIL-I-14303E 

1325 

AS 

07  Moy 

71 

AR 

L 

MIU-46434C  (1) 
NOTICE  1 

1375 

AR 

30  Jon 

87 

AR 

MIL-170534  (1) 

1370 

AR 

20  Oct 

86 

AR 

L 

MIL-I-46224E 

1390 

AR 

04  Feb 

89 

AR 

L 

MIL-1-13145 

1340 

AR 

04  Dec 

53 

AR 

GG-I-271C 
(INT.  AMD.  1) 

5120 

t 

20  Feb 

64 

GL 

SH  99 

L 

MIL-I-48779A 

N'JORAR 

10  Apr 

87 

AR 

NOTICE  1 

L 

MIL-I-60008A  (1) 

1340 

Ml 

05  Sep 

75 

Ml 

MIL-l-85889 

1340 

AS 

12  Apr 

88 

L 

MIL-l-22027 

1375 

AS 

13  Moy 

59 

AS 

MIL-l-85760 

1340 

AS 

01  Aug 

86 

L 

MIL-I-60455A  (1) 
NOTICE  1 

1340 

Ml 

08  Moy 

87 

Ml 

L 

MIL-I-60476A 

1340 

Ml 

17  Aug 

79 

Ml 

l 

Mll-l-23322  (2) 

1340 

AS 

25  Mor 

71 

AS 

L 

Mil-143453  (3) 

1340 

AS 

27  Mor 

84 

AS 

L 

MIL-l-23062  (2) 

1336 

OS 

22  Jul 

76 

OS 

L 

MIL-I-60676A  (1) 
NOTICE  1 

1377 

OS 

23  Jun 

86 

OS 

L 

MIL-I-46520D 

1390 

AR 

25  Jul 

79 

AR 

L 

MIL-I-46521D 

1390 

AR 

25  Jul 

79 

AR 

L 

MIL-1-1 2822C 

NOTICE  1 

1340 

AR 

20  Jun 

88 

AR 

L 

M1L-I-46231B  (1) 

1340 

AR 

26  Feb 

65 

AR 

l 

MIL-I-85547A 
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AS 

28  Mor 

86 

AS 
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MIL-I-46958A  (1) 

’340 

AR 

26  Feb 

65 

AR 

l 

MIL-l-82532  (1) 

1340 

OS 

27  Jul 

70 

OS 

L 

MIL-I-46822A 

1337 

Ml 

17  Nov 

82 

Ml 

L 

MIL-l-85487 

1340 

AS 

06  Od 

81 

AS 

L 

MIL-I-23298A  (2) 

1337 

OS 

10  Dec 

82 

OS 

l 

MIL-I-85326 

1337 

AS 

10  Apr 

87 

AS 

NOTICE  1 

MIL-1- 10634D 

NOTICE  1 

1340 

AR 

20  Jun 

88 

AR 

OS 

L 

MIL-I-394G 

NOTICE  1 

1375 

AR 

22  Mor 

88 

AR 

L 

MIL-l-81970 

1325 

AS 

05  Apr 

74 

AS 

MIL-I-11525G 

INT  AMD  2  (MU) 

1375 

AR 

13  Nov 

69 

AR 

OS 

L 

Mll-l-23488  (1) 
NOTICE  1 

1375 

AS 

14  Moy 

87 

AS 

L 

MIL-1-81303 

1377 

AS 

14  Dec 

70 

AS 

L 

MIL-l-508o0  (1) 
NOTICE  1 

1320 

AR 

02  Nov 

88 

AR 

L 

MIL-I-60231A  (1) 

1377 

OS 

16  Od 

86 

OS 

l 

Mll-l-508678  (1) 

1375 

AR 

06  Od 

78 

AR 

L 

MIL-1-60232  (1) 

1377 

OS 

16  Od 

86 

OS 

L 

MIL-I-81577A 

1377 

AS 

24  Sep 

74 

AS 

379 


ALPHABETICAL  LISTING 


TITLE 


Ignition  Element,  Electric,  Mark  22  Mod  0 . ...................... . . . . . . 

Ignition  Element,  Electric,  Mark  11  Mod  0,......., . . . . . . 

Ignition  Element,  Electric,  Mark  13  Mod  0, . . . . . . 

Ignition  Material,  Pelleted,  Pyrotechnic....,., . . . . . . 

Ignition  Pellets,  Mognesium  fluorocarbon..,.. . . . . . . 

Ignitor  For  Searchlight,  Infrared,  28  Volt,  110  Ampere  . .  ........... 

Ignitor,  Xenon  Lomp  For  Searchlight,  Infrared  AN/TVS-3  . . . . . 

Illumination  Of  Pilots  Instrument  Pane!  And  Station  In  Fixed  Wing  And  Rotory  Wing 
AIRCRAFT 

Illumination  Tests  For  Photographic  Still  Front  Projection  Equipment  •  19  Dec  79  ...... 

Hfuminator,  X  Ray  Film  . . . . . . . . . . . . . . . 

Illuminator,  X  Ray  Fhm . . . . . . . . . . . . . 

Illuminator,  X  Ray  film . . . . . . . . 

Illuminator,  X-ray  Film,  Collapsible  . . . . . . . . 

Illuminators,  Microscope,  1 15  Volt . . . . . . . . . . . . 

Illustrated  Information  On  Fire  Hazards  &  Rescue  Features  For  NATO  Aircraft  ■ 
AEP-IKEDITION  1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  HQ  U 
Af/xoxxMSo,  Washing tondc  20330-5058 

Illustrations  For  Technical  Repair  Parts  Publications,  Preparation  Of . . . 

Jluminated  Runway  Disyance  Markers  @  Illuminated  Hook  Coble  Morker  •  Chg.  1 
Dfd  14  Aug  86  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  HQ 
USAF(XOXX  (ISO)  Wash  DC  20330-5058) 

Image  Intensifier  Assembly  25  Millimeter . . . . . . . . . 

Image  Intensifier  Assembly  25  Millimeter,  MicroChannel  Inverter  MX-9644/UV . . 

Image  Intensifier  Assembly  40  Millimeter  With  Automatic  Brightness  Control 
MX-7856A/UV 

Image  Intensifier  Tube  Assemblies  18  Millimeter  Wafer  &  25-Mill  footer  Inverter 
(Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom, 
(Drcird))  Abco  468 

Image  Intensifier  Assembly,  18  Millimeter,  MX8200/0V . . . . . . . 

Image  Intensifier-Ajsembfy,  18  Millimeter  MicroChannel  Wafer  Mx  9916/UV  . . . 

Image  Intensifier  Assemblies,  Performance  Parameters  Of  . . . . . . 

Image  Intensifier  Assembly  18  Millimeter  With  Automatic  Brightness  Control... . 

Image  Intensifier  Assembly  40  Millimeter,  MX-7856/UV . . . . . . 

Image  Intensifier  Assembly  25  Millimeter  With  Automatic  Brightness  Control . 

Imager,  Optical  SU-103/UA . 

Imager,  Optical  SIM21/UA . . . . . . . 

Imager,  Optical  SU-97/UA...., . . . . . . . . 

Imagery  Interpretability  Rating  Scale  *  Chg  2  Dated  4*15-85  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Nash,  D.c.  20360) 

(mine  Curing/bonding  Agent  . . . . . . . . . . . . . 

Imipenem  And  Cilastatin  Sodium  For  Injection  . . . . 

Imipromine  Hydrochloride  Toblets,  Usp. . . . . . . . 

Imipramine  Pamoate  Capsules  . . . . . . . . . . 

Immersion  Oil,  Microscopy . . . . . . . . . . . . 

Immersion  Requirement  For  Ground  Role  Service  Equipment  (Bosed  On  NATO 
STANAG -2842)  (ABCA)  Edition  2 

Immersion,  Altitude  ■  Moy  83 . . . . . . . 

Implant,  Arterial  (Straight,  Knitted  Polyester) . . . . . . . 

Implementation  Of  The  Code  For  Information  Interchange  And  Related  Media 
Standards 

Impregnonts  For  Aluminum  Alloy- 4  Mognesium  Alloy  Castings  (Future 
Procurement-use  MIH-17563 

Impregnonts  For  Aluminum,  Copper,  Iron,  Mognesium  And  Zinc  Alloy  Castings . , 

Impregnated  Wadding,  Metal  Polish..... . . . . . . . 

Impregnating  Se*>  Clothing,  Field,  M3 . . . . . . . 

Impregnation  Of  Porous  Nonferrous  Metol  Castings  . . . . . . 

Impregnation  Of  Metal  Casting  . . . . . . . . . 

Impregnite,  Unstabilized  (CC2)  And  Stabilized  (XXCC3)  . . . . . . . 

Impregnite,  Unstobilized  (CC2)  And  Stoblized  (XXCC3).... . . . . . . 

impression  Material,  Dental  (Cartridge  Form,  Hydrocolloid,  Agar  Type)  . . 

Impression  .Materia',- Denfol/Dupticoling,  Kya’rocoiioid,  Agar . . . . 

Impression  Material,  Dentiol. . . . . . . . . . . 

Impression  Material,  Dental  (Modeling  Compound) . . . . . . 

Impression  Material,  Dental  Hydrocolloid,  Alginate  Type . . . 

Impression  Material,  Dental,  Paste . . . . . . . . . . . 

Impression  Material,  Dental  Zinc  Oxide  Eugenol  Paste......... . . . . . . . 

Impression  Material,  Dental,  Rubber-base  Paste...... . . . . . . . . . 

Impression  Troy,  Dental  (Water  Cooled)  . . . . . . . . ........... 

Improved  Lifting  Torget  Elevating  Mechanism  9375512  . . . . . . . 

Imptoved  Tow  Vehicle  Combat  Anti  Tank,  M901A1 . . . . . 

Improved  Tow  Vehicle  Combat  Anti  Tank,  M901 . . . . . . . 

In  Flight  Visual  Signals  (  Edition  6) . . . . . 

In  Plane  Sheor  Strength  Of  Reinforced  Plastics  -  26  Oct  79  . . . 
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NOTICE  1 
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77 
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MIN-55573  (1) 
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AIR-STD-10/19F 
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80 
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MD 

MS 
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72 
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03 

GG-l-460  (1) 

6650 
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15  Aug 
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MD 

MS 

03 

l 

NAT-STD-3896  (1) 

ISDF 

06 

01  Aug 

88 

l  MIL-I-28947A  (1) 

TMSS 

MC 

26  Sep 

79 

MC 

AIR-STD-65/IIA 

ISDF 

06 
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84 

MIL-I-55536A  (2) 
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MIN-2858 

6850 

EA 

4  Aug 

60 

EA 

SA 

L 

MIL-I-00285C  (2) 
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EA 
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84 

EA 
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/MB 
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85 
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MS 

03 

MIN-36838 
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DM 
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MS 

03 
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MS 

03 
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85 
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MS 

03 
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MS 
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03 
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88 
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87 
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28  Aug 
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NAT-STD-3379  (1) 
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06 

03  Mor 

87 

ASTM  D3846-79 

9330 

MR 

02  Jun 

82 

MR 

20 

380 
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TITLE 


In-flight  (Aerial)  Refweling  Equipment,  Dimentionol  &  Functional  Chorccteriitics 
(With  Amenoment  1)  (Edition  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO,  Wash.  D.c.  20330-5058) 

In-flight  (Aerial)  Refuelling  (Release  To  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso) 
Wash,  Dc  20330-5058 

In-flight  (Aerial)  Refuelling  (With  Amendment  1) . . . . . 

Incendiary  Mixture  PT1...... . . . 

Incinerator,  Portable,  Classified  Paper  Waste,  Security  . . . . 

Incinerator,  Shipboard  Use . . . . . . . . . . 

Incinerator,  Stationary,  Classified  Waste  (Security) . . . . 

Incision-ORAINAGE  Set . . . . . . . . . . . . 

Indinator  &  Aircraft,  Boll  Style . . . . . 

Inclined  Ladder  Tread  Test  Methods  &  Equipment  For  Wear,  Slip  Resistance  & 

Impact 

Inclinometer,  Aircraft . . . . . . . 

Inclinometer,  Boll  Style . . . . . . . . . 

Increment,  Propellant,  XM90  (M90) . . . . . 

Increment,  Propellant,  M90E1 . . . . . . . . . 

Increment,  Propellent  M5,  T8  &  T9 . . . . . . 

Increment,  Propellant  M1A1,  M2A1,  M3A1,  M181,  And  M182  (Made  From 
Propellant  M8) 

Increments,  Propellant  For  Charge,  Propelling,  M36A2  (Made  From  Propellant,  M8)„ 
Increments,  Propellant  For  Charge  Propelling  M36A1  (Made  From  Propellont,  M8).... 

Incubator,  Bacteriological,  Small,  115  Volt,  50/60  Hz,  Ac . . . 

Incubator,  Bacteriological . . . . . . . . . . 

Incubator,  Bacteriological  Gravity  Connection  . . 

Incubator,  Bacteriological,  Small.... . . . . . . . . . . . . . 

Incubotor,  Bacterio  &  Egg  Incubation . . . . . . . 

Incubator,  Bacteriological,  Medium . . . . .  . 

Incubotor,  Bacteriological,  Large . . . . . 

Incubator,  Infant,  Portoble  . . . . . . . 

Incubotor,  Infant . . . . . . . 

Indapomide  Tablets . . . . . . . . . . 

Indentors  And  Nests-copper  Electric  Terminal,  Power  Operated  Press . 

Index  Sheet  Set,  Loose-leaf  Binder  'Buff,  3X5)..... . 

Index  Sheet  Set,  Loose-leaf  Binder  (Buff) . 

Index  Sheet  Set,  Loose-leaf  Binder . . . 

Index  Sheet  Set,  Loose-leaf  Binder  (White,  Blank) . . . . . . 

Index  To  Standards  For  Palletizing,  Truck  Loading,  Railcar  Loading  And  Container 
Loading  Of  Hazardous  Materials 

Index,  Analytical  Profile,  Anaerobe  Identification . . . . 

Indexer,  Approach  . . . . . . . . . . 

Indexes  To  Series  Of  Land  Maps  &  Aeronautical  Charts  &  Indexes  To  Military  Info 
&  Documentation  (Mgid)  Ed  1  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso), 
Wash,  Dc  20330 

Indicating  Accelerometers  (Edition  No.  3) . . . . . . . 

Indicating  Which  Of  Places  Of  Figures  Are  To  Be  Considered  Significant  In 
Specified  limiting  Values  •  1  Nov  67 

Indicator.. . . . . . . . . . . . 

Indicator  -  Temperature,  Electrical  Resistance,  Multi-function,  Minus  70  Deg  To  Plus 
150  Deg  C,  2-INCH  Size 

Indicator  -  Course,  ID-250A/ARN  . . . . . 

Indicator  •  Indicated  Air  Speed,  Pitot  Static,  20*250  Knots . 

(ndicotor  •  Position,  Wing  Flaps,  Percent  Marking  . . . . 

Indicator  •  Position,  Horizontal  Stabilizer . . . . . . . 

Indicator  •  Temperature,  Electrical-resistonce,  Minus  50  Deg.  To  Plus  300  Deg. . . 

Indicator  •  Temperature,  Multi-function,  Electrical  Resistance,  Single,  Clamp-mounted, 
Minus  50  To  Plus  50  Deg.  C,  2-INCH  Size 

Indicator  -  Temperature,  Electrical  Resistance,  Cylinder  Head,  0-300  Deg  C  . . 

Indicator  -  True  Airspeed,  Type  M*lA  . . . . . . . 

(ndicotor  Assembly  And  Wind  Cone  (Unlighted  And  Externally  Lighted). . . 

Indicator  Azimuth  &  Range  1P-345/TPS-ID  (Inactive)... . . . . . . . . . 

Indicator  Cobin  Air  Pressure,  1*7/8  Inch  Dio!,  TypeMA*!  . . . . 

Indicator  Channel  Alignment  !D*1189(  )1PR  . . . . . . . . . 

Indicator  Coupler  CU*395/ARN*21A  . . . . . . . . . . . . . 

Indicator  Group  AN/APA-122 . . . . . . . . . . . . . . 

Indicator  ID-48{  (/arn  . . . . . . . . . . . . . . . 

Indicator  Monitor  Test  Set  fd  1956/ASW . . . . . . . 

Indicator  Plug,  For  Missile  Propellants . . . . . . 

Indicator  Remote  Attitude......... . . . . . . . . 

Indicator  Repeaters,  Liquid  Oxygen  Quantity . . . . . . . . 

Indicutor  Set,  liquid  Oxygen  Quantity,  A-A24J&4  . . . . . . . ....... 

Indicator  Set,- Liquid  Oxygen  Quantity,  A/A24J-21.. . . . . 

Indicator  Set,  Oil  Pressure  A/A24J-17, . . . . . . . 

Indicator  Set,  Vertical  Scale . . . . . . . . . . . . . . 
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AN5744 

REV  2 

6610 

AS 

14  Jun 

50 

AV 

AS 
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MIL-STD-2151 

2040 

SH 

25  Jul 

84 

SH 

MIL-I-6726B 

6610 

AS 

16  Nov 

66 

AS 

99 

L 

MIL-I-62384A 

6695 

AT 
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86 

AT 

L 

Mll-l-46912  (4) 

1375 
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84 
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MII-I-14729A  (1) 

1375 

AR 

08  Aug 

73 

AR 
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MIL-l-45170 

1376 

AR 

13  Feb 

61 

AR 
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6640 

* 

08  Sep 

76 
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ALPHABETICAL  LISTING 


TITLE 

Indicator  Solution,  Ph  Determination  (Range  3.0  To  1 1.0) . . 

Indicator  Solutions,  Ph  Determination  (For  Water  Supply  Testing) . . 

Indicator  System,  Fuel  Flowmeter,  General  Specification  For.,... . . . . . . 

fndicotor  Temperature,  Thermocouple,  Self  Balancing  Potentiometer  Type  (Asg) . 

Indicator  Tube,  Carbon  Monoxide  . . . . . . . . 

Indicator-position,  Control  Surfaces,  1*3/8  Inch  Dial,  28  Volts  Dc  (Inactive  For 
Design,  Use  MS33638) 

Indicator,  Air  Cleaner,  Intake,  Restriction  Mechanical  Type  . . 

Indicator,  Air  Cleaner,  Intake,  Restriction  Mechanical  Type  . . 

Indicator,  Air  Speed,  Pitot  Static  Pressure,  General  Specification  For . 

Indicator,  Aircraft,  Pressure,  Voltage  Ratio  Type,  Generol  Specification  For . . 

Indicator,  Airspeed  And  Mach  Number,  Pitot  Static,  60  To  650  Knots  . 

Indicator,  Airspeed  And  Mach  Nur^er,  Pitot  Static,  60  To  650  Knots  . . 

Indicator,  Airspeed,  Pitot  Static,  Maximum  Allowable  Speed,  40  400  Knots . . 

Indicator,  Airspeed,  Pitot  Static,  Sensitive,  50-650  Knots . . . . . 

Indicator,  Airspeed,  Mach  Number  And  Maximum  Allowable  Speed . 

Indicator,  Airspeed,  And  Direction  Fire  And  Flight  Air  Data  Subsystem,  Helicopter 
Armament,  Ml 43 

Indicator,  Airspeed,  Pitot  Static,  Type  K&3 . . . . . . . . . 

Indicator,  Airspeed,  Pitot  Static,  Sensitive,  50-650  Knots . 

Indicator,  Airspeed  And  Moch  Number,  Pitot  Static,  80  To  850  Knots . . . 

Indicator,  Airspeed  And  Moch  Number,  Infegrolly  lighted  Pitot  Static,  80  To  850 
Knots 

Indicator,  Altitude  ARU-12/A,  Remote . . . . . . . . . 

Indicator,  Altitude,  ARU*14/A,  Remote  . . . . . . . . . . 

Indicator,  Analog  Dlsaloy  IP*722F/AVA*1  . . . . . . 

Indicator,  Angle  Of  Attack,  28V  DC  MS28062  And  MS28067  . 

Indicator,  Angle  Of  Attack,  1*7/8  Dial,  28  Volt  D.  C . . . . 

Indicator,  Angle  Of  Attack . . . 

Indicator,  Attitude,  Remote . . . . . . . 

Indicator,  Attitude  Director . . . . . . . 

Indicator,  Attitude,  Type  J-8  . . . . . . . 

Indicator,  Attitude  ARU-2B/A . . . . . 

Indicator,  Attitude,  Remote  Standby,  2  Inch . . . 

Indicator,  Attitude,  Spherical,  Direct  Reading,  Fast  Erecting,  Electric  Gyro . 

Indicator,  Altitude  ARU-18/A,  Director . . . . . . . . . ,.... 

Indicator,  ATTITUDE-DIRECTOR,  Remote,  ID  1329A  (V) . 

Indicator,  Attitude/  Spherical,  Direct  Reading,  Fast  Erecting,  Electric  Gyro . 

Indicator,  Attitude,  Remote,  Standby . . . . . . . 

Indicator,  Attitude,  Type  ARU-51/A . . . . . . . 

Indicator,  Attitude  *  Director,  Remote  (His), . . . . . 

Indicator,  Attitude,  2-INCH  ID- 1602/A . . . - . 

Indicator,  Attitude,  Remote  •  3  Inch  Case . . . . . 

Indicator,  Attitude,  Remote  •  5  Inch  Case . . . . . 

Indicator,  Attitude-director  ID-81 1/A  J8-3A  . . . . 

Indicator,  Attitude  Reference  Self-contained,  3-INCH,  ID- 1791/A  . 

Indicator,  Azimuth  Ronge,  IP&289/M . . . . . . . 

Indicator,  Azimuth,  ID-307/ARN  (Asg) . . . . . . . . 

Indicator,  Azimuth  elevation-range  IP-446/APG-S3A . . . . 

fndicotor,  Beorlng-distance-heoding  ID-1103/ARN  . . . . . . 

Indicator,  Beoring-distonce-heading  ID-663/U . .., . . . . . ; . 

Indicator,  Bearing  Distance  Heading  ID-526A/ARN  And  ID-798/ARN . . «... 

Indicator,  Boiler  Smoke,  Novol  Shipboard . . . . . . . . . 

Indicator,  Built-in-test  (Bit),  General  Specification  For . . . . . . 

Indicator,  Built  In  Test" (Bit),  Electrically  Pulse  Operated,  Threaded  Mounting,  Single 
And  Dual  Coil,  Solid  Bfack/white  Data  Disploy 
Indicator,  Built-in-test  (Bit),  Single  Coil,  Solid  Block/black-white  Segmented  Disploy, 
Threaded  Mounting,  Electricol/manuol  Operation 
Indicator,  Cobin  Air  Pressure,  Pressurized  Aircraft,  1-7/8  Inch  Dial,  Type  MA*2  ........ 

Indicator,- Carbon  Dicxids,  Chemical  Absorption  Type,  Portable  . . . . . . 

Indicator,  Clinical  Chart  Holder,  Metcv  12S. . . . . . 

Indicator,  Combustible  Gas,  Portoble  (Dual  Range) . . . 

Indicator,  Combustible  Gas  AndToxic  Gas . . . . . 

Indicator,  Combustible  Gas,  Portable . . . . . . 

Indicator,  Combustible  Gas  And  Oxygen,  Portable  . . . . . . . . 

Indicate/,  Command,  Disploy,  10559201  . . . . . . . . . 

Indicator,  Compass  Repeater,  Rotating  Dial,  Type  MW-2  . . . . . . . 

Indicator,  Compass  Repeater,  Rotating  Diol,  Type  MW-2  . . . . . 

Indicator,  Computer  CP  696(  )/4D.......... . . . . . . . . . . 

Indicator,  Connecting  Rod  Alignment . . . . . . . . . . . . . 

Indicator,  Control  C-10250A/AIR-67  (V) . . . 

Indicator,  Counting  Accelerometer  . — . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Indicator,  Course  ID387/ARN  . . . . . . . . 

Indicator,  Did,  Accessories,  And  Test  Sets . . . . . . . . 

Indicator,  Digital  Display,  Incandescent  (Style  I),  Segmented,  Dot  Pattern  And  Bar 
Pattern,  Type  R04  (Replacement  Ports  For  Type  R03  Indicator  Assembly) 

Indicator,  Digital  (For  Torpedo  Test  Set  Mark  281  Mod  1)...... . 

Indicator,  Digital  Display,  Incandescent  (Style  I),  Segmented,  Dot  Pattern  And  Bar 
Pattern,  RFI  Shielded,  Moisture  Sealed,  Type  R03 

Indicator,  Digital,  Display,  10559241 . . . . . . . . . 

Indicator,  Digital  Display,  8215501  . . . . . . 

Indicator,  Elapsed  Time,  Electrochemical  (Copper)  H5V  50/2400  Hz  Ac  Or  28V  DC 

Indicator,  Elapsed  Time,  Electrochemical.... . . . . . 

Indicator,  Elapsed  Time,  Electrochemical,  (Mercury)  115  Volt  Ac,  50/2400  CPS  28 
Volt  DC  Or  5  Volt  DC 

Indicator,  Elapsed  Time,  Electrochemical  (Mercury  Indicating  Cell).... . . 

Indicator,  Electricol  Tachometer,  0-110  Percent  Rpm,  2  inch  Size,  Integrally  lighted  .. 
Indicator,  Electrical,  Wheels  &  Flaps  Position. . . . . . 

Indicator,  Electrical  Tachometer,  Aircraft  Turbo  Speed,  0-110  Percent  RPM,  2  Inch 
Size.  Type  MU-1  (ASG) 

Indicator,  Electrical  Tachometer  ERU-4/A  Crankshaft  Speed,  500  4,000  ROPM,  2 
Inch  Size 

Indicator,  Electrical  Tachometer  0-110  Percent  Rpm,  2  Inch  Size,  Integrally  lighted.... 
Indicator,  Electrical  Tachometer,  ERU-12/A  0-350  Rpm  (Rotor),  0-7000  Rpm  Engine.. 
Indicator,  Electrical,  Tachometer  ERU-3/A,  Crankshaft  Speed  500-4,000  Rpm,  3  1/4 
Inch  Size  (Inactive  For  Design) 

Indicator,  Engine  Synchroscope  (Inactive)......,,...... . . . . 

Indicator,  Events,  Miniature,  Digital  28  V.d.c.  . . . . . . 

Indicator,  Event  Counting,  General  Specification  For. . . . . . 

Indicator,  Fault  locating  Gen;»o'  Specification  For  . . . . . . 

Indicator,  Fault  locating.  Flag  Indicating,  Mechanical  Reset.... . . . . 

Indicator,  Fault  locating,  Flag  Indicating,  Electrical  Reset........ . . . 

Indicator,  Frequency  Channel  ID-2T2  WARC,  ID-2229A/ARC,  And  ID-2303/ARC  .... 

Indicator,  Frost-point/dew-point,  Self-cooling,  Semi-portable . 

Indicator,  Fuel  Rate  Of  Flow,  0  To  15  Gpm  . . . . . . . 

Indicator,  Gyro  Horizon,  Manually  Caged,  Electric,  Type  MB-1 . . . . . . 

Indicator,  Gyro  Horizon,  Manually  Caged,  Electric,  Type  MB-1 . . 

Indicator,  Gyroscope,  Vertical  Reference  ID-1431(*)/A . . . . . . 

Indicator,  Horizontal  Situation,  AQU-2/A  . . . . 

Indicator,  Horizontal  Situation  ID-1013(*)/A . . . . . 

Indicator,  Horizontal  Situation,  ID-1013/A . . . . . . . . . 

Indicator,  Horizontal  Situation  AQU-4/A . . . . . . . 

Indicator,  Horizontal  Situation  AQU-6/A . . . . . 

Indicator,  Humidity,  Plug,  Color  Change . . . . . . . . 

Indicator,  Humidity,  Card,  Chemically  Impregnated  . . . . . . . . . 

Indicator,  Humidity,  Plug  . . . . . . . . . . . 

Indicator,  Humidity,  Plug,  Color  Change . . . . . . . 

Indicator,  Humidity,  Cord . . . . . . 

Indicator,  Humidity,  Envelope,  Small  (For  Use  With  Method  li  Packages)  . . 

Indicator,  Humidiy,  Card,  Three  Spot,  Impregnated  Areas  (Coboltous  Chloride)  . 

Indicator,  Indicated  Airspeed  AVU-19/A,  Stondby . . . 

Indicator,  Indicated  Airspeed,  Pitot  Static,  Maximum  Allowable  Speed,  50-650  Knots 

Indicator,  Indicated  Airspeed  AVU-22/A  (Indicator-transduced) . . . 

Indicator,  Indicated  Airspeed,  20-250  Knots . . . . . . . . 

Indicator,  Indicated  Airspeed,  Pitot  Static  Maximum  Allowable  Speed,  40-400  Knots 

Indicator,  Indicated  Airspeed,  10-150  Knots..... . . . . . . . 

Indicator,  Indicated  Airspeed,  Stondby  Types  1,  li,  &  ■ . . . . . 

Indicator,  Indicated  Airspeed,  Pitot  Static  Maximum  Allowable  Speed,  50-650  Knots 
(Asg) 

Indicator,  Indicated  Airspeed  Pitot  Static,  10-150  Knots . . . . . . . . 

Indicator,  Indicated  Airspeed,  Pitot  Static,  40-400  Knots  (Asg) . . . . . . 

Indicator,  latitude-longitude  ID-888(  (/u  . . . . . . . . . . 

Indicator,  liquid  Oxygen  Quontily  GMU-37/A  . . . . . . . 

Indicator,  liquid  Oxygen  Quantity  GMU-39/A  . . . . . . . . . 

Ird’is'cr,  liqv’d  CVygen  Quantity  . . 

Indicator  liquid  Oxygen  Quantity . . . . . . . 

Indicator,  liquid  Oxygen  Quantity,  Capacitance  Type,  Gcnerol  Specification  For...... 

Indicator,  liquid  Quantity,  24  Volts  D.c.  Engine  Fuel . . . . . . . 

Indicator,  liquid  Oxygen  Quantity  GMU-5/A  . . .  . . . . . 

Indicator,  liquid  Oxygen  Quantity.... . . . . . . . . . 

Indicator,  liquid  Oxygen  Quantity  GMU-59/A  . . . . . . 

Indicator,  low  Approach  ID-525/ARN . . . . . ........................ . . 

Ind:color,  Mach  Number,  Sensitive,  Servoed  Range  ,5  To  1.0,  Type  ME-5.. . . 

Indicator,  MS-17264,  Airspeed  And  Mach  Number,  Integrally  lighted.  Pilot-static, 

80  To  850  Knots 

Indicator,  MS28088,  Turn  And  Slip  (Three  Phase)  ............................... . . 

Indicator,  Multi-voltage,  Multi-frequency  And  Polarity,  Hand,  Portoble...... . . 

Indicator,  Organic,  Reagent  Grade  . . . . . 
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MS-3311  A 
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AS 
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MIL-I-27202A  (1) 
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MS-90367 
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AS 
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AS 
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88 
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6620 

7) 

14  Jan 
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AS 
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l 

MIL-l-38391  (3) 
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86 

99 

MIL-I-25688A  (2) 
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6620 
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86 

AV 
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AS 

07  Apr 
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AS 
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AS 
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88 

AS 
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AS 
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86 
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M1L-STD-1438A 
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EA 

02  Mor 

84 

EA 

SH 

68 

383 


ALPHABETICAL  LISTING 


TITLE 

Indicator,  Own  Ship  S  Position  (Novel  Shipboard)  . . . . . . . 

Indicator,  Panoramic  IP-173(  )/U  . . . . . . . 

Indicator,  Permeability,  Low-mu  (Go-no-go).... . . . . . 

Indicator,  Phase  Sequence,  Switchboard  &  Panel....... . . . . 

Indicator,  Position  ALU-4/1,  Horizontal  Stabilizer  . . . . . . 

Indicator,  Position,  Takeoff  Trim  ALU-12/A  . . . . . . . . . 

Indicator,  Position,  Landing  Gear,  Symbol-indicating,  Integrally  Lighted.....,..- . . 

Indicator,  Position,  Variable  Nozzle . . . . . . . . . . . 

Indicator,  Position,  Control  Surfaces,  28  Volt  Dc,  General  Specification  For..... . . 

Indicator,  Position,  Wing  Flap  . . . . . . . . . . . . 

Indicator,  Position,  Variable  Nozzle . . . . . 

Indicator,  Position,  Rudder  Trim  Tab  . . . . . . . . . . . 

Indicator,  Position,  Aileron  Trim  Tab  . . . . . . 

Indicator,  Position,  lending  Gear,  Symbol-indicating,  Integrally  Lighted  (Asg). ........... 

Indicator,  Position.. . . . . . . . . . . . . . 

Indicator,  Position,  Flap:,  2-INCH  Size,  28-VOLT  Oc . . . . . . . 

Indicator,  Position,  Horizontal  Stabilizer  . . . . . . . 

Indicator,  Position,  Loading  Gear,  28  Volt  Dc  . . . . . . 

Indicator,  Pressure  EGU-2/A,  Oil,  0*100  Pst  . . . . . 

Indicator,  Pressure,  Hydraulic,  0-4,000  Psi,  Integrolly  Lighted..... . . . . 

Indicator,  Pressure,  Fuel,  0-600  Psi  (Inactive) . . . . . . 

Indicator,  Pressure,  Type  MO-2  . . . . . . . . . . 

Indicator,  Pressure,  Oil,  0-300  PSI,  Typo  MO-1 . . . . . . 

Indicator,  Pressure  Synchro,  Single,  2  Inch  Size... . . . . . . . . 

Indicator,  Pressure,  Oil,  0-100  Psi  . . . . . . . ,.. . . . . . 

Indicator,  Pressure  Oil . . . . . . . . . 

Indicator,  Pressure,  Single,  0  To  35  PSI  Fuel  pressure  Typo  C  -  33  ...~.. . . . 

Indicator,  Pressure,  Synchro,  Dual,  Genera!  Purpose  . . . . . . 

Indicator,  Pressure  AGU&3-A,  Hydraulic,  0&4.000  Psi . . . . . . . . . 

Indicator,  Pressure,  Oil . . . . . . . . . . . . . 

Indicator,  Pressure,  Oil . . . . . . . . . 

Indicator,  Pressure,  1-1/2-INCH,  Integrally  Lighted...., . . . . . . . . 

Indicator,  Pressure,  Hydraulic,  0-4,000  P*i . . . . . . . . . . . 

Indicator,  Pressure . . . . . . . . . . . . . . 

Indicator,  Pressure,  24  Volts  D.c.,  Range  0-120  Psi . . . . . . . . 

Indicator,  Pressure,  Multipurpose,  0-50  Psi . . . . . . . . 

Indicator,  Pressure  24  Volts,  D.c.,  Range  0  60-PSI . . . . . . . . . . 

Indicator,  Pressure,  Oil,  0-100  Psi  . . . . . . . . 

Indicator,  Pressure  Oil,  Dual  EGU-18/A,  0-100  Psi . . . . . . 

indicator.  Pressure,  Oil,  0-200  Psi  . . . . . . . . . . 

Indicator,  Pressure,  1-1/2-INCH,  Integrally  Lighted . . . . . . . . 

Indicator,  Pressure,  Fuel,  0-1,000  Psi . . . . . 

Indicator,  Pressure,  Helicopter,  Voltoge  Ratio  Type,  General  Specification  For . . . 

Indicator,  Pressure,  Synchro,  1-1/2  Inch . . . . . . . 

Indicator,  Pressure,  Type  TB-1  . . . . 

Indicator,  Pressure,  Oil,  Type  B-9C  (Inactive  For  New  Design)  . . . . ...... 

Indicator,  Pressure,  Synchro,  Aircraft,  165-DEGREE  Scale . . . . . 

Indicator,  Pressure,  Synchro,  Aircraft,  165  Degree  Scale . . . . . 

Indicator,  Pressure,  Synchro,  Dual,  General  Purpose  . . . . . . . . . 

Indicator,  Pressure,  Cfrcufor  Diol  (3*112,  4-1/2  And  8-1/2  Inch  Dial  Sizes)......... . . 

Indicator,  Propellant  leak.  Plug,  Color  Change,  For  Unsymmetricol  Dimethylhydrazine 
And  Fuming  Nitric  Acid 

Indicator,  propellant  Temperolute,  M13,  M15  And  M33  (Less  Propellant) . . 

Indicator,  Rate  Of  Flow,  Fuel  EFU-22A/A . . . . . . 

Indicator,  Rote  Of  Flow  And  Transfer  EFU-20/A  . . . . . . 

Indicator,  Rale  Of  Flow,  Fuel,  EFU-7/A  (300  -  5000  •  15000  FPH  Inactive  For 
Design 

Indicator,  Rate  Of  Flow  EFU-15A/A.  Fuel . . . . . . . . 

Indicator,  Rate  Of  Fuel  Flow  Synchro  Type,  M590360,... . . . . . . 

Indicator,  Rate  Of  Flow,  0-5,000  Pph,  Integally  lighted........ . . . . . . . 

Indicator,  Rale  Of  Flow,  Fuel,  Type  EFU-24/A  And  Type  EFU-25/A . . . 

Indicator,  Rate  Of  Flow,  Fuel,  0-12,000  Pph . .  . . . 

Indicator,  Rate  Of  Flow,  Fuel  Totalizing  0-100,000  Pph  Type  MA-8  (Inoctivc 
3-1072) 
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MIL-I-23970A 
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SH 
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71 
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87 

99 

MIL-I-7062C  (1) 

6610 

71 
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87 
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AS 
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MIL-I-27203B 

6610 

71 
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87 

99 
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MS-24572C 

6620 
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88 

99 

Q 

MU-I-7063B  (1) 

6610 

71 
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86 

AV 

AS 

99 

Q 

MIL-I-7065A  (1) 
NOTICE  1 

6610 

71 

18  Apr 

86 

AV 

AS 

99 

MS-27202 

NOTICE  1 

6610 

70 

04  Apr 

86 

AS 

99 

O 

MIL-I-5184A  (1) 

6610 

71 

14  Apr 

52 

AV 

AS 

99 

MS-2S003C 

NOTICE  1 

6610 

AS 

11  Jul 

86 

AV 

AS 

w 

MIL-I-5I70C 

6610 

71 

24  Sep 

87 

AV 

AS 

MS-27403 

NOTICE  1 

6610 

71 

03  Dec 

86 

AS 

99 

Q  l 

MIL-I-27188A  (3) 

6620 

71 

15  Sep 

86 

99 

O  L 

MIL-1'2586 T  D  (3) 

6685 

82 

24  Jul 

81 

99 

O 

MIL-I-6301A  (2/ 
NOTICE  1  (71) 

6620 

/! 

26  May 

87 

AS 

99 

Q  l 

MIL-I-25438D 

NOTICE  1 

6620 

71 

11  Jan 

88 

99 

Q  L 

MIL-I-25130B 

6620 

AS 

07  Oct 

87 

AS 

NOTICE  1 

MS-280I0C 

NOTICE  1 

6620 

71 

18  Apr 

86 

EL 

AS 

99 

O  l 

MIL-I-25950B  (3) 

6620 

71 

12  Sep 

86 

99 

Q  l 

MII-I-27189C  (1) 

6620 

71 

06  Aug 

86 

99 

Q 

MIU-8404A  (1) 

6620 

AS 

28  Oct 

70 

AS 

l 

MIL-I-22054A 

6620 

AS 

01  Nov 

64 

AS 

Ql 

MIL-I-27190B 

6685 

82 

31  Oct 

67 

82 

L 

MS-245768 

NOTICE  1 

6620 

71 

17  Nov 

86 

99 

Ql 

MIL-I-38133A 

6620 

AS 

14  Nov 

67 

AS 

Q 

MIL-I-23479B  (1) 
NOTICE  1 

6620 

AS 

11  Dec 
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AV 

AS 

99 
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MIL-I-7085B  (1) 
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MS-24541G 

NOTICE  1 
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AT 

18  Nov 
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99 
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MIL-I-7086B  (3) 

6620 

71 
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86 

AS 

99 
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MIL-l-8336)  (4) 

6620 

71 
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87 

99 
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MIU-7087A  (2) 
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71 
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86 

AV 

AS 
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AS 
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MIL-I-7088A 
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18  Apr 
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AS 
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MIL-1-58098A 

6620 

AV 

23  Sep 
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MIL-I-68J6C 

6685 

82 

29  Sep 

87 

99 
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Mll-l-58099 
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AV 

05  Sep 
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AV 
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Mll-l-65148 

NOTICE  1  (71) 

6620 

71 

15  Mar 
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99 
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MS-25470A 
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AS 

11  Dec 
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MII-I-5482C  (2) 
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MS-25477A 
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15  Nov 

64 

AS 

l 

Mll-l-18997/1 

6685 

SH 

07  Mcr 

67 

SH 

l 

MS-17868A 

6685 

AS 

09  Jun 

64 

AS 

MII-I-3848A 

1315 

AR 

12  Apr 

63 

AR 

OS 

O  l 

MIL-I-38143D 
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15  Aug 

86 

99 

l 

MII-I-38120A  (3) 
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82 
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82 
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MII-I-21206B  (1) 
NOTICE  ) 
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AS 

01  Aug 
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MIL-I-27304E  (2) 
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05  Feb 

86 

l 

MIL-I>81186 
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AS 
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66 

AS 

MIL-I-26299F  (3) 
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71 
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MIL-I-5914D 

NOTICE  1 
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MIL-I-25324B  (1) 
NOTICE  1 

6620 

71 
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MIL-I-25325A  (1) 
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AS 
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87 
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ALPHABETICAL  LISTING 


TITLE 


Indicolor,  Rote  Of  Flow,  Fuel,  Type  A-19  (Inactive) . . . . . 

Indicator,  Rate  Of  Flow  EFU-4/A,  Fuel  Totalizing  500*15,000  PPH . . . 

indicator,  Rote  Of  Fuel  Flow,  Synchro  Type............................. . . . 

Indicator,  Rate  Of  Flow  EFU-5/A,  Fuel  Totalizing,  0*120,000  PPH . . . 

Indicator,  Rate  Of  Flow  EFU-3*A,  Fuel,  0*15,000  Pph  . . . . . . . . . 

Indicator,  Rolio,  Engine  Presture,  EGU-9A . . . . . 

Indicator,  Remote,  Ml  . . . . . . . . . . . . 

Indicator,  Remote  ID-2403/ARC . . . . . . . . 

Indicator,  Safety  Level,  Rf  . . . . . . . . . . . . . 

Indicator,  Ship  Distance  Speed  . . . . . . . . . . . 

Indicator,  Ship  S  Course  . . . . . . . . . . . . . 

Indicator,  Sight,  Liquid,  Refrigerant . . . . 

Indicator,  Sight,  Liquid  Level,  Direct  Reading,  Reflex  Tubuhr  Gage  Gloss... . . . 

Indicator,  Sight,  Liquid,  Refrigerant . . . . . . . . . 

Indicator,  Sterilization  . . . . . . . . . . . . . . . 

Indicator,  Sterilization,  (Tablet  In  Tube)...,.. . . . . . . . . . . 

Indicator,  Sterilization  . . . . . . . . . . 

Indicator,  Sterilization  . . . . . . . . . 

Indicator,  Sterilization  . . . . . . . . . . . 

Indicator,  Symbol  Indicating,  Landing  Gear  Position  . . . . . . 

Indicator,  Synchro,  Aircraft,  General  Specification  For  . . . . . . . 

Indicator,  Tachometer,  Triple  Pointer,  Helicopter  . . . . . 

Indicator,  Tachometer,  Electric,  0*120  Percent  Rpm,  2  Inch  Size  . . 

Indicator,  Tachometer,  Electric,  0*12^  Percent  Rpm,  2-INCH  Size  . . . . 

Indicator,  Tachometer,  Electric,  Sensitive,  Type  E-30  . . . 

Indicator,  Tachometer,  Triple  Pointer,  Helicopter,  Inactive  19  Mo r  79 . . . 

Indicator,  Tachometer,  Helicopter,  0-4000  Rpm,  Type  MA*1  .  . . . . . 

Indicator,  Temperature,  Thermocouple  EHIM/A.. . . . . . . . 

Indicator,  Temperature,  Thermocouple,  Engine  Exhaust,  Type  MJ*4 . . . . . . 

Indicator,  Temperature,  Electrical  Resistance,  *50  To  Plus  300  C..... . . . . . 

Indicator,  Temperature,  Thermocouple  EHU-15A/A,  Potentiometor  Type,  White 
lighted 

Indicator,  Temperature,  Electricol  Resistance,  Voltage  Compensated,  Multifunction  .... 

Indicator,  Temperature,  Electrical  Resistance.. . . . . . . . 

Indicator,  Temperature,  Electrical  Resistance,  Multifunction,  *70  Deg.  To  Plus  150 
Deg.  C.  Single 

Indicator,  Temperature,  Electricol  Resistance  Multifunction,  Minus  50  Deg  To  Plus 
200  Deg  C 

Indicator,  Temperature,  Electricol  Resistance  ABU-10/A,  Minus  50  Deg  To  Plus  50 
Deg  C 

Indicator,  Temperature,  Electrical  Resistance,  Multifunction,  *50  Deg.  To  Plus  50 
Deg.  C,  2-INCH  oize 

Indicator,  Temperature,  Electrical  Resistance,  EHIM6/A  Multifunction  Minus  70  Deg 
TO  Plus  150  Deg.  C 

Indicator,  Temperature,  Electricol  Resistance:  24  Volt  Dc,  Range  160*320  Deg  f . . 

Indicator,  Temperature,  Thermocouple,  Setf-bolancing,  Potentiometer  Type  (Asg)  . 

Indicator,  Temperature,  Direct  Reoding,  Bimetallic,  (3  And  5  Inch  Dial).. . 

Indicator,  Temperature,  Synchro . . . 

Indicator,  Temperature,  Electricol  Resistance,  Multifunction,  *70  Deg.  To  Plus  150 
Deg.  C,  Dual 

Indicator,  Temperature,  Electrical  Resistance,  24  Volts  D.e.,  Ronge  120 
DEGREES-240  Degrees  F 

Indicator,  Temperature,  Thermocouple,  Engine  Exhaust,  Type  MJ-1  . . 

Indicator,  Temperature,  Thermocouple,  Engine  Exhaust,  Type  MJ*2 . . . . 

Indicator,  Temperature,  Thermocouple,  Hermetically  Scoled,  General  Specification 
For 

Indicator,  Temperature,  Electricol  Resistance,  Multifunction,  *70  Deg.  To  Plus  150 
Deg.  C,  2-INCH  Size 

Indicator,  Temperature,  Elcctricol-resistcnce,  Hcrmelica'V  Sealed,  General 
Specification  For 

Indicator,  Temperature,  Thermocouple  EHU-31A/A  . . . . 

Indicator,  Temperature,  Thermocouple  Hermetically  Seated,  General-Specification 
For 

Indicator,  Temperature,  Electricol  Resistance,  Multifunction,  Type  G*10. . . 

Indicator,  Temperature,  Thermocouple,  EHU*38/A  . . . . . 

Indicator,  Temperature,  Electrical  Resistance,  Cylinder  Head,  0  Deg.  C  To  300  Deg. 

C 

Indicator,  Temperature,  Electrical  Resistance,  Multi-function,  *70  Deg.  To  Plus  150 
Oeg.  C. 

Indicator,  Temperature,  Thermocouple,  EHU-43/A 

Indicator,  Temperature,  Thermocouple,  EHU*3P/A  . . . . . 

Indicator,  Temperature,  Flcctricol  Resistance,  Multifunction,  Minus  70  Deg  To  Plus 
150  Deg  C,  Dual 

Indicator,  Temperature  Electricol  Resistance,  Voltage  Compensated,  Multifunction  .... 
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Indicator,  Thrust  AEU*2/A,  Synchro  Style,  Pressure  Ratio  1, 2*3.4  Units,  Integrally 
Lighted 


385 


ALPHABETICAL  LISTING 


TITLE 

Indicator,  Thrust,  Engine  Testing,  Test  Stand,  Aircraft  Engine,  A/M37  Series  ............ 

'•'dicator,  Thrust,  Synchro  Style,  Pressure  Ratio  Sensitive,  1. 1*3,4  Units,  2  Inch  Size, 
Type  MR-2 

Indicator,  Time  Temperaturo,  Card,  Chemically  Activated,  Metric..... . . . 

Indicator,  Torquemeter,  Engine,  Turboprop.. . . . . . . . 

Indicator,  Torquemeter,  ACU-13/A . . . . . . . . 

Indicator,  Torquemeter,  Engine,  Turboprop, . . . . . . . . 

indicator.  True  Airspeed  AVU-15/A  . . . . . . . . . 

Indicator,  True  Airspeed,  Type  M-1A . . . . . . . . 

Indicator,  True  Airspeed,  Type  M&5  . . . . 

Indicator,  Turn  And  Slip,  2-INCH  Size,  Integrally  Lighted.............. . . . . . . . . 

Indicator,  Turn  And  Slip,  28V  Dc,  1-7/8  Inch  Oial . . . . . . 

Indicator,  Turn  And  Slip,  28V  Dc . . . . . . 

Indicator,  Turn  And  Slip,  4  Minute  Turn,  2  3/4  Inch  Dial. . . . . . 

Indicator,  Turn  And  Slip,  28V.,  Dc,  2-3/4  Size,  Type  MD-10 . . . . . . 

Indicator,  Turn  And  Slip  (Three  Phase), . . . . . . . . 

Indicator,  Vertical  Velocity  AAU-9/A,  Integrally  Lighted........... . . . 

Indicator,  Vertical  Speed,  3-INCH  . . . . . . . . 

Indicator,  Vertical  Velocity  AAU-18/A,  Integrally  Lighted... . . . . . 

Indicator,  Vertical  Speed,  0  -  6000  FPM,  2  Inch  . . . . . . 

Indicator,  Vertical  Speed,  3  Inch  . . . . . . . . . 

Indicator,  Vertical  Velocity,  Rapid  Response  Acceleration  Sensitive  General 
Specification  For 

Indicator,  Vertical  Speed,  0  6000  Fpm,  2-INCH . . . . . . . . . 

Indicator,  Verticle  Velocity,  Rapid  Response,  Acceleration  Sensitive... . 

Indicator,  Voltage,  Battery  Generator  28  Volt  Dc  (Nominol) . . . . . . 

Indicators  Pressure,  Bourdon  Tube  Circular  Dial,  Oxygen  Service,  Bleeder  Tip  (3-1/2 
&  4-1/2  Inch  Sz)  (Future  Acquisition  Use  MIL-G-18997) 

Indicators  And  Transmitters,  Liquid,  Temperature  And  Pressure . . . . . 

Indicators,  Fault  Locating,  8o!l  Indicating,  Electrical  Reset  . . . . . . 

Indicators,  Foult  Loc  Ating,  Dual  Drun  Indicating,  Mechanical  Reset . . . 

Indicators,  Foult  Locating,  Interna!  Drum  Indicating,  Electrical  Reset,  Printed  Circuit 
Mounting 

Indicators,  Frequency  Channel  ID-808{*)/ASQ  And  ID-131 1(*)/ASQ  . . . . 

Indicators,  Rate  Of  Flow,  Fuel . . . . . . . . . . . . 

In  jictor,  Rate  Of  Flow,  Fuel,  Synchro  Style,  Type  MA-2 . . . . . 

Individual  Servings  Of  Subsistence,  Packaging  Of . . . . . 

Indomethacln  Capsules,  Usp . . . .  . . . . . 

Induction  Clutches,  low  Magnetic  Field  Design  Of  (Metric) . . . 

Inductor,  (Reactor)  Type  TF4RX04HA209 . . . . . . . 

Inductor,  Audio  -  01  Dec  56 . . . . . . . 

Inductor,  Power  Type  TF4RX04HA005 . . . . . . . 

Inductor,  Power,  Type  TFYRX04FA207  (Inactive  For  Design  After  29  Mar  1982.  See 
MIL-STD-96?  For  Status  Criteria) 

Inductor,  Power,  Type  TF4R04FA. . . . . . . 

Inductor,  Power,  Type  TF4RX04KB211  (Inactive  For  New  Design)  Validate  Aug  88  .. 

Inductor,  Power,  Type  TF4RX04MA010  (Inactive)  . . . 

Inductor,  Power,  Type  TF4RX04NA012  . . . . . . . . . . . 

Inductor,  Power,  Type  TF4RX04YY013  . . . . . . . . . . . 

Inductor,  Reactor,  Type  TF4SX04EB214  (Inactive  For  New  Design).. . . . 

Inductor,  Reoctor . . . . . . . . . . . 

Inductor,  28V,  D,  C.  loborotory  Test  General  Specification  For . . . . . 

Inductors,  Chip,  Thick  Film,  Variable . . . . . . . . . 

Industrial  Apparatus  And  Equipment,  Gray  Finishes  For  -  1973. . . . 

Industrial  Aromatic  Hydrocarbons  &  Related  Materials  Distillation  Of  -  30  Moy  86 

Industrial  Control  &  Systems,  Generol  Standards  For  *  1976 . . . 

Industrial  Control  Devices,  Controllers  &  Assemblies  •  1978 . . . . . . . . . . 

Industrial  Controls  &  Systems,  Enclosures  For  *  78 . . . . . 

Industrial  Control  Equipment  &  Systems,  Terminal  Blocks  For  -  1978 . 

Industrial  Safety  Belts  And  Strops  . . . . . . . . . . . . 

Industrial  Systems  -  1978 . . . . . . . . . . . . 

Inert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  104 
(Size  16  Crimp  Removable)  Socket  Contocts 
Inert  Fillers  For  Use  In  Ammunition.. . . . . . . . . . . . . 

Inert  Load  Binder  "or  Drill  Mines . . . . . . . . . 

Inert  Projectile  Assembly  Less  Escapement  Assembly  Metal  Ports  And  Assembling 
And  Packaging 

Inertia  Friction  Welding  Process,  Procedure  And  Performance  Qualification................ 

Inertial  Set  Mount  General  Assembly......... . . . . . . . . . . 

Inflation  Assemblies,  Life  Preserver . . . . . . . . . 

Inflation  Assembly,  FLU-2A/P . . . . . . . . 

Inflation  Equipment,  Carbon  Dioxide,  For  Mufllplcce  Life  Rafts . . . 

Inflation  launching  Device,  Ballon,  Meteorological  Mt-594(  )/U. . . . . 

Inflation  System  Equipment,  Compressed  Air,  For  Mark  5,  Mod  2  (15  Person)  & 
Mark  6  (25-PERSON)  Inflatable  lifeboats 
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ALPHABETICAL  LISTING 


TITLE 

Inflotor  Assembly  And  Goge  Elements,  Pneumatic  Pressure,  Remote  Control,  Direct 
Reading 

Inflator  Assembly  Gage  Element'  . . . . . . . . 

Inflotor  Assembly  Kit  . . . . . . . . . 

Inflotor  Assembly  Remote  Controller  Assembly . . . . . . 

Inflator  Assembly  Dual  Chuck  Stem  Gage  Kit............................................... . . 

Influenza  Virus  Vaccine,  Usp,  General  Specification  For  . . . . . . . 

Information  Processing  Systems,  Programming  Languages,  Text  Interchange  & 
Processing  -  1  Jun  83 

Information  Processing-text  And  Office  Systems-stondord  Generalized  Markup 
Language  (SGML)  15  Oct  86) 

Information,  Procedures,  And  Miscellaneous  Methods  •  1978. . . . . . 

Infrared  Lighting  Equipemnt  For  Militaay  Vehicles  (ABCA-212) . . . . . 

Infrared  Thermal  Imaging  Systems  Nmetric) . . . . . . 

Infusion  Set,  Scolp  Vein,  (19  Goge  By  7/8  Inch  Needle,  With  3-1/2  Inch  Tubing, 
Disposable) 

Infusion  Set,  Scalp  Vein,  Disposable  Type  . . . . . . . . . . . 

Infusion  Set,  Scolp  Vein,  (27  Gage  By  3/8  Inch  Needle,  With  8  Inch  Tubing, 
Disposable,  40S) 

Infusion  Set,  Scalp  Vein,  25  Gage... . . . . . . . . . . 

Infusion  Set,  Scalp  Vein,  (21  Goge  By  3/4  Inch  Needle,  With  3-1/2  Inch  Tubing, 
Disposable,  405) 

Infusion  Set,  Scolp  Vein,  (21  Gage  By  3/4  Inch  Needle,  With  3-1/2  Inch  Tubing, 
Disposable,  40S) 

Infusor,  Pressure,  Blood  Collecting-DISPENSING  Bog . . . . . 

Ingniter,  Torpedo,  Mark  6  Mod  4  (Inactive  For  New  Design...... . . 

Ingot,  Bismuth  Tin  Alloy,  Eutectic . . . . . . . . . . 

Ingot,  Magnesium,  And  Stick  For  Remelting  (Metric)  -  28  Jon  1983 . , 

Inholotor,  Mask  Type,  Oxygen  Administration . . . . 

Inholer,  Medicament,  Plastic  . . . . . 

Inhibitor,  Cellulose  Acetate,  Extruded . . . . . . . . . 

Inhibitor,  Corrosion,  Volatile,  Oil  Type . . . . . . 

Inhibitor,  Corrosion/lubricity  Improve,  Fuel  Soluble  (Metric)  . . 

Inhibitor,  Corrosion,  Volatile,  Utilization  Of . . . . . . . 

Inhibitor,  Corrosion,  Volatile,  Crystolline  Powder . . . . . . . 
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Inorganic  Boses  And  Basic  Anhydrides,  Technical  Grade  (Metric)  . . . . 

Inorgonlc  Boses  8.  Basic  Anhydrides,  Reagent  Grade  (Including  ACS  8.  USP-NF 
Compounds)  (Metric) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

"T" 

MIL-1'48404 

NOTICE 

1377 

os 

20  Jun 

86 

OS 

L 

MIL-l-50374  (1) 
NOTICE  1 

1377 

OS 

29  Aug 

88 

OS 

L 

MIL-l-50699 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MIL-l-50700  (1) 

1377 

OS 

15  Jul 

86 

OS 

L 

MIL-l-50375  (1) 

1377 

OS 

15  Jul 

86 

OS 

L 

MIL-I-J0731A 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

l 

MIL-1-50714  (1) 
NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MIL-I-50715A 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MIL-l-85627  (1) 

1377 

AS 

21  Mor 

86 

AS 

ASTM  01897-77 

9330 

MR 

17  Mor 

83 

MR 

MIL-l-43728 

NOTICE  1 

7320 

GL 

04  Jan 

88 

GL 

YD 

99 

TT-1-548A 

7510 

•GL 

11  Dec 

74 

GL 

SA 

99 

TT-l-521  (1) 

7510 

•/. 

30  Jon 

40 

TT-I-00521A  (1) 

7510 

t 

27  Dec 

67 

A-A-2331 

7510 

t 

01  Oc* 

85 

TT-I-526A  (2) 

INT  AMD  4 

7510 

-GL 

18  Dec 

64 

GL 

99 

TT-I-528C  (1) 

7510 

% 

05  Mar 

76 

TT-I-53IC 

7510 

♦ 

07  Sep 

65 

INT  AMD  (2) 

TT-I-533B  (1) 

7510 

% 

03  Mor 

76 

TM-53JD 

7510 

% 

29  Sep 

72 

INT  AMD  (1) 

A-A-206 

7510 

t 

08  Jon 

81 

1788  (1) 

7510 

/GL 

23  May 

73 

GL 

SA 

99 

-  544  (2) 

7510 

. 

10  Apr 

61 

INT  AMD  (4) 
MIL-I-6903C  (1) 

7510 

AS 

09  Oct 

81 

GL 

AS 

99 

MIL-1’44301 

7510 

GL 

21  Ocl 

87 

GL 

99 

MIL-I-43553A 

7510 

Ml 

22  Nov 

85 

Ml 

AS 

TT-I-542E 

7510 

• 

15  Apr 

75 

MIL-I-43639A 

NOTICE  1 

7510 

GL 

27  Feb 

87 

GL 

SA 

99 

A-A-2C3 

7510 

• 

18  Aug 

81 

L 

MIL-I-43295A 

7510 

GL 

16  Oct 

68 

GL 

TT-I-540C 

7510 

V. 

18  Jun 

73 

TT-I-547A 

7510 

% 

20  Dec 

56 

TT-I-00547B 

7510 

t 

10  Feb 

67 

L 

M1L-I-3606/1A 

7510 

ME 

07  Jul 

75 

ME 

MIL-I-3606/2A 

7510 

ME 

07  Jul 

75 

ME 

99 

L 

M1L-I-3606/3A 

7510 

ME 

07  Jul 

75 

ME 

L 

MIL-I-3606/4A 

7510 

ME 

07  Jul 

75 

ME 

L 

MIL-I-3606/5A 

7510 

ME 

07  Jul 

75 

ME 

l 

MIL-I-3606/6A 

7510 

ME 

07  Jul 

75 

ME 

l 

MIL-I-3606/7A 

7510 

ME 

07  Jul 

75 

ME 

L 

MIL-I-3606/8A 

7510 

ME 

07  Jul 

75 

ME 

L 

MIL-I-3606E 

SUPP  1 

7510 

ME 

30  Ocl 

80 

ME 

l 

MIL-I-81971A 

6630 

AS 

09  Sep 

88 

AS 

TM-556F  (1) 

7510 

* 

04  Nov 

75 

A-A-209 

7510 

1 

20  Oct 

80 

TT-I-554A 

7510 

t 

10  Apr 

56 

INT  AMD  (1) 

TT-I-564C 

7510 

-GL 

11  Nov 

75 

GL 

99 

TT-I-549A 

7510 

% 

21  Ocl 

48 

TT-I-00549C 

7510 

t 

14  May 

74 

TT-I-563F 

7510 

V. 

20  Jun 

75 

MIL-l-158838 

7510 

GL 

19  Dec 

67 

GL 

99 

GG-I-550B 

7520 

% 

11  Oct 

74 

MIL-I-3578B 

7510 

GL 

24  Sep 

74 

GL 

99 

TM-600C 

7510 

% 

25  Apr 

75 

A-A  1353 

7510 

I 

30  Apr 

oO 

A-A-207 

75)0 

t 

07  Feb 

80 

NAT-STD-2256  (6) 

ISDF 

06 

15  Dec 

86 

L 

MIL-l-50857  (1) 

1340 

Ml 

28  Nov 

73 

Ml 

MIL-I-5014F  (3) 

2620 

70 

10  Mo y 

86 

AV 

AS 

99 

FED-STD-308B 

2610 

T 

01  Aug 

77 

ZZ-I-550E  (4) 

2610 

» 

20  Jul 

78 

MIL-STD-1443 

6810 

EA 

22  Ocl 

86 

EA 

SH 

68 

MIL-STD-605A 

6810 

EA 

17  Mor 

87 

EA 

YD 

68 

MIL-STD-6I2B 

6810 

EA 

09  Dec 

86 

EA 

YD 

63 

MIL-STD-613 

6810 

EA 

19  Aug 

86 

EA 

SH 

68 

389 


ALPHABETICAL  LISTING 


TITLE 

Inorganic  Peroxides,  Technical  Grade,....,..., . . . . . . . . . 

Inorganic  Salts  And  Compounds,  Technical  Grade  (Strontium  Nitrate  Through  Zinc 
Oxide) 

Inorganic  Salts  And  Compounds,  Analyzed  Reagent  And  Reagent  Grade . 

Inorganic  Salts  And  Compounds,  Technical  Grade  (Aluminum  Chloride  Through 
Boron  Nitride 

Inorganic  Salts  &  Compounds  Technical  Grade  (Calcium  Carbide  Through  Cupric 
Sulfate) 

Inorganic  Salts  And  Compounds,  Technical  Grade  (Ferric  Chloride  Through  Lithium 
Tetrafluoroborate)  (Metric) 

Inorganic  Salts  And  Compounds,  Technical  Grade  (Ferric  Chloride  Through  Lithium 
Tetrafluoroborate  (Metric) 

Inorganic  Salts  And  Compounds,  Technical  Grade  (Potassium  Bicarbonate  Through 
Silver  Cyanide) 

Inorgonic  Sodium  Salts  And  Compounds,  Technical  Grade . . . . . . . . . . 

Jnpression  Material,  Dental  (Alinate) . . . . . . . . . . . 

Input  Output  Interfaces,  Standard  Digital  Data,  Navy  Systems  . . . . . . 

Insect  &  Rodent  Control,  Chemical  Methods  Of  (A  Med  P*3)  (Edition  2)  (Release  To 
Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)) 

Insect  Bar,  Cot  Type,  Nylon  Netting  . . . . . . . . . . . . 

Insect  Bor,  Field  Type,  Nylon  Netting . . . . . . . 

Insect  Net,  Hat,  Sun,  Hot  Weather  . . . . . . . . 

Insect  Net,  Head  . . . . . . . . . . . . . . 

Insect  Net,  Head  And  Hand,  Set . . . . . . . . . . 

Insect  Repellent,  Clothing  And  Personal  Application.... . . 

Insect  Repellent,  Clothing  Application  (Benzyl  Benzoate) . . . . . . 

Insect  Repellent,  Clothing  Application,  Formula  M0960 . . . . . 

Insect  Repellent,  Personal  Application:  Stick . . . . . . 

Insecticide  Powder,  Personal  Application,  1  Per  Cent  Malathion,  25  Pound  Pail 
(ABCA-232) 

Insecticide,  Altelhrin  Or  Pyrethrin,  (Aerosol)..,,. . . . . . . . 

Insecticide,  Chlordane,  (Concentrate,  Water  Emulsifiable)  . . . 

Insecticide,  Chlordane  (Concentrate,  Woter  Emulsifiable) . . . . . . 

Insecticide,  D*phenothrin  (Aerosol) . . . . . . . . . . . 

Insecticide,  Ddt . . . . . . . . . . . 

Insecticide,  Dlozinon,  Liquid,  Residual  (0.5  Percent) . . . ........... 

Insecticide,  Dlozinon,  Emulsifiable  Concentrate . . . . . . . . . . 

Insecticide,  Dlozinon,  Emulsifiable  Concentrate . . . . . . . 

Insecticide,  Dlchlorvos,  Impregnated  Strip  (Metric) . . . . . 

Insecticide,  Lindane,  Powder,  Dusting . . . . . . . 

Insecticide,  Lindane,  liquid,  Emulsifiable  Concentrate . . . . . . . 

Insecticide,  Lindane,  Wafer*dispersible  Powder . . . . . . . . . 

Insecticide,  Malathion  (Metric) . . . . . 

Insecticide,  Malathion,  Powder  Dusting  . . . . . . . 

Insecticide,  Malathion,  Emulsifiable  Concentrate... . . . . . 

Insecticide,  Mixture  Of  D*trons  Allethrm  And  Resmethrin . . . . . . 

Insecticide,  Poradichlorobenzene . . . . . . . . . . . 

Insecticide,  Pyrethrin,  Space  Spray,  Synergized  Pyrethrins. . . . 

Insecticide,  SMDC  (Sodium  N  Methydithlocarbamate)  (Metric)....., . . . . 

Insecticide,  2‘PERCENT  Diazinon  Dust . . . . . . . . . . 

Insecticide,  75  Percent  Ddt  Woter*dispersible  Powder  . . . . . . . . 

Insectide,  Methyl  Bromide........... . . . . . . . . 

Insecticide,  Chlorpyrifos,  Emulsifiable  Concentrate . . . . . . . 

Insert  &  185.1.5  Mm  Aviation  Spark-Plug  Helical  Coil . . . . 

Insert  •  Cres  Helical  Coil  Fine  Thread,  1  Dia  Nomihol  length..... . . . . . 

Insert  «  Cres  Helical  Coil  Fine  Thread,  1  1/2  Dia  Nominol  length . . 

Insert  *  Cres  Helical  Coil  Fine  Thread,  2  Dia  Nominol  length........ . . . . 

Insert  -  Cres  Helical  Coil  Fine  Thread,  2  1/2  Dio  Nominal  length  . . . . . . . 

Insert  >  Cres  Helical  Coil  Fine  Thread,  3  Dio  Nominal  length . . . . . . 

Insert  (Insulator)  Rectangular  Connector,  Polarized-Center  Screwlock,  Electrical,  104 
(Size  l6,Crimp:RemovobIe)  Pin  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Electrical,  9  (Size  16,  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator)  Rectangular  Connector,  Electrical,  9  (Size  16,  20  Crimp  Removable) 
Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  26  (Size  16,  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical  7  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Redangulor  Connector,  Electrical,  20  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator,  Rectangular  Connector,  Electrical,  20  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-STD-1442 

6810 

EA 

11  Aug 

87 

EA 

SH 

68 

MIL-STD-1209A 

6810 

EA 

30  Mar 

88 

EA 

SH 

68 

MIL-STD-1222 

6810 

EA 

05  Jun 

69 

EA 

68 

MIL-STD-1203A 

6810 

EA 

08  Nov 

85 

EA 

SH 

68 

MIL-STD-1204A 

6810 

EA 

07  May 

82 

EA 

68 

MIL-STD-1205A 

6810 

EA 

30  Jul 

86 

EA 

YD 

68 

MIL-STD-1206A 

6810 

EA 

30  Jul 

86 

EA 

YD 

68 

M1L-SID-1207B 

6810 

EA 

23  Npv 

87 

EA 

68 

MIL-STD-1208A 

6810 

EA 

29  Sep 

78 

EA 

SH 

68 

A'A-53388 

6520 

MB 

14  Mar 

88 

MO 

MS 

03 

l 

MIL-STD-1397A 

MCCRSH 

07  Jan 

83 

SH 

NAT-STD-2048  (2) 

ISDA 

AM 

10  Sep 

86 

l 

MIL-I-82265B  (1) 

7210 

NU 

29  Sep 

80 

NU 

MIL-I-10901H 

7210 

Gl 

28  Mar 

84 

GL 

NU 

99 

MIL-I-43746B 

8415 

Gl 

30  Mor 

88 

GL 

NU 

M1L-I-11489E  (1) 

8415 

GL 

16  Jun 

77 

GL 

NU 

99 

l 

MIL-I-43561A  (1) 

84)5 

GL 

16  May 

77 

GL 

O-I-503F 

6840 

/GL 

30  Apr 

86 

Gl 

SH 

68 

L 

MIL-I-51022A 

6840 

EA 

09  Oct 

80 

EA 

l 

MIL-I-12123D 

6840 

GL 

16  Jun 

67 

GL 

A-A-50065 

6840 

GL 

24  Oct 

83 

GL 

68 

Q-STD-232 

ISDA 

AM 

03  Mar 

7) 

0-1-5070 

6840 

/EA 

05  Feb 

74 

EA 

SH 

68 

0-I-515A  (1) 

6840 

/GL 

19  Sep 

78 

A-A-50004 

6840 

J 

24  Aug 

8) 

l 

MIL-l-51484  (!) 

6840 

EA 

11  Feb 

85 

EA 

0-I-514A 

INT  AMD  1  (GS) 

6840 

•Gl 

12  Nov 

68 

Gl 

SH 

68 

MIL-1-21177B 

6840 

GL 

21  Sep 

77 

Gl 

SH 

68 

O-I-520B 

6840 

/Gl 

16  Aug 

77 

Gl 

SH 

68 

A-A-50002 

6840 

T 

24  Aug 

81 

L 

DOD-I-51323C 

6840 

EA 

11  Feb 

85 

EA 

Mll-l-1 14908 

6840 

Gl 

14  May 

85 

Gl 

MS 

68 

OI-533C 

6840 

•GL 

28  Aug 

70 

Gl 

68 

0-I-535B 

6840 

/EA 

4  Sep 

57 

EA 

SH 

68 

000-1-510640 

6840 

EA 

13  Nov 

79 

EA 

68 

OI-554B 

6840 

/Gl 

24  Mar 

77 

GL 

0-I-565C 

6840 

/EA 

25  Jun 

81 

EA 

YO 

68 

A-A-340A 

6840 

t 

29  Apr 

85 

0-P-99B  (1) 

6810 

/EA 

10  Moy 

88 

WP 

l 

MIL-I-51319A 

6840 

EA 

15  Aug 

83 

EA 

68 

l 

MIL-I-51324A 

6840 

EA 

28  Moy 

80 

EA 

l 

Mil  l-22772  (2) 
NOTICE  1 

6840 

GL 

13  Jun 

75 

GL 

0-I-56BD 

6840 

•GL 

04  Dec 

69 

GL 

SH 

68 

INT  AMD  (1) 

0-I-556C 

6840 

/EA 

05  Feb 

74 

EA 

SH 

68 

NOTICE  1 
MII-I-51325B 

6840 

EA 

19  Jon 

84 

EA 

YO 

68 

MS-90183 

2810 

AS 

01  Jul 

68 

AV 

AS 

MS-1246510 

5340 

82 

24  Feb 

76 

AV 

AS 

11 

THRU  124690D 
MS-124691E 
-  124730 

5340 

AS 

24  Feb 

76 

AV 

AS 

99 

MS-1247310 

5340 

AS 

24  Feb 

76 

AV 

AS 

99 

THRU  1247700 
MS-124771D 
•  12481) 

5340 

99 

24  Feb 

76 

AV 

AS 

99 

MS-1248110 

THRU  1248500 

5340 

AS 

24  Feb 

76 

AV 

AS 

99 

MS-17778C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-14005D 

5935 

EC 

18  Mar 

85 

CR 

EC 

85 

MS-14007C 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 

MS-14008C 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 

MS-14010B 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18176C 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 

MS-18177C 

5935 

EC 

18  Mar 

85 

CR 

EC 

85 

390 


ALPHABETICAL  LISTING 


A 


A 


TITLE 

Insert  (Insulator),  Rectongulor  Connector,  Electrical,  26  (Size  16,  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical  7  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  14  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectongulor  Connector,  Electrical,  14  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator),  Rectongulor  Connector,  Polarized  Center  Screwlock,  Electrical,  10 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  10 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  20 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectongulor  Connector,  Polarized  Center  Screwlock,  Electrical,  20 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  36 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  36 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  52 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  52 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  80 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  80 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  158 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  158 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  212 
(Size  16  Crimp  Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical,  212 
(Size  16  Crimp  Removable)  Socket  Contacts 
Insert  (Insulator),  Rectangular  Connector,  Electrical,  34  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  34  (Size  16  And  23  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  42,  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  42  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  50  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  50  (Size  16  And  20  Crimp 
Removable),  Socket  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  66  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  66  (Size  16  And  20  Crimp 
Removable),  Socket  Contacts 

Insert  (Insulotor),  Rectongulor  Connector,  Electrical,  75  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  Rectangular  Connector,  Electrical,  75  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 

Insert  (Insulotor),  Rectangular  Connector,  Electrical,  104  (Size  16  And  20  Crimp 
Removable)  Pin  Contacts 

Insert  (Insulator),  RectonguIarConnector,  Electrical,  104  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts 

Insert  And  Stud,  Locked  In  *  Key  Locked,  Hole  Dimensions  For  And  Assembly  Of ...... 

Insert  Arrangements,  Electrical  Connector  Size  32  Class  L,  60  Amps . . . 

Insert  Arrangement,  Electrical  Connector  Shell  Size  1  . . . . 

Insert  Arrangements,  Electrical  Connector  Size  48  Class  L,  150  Amps . . . 

Insert  Arrangements,  Electrical-Connector  Shell  Size  2 . . . . . . 

Insert  Arrangements  Electrical  Connector  Shell  Size  6  . . . . . 

Insert  Arrangements,  Electrical  Connector,  Size  52,  Class  L,  200  Amps . . . 

Insert  Arrangements,  Electrical  Connector  Shell  Size  3.,.. . . . . . . . 

Insert  Arrangements,  Electrical  Connector  Shell  Size  4 . . . . . . 

Insert  Arrangements,  Electrical  Connector  Shell  Size  5............ . . 

Insert  A'?c"gen*entj,  Connector,  Size  28  Class  l,  49  A "ps 

Insert  Arrangements,  Electrical  Connector,  Size  44,  Class  l,  100  Amps . . . . 

Insert  Arrangements,  Electric  Connector,  Shelf  Size  3  (Navy) . . . . . . 

Insert  Arrangements,  Electric  Connector,  Shell  Size  7  (Navy) . . . . 

Insert  Arrangements,  Electric  Connector,  Shell  Size  12  (Navy)...,...... . . . . 

Insert  Arrangement,  MlL*C-81511  Electric  Connector,  Size  8  ...................................... 

Insert  Arrangements  For  MIL‘C-28876  (Navy)  Environment  Resisting  Fiber  Optic 
Connectors 

Insert  Arrangements,  MH*G81511  Electric  Connector,  Size  10 . . . 

Insert  Arrangement,  MILC81511  Electric  Connector,  Size  14 . . . . . 

Insert  Arrangement,  MlL-C-81511  Electric  Connector,  Size  16 .................................... 

Insert  Arrangements  For  DOD-C-83527  Rack  To  Panel  Connectors  (Metric)................ 

Insert  Arrangement,  MIL*C*81659  Electric  Connector,  Scries  1  And  2  ........................ 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-140050 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-140118 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18174C 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 

MS-18175C 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 

MS-18155C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18156C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18157C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18158C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18159C 

5C  5 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18160C 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-181618 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-181628 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18163B 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18164B 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-181658 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18166B 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18167B 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-18168B 

5935 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-1817BC 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18179D 

5935 

EC 

09  Feb 

87 

CR 

EC 

85 

MS-18180C 

5935 

EC 

IB  Mor 

85 

CR 

EC 

85 

MS-18181C 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18182C 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18183C 

5935 

EC 

18  Mar 

85 

CR 

EC 

85 

MS-181840 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18185C 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-181876 

5935 

EC 

19  Jul 

88 

CR 

EC 

85 

MS-181880 

5935 

EC 

19  Jul 

88 

CR 

EC 

85 

MS-18189C 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18190C 

5935 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-51835A 

53GP 

AR 

25  No. 

70 

AR 

AS 

99 

MS-90565G 

5935 

EC 

20  Dec 

82 

CR 

EC 

11 

MS-18273C 

5935 

EC 

06  Oct 

70 

CR 

EC 

85 

MS-90567B 

5935 

EC 

28  Aug 

74 

CR 

EC 

85 

MS-18274F 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

MS-14004E 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

MS-140576 

5935 

EC 

20  Dec 

82 

CR 

EC 

85 

MS-18275F 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

M5-18276F 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

MS-18277F 

5935 

EC 

26  Jon 

89 

CR 

EC 

85 

MS-H054D 

5935 

EC 

20  Dec 

82 

CR 

EC 

11 

MS-14055G 

5935 

EC 

20  Dec 

82 

CR 

EC 

85 

MS-3369BF 

5935 

AS 

21  Jul 

71 

AS 

85 

MS-33699F 

5935 

AS 

21  Jul 

71 

AS 

85 

MS-33700F 

5935 

AS 

21  Jul 

71 

AS 

85 

MS-3425B 

5935 

AS 

14  May 

73 

CR 

AS 

85 

MIL-STD-2I63A 

6060 

EC 

03  Feb 

87 

CR 

EC 

85 

MS-34265 

5935 

AS 

05  Dec 

73 

CR 

AS 

85 

MS-3428A 

5935 

AS 

30  Oct 

70 

CR 

AS 

85 

MS-3429B 

5935 

AS 

15  No. 

77 

CR 

AS 

85 

DOD-STD1842 

5935 

85 

15  May 

85 

CR 

AS 

85 

MS-31570 

5935 

AS 

23  Jun 

83 

CR 

AS 

85 

391 


ALPHABETICAL  LISTING 


TITLE 

Insert  Arrangements,  Electric  Connector,  Shell  Size  19  (Navy) . . . . 

Insert  Arrangements,  Electric  Connector,  Shell  Size  27  (Navy), . 

Insert  Arrangements,  Electric  Connector,  Shell  Size  37  (Navy) . . . 

Insert  Arrangements,  Electric  Connector,  Shell  Size  61. . . . 

Insert  Arrangement,  Mll-C-81511  Electric  Connector,  Size  18  . . .......... 

Insert  Arrangement,  Mll-C-81511  Electric  Connector,  Size  20  . . 

Insert  Arrangement,  Mll-C-81511  Electric  Connector,  Size  22 . . . . 

Insert  Arrangements  For  Mll-C-5015,  MIL  C-22992  (Classes  C,  J,  And  R)  And 
MIL-C-83723  (Series  II)  Electrical  Connectors 

Insert  Arrangements  For  Mll-C-83733  Rock  To  Panel  Connectors,  Shell  Size  A., . 

Insert  Arrangements  For  MlL*G85028(AS)  Connector,  Electric,  Rectangular, 

Individual  Contact  Sealing,  Polarized  Center  Jackurew 
Insert  Arrangements  For  MIL-G26482  Environment  Resisting,  Circular,  Electricol 
Connectors 

Insert  Arrangements  For  MIL-C-83733  Rack  To  Panel  Connectors,  Shell  Size  B  . . . 

Insert  Arrangements  For  MIL-G28804  High  Density,  Rectangular,  Electrical 
Connectors 

Insert  Arrangements  For  Mll*G28840(£C)  High  Density  High  Shock  Circular 
Electricol  Connectors 

Insert  Arrangements  For  Mll-C-38999  And  Mll-C-27599  Electrical,  Circulor 
Connectors 

Insert  Arrangements  For  Mll-C-83723  Series  3  And  Mll-C-26500  Environment 
Resisting,  Circulor,  Electrical  Connectors 

Insert  Arrangement,  Mll-C-81511  Electric  Connector,  Size  24 . . . 

Insert  Arrangements,  Electrical,  Connector,  Rack  And  Ponel . 

Insert  Arrangement  Electrical  Connector  Receptacle  . . . . . . . . 

Insert  Cabinet,  Medical  Instrument  And  Supply  Set  Chest  (Plastic  Drawers)  . . 

Insert  Cabinet,  Medical  Instrument  Ana  Supply  Set  Chest,  5  Drawer. . 

Insert  Cabinet,  Medicol  Instrument  And  Supply  Set  Chest,  Ophthalmic  lens,  10 
Drawer 

Insert  Cabinet,  Medical  Instrument  And  Supply  Set  Chest,  Spectacle  Frame,  4 
Drawer 

Insert  Cabinet,  Medicol  Instrument  And  Supply  Set  Chest . 

Insert  Cabinet,  Medical  Instrument  And  Supply  Set  Chest,  Compartmented,  7 
Drawer,  With  Four  legs,  Two  Spacers  And  Two  Tie  Oown  Rods 
Insert  Cres  Helical  Coil  Coarse  Thread  1  1/2  Dia.  Nomina!  length . 

Insert  Cres  Helical  Coil  Coarse  Thread  2  Dia.  Nominal  length . . . . 

Insert  Cres  Helical  Coil  Coarse  Thread  2  1/2  Dia.  Nominal  length . . . 

Insert  Cres  Helical  Coil  Coarse  Thread  1  Dia.  Nominal  length.... . . 

Insert  Design,  Electricol  Connector,  Shell  Size  18,  ARRANGEMENT-16 . . . . 

Insert  Mounting  Unit,  Medicol  Instrument  And  Supply  Set  Chest . 

Insert  Pod,  Heel,  Footwear  (Accommodative)... . . . . . . . . . . 

Insert  Pad,  Heel,  Footwear..... . . . . . 

Insert  Self  Unit,  Medical  Instrument  A  Dextromethorhan  Hydrobromide  And 
Guoifencsin  Syrup 

Insert  Sets,  Sound  Isolation  For  RlStGl  Flexible  Connectors  . . . . 

Insert  Shelf  Unit,  Medicol  .'.istrument  And  Supply  Set  Chest . . . 

fnsert-cres  Helical  Coil  Coarse  Thread,  3  Dia  Nominal  length  (Asg)  . . . 

Insert,  Brass  (For  Molded  Electrical  Fitting)  . . . . . . . . . . . . 

Insert,  Cord-fobel  Holder,  Plastic.... . . . . . . . 

Insert,  Consumable  •  27  Mor  79 . . . . . . . . . . 

Insert,  Dead-end,  Antenna  (Asg)  . . . . . . . . 

Insert,  Electricol  Connector  *  Ramp  Power,  416/240  Volts,  Female  . . . . . 

Insert,  Electricol  Connector  *  Ramp  Power,  416/240  Volts,  Mole . . . 

Insert,  First  Aid  Kit  Cose,  Plastic,  Olive  Drab,  4*3/4  Inches  long  By  2*3/8  Inches 
W/de  By  4*1/2  Inches  High 

Insert,  Handpiece,  Dental  Ultrasonic  Prophylaxis  Unit...... . . . . . . 

Insert,  Helical  Coil  Installation  Thread,  Design  Standard  For  . . . . . 

U  *rt,  Holded  In,  Blind  Threaded,  Self  locking  Non  Self  locking.  Floating,  Sandwich 
raoci*  Jv«~74  V//CwD  cut  cplions 

insert.  Installation  And  Detail,  Full  Face  Oxygen  And  Smoke  Masks  .......................... 

Insert,  Molded  In,  Countersunk  P  Thru  Clearance  Hole,  Sandwich  Panel  *  Jul  74 
W/dod  Exceptions 

Insert,  Molded  In,  Blind  Thread,  Self  locking.  Non  Self  locking.  Lightweight, 
Sandwich  Ponel  •  Jul  74  W/DOD  Exceptions 
Insert,  Molded  In,  Thru  Threaded,  Self  lockmq,  Non  Self  locking,  Sandwich  Panel  - 
Jul  74  W/dod  Exceptions 

Insert,  Molded-in,  CSK  Clearance  Hole,  Sandwich  Ponel,  Al  Alloy  And  CRES,  Metric 
-  April  1983 

Insert,  MoIded*in,  Thru  Clearance  Hole,  Sandwich  Panel,  Al  Alloy  And  CRES,  Metric 
Insert,  Nozzle  M75 3  8  Inch  Projectile . . . . . . . . . . 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MS-33701G 

5935 

AS 

21  Jul 

71 

AS 

85 

MS-33702E 

5935 

AS 

21  Jul 

71 

AS 

85 

MS-33703F 

5935 

AS 

21  Jul 

71 

AS 

85 

L 

MS-33704 

5935 

AS 

21  Jul 

71 

AS 

MS-3430A 

5935 

AS 

30  Oct 

70 

CR 

AS 

85 

MS-3431A 

5935 

AS 

30  Oct 

70 

CR 

AS 

85 

MS-3432A 

5935 

AS 

30  Oct 

70 

CR 

AS 

85 

Mll-STD-1651 

NOTICE  2 

30  MAY  1979 

5935 

AS 

30  May 

79 

CR 

AS 

85 

l 

MIL-STD-1531A 

5935 

85 

25  Mar 

88 

85 

l 

MIL-STD-1674 

5935 

AS 

25  Oct 

77 

AS 

MIL-STD-1669 

5935 

CR 

05  Sep 

75 

CR 

AS 

85 

l 

MIL-STD-1532A 

5935 

85 

25  Mar 

88 

85 

L 

MIL-STD-1632A 

5935 

EC 

27  Mor 

78 

CR 

EC 

85 

l 

MIL-STD-1698 

NOTICE  2 

26  MAY  1981 

5935 

EC 

26  May 

81 

EC 

MII*STD*I560A 

5935 

85 

15  Jun 

84 

CR 

AS 

85 

NOTICE  4 

MIL-STD-1554 

NOTICE  3 

5935 

85 

13  Feb 

87 

CR 

AS 

85 

19  FEB  1980 

MS-3433A 

5935 

AS 

30  Oct 

70 

CR 

AS 

85 

l 

MS-24288D 

NOTICE  1 

5935 

85 

08  Aug 

86 

85 

l 

MS-242428 

NOTICE  1 

5935 

85 

13  Feb 

87 

85 

MIL-I-36050A 

6545 

DM 

07  Dec 

72 

MD 

MS 

03 

MIL-1.37195 

6545 

DM 

29  Moy 

75 

MD  MS 

03 

MIL-l-37196 

6545 

DM 

10  Jun 

75 

MD  MS 

03 

Mll-l-36436 

6545 

DM 

24  Aug 

65 

MD 

MS 

03 

MIL-I-36409A 

6545 

DM 

15  Jun 

78 

MD  MS 

03 

MIL-l-36254 

6545 

MB 

07  Jan 

64 

MD  MS 

03 

MS-1221 16D 

THRU  122155D 

5340 

82 

24  Feb 

76 

AV 

AS 

99 

MS-1221560 

THRU  122195D 

5340 

82 

24  Feb 

76 

AV 

AS 

99 

MS-122196D 

5340 

82 

24  Feb 

76 

AV 

AS 

99 

•  122235 

MS-1220760 

THRU  1221 15D 

5340 

82 

24  Feb 

76 

AV 

AS 

99 

MS-33694 

5935 

AS 

17  Dec 

58 

CR 

AS 

85 

Mll-f- 37239  (1) 

6545 

DM 

14  Jun 

76 

MD  MS 

03 

A-A-53350 

8335 

MB 

22  Jon 

88 

MD 

MS 

03 

A-A-53349 

8335 

• 

22  Jon 

88 

MD 

MS 

03 

MIL-l-37231 

6505 

DM 

29  Aug 

75 

MD 

MS 

03 

l 

MIL-I-24063B  (1) 

4730 

SH 

15  Feb 

85 

SH 

MIL-l-37238 

6545 

DM 

29  Aug 

75 

MD  MS 

03 

MS-1222360 

THRU  122275D 

5340 

82 

24  Feb 

76 

AV 

AS 

99 

L 

MS-16747A 

5935 

EC 

13  Apr 

78 

EC 

A-A-470 

9905 

X 

Ol  Jul 

80 

AWS  A5.30-79 

3439 

MR 

24  Jan 

83 

MR 

20 

MS-25051 

5985 

AS 

18  Aug 

55 

AS 

85 

i 

MS-27282 

NOTICE  1 

5935 

85 

17  May 

88 

85 

l 

MS -27  266 

5935 

85 

07  Oct 

63 

85 

MII-I-36854A 

6545 

DM 

16  Dec 

85 

MD  MS 

03 

A-A-0051596 

6520 

/MB 

04  Aug 

86 

MD 

MS 

03 

l 

MS- 17820 

5340 

AS 

28  Mar 

62 

AV 

AS 

E 

NAS  1835  74 

5340 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

MS  *90340 

1660 

AS 

15  Mar 

65 

AV 

AS 

99 

E 

NAS  1834-74 

REV  1 

5340 

AS 

15  Sep 

78 

AV 

11 

E 

NAS  1836-74 

REV  3 

5340 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

NAS  1833-74 

5340 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NA  166AND167-83 

5340 

IS 

14  Feb 

86 

AR 

99 

IS 

NA  168AND169-83 

5340 

IS 

14  Feb 

86 

AR 

99 

IS 

L 

MIL-1-63167 

NUORAR 

18  Apr 

88 

AR 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Insert,  Optical,  Chemical  Biological  Mask,  Universal  Size . . . 

Insert,  Optional,  Chemical-BIOLOGICAL  MASK,M‘17  . 

Insert,  Screw  Thread,  Helical  Coil . . . . . . . . . . . . . . 

Insert,  Screw  Thread,  Helical  Coil,  Metric  Series,  Sciew  Locking,  Cres  . . . . . 

Insert,  Screw  Thread  *  Thin  Wall,  Locked  In,  Metric,  General  Specification  For, . 

Insert,  Screw  Thread  Keyring  Locked,  Self  Locking  And  Non  Self  Locking,  125  Ksi 
Ftu 

Insert,  Screw  Thread  -  Locked  In,  Key  Locked,  Heavy  Duty . . . . 

Insert,  Screw  Thread,  Key  Locked,  Alloy  Steel,  Miniature,  Metric  •  Oct  81  . . . 

Insert,  Screw  Thread  •  Locked  In,  Ring  Locked,  Serrated,  High  Strength  . . . 

Insert,  Screw  Thread  -  Locked  In,  Key  Locked  . . . . . . . 

Insert,  Screw  Thread  ■  Locked  In,  Key  Locked,  Extra  Heavy  Duty.... . 

Insert,  Screw  Thread,  Key  Locked,  A*286  Corrosion  Resisting  Steel, miniatu'e.  Metric 
-  O  Ct  81 

Insert,  Screw  Thread  ■  Thread  Forming... . . . . . . . . . . . . 

Insert,  Screw  Thread  •  Thread  Cutting  And  Thread  Forming . . . 

Insert,  Screw  Thread  •  Threod  Forming  Hole  Dimensions  For  And  Installation  Of,. . 

Insert,  Screw  Thread,  Key  Locked,  Alloy  Steel,  Lightweight,  Metric  •  Oct  81 .  . 

Insert,  Screw  Thread-locked  In,  Ring  Locked,  Serrated,  Design  And  Usage  Limitations 
For 

Insert,  Screw  Thread  Locked  In  &  Ring  LOCKED1  Serrated  General  Specification 
For 

Insert,  Screw  Thread  •  Locked  In,  Ring  Locked,  Serrated  . . 

Insert,  Screw  Threod,  Key  Locked,  A*286  Corrosion  Resisting  Steel,  Lightweight, 
Metric  »  Oct  81 

Insert,  Screw  Threod  Locked  In,  Key  Locked,  Miniature  &  Lightweight . . 

Insert,  Screw  Thread-keyring  Locked,  Self-locking  And  Non  Seif-locking,  180  Ksi  Ftu 

Insert,  Screw  Thread,  Key  locked.  Alloy  Steel,  Heavy  Duty,  Metric  •  Oct  81  . 

Insert,  Screw  Thread  Keyring  Locked,  Self  Locking,  And  Non  Self  locking,  220  Ksi 
Ftu 

Insert,  Screw  Thread  Thin  Wall,  Locked  In,  Metric  . . . . . . . . 

Insert,  Screw  Thread,  Keyring  Locked  Hole  Dimensions  For  And  Assembly  Of.. . 

Insert,  Screw  Thread,  Key  Locked,  A-286  Corrosion  Resisting  Steel,  Heavy  Duty, 
Metric  •  Oct  81 

Insert,  Screw  Threod,  Keyring  Locked,  Self  Locking  And  Non  Self  Locking,  125,  180, 
And  220  Ksi  Ftu,  General  Specification  For 
Insert,  Screw  Thread,  Locked  In,  Ring  Locked,  Serrated,  Metric  And  Ring,  Lock, 
Serrated,  Metric 

Insert,  Screw  Thread,  Thin  Wall,  Locked  In.  General  Specification  For  . . 


Insert,  Screw  Threod,  Key  Locked,  Installation  &  Removal  Procedure,  Metric  •  Oct 
81 

Insert,  Screw  Threod  -  Thin  Wall,  Locked  In . 

Insert,  Screw  Thread,  Coarse  And  Fine,  Freo  Running,  Helicol  Coil,  Cres  (Inactive 
Use  MS-122076  Thru  MS-122275  And  MS-124651  Thru  MS-124850) 

Insert,  Screw  Thread  *  Thin  Wall,  locked-in,  Non  Metallic  Locking  Element  (-60  Deg. 
To  Plus  250  Deg.  F) 

Insert,  Screw  Thread,  Coarse  And  Fine,  Screw  Locking,  Helical  Coil,  Cres . 

Insert,  Screw  Thread  -  Thin  Wall,  Locked  In,  Oversize  Replacer.. . 

Insert,  Screw  Threod,  Locked  In,  Ring  Locked,  Serrated,  Metric.... . . 

Insert,  Screw  Threod,  Preferred  For  Design,  Listing  Of . . . . . 

Insert,  Screw  Thread  -  Thread  Cutting  . . . . . . . . 

Insert,  Self-locking,  Thermal,  Bonded  Honeycomb  Panel  >  June  1976 . . . 

Insert,  Shipping  And  Storage  Container. . . . 

Insert, screw  Thread-locked  In,  Ring  Locked,  Serrated,  High  Strength,  Oversize 
Replaccr 

Insertion  Of  Flexible  Polyethylene  Pipe  Into  Existing  Sewers  •  29  Jun  78  . 

Inserts,  Screw  Threod,  Helical  Coil,  Metric  Series,  Procurement  Specifications  For  * 

31  Aug  81 

Inserts,  Screw  Threod,  Helical  Coil,  Metric  Series,  Standard  Assembly  Dimensions 
For  -  July  1980 

Inserts,  Welding,  Filler  Material,  Coiled  And  Solid  Rings . . . . 

Insigina,  Branch  Of  Service,  Aide  To  Vice  Chairman,  Joint  Chiefs  Of  Staff,  Air 
Force 

Insigna,  Grade,  Plastic  . . . . . . . . . . . . . . . 

Insigno,  Rank  Officers,  Metal,  Generol  Specifications  For  . . . . . . . . . 

Insignia  ,  Grade,  Cadet,  Airman,  Rote  And  Jrotc,  Air  Force  . . . 

Insignia  And  Markings  For  Novol  Weapons  Systems  . . . . 

Insignia  Branch  Of  Service,  Enlisted  Personnel,  Branch  Immaterial,  Army............ . 

Insignia  Rank,  Cadet,  Major,  ROTC  And  JROTC,  Air  Force............... . . 

Insignia;  Branch  Of  Service,  Grade,  Rank,  Garrison  Cap,  And  Service  Cap,  ROTC 
And  JROTC  Personnel,  Army  And  Air  Force 

Insignia;  Cop  &  Hot  Enlisted  Personnel  V/ork  Cap  (Navy) . . . . . 

Insignia,  (Branch  Of  Service,  Garrison  C>p,  Hal,  And  Service  Cap),  Officers, 

Officer  Candidates,  And  Aviation  Cadeti,  C<*neroI  Specification  For 

Insignia,  (Cap  And  Hat)  Enlisted  Personnel  (Coast  Guard)  . . . . . 

Insignia,  Aide,  Chief  Of  Staff,  Air  Force  . . . 


DOCUMENT 


NUMBER 

FSC 

,  IEP 

DATE 

CUSTODIAN 

Mll-t-36783 

6540 

DM 

25  Jul 

72 

MD 

MS 

03 

MIL-I-36207C 

6540 

MB 

15  May 

87 

MD 

MS 

03 

MIL-I-8846B  (1) 

5340 

82 

09  May 

77 

AV 

AS 

11 

MA  3329THRU3331-8S 

5340 

AR 

23  May 

85 

AR 

AS 

11 

DOD-I-63274A  (1) 

5340 

AR 

23  Jon 

84 

AR 

OS 

99 

MIL-1-45934/1 

5340 

AR 
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Insignio,  Aide*  Choirmon,  Joint  Chiefs  Of  Staff,  Air  Force..... . . . . 

Insignia,  Aide,  Chairman,  Joint  Chiefs  Of  Stoff,  Army . . . 

insignia.  Aide,  Vice  President  Of  The  United  States,  Army  . . 

Insignia,  Aide,  Secretary  Of  Defense,  Air  Force . 

Insignia,  Aide,  General  Of  The  Army,  Army . . . . . . . . 

Insignia,  Aide,  General  Officers,  Army.... . . . . . 

Insignia,  Aide,  General  Officers,  Air  Force . . . . . . 

Insignia,  Aide,  Vice  President  Of  The  United  States,  Air  Force  . . . . 

Insignia,  Aide,  Secretary  Of  Defense,  Army . . . . . . 

Insignia,  Aide,  Secretary  And  Under  Secretary  Of  The  Army,  Army  . . 

Insignia,  Aide,  Secretary  Of  The  Air  Force,  Air  Force . . . . . . . 

Insignia,  Aide,  President  Of  The  United  States,  Air  Force  . . . . . 

Insignia,  Aides,  President  Of  The  United  States,  Army........... . . 

Insignia,  8Iomedical  Sciences  Officers,  Air  Force . . . . . . . 

Insignia,  branch  Of  Service,  Officers,  Field  Artillery. . . . 

Insignia,  Branch  Of  Service,  Officers,  Cavalry,  Army . . . 

Insignia,  Branch  Of  Service,  Officers,  Aviation,  Army  . . . . . . . . . 

Insignia,  8ranch  Of  Service,  Officers,  Special  Forces . . . . . . . . . 

Insignia,  Branch  Of  Service,  Chaplain,  Jewish  Faith,  Army. . . . 

Insignia,  Branch  Of  Service,  ROTC,  Basic  Course,  SR  01*  8-  Corps,  JR  Div,  Army  .... 
Insignia,  Branch  Of  Service;  ROTC,  Basic  Course,  R.  Div,  And  Corps,  JS  Div., 

Asrmy  S/s  By  MI1.11132-3D 

Insignia,  Branch  Of  Service,  ROTC,  Advance  Course,  Sr.div  And  Cadet  Officer, 
Jr.div,  Army 

Insignia,  Branch  Of  Service,  ROTC,  Advance  Course,  SR.  Oiv.  And  Cade!  Officer, 

JR.  Div.,  ARMY  S/s  By  MIM1132/4D 

Insignia,  Branch  Of  Service,  ROTC,  Air  Force  . . . . . . 

Insignia,  Branch  Of  Service,  Officers,  Generol  Staff,  Army . 

Insignia,  Branch  Of  Service,  Officers,  Army,  Medical  Service........... . . 

Insignia,  Branch  Of  Service,  Officers,  Air  Defense  Infantry  . . . . . . 

Insignia,  Branch  Of  Service,  Officers,  Artillery . . . . . . 

Insignia,  Bronch  Of  Service,  Officers,  Corps  Of  Engineers . 

Insignia,  Bronch  Of  Service,  Officers,  Quartermaster  Corps., . . . 

Insignia,  Branch  Of  Service,  Officers,  Inspector  General . . . . . . . 

Insignia,  Branch  Of  Service,  Officers,  Adjutant  Generol  S  Corps . . . . 

Insignia,  Branch  Of  Service,  Officers,  Armor . . . . . . . . . 

Insignia,  Branch  Of  Service,  Officers,  Signal  Corps . . . . . . 

Insignia,  Branch  Of  Service,  Officers,  Transportation  Corps . 

Insignia,  Branch  Of  Service,  Officers,  Military  Police  Corps..., . 

Insignia,  Branch  Of  Service,  Officers,  Chemical  Corps . . . 

Insignia,  Branch  Of  Service,  Officers,  Finance  Corps . 

Insignia,  Bronch  Of  Service,  Officers,  Military  Intelligence . 

Insignia,  Bronch  Of  Service,  Officers,  Ordnance  Corps  . 

Insignia,  Bronch  Of  Service,  Officers,  Judge  Advocate  General  S  Corps . 

Insignia,  Branch  Of  Service,  Officers,  Staff  Specialists,  USAR . . . 

Insignia,  Bronch  Of  Service,  Officers,  Civil  Affairs,  USAR  . . 

Insignia,  Branch  Of  Service,  Officers  National  Guard  Bureau . . . . . 

Insignia,  Branch  Of  Service  Choplain,  Jewish  Foith,  Air  Force . . 

Insignia,  Branch  Of  Service,  Chaplain,  Christian  Faith,  Army . . . . 

Insignia,  Bronch  Of  Service,  Hot,  Garrison  Cop,  And  Service  Cap,  Enlisted 
Personnel,  General  Specification  For 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Judge  Advocate  Generol  S  Corps, 
Army 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Adjutant  General  S  Corps,  Army . 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Air  Force . . . 

Insignia,  Branch  Of  Service,  Metol,  Hospital  Corpsmon  And  Dental  Technician . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Armor,  Army . 

Insignia,  3ronch  Of  Service,  Enlisted  Personnel,  Army  Medical  Service,  Army  . . 

Insignia,  Branch  Of  Service  (Collar  And  Sleeve).... . . . . . . . 

Insignia,  Bronch  Of  Service,  Chief  Master  Sergeant  Of  The  Air  Force... . 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Cavalry,  Army . . . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Field  Artillery,  Army . . . 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Inspector  General  Army . . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Aviation,  Army . 

Insignia,  Branch  Of  Service,  EP,  Special  Forces,  Army . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Air  Defense  Artillery,  Army  . . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel.  Chemical  Corps,  Army . ........ 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Civil  Affairs,  USAR  . . . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Corps  Of  Engineers,  Army . . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Finance  Corps,  Army . . . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Infantry,  Army . . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Military  Intelligence,  Army . 

Insignia,  Branch  Of  Service,  Collar,  And  Insignia,  Cop,  Garrison,  EP,  Marine  Corps .. 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Military  Police  Corps,  Army . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Ordnance  Corps,  Army  . . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Quartermaster  Corps,  Army... . 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Signal  Corps,  Army . . . . 

Insignia,  Branch  Of  Service,  Enlisted  Personnel,  Transportation  Corps,  Army,. . . 

Insignia,  Cap  &  Hat  Enlisted  Personnel  Dress  Ha!  (Navy)  . . . . . 
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Insignio,  Cap  And  Hat  Naval  Academy  Midshipmen  Officer  Candidates  . . . . . 

Insignia,  Cop  And  Hot  U.S.  Novy  Bond  Naval  Academy  Band................ . 
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Insignia,  Cap  And  Hat  Commissioned  Officer  And  Commissioned  Worront  Officer 
(Coast  Guard) 

Insignia,  Cap  And  Hat  Warrant  Officers  (Coast  Guard)  . . . . . . . 

Insignia,  Cap  And  Hat  Chief  Petty  Officers  (Coast  Guard............ . 

Insignia,  Cop  And  Hat  Coast  Guard  Cadet  . . . . . . . . . 

Insignia,  Cop  And  Hot,  Commissioned  Officer/commissioned  Warrent  Officer 
(Optional) 

Insignia,  Cap  And  Hal,  General  Specification  For . . . . 

Insignia,  Cap  And  Hot,  Commissioned  Officer  And  Commissioned  Warrant  Officer 
(Navy) 

Insignia,  Cap  And  Hat  Worront  Officers  (Navy)  . . 

Insignia,  Cop  And  Hat  Chief  Petty  Officers  (Navy)  . . . . . . 

Insignia,  Cap,  Advance  .Course,  Senior  Division,  ROTC,  Army . . . . . 

Insignia,  Chaplain,  Christian  Faith,  Air  Force . . . . . 

Insignia,  Collar,  Chaplain  Assistant,  Army  . . . . . . . 

Insignia,  Collar,  The  Sergeant  Major  Of  The  Army  . . . 

Insignia,  Dentist,  Air  Force.. . . . . . . . 

Insignia,  Department  Of  The  Judge  Advocate  General,  Air  Force . . . . . 

Insignia,  Distinguishing,  Army  And  Air  Force,  Woven. . . . . . . . . . . 

Insignia,  Distinctive  Unit  And  Shoulder  Loop . . . . . 

Insignia,  Embroidered. . . . . . . . . . 

Insignia,  Embroidered  (Coast  Guard)................ . . . . . 

Insignia,  Embroidered  Flag  Components,  General  Specification  For . . . . 

Insignia,  Embroidered  (Men  And  Women)  . . . . . . . . . . . 

Insignia,  Embroidered, rank.  Grade  And  Service  Stripes,  General  Specification  For.... 

Insignio,  Embroidered  (Women) . . . . . . . . . . . . . 

Insignia,  Enlisted  Personnel,  U.  S.  Army . . . . . . . 

Insignio,  Garrison  Cap,  JROTC  And  Basic  Course,  Sr.div.  ROTC,  And  Insignia, 
Service  Cap,  Basic  Course,  Sr.div,  ROTC,  Army 
Insignia,  Grade;  First  Sergeant,  Senior  Division,  ROTC,  Army  (Superseded  By 
MIL-l-1 1 132/328) 

Insignio,  Grade;  Command  Sergeant  Major,  Senior  Division,  ROTC,  Army  S/s  By 
MIL-1 1 132/30B 

Insignia,  Grade;  Moster  Sergeant,  Senior  Division,  ROTC,  Army  (Superseded  By 
MU-MI  132/33B) 

Insignio,  Grade;  Sergeant  First  Class,  Senior  Division,  ROTC,  Army  (Superseded  By 
MIL-M 1 132/34B) 

Insignia,  Grade;  Sergeant  Major,  Senior  Division,  ROTC,  Army  (Superseded  By 
MIL-M1 132/3  IB) 
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Insignia,  Grade,  Marine  Corps  Junior  Reserve  Officers  Training  Corps, 

(Embroidered) 

Insignio,  Grade,  Cadet,  Senior  Master  Sergeant,  ROTC  AND  JROTC,AIR  Force . 

Insignia,  Grade,  Cadet,  Chief  Master  Sergeant,  ROTC  And  JROTC,  Air  Force . 

Insignia,  Grade,  Staff  Sergeont,  Senior  Division,  ROTC,  Army . 

Insignio,  Grade,  Sergeont,  Senior  Division,  ROTC,  Army . . . 

Insignia,  Grade,  Corporal,  Senior  Division,  ROTC,  Army . . . 

Insignia,  Grade,  Privote  First  Class,  Senior  Division,  ROTC,  Army . 

Insignia,  Grade,  Private,  Senior  Division,  ROTC,  Army . . . . . . 

Insignio,  Grode,  Command  Sergeant  Major,  Senior  Division,  ROTC,  Army . 

Insignia,  Grade,  Sergeont  First  Class,  Senior  Division,  ROTC,  Army . 

Insignia,  Grode,  Sergeont  Major,  Senior  Division,  ROTC,  Army  . . 

Insignia,  Grade,  Moster  Sergeant,  Senior  Division,  ROTC,  Army . . . 

Insignio,  Grode,  Cadet,  Master  Sergeant,  JROTC,  Air  Force.... . 

Insignio,  Grade,  Codet,  Technical  Sergeant,  JROTC,  Air  Force  . . 

Insignia,  Grode,  Code),  Stoff  Sergeant,  ROTC  And  JROTC,  Air  Force . 

Insignio,  Grcde,  Code),  Sergeont,  ROTC  And  JROTC,  Air  Force.... . . . 

Insignio,  Grade,  Cadet,  Airman  First  Class,  ROTC  And  JROTC,  Air  Force.. . 

Insignio,  Grode,  Enlisted  Personnel,  Metal . . . . . . . . . 

Insignia,  Grade,  Enlisted  Personnel,  Metol;  Army  And  Air  Force,  General 
Specification  For 

Insignia,  Grode,  Senior  Airmon,  Air  Force . . . . . . . . 

Insignio,  Grade,  Sergeant  Major  Of  The  Army  (E*9) . . . . 

Insignio,  Grode,  Sergeant  Mojor  (E-9),  Army . . . . . . . . 

Insignio,  Grode,  Sergeont  Mojor  Of  The  Army  (E-9)  Or  Command  Sergeant  Major 
(E*9),  Army 

Insignia,  Grode,  Specialist  4  (SP-4),  Army . . . . . . 

Insignia,  Grode,  Airmon,  Air  Force....... . . . . . . . . . . . . 

Insignio,  Grade,  Airmon  First  Class,  Air  Force . . . . . . 

Insignio,  Grade,  Sergeant,  Air  Force  . . . . . . . . . . . 

Insignio,  Grade,  Stoff  Sergeant,  Air  Force . . . . . . 

Insignio,  Grode,  Technical  Sergeant,  Air  Force..... . . . 

Insignia,  Grade,  Moster  Scrgenot,  Air  Force  . . . . . . . . . . 

Insignio,  Grode,  Senior  Moster  Sergeont  ,  Air  Force . . . . . . . 

Insignia,  Grade,  Senior  Master  Sergeont  With  First  Sergeont  Designation,  Air  Force 

Insignia,  Grade,  Chief  Moster  Sergeont,  Air  Force . . . . . 

Insignia,  Grode,  Chief  Moster  Sergeont  Y/ith  First  Sergeant  Designation,  Air  Force .. 

Insignio,  Grade,  Chief  Moster  Sergecnt  Of  The  Air  Force . . . 

Insignia,  Grade,  Privote  (E-2),  Army  . . . . . . 

Insignio,  Grode,  Private  First  Class  (6-3),  Army . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Insignio,  Grade,  Corporal  (£*4),  Arm/ . . . . . . . . . . . 

Insignia,  Grade,  Sergeant,  (E-5),  Army  . . . . . . . . 

Insignia,  Grade,  Stall  Sergeant,  (E-6),  Army . . . . . 

Insignia,  Grade,  Platoon  Sergeant  (E-7)  Or  Sergeant  First  Class  (E-7),  Army  ............ 

Insignia,  Grade,  Master  Sergeant  (E»S),  Army....... . . . . . 

Insignia,  Grade,  First  Sergeont  (E-8),  Army . . . . . .  . . . 

Insignia,  Hal,  Chief  Master  Sergeant  Of  The  Air  Force  . . . . . 

Insignia,  Hat,  Enlisted  Personnel,  Air  Force  Band . . . . . . 

Insignia,  Hot,  Enlisted  Personnel,  US  Army  Band  . . . . . . 

Insignia,  Hat,  Enlisted  Personnel,  Women  S  Army  Corps,  Army . . . . 

Insignia,  Hat,  Officers,  National  Oceanic  And  Atmospheric  Administration  . . . 

Insignia,  Hat,  Wac,  Officer  And  Beret,  Waf  Officer  . . . . . . . 

Insignia,  Identification,  Cutterman,  Us  Coast  Guord. . . . . 

Insignia,  Identification,  Coxswain,  Coast  Guard. . . . . . . 

Insignia,  Medico!  Service  Officers,  Air  Force  . . . . . . . 

Insignia,  Medical  Officer  And  Nurse,  Civil  Air  Patrol . . . . . . 

Insignia,  National  Aircraft  (Asg)  . . . . . . . . . . . . . 

Insignia,  Nurse,  Air  Force................... . . . . . . . . 

Insignia,  Officer  Candidate  And  Platoon  Leaders  Class . . . . . . . 

Insignia,  Officer  Candidate  School,  Army.. . . . . . . 

Insignia,  Physician,  Air  Force  . . . . . . . . . 

Insignia,  Rank  &  Grade,  Shoulder  Mark,  Air  Force  &  Army  (Embroidered) . 

Insignia,  Rank  And  Grade,  Shoulder  Marks,  ROTC  Cadets,  Army  And  Air  Force 
(Embroidered) 

Insignia,  Rank;  ROTC.DIAMOND,  Army  S/s  By  MIL-1 1 132/ 1C................ . 

Insignia,  Rank;  ROTC, DISK,  Army  S/s  By  MIL-M  1132/2C  . . . . . . 

Insignia,  Rank,  Officers,  Shoulder  Mark,  Navy  (Embroidered) . 

Insignia,  Rank,  ROTC,  Diamond  Army . . . . . . . . . 

Insignia,  Rank,  Cadet,  Captain,  ROTC  And  JROTC,  Air  Force . . . «... . 

Insignia,  Rank,  Cadet,  First  lieutenant,  ROTC  And  JROTC,  Air  Force . . . 

Insignia,  Ronk,  Cadet,  Second  lieutenant,  ROTC  And  JROTC,  Air  Force . . . 

Insignia,  Rank,  ROTC,  Disk  Army....... . . . . . 

Insignia,  Rank,  Cadet,  Colonel,  Rote  And  Jrotc,  Air  Force . . . . . . . 

Insignia,  Rank,  Cadet,  Lieutenant  Colonel,  ROTC  And  JROTC,  Air  Force........ . 

Insignia,  Rank,  General  Of  The  Army  And  Generol  Of  The  Air  Force  (Pentagonal 
Star  Group) 

Insignia,  Rank,  Lieutenant,  Navy  &  Captain,  Marine  Corps . . . 

Insignia,  Rank,  lieutenant  (JG)  &  Ensign,  Novy  First  lieutenant  &  Second 
Lieutenant,  Marine  Corps 

Insignia,  Rank,  Fleet  Admiral  (Pentagonal  Star  Group)  . . . 

Insignia,  Rank,  Generol  Of  The  Army  And  General  Of  The  Air  Force,  Coat  Of  Arms 

Insignia,  Ronk,  Individual  Star,  General  Officers,  Army  And  Air  Force  . . . 

Insignia,  Rank,  Admiral,  Navy  And  General,  Morine  Corps . . . . . 

Insignia,  Rank,  Vice  Admiral,  Novy  And  Lieutenant  General,  Marine  Corps . . 

Insignia,  Rank,  Rear  Admiral,  Novy  And  Major  General,  Morine  Corps . . 

Insignia,  Rank,  Commodore,  Navy  And  Brigadier  General,  Morine  Corps  .................. 

Insignia,  Rank,  General  Officers,  Army  And  Air  Force  (Miniature  S«ze) . . . 

Insignio,  Rank,  Captain,  Navy  And  Colonel,  Marine  Corps  And  Air  Force . 

Insignlo,  Rank,  lieutenant  Colonel  And  Major,  Army  And  Air  Force  . . . . 

Insignia,  Rank,  CommonderAnd  lieutenont  Commander,  Novy  Lieutenant  Colonel 
And  Mojor,  Morine  Corps 

Insignio,  Rank,  Coptain,  Army  &  Air  Force. . . . . . 

Insignio,  Ronk,  First  Lieutenant  &  Second  Lieutenont,  Army  &  Air  Force  . . . 

Insignio,  Ronk,  Chief  Warrant  Officer  W*3  And  Warrant  Officer  W-l,  Air  Force . 

Insignio,  Ronk,  Chief  Warrant-Officer,  W-3  And  Warrant  Officer  W-l,  Novy  And 
Morine  Corps 

Insignia,  Ronk,  Chief  Warrant  Officer  W*2  And  W*4,  Air  Force . 

Insignio,  Rank,  Chief  Warront  Officer  W-2  And  W»4,  Navy  And  Marine  Corps  . 

Insignio,  Ronk,  Warront  Officer  WOl  And  Chief  Warront  Officers  CW2,  CW3  And 
CW4,  Army 

Insignia,  Rank,  3/4  Inch  Star,  General  Officers,  Air  Force..... . . . . 

Insignia,  Service  And  Garrison  Cop,  ROTC,  Air  Force.. . . . . . . . 

Insignia,  Service  Cop,- Officers,  Army,  Air  Force  And  Aviation  Cadet . . 

Insignio,  Service  Cop,  Warront  Officers,  Army . . . . . . . . 

Insignio,  Service  Cop,  Enlisted  Personnel,  Air  Force . . . . 

Insignia,  Service  Cap,  Enlisted  Personnel,  Army  . . . . . . 

Irjign’o.  Sffvice  Cap,  £niij,ed-pe'jo*'''ei,  Co*p$ 

Insignio,  Shoulder  Sleeve,  And  Breast  . . . . . . . . . 

Insignia,  Shoulder  loop.  Combat  leader  Identification......... . . . 

Insignia,  Sleeve,  Shield,  Printed  . . . . . . . . 

Insignia,  U.S.  Officers,  Army  &  Air  Force  . . . . . . . . . . . 

Insignia,  Uniform,  Gsa  . . . . . . . . . . . . 

Insignio,  Veterinarian,  Air  Force . . . . . . . . 

Insignia,  Warrant  Officer  Candidate,  Army  . . . 

Insignio,  Warront  Officers,  Army . . . . . . 

Inslgnio.alde,  Chief  Of  Staff  &  Vice  Chief  Of  Staff,  Army.... . . . . . . 

Insingta,  Embroidered,  Organizational  Insignia  And  Badges  . . . . . . . 

Insole,  Footwear,  Leather,  Cattiehide  . . . . . . . . . . . 

Insole,  Footwear,  Felt,  Insulating  . . . . . 
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15  Mor 

88 

IH 

11 

L 

MIL-M  5665B/22A 

8455 

IH 

15  Mor 

88 

IH 

MII-M5665B/23A 

8455 

IH 

15  Mor 

88 

IH 

PE 

L 

MIL-I-22782E 

8455 

NU 

13  Nov 

85 

NU 

L 

Mll-l-14646  (1) 

8455 

IH 

30  Sep 

35 

IH 

L 

MIL-l-22867 

8455 

CG 

29  Mar 

61 

CG 

MIL-I-3575/16A 

8455 

IH 

31  Mar 

69 

IH 

11 

DDD-I-00520A 

8455 

t 

28  Oec 

67 

MIL-I-3575/49A 

8455 

IH 

31  Mor 

69 

IH 

11 

l 

MIL-I-3575/45B 

8455 

IH 

24  Jul 

85 

IH 

L 

MIL-I-3575/17A 

8455 

IH 

31  Mor 

69 

IH 

L 

MIL-I-3575/7C 

8455 

IH 

26  Jan 

88 

IH 

MIL-l-14652 

8455 

IH 

15  Aug 

86 

IH 

NU 

11 

KK-I-570C  (2) 

8335 

/GL 

03  Mor 

80 

GL 

NU 

99 

MIL-I-1986E 

8335 

GL 

05  Dec 

86 

GL 

NU 

99 
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ALPHABETICAL  LISTING 


TITLE 

Insole,  Footwear  (Ventilating  Type) . . . 

Insoles,  Footweor . . . . . . . . . . 

Inspection  &  Quality  Control  Of  First  Generation  Silver  Halide  Microfilm  -  1972  . . 

Inspection  &  Quality  Assurance  For  Special  Purpose  Metric  Fasteners  -  14  Sep  82.... 
Inspection  &  Quality  Assurance  For  Specie!  Purpose  Metric  Fasteners  •  14  Sep  82.... 

Inspection  And  Acceptance  Standords  For  Propulsion  Fluid  Cells  And  Fittings . 

Inspection  And  Maintenance  Of  Compressed  Gas  Cylinders..... . 

Inspection  And  Quality  Control  Requirements  For  Industry  (Rel  To  Other  Than  OOD 
Act  Req  Pr  Appr  Of  CNM,  MAT  09821,  Wash,  O.c.  20360)  (ABCA  633) 

Inspection  Equipment  Design  . . . . . . . 

Inspection  Equipment,  Acquisition,  Maintenance  And  Disposition  Of . . 

Inspection  Manual  •  10  Feb  83....... . . . . 

Inspection  Materials,  Penetrants . . . . . . . 

Inspection  Of  Aluminum  Alloy  Parts,  Anodizing  Process  For . . . . . . 

Inspection  Of  Fruit  And  Vegetable  Farms  And  Packing  Sheds  In  Overseo  Areas . . 

Inspection  Procedure  For  Anaerobic  Thread  Locking  Compounds . . . . 

Inspection  Process,  Magnetic  Rubber  . . . . . 

Inspection  Procedure  For  Flush  Fasteners  •  Mar  62  . . . . . . . . 

Inspection  Program  Requirements,  Nondestructive  For  Alrcroft  And  Missile  Materiols 
And  Parts 

Inspection  Requirements,  Definitions  And  Classification  Of  Defects  For  Parochutes .... 
Inspection  Standards  For  Fuel  Soluble  Corrosion  Inhibitors  (Edition  5)  Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360 

Inspection  System  Requirements . . . . . . . . . . 

Inspection,  liquid  Penetrant . . . . . . 

Inspection,  Magnetic  Particle . . . . . . . . 

Inspection,  Radiographic . . . . . . . . . . . . . . 

Inspection,  Ultrasonic,  Wrought  Mefols,  Process  For  . . . . . . . 

Installation  &  Acceptance  Testing  Of  Electronic  Altimeter  Set  AN/APN-171A(V) . . 

Installation  And  Acceptance  Teesting  Of  Network,  Antenna  Compensation, 

CN-  1 404/A RN *89,  In  Army  Aircraft 

Installation  And  Test  Of  Aircraft  Pyrotechnic  Equipment  In  Aircraft,  General 
Specification  For  (Asg) 

Installation  And  Acceptance  Testing  Of  Receiving  Set,  Rodio  An/arn  123(V)(  ) . 

Installation  And  Test  Of  Aircraft  Flexible  Weopons  Systems . . . 

Installation  And  Acceptance  Testing  Of  Receiver,  Rodio  R-1963/ARN . 

Installation  And  Test  Of  Electronic  Equipment  In  Aircraft,  General  Specification  For.. 
Installation  And  Acceptance  Testing  Of  Altimeter  Set,  Electronic  AN/APN*209(V)  In 
Army  Aircraft 

Installation  Clearance-type  Xiv  Drive  . . . . . 

Installation  Cleorance-ix  Drive  . . . . . . . . . . . 

Installation  Clearance-type  Xii  And  Type  Xvii  Drive  (Generofor-power  Take-off)........ 

Installation  Clearance-type  Xv  Drive . . . . . 

Installation  Clearance-type  Xii  Drive . . . 

Installation  Clearance  Type  XVI  Drive . . . . . . . . . . . 

Installation  Clearance-type  Xii-j  Drive  (Fluid  Power  Pump) . .  . . 

Installation  Cleoronce-type  Xv-ii  Drive  . . . . . . . 

Installation  Clearance-type  Xii-k  (Fluid  Power  Pump) . . . . 

Installation  Fixture  Kit,  Roller,  Mine  Clearing!  Track-width,  Tank-mounted  . . 

Installation  Kit,  Electronic  Equipment,  MK-2488/G . . . . 

Installation  Kit,  Gas-particulate  Filter  Unit,  Combot  Vehicle,  M20 . . . . . 

Installation  Kit,  Armored  Vehicle,  Gos  Particulate  Filter  Unit,  M29A1  . . . . . . 

Installation  Kit,  Gos  Particulate  Filter  Unit,  Armored  Vehicle,  Ambulance,  M37 .......... 

Installation  Kit,  Gas  Porticulote  Filter  Unit,  Armored  Vehicle,  M20A1  . . 

Installation  Of  Armament  Control  Systems  And  Associated  Equipment  In  Naval 
Aircraft 

f''5‘o,,afio''  Of  Segmented  light"' "5  Divf,!»r  Strips  On  Aircraft  Rodamfs.-G?"e'el 
Specification  For 

Installation  Of  Fixed  Guns  And  Associated  Equipment  In  Naval  Aircraft . . 

Installation  Of  Droppable  Stores  And  Associated  Release  Systems . . . 

Installation  Of  Reciprocating  Engine  Induction  Air  Filters,  Design  Requirements  For.... 

Installation  Of  Fuel  And  Oil  Lines,  Alrcroft... . . . . . . 

Installation  Of  Window  Anti-icing,  De-greasing,  And  Washing  Systems  (Genero! 
Specification  For) 

Installation  Of  Angle  Of  Attack  And  Sideslip  Systems . . . . 

Installation,  Aircraft  Armor.. . . . . . . . . 

Installation,  Engine . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-10821  J 

8335 

GL 

08  Apr 

88 

GL 

11 

A-A -53351 

3335 

* 

22  Jan 

88 

MD 

MS 

03 

NMA  MS104-72 

EDRS 

16 

30  Apr 

75 

ER 

AS 

16 

ANSI  B18.18.3M-82 

QCIC 

AR 

03  Oct 

83 

AR 

OS 

99 

ANSI  B18.18.4M-82 

QCIC 

AR 

03  Oct 

83 

AR 

OS 

99 

l 

MIL-STD-801A 

4730 

AS 

13  May 

81 

AV 

AS 

MIL-STD-1411 

NOTICE  1 

08  SEP  1981 

8120 

ME 

08  Sep 

81 

ME 

SH 

68 

Q-STD-633 

ISDA 

AM 

03  Jan 

85 

l 

MIL-HDBK  204 

5220 

AR 

16  Aug 

62 

AR 

L 

MIL-I-45607C 

QCIC 

AR 

31  Aug 

87 

AR 

A1TC  200-83 

55GP 

YD 

09  Oct 

84 

YD 

Q 

MIL-I-25135D 

6850 

20 

29  Jun 

84 

AS 

20 

L 

MIL-I-8474C 

MFFP 

MR 

31  Aug 

83 

MR 

SH 

11 

MIL-HDBK  154B 

89GP 

Gl 

09  Jul 

82 

Gl 

SA 

45 

l 

MIL-STD-1371B 

NOTICE  1 

8030 

SH 

11  Jan 

88 

SH 

MIL-I-83387A 

NOTICE  1 

NDTI 

20 

30  Jul 

87 

MR 

20 

NAS  527-62 

5220 

AS 

14  Jun 

74 

AV 

AS 

11 

MIL-I-6870E 

NOTICE  1 

NDTI 

11 

04  Mar 

88 

MR 

AS 

11 

MIL-STD-849A 

1670 

82 

15  Mar 

74 

Gl 

AS 

99 

NAT-STD-3390  (8) 

NAT 

ISDF 

06 

27  Jan 

89 

MIL-I-45208A  (1) 

QCIC 

AR 

24  Jul 

81 

AR 

SA 

05  DH 

MIL-STD-6866 

NDTI 

20 

29  Nov 

85 

MR 

AS 

20 

MIL-STD-1949 

NDTI 

MR 

01  Aug 

85 

MR 

AS 

20 

MIL-STD-453C 

NDTI 

AS 

09  Sep 

88 

MR 

AS 

11 

MIL-STD-2154 

NDTI 

AS 

30  Sep 

82 

MR 

AS 

20 

L 

MIL-1-55684 

5841 

AV 

06  Jul 

70 

AV 

L 

MIL-l-49105 

5826 

AV 

22  Nov 

76 

AV 

L 

MIL-I-8672B 

NOTICE  1  (AS) 

1370 

AS 

18  Apr 

69 

AS 

L 

MIL-l-49075 

5826 

AV 

14  Oct 

77 

AV 

L 

MIL-l-8673 

NOTICE  (1) 

1270 

AS 

31  May 

55 

AV 

AS 

L 

MIL-l-49076 

5826 

AV 

15  Mar 

78 

AV 

MIL-1-87 OOA 

MISC 

AS 

01  May 

70 

ER 

AS 

11 

L 

MIL-I-49077A 

NOTICE  1 

5841 

AV 

22  Apr 

88 

AV 

AND  10303 

REV-5 

2995 

AS 

4  Mar 

53 

AS 

11 

AND10302 

2995 

82 

5  Aug 

49 

99 

REV-4 

AND10305 

REV-5 

2995 

82 

12  Aug 

49 

99 

AND10310 

REV-3 

2995 

82 

20  Mar 

50 

99 

L 

AND10320 

REV-4 

2995 

AS 

4  Mar 

53 

AS 

L 

AND10343 

2995 

82 

05  Aug 

49 

99 

REV  1 

AND10331 

REV-1 

2995 

82 

5  Aug 

49 

99 

AND10336 

2995 

82 

15  Jul 

49 

99 

REV-l 

AND10338 

REV-1 

2995 

82 

5  Aug 

49 

99 

L 

MIL-l-52997  (2) 

1095 

ME 

03  Jun 

85 

ME 

Mll-l-49287 

5815 

CR 

03  Mar 

88 

MIL-I-50089A 

4240 

EA 

31  Mar 

60 

EA 

MC 

L 

MIL-I-51192B 

4240 

EA 

12  Sep 

79 

EA 

l 

MIL-l-51175 

4240 

EA 

01  Jun 

64 

EA 

L 

MIL-I-51P72C 

4240 

EA 

21  Moy 

79 

EA 

Mll-l-8677  (1) 

NOTICE  1 

MISC 

AS 

25  Apr 

55 

AV 

AS 

l 

MU-l-83456  (2) 
NOTICE  1 

5841 

20 

04  Mor 

88 

20 

L 

MIL-I-8670A 

NOTICE  1 

1005 

AS 

26  Feb 

87 

AS 

l 

MIL-I-8671D 

1095 

AS 

29  Jul 

87 

AS 

MIL-I-8599B  (1) 

2945 

AV 

26  Aug 

81 

AV 

AS 

MIL-I-18802A  (1) 

2915 

AS 

12  Oec 

62 

AV 

AS 

L 

MIL-108259 

1500 

AS 

26  Oct 

54 

AV 

AS 

l 

MIL-10  8079B 

6610 

AS 

31  Mar 

69 

AS 

MIL-I-8675 

NOTICE  1 

9340 

AS 

31  Oct 

53 

AV 

AS 

L 

MIL-l-87239 

2840 

11 

20  Dec 

85 

11 

397 


ALPHABETICAL  LISTING 


TITLE 


Installing  &  Removal  Tools,  Connector  Electrical  Contact,  Type  III,  Class  2, 
Composition  8 

Installing  &  Removal  Tools,  Connector  Electrical  Contact,  Types  t  &  It,  Class  2, 
Composition  A 

Installing  &  Removal  Tools,  Connector  Electrical  Contact,  Type  II  Class  1 
Composition  A  (For  Use  On  MIL-C  28840  (EC)  Connectors) 

Installing  &  Removal  Tools,  Connector  Electrical  Contact,  (Fork  Type, 

Wrappost/crimp  Removable),  Type  It,  Class  1,  Composition  C 
Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  lii,  Class  1, 
Composition  A. 

Installing  And  Removal  Tool,  Connector  Electricol  Contacts,  Type  lii.  Class  2, 
Composition  B. 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  li,  Class  I, 
Composition  B 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  li.  Class  I, 
Composition  C 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  lii,  Closs  I, 
Composition  A 

Installing  And  Removal  Tools,  Socket  Head,  Electronic  Components,  Type  II,  Closs  I, 
Composition  C 

Installing  And  Removaltools,  Fiber  Optic,  Hand,  Right  Angle,  Type  l  Class  2, 
Compositiono,  Size  16  Termini 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  Type  li,  Class  1, 
Composition  C. 

Installing  And  Removal  Tools,  Connector  Electrica1  Contact,  Type  It,  Class  1, 
Composition  A  Or  8. 

Installing  And  Removal  Tools,  Connector  Electricol  Contacts,  Interfociol  Seol,  Type 
lii.  Class  1,  Composition  A 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  (Crimp  Removable), 

Type  li.  Class  1,  Composition  A 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  (Crimp  Removable), 

Type  I,  Class  1,  Composition  A 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  lii,  Closs  7, 
Composition  C 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  li,  Class  1  Or  2, 
Composition  A 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  li,  Closs  1, 
Composition  A 

Installing  And  Removol  Tools,  Connector  Electricol  Contacts,  Type  li,  Closs  2, 
Composition  C 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  li.  Class  l. 
Composition  B 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  Type  li,  Closs  2, 
Composition  C 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  Type  lii,  Closs  1, 
Composition  A 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  I,  Closs  1, 
Composition  A  (For  Use  With  MIL*C-28840)EC(  Connectors) 

Instollmg  And  Removol  Tools,  Connector  Electricol  Contoct  (Type  Cr),  Type  1,  Closs 
1,  Composition  A. 

fnstoiling  And  Removol  Tools,  Connector  Electrical  Contact,  General  Specification 
For 

Installing  And  Removol  Tools,  Connector  Electricol  Contoct,  Type  lii.  Class  1, 
Composition  C 

Installing  And  Removal  Tools,  Connector  Electricol  Contoct  Type  I,  Closs  1, 
Composition  C 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  Type  li.  Class  1, 
Composition  C. 

Installing  And  Removal  Tools,  Connector  Electricol  Contoct,  (Fork  Type, 
Wropost/crimp  Removable),  Type  li.  Class  l.  Composition  C. 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  (Fork  Type,  Crimp 
Removoble),  Type  I,  Closs  1,  Composition  A 
Installing  And  Removol  Tools,  Connector  Electricol  Contact,  (Type  Cr  Connertor), 
Type  li,  Closs  1,  Composition  A 

Installing  And  Removal  Tool,  Connector  Electrical  Contoct  (Type  D  Connector),  Type 
IK,  Classes  l  And  2,  Composition  A. 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  It,  Cass  1, 
Composition  A. 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Types  I  And  li.  Class  1, 
Composition  B. 

H*c1,;''g  A''d  Perrovol  Toplj,  Contoct  Type  Closs  2, 

Composition  A. 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  lii.  Class  1, 
Composition  8. 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  Type  I,  Class  1, 
Composition  C. 

Installing  And  Removol  Tools,  Connector  Electrical  Contoct,  Type  I,  Class  1, 
Composition  C. 

Installing  Tool  Set,  O-ring  . . . . . . 

Installing  Tool,  Solderless  Spring  Contoct,  Type  I,  Composition  A  . . 

Instant  Cereal  For  Bobies . . . . . . . . . . . . 

Instructor  S  Control  Panel  Assembly . . . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-I-81969/14C  (1) 

5120 

AS 

16  Sep 

87 

CR 

AS 

85 

MIL-I-81969/8B 

5120 

AS 

31  Oct 

86 

CR 

AS 

85 

MIL-1-81969/34F 

5120 

EC 

07,Sep 

82 

MIL-I-81969/11B 

5120 

AS 

25  Jon 

85 

CR 

AS 

85 

MU-I-81969/12A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIL-I-81969/39A 

5120 

AS 

28  Aug 

85 

CR 

AS 

85 

Mll-I-81969/40 

5120 

CR 

19  May 

80 

CR 

EC 

85 

MIL-I-8T969/41 

5120 

CR 

19  May 

80 

CR 

EC 

85 

MIL-l-81969/42 

512Q 

CR 

19  May 

80 

CR 

EC 

85 

MIL-I-8I969/43A 
NOTICE  1 

5120 

85 

15  May 

88 

CR 

EC 

85 

MIL-I-81969/49A 

5050 

85 

31  Dec 

86 

CR 

EC 

85 

MII-I-8I969/19A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIL-I-8I969/20A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIL-l-81969/21 

5120 

AS 

06  Dec 

76 

CR 

AS 

85 

Mll-181969/22 

5120 

AS 

06  Dec 

76 

CR 

AS 

85 

MIL-l-81969/23 

5120 

AS 

06  Dec 

76 

CR 

AS 

85 

Mll-l-81969/25 

5120 

AS 

14  Apr 

77 

CR 

AS 

85 

MIL-I-8I969/26A 

5120 

AS 

16  Mar 

78 

CR 

AS 

85 

MILI-81969/27 

5120 

AS 

11  Jon 

79 

CR 

AS 

85 

MIL-I-81969/28A 

5120 

AS 

27  Moy 

88 

CR 

AS 

85 

MIL-l-81969/29 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIl-l-81969/30 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

Mll-l-81969/31 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

l 

MII-1-81969/33A  (3) 

5120 

EC 

20  Jun 

83 

EC 

MIL-I-81969/13A 

5120 

AS 

11  Jon 

79 

CR 

AS 

85 

MIL-I-81969B 

5120 

AS 

20  Aug 

82 

CR 

AS 

85 

MII-I-81969/1A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MII-I-81969/2A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIL-I-81969/3A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MII-I-81969/4B 

5120 

AS 

25  Jan 

85 

CR 

AS 

85 

MII-I-81969/5A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MU-I-81969/6B 

5)20 

AS 

02  Oct 

80 

CR 

AS 

85 

MII-I-81969/7A 

5120 

AS 

11  Jon 

79 

CR 

AS 

85 

MIL-I-R1969/9B 

5120 

AS 

02  Oct 

80 

CR 

AS 

85 

MIL-I-81969/10A 

5120 

AS 

11  Jon 

79 

CR 

AS 

85 

MH-I-8I969/I5A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIII-81969/16A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

MIH-81969/178 

5120 

AS 

21  Feb 

89 

CR 

AS 

85 

MIL-I-81969/18A 

5120 

AS 

11  Jan 

79 

CR 

AS 

85 

A-A-539 

5120 

1 

07  Nov 

79 

l 

Mll-l-81969/45 

5120 

85 

29  Jan 

82 

85 

A-A-20O22 

8920 

t 

30  Sep 

80 

l 

MIL-148812 

NOTICE  1 

1190 

AR 

10  Apr 

87 

AR 

398 


ALPHABETICAL  LISTING 


TITLE 

Instrument  And  Instrument  Boards,  Aircraft,  Installation  Of . . . 

Instrument  And  Navigation  Equipment,  Aircraft,  Installation  Of . . . 

Instrument  Arrangement,  Standard,  Basic  For  Fixed  And  Rotary  Wing  Aircraft . 

Instrument  Auxiliaries,  Electrical  Measuring,  Shunts,  Resistors,  And  Transformers........ 

Instrument  Board-installation  Of  Vibration  Insulated . . . . . . 

Instrument  lighting,  Electroluminescent,  General  Specification  For....  . . . . . 

Instrument  Systems,  Pitot  Tube  And  Flush  Static  Port  Operated,  Install,  tbn  Of  . . 

Instrument,  Aircraft,  General  Specification  For..,.,..... . . . 

Instrument,  Basic  Standard  Arrangement  For  Fixed  Wing  Aircraft . . . 

Instrument,  Oental  And  Surgical,  General  Specifications  . . . . 

Instrument,  Electrical  Measuring,  Hydrogen  Gas  Indicating,  Nonportable,  (Submarine 
Use) 

Instrument,  Engine,  Basic,  Standard  Arrangement  Of . . . . . . 

Instrument,  Pilot,  Flight,  Basic,  Standard  Arrangement  For  Helicopters . . . 

Instrument,  Simulated,  Aircraft  Training  Devices,  Altimeter  Pressure.... . 

Instrument,  Simulated,  Aircraft  Training  Devices,  Torque  Pressure . . . . . 

Instrument,  Simulated,  Aircraft  Training  Device,  Multi  Purpose  Pressure . 

Instrument,  Simulated,  Aircraft  Training  Devices,  Directional  Gyro . 

Instrument,  Simulated,  Aircraft  Training  Devices,  Indicated  Airspeed  *  Mach  Number 
And  Maximum  Allowable  Airspeed 

Instrument,  Simulated,  Aircraft  Training  Devices,  Gyro  Attitude............... . . . 

Instrument,  Simulated,  Aircraft  Training  Devices,  Airspeed  And  Mach  Number  . 

Instrument,  Tracer,  Surface  Roughness . . . . . 

Instrumental  Color  Measurements  Of  Retroreflective  Materials  And  Devices  Under 
Nighttime  Illuminating  &  Viewing  Conditions 
Instrumental  Photometric  Measurements  Of  Retroreflective  Materials  And 
Retroreflective  Devices 

Instrumentation  Assembly  (For  Exercise  Head  Mk  85  Mod  0,  Mod  1,  Mod  2,  Mod 
3,  8,  Mod  4) 

Instruments,  Hand  •  Nov  75  . . . . . . . . . . 

Insufflator,  Colonic,  Weber, . . . . . . . . . . . 

Insulating  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires)  Insulating 
Compound,  Type  IL-RN-LOW  Temp,  layer  Of  Natural  Rubber  latex  &  A  Color 
Coded  Outer  layer  Of  Chloroprene  Rubber  (CR)  latex  Bonded  Together 
Insulating  8.  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  81  Wires)  Insulating 
Compound,  Type  IH  Low  Temp,  Heat  8.  Ozone  Resistant,  Ethylene  Propylene 
Rubber  (EPM)  Or  Ethylene  Propylene  Dienerubber  (EPDM) 

Insulating  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  8.  Wires), 

Insulating  Compound,  Type  IJ-H-lOW  Temperature,  Heat  8.  Weather  Resistant, 
Insulating  8.  Jacketing,  Ethylene-proplene  Rubber  (EPM)  Or 
Ethylenepropylene-dienerubber 

Insulating  8.  Jacketing  Compounds,  Electricol  (For  Cables,  Cords,  &  Wires), 

Insulating  Compound,  Type  1E-POLYETHYIEN6  In  Accordance  W/l*P*390,  Type  II, 
Class  l,  Grade  3  Or  4,  Category  5 

Insuloting  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires), 

Insuloting  &  Jacketing  Compound,  Type  TPE-S-lOW  Temperature,  Heat  &  Ozone 
Resistant,  Styrenic  Thermoplastic  Elastomer 
Insuloting  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires), 

Insulating  &  Jacketing  Compound,  Type  TPE»0-10W  Temperature,  Weather 
Resistant,  Olefinlc  Thermoplastic  Elastomer 
Insuloting  &  Jacketing  Compounds,  Elec  (For  Cobles,  Cords,  &  Wires),  Jacketing 
Compound,  Type  JP-MEDIUM-lOW  Temperature  Polyvinylchloride  (PVC)  & 
Polyvlnylchloride-ocetole  (PVCA) 

Insulating  &  Jacketing  Compounds,  Elec  (For  Cables,  Cords,  &  Wires),  Jacketing 
Compound,  Type  JS-MEDIUM-LOW  Temperature  Styrene-butodiene  Rubber  (SBR) 
Insuloting  &  Jacketing  Compounds,  Electrical  (Compound,  Type  JS-l-lOW  Temp 
Heol-rcsistont,  Styrene-butadiene  Rubber 
Insuloting  &  Jacketing  Compounds,  Electricol  (For  Cobles,  Cords,  8  Wires), 

Jacketing  Compound,  Type  JR*lOW  Temperature,  Notural  Rubber 
Insuloting  8  Jacketing  Compounds,  Electrical  (For  Cables,  Cords,  8  Wires), 

Jacketing  Compound,  Type  JN-MODERATE-lOW  Temperature,  Chloroprene 
Rubber  (CR) 

Insulating  8  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  8  Wires), 

Jacketing  Compound,  Type  JN-HOW  Temperature,  Chloroprene  Rubber  (CR) 
Insuloting  8  Jacketing  Compounds,  Electrical  (t-or  looies.  Cords,  8  Wires), 

Jacketing  Compound,  Type  JH-lOW  Tcmpcrture,  Heat  8  Weather  Resistant, 
Ethylene-propylene  (EPM),  Or  Ethylcne-propylene-dicne  Rubber  (EPDM) 

Insuloting  8  Jacketing  Compounds,  Electricol  (For  Cables,  Cords,  8  Wires), 

Jacketing  Compound,  Type  JU-LOW  Temperature,  Heat  8  Weather  Resistant, 
Polyurethane  Thermoplastic  Elastomer 

Insulating  8  Jocketing  Compounds,  Electrical  (For  Cables,  Cords,  8  Wires),  General 
Specification  For 

Insulating  8  Jocketing  Compounds,  Electrical  (For  Cobles,  Cords,  8  Wires)  Insulating 
Compound,  Type  IP  Medium  low  Temperature,  Polyvinylchloride  (PVC)  8 
Polyvinylchloride  Acetate  (PVCA) 

Insulating  8  Jacketing  Compounds,  Electrical  (For  Cables,  Cords,  8  Wires)  Insulating 
Compound,  Type  IS  Medium  low  Temperature,  Styrene  Butadiene  Rubber  (SBR) 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-l-7028  (1) 

6610 

AS 

08  Nov 

51 

AV 

AS 

l 

MIL-I-18373A 

1500 

AS 

28  Sep 

67 

AV 

AS 

MS-33785A 

NOTICE  1 

1500 

11 

26  Feb 

88 

AV 

AS 

11 

Q 

MIL-I-1361C 

6625 

SH 

17  Oct 

85 

SH 

99 

l 

AND10405 

REV-2 

5940 

AS 

08  Sep 

65 

AS 

l 

MIL-I-38038A 

NOTICE  1 

66GP 

11 

30  Sep 

88 

11 

MIL-1-61  15A  (3) 

6610 

AS 

31  Dec 

60 

AV 

AS 

M1L-I-81400 

6610 

AS 

01  Sep 

66 

AV 

AS 

L 

MS-28112 

MISC 

AS 

16  Jun 

60 

AS 

GG-I-526B 

6515 

/DM 

11  Oct 

65 

MD 

MS 

03 

Ql 

M1L-I-2220B  (2) 

6625 

SH 

27  Dec 

82 

SH 

MS-33634A 

NOTICE  1 

6620 

11 

26  Feb 

88 

AV 

AS 

11 

l 

MS-33572C 

1520 

AS 

11  Dec 

87 

AS 

NOTICE  1 
MIL-1-82356/10  (1) 

6930 

TD 

01  Mar 

72 

AV 

TD 

99 

Mll-l-82356/11 

6930 

TD 

04  Apr 

69 

AV 

TD 

99 

MIL-l-82356/23 

6930 

TD 

04  Apr 

69 

AV 

TD 

99 

Mlll-82356/24 

6930 

TD 

04  Apr 

69 

AV 

TD 

99 

Mll-l-82356/25 

6930 

7D 

04  Apr 

69 

AV 

TD 

99 

MIL-t-82356/26 

6930 

TD 

04  Apr 

69 

AV 

TD 

99 

MIL-l-82356/27 

6930 

TD 

04  Apr 

69 

AV 

TD 

99 

l 

MIL-1-45177A 

5220 

84 

04  Aug 

81 

99 

NOTICE  2 
FED-STD-373 

8010 

t 

01  Dec 

79 

FED-STD-370 

8010 

t 

01  Mar 

77 

l 

MIL-I-8243IA  (4) 

1355 

OS 

09  Aug 

84 

OS 

ADA  29-75 

6520 

DM 

10  Jul 

81 

MD  MS 

03 

GGI-00552 

6515 

t 

04  Dec 

64 

MIL-l-3930/8 

5970 

CR 

14  Jun 

85 

CR 

85 

MILI-3930/9 

5970 

CR 

14  Jun 

85 

CR 

85 

MiL-l  3930/10 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930/11 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930/12 

,»70 

CR 

14  Jun 

85 

CR 

85 

M1L-I-3930/13 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930/14 

5970 

CR 

14  Jun 

85 

CR 

85 

Mill-3930/ 15 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/16 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930/ 17 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930/18 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/19 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930.  20 

5970 

CR 

14  Jun 

55 

CR 

•n 

<o 

MILI-3930/21 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-1-3930E  (1) 

SUPP  1A 

5970 

CR 

14  Jun 

88 

CR 

SH  85 

Mill-3930/ 1 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/2 

5970 

CR 

14  Jun 

85 

CR 

85 

399 


ALPHABETICAL  LISTING 


TIKE 

isolating  8,  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires)  Insulating 
Compound,  Type  IS-t-lOW  Temperature  Heat  Resistant,  Styrene  Butadiene 
Rubber  (SBR) 

Insulating  &  Jacketing  Compounds,  Electrical  (For  Cables,  Ccrds,  &  Wires)  Insulating 
Compound,  Type  IR-lOW  Temperature,  Natural  Rubber 
Insulating  &  Jacketing  Compounds,  Electrical  (For  Cables,  Cords,  &  Nires)  Insulating 
Compound,  Type  II  Low  Temperature,  Natural  Rubber  Deposited  From  A  Rubber 
lotex  Compound 

Insulating  &  Jockeh-.g  Compounds,  Electrical  (For  Cables,  Cords,  &  Wires)  Insulating 
Compound,  Type  U-S-MEDIUM  low  Temp  Insulating  &  Jacketing,  Styrene 
Butadiene  Rubber  (SBR) 

Insulating  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires)  Insulating 
Compound,  Type  IHMOW  Temp,  Heat  Resistant,  Natural  Rubber  Deposited 
From  A  Rubber  lotex  Compound 

Insulating  And  jacketing  Compounds,  Electrical  (For  Cables,  Ccrds.and  Wires), 
Jacketing  Compound,  Type  JNMODERATE-lOW  Temperature,  Chlorinated 
Polyethylene  Rubber  (CM) 

Insulating  And  Jacketing  Compounds  For  Use  In  Cords,  Cordages,  And  Cobles . . 

Insulating  And  Jacketing  Compounds,  Electrical  (For  Cables,  Cords, and  Wires), 
Jacketing  Compound,  Type  JN-L-lOW  Temperature  (CM) 

Insulating  Board  (Cellulosic  Fiber),  Structural  &  Oecorotive  •  4  Dec  72  (Reopproved 
1982) 

Insulating  Board  (Cel'ulosic  Fiber),  Structural  And  Decorative  30  Nov  84  . . . 

Insulating  Compound,  Electrical  (For  Field  Splicing  Applications) . . . . . 

Insulating  Compound,  Electrical,  Embedding,  Reversion  Resistant  Silicone  . . . 

Insulating  Compound,  Electrical,  Embedding  . . . . . . . . . . 

Insulating  Compound,  Efcctricol  (For  Coating  Printed  Circuit  Assemblies) . 

Insulating  Components,  Molded,  Electrical,  Heat  Shrinkable  Fluoropolymer, 
Semi-RIGID,  Crosslinked 

Insulating  Compound,  Electrical,  Ceramic  Class  l . . . . . 

Insulating  Compound,  Electrical  . . . . . . . . . . 

Insulating  Components,  Molded,  Electrical,  Heot  Shrinkable  Fluoropolymer 
Composite,semi  -RIGID,  Crosslinked 

Insulating  Component,  Molded,  Electrical,  Heat  Shrinkable,  General  Specification 
For 

Insulating  Compound,  Electrical,  Silicone  Rubber,  Room  Temperature . . . 

Insulating  Component,  Molded,  Electrical,  Heot  Shrinkable  Polyolefin,  Crosslinked, 
Semi-rigid  And  Flexible 

Insulating  Component,  Molded,  Electrical,  Heot  Shrinkable  Polychloroprene,  Flexible, 
Crosslinked 

Insulating  Compound,  Electrical,  Epoxy,  Colloidal  Silica  Filled  For  Potting  And 
Encapsulation 

Insulating  Component,  Molded,  Electrical,  Heat  Shrinkable  Silicone  Rubber,  Flexible, 
Crosslinked 

Insulating  Compound,  Efcctricol  Embedding  . . . . . 

Insulating  Component,  Molded,  Electrical,  Heat  Shrinkable  Fluoroelostomer,  Flexible, 
Crosslinked 

Insulating  Component,  Molded,  Electrical,  Heal  Shrinkable  Butyl  Rubber,  Flexible, 
Crosslinked 

Insulating  Fluid,  Electrical,  Silicone  . . . . . . . . . . 

Insulating  Materials,  Electrical,  At  Commercial  Pc  wer  Frequencies,  Dielectric 
Breakdown  Voltage  &  Dielectric  Strenght  O*  *  30  Jon  81 
Insulating  Materiols,  Plastic  Electricol,  Standard  Test  Methods  For  Impact  Resistance 
Of  -  27  Jul  84 

Insulating  Materiols,  Conditioning  &  Electricol,  For  Testing  18  Sep  61  (Reapproved 
1981) 

Insulating  Materiols,  Molded  Electricol,  Tensilt  Strength  Of  -  28  Dec  1984 . . . . 

Insulating  Materials,  Solid  Electrical,  A.c.  loss  Characteristics  &  Permittivity 
(Dielectric  Constant)  •  27  Feb  81 

/isolating  Material,  Solid  Electricol  At  Microwave  Frequencies  And  Temperatures  Up 
To  1650  Degrees  C,  Corr.prx  Permittivity  (Dielectric  Constant)  Of  *  28  Jon  77 

Insulating  Oil  Electricol . . . . . . . . . . . . . . . 

Insulating  Sleeving,  Electrical,  Flexible,  Coated,  Cfoss  130,  Type  B,  Category  B  . . 

Insulating  Tape  •  8  Oct  77  (Reopproved  1982) . . . . . . . 

Insulating  Tope,  Electricol,  Self  Fusing,  For  Use  In  Electronic,  Communications,  & 
Allied  Equipment 

Insulating  Varnish,  Electricol,  Impregnating,  Solvent  Containing . . . . 

Insulating,  Thermal,  Compressed  Strength  Of  Preformed  Block  Type,  Method  Of  Test 
For  -  70 

Insulation  Batt,  Nylon,  Thermal.............. . . . . . . . . . . . 

Insulation  Blanket,  Thermo!  (Mineral  Fiber,  For  Ambient  Temperatures) . . . . 

Insulation  Blanket,  Thermal,  Fibrous  Minerol..... . . . . . . . 

Insulation  Blanket,  Thermal  Acoustical  . . . . . . . . . . . 

Insulation  Block,  Thermal  . . . . . . . . . . . 

Insulation  Board,  Thermal,  Faced,  Polyurethane  Or  Polyisocyonurate ........... . . . . 

Insulation  Board,  Perlite  Thermal  -  29  Jan  82......................... . . . 

Insulation  Board,  Thermal,  Fibrous  Gloss  . . . . . . 

Insulation  8oord,  Thermal,  Polyurethane  Or  Polyisocyonurate,  Faced  With  Aluminum 
Foil  On  Both  Sides  Of  The  Foam 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-l-3930/3 

5970 

CR 

14  Jur. 

85 

CR 

85 

MIL-l-3930/4 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/5 

4970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/4 

5970 

CR 

14  Jun 

85 

CR 

85 

MIU-3930/7 

5970 

CR 

14  Jun 

85 

CR 

85 

MIL-l-3930/22 

5970 

CR 

2)  Apr 

88 

CR 

SH 

85 

l 

MIL-I-4997A  (1) 
NOTICE  2 

4145 

85 

20  Sep 

54 

85 

MIL-l-3930/23 

5970 

CR 

21  Apr 

88 

CR 

85 

ASTM  C208-72E 

5440 

YD 

31  Mar 

88 

ME 

YD 

NOTICE  1 

ASTM  C209-84 

5440 

YD 

11  May 

87 

ME 

YD 

MIL-I-22266C  (1) 

5970 

AS 

15  Nov 

73 

ER 

AS 

20 

0 

MIL-I-81550C 

5970 

AS 

14  Jul 

83 

ER 

AS 

20 

0 

MIL-I-14923G  (1) 

5970 

SH 

12  Sep 

75 

ER 

SH 

20 

0 

MIL-I-44058C  (6) 

5970 

ER 

08  Nov 

82 

ER 

EC 

85 

MIL-l-81745/4 

5970 

AS 

15  Jun 

87 

MR 

AS 

20 

Q 

MIL-MOB  (3) 

5970 

ER 

06  Dec 

84 

ER 

SH 

85 

L 

MIL-l-44877  (2) 

5970 

Ml 

15  Ju* 

80 

Ml 

MIL-1-81745/7 

5970 

AS 

15  Jun 

87 

MR 

AS 

20 

l 

MIL-l-81745 

SUPP  1 

5970 

AS 

20  Jul 

70 

AS 

L 

MIL-I-46838B 

5970 

Ml 

27  Teb 

81 

Ml 

L 

MIL-1-81765/1 

5970 

AS 

20  Jul 

70 

AS 

l 

MIL-l-81745/2 

5970 

AS 

20  Jul 

70 

AS 

l 

MIL-I-46845A  (1) 

5970 

Ml 

13  May 

84 

Ml 

l 

MIL-l-81765/3 

5970 

AS 

20  Jul 

70 

AS 

L 

Mll-l-47151  (1) 

5970 

Ml 

15  Jul 

84 

Ml 

l 

MIL-l-81745/4 

5970 

AS 

20  Jul 

70 

AS 

l 

MIL-l-81745/5 

5970 

AS 

20  Jul 

70 

AS 

VV-l-2117 

9140 

/AR 

24  Jul 

79 

AR 

48 

ASTM  0149-81 

5970 

MR 

10  Feb 

87 

MR 

tl 

ASTM  0254-84 

9330 

MR 

08  Nov 

84 

MR 

SH 

11 

ASTM  0418-41 

9330 

MR 

26  Apr 

74 

MR 

AS 

99 

ASTM  D451-84 

9330 

MR 

20  Aug 

85 

MR 

SH 

ASTM  D150-8IE1 

9330 

MR 

30  Mar 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  02520-77 

5970 

E3 

26  Apr 

79 

ER 

SH 

85 

VV-I-530A 

9140 

/AR 

20  Mar 

47 

AR 

SH 

48 

MIL-I-3190/2A 

5970 

SH 

04  Sep 

87 

SH 

20 

UL  510-77R82 

5970 

ER 

16  Mar 

82 

ER 

SH 

85 

MIL-I-3825B  (3) 

5970 

ER 

10  Sep 

84 

ER 

YD 

85 

O 

MIL-I-24092B  (1) 

5970 

SH 

21  Oct 

83 

ER 

SH 

20 

ASTM  C165-70 

MISC 

84 

08  Jun 

72 

ME 

YD 

99 

MIL-I-52172C 

5440 

Mi 

12  Aug 

83 

Ml 

99 

HH-I-521F 

5440 

J 

04  Sep 

80 

MU-I-2818B 

5440 

SH 

15  Moy 

48 

ME 

SH 

MIL-1-7 17 1C  (1) 

5440 

AS 

09  Oct 

81 

AV 

AS 

99 

Q 

MIL-I-2819F  (2) 

INT  AMD  1  (SH) 

5440 

SH 

08  Jul 

82 

ME 

SH 

99 

HH-l-1972  (1) 

5440 

/YD 

03  Oct 

85 

ME 

YD 

99 

ASTM  C728-82 
NOTICE  1 

5440 

YD 

04  Jun 

87 

ME 

YD 

MIL-I-742F  (1) 

5440 

SH 

30  Apr 

81 

4  ■ 

SH 

99 

HH-l-1972/ 1 

5440 

/YD 

12  Aug 

81 

ME 

YD 

99 

400 


ALPHABETICAL  LISTING 


TITLE 

Insulation  Board,  Thermal,  Polyurethane  Or  Polyisocyanurate  Faced  With 
Asphalt/organic  Felt,  Asphalt/asbestos  Felt  Or  Aspholt/glass  Fiber  Felt  On  Both 
Sides  Of  The  Foam 

Insulation  Board,  Thermol,  Polyurethane  Or  Polyisocyanurate  Faced  With  Perlite 
Insulation  Board  On  One  Side  &  Asphalt/organic  Felt  Or  Asphalt/glass  Fiber  Felt 
On  The  Other  Side  Of  The  Foam 

Insulation  Board,  Thermal,  Polyurethane  Or  Polyisocyanurate  Faced  With  Gypsum 
Board  On  One  Side  &  Aluminum  Foil  Or  Asphalt/organic  Felt  On  The  Other^ide 
Of  The  Foam 

Insulation  Board,  Thermal,  Polyurethane  Or  Polyisocyanurate  Faced  With  Perlite 
Board  On  Both  Sides  Of  The  Foam 

Insulation  Board,  Thermol,  Polyurethane  Or  Polyisocyanurate  Faced  With  Mineral 
Fiberboard  On  One  Side  Of  The  Form  And  Gloss  Mat  On  The  Other  Side  Of 
The  Form 

Insulation  Cloth  And  Tape,  Electrical,  Gloss  Fiber,  Varnished . . . . . . 

Insulation  Cloth  And  Tope,  Electrical,  Vornlshed  Cambric............... . . . . 

Insulation  Electricol.high  Temperature  Inorganic  Paper . . . . . . 

Insulation  Felt,  Thermal,  Glass  Fiber . . . . . . . . . 

Insulation  Felt,  Thermal  And  Sound  Absorbing  Felt,  Fibrous  Gloss,  Flexible . . 

Insulation  Mat'l,  With  Special  Corrosion,  Chloride,  &  Fluoride  Requirements  (Isse 
Controlled  Further  Dissemination  Only  As  Directed  By  Novseasyscoom  (Sea  9  B2) 

Insulation  Material,  Polyisoprene  . . . . . . . . . 

Insulation  Panel,  Thermol  And  Acoustic  Absorptive,  Open-cell  Polyimide  Foam . 

Insulation  Sheet,  Cellular,  Plastic,  Thermal  . . . . . . . . . 

Insulation  Sheet,  Electrical,  Natural  Muscovite  Mica . . . . . . 

Insulation  Sheet  And  Tape,  Electrical,  Coil  And  Slot,  High  Temperature  . 

Insulation  Sheet,  Electrical,  Silicone  Rubber,  Thermolly  Conductive,  Fiberglass 
Reinforced 

Insulation  Sheet,  Electrical,  Mica  Paper,  Silicone  Bonded.................. . . . . . . 

Insulation  Sheet,  Electrical,  ligno-cellulosic.  High  Density,  Hardboord  . . . 

Insulation  Sheet  And  Tape,  Electricol,  Reinforced  Mica  Paper  . . . . . . . 

Insulation  Sheet,  Electricol,  Paper,  Pressboard . . . . 

Insulation  Sleeving,  Electricol,  Shrinkable  Without  Heat,  General  Specification  For..., 
Insulation  Sleeving,  Electricol,  Heat  Shrinkable,  General  Specification  For...... . . 

Insulation  Sleeving,  Electricol  (Coble  Splicing)  FT-96,  FT*97,  FT-98,  And  FT-472  ........ 

Insulation  Sleeving,  Electrical,  Braided . . . . . . . . . 

Insulation  Sleeving,  Electrical,  Shrinkable  Without  Heat,  Polyvinyl  Chloride,  Flexible 
Non  Crosslinked 

Insulation  Sleeving,  Electricol,  Heat  Shrinkable,  Polychloroprene,  Flexible . . 

Insulation  Sleeving,  Electrical,  Flexible,  Coated,  General  Specification  For... . 

Insulation  Sleeving,  Electricol,  Heat  Shrinkable,  Polyvinyl  Chloride,  Flexible, 
Crosslinked  And  Non-crossIInked  (Inactive  For  New  Design) 

Insulation  Sleeving,  Electrical,  Non  Heat  Shrink,  Silicone  Rubber,  Flexible . . . . 

Insulation  Sleeving,  Electricol,  Heat  Shrinkable,  Polyvinyl  Chloride,  Semi  Rigid, 
Crosslinked  And  Non-crosslinked  (Inactive  For  New  Design) 

Insulation  Sleeving,  Electricol,  Flexible,  Coated,  Class  155,  Type  A,  Category  A . . 

Insulation  Sleeving,  Electricol,  Heat  Shrinkable,  Polyolefin,  DuoLwall,  Rigid  (Outer 
'Wall  Crosslinked) 

I  isolotion  Sleeving,  Electricol,  Shrinkable  Without  Heat,  Polyurethane  Flexible  . . 

Insulation  Sleeving,  Electrical,  Heat  Shrinkoble,  Polyolefin,  Flexible,  Crosslinked  . 

Insulation  Sleeving,  Class  155,  Type  A,  Category  A . . . . 

Insulation  Sleeving,  Electrical,  Heot  Shrinkoble,  Polyolefin,  Semi  Rigid,  Crosslinked .... 
Insulation  Sleeving,  Electrical,  Shrinkoble  Without  Heal,  Chlorosulfonaied 
Polyethylene  Flexible 

Insulation  Sleeving,  Electrical,  Heot  Shrinkable,  Polyethylene  Tcrephtholote, 

Non  crosslinked 

Insulation  Sleeving,  Electricol,  Flexible,  Coated,  Closs,  200,  Type  C,  Cotegory  C . . 

Insulation  Sleeving,  Electricol,  Heot  Shrinkable,  Polyvinylidene  Fluoride,  Semi  Rigid, 
Crosslinked 

Insulotion  Sleeving,  Electrical,  Shrinkable  Without  Heat,  Polychloroprene.................... 

Insulation  Sleeving,  Electricol,  Heot  Shrinkoble,  Silicone  Rubber,  Flexible.,., . ......... 

Insulotion  Sleeving,  Electricol,  Flexible,  Coated,  Class  200,  Typed,  Category  C .......... 

Insulotion  Sleeving,  Electricol,  Heat  Shrinkoble,  Fluormated  Ethylene  Propylene, 
Non*cross!Inkcd 

Insulotion  Sleeving,  Thermol,  Tubular,  Flexible  . . . . . . . 

Insulotion  Sleeving,  Electricol,  Heat  Shrinkable,  Polytctrofluoroethylenc . . . 

Insulotion  Sleeving,  Electricol,  Flexible  . . . . . . . . . . . 

Insulotion  Sleeving,  Electricol,  Heat  Shrinkable,  Fluoroclastomer,  Flexible.................... 

Insulotion  Sleeving,  Electrical,  Heat  Shrinkoble,  Ethylcnc-tetrafluoroethylcnc 
Fluoropolymer,  Semi-rigid 

Insulotion  Sleeving,  Electricol,  Heot  Shrinkoble  Polyolefin,  Heavy  Wall,  Coated, 
Flexible,  Outer  Wall  Crosslinked 

Insulation  Sleeving,  Electricol,  Heat  Shrinkoble,  Crosslinked,  Elastomeric  Polyolefin, 
Flexible 

Insulotion  Sleeving,  Electricol,  Heat  Shrinkoble,  Flame  Retarded,  Translucent, 
Polyolefin,  Flexible,  Crosslinked 

Insu'otion  Sleeving,  Electricol,  Heel  Shrinkable,  Modified  Fluoropolymer,  Crosslinked 
Insulotion  Tape,  Electricol,  High-lemperature,  Glass  Fiber,  Pressure-sensitive 

Insulotion  Tape,  Electrical,  (Rubber,  Natural  And  Synthetic).,......,.... 
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TITLE 

Insulation  Tope,  Electrical,  Pressure  Sensitive  Adhesive  And  Pressure  Sensitive 
Thermosetting  Adhesive 

Insulation  Tope,  Electrical,  High  Temperoture,  Polytetrafluoroethylene, 
Pressure-sensitive 

Insulation  Tape,  Nonadhering,  Gloss  Fabric,  Polytetrafluoroethylene  Coated . . 

Insulation  Tape,  Electrical  Glass  Fiber  {Resin  Filled),  &  Cord,  Fibrous  Glass  . . 

Insulation  Tape,  Electrical,  Plastic,  Pressure  Sensitive . . . . . . . 

Insulation  Tape,  Electrical,  Filler  Type,  Flameproof,  Synthetic. . . . 

Insulation  Tape,  Electrical,  Pressure  Sensitive  Adhesive,  Plastic  . . . . . 

Insulation  Tape,  Electrical,  Sel*  Bonding,  Silicone  Rubber  Treated  Bios  Wove  Or 
Sinusoidal  Weave  Glass,  Coble  Splicing,  Naval  Shipboard 
Insulation  Tope,  Electrical,  Seif  Adhering  Unsupported  Silicone  Rubber . . . 

Insulation  Tope,  Dee  tried,  Semi-cured  Thermosetting  Resin  Treated  Glass,  Armature 
Banding,  Navol  Shipboard 

Insulation  Thermal  (Loose  Fill  For  Pneumatic  Or  Poured  Application),  Cellulosic  Or 
Wood  Fiber 

Insulation  Tubing,  Electrical  Nonrigid,  Vinyl,  Very  low  Temperature  Grade . 

Insulation  Tubing,  Silicone  Rubber,  Heat  Shrinkable . . . . . . . . 

Insulation  Tubing,  Electrical,  Polytetrafluoroethylene  Resin,  Nonrigid  (See  Astm  0 
3295) 

Insulation,  Blocks,  Boards,  Blankets,  Fells,  Sleeving  (Pipe  And  Tube  Covering),  And 
Pipe  Filling  Covering,  Thermal  (Mineral  Fiber,  Industrial  Type) 

Insulation,  Electrical,  Plastic  (Submarine  Bus  Bar  Covering)  . . . . . 

Insulation,  Electrical,  High  Temperature,  Bonded,  Synthetic  Fiber  Paper . . 

Insulation,  Electrical,  Paper  (Slot  Cell) . . . . . . . . 

Insulation,  Electrical,  Posted-mica . . . . . . . . . . . . . . . . . 

Insulation,  Electrical,  Dielectric  Barrier,  laminated,  Plastic  Film  And  Rog  Paper . . 

Insulation,  Electrical,  Dielectric  Barrier,  laminated,  Plastic  Film  And  Synthetic  Fiber 
Mol 

Insulation,  Electrical,  Synthetic  Resin  Composition,  Non  Rigid  . . . . . . 

Insulation,  Electrical,  Plastic  Sealer . . . . . . . . . 

Insulation,  Expanded  Perlite  Block  &  Pipe  Thermal  -  29  Mor  1985 . 

Insulation,  Hoor-mat, thermal-barrier . . . . . . . . . 

Insulation,  Molded,  Noise-barrier . . . . . . . . 

Insulation,  Panel,  Noise-ond  Thermal-barrier . . . . . . . . . 

Insulation,  Panel,  Vibration-dampening  And  Thermal-barrier......... . . . 

Insulation,  Perlite  loose  Fill  •  30  Oct  1981  (Reopproved  1986) . 

Insulation,  Pipe,  Polyphosphazene,  Sheet  &  Tubular . . . . . 

Insulation,  Pipe,  Thermal . . . 

Insulation,  Pipe,  Thermal,  Fibrous  Gloss . . . . . . 

Insulation,  Plastic,  Cellular  Polyurethane,  Rigid,  Preformed  &  Foam  In  Place  . . . 

Insulation,  Preformed, cellular,  Polystrene,  Thermal,  Standard  Specification  For  «  29 
MAY87 

Insulation,  Solid  Electrical,  High  Voltage,  Low  Current,  Dry  Arc  Resistance  Of  •  28 
Sep  84 

Insulction,  Sound  And  Thermal  Resin-bonded  Glass  Fiber,  Medium  Filament  *  15  Jun 
52 

Insulation,  Synthetic,  Rubber*like,  Chemically  Expanded,  Cellular  (Sheet  Form)  . . 

Insulation,  Thermal  High  Temperature  Alumina  Silica  Fiber  *  15  Jun  75 . . 

Insulation,  Thermal,  For  Piping  8.  Machinery,  Selection  &  Application  Of  •  31  Oct 
80 

Insulation,  Thermo!,  Silica  Fiber  •  1  Oct  1985  . . . . . . . . . . . 

Insulation,  Thermo!  (Expanded  Perlite) . . . . . . . . . . 

Insulation,  Unfaced  Preformed  Rigid  Cellular  Polyurethane  Thermal »  25  Jon  1985  .... 

Insulator  Assemblies,  Rock,  Secondary . . . . . . 

Insulator  Discs,  Semiconductor  Device  . . . . . . . . . . . . 

Insulator  Disk,  Semiconductor  Device  General  Specification  For . . . . . . 

Insulator,  Bowl  (Style  55,  56  And  57) . . . . . . . 

Insulator,  Bow)  (Style  58) . . . . . . . . . . . . 

Insulator,  Bulkheod  M753  8  Inch  Projectile.... . . . . . . . . . 

Insulator,  Bushing  (Style  40,  41,  And  42) . . . . . . 

Insulator,  Bushing,  Spark  Plug  Coble  Terminal  (Other  Than  Aircroft) . . . . 

Insulator,  Bushing  (Style  43) . . . . . . . . . . . . 

Insulator,  Bushing,  5>po;k  Plug  Cable  Elbow  (Other  Than  Aircraft).,, . . 

Insulator,  Electric,  Porcelain  And  Gloss......... . . . . . . . . . . . 

Insulator,  Feedlhru  (Style  30)...........,..............,........,, . . . . . . 

Insulator,  Feedthru  (Sty!e  31) . . . . . . . . . . . 

Insulator,  Feedthru  (Style  32),.,.. . . . . . . . . . . 

Insulator,  Feedthru  (Style  33)., . . . . . . . . . . . 

Insulator,  Feedthru  (Style  34), . . . . . . . . . . . . . . 

Insulator,  Feedthru  (Style  35  And  36)  . . . . . . . . . 

Insulator,  Feedthru  (Style  37). . . . . 

Insulator,  Lead  Through  Antenna  . . . . . . . . . . . 

Insulator,  Pin  (Style  81) . . . . . . . . . . . 

Insulator,  Pin,  Style  82 . . . 

Insulator,  Sprcoder  (Style  76)  . . . . . . 
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TITLE 


mulotor.  Standoff  (Style  21),..,.......... . . . . . . . . . . . . 

mulotor,  Stondoff.  (Style  01,  02,  03,  04,  And  06) . . . . . . . . 

nsulator,  Standoff  (Styles  01,  02,  03,  04,  And  06).. . . . . 

mulotor,  Stondoff  (Styles  10,  11,  12,  13,  And  14) . . . . 

mulotor,  Standoff  (Style  19  And  20)  . . . . . . . . 

mulotor,  Stondoff  (Style  26) . . . . . . . . . 

mulotor.  Standoff  (Style  27) . . . . . 

nsulotor,  Standoff  (Style  28) . . . . . . . . . . . . . 

nsulator,  Stondoff  (Style  29) . . . . . . . . . 

nsulotor.  Strain,  Antenna  (Asg) . . . . . . . . . . . 

mulotor,  Strain,  With  Clevis . . . . . . . . . . 

nsulotor.  Strain  (Style  64,  65,  66,  And  67).. . . . . . . . . 

nsulator.  Strain,  With  Clevis  . . . . . . . . . . . 

nsulator,  Strain  (Style  68,  69,  70,  And  71)..,.,................... . . . . . 

nsulator,  Strain  (Styles  60,  61,  73,  74,  And  75),., . . . . . . 

nsulator.  Wet  Processporcetain,  tow  &  Medi  Um  Voltage  Types,  American  Notional 
Standard  For  ■  7  Aug  84 

nsulator,  Wet  Process  Porcelain  (High  Voltage  Pin  Type)  •  7  Aug  84. . . . 

nsulotors  Wet  Process  Porcelain  (Strain  Type)  •  4  Oct  77  . . . . 

mulatorS'Slrain  Type,  Wei  Process  Porcelain  >  24  July  1984... . . . 

nsulators*wet  process  Porcelain  And  Toughened  Gloss*suspemion  Type  •  16  Jun 
1982 

nsulotors,  Electrical  Power,  Test  Methods  For  •  30  Oct  81  . . . . 

nsulin  Human,  Suspension,  Isophane,  11*100,  10  Ml . . . . . 

nsulin  Human,  Zinc  Suspension,  U*100,  10  Ml. . . . 

nsulin  Humon,  Zinc  Suspension,  Extended,  U-100,  10  ML  . . . . . 

nsulin  Injection,  Human,  USP  (IM00,  10  Ml) . . . . . 

nsulin  Isophane  Suspension,  USP,  Purified,  Beef,  10  ML . . . . 

nsulin,  Human,  Zinc  Suspension,  100  U/ml,  10  Ml . . . . . 

ntegrated  Airspeed  &  Mach  Number  Indicators... . . . . . 

ntegroted  Circuit,  Digital,  Cmos,  Time  Base  And  Speciol  Purpose  Function 
Generator,  Monolithic,  Silicon 

ntegrated  Circuit,  Digital,  CMOS  Logic  Array  Monlithic  Silicon  . . 

ntegrated  Circuit,  Digital,  Cmos  Control  And  Timing  Bose,  Monolithic,  Silicon . 

ntegrated  Electronic  Centrals  AN/ASQ-88,  AN/ASQ-88A,  AN/ASQ*886  And 
AN/ASQ-108 

ntegrated  Electronic  Centrals  AN/ASQ-57,  AN/ASQ-57A,  AN/ASQ-57B, 
AN/ASQ-109,  AN/ASQ-58,  AN/ASQ-58A,  AN/ASQ.58B  And  AN/ASQ-110 

ntegrated  Electronic  Centrals  AN/ASQ.19A,  AN/ASQ*19B,  And  AN/ASO-107 . 

ntegrated  Electronic  Centrals  AN/ASQ-56A  And  AN/ASO-56B . . 

ntegrated  Logistics  Support  Programs  For  Equipment,  Subsystems,  ^systems 
(Metric) 

ntegrotor.  Boll  &  Disc  (Inactive  For  New  Design  Per  Not.  1  (2/23/89) . 

ntelligence  Reports  csts  Other  Than  DOD  Be  Sent  Via  US  AMC,  Atfm 
AMCICP*AA-N,  5001  Eisenhower  Ave,  Alexandria,  Va  22333*0001 
ntelligence  Reports  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By 
Hq  Darcom  (Drcird) 

ntelligence  Request  (Edition  3)  Release  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (DRCIRD) 

ntelligibility  Of  Speech  In  Noise  (Req  For  Issue  Other  Than  Dod  Must  Be  Sent  Via: 

HQ  UsAF/XOXX  (ISO)  WoshdC  20330*058 
nterchangeobility  And  Replaccobihty  Of  Component  Ports  For  Aircraft  And  Missiles 
nterchongeobility  Of  Aircrew  Medical  Categories  (Rel  To  Other  Than  DOD  Act  Req 
Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 
nterchongeobility  Of  Combot  Clothing  Sues  (Edition  2)  (Rel  To  Other  Than  DOD 
Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 
nterchongeobility  Chort  Of  Standardized  Aviation  Fuels,  lubricants  8.  Allied 
Products 

nterchongeobility  Of  Infrared  Equipments  Mounted  On  Portoble  Infantry 
Weopons*shape  And  Dimensions  Of  Infrared  filters  (ABCA»145) 
nterchongeobility  Chart  Of  NATO  Standardized  Fuels,  Lubricants  &  Associated 
Products  (Ed.  3)  Annex  C  Revised  15  Sept  1988  -  Request  For  Issue  Other  Than 
DOD  Must  Be  Sent  Via  CNO*  OP.731  Wash  D.c.  20350*2000 
nterchongeability/equivolcncy  Of  Carbon  And  Alloy  Steels  In  Bar  Form  For  General 
Dockyard  Repairs 

nterchongeobility  Of  Noto  Aircrew  Medico!  Categories  (Ed  4)  Request  Other  Than 
Dod  Must  Be  Sent  Via  Hq  Usof/xoxx(iso),  Wash,  Dc  20330*5058 

nterchongeobility  Of  Cable  Splices  (In  Line  Connectors)  Tinned  Copper . . . . 

nttrchungcobllify  Of  Copp-sr  Te/mlftc's  (lugs)  . . . 

nlerchangeoble  Ammunition  For  105  MM  TonlcGunj  M68,  L7A1,  L7A2,  17A3  And 
FI  For  Use  On  Peacetime  Training  Exercises  (Edition  2) 
ntercommunicotions  Set,  AN/AIC-14  0  AN/AIC*14A  R^l  Interphone  Control  Panel 
C*4<?49MlC*l4A 

ntercommunicotion  Control  Unit, . . . . . . . . 

ntercommumcation  Sets,  AN/AlC-14  &  AN/AIC-14A  R/T  Interphone  Control  Poncl 
C-4952A/AIC-14A 

ntercommunicotion  Sets,  AN/AIC-4  And  AN/A!C*4A  . . . . . . . . . 

ntercommunicotions  Sets,  AN/AIC-14  &  AN/AIC-14A  Active  interphone  Control 
Poncl  C-2646  ''AlC-14  (Inactive) 

Intercommunications  Set  AN/AIC-14A  R/t  Interphone  Control  Panel 
C-4949/AIC-14A 
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TITLE 


Intercommunications  Set,  AN/AIC-14  8.  AN/AIC-14A  Master  Interphone  Control 
Panel  C-2645B/AIC-14  (Inactive  Use  MIU-22352/22) 

Intercommunication  Sets,  AN/AIC-5A  And  AN/A1C-5B  . 

Intercommunications  Set,  AN/AIC-14  &  AN/AtC*14A  Master  Interphone  Control 
Panel  C-2645C/AIC-14  (Inactive  Use  MIU-22352/22) 

Intercommunication  Set,  AN/AIC-14  Active  Interphone  Control  Panel  C-2646/AIC-14 
Intercommunications  Set,  AN/AIC-14  &  AN/AIC-14A  Moster  Interphone  Control 
Panel  C-2645D/AIC-14A 

Intercommunication  Stations  L$-124{  (/FI,  LS*  125)  (/FI,  LS*  125)  (/FI,  IS*127) 

(/FI,  LS- 128)  (/FI.  LS-138)  (/FI,  IS-200)  (/FI,  LS-201)  (/FI,  IS-202)  (/FI 
Intercommunications  Set,  AN/AIC-14  &  AN/AIC-14A  Station  Interphone  Control 
Panel  C-4951/AIC-14A 

Intercommunication  Sets,  AN/AIC-14  Amplifier  Module.......... . . . 

Intercommunications  Sit,  AN/AIC-14  &  AN/AIC-14A  Audio  Frequency  Amplifier 
AM-3889/AIC.14A 

Intercommunication  Station  And  loudspeaker.  Magnetic  Intercommunication  Station 
IS-130-F1  And  loudspeaker  LS-U4/U 
Intercommunications  Set,  AN/AIC-14  &  AN/AIC-14A  Mounting  Plate 
MT-20/5/AIC-14 

Intercommunication  Sets,  AN/AIC-14A  Master  Interphone  Control  Panel 
C-2645D/AIC-14 

Intercommunications  Set,  AN/AIC-14  &  AN/AIC-14A  Passive  Interphone  Control 
Panel  C-2643/AIC-14  (Inactive  Use  Mll-l-22352/17  Or  Mll-l.22352/18) 

Intercommunication  Sets,  AN/AIC-14A  Amplifer  Module . . . 

Intercommunication  Stations  lS-459(*)/AlC  And  LS-460(*)/AlC  . . . . 

Intercommunication  Sets,  AN/AIC-14A  Vox  Module  . . . . . . . 

Intercommunication  Sets,  AN/AIC-14  8.  AN/AIC-14A  Monitor  Amplifier  Module  ...... 

Intercommunication  Sets,  AN/AIC-14A  Filter  Module . . . . . . . . 

Intercommunication  Sets,  AN/AIC-14  &  AN/AIC-14A  Filter  Module . . . 

Intercommunication  Set  AN-AIC-14A  Audio  Freqvency  Amplifier  AM-3889/AIC-14A.. 
Intercommunications  Set,  AN/AIC-14  8.  AN/AIC-14A  Passive  Interphone  Control 
Panel  C-2642A/AIC-14  (Inactive  Use  Mll-l-22352/17  Or  Mll-l-22352/1 1) 

Intercommunication  Sets,  AN/AIC-14A  Microphone  Mixing  Module  . . . 

Intercommunications  Set,  AN/AIC-14  &  AN/AIC-14A  Passive  Interphone  Control 
Panel  C-2644/AIC-14  (Inactive  Mll-l-22352/17  Or  MIU-22352/18) 

Intercommunication  Sets,  AN/AIC-14A  Dual  Output  Amplifier  Module  . . . 

Intercommunication  Sets  An/AIC-14  And  An/AlC-14A  Passive  Interphone  Control 
Panel  C- 2647A/AIC-14  (Inactive  For  New  Design  After  10  Aug  1984  •  For  New 
Design  Use  Mll-1-22352/23) 

Intercommunication  Sets  AN/AIC-14  And  AN/AIC-14A  Passive  Interphone  Control 
Panel  C-2647A/AIC-14  (Inactive  For  New  Design  After  10  Aug  1984  •  For  New 
Design  Use  Mll-l-22352/17  Or  /18) 

Intercommunication  Sets  AN/AIC-14  And  AN/AIC-14A  Passive  Interphone  Control 
Panel  C-2648B/AIC-14  (Inactive  For  New  Design  After  10  Aug  1984  -  For  New 
Design  Use  Mll-1-22352/23) 

Intercommunication  Station,  Type  IS-540/S1C,  Naval  Shipboard.... . . . 

Intercommunication  Sets  AN/AIC-14A  co  AN/AIC-14,  General  Specification  For...... 

Intercommunication  Stations  (Hands-free  Operated  Reply  Reproducer)  Naval 
Shipboard 

Intercommunication  Sets,  AN/AIC-14  oo  AN/AIC-14A  Amplifier  Module  (Inactive).... 
Intercommunication  Sets  AN/AIC-14  oo  AN/AIC-14A  Amplifier  Module  (Inactive) .... 

Intercommunications  Sets,  AN/AIC-14  &  AN/AIC-14A  Amplifier  Module . . . 

Intercommunication  Sets,  AN/AIC-14  &  AN/AIC-14A  Microphone  Mixing  Module.... 

Intercommunication  Sets,  AN/AIC-14  &  AN/AIC-14A  lamp  Driver  Module . 

Intercommunication  Sets,  AN/AIC-14  8.  AN/AIC-14A  Vox  Module  (Inactive . . 

Intercommunication  Sets,  AN/AIC-14  &  AN/AIC-14A  Vox  Module . . . 

Intercommunication  Sets,  AN/AIC-14  &  AN/AIC-14A  Dual  Output  Amplifier  Module 

Intercommunication  Stations  Naval  Shipboard . . . . . . . 

Interconnecting  Box  J-1013A/A1C . . . . . 

Interconnecting  Box,  8932942  . . . . . . . . . . . . 

Interconnecting  Box,  XM53..... . . . . . . . 

Interconnecting  Box  J-3176{  (/ULR-17)V( . . . . . . . 

Interconnecting  GROUP,ON-143(V)6/U5Q  . . . . . . 

Interconnecting  GROUP, ON-143(V)  9/U5Q . . . 

Interconnection  Unit,  Compass,  Roll  Stabilized,  Type  MF-1  Compass . . . . . 

Interconnection  Device  Insertion  loss  Test  -  5  April  1985.. . . . . . . 

Intercontinental  Ballistic  Missile  Systems  Training/troining  Equipment  Management .... 

Interface  A dopfer  Unit . . . . . . . . . . 

Interface  Between  Dototerminol  Equipment  (Dte)  And  Data  Circuit-terminating 
Equipment  (Dee)  Fqr  Operation  Withpcckett-sv/ifchcd  Date  Communications 
Networks 

Interface  Between  Dato-Termlno!  Equipment  &  Data  CircuiMerminatine  Equipment 
For  Operation  With  Pocket-switched  Data  Telecommunications  Networks 
Interface  Between  Doto  Terminal  Equipment  (DTE)  &  Data  Circuit  Terminating 
Equipment  (DCE)  For  Operation  With  Pocket  Switched  Polo  Communications 
Networks  (Federol  Standard  1041) 

Interface  Control  Document  For  1NFRATED  Detecting  Set  AN/AAS-36  .................... 

Interface  Designs  &  Dimension  For  Fiber  Optic  Interconnection  Devices.... . . . 

Interface  Module  For  Safety  And  Arming  Device . . . . . . . . 

Interface  Of  Medical  Material  Procedures  . . . . . . . . 
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28  Apr 

59 

AR 

Inverter,  5000VA,  3/1  Phase,  Class  A  3500VA,  3/1  Phase,  Class  B  . . . 

L 

MS-252028 

6125 

AS 

27  Sep 

76 

AS 

Inverler,  750  Vo  3/1  Phase,  750  Vo  3  Phase,  And  1000  Va  1  Pho  Iss  B, 

MS-17406C 

6125 

AS 

31  Dec 

87 

ME 

AS 

99 

Multi-purpose 

NOTICE  1 

Inverters,  Aircraft,  Dc  To  Ac,  Genc'd  Specification  For  . . . . . . . . 

L 

Mll-l-85071  (1) 

6130 

AS 

20  Nov 

87 

AS 

Investigation  Kit,  Sexual  Ass  .‘ill  Determination  (Prepackaged)  . . . . . 

MlL-1-42044 

6640 

MB 

31  Jul 

87 

MD 

MS 

03 

Investigation  Of  Aircraft/missile  Accidents/incidenls  (Edition  5)  . . . . 

NAT-STD-3531  (2) 

ISDF 

06 

02  Feb 

87 

Investment,  Dental,  Inlay . . . . . . . . . . . . . 

A-A-50894 

6520 

MB 

03  Aug 

83 

MD 

MS 

03 

Investment,  Soldering,  Dental . . . . . . . . . . . . . 

U-I-552A 

6520 

/DM 

25  Apr 

52 

MD 

MS 

03 

Investment,  Soldering,  Dental . . . . . . . . . . 

U-I-00552B 

6520 

/DM 

26  Ocl 

71 

MD 

MS 

03 

Involute  Splines  &  Inspection  ■  1970  . . . . . . . . 

ANSI  B92.1-70 

34GP 

IP 

12  Dec 

78 

Al 

SH 

99 

lodochlorhydroxyquin  And  Hydrocortisone  Cream  . . . . . . 

A-A-50846 

6505 

/MB 

10  Aug 

82 

MD 

MS 

03 

lodoquinol  Tablets,  USP  . . . . . . . . 

A-A-53734 

6505 

MB 

28  Ocl 

88 

MD 

MS 

03 

lohexol  Injection . . . . . . . . . . . . 

A-A-0053040 

6505 

MB 

24  Jun 

87 

MD 

MS 

03 

Ion  Exchange  Compounds  (No!  For  Nuclear  Applications).., . . . . . 

MIL-STD-1420 

6810 

EA 

01  Aug 

79 

EA 

SH 

68 

Ion  Exchange  Compounds . . . . . .  . . . . . 

L 

MIL-I-52695A 

4610 

ME 

22  Jun 

78 

ME 

Ion  Exchange  Resins.... . . . . . . . . . . . 

0-M279A 

6810 

/SH 

24  Nov 

80 

EA 

SH 

loponoic  Acid  Tablets,  Usp . . . . . . . . . . . . . . . . . 

Mll-l-37668 

6505 

DM 

23  Sep 

77 

MD 

MS 

03 

loponoic  Acid  Tablets,  USP  . . . . . . . . 

A-A-53706 

6505 

MB 

16  Sep 

88 

MD 

MS 

03 

lophendylate  Injection,  Usp . . . . . . . . . . . . . . 

Mll-l-37542 

6505 

dm 

06  Jun 

77 

MD 

MS 

03 

lothalamate  Meglumine  Injection,  U.s.p . . . . . . . . . . 

MIL-I-37345C 

6505 

DM 

16  Mor 

77 

Ipecac  Syrup,  USP . . . . . . . . . . . . . 

A-A-0051716 

6505 

/MB 

10  Ocl 

86 

MD 

MS 

03 

Iron  Base  Sintered  Metal  Bars  (Oil  Impregnated) . . . . . . . 

MIL-1-507 1 1 

9510 

AR 

15  Dec 

70 

AR 

99 

Iron  Castings,  Corrosion-resistant  High-silicon  -  31  Jon  1986., . . . 

ASTM  A518-86 

mecayd 

23  May 

86 

MR 

YD 

Iron  Costings,  Spheroidal  Graphite  (Extra  Tough) . . . . . 

L 

Mll-l-46182 

MECAMR 

31  Aug 

87 

MR 

NOTICE  1 

Iron  Drxtran  Injection,  Usp...., . . . . . . . . . 

MIL-l-37912 

6505 

DM 

31  May 

78 

DM 

Iron  Nickel  Alloys  For  Seoling  To  Glosses  And  Ceramics . . . . 

MIL-I-230I1C 

9505 

AS 

29  Mor 

74 

MR 

AS 

20 

Iron  Oxide,  (Monohydrate)  Yellow . . . . . . . . . . 

L 

MU-l-85370 

6810 

AS 

03  Feb 

87 

AS 

Iron  Oxide,  Black,  Technical . . . . . . . 

MU-I-275C 

6810 

EA 

28  Moy 

82 

EA 

OS 

Iron  Oxide,  Ferric,  Red  Dry  (Natural  And  Synthetic) . . . . . . . . 

MIL-I-706A  (1) 

6810 

AR 

17  Jun 

88 

AR 

AS 

NOTICE  1 

Iron  Plug  Valves,  Ductile,  Flanged  Ends  (Second  Edition)  *  Aug  1981 . 

API  593-81 

4820 

YD 

18  May 

87 

YD 

99 

Iron  Worker,  Safety  Requirements  For  The  Construction,  Care  &  Use  Of  *  1975 

ANSI  B  11.5-75 

34GP 

IP 

05  Apr 

79 

Al 

SH 

99 

(Reopproved  1  Dec  81) 

Iron;  Calking  Wood . . . . . . . . . . . . . . . 

A-A-2529 

5130 

1 

01  Apr 

87 

iron,  Colking,  Wood . . . . . . . . . . . . 

GGG-I-671A 

5120 

t 

21  Apr 

53 

Iron,  Cast,  Welding  Rods  &  Covered  Electrodes  For  »  29  Jul  82  . . . . . 

AWS  A5.15-82 

3439 

MR 

25  Feb 

88 

MR 

20 

NOTICE  2 

Iron,  Commercially  Pure  Hot  Rolled,  Annealed  -  30  Jun  74 . . . . . . 

AMS  7706A-74 

9510 

ii 

15  Mar 

88 

MR 

AS 

ii 

NOTICE  1 

Iron,  Commercially  Pure  Hot  Rolled,  Unonneoled  »  15  Sep  57  . . . . . . 

AMS  7707-57 

9510 

n 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 

Iron,  Commercially  Pure  Hot  Rolled,  Unonneoled  •  1  Jul  87 . . . . 

AMS  7707A-87 

9510 

11 

17  Mar 

89 

MR 

AS 

11 

Iron,  PeorlStic  Molleoble  «  14  Mor  1988..... . . . . . . . 

ASTM  A220-88 

MECAMR 

26  Ocl 

88 

MR 

YD 

Iron,  Technical  . . . . . . . . . . . . . . . . . . 

L 

MIL-I-12058C 

6810 

EA 

27  Ocl 

82 

EA 

Ironer,  Flotwork,  Large  Roll,  Commercial  (A pi onloss) . . . . . 

OOI-I874B 

3510 

/Gl 

27  Mar 

79 

Gl 

YD 

99 

Ironer,  Flatwork,  Commercial . . . . . . . . . . . . . . . 

00-1-2100 

3510 

/Gl 

30  Mor 

79 

Gl 

YD 

99 

Ironers.  Flatwork,  Commercial  (And  Accessories)  . . . 

00-I-675F  (3) 

3510 

'GL 

12  Sep 

77 

GL 

YD 

99 

Ironers,  Flatwork,  Thermal  Fluid  . . . . . . . . 

A-A-50075 

3510 

/GL 

07  Oct 

85 

Gl 

Ironing  Boord,  Household . . . . . . . . . . . . 

A‘A-297 

7290 

• 

20  Mor 

81 

Ironing  Boord.  Pads  And  Covers,  (Household) . . . 

RR-t-6608 

7290 

% 

23  Jun 

70 

Irrigation  Kit,  Patient  . . . . . . . . . 

MIL-I-36969A 

6530 

DM 

06  Apr 

76 

MD 

MS 

03 

Irrigation  Kit,  Patient  . . . . . . . . . . . . 

A-A-3005IB 

6530 

/MB 

01  Jul 

86 

MD 

MS 

03 

Irrigation  Set,  Urological,  Single  Port,  Sterile,  Disposable  . . . . 

A-A-51066 

6515 

/MB 

20  Dec 

85 

MD 

MS 

03 

Irrigation  Tip,  Surgical . . . . . . . . . . . . . . 

A-A-53838 

6530 

MB 

24  Mor 

89 

MD 

MS 

03 

Irrigator  . . . . . . . . 

A-A-5IJ4U 

6530 

Mo 

86 

MO 

MS 

03 

Irrigator,  Corrosion  Resisting  Steel . . . . . . . . 

RR-I-681B 

6530 

/DM 

21  Sep 

61 

MD 

MS 

03 

Irrigator,  Corrosion-resiling  Steel  . . . . . . . . . . 

RR-I-00681D 

6530 

/DM 

10  Jon 

72 

MD 

MS 

03 

Irritant  Kit,  (Uk),  Smoke,  Cs  And  (Us)  Capsule,  Cs  (For  Respirator  Testing)  Release 

Q-STD-427  (1) 

ISDA 

AM 

28  Feb 

85 

To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drclrd) 

Isobutyl  Acetate  (950/0  Grade  -  31  Jon  82 

ASTM  D1718-82 

6810 

AS 

10  Feb 

86 

AS 

Isobutyl  Alcohol  -  30  Oct  81 

ASTM  01719-81 

6810 

AS 

10  Feb 

86 

AS 

Isobutyl  Methacrylate  Polymer,  AE . . . . . 

L 

Mlt-I-10903 

6810 

AR 

5  Feb 

51 

AR 

Isocthsrine  Inhalotionsolution,  USP........... . . . 

A-A-53052 

6505 

MB 

02  Jul 

87 

MD 

MS 

03 

Jsoethorine  Mesylate  Inhalation  Aerosol,  Usp  . . . 

A-A-53136 

6505 

MB 

13  Aug 

87 

MD 

MS 

03 

Isolator,  Radio  Frequency,  General  Specification  For.............. 

Mll-l-28791 

5985 

EC 

10  Jon 

73 

ER 

EC 

85 

SUPP  1 


407 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DaTE  CUSTODIAN 


holotor,  Rodio  Frequency,  Coaxiol.. . . . . .  MIL-1-28791/1A  (1)  5985  EC  10  Dec  81  ER  EC  85 

Isolator,  Radio  Frequency,  Coaxial  Frequency  Range  *  ,85  To  1.05  Ghz  . . .  L  MIL-l-28791/4  5985  ER  29  Sep  76  ER 

boniozld  Tablets,  Usp., . . . . . . . . . . .  MIL4-37632  6505  DM  16  Sep  77  MD  MS  03 

Isopropyl  Alcohol . . . . ...... .............. . . . . . . . .  TT-I-735A  (3)  6810  'AS  09  Nov  76  AS  68 

Isopropyl  Alcohol,  N.f. . . . . . . . . . . MIL-l-37443  6505  DM  04  Jun  76  MD  MS  03 

bopropylomme.  Technical . . . .  L  MIL-l-51498  6810  EA  24  Aug  84  6A 

Isoproterenol  Hydrochloride  Injection,  USP... . . . .  A-A-0053250  6505  •  02  Oct  87  MD  MS  03 

Isoproterenol  Hydrochloride  And  Phenylephrine  Bitartrate  Aerosol.  MIL4-37559  6505  OM  03  Jyn  77  MD  MS  03 

Isoproterenol  Hydrochloride  Aerosol . .  .  ........  Mll-l-37093  6505  OM  15  Jul  75  MD  MS  03 


Isoproterenol  Sulfate  Aerosol,  Nf . . . . . .  . 

borblde  Din) Irate  Tablets  U.s.p.  . . . . . . 

hosorbtde  Dinitrate  Capsules,  Sustained-release . . . .  ...................................... 

bosorbide  Dinitrate  Tablets,  Modified  . . . . . . . . ... 

bosorblde  DImirafe  Tablets, modified  . . . . . . . . . . 

Isoxsuprlne  Hydrochloride  Tablets,  Nf  . . . . . . . . 

Italian  Pork  Sausage  With  Tomato  Sauce,  Thermostabilized,  Troy  Pock . . 

Item  Characteristics  Affecting  Transportability  And  Packaging  And  Handling 
Equipment  Design 

Item  Identification  Dota  From  Suppliers . . . . . . . . . . 

JOVIAL  (J73)...... . . . . . 

Jock  Kit,  Hydraul'c,  Hand  (With  Truck  Or  Chest)........,. . . . . . 

Jack  Kit,  Hydraulic,  Hand  KMU-128/E ...... . . . . . . . . 

Jack  Kit,  Hydraulic,  Hand  (20  Ton)  . . . . . . . . . . 

Jack  Kit,  Hydraulic,  Hand  (10  Ton)  . . . . . . . 

Jack  Kit,  Hydraulic,  Hand  (4  Ton)  . . . . . . . . . . . 

Jack  Screw,  Special, . . . . . . . . . . . 

Jack  Telephone,  Types  JJ-079,  JJ-081,  JJ-082,  And  JJ-106  . . . . 

Jock  U&82-U . . . 

Jack,  Hydraulic,  Tripod,  3  Ton..,, . . . . . . . . . . . 

Jock,  (Bantam)  Telephone  3  Conductor,  Double..., . . . . . 

Jack,  (Bantam)  Telephone  3  Conductor . . . . . . . . . 

Jock,  Aircraft  Hydraulic,  Axle,  35  Ton  Capacity,  Type  F-2 . . . . . 

Jack,  Aircraft  Landing  Gear  MMU-87/E,  35-TON  Capacity  . . . . . . . 

Jock,  Aircraft  landing  Gear,  10  Ton  Capacity,  Type  A-6 . . . . . . . 

Jack,  Aircraft,  landing  Gear  (Axle) . . . . . . 

Jack,  Aircraft,  Hydraulic,  Type  A&5  (Supersedes  M11&8&  ( . . . . . 

Jack,  Aircraft,  Airframe  (Unipod  &  Tripod) . . . . . . . . . . 

Jock,  Bumper  (Hydraulic) . . . . . . . . . . . 

Jack,  Hand  Hydraulic,  Folding  Tripod,  30  Toncapacity,  Type  B  &  4A  . . . 

Jack,  Hand,  Hydraulic,  Axle,  20  Ton  Capacity,  Type  F-l . . . . . . . . 

Jack,  Hydraulic,  Tripod  MMU&129/E,  60  Ton  To  128  Inch  Range . . . . . . 

Jock,  Hydraulic,  Hand  (Sell  Contained) . . . . . . . . . . 

Jack,  Hydraulic,  Tripod . . . . . . . 

Jack,  Hydraulic,  Aircraft  Maintenance,  General  Specification  For . . 

Jock,  Hydroulic,  Tripod,  10  Ton  Capacity,  Type  B-6  . . . . . . 

Jock,  Hydraulic,  Hand,  Jack,  Bumper  (Hydroulic) . . . . . . . 

Jack,  Hydraulic,  Tripod  MMU-59/E  . . . . . . . . . . . . 

Jack,  Hydropic,  Hand  (Remote  Control)  . . . . . . . . . . . . . . 

Jock,  Hydroulic,  Tripod  MMU-45/E  . . . . . . . . . 

Jack,  Hydraulic,  Tripod  MMU-107/E,  40-TON  Capacity  . . . . . . 

Jack,  Mechonicol,  Hand  Operated  (Screw,  Scissors,  Reel,  Planer,  And  Rock  Bor . 

Jack,  Railway- Track,  Gasoline  Or  Diesel  Engine  Driven,  Railroad,  Wheel  Mounted.... 

Jack,  Telephone,  Type  JJ  055  . . . . . . . . . . . . 

Jock,  Telephone,  U-385/U . . . . . . . . . 

Jack,  Telephone,  Type  JJ-083  . . . . . . . . . . . . . . 

Jock,  Telephone,  Type  JJ-088  . . . . . . . . . . . . 

Jock,  Telephone,  Type  JJ-089  . . . . . . . . 

Jack,  Telephone,  Types  JJ-092,  JJ* 093,  JJ-096,  And  JJ-097..... . . . . . 

Jock,  Telephone,  Types  JJ095,  JJ-101,  And  JJ-103 . 

Jock,  Telephone,  Types  JJ-098,  JJ-099,  And  JJ-102  . . . . . 

Jack,  Telephone,  Types  JJ-104,  JJ-105,  And  JJ-107  . . . . . 

Jock,  Telephone,  Type  JJ-133  . . . . . . . . . . . 

Jock,  Telephone,  Type  JJ-134  . . . . . . . . . . 

Jock,  Telephone,  General  Specification  For . . . . . . . . . . 

Jack,  Telephone,  Types  JJ-015  And  JJ-019 . . . . . . . . . 

Jock,  Telephone,  Types  JJ-016,  JJ-017,  JJ-024,  JJ-035,  JJ-072,  JJ-084,  JJ-085, 
JJ-086,  And  JJ-087 

Jack,  Telephone,  Types  JJ- 022,  JJ-042,  JJ-073,  JJ-074,  JJ-075,  JJ-077,  And  -078  „ 


Mll-l-3721  1 

6505 

DM 

15  Jul 

75 

MO 

MS 

03 

MIL-I-37359A 

6505 

DM 

26  Jon 

76 

MD 

MS 

03 

A-A0051406 

6505 

/MB 

07  Apr 

86 

MD 

MS 

03 

MIL-I-37293A 

6505 

DM 

26  Jon 

76 

MD 

MS 

03 

A-A-30026 

6505 

/MB 

28  Oct 

81 

MD 

MS 

03 

MIL-l-37416 

6505 

DM 

02  Aug 

76 

MD 

MS 

03 

EE-S-002156 

8940 

/GL 

21  Ocl 

82 

GL 

MIL-STD-I319A 
NOTICE  1 

8140 

OS 

30  Sep 

88 

MT 

OS 

69 

L 

Mll-l-23548  (2) 

7610 

CG 

Ul  reb 

71 

CG 

L 

MIL-STD-1589C 

IPSC 

11 

06  Jul 

84 

02 

GGG-J-60A 

5120 

-Gl 

*1  Jon 

67 

GL 

SH 

99 

L 

MIL-J-27028A  (1) 

1190 

79 

06  Mor 

89 

79 

A-A-312 

5120 

t 

19  Sep 

79 

A-A-313 

5120 

1 

01  Ocl 

79 

A-A-314 

5120 

t 

20  Sep 

79 

L 

MS-3360 

6615 

AS 

10  Jon 

69 

AS 

MIL-J-64I/9D 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 

MIL-J-525IA 

NOTICE  1 

5935 

85 

18  Dec 

52 

AS 

85 

L 

Mll-J-58094  (2) 

1730 

AV 

21  Jul 

81 

AV 

MIL-J-641/21 

NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

L 

MiL-J-641/19D 
NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

l 

■L-J-26015B  (1) 

1730 

82 

03  Aug 

83 

99 

L 

.vilL.J-830108 

1730 

82 

16  Ocl 

37 

99 

MIL-J-26016C 

1730 

82 

23  Apr 

84 

AV 

99 

MS-265468 

1730 

AS 

12  Jun 

87 

AS 

82 

L 

MIL-J-26013A 

1730 

82 

03  Jun 

57 

99 

MS-33589E 

1730 

AS 

12  Jun 

87 

AV 

11 

A-A-380 

5120 

I 

08  Od 

79 

MH-J-7398D 

1730 

82 

02  Jon 

68 

AS 

99 

L 

Mll-J-260148 

1730 

82 

15  Dec 

82 

99 

L 

MIL-J-83278A  (2) 

1730 

82 

02  Apr 

80 

99 

A-A-38) 

5120 

» 

30  Sep 

79 

L 

MIL-J-7399D 

1730 

82 

24  Aug 

83 

99 

L 

MIL-J-26149E 

1730 

AS 

30  Dec 

88 

AV 

AS 

99 

MU-J-7400C  (1) 

1730 

82 

19  Aug 

83 

AS 

99 

GGG-J-63C 

•5120 

•GL 

09  Jun 

75 

Gl 

SH 

99 

L 

MIL-J-38229C 

1730 

82 

03  Jul 

85 

99 

A-A-382 

5120 

t 

19  Sep 

79 

L 

MIL-J-38395  (1) 

1730 

82 

12  Jul 

78 

99 

L 

Mtl-J-384758 

1730 

82 

19  Ocl 

84 

99 

GGG-J-51E 

•5120 

T 

29  Mor 

67 

MIL-J-14158E  (1) 

2230 

ME 

07  Jon 

85 

ME 

MIL-J-641/8D 

5935 

CR 

12  Mor 

82 

CR 

EC 

85 

MIL-J-641/22 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL.J-641/10C 
NOTICE  1 

5935 

CR 

07  Sep 

88 

CR 

EC 

85 

MIL-J-641/1IC 

5935 

CR 

07  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL-J-641/12C 

5935 

CR 

07  Sep 

88 

CR 

EC 

85 

NOTICE  1 
M1L-J-641/13C 
NOTICE  1 

5935 

CR 

07  Sep 

88 

CR 

EC 

85 

MIL-J-641/14C 
NOTICE  1 

5935 

CR 

07  Sep 

88 

CR 

EC 

85 

MIL-J-641/15C 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL-J-64I/16C 
NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

MIL-J-641/17D 

5935 

CR 

04  Moy 

83 

CR 

EC 

85 

MU-J-641/18D 

5935 

CR 

04  Mcy 

83 

CR 

EC 

85 

Q 

MIL-J-641E  (1) 

SUPP  1 

5935 

CR 

18  Jul 

85 

CR 

EC 

85 

MII-J-641/1D 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  ) 
MIL-J-64I/2D 

NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

Mll-J  64I/3D 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

408 


ALPHABETICAL  LISTING 


TITLE 

Jack,  Telephone,  Type  JJ-026  . . . . . . . . . . 

Jack,  Telephone,  Type  JJ-033  . . . . . . . . . 

Jock,  Telephone,  Type  JJ-034  . . . . . 

Jock,  Telephone,  Type  JJ-048  . . . . . . . . . . 

Jack,  Tip  (Te$l  Point  Type,  Panel  Type;  Single  Teit  Point  (Threaded),  Low  Voltage, 
.080) 

Jackbox,  Jack  &  Plug  For  Telephone,  Sound  Powered........................ . . 

Jacket,  AiMo-ground  Identification  . . . . . . . . . . 

Jacket,  Cold  Weather,  Security  Police  CWU-46/P . . . 

Jacket,  Cold  Weather,  (High  Temperature  Re$ittont@... . . . . . . 

Jacket,  Cold  Weather . . . . . . . . . . . . 

Jacket,  Extreme  Cold  Weather,  Impermeable............... . . . . . ...., 

Jacket,  Filing,  Wallet  And  Envelope,  Wallet.......... . . . 

Jacket,  Filing,  Wallet . . . . . . . 

Jacket,  Fly^r  S,  Men  S,  Summer,  Fire  Rejistont,  CWU*36/P  . . . . 

Jacket,  Flyer  S,  Lightweight,  (Expanoble  Wrists  And  Woist...... . . . . 

Jacket,  Flyers,  Mon,  Light  Zone  L-28 . . . . . . . 

Jocket,  Insect  Repellent  . . . . . . . . . 

Jacket,  Intermediate,  MA*1  . . . . . . . . . . . . . 

Jacket,  Man  S  Evening  Dress  (Staff,  Noncommissioned  Officer  S)  . . 

Jacket,  Man  S  Mess,  White  (Officer  S). . . . . . 

Jacket,  Mon  S.  Cotton  And  Polyester  Twill,  White  . . . . . 

Jacket,  Man  S.  Evening  Dress  (Officer  S) . . . . . 

Jacket,  Man  S,  Lightweight  . . . . . . . . . . . 

Jacket,  Man's:  lightweight  With  Removable  liner . . . . . . . 

Jacket,  Men  S;  Intermediate  Weight,  Polyester/wool....... . 

Jacket,  Men  S,  Mess,  White  (Staff,  Noncommissioned  Officers) . . . . . . 

Jacket,  Pararescue  Suit  CWU-14/P  . . . . 

Jocket,  Utility,  Woman  S . . . . . . . . . . . 

Jacket,  Utility,  Mon  S,  Blue . . . . . . . . . 

Jocket,  Wet  Suit  (Chloroprene  Foam) . . . . . . . . . . 

Jocket,  Woman  S  Evening  Dress  (Officer  S) . . . . 

Jocket,  Woman  S,  Summer,  Warp  Knit  (Short  Sleeve) . . . 

Jacket,  Woman  S,  Mess  Dress,  (Officer  S) . . . . . . 

Jacket,  Woman  S,  Summer,  Worplnit  (long  Sleeve)..... . . . . . 

Jocket,  Woman  S,  Utility . . . . . . . . . . . . . 

Jocket,  Woman's:  lightweight  With  Removable  sincr . . . . 

Jacket,  Womans  Full  Dress  Scarlet,  U.  S.  Marine  Bond,  Musician  . . . . . 

Jocket,  Womans  Special  Full  Dress  Scarlet,  U.  S.  Marine  Band,  Musician . . 

Jackets,  Flyers  Intermediate,  Type  G-l„„ . . . . . . . . . . 

Jackets,  Flyers,  Cold  Weather  . . . . . . . . . . . . 

Jacking  Of  Aircraft  (Chg  7  TO  Sep  86)  (Release  To  Other  Thon  Dod  Hq 
Usof/xoxx(iso)  Wash,  Dc  20330*5058 

Jacks,  (Bontom)  Telephone  3  Conductor,  Triple . . . . . . . . . . 

Jocks,  Dolly  Type,  Hydraulic,  Automotive.................... . . . . . . . . 

Jockscrew,  Electrical,  Connector,  Mole  And  Female,  long,  Turnoble..... - -  .......... 

Jockscrew,  Electncol  Connector,  Male  And  Female,  Short,  Turnoble  . . . . 

Jockscrew,  Electrical,  Connector,  Male  And  Female,  Fixed.......,.,..,.,. . . 

Jams  (Preserves),  Fruit . . . . . . .  . . . 

Jar  &  Ud,  Pipette  Plastic  . . . . . . . . . . . 

Jar,  Anaerobic  Culture  Apparatus  . . . . .  . . . 

Jar,  Battery,  lamiro’ed  Rubber,  Submarine  ....................... . . . 

Jar,  Bell  (Gloss  And  Plastic  Style) . . . . . . . . . . . . . 

Jar,  Biological  Staining,  Caplin  . . . . . . .  . . 

Jar,  Biological  Staining  . . . . . . . . .  ...... 

Jar,  Chromotography,  Laboratory  . . . . . . «... 

Jar,  Cylindrical.^. . . . . . . . . 

Jar,  Cylindrical,  laboratory  . . . . . . . 

Jar,  Forceps,  . . . . . . .  . . . . . . .  ... 

Jar,  Forceps,  (Corrosiomresisting  Steel). . . . . 

Jor,  Forceps,  (Corrosion  Resisting  .Steel . . . . . . . 

Jor,  Pipet  . . . .  . . . . . 

Jor,  Screw  Cop  . . . . . . . . 

Jar,  Screw  Cep  (Pathological  Specimen)  ............................................................. 

Jor,  Screw  Cap  (Pathological  Spccimend)  ............. ......... 

Jor,  Screw  Cop,  Plastic,  Pathological  Specimen,  ?  Pint . . 

Jar,  Screw  Cap,  Ointment . . 

Jor,  Sterilizing,  Scopcl  Blades 

Jar,  Surgical  Dressing,,.,,,,,.,^,,,,.,...,,.,,,,.,...,......,.,....,.,.,,..,....,...,,.,,..,,,. . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-J-641/4C 

NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

11 

MIL-J-641/5D 

5935 

CR 

14  Nov 

88 

CR 

EC 

85 

NOTICE  1 

MIL-J-641/6C 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL-J-641/7C 

NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

MIL-J-39024/10D 

5935 

EC 

25  Mo y 

84 

CR 

EC 

85 

L 

Mll-J-24649  (1) 

5935 

SH 

30  Jon 

86 

SH 

l 

MIL-J-43470B 

8415 

Gl 

26  Jul 

82 

GL 

l 

MIL-J-83472A 

NOTICE  1 

8415 

11 

26  Feb 

88 

11 

l 

MIL-J-43924D 

8415 

Gl 

15  Jon 

88 

Gl 

NU 

99 

l 

MIL-J-21708G 

8415 

NU 

01  Jul 

87 

NU 

l 

MIL-J-82299C 

8415 

NU 

06  Oec 

88 

NU 

UU-J-390C 

7530 

% 

20  No. 

72 

A-A-1965 

7530 

J 

15  Oct 

82 

L 

MIL-J-83382C  (1) 

8415 

82 

01  Nov 

85 

99 

l 

MIL-J-43923B  (1) 

8415 

GL 

26  Jul 

88 

Gl 

MIL-J-7448K 

1-405 

82 

IS  Feb 

79 

GL 

99 

l 

MIL-J-87024  (1) 

d415 

NU 

09  May 

84 

NU 

L 

MIL-J-8279G 

8415 

82 

18  Mo r 

88 

99 

l 

MILO-28978 

8405 

MC 

01  Dec 

71 

MC 

l 

MIL-J-821548 

8405 

MC 

12  Sep 

84 

MC 

L 

MIL-J-19690B 

NOTt-E  1 

8405 

MC 

23  Oei 

87 

MC 

L 

MIL-J-82I93A 

8405 

MC 

19  Jun 

81 

MC 

l 

Mll-J-83386  (1) 
NOTICE  1 

8405 

11 

26  Feb 

88 

11 

l 

MIL-J-87250 

8405 

11 

04  Nov 

88 

11 

l 

Mll-J-29451 

8405 

MC 

29  Oec 

87 

MC 

L 

MIL-J-28976A 

8405 

MC 

19  Apr 

85 

MC 

L 

MIL-J-38349B 

3415 

82 

11  Dec 

73 

99 

L 

MIL-J-83486 

NOTICE  1 

8410 

11 

30  Sep 

88 

11 

l 

MIIO-82293D 

8405 

NU 

19  Jul 

88 

NU 

l 

MILO-82269B 

8415 

NU 

08  Oct 

75 

NU 

l 

MILO-82 122A 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

l 

MILO-43990 

8410 

Gl 

29  Dec 

78 

GL 

L 

MILO-82 133A 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

l 

Mll-J-44020 

8410 

GL 

06  Mor 

80 

Gl 

L 

MIL-J-87058A 

8410 

NU 

11  Jul 

86 

NU 

L 

MILO-87251 

84 1C 

11 

04  No. 

88 

11 

l 

MILO-29397 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

l 

MILO-29396 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

l 

MILO-7823E  (3) 

8415 

NU 

18  Ocl 

84 

NU 

MIL-J-83388D  (2) 

8415 

82 

05  Apr 

88 

AS 

99 

AIR-STD-11/7C  (3) 

ISDF 

C6 

22  Mor 

76 

MILO-641 '20 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 
GGGO-I564B 

4910 

/Al 

21  Feb 

86 

Al 

YD 

99 

INT  AMD  (1) 
MS-18I94D 

5935 

EC 

11  Apr 

74 

CR 

EC 

85 

MS-181958 

5935 

EC 

20  May 

70 

CR 

EC 

85 

MS-18196E 

5935 

EC 

23  Jun 

72 

CR 

EC 

85 

ZO-96D 

8930 

'Gl 

30  Jon 

79 

Gl 

SA 

50 

MS-36493 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

A-A-53425 

6640 

'MB 

25  Mor 

88 

MD 

MS 

03  DM 

l  MIUM6T28C  6140  $H  15  Nov  72  SH 


MS-362958 

6640 

EA 

10  Apr 

87 

EA 

MS 

99  MB 

DD-J-112B 

6o40 

/DM 

03  Nov 

76 

MD 

MS 

03 

MS-36384A 

6640 

EA 

17  Aug 

70 

EA 

MS 

03 

MS-36235 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

NNN-J-35B 

6640 

/DM 

06  Aug 

75 

MD 

MS 

03 

MS-36296B 

6640 

EA 

10  Apr 

87 

EA 

MS 

W  MB 

A-A-51028 

6530 

/MB 

09  Dec 

85 

MD 

MS 

03 

RR-J-150 

6530 

/DM 

18  Jul 

58 

MD 

MS 

03 

RR-J-00150A 

6530 

/DM 

25  Feb 

66 

MD 

MS 

03 

A-A-53701 

6640 

MB 

20  Sep 

88 

MD 

MS 

03 

MS-36236 

6640 

EA 

22  Jun 

83 

EA 

MS 

99 

A-A-53559A 

6640 

MB 

15  Dec 

88 

MD 

MS 

03 

A-A-0053559 

6640 

/MB 

22  Jul 

88 

MD 

MS 

03 

Mll-J-37076 

6530 

DM 

02  Aug 

74 

MD 

MS 

03 

A-A-30054C 

6530 

t 

12  Dec 

84 

MD 

MS 

03 

DD-J-170 

6530 

'DM 

21  Aug 

58 

MD 

MS 

03 

MILJ-16643C 

6530 

DM 

06  Jul 

70 

MD 

MS 

03 

409 


ALPHABETICAL  LISTING 


TITLE 

Jar,  Surgical  Dressing . . . . . . . * . . 

Jar,  Surgical  Dressing.  Corrosion*  Resistmgsteel,,.,  . . . . 

Jar,  Surgical  Dressing.. . . . . . . . . . . . . . 

Jar,  Surgical  Needle......... . .  . . * . . . . . . . . . 

Jalo  Marie  6  Mod  1 . . . . . . . . . . . . . . . 

Jala  Unit,  Aircraft,  1000  Pounds  Thrust,  Outline  Dimensions  for........... . 

Jellies,  Fruit  . . . . . . . . . . . . . 

Jell/,  Fruit  . . . . . . . . . . . . . . . . 

Jersey,  Identification,  flight  Deck  Crew . ................ . . . . . . . . 

Jersey,  Reversible.... . . . .  . . . . . . . 

Jet  Assisted  Toke  Off  Systems  -  Design  And  Installation  Of,  In  Naval  Aircraft . 

Jetting  Set,  Portable,  For  Piledriving  Operation,  Packaging  Of.  . . . . 

Joint  *  Universal,  Plain,  Light  Duty .............  . . . . . . . 

Joint  *  Universal,  Plain,  Heavy  Duty . . . . . . . . 

Joint  Bar,  Roil  . . . . . . . . . . . . . . . . . 

Joint  Compounds  And  Tape,  Wallboard  (for  Gypsum  Wollboord  Construction)  ........ 

Joint  Electronics  Type  Designation  System...... . . . . . 

Joint  Electronics  Type  Designator  Systems....,.,,...,... . . . . . 

Joint  fillers  for  Concrete  Paving  And  Structural  Construction  (Nonextruding  And 
Resilient  Bituminous  Types)  Preformed  Expansion  for  *  30  Sept  1983 
Joint  fillers,  Preformed  Sponge  Rubber  &  Cork  Expansion,  for  Concrete  Paving  & 
Structural  Construction,  Standard  Spec.  For  -  1  Mar  84 

Joint  Optical  Range  Instrumentation  Type  Designation  System . . . 

Joint  Photographic  Type  Designation  System . . . 

Joint  Treatment  Moterlcls  For  Gypsum  Wollboord  Construction  -  26  Jun  81 . . . 

Joint,  Bimetallic  Bonded,  Aluminum  To  Steel . . . . . 

Joint,  Grooved  &  Shouldered  Type  -  25  Jan  81  . . . . . . . . 

Joint,  Hydraulic  Swivel, . . . . . . . . . . 

Joint,  Swivel,  Aircraft  fuel . . . . . . . . . 

Joint,  Universal,  Plain,  Light  And  Heavy  Duty  . . . . . . . 

Jointer,  Brick  . . . . . . . . . . 

Jointers,  Woodworking  . . . . . . 

Joints  for  Circular  Concrete  Sewer  &  Culvert  Pipe,  Using  Rubber  Gaskets  -  27  Dec 
85 

Joints  for  Circular  Concrete  Sewer  &  Culvert  Pipe,  Using  Rubber  Gaskets  (Metric  • 
27  Dec  1985 

Joints  For  Drain  &  Sewer  Plastic  Pipes  Using  Flexible  Elastomeric  Seals  -  30  Moy 
1986 

Joints  for  Plastic  Pressure  Pipes,  Using  fexibte  Elastomeric  Seals  -  28  Oct  77 . 

Joints,  8razed,  Inspection  Of.. . . . . . . . . . 

Joints,  Brazed,  Evaluating  The  Strength  Of,  Standard  Method  For  •  22  June  1982.... 
Joints,  Brazed,  In  Shear,  Standard  Method  For  Evaluating  The  Strength  Of  *  22  Jun 
1982 

Joints,  Compression,  For  Vitrified  Cloy  Pipe  &  Fittings,  Stondord  Specification  For  • 
26  Sep  86 

Joints,  Structural  Steel,  High  Strength  Bolts  For  (Metric)  -  31  Aug  84  . . . . 

Joints,  Welded,  For  Shipboard  Piping  Systems  *  30  Jul  82 . . . . . . . 

Jug  With  faucet  Plastic  . . . . . . . . . . . . 

Jug,  Aspirator  Plastic . . . . . . . . . . . . 

Jug,  Insulated;  Thermal  Efficient . . . . . . . . . . . . 

Jug,  Insulated,  Type  CNU-2/C . . . . . . . . . . . . . 

Jug,  Insulofed,  (Water)  . . . . . . . . . . . . 

Jug,  Vacuum  Or  Insulated,  Thermal  Efficient  . . . . 

Jugs,  Insulated  (Water)  . . . . . . . . . . . 

Juice-drink,  Pineapple  And  Pink  Grapefruit,  Canned . . . . . . . 

Juice,  Grape,  (nstont,  Sweetened..... . . . . . . . . 

Juice,  Grapefruit,  Instant . . . . . . . . . . . . . . 

Juice,  lemon.  Frozen,  Concentrated . . . . . . . . . . 

Juice,  Lemon,  Reconstituted,  Pocket,  Individual.,. . . . . . . . . . . . . 

Juice,  Lemon,  Reconstituted,  Packet,  Individual.... . . . . . . . 

Juice,  lime,  Frozen,  &  Frozen  Concentrate  For  Limeade  . . . . . . 

Juice,  Orange,  (nstont  . . . . . . . . . . . . . . . 

Juice,  Prune,  Conned  . . . — . . . . . . . . . . . . 

Juice,  Vegefoble,  Conned......... . . .  . . . . . 

Juice,  Vegetable,  Canned.... . . . . . . . . . . . . . . . 

Jumper  Assembly,  Electric,  Bonding  And  Current  Return....................... . . 

Jumper,  Mon  S  (Blue  Undress), . . . . . . . . . 

Jumper,  Mon  $  (Blue,  Dress) . . . . . . . . . . . . . 

Jumper,  Man  S,  White,....,,,..,, . . . . . . 

Jumper,  Radioactive  Contaminants  Protective  (Vinyl).............,...,,.., . ............ 

Junction  Box  JEU-25  (*)/a  . . . . . . . . . . . 

Junction  Box  Mark  43  Mod  0  . . . . . . . 

Junction  Box,  Extension,  Junction  Box,  Cover,  Junction  Box,  (Steel,  Cadmium  Or 
Zinc-coated) 

Junction  Box,  Submersible  (15  Foot),  Sizes  8  By  10  Through  14  By  26  . . 

Kcnomycln  Sulfate  Injection,  Usp  . . . . . . 

Kanamycin  Sulfate  Capsules,  U.j.p,  . . . . . . . . . . 

Kanamycin  Sulfate  Injection,  USP,.... . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

OATE 

CUSTODIAN 

MIL-J-36484 

6530 

DM 

05  Moy 

66 

MD 

MS 

03 

A-A-50816 

6530 

/MB 

13  Aug 

81 

MD 

MS 

03 

A-A-51094 

6530 

/MB 

30  Oct 

85 

MD 

MS 

03 

A-A-51269 

6530 

/MB 

09  Dec 

85 

MD  MS 

03 

L  . 

MII-J-7093A  (2) 

1340 

AS 

03  Jun 

82 

AS 

MS-33597 

1340 

AS 

30  Aug 

57 

AS 

Z-J-19ID 

8930 

•Gl 

26  Oct 

78 

Gl 

SA 

50 

A-A-20078 

8930 

» 

16  Apr 

84 

Gl 

SA 

50 

L 

MIL-J-82281C 

8415 

NU 

05  Mar 

86 

NU 

L 

MII-J-43967B 

8415 

GL 

21  Mar 

85 

Gl 

NU 

99 

L 

MIL-J-8667A 

2845 

AS 

05  Jon 

70 

AS 

L 

MII-J-12959D  (1) 

3395 

ME 

17  May 

83 

ME 

MS-202700 

3010 

82 

04  Moy 

78 

ME 

AS 

99 

MS-202716 

3010 

82 

04  May 

78 

ME 

AS 

99 

MIL-J-12368D  (1) 

2250 

ME 

27  Dec 

84 

ME 

YD 

SS-J-570B 

5640 

t 

09  Aug 

77 

INT  AMD  1 
MII-STD-196D 

MISC 

CR 

19  Jon 

85 

CR 

EC 

11 

AIR-STD-19/1 

ISDF 

06 

29  Oct 

80 

AS7M  D 1 751  -83 

5610 

YD 

20  Jul 

84 

YD 

ASTM  D1752-84 

5610 

YD 

20  Jul 

84 

YD 

MIL-STD-787 

.-"SC 

AS 

04  Dec 

64 

ER 

AS 

1) 

MIL-STD-155A 

•67GP 

11 

5  Aug 

55 

El 

11 

ASIM  C475-81 
NOTICE  1 

5610 

YD 

31  Mar 

88 

ME 

YD 

99 

L 

MIL-J-24445A 

9535 

SH 

25  Jul 

77 

SH 

AWWA  C606  81 

5630 

YD 

08  Jun 

87 

ME 

YD 

99 

NOTICE  1 

MIL-J-5S13C  (1) 

4730 

82 

05  Oct 

84 

AS 

99 

MIL-J-26870C 

4730 

82 

25  Mar 

74 

AS 

99 

Q 

MIL-J-6193C 

3010 

82 

13  Jon 

84 

AS 

99 

GGG-J-65A 

INT  AMD  1 

5120 

: 

26  Apr 

65 

00-J-571E 

3220 

/IP 

20  Jun 

86 

ME 

SH 

99 

ASTM  C443-85AE1 

5630 

YD 

04  Sep 

88 

YD 

99 

ASTMC  443-85AE1 

5630 

YD 

01  Jun 

88 

YD 

99 

ASTM  D3212-86 

4710 

YD 

17  Aug 

87 

MR 

YD 

99 

ASTM  D3139-77 

4730 

YD 

11  Feb 

82 

ME 

YD 

99 

L 

Mll-STD-1896 

NDTI 

AT 

20  Jun 

85 

AWS  C3.2-82 

THJM 

MR 

17  Jun 

86 

MR 

AS 

20 

AWS  C3.2-82 

THJM 

MR 

17  Jun 

86 

MR 

AS 

20 

ASTM  C425-86 

5630 

YD 

13  Oct 

Ci 

ME 

YD 

99 

ASTM  A325M-84A 

5306 

AR 

29  Aug 

85 

AR 

YD 

ASTM  F722-82 

4730 

SH 

06  Moy 

83 

SH 

MS-36494 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

MS-36492 

6640 

EA 

12  Feb 

82 

EA 

MS 

99 

RR-J-800F 

7330 

/GL 

14  Jun 

83 

Gl 

SA 

99 

l 

MII-J-25718B  (4) 

7330 

84 

14  Sep 

87 

99 

RR-J-810B 

7330 

*Gl 

20  Dec 

72 

Gl 

SA 

99 

MIL-J-23049C 

7330 

GL 

30  Sep 

86 

Gl 

SA 

99 

A-A-1075 

7330 

•GL 

20  Moy 

81 

Gl 

SA 

99 

A-A-201 15 

8915 

1 

26  Jul 

84 

MII-J-43904A 

8915 

Gl 

04  Sep 

85 

Gl 

SA 

50 

MII-J-35050C 

89)5 

GL 

10  Sep 

85 

Gl 

SA 

50 

A-A-20102 

8915 

/GL 

11  Jul 

83 

GL 

SA 

50 

A-A-20144 

8915 

/GL 

29  Aug 

86 

Gl 

SA 

50 

Z-J-1843 

8915 

•GL 

10  Apr 

74 

Gl 

SA 

50 

INT  AMD  1  (Gl) 
A-A-20122 

8915 

• 

16  Jan 

85 

Gl 

SA 

50 

MII-J-35049E 

8915 

GL 

02  Mar 

87 

Gl 

SA 

50 

A-A-201 17 

8915 

t 

26  Jul 

84 

A-A-20156 

8915 

/ 

06  Moy 

87 

Gl 

SA 

50 

JJJ-J-850A  (1) 

8915 

•GL 

26  Mar 

79 

Gl 

SA 

50 

MS-25083K 

6150 

AS 

05  May 

80 

CR 

AS 

11 

L 

MII-J87036B 

8405 

NU 

15  Apr 

85 

NU 

L 

Mll-J-870358  (1) 

8405 

NU 

15  Dec 

86 

NU 

l 

MIL-J-87037C 

8405 

NU 

27  Sep 

83 

NU 

A-A-50363 

84)5 

/NU 

12  Feb 

85 

NU 

L 

Mll-J-23013 

5975 

AS 

20  Sep 

61 

AS 

L 

MIL-J-2 19948 

1350 

OS 

31  Moy 

78 

OS 

W-J-800E  (1) 

5975 

/YD 

21  Feb 

86 

ME 

YD 

85 

L 

MIL-J-24142/6G 

5975 

SH 

25  Jan 

84 

SH 

A-A-53723 

6505 

MB 

30  Sep 

88 

MD 

MS 

03 

MII-K-37394A 

6505 

DM 

25  Jul 

77 

MD 

MS 

03 

Mll-K-37522 

6505 

DM 

03  Dec 

76 

MD 

MS 

03 

ALPHABETICAL  LISTING 


TITLE 

Keeper  Assembly,  Cobleway,  Medium  . . . . . . . . . 

Kerosen  -  25  Aug  78 . . . . . . . . . . . . . 

Keroslne,  Burning  Quality  Of  -  27  Aug  82........................ . . . . . 

Ketamine  Hydrochloride  Infection,  N.f. . . . . . . . 

Ketomlne  Hydrochloride  Infection,  N.f.,  Veterinary,..,. . . . . . . . . 

Keloconazole  Tablets,  USP . . . . . . . . . . . 

Ketoproen  Capsules . . . . . . . . . . . . 

Kettle,  Heating,  Bitumen,  Joint-sealer,  Trailer-mounted, . . . . . 

Kettle,  Heoling,  Bitumen . . . . . . . «... . . . . 

Kettle,  Heating,  Bitumen,  Trailer  Mounted  . . . . . . 

Kettle,  Steam  Jacketed  (Stainless  Steel),  Gas  . . . . 

Kettle,  Steam  Jacketed;  Twin;  5-GALlON,  Tilting,  Cabinet  Mounted;  Natural  Gas 
Heated 

Kettle,  Steam-facketed,  (Stainless  Steel,  Steam  Heated)  . . . 

Kettles,  Steam  Jacketed,  Electrically  Heated. . . . . . . . 

Key . . . . . . . . . . 

Key  Chain,  Reel  (Door  Key  And  Drill  Chuck  Keys).............. . * . 

Key  Chain,  Reel  (Door  Key  And  Drill  Chuck  Keys) . . . . . . . 

Key  Signalling  Searchlight  Totally  Enclosed  Type  26003A  . . . . 

Key-chamfered  Woodruff  (Inactive  After  29  Jan  1960)  . . . . . . 

Key,  Cowl  Fastener  . . . . . . . . . . 

Key,  Machine . . . . . . . 

Key,  Machine&gib  Head . . . . . . . . . . . . . . . . 

Key.  Machine,  Rectangular  In  Cross-section,  Both  Ends  Square  . . . . 

Key,  Machine,  Square  In  Cross-section,  Both  Ends  Square . . . . . . . 

Key,  Machine,  Square  In  Cross-section,  One  End  Square,  Other  End  Round . 

Key,  Machine,  Square  In  Cross-section,  Both  Ends  Round  . . . 

Key,  Socket  Head  Screw . . . . . . . . . . . . 

Key,  Socket  Head  Screw  . . . . . . . . 

Key,  Square  &  Rectangular  •  30  Nov  73  W/DOD  Exceptions . . . . . 

Key,  Woodruff  •  Chamfered  Cres  AMS5640  . . . . . 

Key,  Woodruff,  Alloy  Steel  . 

Key,  Woodruff,  Steel,  Alloy,  With  Keyway  And  Key  Slot  Dimensions . . 

Keyboard  Arrangements . . . . . . . . 

Keyboard,  Data  Entry. . . . . . . . . . 

Keyer,  Overheat  Warning  light,  Type  MA&1... . . . . 

Keys  &  Bits,  Hexagon,  Metric  Series  -  17  May  79..... . . . 

Keys  &  Keyseots,  Woodruff  *  1967  . 

Keys  And  Pins  Preferred  For  Design,  listing  Of . . . . . 

Keyseating  Machine,  Mechonico!  And  Hydraulic,  Reciprocating  Cutter  Type  . . 

Kiddush  Cup . . . . . . . 

vingpin,  Fifth  Wheel,  2  Inch . . . . . 

Kingpin,  Fifth  Wheel  3&1/2  Inch  . . . . . . . . 

Kingpin,  Fifth  Wheel  &  Universal . . . . . . . . 

Kit  &  Airplane  Mooring . . . . . . . . 

Kit  -  Touch-up,  For  Corrosion  Control  Of  Weapons  Systems . . . . 

Kit  (Empty)  First-aid,  Burn-treotment  And  Snoke  Bite,  And  Kit  Contents  (Unit-type)  .. 

Kit  Bag,  Flyer  S . . . . . . . . . . . 

Kit  Bog,  Flyer  S  . . . . . . . . . . . . . . . 

Kit,  Adhesive,  Epoxy,  Flexible  . . . . . . . . 

Kit,  Classified  Document  Destructor,  Drum  Type....... . . . . . 

Kit,  Components,  Molded,  Polyolefin,  Electrically  Insulating,  Strain  REUEVING8  Non 
Burning,  Semi-rigid,  Heat  Shrinkable 

Kit,  Conversion  H4277/H4272  Extractor  Tool  M753  Projectile . . . 

Kit,  Disposable,  lensectomy . . . . . . . 

Kit,  Drive  Off  Aid,  Vehicle.......... . . . . . . . . . 

Kit,  Filter,  Infrared,  Interference  Type  For  AN/TVS-3. . . . 

Kit,  First  Aid  (Commercial  Types),  And  Kit  Contents  . . . . . . . . 

KIl,  »HSfa»atlcn'Cf‘Ccmm«n:cct:crts  Equ-pme??  in  1*1  ^4  To*  Commoreiol  Truck.  ... 

Kit,  Maintenance,  Electrical  electronic.  Coble  And  Coble  Horness  . . . 

Kit,  Modification,  For  Deloy  Timer,  Ml  And  M2  Corgo  Parochute  Release 
Assemblies 

Kit,  Portable  Optical  Microscope,  Militarized,  200X  Magnification  For  Field 
Inspection  Of  Optical  Fibers 

Kit,  Re-erection,  For  Tanks,  liquid  Storage,  Metol,  Vertical,  Bolted, . 

Kit,  Sampling,  For  Aviation  Fuels,  Reusable  . . . . . . 

Kit,  Straight  And  90  Deg.  Threaded  Adapter,  Emr  Hardware  For  Mll-C-38999 
Connectors 

Kit,  Tool,  Speciol  TK*222(  (/AWM-23)V(  . . . . . . 

Kit,  Tubing,  Elastomeric,  Rubber,  Eleclricolly  Insulating,  Abrasion  Resistant, 
Polychloroprcne,  Flexible,  Heat  Shrinkable.  Shrink  Ratio  1.75  To  1. 
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MII-K-52338A 

5420 

ME 

15  Jun 

71 

ME 
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SH 
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ME 
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ME 

SH 

11 
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DM 
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76 

MD 

MS 

03 
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DM 

17  Jun 

77 

MD 

MS 

03 

A-A-51453A 

6505 

/MB 

11  Sep 

86 

MD 

MS 

03 

A-A-0053510 

6505 

/MB 

03  Jun 

88 

MD 

MS 

03 

MIL-K-4877C 

3895 

84 

30  Jul 

82 

YD 

99 

MII-K-28532B 

3895 

YD 

02  Apr 

85 

YD 

99 

MII-K-687EJ2) 

3895 

ME 

22  Dec 

87 

ME 

99 

(NT  AMD  1  (ME) 
RR-K-193E 

7310 

/Gl 

27  Mar 

87 

Gl 

YD 

99 

l 

M1L-K-43943A 

7310 

Gl 

01  Dec 

88 

Gl 

RR-K-195J  (1) 

7310 

/Gl 

01  Feb 

88 

Gl 

YD 

99 

MII-K-43359E  (1) 

7310 

YD 

01  Apr 

88 

YD 

l 

Mll-K-48196 

NOTICE  1 

1135 

AR 

06  Mar 

86 

AR 

RR-K-795A 

5340 

t 

19  Aug 

74 

A-A-1040 

5340 

t 

04  Sep 

80 

L 

MS-17397 

6220 

SH 

05  Dec 

61 

SH 

AN122776 

5315 

99 

29  Jul 

59 

AV 

99 

ANI22802  REV  1 
GGG-K-266B  (2) 

5120 

t 

28  Feb 

68 

OO-K-220A 

5315 

/AR 

08  Sep 

66 

AR 

AS 

99 

L 

MS-51935 

5315 

AR 

16  Apr 

63 

AR 

MS-20065A 

5315 

AR 

13  Nov 

64 

AR 

OS 

99 

MS -20066A 

5315 

AR 

13  Nov 

64 

AR 

AS 

99 

MS-20067A 

5315 

AR 

13  Nov 

64 

OS 

99 

MS -20068 A 

5315 

AR 

13  Nov 

64 

AR 

OS 

99 

GGG-K-2750 

5120 

% 

19  Mar 

74 

INI  AMD  1 

A-A-2473 

5120 

t 

30  Jan 

86 

E 

NAS  558-73 

REV  4 

5315 

AS 

05  Dec 

80 

AV 

AS 
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L 

MS-9841 

5315 

AS 

15  May 

68 

AS 

MIL-K-27545A  (1) 

5315 

AR 

05  Apr 

71 

AR 

OS 

99 

MS-35756D 

NOTICE  1 

5315 

AR 

01  Jun 

88 

AR 

OS 

99 

Mll-STD-1280 

NOTICE  1 

HFAC 

CR 

28  Jan 

69 

CR 

SH 

11 

l 

MIL-K-70493  (1) 

1220 

AR 

21  Mar 

86 

AR 

l 

M11-K-8144B 

6340 

82 

19  Oct 

83 

99 

ANSI  B18.3.2M-79 

5120 

AR 

30  Apr 

82 

AR 

AS 

99 

ANSI  B17.2-67R78 

34GP 

IP 

12  Dec 

78 

AL 

SH 

99 

Mll-STD-1755 

5315 

AR 

15  Jan 

79 

AR 

MII-K-8022IA 

3419 

IP 

25  Jun 

80 

Al 

99 

Mll-K-43387  (1) 
NOTICE  1 

9925 

Gl 

27  Feb 

87 

Gl 

PE 

28 

MS-530360 

2510 

AT 

26  Mar 

79 

AT 

99 

M5-53037E 

NOTICE  1 

2510 

AT 

20  Oct 

86 

AT 

YD 

99 

MS-53038E 

2510 

AT 

09  Oct 

87 

AT 

99 

AN8015 

REV  3 

1730 

82 

30  Jun 

83 

AS 

99 

L 

MII-K-81576A 

8010 

AS 

23  Aug 

83 

GG-K-391A 

6545 

I 

03  Mar 

59 

INT  AMD  4 
MII-K-83782A 

8460 

82 

18  Dec 

78 

AS 

99 

Mll-K-418350 

8460 

Gl 

25  Mar 

88 

Gl 

AS 

99 

l 

MIL-K-81786/11A 

4940 

AS 

21  Moy 

86 

AS 

X-K-001274A  (1) 

1375 

» 

15  Jun 

72 

l 

Mll-K-81786/6 

4940 

AS 

20  Apr 

72 

AS 

l 

Mll-K-63185  (1) 

1110 

AR 

27  May 

86 

AR 

A-A-51445 

6515 

YD 

12  Moy 

86 

MS 

03  DM 

l 

Mll-K-44028 

1670 

Gl 

25  Jun 

80 

Gl 

l 

MIL-K-55609  (1) 

5855 

CR 

29  Moy 

75 

CR 

GG-K-392  (3) 

6545 

I 

25  Apr 

57 

l 

MIL-K-49054 

5820 

CR 

04  Mar 

75 

CR 

l 

Mll-K-817868 

4940 

AS 

21  Moy 

86 

AS 

l 

MIL-K-44029 

1670 

Gl 

30  Jun 

80 

Gl 

MIL-K-83525 

6080 

85 

18  Oct 

85 

CR 

EC 

85 

MIL-K-12215E 

5430 

ME 

06  Apr 

83 

ME 

YD 

99 

MII-K-237I4B  (2) 

8115 

AS 

13  Mar 

87 

GL 

AS 

69 

MS-274870 

NOTICE  1 

5935 

85 

30  Jan 

87 

CR 

AS 

85 

l 

MIL-K-81779C 

4935 

AS 

11  Jul 

77 

AS 

l 

MIL-K-81786/4 

4940 

AS 

20  Apr 

72 

AS 

411 


ALPHABETICAL  LISTING 


TITLE 

Kit.  Tubing,  PJojtie,  Irradiated  Polyolefin,  Flexible  Electrical  Inflation,  Heat 
Shrinkable,  Shrink  Ratio  4  To  1 

Kit,  Tubing,  Plajfic,  Heat  Shrinkable,  Electrically  Insulating,  Polyolefin,  Dual  Wall, 
Semi-rigid,  Shrink  Ratio  3  To  1 

Kit,  Tubing,  Plastic,  Heat  Shrinkable,  Electrically  Insulating  Irradiated  Poly 
(Vinylidene  Flouride),  Semi-rigid.  Shrink  Ratio  2  To  1 
Kit,  Tubing,  Plastic,  Heat  Shrinkable  (Low  Recovery  Temperature),  Electrically 
Insulating,  Flexible,  Flame  Retarded,  Irradiated  Polyolefin,  Shrink  Ratio  2  To  1 

Kil,  Winterization,  Trucks,  Commercial. . . . . . . . . . 

Kitchen  And  Food  Serving  Utensils  (Aluminum)  . . . . . . . . . 

Kitchen  Equipment,  Including  Unit  Assemblies,  Repair  Parts  And  Tools,  Preparation 
For  Delivery  Of 

Kitchen,  Field  Feedingcompany  Level  . . . . . . 

Kitchen,  Field,  Trailer  Mounted . . . . . . . . . . 

Kitchen,  Field,  Modular . . . . . . . . . . 

Kits,  Thread-forming  Mounted  Pins,  Dental, . . . ................... 

Knebworth  Corvus  Chaff  System  Interchangeable  Within  NATO  Naval  Forces 
(Edition  No.  1) 

Knee  Protector . . . . . . . . . . 

Knife-curette,  Ear  (Sheehy-house). . . . . . . . . . 

Knife,  Bayonet,  Multipurpose,  M9  With  Scabbard . . . . . . .... 

Knife,  Combat,  With  Sheath . . . . . . . . . . . . 

Knife,  Craftsman  S,  Multipurpose,  (Stencil,  Etching,  And  Cutting,  Removable  Blades) 

Knife,  Craftsman,  (Hawkbill,  Shoe,  Chipping)  Putty  And  Scroping . . . . 

Knife,  Draw  . . . . . . . . . . . 

Knife,  Ear  (Straight,  House). . . . . . . . . 

Knife,  Eye,  Needle  Type,  Ziegler,  6  Mm . . . . . . . . 

Knife,  General  Surgical  (Disposable) . . . . . . . . . . . . 

Knife,  Hunting,  Sheathed,  Survival,  Pilot  S... . . . . . . . . . . . . . 

Knife,  Margin  Finishing,  Dental . . . . . . . . . . . . 

Knife,  Periodontal . . . . . . . . 

Knife,  Plaster  . . . . . . . . . . . 

Knife,  Plaster,  Dental . . . . . . . . . . . 

Knife,  Pocket,  (Heavy  Duty)... . . . . . . . . . . 

Knife,  Pocket,  (Heavy  Duty) . . . . . . . . 

Knife,  Pocket,  Generol  Purpose . . . . . . . . . . . 

Knife,  Pocket,  Hook  Blade  And  Snap  Blade,  Type  MC&l  . . . . . 

Knife,  Release,  Cargo  Platform.. . . . . . . 

Knife,  Stencil . . . . . . . . . «... 

Knitted  Goods  &  Nonwoven  Fabrics  -  Diaphragm  Bursting  Strength  Tester  Method, 
Hydraulic  Bursting  Strength  Of  •  1  Aug  80 
Knitted  Goods  -  Constant  *  Rate-of-troverse  (CRT)  Boll  Burst  Test,  Bursting  Strength 
Og-  2  Sep  80 

Knives,  Dental,  Croftmon  S,  Compound,  And  Plaster . . . . . . 

Knives,  Generol  Purpose  Shop,  Detachable  Blade  . . . . . . 

Knives,  Microtome  . . . . . . . . . . . . . 

Knives,  Periodontal,  Kirkland  . . . . . . 

Knives,  Periodontal,  Orbon . . . . . . . . . . . . 

Knob  Control  1.25  Spher,  Plastic  •  15  Dec  61 . . . . . . . . . 

Knob  Non  Illuminated,  Small  . . . . . . . . 

Knob  Rodlal  Indicator,  Illuminated  And  Non  Illuminated...... . . . . . . . 

Knob  Round,  Illuminated  And  Non  Illuminated,  Smell . . . . . . 

Knob  Round,  Illuminated  And  Non  Illuminated,  Small . . . . . . . . . 

Knob&control,  Broille,  Metal . . . . . . . . . . . . . 

Knob&volve  Assembly,  Poppet,  Hull  Drain . . . . . . . . 

Knob-control,  Plastic  (Round,  Concentric,  Pointer,  Spinner,  Spinner  Slip  Clutch,  Bq*, 
Tactile,  Knob  Lock  Pointer,  And  Knob  Locks) 

Knob,  Bar  (Asg) . . . . . . . . . . 

Knob,  Bor,  Smoll  (Asg) . . . . . . . . 

Knob,  Control  (For  Use  With  Electronic,  Communications,  &  Allied. Equipment) . . 

Knob,  Control  Selection  Of  . . . . . . . . . . 

Knob,  Control,  Bor,  Plastic  (Inactive  For  New  Design) . . . . . . 

Knob,  Control,  Crank,  Metol  . . . . . . . . 

Knob,  Control,  Electronic  Equipment,  General  Specification  For  . . . 

Knob,  Control,  Lever,  Metol  (Inactive  9-18-68)... . . . . . . . . . 

K^eb,  Centre!,  Reund,  Plastic  (With  fluted  Grip)  Inactive  20  Aug  1971 . . . 

Knob,  Control,  1  Inch  Sphericol  >31  Jon  63  . . . . . . . 

Knob,  Control,  1  Inch  Dio.  X  5/8  Ovol,  Plastic  -  31  Jon  63  . . . . . 

Knob,  Control,  3/4  Sphericol  •  31  Jan  63  W/DOD  Exceptions............. . . . . . . 

Knob,  Hand,  Ground  Support  Equipment  •  Jul  74  W/DOD  Exceptions, . ....... 

Knob,  Pointer,  Illuminated,  Smoll  (Asg)  . . . . . . . . . 

Knob,  Pointer,  Illuminated . . . . . . 

Knob,  Round  (Asg).... . . . . . . . . . . . . . . 

Knob,  Round,  Concentric  Illuminated  And  Nun-illuminated . . . . . . 
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MIL-K-81786/5A 
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88 
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MS 

03 
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ISDN 

SH 
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86 

l 

MS-14I39A 
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AS 
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75 

AS 

A-A-51353 

6515 
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86 
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03 

L 

Mll-K-70606 

1005 

AR 
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88 

AR 

L 

MIL-K-20277F 

1095 

MC 

07  Jul 

82 

MC 

GGG-K-00450B 

•5110 

» 

14  Sep 

70 
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GGG-K-48IC 

5110 

-Gl 

30  Jul 

63 

GL 

SH 

99 

GGG-K-471C 

5110 

t 

25  Apr 

63 

A-A-53542 

6515 

/MB 

27  Jun 

88 

MD 

MS 

03 

MIL-K-37115 

6515 

DM 

06  May 

75 

MD 

MS 

03 

A-A-0053029 

6515 

MB 

05  Aug 

87 

MD 

MS 

03 

MIL-K-8662E  (1) 
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AS 
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76 

GL 

AS 

99 

A-A-53801 
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MB 

13  Feb 

89 

MD 

MS 

03 

A-A-53336 

6520 

* 
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88 

MD 

MS 

03 

A-A-50906 

6520 

/MB 
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85 

MD 

MS 

03 

GG-K-00508C 
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69 

MD 

MS 

03 

GGG-K-484C 

5110 

I 

23  Aug 

67 

GGG-K-00484D  (1) 

5110 

t 

23  Aug 

67 

MII-K-818D 

5110 

GL 

30  Sep 

85 

GL 

99 

MII-K-25594C  (1) 

•5110 

84 

27  Nov 

81 

GL 

99 

MS-27761A 

1670 

82 

09  Aug 

74 

GL 

AS 

99 

GGG-K-501A  (1) 

5110 

•Gl 

18  Oct 

54 

GL 

SA 

99 

ASTM  D3786  80A 
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Gl 

11  Jul 

86 
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99 
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NU 

99 
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03 
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DM 
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MS 

03 
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03  Mar 

69 
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MS 

03 
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REV-3 

5355 

AS 
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83 

AS 
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L 

MS-21382E 

5355 
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18  Aug 

80 

11 

L 

MS-21383F 

5355 

11 

18  Aug 
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L 

MS-21384E 

5355 

11 
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80 

11 

L 

MS-21387E 

5355 

82 

18  Aug 

80 

11 

L 

MS-24244 

5355 

11 

3  Aug 

59 

11 

L 

MS-J1349A 

2590 

AT 

18  Oct 

66 

AT 

MS-915281 

5355 

EC 

06  Feb 

84 

ER 

EC 

11 

MS-25170F 

5355 

AS 

27  Dee 

65 

AS 

11 

MS-25169G 

5355 

AS 

27  Oec 

65 

AS 

11 

Q 

MII-K-3926B  (1) 

SUPP  18 

5355 

EC 

25  Feb 

81 

GL 

EC 

99 

MII-STD-1348A 

5355 

EC 

20  Apr 

88 

ER 

EC 

11 

MS-90120C 

5355 

EC 

06  Feb 

70 

ER 

EC 

11 

MS-91522A 

5355 

EC 

20  Sep 

72 

ER 

EC 

11 

0 

MIL-K-25049C 

5355 

AS 

28  Mar 

84 

ER 

AS 

11 

SUPl  1 

MS-91523B 

5355 

EC 

06  Feb 

70 

ER 

EC 

11 

MS-VIS3IE 

5355 

EC 

20  Aug 

71 

ER 

EC 

11 

NAS  121-63 

REV  5 

5355 

AS 

06  Moy 

83 

AS 

NAS  123-63 

REV  5 

5355 

AS 

06  May 

83 

AS 

99 

E 

NAS  120-63 

REV  5 

5355 

AS 

05  Dec 

80 

AV 

AS 

11 

E 

NAS  1553-74 

REV  4 

5355 

AS 

05  Dec 

80 

AV 

AS 

11 

MS-25165E 

5355 

AS 

17  Jun 

75 

ER 

AS 

11 

MS-25166E 

5355 

AS 

24  Nov 

64 

ER 

AS 

11 

MS-25168F 

5355 

AS 

27  Oec 

65 

AS 

11 

L 

MS-2I386E 

5355 

82 

18  Aug 

80 

11 

412 


ALPHABETICAL  LISTING 


TITLE 


Knob,  Round,  Smoll  (Asg)  . . . . . . . . 

Knob,  Setting . . . . . . . . . . . 

Knob,  Tactile  Series,  Illuminated  And  Non-illuminated  . . . 

Knobs  Control,  Short  Bar,  Metal  And  Plastic  . . . . . . 

Knobs,  Control,  Boll . . . . . . . 

Knobs,  Control,  Bar,  Metol  And  Plastic  . . . . . . . . . . . . . 

Knobs,  Control,  Oval  Tapered  . . . . . . . . . . 

Knobs,  Control,  Tapered.,......,,. . . . . . . . . . . 

Knockout  &  Threaded  Taper  Pin.......... . . . . . . . . . 

Knurling  •  28  Nov  84 . . . . . . . . . . . . . . 

L  Shapes  (Angles),  Equal  Legs,  Structural  Steel,  Carbon,  Medium . . 

L  Shapes  (Angles),  Unequal  Legs,  Structural  Steel,  Carbon,  Medium . . . . 

Label  (Address)  . . . . . . . . 

Label  (Pile  Folder)  . . . . . . . . . . . . . . 

Label  (In  Book  Form) . . . . . . . . . . . . . . 

Label  (Individual) . . . . . . . . . . . . . 

Label  Tape,  Pressure  Sensitive  Adhesive . . . . . . . . . . 

label  Tape,  Pressure  Sensitive  Adhesive,  „keep  Out  Of  Reach  Of  Children,,  legend 

Label  Tope,  Pressure  Sensitive  Adhesive . . . . . « . 

Label,  Contents . . . . . . . . . . . 

Lobel,  For  Oothing,  Equipage,  And  Tentoge,  (General  Use)  . . . . . 

Label,  Garment  (Woven,  Rayon)  . . . . . . . . 

Label,  Instruction  . . . . . . . . . . . . . . 

Lobel,  Paper,  Gummed  (Water  Activated) . . . . . . . . . 

label.  Paper,  Pressure>sensitive  Adhesive . . . . . . . 

Label,  Paper,  Pressure  Sensitive  Adhesive  (General  Purpose  With  Marginal  Slot 
Feed  Perforations) 

Label,  Paper,  Pressure  Sensitive  Adhesive  (File  Folder  Label) . . . . 

Lobel,  Paper,  Pressure  Sensitive  Adhesive . . . . . . . 

Label,  X-ray  Film  Identification...., . . . . . . . . . 

Labeling  Aerosol  Packages  •  23  Feb  79 . . . . . . . . . 

Labeling  Machines  . . . . 

Labeling  Of  Metol  Cans  For  Subsistence  Items . 

Labels  (Heat  Sealing  Tape . . . . . 

Labetolol  Hydrochloride  Toblets . . . 

Laboratory  Section,  Topographic  Reproduction  Set,  Truck  Mounted,  190  Inch 
Wheelbase,  Packaging  Of 

Laboratory  Tests  For  Stores  Suspension  Equipment  (Chonge  1).... . . . 

Laboratory,  Airmobile,  Aviation  Fuel . . . 

Laboratory,  Controlledvelocity,  Corrosion  Tests,  Standard  Method  Of  •  1972 . 

Laboratory,  Field,  Trailer  Chassis  Mounted,  For  Developing  Pipeline  Weld 
Radiographs 

Laboratory,  Petroleum  Bose . . . . . . . . . . . 

Laboratory,  Petroleum,  Semitrailer  Mounted . . . . . . . 

Loc  Resins,  Sampling  &  Testing  •  30  Oct  81  . . . . . . . . 

Lace,  Gold,  Ornomentol . . . . . . . . . 

lace.  Ornamental. . . . . . 

laces.  Leggings. . . . . . 

Laces,  Nylon . . . 

Lacquer  (Aerosol) . . . . . . . . 

lacquer  (Brushing,  Clear  And  Pigmented  For  Exterior  And  Interior  Use)  . 

Lacquer  (Clear  Gloss). . . . . . . . . . 

loequer  (Spraying,  Chemicol  Resistant)  . . . . . . 

Lacquer  Camouflage . . . . . . . . . . 

Lacquer  Solvent  Heptan&  Miscibility  Of  -  14  Mar  88  . . . . 

Loequer,  Acrylic,  Low  Reflective  . . . . . . . . 

Lacquer,  Acrylic  (For  No  sol  Weopons  Systems) . . . . . . 

Loequer,  Acrylic-nitrocellulose  Gloss  (For  Aircraft  Use) . . . . . 

Loequer,  Acrylic  Nitrocellulose,  Camouflage  (For  Aircraft  Use) . . . . 

Lacquer,  Cellulose  Nitrate,  Gloss,  For  Aircraft  Use  . . . . . . . . . . 

lacquer.  Cellulose  Nitrate  For  Identification  Of  Smoll  Arms  Ammunition . . 

Loequer,  Chlorine  Resistant,  For  Fiber  Containers . . . . 

loequer.  Fluorescent  Type,  Synthetic  Base  In  Pressurized  Container . . 

loequer,  lustreless.  Hot  Spray  . . . . . . . . . . . 

Lacquer,  Nitrocellulose,  Acrylic  And  Acrylic  Butyratc,  Aerosol  (In  Pressurized 
Dispensers) 

Lacquer,  Purple................... . . . . . . . . . . . . 

lacquer.  Red  (For  Ammunition  Primers) . . . . . . . . . 

loequer.  Rubbing,  Clear,  (For  Wood  Furniture)  . . . . . . 

Lacquer,  Semi  Gloss,  Cellulose  Nitrate. . . . . . . . . . 

Lacquer,  Spraying,  Cfeor  And  Pigmented, (general  Interior  Use) . . . . . 

Lacquer,  Spraying,  Acid-resistant  (For  Aluminum  Surfaces  Around  Storage  Batteries) 

lacquer.  Vinyl  Resin,  Semi-gloss........ . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-25167F 

5355 

AS 

27  Dec 

65 

AS 

11 

L 

MIL-K-48213 

5355 

AR 

16  Mor 

73 

AR 

L 

MS-21385E 

5355 

82 

18  Aug 

80 

11 

MS-91524E 

5355 

EC 

14  Aug 

80 

ER 

EC 

11 

MIL-K-3926/1A 

5355 

82 

28  Moy 

87 

ER 

EC 

11 

MS-91525F 

5355 

EC 

14  Aug 

80 

ER 

EC 

11 

MIL-K-3926/2A 

5355 

82 

28  Moy 

87 

ER 

EC 

11 

MIL-K-3926/3A 

5355 

82 

28  Moy 

87 

ER 

EC 

11 

AN8510 

5120 

AS 

24  Feb 

47 

AS 

99 

ASME  894.6-6 

DRPR 

AR 

28  Nov 

84 

AR 

OS 

16 

Mi-90506 

9520 

YD 

29  Jan 

85 

MR 

YD 

99 

MS-935u7 

9520 

YO 

29  Jon 

85 

MR 

YD 

99 

A-A-1628 

7530 

t 

22  Moy 

81 

A-A-1631 

7530 

t 

22  May 

81 

A-A-1629 

7530 

*GL 

23  Feb 

83 

Gl 

SA 

A-A-1630 

7530 

•Gl 

28  Mor 

83 

GL 

SA 

MS-27402A 

NOTICE  ) 

7690 

84 

24  Jul 

87 

GL 

99 

MIL-l-36296 

NOTICE  1 

6515 

DM 

22  Aug 

83 

MD 

MS 

03 

A-A-204A 

7510 

t 

14  Dec 

82 

L 

MS-180210 

7690 

SA 

29  Feb 

68 

SA 

DDD-L-20E  (3) 

8315 

/GL 

28  Sep 

87 

GL 

NU 

99 

MIL-L-15040F  (1) 
NOTICE  T 

8315 

GL 

12  Nov 

87 

Gl 

NU 

11 

l 

MS-180208 

7530 

OS 

12  Nov 

85 

OS 

UU-L-490 

7530 

•/. 

03  Mor 

76 

UU-L-1644A 

7530 

•/. 

05  Dec 

75 

A-A-1460 

7530 

t 

10  Mor 

81 

A-A-1462B 

7530 

•GL 

27  Jul 

83 

99 

A-A-51002 

7530 

/MB 

03  Oct 

85 

MD 

MS 

03 

A-A-51341 

6525 

/MB 

31  Jon 

86 

MD 

MS 

03 

ASTM  03066-79 

6810 

EA 

27  Moy 

88 

EA 

SH 

68 

NOTICE  1 
GGG-l-1763 

3540 

-GL 

15  Feb 

74 

GL 

SA 

99 

MIL-L-1497E  (2) 
NOTICE  1 

89GP 

GL 

31  Dec 

87 

Gl 

SA 

50 

A-A-2230 

7530 

» 

07  Feb 

84 

GL 

SA 

A-A-0053595 

6505 

/MB 

12  Aug 

88 

MD  MS 

03 

L 

MIL-L-52682A 

3610 

ME 

17  Jul 

75 

ME 

AIR-STD-20/18 

ISDF 

06 

31  Mor 

80 

L 

MIL-L-52733A 

6640 

ME 

01  Jul 

86 

ME 

AWPA  Ml 4-72 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

L 

MIL-L-52841A 

6635 

ME 

28  Moy 

81 

ME 

L 

MIL-L-50096A  (1) 

6640 

ME 

07  Oct 

64 

ME 

L 

MIL-l-510508  (2) 

6640 

ME 

01  Nov 

77 

ME 

ASTM  D29-81 

NOTICE  2 

8010 

MR 

27  Oct 

88 

MR 

SH 

L 

MII-L-20271C 

NOTICE  1 

8315 

MC 

25  Jun 

87 

MC 

MIL-L-I7507F  (1) 

8315 

NU 

03  Sep 

85 

Gl 

NU 

11 

L 

MIL-L-396E 

8315 

NU 

28  Jul 

75 

NU 

V-L-61J 

•8335 

/Gl 

08  Oct 

87 

Gl 

NU 

99 

A-A-665A 

8010 

J 

26  Mor 

81 

TT-1-26C 

8010 

• 

18  Moy 

81 

A-A-344A 

8010 

30  Apr 

84 

A-A-1452A 

NOTICE  1 

8010 

•ME 

10  Feb 

87 

MR 

SH 

TT-1-20A 

8010 

•ME 

25  Apr 

67 

ME 

AS 

99 

INT  AMD-1  (MR) 
ASTM  01476-88 

8010 

MR 

23  Jun 

88 

MR 

SH 

99 

Q  L 

MIL-L-46159A  (2) 

8010 

ME 

06  Jun 

77 

ME 

M11-1-81352A  (1) 

8010 

AS 

31  Jan 

73 

AS 

20 

MIL-1-19537C  (3) 

8010 

AS 

28  Oct 

77 

MR 

AS 

11 

MII-H9538C 

8010 

AS 

11  Moy 

70 

MR 

AS 

99 

TT-1-32A  0) 

8010 

/AR 

09  Mar 

73 

MR 

AS 

84 

Mll-L-102878 

8010 

ME 

22  Oct 

76 

ME 

11 

L 

Mll-L- 13802 

£010 

EA 

22  Nov 

54 

EA 

TT-L-47C  (1) 

8010 

1 

23  Jun 

77 

O 

Mll-l-l 11950 

8010 

ME 

07  Nov 

72 

ME 

SH 

99 

TT-1-50G  (2) 

8010 

t 

12  Aug 

77 

l 

MIL-l-2968 

8010 

AR 

18  Jun 

73 

AR 

L 

MIL-1-46075A 

8010 

AR 

29  Sep 

71 

AR 

TM-57C  (1) 

8010 

t 

23  Jun 

77 

Q  l 

MIL-1-52043C 

8010 

ME 

17  Jul 

72 

ME 

TT-1-58E 

8010 

•ME 

26  Oct 

78 

ME 

YD 

99 

TT-1-54C 

INT  AMD  1 

8010 

•ME 

09  Jun 

76 

ME 

SH 

L 

MIL-L-14486A 

8010 

Ml 

25  Mor 

64 

Ml 

413 


ALPHABETICAL  LISTING 


TITLE 

locquerj,  Print  Remtonce  Of  *  8  Sep  67  (Reopproved  1981) . . 

Loctobacilfus  Acidophilus  Capsules . . . . . . 

lactose.  Technical  (Metric) . . . . . . . . 

ladder.  Aluminum,  Three  Way  Combination,  Step,  Straight,  Extension  . . . . 

ladder,  Fire,  Extension,  ladders.  Fire,  Single,  And  ladders,  Fire,  Avoiding  Extension 

ladder,  Hanging . . . . . . . . . . . . 

ladder,  Portable  (Wood) . . . . . . . . . . . 

Ladder,  Portoble,  Wood,  Extension  And  Straight.............. . . . . . 

ladder,  Safety  Step  (Steel,  Reliable) . . . . . . . . . 

ladder.  Safety  Step  (Metal,  Rollable)  . . . . . . . . . 

ladder,  Straight  (Wood)  . . . . . . . . . . 

lodder,  Vehicle  8oarding . . . . . . . . . 

ladder,  Vehicle  Boarding  . . . . . . . . . . 

ladder;  Single;  Extension  (Aluminum)...... . . . . . . . . 

ladders,  Vehicle  Boarding  . . . . . . . . . 

ladle.  Kitchen  (Stainless  Steel). . . . . . . . . . . 

ladle.  Kitchen  (Stainless  Steel).. . . . . . . 

ladle,  Melting,  Hand  . . . . . . . . . . . 

ladles,  Deck-paying  . . . . . . . . . . 

ladles,  Melting,  Hand............ . . . . . . . 

lagging,  Wood,  Wirebound ..  . . . . . . . . . . . 

laminate.  Acetal  And  Cloth,  (For  Use  With  81MM  Ammunition.. . . . . . 

laminate.  Aluminum  Foil  *  Polyethylene  Terephthalate . . . . . . 

laminate,  Vinyl  Film-aluminum,  Decorative . . . . . . . . . 

laminate:  Aramid-fabric-reinforced,  Plastic . . . . . . . 

laminates,  Composite,  Testing  Inplone  Sheor  Properties  Of,  Stondard  Guide  For  • 

27  May  83 

lamlnotes,  High-pressure  Decorative  •  14  NOV1985  . . . . . . . . . 

laminating  Resin  Validated  Jan  76 . . . . . . . . . 

Lamp  •  Incandescent,  T-10  Bulb,  Medium  Prefocus  Base, . . . . . 

lamp  -  Incandescent,  PAR-56,  Screw  Terminal,  Airport  lighting..,,..., . . . . . 

lomp  -  Incandescent,  PAR-46  Bulb,  Screw  Terminal  Bose,  Taxiing  . . . . 

lamp  Bases  &  Holders,  Electric,  •  Screw  ■  Shell  Types  •  1  Sep  76  W/rEV  Pages  . 

lamp  CBA  Projection  •  3  Jul  80................. . . . . . . . . . . 

lomp  EJL  Projection  •  1980.... . . . . . . . . . . 

Lamp  ElB  Projection  *  3  Jul  80  . . . . . . . 

lamp  ELC  Projection  •  3  Jul  80  . . . . . . . . 

lamp  FCS  Projection,  lamps  Electric  Standard  For  10  Dec  1987 . . . 

Lamp  Fes  Projection,  lamps  Electric  Standard  For  10  Dec  87  . . . . . . 

lomp  Fluorescent  Trodeno.  F90T12/CW  Or  F90T17/CW,  Preheat,  90  Watt,  T-12 
Or  T-17  Bulb  (60  In.)  Cool  White,  Mogul  Bipin  Base  (Detail  Specification) 

Lamp  Fluorescent  Trodeno.  FC8T9/CW/RS,  Rapid  Start,  22  Watt,  T-9  8u!b  Cool 
White,  4  Pin  Ba>e,  Circular  8-1/4  In.  Diameter  (Detail  Specification) 
lamp  Fluorescent  Trade  No.  F40WW,  Rapid  Start,  35  Watt,  M2  Bulb,  Warm 
White,  Medium  BIPIN  Base  (Detail  Specification) 

lamp  Housing,  Resilient  Mounting,  For  Construction  Machinery....... . . . 

lamp  Incandescent  (Trade  No.  300PAR56/2SP)  . . . . . 

lamp  Incandescent,  PAR-46  12  Volt  Ffoodlamp  2  Contact  lugs . . . . . . . 

lamp  Incandescent,  T*1  8ulb,  Based,  28  Volt,  Intcgrol  lighting  . . . 

lamp  Incandescent,  PAR-46  24  Volt  Floodlomp  2  Contact  Lugs . . . 

lamp  Sodium  (High  Pressure) . . . . . . . . . 

lomp  Sodium  (High  Pressure,  Replacement) . . . . . . . . . 

lomp  Starters,  Fluorescent,  Specification  For  «  18  Nov  71  . . . 

lamp  Sub  Miniature  Helium  Retardant  Flange  Base,  T<1  Size  . . . . 

Lamp  Unit,  Photoflash  (Multiflash) . . . . . . . . . . . 

Lamp-single  Contact  Bayonet  Candelabra,  GG02A1  Bulb . . . . . . . 

Lomp,  Ballasts,  High-intensily-discharge,  Standard  For . . . . . . 

lamp.  Cartridge,  Short  Cylindrical,  PLUG-IN,  Incandescent,  Plastic  (Flat  lens  Type).. 

lamp,  Cartridge,  Stovepipe,  Plug  In,  Neon,  Plastic  (Curved  lens  Type). . . . 

lamp.  Cartridge,  long  Cylindrical,  Plug-in,  Neon,  Plastic  (Flat  lens  Type) . . 

Lamp,  Cartridge,  Short  Cylindrical,  Plug-in,  Incandescent,  Glass  (Flat  Type)  . 

Lomp,  DED  Projection  -  8  Mar  82 . . . . . . . . . . . . 

lomp,  ELB  Projection  •  8  Feb  85  . . . . . . . . . . 

lamp,  ELH  Projection  -  1 1  May  77  . . . . . . . 

lomp,  EMM  Projection  »  8  Feb  85 . . . . . . . . . . . 

Lomp,  Electric  Incandescent  Miniature,  Tungsten-filament . . . . . . . 

lomp,  Electric  Incondescent  Miniature,  Tungsten  Fifoment . . . 

lamp,  Fluorescent,  T-12,  High  Output-high  Temperoture,  Base  Recessed,  Double 
Contact 

lamp,  Fluorescent.. . . . . . . . . . . . . . . . . 

lamp.  Fluorescent,  T-5,  Miniature  Bipin  . . . . . . . . . 

lamp.  Fluorescent,  Trade  No.  F96T12/CW,  Instant  Start,  60  Walt,  T-12  Bulb  (96 
In.)  Coo!  White,  Single  Pin  Base 

lamp,  Fluorescent  -  Instant-start  &  Cold  Cathode  Types,  Dimensional  &  Electrical 
Characteristics  Of,  American  National  Standard  For  The  -  10  Apr  78 
lamp,  Fluorescent,  Instant- Start  &  Cold  Cathode  Types,  The  Dimensional  &  Efectricol 
Characteristics  Of,  American  Notional  Standard  For  •  10  Apr  78 
lamp.  Fluorescent  -  P'eheal-starl  Types,  Dimensional  &  Electrical  Characteristics  OI  - 
18  Jul  78 

lamp.  Fluorescent  -  Instant  Start  &  Cold-cathode  Types,  Dimensional  &  Electricol 
Characteristics  Of,  American  Notional  Standard  For  -10  Apr  78 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  02091*67 

8010 

MR 

01  May 

74 

MR 

SH 

99 

MIL-L-37731 

6505 

DM 

28  Aug 

78 

MD  MS 

03 

l 

MIL-L-13751C 

6810 

EA 

23  Feb 

84 

EA 

MII-1-54002B 

5440 

ME 

03  Feb 

83 

ME 

99 

MIL-L-12197E  (1) 

4210 

ME 

15  Mar 

78 

ME 

YD 

99 

L 

MIL*l*52825A 

5440 

ME 

14  Apr 

83 

ME 

A-A-1997 

5440 

* 

02  Jun 

83 

UIL-51D 

5440 

-ME 

04  Sep 

85 

ME 

99 

A-A-2296 

5440 

* 

18  Oct 

84 

RU-100E 

5440 

% 

23  Sep 

77 

A  A- 1998 

5440 

-ME 

02  Jun 

82 

ME 

99 

l 

ML-L.13039C 

2540 

AT 

23  Jun 

77 

AT 

l 

MIL-l-52822 

2540 

ME 

08  Jul 

74 

ME 

A-A-2295 

5440 

t 

28  Aug 

84 

MS-500062A 

2540 

AT 

09  Dec 

85 

AT 

99 

A-A-1956 

7240 

-Gl 

15  Jun 

82 

SA 

99 

RR-L-30C 

7330 

J 

26  May 

77 

GGG.I-51A 

5120 

J 

15  Feb 

57 

GGGL-36A 

5120 

t 

14  Sep 

53 

AA-2528 

5120 

t 

06  Feb 

87 

PPP-U607A 

8115 

/Gl 

19  Jon 

71 

Gl 

YD 

6'> 

L 

MII-L-50429A  (3) 

1395 

AR 

08  Oct 

75 

AR 

L 

Mll-L-47088 

9535 

Ml 

10  May 

74 

Ml 

L 

MIL-l-24518 

9330 

SH 

12  Mar 

75 

SH 

L 

MIL-l-624748 

9330 

AT 

25  Jun 

84 

AT 

ASIM  04255*83 

9330 

MR 

16  Oct 

84 

MR 

NEMAl  03*85 

9330 

YD 

31  Dec 

86 

MR 

YD 

99 

l 

MIL-L-52696  (1) 

8030 

ME 

27  Jul 

83 

ME 

MS-250128 

6240 

82 

06  Oct 

71 

ME 

AS 

99 

MS*24488G 

6240 

82 

20  Aug 

71 

AS 

99 

l 

MS-245178 

6240 

82 

29  May 

70 

99 

ANSI  C81. 10*76 

THDS 

IS 

07  Jun 

84 

AR 

11  IS 

ANSI  078.1408*80 

6240 

82 

23  Jun 

82 

SH 

99 

ANSI  078.1409*80 

6240 

ME 

06  Jul 

82 

ME 

99 

ANSI  078.1410*80 

6240 

82 

23  Jun 

82 

SH 

99 

ANSI  078.1411-80 

6240 

82 

23  Jun 

82 

SH 

99 

ANSI  078.1403*84 

6240 

ME 

10  Dec 

87 

ME 

SH 

99 

ANSI  078.1403*84 

6240 

ME 

10  Dec 

87 

ME 

SH 

99 

W*l*OOI16/21B 

6240 

» 

04  Nov 

77 

W-l-001 16/248 

6240 

t 

26  Aug 

77 

W-L00 116/49 

6240 

» 

23  Sep 

77 

MIL-1-13071O 

6220 

ME 

16  Mar 

83 

ME 

YD 

99 

AA-2066 

6240 

t 

31  Aug 

82 

MS-171638 

6240 

ME 

05  Mar 

84 

ME 

AS 

99 

l 

MS-3338 

6240 

AS 

28  Aug 

68 

AS 

MS-17165B 

6240 

ME 

05  Mar 

84 

ME 

AS 

99 

A-A-22I2 

6240 

l 

18  Jul 

84 

A-A-1763 

6240 

% 

31  Dec 

81 

ANSI  078.180*72 

6250 

ME 

25  Jul 

85 

ME 

99 

l 

MS-21376 

6240 

11 

12  Mar 

73 

11 

A-A-2214 

6750 

» 

29  Jun 

84 

MS-25338D 

6240 

AS 

15  0c! 

86 

AS 

99 

III  1029*86 

6250 

YD 

24  Jul 

87 

ME 

YD 

99 

MS-182350 

6240 

EC 

13  Jan 

76 

El 

EC 

99 

MS-182360 

6240 

EC 

13  Jon 

76 

El 

EC 

99 

MS-182370 

6240 

EC 

13  Jan 

76 

EL 

EC 

99 

MS-182380 

6240 

EC 

13  Jan 

76 

El 

EC 

99 

ANSI  078.1415*82 

6240 

82 

09  Nov 

83 

SH 

99 

ANSI/ASC  078.1410*85 

6240 

82 

15  May 

86 

SH 

99 

ANSI  078.1405*77 

6240 

SH 

30  Mar 

81 

ME 

SH 

99 

ANSI/ASC  078.1412*85 

6240 

ME 

15  Dec 

86 

ME 

99 

W-HUC  (7) 

6240 

•GS 

23  Jun 

75 

ME 

SH 

11 

(1960  SUPP  ’ 

W-l-1 16A  w 

6240 

J 

23  Jun 

64 

l 

MS-I8226B 

6240 

SH 

0)  Mar 

76 

SH 

W-l-001 16D 

6240 

1 

26  May 

76 

l 

MS-I5588H 

6240 

SH 

08  Aug 

75 

SH 

W-l-OOl  16/51 

6240 

t 

13  Sep 

78 

AN5IC  78.3-78R84 

6240 

ME 

25  Jun 

85 

ME 

SH 

99 

ANSI  C7893-78R84 

6240 

ME 

25  Jun 

85 

ME 

SH 

99 

ANSI  C78.2-78R84 

6240 

ME 

25  Jun 

85 

ME 

SH 

99 

ANSI  C78.3-78R84 

6240 

ME 

25  Jun 

85 

ME 

SH 

99 

414 


ALPHABETICAL  USTINQ 


TITLE 


lomp,  Fluorescent,  Dimensional  &  Electrical  Characteristics  Of  ■  Rcpid  Start  Types, 
American  National  Standard  For  The  •  10  Apr  78 

Lamp,  Fluorescent  (Trade  No.  F96T12/CWX/ENERGY  Saving),...... . . . 

Lamp,  Fluorescent  (F20T12/CWX) . . . . . . . . . 

lamp,  Fluorescent  (F30T12/CW/RS,  Energy  Saving) . . . . 

Lamp,  Fluorescent  (F40CWX/RS,  Energy  Saving)...,., . . . . . . . 

Lamp,  Fluorescent,  F96T12/CWX/HO  . . . . 

lamp,  Fluorescent  (F96T12/CW/1500,  Very  High  Output,  Energy  Saving) . . . 

Lamp,  Fluorescent  (F96T12/LW/1500,  Very  High  Output,  Energy  Saving)  . . 

Lamp,  Fluorescent  (F40CWX) . . . . . . 

lamp,  Fluorescent  (F96T12/CW)  . . . . . . . . 

lamp.  Fluorescent,  F96T12/LW,  Energy  Saving  . . . . . . . . . . 

lamp,  Fluorescent,  F96T12/CWX . . . . . . . . 

Lamp,  Fluorescent,  F40LW/RS  Energy  Saving  . . . . . . 

Lamp,  Fluorescent  (F96T12/W)  . . . . . . 

lamp.  Fluorescent  (F96T 12/WW) . . . . . 

Lamp,  Fluorescent  (F8T5/CW) . . . . . . . . . . 

Lamp,  Fluorescent  (F96T12/D) . . . . . . . . . . 

Lamp,  Fluorescent  (F40CW  Energy  Saving)  . . . . . . . . 

Lamp,  Fluorescent  (F40W  Energy  Saving)  . . . . . . . 

Lamp,  Fluorescent  (F15T8/W)  . . . . . . . . 

lamp,  Fluorescent  (F15T8/WW)  . . . . . 

Lamp,  Fluorescent  (F15T8/D) . . . . . . . . . 

Lamp,  Fluorescent  (F15T8/CW) . . . . . . . . 

lamp.  Fluorescent  (FC12T10/CW/RS  Or  FC12T9/CW/RS) . . . . 

lamp,  Fluorescent  (F40CW) . . . . . . . . 

Lamp,  fluorescent  (F40D). . . . . . . . . . 

Lamp,  Fluorescent  (F40W) . . . . . . . . . . 

lamp.  Fluorescent  (F4QWW)  . . . . . . . . . . . 

lamp,  Fluorescent  (F8T5/D) . . . . . . . . . . . . , 

Lamp,  Fluorescent  (F40CW/U/6  Or  FB40/CW/6).... . . . . 

lamp,  Fluorescent  (F40WW  Energy  Saving)..,.,.,,......... . . . . . 

lamp,  Fluorescent  (F40D  Energy  Saving) . . . . . . . . . . 

lomp.  Fluorescent  (F96T12/CW  Energy  Saving)  . . . . . 

Lamp,  Fluorescent  (F96T12AV  Energy  Saving  . . . . . 

lamp,  Fluorescenl  (F96T12WW  Energy  Saving).,, . . . 

Lamp,  Fluorescent  (F96T12/D  Energy  Saving)  . . . . . . 

lamp,  Fluorescent  (F96T12/CW/HO  Energy  Saving) . . . . . 

Lamp,  Fluorescent  (F96T12/CW  Ho)  . . . . . . . . . . 

Lamp,  Fluorescent  (Trade  No.  F14T12/SW) . . . . . 

lamp,  Fluorescent  (Trade  No.  F15T8/PI/AQ) . . . . 

Lamp,  Fluorescent  (Trade  No.  F20T12/SW), . . . . . . . . 

Lamp,  Fluorescent  (Trade  No.  F20T12/RW3),... . . . . . . . 

lamp,  Fluorescenl  (Trade  No.  F14T8/D) . . . . . 

Lamp,  Glow  . . . . . . . . . . . . . . . . . . 

Lomp,  Glow,  Circuit  Control,  Types  5AC,  5AG-A,  5AH,  RT2-32-1A,  And  5AJ  . 

lomp.  Glow,  Indicator,  Types  W)A  And  R2A  . . . . . . 

lomp,  Glow,  Indicator,  Type  J5A  . . . . . . 

lamp.  Glow,  Indicator,  Types  C7A,  C9A,  A1G,  And  AlH. . . . . 

lamp.  Glow,  Indicator,  Type  RlA  . . . . . . . . . . . 

Lamp,  Glow,  Indicator,  Types  J2A  And  B7A  . . . . . . 

lomp,  Glow,  Indicator,  Types  J3A  And  B9A . . . . . . . 

Lomp,  Glow,  Indicator,  Type  B5A  . . . . . . . . 

lomp,  Glow,  Indicator,  Type  15A... . . . . . . . . . . 

Lomp,  Glow,  Indicator,  Type  R9A  . . . . . . . . . . 

lomp.  Glow,  Indicolor,  Types  A9A-T,  And  A2A-T  . . . . . . . 

lamp.  Halogen  (Tubular  Q15O0T3/CI). . . . . 

lamp,  Hologcn  (Tubular  Q150T4/CI)  . . . . . . . . 

lomp.  Headlight,  Surgical.. . . . . . . . . . . . . 

lamp,  Incadesccnt  60  Watt,  120  Volts,  A-19  Bulb,  Inside  Frosted  Medium  Screw 
Bose 

lomp,  Incadcscenl,  300  Watt,  130  Volts  PS-35  Bulb  Inside  Frosted  Mogul  Screw 
Bose 

lomp,  Incadcscenl  150  Watt,  120  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 
Bose 

lomp,  Incadesccnt  . . . . . . . . . . . . 

lamp.  Incandescent  (Trade  No.  110R30/FI/RS)  . . . . . . . 

lomp.  Incandescent  (Scaled  Beam,  Trade  No.  4811)........ . . . . . . . . 

lomp.  Incandescent  (Trade  No.  50/50T12)  . . . . . . . . 

lomp,  !s{v.tdc!tv."t,  PS  30,  . . . . . 

lomp.  Incandescent  (Trodc  No.  Q6.6A/PAR64/3P), . . . . . 

lamp.  Incandescent,  Por  36,  Mongol  End  Prong  . . . . . 

lomp.  Incandescent  (Seofed  Beam,  Trade  No.  6014).......,, . . . . . . 

lamp.  Incandescent,  T&1  1/4  Special  Base  (956)  . . . . 

lamp.  Incandescent  (3  Woy)  . . . . . . . . . . . 

lamp.  Incandescent,  PAR*56,  3  lug  Terminal  . . .  ......... 

lamp,  Incondesccn!  (Tungsten-halogen,  Trodc  No.  OIOOT3/6CL  . . . . 

lomp.  Incandescent,  T-20,  Mogul  Screw.,,.,..,.,,,., . . . 

lamp,  Incondesccn!, . . . . . . . . . 

lomp.  Incandescent,  Par  46,  Screw  Terminal  . . . . 

lamp.  Incandescent  (Subminialure)„<..........~..m........,.»..„..,......«......... . . .  ..... 

lomp.  Incandescent,  T-2,  Telephone  Slide,  Tungsten  Filament,  Clear  Finish..,....,. ..... 


DOCUMENT 


NUMBER 

FSC 

PREP 

date 

CUSTODIAN 

ANSI  C78.1-78R84 

6240 

ME 

25  Jun 

85 

ME 

SH 

99 

A-A-2216 

6240 

X 

29  Jun 

84 

A-A-1983 

6240 

X 

11  Jan 

82 

A-A-1934 

6240 

X 

11  Jan 

82 

A-A-1985 

6240 

X 

11  Jan 

82 

A-A-1587 

6240 

X 

19  Feb 

81 

A-A-1986 

6240 

X 

11  Jon 

82 

A-A-1987 

6240 

X 

11  Jon 

82 

A-A-1581B 

6240 

X 

27  Oct 

81 

A-A-1852A 

6240 

X 

13  Aug 

84 

A-A-1582 

6240 

X 

20  Feb 

81 

A-A-1583 

6240 

X 

20  Feb 

81 

A-A-1579 

6240 

X 

20  Feb 

81 

A-A-1853A 

6240 

X 

13  Aug 

84 

A-A-1854A 

6240 

X 

15  Aug 

84 

A-A-1842 

6240 

X 

12  Jun 

81 

A-A-1855A 

6240 

X 

16  Aug 

84 

A-A-1856A 

6240 

X 

20  Aug 

84 

A-A-1857A 

6240 

X 

20  Aug 

84 

A-A-1843 

6240 

X 

12  Jun 

81 

A-A-1844A 

6240 

X 

29  Aug 

84 

A-A-1845A 

6240 

X 

29  Aug 

84 

A-A-I846A 

6240 

X 

29  Aug 

84 

A-A-1847A 

6240 

X 

29  Aug 

84 

A-A-1848A 

6240 

X 

29  Aug 

84 

A-A-1849A 

6240 

X 

29  Aug 

84 

A-A-1850A 

6240 

X 

29  Aug 

84 

A-A-1851A 

6240 

X 

29  Aug 

84 

A-A-1841 

6240 

X 

12  Jun 

81 

A-A-1988 

6240 

X 

11  Jan 

82 

A-A-1858A 

6240 

X 

17  Aug 

84 

A-A-1859A 

6240 

X 

17  Aug 

84 

A-A-1860A 

6240 

• 

28  Aug 

84 

ME 

SH 

GS 

A-A-1861A 

6240 

t 

29  Aug 

84 

A-A-1862A 

6240 

X 

29  Aug 

84 

A-A-1863A 

6240 

X 

29  Aug 

84 

A-A-1864A 

6240 

X 

05  Sep 

84 

A-A-1865A 

6240 

X 

06  Sep 

84 

A-A-2148 

6240 

X 

06  Aug 

83 

A-A-2149 

6240 

X 

06  Aug  *22 

A-A-2150 

6240 

X 

06  Aug 

83 

A-A-2151 

6240 

X 

06  Aug 

83 

A-A-2152 

6240 

X 

06  Aug 

83 

MIL-L-15098D  (1) 

6240 

ER 

16  Dec 

77 

SH 

99 

SUPP  1 

• 

MIL-L-15098/2B 

6240 

ER 

16  Dec 

77 

ER 

SH 

99 

MIL-L-15098/3A 

6240 

ER 

14  Dec 

73 

EL 

SH 

99 

MIL-1-15098/4B 

6240 

ER 

16  Dec 

77 

ER 

SH 

99 

MIL-l-15098/118 

6240 

ER 

16  Dec 

77 

EL 

SH 

99 

MIL-L-1509B/12B 

6240 

ER 

16  Dec 

77 

EL 

SH 

11 

MIL-L-15098/5A 

6240 

ER 

14  Dec 

73 

EL 

SH 

99 

Mll-L- 15098/68 

6240 

ER 

16  Dec 

77 

ER 

SH 

99 

MIL-l-15098/78 

6240 

ER 

16  Dec 

77 

EL 

SH 

99 

Mill- 15098/88 

6240 

ER 

16  Dec 

77 

EL 

SH 

99 

MIL-L-15098/9B 

6240 

ER 

16  Dec 

77 

EL 

SH 

99 

MJL-L-15098/1B 

6240 

ER 

16  Dec 

77 

EL 

SH 

99 

A-A-1970 

6240 

: 

23  Feb 

82 

A-A-1968 

6240 

X 

23  Feb 

81 

A-A-51890 

6515 

MB 

17  Apr 

87 

MD 

MS 

03 

W-1-101/4A 

6240 

t 

17  Nov 

77 

W-L-101/21A 

6240 

X 

18  Nov 

77 

W-I..101/10A 

6240 

t 

18  Nov 

77 

A-A-5  1733a 

6240 

/MD 

31  Mor 

87 

MS 

03 

A-A-2068 

6240 

X 

31  Aug 

82 

A-A-2046 

6240 

X 

10  Dec 

82 

A-A-2070 

6240 

X 

31  Aug 

82 

MS-15593A 

6240 

SH 

14  Jul 

61 

SH 

A-A-2069 

6240 

X 

10  Dec 

82 

MS.15819A 

6240 

SH 

19  Moy 

55 

SH 

A-A-2047 

6240 

: 

10  Occ 

82 

MS-51608 

6240 

AR 

15  Moy 

68 

AR 

A-A-1966 

6240 

• 

12  Jon 

82 

MS-155940 

6240 

SH 

22  Apr 

63 

ME 

SH 

99 

A-A-2067 

6240 

X 

10  Dec 

82 

MS-156028 

6240 

SH 

14  Jul 

61 

SH 

A-A-5I677 

6240 

/MB 

22  Sep 

86 

MD 

MS 

03 

MS-15607F 

6240 

SH 

02  Oct 

63 

SH 

11 

A-A-2220 

6240 

1 

03  Jul 

84 

MS-15609E 

6240 

SH 

03  Apr 

78 

SH 
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ALPHABETICAL  LISTING 


TITLE 

lamp.  Incandescent  (Trade  No.  25T8DC),., . . . . . . . . 

tamp.  Incandescent*  G*  6  Bulb,  Single  Contact,  Bayonet  Candelabra  Base . . 

lamp,  Incandescent  (Floodlight  Trade  No.  75  R30/FL) . . . 

lamp.  Incandescent,  S-8,  Candelabra,  Screw,  Clear  Finish . . . . 

lamp.  Incandescent  (Trade  No.  100A/RS/TF,  100A21/RS/SI  Or 
100A2URS/VS/3TCII 

lamp,  Incandescent,  G*3*l  '2,  Mlnloturc  Screw,  Cleor . . . . 

lamp.  Incandescent  (Trade  No,  6.6A/T14P) . . . . . . . . . . . 

lomp.  Incandescent  (Sealed  8cam,  Trade  No,  4863............ . . . . . . 

lamp.  Incandescent  (Miniature  Trade  No.  325) . . . . . . . 

lamp.  Incandescent,  G-9,  Bayonet  Condelabro,  Double  Contact  . . . 

lomp.  Incandescent  (6.6A/T10/IP), . . . . . . . . . . . 

lamp.  Incandescent,  C<7,  Bayonet,  Double  Contact . . . . . . . . . . 

lamp.  Incandescent  (Miniature,  Trade  No.  1835)... . . . . . . . . 

lamp.  Incandescent,  Sealed  Beam,  Par.  56,  Mongol  End  Prong . . . . . . . 

lamp,  Incandescent  (Miniature,  Trade  No.  24X)  ... . . . 

lamp,  Incandescent,  Single  Contact  Bayonet  Indexing  Candelabra,  GG-12B1  Bulb  .... 

lamp,  Incandescent  (Miniature,  Trade  No.  1662) . . . . . . . . . 

lamp.  Incandescent,  T*20  Bulb,  Mogul  Bipost  Base  . . . . . . 

lomp.  Incandescent  (Scaled  8cam,  Trade  No.  4515) . . . . . 

lamp.  Incandescent  &  T&20  Bulb,  Medium  Bipost  Base  . . . . . . . . 

lamp,  Incandescent  (Trade  No.  25A/TF) . . . . . . . . . 

lamp,  Incandescent,  PAR-56  Bulb,  Airport  Approach  . . . . . . 

lomp,  Incandescent  (50/50P25/28) . . . . . . . . . . . 

lomp,  Incandescent  -  Miniature  Integral  lighting  . . . . . . . . 

lamp,  Incandescent,  (Rough  Service,  Trade  No.  100A/RS,  130V) . . . 

lomp,  Incandescent,  T-3-1/4,  Miniature  8ayonet,  Single  Contact.. . . . . . . 

lomp,  Incandescent  (Subminlaturc,  Trade  No.  6839) . . . . . . . . 

lomp,  fncondescent  G-4-1/2,  Miniature  Bayonet,  Single  Contact..,.. . . . . 

lamp,  Incandescent  (Elliptical  Reflector) . . . . . . . . . . . . 

lomp,  Incandescent,  G-3-1/2,  Miniature  Bayonet  Base,  Single  Contact . . . 

lomp,  Incandescent  (Sealed  Beam.  Trade  No.  4551....... . . . . . 

lamp,  Incandescent  T*7,  Candelabra  Screw  . . . . . . 

Lomp,  Incandescent  (Miniature,  Trode  No.  1157A)  . . . . 

lemp.  Incandescent,  S*ll,  Candelabra  Screw......... . . . . . 

lomp.  Incandescent  (Miniature.  Trade  No.  1228) . . . . . 

Lomp,  Incandescent,  Single  Contact,  Miniature  Bayonet  Bose,  T-4-1/2  Bulb . . 

lamp,  Incandescent  (Miniature,  Trade  No.  1157NA . . . . . 

Lomp,  Incandescent  -  Single  Contact  Bayonet  Candelabra,  GG*10  Bulb . 

lamp,  Incandescent  (Miniature,  Trade  No.  1813R) . . . 

lamp.  Incandescent,  G-8  Candelabra  Screw.. . 

lamp.  Incandescent  (Miniature,  Trade  No.  1142) . . . . . . . . . . 

Lamp,  Incandescent,  G*8,  Miniature  Screw, . . . 

Lomp,  Incandescent  (Sealed  Beam,  Trode  No.  4570) . . . . . . 

lamp,  Incandescent,  S-6,  Condelabro  Screw..,.. . 

lomp.  Incandescent  (Sealed  Beam,  Trade  No,  4581) . . . 

lamp.  Incandescent,  G*6,  Candelabra  Screw  . . . . . . . . 

lamp,  Incandescent  (Seofed  Beam, trade  No.  4546) . . . . . . . . 

lamp.  Incandescent,  T-4,  Candelabra  Screw. . . . . . . . . 

Lamp,  Incandescent  (Seoled  Beam,  Trade  NO.4554)  . . . . . . . 

lamp,  Incandescent,  T*2-l/2,  Special  Screw  . . . . . . 

lamp,  Incandescent  (Sealed  Beam,  Trade  No.  4860) . . . . 

lomp,  Incondescent  S-0  Bulb,  Double  Contact,  Boyonct  Candelabra  Base  . . . . 

lomp,  Incondescent  (Sealed  Beam,  Trade  No.  4596) . . . 

Lamp,  Incandescent  G*16  1/2  Bulb,  Double  Contact,  Boyonei  Condelabro  Bose  ........ 

Lamp,  Incandescent  (Seoled  Beom,  Trade  No.  4651) . . . . . . . 

lamp,  Incondescent,  A*19,  Medium  Screw . . . . 

lamp.  Incandescent  (Sealed  Beom,  Trade  No.  4652) . . . . . . 

lomp.  Incandescent,  G-4-1/2,  Miniature  Screw  . . . . . . 

lomp.  Incandescent  (Sealed  Beom,  Trade  No.  6052 . . . . . . 

lamp.  Incandescent  (Tungsten  hofogen,  Q1500T3/CI) . . . . . . . 

Lomp,  Incandescent,  T*1  Bulb,  Short,  Integral  Lighting . . . . . . . 

lomp,  Incandescent,  T-7,  Candelabra  Screw . . . 

lomp,  Incandescent,  150  Watt,  Spotlight,  150  Par/sp . . . . . 

Lomp,  Incandescent,  150  Wott,  Floodlight,  150PAR/FI  . . . . . 

lomp,  Incandescent,  T-3-1/4,  Miniature  Screw  Bose  . . . . . . . 

lamp.  Incandescent,  Trade  No,  60A/D  . . . . . . . . . . 

Lomp,  Incondescent,  T«12,  D.c.  Medium  Ring  . . . . . . . . 

lomp,  Incandescent  150  Watt,  125  Volts,  A-23  Bulb,  Inside  Frosted  Medium  Screw 
Rot* 

lamp,  Incandescent,  T-5,  Prefocusing,  Double  Contact . . . . . . 

lomp.  Incandescent  150  Watt,  130  Volts,  A*23  Bulb,  Inside  Frosted  Medium  Screw 
8ase 

lomp,  fncondescent,  R-40,  Medium  Screw . . . . . . . . . 

lomp.  Incandescent  100  Walt,  120  Volts,  A-21  Bulb,  Inside  Frosted  Medium  Screw 
8ase 

lomp.  Incandescent,  T>12,  Medium  Screw,  3  Contact.................................. . 

Lomp,  Incondescent  60  Wott,  125  Volts,  A*19  Bulb,  Inside  Frosted  Medium  Screw 
Bose 

lomp.  Incandescent  T-8,  Candelabra  Screw...... . . . . . . . . 

lomp,  Incondescent  100  Watt,  125  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 
Base 
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ALPHABETICAL  LISTING 


TITLE 

Lamp,  Incandescent  100  Watt,  130  Volts,  A*21  Bulb,  Inside  Frosted  Meaiuri.  Screw 
Bale 

Lamp,  Incandescent,  T-8,  Bayonet  Candelabra,  Double  Contact . . . 

Lomp,  Incandescent  200  Watt,  120  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent  200  Watt,  125  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Umpi  irtcorfdescpnt,  S*14,  Medium  Screw . . . . . 

Lomp,  Incandescent  200  V/att,  130  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent,  T«12,  Medium  Prefocusing,  Single  Contact . 

lomp,  Incandescent,  Sub-minloturo  Trade  No  6832,  T-l  Clear  Bulb,  Short  Intergrol 
Lighting,  Wire  Terminal,  C-2R  Filament 

Lamp,  Incandescent,  T-10,  Medium  Prefocusing,  Single  Contact.. . 

lomp.  Incandescent  25  Watt,  120  Volts,  A-19  8u!b  Inside  Froited  Medium  Screw 
Base 

Lamp,  Incandescent,  T-8  Candelabra,  Prefocusing,  Single  Contact . . . 

Lamp,  Incandescent,  Sub-miniature  Trade  No  682,  T-l  Clear  Bulb,  Sub-midget 
Flanged  Base,  C-2R  Filament 

Lamp,  Incandescent  T-l-1/4,  Knurled  Sc  rev/  Base . . . . 

Lamp,  Incandescent  60  Watt,  130  Volts,  A*19  Bulb,  Inside  Frosted  Medium  Screw 
Base 

lamp,  Incandescent,  Single  Contact  Midget  Flanged  Bose  (T-l -3/4  Bulb)  . . 

Lamp,  Incandescent  300  Watt,  120  Volts,  PS-35  Bulb  Inside  Frosted  Mogul  Screw 
Base 

Lamp,  Incandescent,  Single  Contact  Bayonet  Condelabrc  Bose,  G-5  Bulb  Type  I . . 

lomp,  Incandescent  300  Watt,  125  Volts,  PS-35  Bulb,  Inside  Frosted  Mogul  Screw 
Bose 

lomp,  Incandescent  -  PAR-36  Bulb,  Screw  Terminal  Bose,  Signaling  (Asg)..... . . 

Lamp,  Incandescent  25  Watt,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Base 

lomp,  Incandescent,  PAR&46  Bulb,  Screw  Terminal  Bose,  Landing . . . . 

Lomp,  Incandescent  75  Watt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lamp,  Incandescent,  PAR&64  Bulb,  Screw  Terminal  Bose... . . . . . 

Lomp,  Incandescent,  (Sealed-reflector,  General  Specification  For) . . . 

Lamp,  Incandescent,  PAR-36  Bulb,  Screw  Terminal  Bose . . . . . 

lamp,  Incandescent  40  Walt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Base 

lomp.  Incandescent,  Single  Contact  Boyonct  Candelabra  Bose,  S*1 1  Bulb  . . . 

Lomp,  Incandescent  40  Wott,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose 

lomp.  Incandescent,  Rp-ii,  Prefocusing,  Single  Contact . . . 

Lamp,  Incandescent  200  Wott,  120  Volts,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lomp,  Incondescent,  S-8,  Condclobra  Prefocusing,  Single  Contact . . . . . . 

lomp.  Incandescent  1000  Watt,  120  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Base  . . 

lamp,  Incondescent,  T-8,  Bayonet  Candelabra,  Single  Contoct . . . . . 

lamp,  Incondescent  1000  Watt,  125  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Base  . . 

lamp.  Incandescent,  T-8,  Boyonct  Candelabra  Single  Contact  . . . . 

Lomp,  Incandescent  500  Watt,  120  Volts,  PS-40  Bulb  Cleor  Mogul  Screw  Base  . . 

Lomp,  Incandescent,  PAR-46  24  Volt  Headlamp  2.CONTACT  Lugs . . . . 

Lomp,  Incandescent  15  Watt,  120  Volts,  A-15  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lomp,  Incandescent,  S-ll,  Boyonet  Condelobro,  Single  Contact.... . . . . . 

lomp,  Incondescent  15  Wott,  130  Volts,  A-15  Bulb  Inside  Frosted  Medium  Screw 
Bose 

lomp.  Incandescent  RP-11  Bulb,  Double  Contact,  Bayonet  Candelabra  Base . . 

Lamp,  Incandescent  750  Watt,  120  Volts,  PS-52  Bulb,  Cleor  Mogul  Screw  8ase . . . 

Lomp,  Incandescent  &  Sealed  Beam,  Par  56,  Hcodlamp,  12  Volt,  3  Contact  Lug 
Type 

lomp,  Incondescent,  Sub-miniature  Trade  No.  713  T-l  Clear  Bulb,  Into-  Grol  lighting 
Wire  Terminal,  C-2R 

Lomp,  Incondescent  &  Seeled  Beam,  Par  56,  Headlamp,  24  Volt,  3  Contoct  Lug 
Type 

Lomp,  Incandescent,  Miniature  Trode  No  1819,  T-3  »/4  Cfcrr  Bulb,  Miniature 
Bayonet  Baso 

Lomp,  Incondescent,  Por.  46,  Mogul  End  Prong,  Stippled  Cover,  Multipurpose  Signal 
lamp,  Incondescent,  Suh-mmiotorn  Trade  No  682  AS  15,  T-l  Gear  Bulb.  Sub-midget 
Flanged  Bose,  C-2R  Filament 

lomp.  Incandescent  &  Sealed  Beam,  Par  36  Fog  lomp,  2  Screw  Terminal  Type  . 

Lomp,  Incondescent  (Sub-minioture)  (Trade  No.  334,  T-13/4  Cleor  Bulb,  Midget 
Grooved  Bose,  C-2F  Fifoment) 

lomp,  Incondescent  &  Sealed  Beam,  Por  36  Headlamp,  3  Contact  Lug  Type... . . 

Lamp,  Incandescent  750  Watt,  125  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Base  . . . 

lomp,  Incandescent  &  Sealed  Beam,  Par  46  Fog  Lomp,  2  Screw  Terminal  Type  . 

Lomp,  Incandescent  750  Wott,  120  Volts,  PS-52  Bulb  Inside  Frosted  Mogul  Screw 
Bose 

Lamp.  Incondescent  RP-11  Bulb,  Single  Contact,  Bayonet  Candelabra  Base . . . 

Lomp,  lncond?sceni  300  Watt,  120  Voils,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lomp,  Incondescent,  S-6  Bayonet  Candolobra,  Double  Contact  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Lamp,  Incandescent  300  Wall,  125  Volls,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent,  G-8  Bulb,  Double  Contact,  Bayonet  Candelabra  Base . . . 

Lomp,  Incandescent  300  Walt,  130  Volts,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lamp,  Incandescent  G-6  Bulb,  Double  Contact  Bayonet  Candelabra  Base  . . . 

Lamp,  Incandescent,  (Sealed-reflector,  Automotive,  Military  Vehicle,  Aircraft,  Par  36 
Bulb,  Trade  No.  4502) 

Lamp,  Incandescent,  R-30  Medium  Screw. . . . . . . . . . . . . . 

Lomp,  Incandescent,  (Sealed-reflector,  Aviation,  PAR46  Bulb,  Trade  No.  4570). . . 

Lamp,  Incandescent,  T-3/4  Bulb,  Integral  Lighting............... . . . . . 

Lamp,  Incandescent,  (Sealed-reflector,  Aviation,  PAR56  Bulb,  Trade  No.  399  PAR56 

Lamp,  Incandescent,  PAR-36,  Screw  Terminal........ . . . . . . . . . 

Lamp,  Incandescent,  (Sealed-reflector,  Aviation,  PAR64  8u!b,  Trade  No.  4559) . . 

Lamp,  Incandescent,  S-8  Bulb,  Single  Contact,  Bayonet  Candelabra  Base  . 

Lamp,  Incandescent,  (Sealed-reflector,  General  Service,  PAR38  Bulb,  Trade  No  150 
PAR38/FL) 

Lamp,  Incandescent  R-12  Bulb,  Single  Contact,  Bayonet  Candelabra  Base . 

Lamp,  Incandescent  (Electric,  Large  Tungsten-filament)  (General  Specification) . 

lamp,  Incandescent  S-8  Bulb,  Double  Contact,  Bayonet  Candelobra  Indexing  Base  .... 

lamp,  Incandescent  100  Watt,  120  Volts  A-19  Bulb,  Inside  Frosted,  Medium  Screw 
Base 

Lamp,  Incandescent  &  Sealed  Beam,  Por  46  Spot  Lomp,  2  Screw  Terminal  Type . 

Lamp,  Incandescent  100  Watt,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lamp,  Incandescent,  PAR-46  Bulb,  Screw  Terminal  Bose,  TaWing . . . . 

Lamp,  Incandescent  100  Watt,  130  Volts,  A-19  Bulb,  Inside  Frosted  Medium  Screw 
Bose 

Lamp,  Incandescent  &  T&20  Bulb,  Medium  Bipost  Base  . . . . . 

Lamp,  Incandescent  200  Watt,  125  Volts,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Base 

lamp,  Incandescent  &  Sealed  Beom,  Por  46  Flood  Lamp,  2  Screw  Terminal  Type . 

Lamp,  Incandescent  200  Watt,  130  Volts,  PS-30  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent-miniature  Integral  Lighting,  T-l  3/4  Site . 

Lamp,  Incandescent  150  Watt,  120  Volts,  PS-25  Bulb,  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent  &  Sealed  Beam,  Par  56,  Spot  Lomp,  2  Screw  Terminal  Type . 

Lamp,  Incandescent  150  Watt,  125  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lomp,  Incandescent  &  Sealed  Beam,  Par  56,  Headlamp,  3  Coble  Type . 

Lomp,  Incandescent  150  Watt,  130  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent,  PAR-46  Bulb,  200  Watts  •  6.6  Amps  Screw  Terminal  Bose  . . 

Lamp,  Incandescent  75  Watt,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose 

Lamp,  Incandescent  Miniature  Integral  lighting,  T»1  1/4  Size  . . . . 

lamp,  Incandescent  75  Watt,  130  Volts,  A-19  Bulb,  Inside  Frosted  Medium  Screw 
Base 

lamp,  Incandescent-miniature  Integral  Lighting,  T«1  Size  . . 

Lamp,  Incandescent  1500  Watt,  120  Volts,  PS -52  Bulb  Inside  Frosted  Mogul  Screw 
Base 

Lamp,  Incandescent  1500  Watt,  120  Volts,  PS-52  Bulb  Cfeor  Mogul  Screw  Base  . 

Lamp,  Incandescent  1500  Watt,  125  Volls,  PS-52  Bulb  Clear  Mogul  Screw  Base  . 

Lomp,  Incandescent  200  Watt,  120  Volts,  A-23  Bulb  Cleor  Medium  Screw  Base . 

Lamp,  Incondescent  200  Watt,  130  Volts,  A-23  8ulb  Cleor  Medium  Screw  Base . 

Lamp,  Incondescent  1000  Well,  120  Volts,  PS-52  Bulb  Inside  Frosted  Mogul  Screw 
Base 

Lamp,  Incondescent  500  Watt,  120  Volts,  PS-35  Bulb  CfearMogul  Screw  Bose  . 

Lamp,  Incandescent  150  Watt,  120  Volts,  A-23  Bulb  Clear  Medium  Screw  Bose . 

Lamp,  Incandescent  50  Watt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Base 

Lamp,  Incandescent  (Sub-miniature)  (Trode  No.  345,  T-l  3/4  Cleor  Bulb,  Single 
Contact  Midget  flanged  Base,  C-2V  Filament 
Lamp,  Incondescent  Trode  No.  200A25,  200  Wait,  120  Volts,  PS25  Bulb  Inside 
Frosted,  Medium  Screw  Bose 

Lamp,  Incandescent  Trode  No.  200A25,  200  Watt,  130  Volts,  PS-25  Bulb  Inside 
Frosted,  Medium  Screw  Bose 

Lamp,  Incandescent  Trode  No.  200A25,  200  Watt,  120  Volts,  PS-25  Bulb  Clear, 
Medium  Screw  Bose 

Lomp,  Incandescent  50  Wotl,  115  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose,  Rough  Service 

Lamp,  Incandescent  50  Walt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 
Bose,  Rough  Service 

Lamp,  Incondescent  150  Wotl,  120  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 
Base,  Rough  Service 
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W-1-101/43A 

6240 

X 

18  Nov 

77 

i 

MS-155688 

6240 

SH 

26  Mar 

58 

SH 

W-L-101/44A 

6240 

» 

18  Nov 

77 

l 

MS-I5569B 

6240 

SH 

17  Jd 

56 

SH 

W-L-53A 

6240 

/AS 

3  Nov 

59 

ME 

AS 

99 

l 

MS-16S63B 

6240 

SH 

12  Jon 

62 

SH 

l 

W-L-62A  (1) 

6240 

/AS 

15  Mor 

76 

AS 

L 

MS-90452A 

6240 

AS 

25  Oel 

67 

AS 

l 

W-1-65A  (1) 

6240 

/AS 

07  Jul 

60 

AS 

MS-16524D 

6240 

SH 

22  Apr 

63 

SH 

11 

W-1-68A 

6240 

/AS 

3  Nov 

59 

ME 

AS 

11 

MS-35478K 

NOTICE  1 

6240 

AT 

20  Nov 

87 

AT 

SH 

11 

l 

W-1-71A 

6240 

/AS 

3  Nov 

59 

AS 

MS-35480B 

6240 

AT 

30  May 

72 

AT 

SH 

99 

O 

W-L-101H 

6240 

•SH 

06  Doc 

77 

SH 

85 

SUPP  1 

MS-354B1 

NOTICE  1 

6240 

AT 

21  Jon 

88 

AT 

SH 

W-1-101/1A 

6240 

X 

17  Nov 

77 

MS-18005 

6240 

AT 

23  Nov 

62 

AT 

SH 

W-1-I01/2A 

6240 

X 

17  Nov 

77 

MS-28926A 

6240 

AS 

07  Mar 

72 

AV 

AS 

99 

W-L-10I/3A 

6240 

t 

17  Nov 

77 

MS-28933 

6240 

82 

07  Dec 

62 

AS 

99 

W-L-101/26B 

6240 

1 

18  Nov 

77 

MS-18006 

6240 

AT 

23  Nov 

62 

AT 

SH 

W-1-101/27B 

6240 

t 

18  Nov 

77 

l 

MS-27569 

6240 

\\ 

30  Sep 

88 

11 

NOTICE  1 
W-1-101/28A 

6240 

X 

18  Nov 

77 

MS-18007 

6240 

AT 

23  Nov 

62 

AT 

SH 

W-L-101/29A 

6240 

X 

18  Nov 

77 

MS-180088 

6240 

AT 

29  Sep 

72 

AT 

SH 

99 

W-1-101/30A 

6240 

: 

18  Nov 

77 

l 

MS-17994 

6240 

AS 

19  Feb 

63 

AS 

W-1-101/8A 

6240 

X 

18  Nov 

77 

l 

MS-27570 

6240 

11 

30  Sep 

88 

11 

NOTICE  1 
W-1-101/9A 

6240 

1 

18  No v 

77 

l 

MS-27571 

6240 

11 

30  Sep 

88 

11 

NOTICE  1 
W-1-101/45A 

6240 

X 

18  Nov 

77 

W-1-101/46A 

6240 

X 

21  Nov 

77 

W-1-101/47A 

6240 

X 

21  Nov 

77 

W-1-101/48A 

6240 

X 

21  Nov 

77 

W-U01/49A 

6240 

X 

21  Nov 

77 

W-1-101/50A 

6240 

X 

21  Nov 

77 

W-1-101/5IA 

6240 

X 

21  Nov 

77 

W-1-101/52A 

6240 

X 

21  Nov 

77 

W-L-101/53A 

6240 

X 

21  Nov 

77 

W-l-001 11/77 

6240 

X 

14  Dec 

81 

W-1-10I/127A 

6240 

X 

24  Nov 

77 

W-1-101/128A 

6240 

X 

22  Nov 

77 

W-1-101/129A 

6240 

X 

22  Nov 

77 

W-1-101/79A 

6240 

X 

18  Nov 

77 

W-L-10I/80A 

6240 

X 

18  Nov 

77 

W-1-101/81A 

6240 

X 

18  Nov 

77 
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lamp,  Incandescent  200  Watt,  120  Volts,  PS-30  Bulb  Clear  Medium  Screw  Base, 

Rough  Service 

W.M01/83A 

6240 

X 

18 

Nov 

77 

lamp.  Incandescent  200  Watt,  120  Volts,  PS-30  bulb  Inside  Frosted  Medium  Screw 

Base,  Rough  Service 

W.L001/84A 

6240 

X 

18 

Nov 

77 

lamp.  Incandescent  75  Watt,  120  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Rough  Service 

W-U01/85A 

6240 

X 

18 

Nov 

77 

lamp,  Incandescent  6  Watt,  120  Volts,  S-6  Bulb,  Clear,  Candelabro  Base..,., . 

W-1.101/86C 

6240 

• 

to 

Jun 

8) 

lamp,  Incandescent  6  Watt,  130  Volts,  S-6  Bulb  Clear  Candelabra  Bose..., . . 

W.L-10t.'87C 

6240 

* 

10 

Jun 

SI 

lamp.  Incandescent  6-WATT,  145  Volts,  S*6  Bulb  Clear  Candelabra  Base.. . . . 

W.H01/88C 

6240 

» 

10 

Jun 

81 

lamp,  Incandescent  6  Watt,  155  Volts,  S*6  Bulb  Clear,  Candelabra  Base  . . 

W-L.101/89C 

6240 

♦ 

10 

Jun 

81 

lamp,  Incandescent  10  Watt,  230  Volts,  S-6  Bulb  Clear,  Candelabra  Base . . 

W.U01/90A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  10  Watt,  250  Volts,  S-6  Bulb  Clear,  Candelabra  Base . . . 

W.U01/91A 

6240 

t 

21 

Nov 

77 

lamp.  Incandescent  3  Watt,  120  Volts,  S-6  Bulb  Clear,  Candelabra  Bose  . . 

W-1-101/92B 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  25  Watt,  120  Volts,  T*10  Bulb  Inside  Frosted  Medium  Screw 

Base 

W.L-101/94A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  6  Wott,  120  Volts,  T*  4  1/2  Bulb  Clear,  Candelabra  Base . 

W.M01/95B 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  10  Watt,  120  Volts,  $-14  Bulb  Inside  Frosted  Medium  Screw 

Bose 

W.M01/98A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  25  Watt,  120  Volts,  T-6  1/2  Bulb  Clear  Intermediotescrew  Base 

W.U01/99A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  40  Watt,  120  Volts,  T-8  Bulb  Clear  Medium  Screw  Base  . . . 

W.L-101/100A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  100  Watt,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W-MOI/IOIA 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  100  Watt,  120  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Sase,  Extended  Service 

W-1-101/102A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  100  Watt,  130  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

W-L-IOI/IOJA 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  150  Wott,  120  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Base 

W.M01/104A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  Trade  No.  6S60C,  6  Wott,  120  Volt,  S-6  Bulb,  Clear,  Double 

Contact  Bayonet  Base 

W.l-101/130 

6240 

* 

21 

Jan 

81 

lamp,  Incandescent  50  Wott,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Base 

W.M01/54A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  150  Wott,  125  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Bose 

W.U01/105A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  500  Watt,  120  Volts,  PS-35  Bulb  Inside  Frosted  Mogul  Screw 

Base 

W.M01/56A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  150  Watt,  120  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 

Base 

W.M01/57A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  150  Watt,  130  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Bose 

W.M01/106A 

6240 

X 

21 

Nov 

77 

lemp.  Incandescent  150  Watt,  115  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 

Base,  Rough  Service 

W.1001/107A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  150  Wall,  130  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

W.U01/108A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  200  Walt,  130  Volts,  PS-30  Bulb  Clear  Medium  Screw  Base . . 

W.U0I/109A 

6240 

l 

21 

Nov 

77 

lamp.  Incandescent  300  Watt,  120  Volts,  PS-35  Bulb  Clear  Mogul  Screw  Bose  . . 

W.M01/110A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  300  Watt,  125  Volts,  PS-35  Bulb  Clear  Mogul  Screw  Bose  . . 

W-UOI/lllA 

6240 

X 

2) 

Nov 

77 

lamp,  Incandescent  300  Wott,  130  Volts,  PS-35  Bulb  Clear  Mogul  Screw  Base  . 

W.1.101/112A 

6240 

* 

21 

Nov 

77 

lamp,  Incandescent  200  Wall,  120  Volts,  PS-25  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W.I-101/58A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  200  Walt,  120  Volts,  PS-25  Bulb  Clear  Medium  Screw 

Base.extended  Service 

W-U01/59A 

6240 

X 

21 

Nov 

77 

lamp,  incandescent  60  Watt,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W-M01/60A 

6240 

X 

21 

Nov 

77 

lomp.  Incandescent  60  Watt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W-L.101/61A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  60  Walt,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

V/.H01/62A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  1000  Wott,  120  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Bose, 

Extended  Service 

W-l-lOl  63A 

6240 

X 

21 

Nov 

77 

lomp,  lncandescent-1000  Watt,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

W-1-101/64A 

6240 

X 

21 

Nov 

77 

lomp,  Incandescent  150  Wall,  125  Volts,  A-23  8u!b  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W-L-101/65A 

6240 

X 

21 

Nov 

77 

lamp,  Incandescent  150  Wott,  130  Volts,  A-23  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

W-M01/66A 

6240 

X 

21 

Nov 

77 

lomp.  Incandescent  300  Wott,  120  Volts,  PS-30  Bulb  Inside  Frosted  Medium  Screw 

8ase,  Extended  Service 

W-1-101/67A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  40  Wott,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Base,  Extended  Service 

W.I-101/68A 

6240 

X 

21 

Nov 

77 

lomp,  Incandescent  40  Wall,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium  Screw 

Bose,  Extended  Service 

W.L-10I/69A 

6240 

X 

21 

Nov 

77 

lomp.  Incandescent  500  Wall,  120  Volls,  PS-40  Bulb  Clear  Mogul  Screw  Base, 

Extended  Service 

W-L.101/72A 

6240 

X 

18 

Nov 

77 

lamp.  Incandescent  300  Wott,  120  Volts,  PS-35  Bulb  Clear  Mogul  Screw  8ase, 

Rough  Service 

W.M01/I13A 

6240 

X 

21 

Nov 

77 

Lomp,  Incandescent  500  Wott,  130  Volts,  PS-35  Bulb  Inside  Frosted  Mogul  Screw 

Base 

W-1.101/114A 

6240 

X 

21 

Nov 

77 

lamp.  Incandescent  500  Wott,  120  Volts,  PS-40  Bulb  Inside  Frosted  Mogul  Screw 

Base 

W.I-101/115A 

6240 

X 

22 

Nov 

77 

lomp.  Incandescent  75  Watt,  130  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Bose  . 

W-L.101/116A 

6240 

• 

22 

Nov 

77 

Lomp,  Incandescent  750  Wott,  120  Volts,  PS-52  8uib  Gear  Mogul  Screw  Bose, 

W.M01/117A 

6240 

1 

22 

Nov 

77 

Extended  Service 
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Lamp,  Incandescent  150  Watt,  120  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Base, 

Extended  Service 

W-l-lOl/llBA 

6240 

t 

22  Nov 

77 

Lamp,  Incandescent  Trade  No.  40  A/w ,  40  Walt,  120  Volts,  A-19  Bulb  Inside 

Coated  (Soft  White)  Medium  Screw  Base 

W-L-101/119A 

6240 

l 

11  Nov 

77 

lamp,  Incandescent  Trade  No,  60  A/w,  60  Watt,  120  Volts,  A-19  Bulb  Inside 

Coated  (Soft  While)  Medium  Screw  Base 

W-1.101/120A 

6240 

t 

11  Nov 

77 

lamp,  Incandescent  Trade  No.  75  A/w,  75  Wott,  120  Volts,  A-19  Bulb  Inside 

Coated  (Soft  While),  Medium  Screw  Bose 

W-L.10I/121A 

6240 

t 

11  Nov 

77 

Lomp,  Incandescent  Trade  No,  100  A/w,  100  Wott,  120  Volts,  A-19  Bulb  Inside 

Coated  (Soft  White),  Medium  Screw  Base 

W-U01/122A 

6240 

t 

11  Nov 

77 

Lamp,  Incandescent  Trade  No.  100  A/w,  100  Watt,  125  Volts,  A-19  Bulb  Inside 

Coated  (Soft  White),  Medium  Screw  Base 

W-1.10I/123B 

6240 

t 

01  Dec 

77 

Lamp,  Incandescent  Trade  No.  200A/99,  200  Watt,  130  Volts,  PS-25  Bulb,  Inside 
Frosted,  Medium  Screw  Base,  Extended  Service 

W.L-I0I/124A 

6240 

t 

22  Nov 

77 

Lamp,  Incandescent  Trade  No.  300/RS,  300  Watt,  120  Volts,  PS-35  Bulb  Cleor 

Mogul  Screw  Base,  Rough  Service 

W.L-101/125A 

6240 

1 

22  Nov 

77 

lamp,  Incandescent  Trade  No.  150  A/w,  150  Watt,  120  Volts,  A-21  Bulb  Inside 

Coated  (Soft  White),  Medium  Screw  Base 

W.L-101/126A 

6240 

t 

11  Nov 

77 

lomp,  Incandescent  750  Watt,  130  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Bose, 

Extended  Service 

W-H01/73A 

6240 

t 

18  Nov 

77 

Lamp,  Incandescent  300  Watt,  120  Volts,  PS-35  Bulb  Inside  Frosted  Mogul  Screw 

Base,  Extended  Service 

W-1.10I/74A 

6240 

l 

18  Nov 

77 

Lamp,  Incandescent  300  Watt,  130  Volts,  PS-35  Bulb  Inside  Frosted  Mogul  Screw 

Bose,  Extended  Service 

W-1-10I/75A 

6240 

t 

18  Nov 

77 

Lamp,  Incandescent  100  Watt,  115  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Base,  Rough  Service 

W.LOOI/76A 

6240 

: 

18  Nov 

77 

Lamp,  Incandescent  100  Watt,  120  Volts,  A-21  Bulb  Inside  Frosted  Medium  Screw 

Base,  Rough  Service 

W-1-101/77A 

6240 

t 

18  Nov 

77 

Lamp,  Incandescent  100  Watt,  125  Volts,  A-21  Bulb  Inside  Coated  Medium  Screw 

W-L-IOI/78A 

6240 

t 

18  Nov 

77 

Bose,  Rough  Service 

lamp,  Incondesent  (Sealed  Beam)  . . . . . . . . . . . 

lamp,  Mercury  Vapor.. . . . . . . . . . . . . 

Lamp,  Mercury  Vopor  (Trade  No.  H33  GL-400/C)  . . . . . 

Lamp,  Mercury  Vapor  (Softy)  . . . . . . . . . . . . 

lamp,  Mercury  Vopor.................. . . . . . . . . . . 

lamp,  Mercury  Xenon  Vapor,  Searchlight  . . . . . . . .  Q  l 

Lamp,  Metal  Halid  <1,500  Watts) . . . . . . . 

Lamp,  Metal  Halide  (250  Watts) . . . . . . . . . 

Lamp,  Metal  Halide  (400  Watts) . . . . . . . . . . 

lamp,  Metal  Halide  (1000  Watts) . . . . . . . 

Lamp,  Metal  Holide  (175  Watts)  . . . . . . . . . 

Lamp,  Metol  Holide  (Replacement,  Trade  No.  M59PJ-R400/I/U) . 

lamp,  Photo  (Trade  No.dco)  . . . . . . . . . . . . . . . . 

Lamp,  Photo  (Trade  No.bVE  . . . . . . . . 

Lamp,  Photo  Projection  . . . . . . . . . . . . . 

Lamp,  Photo,  Projection . . . . . . . . . 

Lamp,  Photo,  Projection,  Movie  . . . . . . 

Lamp,  Photo,  Projection  . . . . . . . . . . . . 

Lamp,  Photo,  Projection,  DYS/DYV/BHC. . . . . . . 

lamp,  Photoflash  . . . . . . . . . . . . . . . 

Lomp,  Photographic  (Trade  No.  E JL) . . . . . . . . 

Lamp,  Photographic  (Trade  No.  Elc)  . . . . . . . . 

Lamp,  Photographic  (Trade  No.  Fes) . . . . . . . . . . 

Lamp,  Photographic  (ANSI  No.  FHS). . . . . . . . . . . 

Lomp,  Photographic  (AN51  No  Ddm)  . . . . . . . . . . 

lomp,  Portoble  Electric  Hond  Standard  For  Safety  (Second  Edition  First  Impression) 

.  26  Nov  80  (W/rev  Pgs  6/84 

Lamp,  RP-ll  Bulb,  Single  Contact  Candelbra  Bayonet  Bose,  Signaling  (Inactive) . 

lamp,  Reflectors  And  Associated  Signaling  Equipment  For  Militcry  Vehicles . . . 

lamp,  Sodium  (High  Pressure) . . . . . . . . . . . . 

Lomp,  Tungsten*  Hologen  (Sealed  Beom,  Trade  No.  Q4559) . . . . . . 

lamp,  Tungsten-hologen  (Sealed  Beam,  Trade  No.  Q4681 . . . . . . 

Lamp,  Xenon,  Short  ARC,  10/15120  KW. . . . . . . . . . . .  L 

Lampholder  And  Starter  Sockets,  General  Specification  For  (Naval  Shipboard  Use)..  L 

lamphofder  Assembly,  Multilomp  (6  Lamps)  Navigational  light,  Candelabra  Screw....  L 

Lampholder  For  F48T12/HO/HT  And  F48T  12/HO  Fluorescent  Lamps,  600  Volts,  66  L 

Watt 

Lampholder  For  Two  Or  Three  Prong  Seoled  Beam  Automotive  Lamp,  250  Volt,  75  L  MIL-l-970/17  6250  SH  03  Jan  77  SH 

Watt 

Lampholder,  (Electromagnetic  Interference  Type)  Dusttight  Lens,  Style  LC26  . .  MIL-1'366 1/26A  6210 

Lampholder,  (Electromagnetic  Interference  Type)  Dusttight  Lens,  Style  LC27  . . .  MIL-L-3661/27A  6210 

Lampholder,  (Electromagnetic  Interference  Type)  Dusttight  Lenses,  Style  LC28. . .  MII-L-3661/28A  6210 

Lampholder,  (Flat)  (Electromagnetic  Interference  Type)  Dusttight  Lens,  Style  LC25  ....  Mll-L'3661/25A  6210 

Lampholder,  (Plastic  Plate  lighting  Panel)  Dusttight  Lens,  Style  LC34  .............. ..........  MfL-L-366 1/348  6210 

Lampholder,  Adapter,  And  Shodehofder,  Medium-screw-shell,  125,  250  And  600  W-L042A  (2)  *6250 

Volts  INT  AMD  (4) 


Lampholder,  Base  Mounted,  Medium  Screw,  250-VOLT,  660-WATT,  Two  Or  Three 
Contact 
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SK 
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Lampholder,  Base  Mounted,  Mogul  Screw,  600  Volt,  1500  Wott................................ 
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Lampholder,  Bose  Mounted,  Candelabra  Screw,  125  Volt,  75  Watt.................. . . 
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ALPHABETICAL  LISTING 


TITLE 


Lampholder,  Bale  Mounted,  Condelabra  Screw,  125  Volt,  75  Wat! . . . 

Lampholder,  Bole  Mounted,  Candelabra  Screw,  (Two  Lomp),  150  Volt,  75  Watts, 
Single  Circuit  &  Two  Circuit 

Lompholder,  Bayonet  Condelobro,  Double  Contact,.... . . . . . . 

Lampholder,  Bayonet  Candelabra,  Double  Contact,  For  Smoll  Boat  Fixtures,  125 
Volt,  75  Wat! 

Lampholder,  Dusttight  Lens,  Style  LC29 . . . . . . . . . . 

Lampholder,  Dusttight  Lenses,  Style  LC13.......... . . . . . . . . . 

lompholder,  Dusttight  Housing,  Style  LH92  . . . . . 

Lampholder,  Housing,  Indicator  Light,  Style  LH80.......... . . . . . 

Lampholder,  Housing,  Indicator  Light,  2  Lamp,  Style  LH87. . . 

lompholder,  Housing,  Indicator  Light,  Watertight,  Style  LH88  . . . . . . 

Lompholder,  Housing,  Indicator  Light,  Watertight,  Style  LH89  . . . 

lampholder,  Housing,  Indicator  Light,  Style  IH90...... . . . . . 

Lampholder,  Housings,  Dripproof,  Style  LH50  . . . . . 

Lompholder,  Housing,  Indicator  Light,  Style  LH73 . . . 

Lampholder,  Housing,  Indicator  Light,  Style  IH74...... . 

Lampholder,  Housing,  Indicator  Light,  Style  LH76 . . . 

Lampholder,  Housing,  Indicator  Light,  Style  LH77 . . . . . . . 

Lampholder,  Housing,  Indicator  Light,  Style  LH79. . . . . . . 

Lampholder,  Indicator  Lights,  Indicator  Light  Housings,  &  Indicator  Light  Lenses, 
General  Specification  For 

Lampholder,  Indicator  Lights,  Indicator  Light  Housings  &  Indicator  Light  lenses 
Indicator  Lights,  2  Lamp,  Display  Type,  Style  LHC81 
Lampholder,  Indicator  Light  (Non  Removable),  Style  LH83  (Electromagnetic 
Interference  And  Non  Electromagnetic  Types) 

Lampholder,  Indicator  Light,  Dripproof,  Style  LC20 . . . . . . . . 

Lampholder,  Indicator  Light,  Style  LC24,  Convex,  Semi  Blackout,  Dripproof, 
Mechanical  Dimmer 

Lompholder,  Lens,  Indicator  Light,  Watertight,  Style  LC35 . . . 

Lampholder,  Lens,  Indicator  Light,  Style  LC37,  Semi  Blackout,  Watertight, 
Mechanical  Dimmer 

Lampholder,  Lenses,  Indicator  Light,  Target,  Style  LC38 . 

Lampholder,  Lenses,  Indicator  light.  Dimmer,  Style  LC39 . . . . . 

Lampholder,  Lenses,  Indicator  light.  Style  LC40 . . . 

Lampholder,  Lenses,  Indicator  light.  Style  LC41 . . . . 

Lampholder,  Lenses,  Indicator  Light,  Style  LC42 . . . 

Lampholder,  Lenses,  Indicator  Light,  Style  LC43 . . . . 

Lompholder,  Lenses,  Indicator  Light,  Style  LC44. . . . . . . . . . 

Lampholder,  lenses.  Indicator  Light,  Style  LC45 . . . 

Lampholder,  lens.  Indicator  light,  Style  IC36  Complete  Blackout,  Watertight, 
Mechanicol  Dimmer 

lampholder,  lens,  Indicator  light,  Dripproof,  Style  1C  15 . . . . . 

lampholder,  lens.  Indicator-light,  Dripproof,  Style  IC16 . . . . . . . 

lompholder,  lens,  Indicator  light,  Style  IC17,  Convex,  Complete  Blackout, 
Dripproof,  Mechanical  Dimmer 

lampholder,  lens  Indicator  light.  Style  IC18,  Convex,  Semi  Blackout,  Dripproof, 
Mechanicol  Dimmer 

Lompholder,  lens.  Indicator  light,  Dripproof,  Style  IC19 . . . . . 

Lampholder,  lenses.  Indicator  light  (Style  IC21) . . . . . . . 

lampholder,  lenses.  Indicator  light,  Dripproof,  Style  IC22  . . . . . 

Lompholder,  lenses,  Indicator  light,  Style  IC23,  Convex,  Complete  Blackout, 
Dripproof,  Mechanicol  Dimmer 

lampholder,  lens,  Indicator  light.  Style  LC30  . . . . . . . . 

lampholder.  Lens,  Indicator  light.  Style  LC31  . . . . . . . . . . . 

lampholder,  lens,  Indicator  light  (Rotatable)  Style  IC32. . . . . . 

Lampholder,  lens,  fndicotor  light,  Watertight,  Style  IC33 . . . . . . . 

Lompholder,  Lens,  Indicator  Light  (Flat,  Rotatable),  Style  LC11  . . . 

lampholder.  Lens,  Indicator  light,  Style  IC12  . . . . . . . . . 

lampholder,  lens.  Indicator  Light,  Dripproof,  Style  104 . . . . . . . 

Lampholder,  Light,  Morker,  Clearance  . . . . . . . . . . . 

lampholder.  Light,  Indicator  (Non  Removable),  Style  LHC84  . . . . . 

Lompholder,  Lights,  Indicator  (Housing),  Style  IH95  (For  DC  Applications) . . . 

lompholder,  lights,  Indicator  (Housing),  Style  IH96.,... . . . . 

lompholder,  lights.  Indicator  (Housing)  Style  LH97  . . . . . . . 

Lompholder,  lights.  Indicator  (Housing),  Style  LH98........... . . . . 

Lampholder,  lights.  Indicator  (Housing),  Style  IH94......... . . . . 

Lcmpholder,  light.  Indicator  (Non  Removable),  Style  IHC82 . . . . 

lampholder.  Medium  Bi  Pin,  Heat  Resistant,  For  Fluorescent  Lamps,  250  Volt,  660 
Watt 

Lampholder,  Medium  Bi*pin  For  Fluorescent  Lamps,  250  Volt,  660  Wall ................. 

Lampholder,  Miniature  8i*pin  For  Fluorescent  lamps,  250  Volt,  75  Watt................. 

Lompholder,  Miniature  Bi  Pin,  Heat  Resistant,  For  Fluorescent  lamps,  250  Volt,  75 
Watt 

lampholder,  Mogul,  250  Volt,  750  Watt,  Three  Contact . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


lampholder,  Par  46/64,  Aviation  Lighting  . . . . . . 

lampholder.  Socket,  Fluoreicen!  Lamp  Storler,  Heat  Resistant,  250  Volt,  75  Watt .... 
Lampholder,  Socket,  Fluorescent  Lamp  Starter,  250  Volt,  75  Wott 

Lampholder,  Style  LH71  . . . . . . . . . . . 

lampholder,  Styles  LH20  And  LH22 . . . . . . . . . . . 

Lampholder,  Transformer,  light,  Indicator,  Style  IH93 . . . . . . 

Lampholder,  Weatherproof,  Medium  Screw,  Molded  Rubber,  250  Volt,  660  Watt  .... 
Lampholder,  Weatherproof,  Medium  Screw,  Molded  Rubber,  250  Volt,  660  Watt, 
Streamer  Type 

lampholders  *  Ninth  Edition  *  8  Ocl  77  (Reapproved  1982)  (Chg  Notice  1  Dtd  15 
Nov  85) 

Lampholders,  Starters,  &  Starter  Holders  For  Fluorescent  lamps,  Standard  For  (Sixth 
Edition)  -  23  May  85 

Lamps  For  Tactlcol  Vehicles  Validated  Dec  1979  . . . . . . . 

Lamps  1000  Watt  S52  High  Pressure  Sodium  •  29  May  81 . . 

lamps  150  Watt  55  Volt  S55  Hige  Pressure  Sodium  *  30  Apr  81 . 

Lamps,  Clearance,  Sidemarker  &  Identification  -  Sep  77 . . . 

Lamps,  Electric  ■  100*  Watt  S54  High  Pressure  Sodium  Lamps,  American  Standard 
For  •  28  Nov  1984 

Lamps,  Electric,  EJL  Protection  Lamps  . . . . . . . . 

Lamps,  Glow,  Indicator,  Types  81  A,  B1AR,  B2A  And  B2AR  . . . 

lamps,  Halogen  (Tubular  Q500T3/CL).... . . . . . . . 

Lamps,  Incandescent,  Aircraft  Service  General  Specification  For  . . . 

Lamps,  Incandescent,  Aircraft  Use,  Single  Contact  Bayonet  Candelabra,  Reflector 
Type 

Lamps,  Incondescent,  Center  Contact,  Miniature  8oyonet  Base  (T-3-1/4  Bulb) ............ 

Lamps,  Incondescent,  Aircraft  Use,  Single  Contact  Bayonet  Candelabra,  Reflector 
Type 

Lamps,  Incandescent,  T*l,  Sub-miget  Flanged.. . . . . . . . 

Lamps,  Mercury  ■  Specifications,  American  National  Standard  For  -  25  May  85........ 

lamps,  Mercury,  Specifications,  American  Nalionol  Standard  For  *  25  May  85  ........ 

lamps,  Sodium,  High  Pressure,  250  Wott  S50,  Specification  For  *  22  Dec  80....... . 

Lamps,  1,000-WATT  M47  Metal-halide,  For  Electric  lamps  -  23  Mar  1984,..,. . 

Lamps.incandescent,  Aircraft  Use,  Single  Contact  Boyonet  Candelabra,  Reflector 
Type 

Lance  Handling  Equipment . . . . . . . 

Lance,  Field  Artillery  Missile  System  W/ammunition  8.  Fire  Control  Equipment  Abca 
572  (Release  To  Other  Than  Dod  Activities  Requires  Prior  Approval  Of  Hq, 
Darcom,  Drcird) 

Lancet,  Finger  Bleeding . . . . . . 

Lancet,  Finger  Bleeding . . . . . . . . 

Land  &  Resh  Water  For  Cool  Tar  Creosote,  Standard  For  10  Dec  87 . . . 

Land  Force  Tactical  Doctrine  (Edition  4)  (Req  Other  Than  DOD  Ref  To  US  AMC, 
Attn:  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333-0001) 

Lend  Forces  Ammunition  Interchangeability  Catalogue  •  AOP-6  (A)  (Edition  No.  2) .. 
Land  Forces  Procedures  For  Allied  Supply  Transactions  (Ed.  No.  4)  (Rel  To  Other 
Than  DOD  Act  Req  Prior  Appr  Of  CNM,  MAT  09621,  Wash,  D.c.  20360) 

Land  Minefield  Laying,  Recording,  Reporting  And  Reporting  Procedures  (Edition 
NO.3)  Release  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom 
(Drcird) 

Landing  Gear  Systems  Request  For  Issue  Otherthan  Dod  Must  Be  Sent  Via: 
Asd/enes,  Wright-potterson  Afb  Oh  45433-6503 

Landing  Gear,  Aircraft  Shock  Absorber  (Air-oil  Type) . . . . . 

Language  Proficiency  Levels . . . . . . . . . . . . . . 

Language,  Programming,  Aspt  *  5  Jan  77  . . . 

Language,  Programming,  Pl/i  •  9  Aug  76 . . . . . . . 

lantern;  Electric,  Dry  Battery,  Hand  Carrying  &  Hand  Attaching  (Inactive  For  New 
Design) 

Lantern,  Electric.  Fluorescent,  Hond  . . . . . . . . . . . 

lantern,  Electric  (Rechorgeobte) . . . . . . 

Lantern,  Electric  LEU&2-E . . . . . . . . . . 

Lantern,  Electric,  Storage  Battery,  Floodlighting,  Hand  Corried . . . 

Lantern,  Electric,  Light  Source,  Head  Mounted,  low  level,  Visible . . . . 

Lantern,  Electric  . . . . . . . . . . . 

lantern.  Electric,  Hond,  Safety . . . . . . . . . . . . . 

Lantern,  Electric,  Heavy-duty,  (Rechargeable  Battery).....................,..... . . . . 

Lantern,  Electric,  Head . . . . . . . . . . 

Lantern,  Electric,  Head . . . . . . . . . . . . . . 

Lantern,  Electric  . . . . . . . . . . . . 

Lantern,  Electric  One  Concentrated  Beam... . . . . . . . . 

Lantern,  Electric  (Warning  Flasher  &  Concentrated  Beam) . . . . . 

Lantern,  Electric,  Single  Concentrated  Light  Beam  . . . . . . . . 

lantern,  Electric  (Floating,  Concentrated  Beam,  With  Warning  Flosher)  . . . 

lantern,  Electric,  Two  Light  Beams  (One  Concentrated  And  One  Diffused) . . . 

Lantern,  Gasoline,  Leaded  Or  Non  Leaded  Fuel,  With  Case  . . . 

Lantern,  Kerosene,  Hand,  Globe. . . . . . . . . . . 

Lanyard,  Fluid  Tank  Cop........................... . . . . . . 

Lanyard,  Individual  Equipment  Carrying . . . . 

Lanyard,  Pistol  And  Whistle,  Rayon  And  Colton  Cord,  Scarlet  And  Gold  ........ . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-L-81015 

6210 

AS 

15  May 

64 

AS 

L 

MIL-l-970/19 

6250 

SH 

03  Jan 

77 

SH 

L 

MIL-L-970/13A 

6250 

SH 

03  Jan 

77 

SH 

MIL-L-3661/3A 

6250 

EC 

27  Mar 

67 

EL 

EC 

99 

MIL-L-3661/1A  (1) 

6250 

EC 

06  Dec 

68 

EL 

EC 

99 

l 

MIL-L-3661/60C  (1) 

6210 

SH 

17  Jun 

87 

SH 

L 

MIL  L-970/9B 

6250 

SH 

03  Jon 

77 

SH 

L 

MIL-L-970/16A 

6250 

SH 

03  Jan 

77 

SH 

UL  496-79R82 

6250 

YD 

15  Dec 

82 

ME 

YD 

99 

CHG  NOTICE  1 

UL  542.85 

6250 

YD 

15  Jut 

85 

ME 

YD 

99 

NAT-STD-4008 

ISDN 

NM 

22  Aug 

58 

ANSI  08.1352-81 

6240 

ME 

12  Jul 

83 

ME 

SH 

99 

ANSI  08.1355-81 

6240 

ME 

12  Jul 

83 

ME 

SH 

99 

SAE  J592F-77 

6220 

AT 

13  Mo y 

83 

AT 

YD 

99 

ANSI  08.1354  85 

6240 

YD 

20  Apr 

87 

ME 

YD 

99 

ANSI  C78, 1409*85 

6240 

ME 

10  Nov 

87 

ME 

YD 

99 

NOTICE  2 
MIL-1-15098/10C 

6240 

ER 

22  Aug 

83 

ME 

SH 

99 

A-A-1967 

6240 

t 

12  Feb 

82 

O 

MIL-L-6353F  (1) 

6240 

AS 

08  Feb 

88 

AV 

AS 

99 

MIL-L-6363/3A 

6240 

AS 

08  Feb 

88 

AV 

AS 

99 

MS-25231F 

6240 

AS 

23  Aug 

85 

ME 

AS 

99 

MIL-L-6363/LA 

6240 

AS 

08  Feb 

88 

AV 

AS 

99 

l 

MS-24515F 

6240 

11 

24  May 

79 

11 

ANSI  08.40-85 

6240 

ME 

15  Dec 

86 

ME 

99 

ANSI  08,40-85 

6240 

ME 

15  Dec 

86 

ME 

99 

ANSI  08.1351-8! 

6240 

ME 

12  Jul 

83 

ME 

SH 

79 

ANSI  C78. 1376-84 

6240 

82 

07  Nov 

85 

ME 

SH 

99 

MIL-L-6363/2A 

6240 

AS 

08  Feb 

88 

AV 

AS 

99 

L 

MIL-L-45884 

NOTICE  1 

1190 

AR 

08  Apr 

8/ 

AR 

Q-STD-572 

ISDA 

AM 

21  ?;tc 

79 

GG-L-llO(l) 

6515 

T 

05  Nov 

62 

GG-L-001 10A 

6515 

/CM 

17  Moy 

71 

MD  MS 

03 

AWPA  PI- 78 

8030 

MR 

10  Dec 

87 

MR 

99 

NAT-STD-2868  (6) 

ISDA 

tM 

31  Jon 

89 

NAT-STD-2928  (2) 

ISDA 

17  Ocl 

86 

AM 

NAT-STD-2034  (4) 

ISDA 

AM 

14  Nov 

86 

NA7-S'D-2036  (2) 

ISDA 

AM 

29  Apr 

88 

l 

MIL-l-87139  (2) 

1620 

11 

15  Apr 

86 

11 

MIL-L-8552C  (2) 

1620 

AS 

10  Dec 

68 

AV 

AS 

99 

NAT-STD-6001 

ISDA 

AM 

21  Oct 

76 

ANSI  X3.37-77 

IPSC 

02 

17  May 

77 

AD 

02 

ANSI  X3.53-53R76 

IPSC 

02 

14  Oct 

76 

AD 

OM 

02 

L 

MIL-L-16879C 

NOTICE  1 

6230 

SH 

20  Dec 

89 

SH 

L 

MIL-L-28948A 

6230 

MC 

01  Sep 

82 

MC 

A-A-1382 

6230 

l 

31  Mar 

81 

l 

MIL-L-26598A  (4) 

6230 

82 

04  Aug 

78 

99 

L 

M1L-L-1 130D 

6230 

SH 

14  Aug 

63 

SH 

l 

MIL-L-522403 

6230 

ME 

09  Apr 

79 

ME 

W-L-200  (2) 

6230 

: 

26  Oct 

64 

l 

MIL-L-18937D 

6230 

82 

13  Moy 

76 

99 

W-L-210A 

INT  AMD  (1) 

6230 

t 

13  May 

75 

Q 

W-l-215  (2) 

6230 

l 

May 

61 

W-L-00215B 

6230 

l 

07  Jan 

77 

W-L-00200C  (2) 

6230 

% 

08  Sep 

71 

A-A-1381A 

6230 

t 

02  Jun 

81 

A-A-52A 

6230 

» 

13  Feb 

81 

A-A-54 

6230 

t 

76  Sep 

79 

A-A-55A 

6230 

t 

28  Jul 

81 

A-A-53A 

7290 

t 

04  Mar 

82 

MIL-L-I594L  (1) 

6260 

GL 

18  Apr 

80 

GL 

99 

RR-L‘1 12D 

6260 

t 

16  Mar 

73 

MS-27380D 

1560 

82 

28  Jul 

82 

AS 

99 

MIL-L-10028F 

8465 

GL 

22  Oct 

85 

GL 

NU 

99 

l 

M1L-L-15300D 

8465 

MC 

23  Ocl 

87 

MC 

NOTICE  1 


422 


ALPHABETICAL  LISTING 


TITLE 

Lop,  Ophthalmic,  Cylindrical . . . . . . 

Lapel  8ut!on  And  Lapel  Emblem,  National  Intelligence  Achievement  Award . 

Lapel  Button  And  Lapel  Emblem,  National  Intelligence  Distinguished  Service  Medal.... 

Lapel  Button,  Achievement  Medal  For  Civilian  Service,  Army...... . . . . . . 

Lapel  Button,  Active  Reservist,  Army  . . . . . . 

Lapel  Button,  Achievement  Award,  USPHS....... . . . . 

Lapel  Button,  Aeriol  Achievement,  Air  Force  . . . . . . 

Lopel  Button,  Air  Traffic  Controller,  FAA . . . . 

Lapel  8utton,  Air  Force  Recognition  Ribbon........ . . . . . . . 

Lopel  Button,  Air  Reserve  Froces  Meritorious  Service  Medol  . . 

lopel  Button,  Air  Force  Retired  Personnel  . . . . . . . 

Lapel  Button,  Air  Force  . . . . . . . . . . . 

lapel  Button,  Antarctica  Service  Medol . . . . . . 

Lopel  Button,  Apollo  Achievement,  NASA . . . . . . . . . . 

Lopel  Button,  Army  Reserve  (Minute  Man) . . . . . . . . . 

Lapel  Button,  Armed  Forces  Expeditionary  Medol  . . . . 

Lopel  Button,  Army  Reserve  Components  Achievement  Medal  . . . . 

Lopel  Button,  Army  Achievement  Medol . . . 

Lapel  Button,  Bodge,  Identification,  Joint  Chiefs  Of  Staff . . . . 

Lapel  8utton,  Civilian  Serv'ce  In  Vietnam  Medal  . . . . . . 

Lopel  Button,  Civilian  Aide,  Secretary  Of  The  Army  . 

Lopel  Button,  Civilian  Length  Of  Service,  Office  Of  The  Secretory  Of  Defense. . 

Lopel  Button,  Combat  Readiness  Medal,  Air  Force . . . . . . . . 

Lopel  Button,  Commander's  Award  For  Public  Service,  Army . . . . . . 

lapel  Button,  Community  And  Family  Support  Center,  Army . . . . 

Lapel  Button,  Defense  Meritorious  Service  Medol  . . . . . 

lapel  Button,  Decoration,  Civilian  Service  Medol,  OSD . . . . . . . 

Lopel  Button,  Decorotion,  Air  Force  Achievement  Medol . . . . 

lapel  Button,  Decoration,  Outstanding  Civilian  Career  Service  Aword,  Air  Force . 

lapel  Button,  Decorotion,  Joint  Service  Achievement  Medol,  DOD . 

Lapel  Button,  Decoration,  Distinguished  Service  Medal,  Uniformed  Services 
University  Of  The  Health  Sciences 

Lopel  8ullon,  Decorotion,  Exceptional  Service  Medol,  Uniformed  Services  University 
Of  The  Heolth  Sciences 

Lopel  Button,  Decorotion,  Outstanding  Service  Medol,  Uniformed  Services,  University 
Of  The  Heolth  Services 

lopel  Button,  Decorotion,  Commendoble  Service  Medol,  Uniformed  Services, 
University  Of  The  Health  Sciences 

Lopel  Button,  Decoration,  Distinguished  Civilian  Service,  DOD  . . . 

Lopel  Button,  Decoration,  Navy  Cross  (N,  MC). . . . . . . . 

Lopel  Button,  Decorotion,  Air  Force  Cross . . . . . . . . 

lopel  Button,  Decoration,  Meritorious  Civil'an  Service,  OSD . 

Lopel  Button,  Decoration,  Distinguished  Service  Medal,  NASA . 

lapel  Button,  Decorotion.  Outstanding  Leadership  Medol,  NASA  . 

Lopel  Button,  Decorotion,  Exceptional  Scientific  Achievement  Medal,  NASA . . 

Lopel  Button,  Decorotion,  Distinguished  Service  Medol,  Air  Force . 

Lopel  Button,  Decoration,  Navy  Achievement  Medal . . . . . 

lapel  Button,  Decoration,  Distinguished  Service  Medol,  Army,  Af . . . . 

lapel  Button,  Decoration,  Distinguished  Flying  Cross . . 

Lopel  Batton,  Decoration,  Soldier  S  Medol,  Army . . . 

lopel  Button,  Decorotion,  Navy  And  Marine  Corps  Medal . . . 

lopel  Button,  Decorotion,  Airman  S  Medol  . . . . . . 

lapel  Button,  Decorotion,  Coast  Guard  Medal . . . . . . 

Lopel  Button,  Decoction,  Bronze  Star  Medol  . . . . . . . . 

lope!  Button,  Decoration,  Air  Medol  . . . . 

lopel  Button,  Decoration,  Purple  Heart  . . . . — . . . . . . . . . . . . 

Lopel  Button,  Decorotion,  Joint  Service  Commendation  Medal.. . . . . . 

Lopel  Button,  Decorotion,  Army  Commendation  Medol  . . . . . 

Lopel  Button,  Decorotion,  Navy  Commcndotion  Medol  (N,  MC) . . . 

Lopel  Button,  Decoration,  Air  Force  Commendation  Medol  . . . . . . . 

lopel  Button,  Decoration,  Coast  Guard  Commendation  Medol . . . . . . 

lopel  8utton,  Decoration,  Air  Force  Outstanding  Unit  Award . . . . . . 

lapel  Button,  Decorotion  Distinguished-Unit  Bodge  (A,  AF) . . . 

Lopel  Button,  Decorotion,  Captain  Robert  Dexter  Conrad  Award  For  Scientific 
Achievement,  Navy 

Lapel  Button,  Decoration,  Civilian  .  .ward  For  Distinguished  Achievement  In  Science 
Navy 

Lopel  Button,  Decorations,  Civilion  Award  For  Valor  And  Command  Civilian  Award 
For  Volor,  Air  Force 

Lopel  Button,  Decorations,  Exceptional  And  Meritorious  Civilian  Service  Awards, 

DLA 

Lapel  Button,  Decorations,  Exceptional  Civilian  Service  Award  And  Meritorious 
Civilian  Service  Award,  Air  Force 

lopel  Button,  Decoration,  Navy  Distinguished  Public  Service  Aword . 

Lopel  Button,  Decorotion,  Novy  Distinguished  Civilian  Service  Award . - . 

Lapel  Button,  Decorotion,  Distinguished  Service  Medol,  (N,  MC)... . . . 

lopel  Button,  Decorotion,  Distinguished  Service  Cross,  Army . . ................. 

Lapel  Button,  Defense  Superior  Service  Medol.,.,,...,,,.,..,..,.,,......... . . . . 

lope!  Button,  Decorotion,  Commander  S  Award  Medal,  U.S.  Army  . . . . . . 

lopel  Button,  Decoration,  Gold  Life-saving  Medal,  Coast  Guard, . . . . 

Lapel  Button,  Decoration,  Exceptional  Civilian  Service,  DIA . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

Mll-l-36224 

6540 

DM 

22  Jun 

64 

MD 

MS 

03 

MIL-l-11484/117 

8455 

IH 

23  Nov 

76 

IH 

NU 

11 

L 

MIL-L-1 1484/ 118 

8455 

IH 

23  Nov 

76 

IH 

NU 

11 

MIL-l-1 1484/160 

8455 

iH 

17  Mar 

88 

IH 

l 

MIL-L-1 1484/86 

8455 

IH 

26  Sep 

69 

IH 

L 

MIL-L-1 1484/130 

8455 

IH 

30  Jun 

86 

IH 

MIL-L-1 1484/162 

8455 

IH 

29  Mar 

89 

IH 

11 

MIL-L-1 1484/154 

8455 

IH 

14  Jon 

87 

IH 

MIL-l-1 1484/134 

8455 

IH 

09  Nov 

81 

IH 

99 

MlL-l-11484/105 

8455 

IH 

02  Apr 

73 

IH 

11 

MIL-L-11484/106 

8455 

IH 

22  Jun 

73 

IH 

99 

MIL-l-1 1484/548 

8455 

IH 

26  Feb 

82 

IH 

11 

MIL-l-1 1484/65A 

8455 

IH 

30  Sep 

69 

iH 

PE 

11 

L 

MIL-L-1 1484/88 

8455 

IH 

03  Dec 

69 

IH 

l 

MIL-l-1 1484/55A 

8455 

IH 

30  Sep 

69 

IH 

MIL-L-11484/49A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

L 

MIL-L-1 1484/101 

8455 

IH 

07  Dec 

71 

IH 

L 

MIL-l-1 1484/135 

8455 

IH 

18  Nov 

81 

IH 

MIL-L-U484/71A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-L-1 1484/82A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

L 

MIL-L-1 1484/1 1 1 

8455 

IH 

02  Oct 

74 

IH 

MIL-L-1 1484/46A 

8455 

IH 

30  Sep 

69 

IH 

11 

Mll-L-1 1484/64A 

8455 

IH 

30  Sep 

69 

m 

11 

L 

MIL-l-1 1484/139 

8455 

IH 

10  Aug 

83 

IH 

L 

MIL-L-1 1484/143 

8455 

IH 

09  Jan 

86 

IH 

L 

MIL-L-11484/124 

8455 

IH 

26  Jul 

78 

IH 

MIL-l-1 1484/131 
NOTICE  1 

8455 

IH 

30  Jun 

86 

IH 

Mll-L-1 1484/132 
NOTICE  1 

8455 

IH 

30  Jun 

86 

IH 

11 

MIL-L-1 1484/140 

8455 

IH 

09  Apr 

84 

IH 

11 

L 

Mll-l-1 1484/141 

8455 

IH 

29  Jun 

84 

IH 

L 

MIL-l-1 1484/127 

8455 

IH 

30  Jun 

86 

IH 

L 

MIL-L-1 1484/128 
NOTICE  1 

8455 

IH 

30  Jun 

86 

IH 

L 

MIL-l-1 1484/136 

8455 

IH 

28  May 

82 

IH 

L 

MIL-l-1 1484/137 

8455 

IH 

28  May 

82 

IH 

MIL-l-1 1484/72A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-l-1 1484/2A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/3A 

8455 

IH 

30  Sep 

69 

IH 

11 

L 

Mll-l-1 1484/73A 

8455 

IH 

30  Sep 

69 

IH 

L 

M1L-L-11484/74A 

8455 

IH 

30  Sep 

69 

IH 

L 

Mll-l-1 1484/75A 

8455 

IH 

30  Sep 

69 

IH 

L 

Mll-l-1 1484/76A 

8455 

IH 

30  Sep 

69 

IH 

Mll-l-1 1484/70A 

8455 

IH 

30  Sep 

69 

IH 

11 

MIL-l-1 1484/68A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-11484/4A 

8455 

IH 

30  Sep 

69 

IH 

11 

MIL-L-1 1484/1 1 A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

L 

MIL-L-11484/12A 

8455 

IH 

30  Sep 

69 

IH 

MIL-l-1 1484/138 

8455 

IH 

30  Sep 

69 

IH 

PE 

Mll-l-1 1484/14A 

8455 

IH 

30  Sep 

69 

IH 

11 

Mll-l-1 1484/15A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/16A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-l-1 1484/17A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-l-1 1484/18A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

Mll-l-1 1484/19A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

L 

Mll-l-1 1484/20A 

8455 

IH 

30  Sep 

69 

IH 

MIL-l-1 1484/2IA 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 14S4/22A 

8455 

IH 

30  Sep 

69 

IH 

11 

M1LI-11484/23A 

8455 

IH 

30  Sep 

69 

IH 

PE 

Mll-t-1 1484/24A 

8455 

IH 

30  Sep 

69 

IH 

11 

M  .  1-11484/25A 

8455 

IH 

30  Sep 

69 

IH 

11 

MIL-L-.  1484/26A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/27A 

8455 

IH 

30  Sep 

69 

IH 

PE 

Mll-l-1 1484,  28A 

8455 

IH 

30  Sep 

69 

IH 

11 

L 

MIL-L-1 1484, 29B 

8455 

IH 

17  Nov 

77 

IH 

MIL-L-1 1484, 308 

8455 

IH 

02  Nov 

82 

IH 

11 

MIL  1-11484/31A 

8455 

IH 

30  Sep 

69 

III 

PE 

MIL-L-1 1484/32A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/5A 

8455 

IH 

30  Sep 

69 

IH 

PE 

L 

MILL-11484/1A 

8455 

IH 

30  Sep 

69 

IH 

L 

MIL-l-1 1484/1 15A 

8455 

IH 

26  Ju! 

78 

IH 

L 

MIL-L-1 1484/121 

8455 

IH 

28  Feb 

77 

JH 

Mll-l-1 1484/7A 

8455 

IH 

30  Sep 

69 

IH 

PE 

l 

Mll-l-1 1484/92 

8455 

IH 

28  Aug 

70 

IH 

423 


ALPHABETICAL  LISTING 


TITLE 

lopcl  Button,  Decorotion,  Meritorious  Civilian  Service,  DIA . . . . 

Lapel  Button,  Decoration,  Presidential  Citizens  Medal  . . . . . . 

Lapel  Button,  Decoration,  Congressional  Space  Medal  Ol  Honor  . . . 

Lapel  Button,  Decoration,  Exceptional  Bravery  Medal,  NASA  . . . . . . 

Lapel  Button,  Decoration,  Distinguished  Public  Service  Medol,  NASA  . . . 

Lapel  Button,  Decoration,  Exceptional  Service  Medol,  NASA . . . . . . , . . 

Lapel  Button,  Decorotion,  Distinguished  Service  Medot  And  Meritorious  Service 
Medal,  DCAA 

Lopel  Button,  Decoration,  Exceptional  And  Meritorious  Civilian  Service,  Dna  . . 

Lapel  Button,  Decoration,  Coast  Guard  Achievement  Medol,  CG  . . 

Lopel  Button,  Decoration,  Meritorious  Service  Medal . . . 

Lopcl  Button,  Defense  Distinguished  Service  Medol . . . . . . . . . . . 

Lopel  Button.  Decoration,  Silver  Life-saving  Medol,  Coost  Guard  . . . . .... 

Lope!  Button,  Department  Of  The  Army  Civilian  Award  For  Humor  itarian  Service..... 
lopel  Button,  Decorotion,  Achievement  Medol, uniformed  Services.  University  Of  The 
Heolthsciences 

lopel  Button,  Defense  Intelligence  Director  S  Award,  D.i.o . . . . . 

Lapel  Button,  Decoration,  Silver  Star  Medol  . . . . 

lopel  Button,  Distinguished  Service  Medal,  Coast  Guard . . . . . . 

Lopel  Button,  Distinguished  Service  Medol,  FEMA  . . . . 

Lapel  Button,  Dod  Identification  Badge  . . . . . . 

Lapel  Button,  Employer  Support  Of  The  Guard  And  Reserve . . . 

Lapel  Button,  Exceptional  Civilian  Service  Award,  NSA.. . . . . . . 

lapel  Button,  Exceptional  Civilian  Service  Award,  D.O.D  . . . 

Lapel  Button,  Federal  labor  Relations  Council . . . . . . . 

Lopel  Button,  Federal  Service  &  Retired,  CPM . . . . . . . . . 

Lcpel  Button,  Fleet  Marine  Corps  Reserve . . . . . . 

Lapel  Button,  General  Staff,  Army . . . . . . . . . . . . . . 

Lcpel  Button,  General  Specification  For . . . . . . . . . 

Lopel  Button,  Gold  Star.... . . . . . . . . . . . 

Lopel  Button,  Good  Conduct  Medol,  Army . . . 

Lopel  Button,  Honorable  Service  (Subsequent  To  8  September  1939) . . . . 

Lopel  Button,  Honorable  Service,  Army  . . . . . . . . . . 

Lopcl  Button,  Honorable  Discharge,  Coast  Guard  . . . . . . . . 

lapel  Button,  Honorable  Discharge,  Naval  Reserve  . . . . . . 

Lopcl  Button,  Honorable  Discharge,  Navy  . . . 

Lopel  Button,  Honorable  Dischorge,  Marine  Corps . . . . . . 

Lapel  Button,  Humanitoraan  Service  Medol  . . . . . . 

Lopel  Button,  Identification,  Office  Of  The  Inspector  General,  DOD . . 

Lcpel  Button,  Korean  Augmentation  To  The  U.s.  Army  (KATUSA) . . 

Lapel  Button,  Length  Of  Service,  OPM  . . . . . . . . . . 

lapel  Button,  length  Of  Service,  Notional  Transporation  Safety  Board . . 

lapel  Button,  Lenght  Of  Service,  DOT . . . . . . . . . 

lopel  Button,  Marine  Corps,  Civilian  length  Of  Service . . . . 

Lapel  Button,  Medal,  Vietnam  Service  . . . . . . . . . . . . . . . . 

lapel  Button,  Meritorious  Civilion  Service  Award,  Navy  . . . . . . . . . 

Lopcl  Button,  Meritorious  Unit  Commendation,  Navy,  Civilian . . . . 

lopel  Button,  Meritorious  Civilian  Service  Award,  Notional  Security  Agency..., . 

lopel  Button,  Meritoriou*  Civilian  Service,  Marine  Corps . . . 

Lapel  Button,  Navy  Safe  Driver  Award  (N,  MC) . . . . . . . . 

Lopel  Button,  Navy  Unit  Commendation,  Civilian . . . . . .  . . . . . 

Lapel  Button,  Navy  Safety  Award  (N,  MC)... . . . . . . . . 

lopel  Button,  National  Defense  Service  (Prior  To  8  September  1939) . . . . 

Lopel  Button,  Novy  Materials  Handling  And  Construction  Equipment  Operators 
Safety  Award  (N,  MC) 

Lopel  Button,  Navy  Civilian  Executive  Recognition . . . . . 

lopcl  Button,  National  Defense  Executive  Reserve  lopcl  Button  And  Charm . 

lopel  Button,  Novol  Reserve  Membership . . . . . 

Lopcl  Button,  Novy  Superior  Civilian  Service  Award  . . . . . 

lapel  Button,  Nosy  Meritorious  Public  Service  Citation  . . . . . . 

lopel  Button,  Next  Of  Kin  Of  Deceased  Personnel . . . . . . 

Lopel  Button,  Nonoppropriolcd  Fund  Employee,  Navy............ . . . . . . 

lopel  Button,  Organizational  Excellence  Aword,  Air  Force. . . . . . . . . 

Lopel  Button,  Outstanding  Career  Achievement  Aword,  A.I.D.,  Dept  Of  State  . . 

lapel  Button,  Outstanding  Service  Award,  USPHS.... . . . . 

Lapel  Button,  Patriotic  Civilian  Service. . . . . . . 

lopcl  Button,  Presidential  Service.......... . . . . . . . 

lopel  Button,  Presidential  Unit  Citation,  (Navy),  Civilian . . . . 

lapel  Button,  Prisoner  Of  War...,...,.,,.,... . . . . . . . . 

Lopel  Button,  ROTC  Personnel . . . . . . . . . . . . 

Lopel  Button,  Retired  Personnel,  Marine  Corps . . . . . . . . 

Lapel  Button,  Retired  Personnel,  Army  . . . . . . . 

Lapel  Button,  Regional  And  Slate  Science  And  Engineering  Fair  Awards,  Army  . . 

Lopcl  Button,  Retired  Civilian  Service,  Army.... . . . . . . . . . 

Lopel  Button,  Secretory  Of  The  Army  S  Award  For  Outstanding  Achievement  In 
Moterfel  Acquisition 

lopcl  Button,  Superior  Cadet  Aword,  Junior  ROTC,  Army..... . . . .......... 

Lope!  Button,  Superior  Cadet  Aword,  NDCC,  Army................... . . . 

Lopel  Button,  Superior  Civilian  Service  Award,  Marine  Corps . . . . . . 

lapel  Button,  Superior  Code!  Award,  Senior  Division,  ROTC  . . . . 

Lopcl  Button,  Surgeon  General's  Exemplary  Service  Medal . . . . ................ 
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MILL- 11484/93 
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69 
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IH 

30  Sep 

69 

IH 

L 

MIL-L-1 1484/80A 

8455 

IH 

30  Sep 

69 

IH 

L 

Mll-l-l  1484/818 

8455 

IH 

05  Jun 

72 

IH 

MIL-L-1 1484/84 

8455 

IH 

17  Sep 

69 

IH 

PE 

MIL-l-1 1484/85 

8455 

IH 

17  Sep 

69 

IH 

PE 

11 

L 

MIL-l-1 1484/91 

8455 

IH 

10  Jul 

70 

IH 

MIL-L-1 1484/8A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/153 

8455 

IH 

14  Jan 

87 

IH 

L 

MIL-L-1 1484/ 147 

8455 

IH 

28  Jon 

86 

IH 

L 

MIL-L-1 1484/149 

8455 

IH 

03  Oct 

86 

IH 

MIL-l-1 1484/9A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-L-1 1484/6A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

l 

MIL-L-1 1484/1 10A 

8455 

IH 

01  Mar 

83 

IH 

MIL-l-1 1484/53A 

8455 

IH 

30  Sep 

69 

IH 

11 

L 

MIL-L-1 1484/125 

8455 

IH 

03  Jul 

79 

IH 

L 

MIL-L-1 1484/145 

8455 

IH 

13  Jun 

85 

IH 

MIL-L-11484/45A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

l 

MIL-l-1 1484/ 107 

8455 

IH 

27  Jul 

73 

IH 

l 

MIL-L-1 1484/150 

8455 

IH 

12  Dec 

86 

IH 

MIL-L-1 1484/56A 

8455 

IH 

30  Sep 

69 

IH 

PE 

L 

MIL-L-1 1484/50A 

8455 

IH 

30  Sep 

69 

IH 

MIL-L-1 1484E  (3) 

8455 

IH 

30  Sep 

75 

IH 

PE 

11 

SUPP  IA 

MIL-L-1 1484/44C 

8455 

IH 

07  Apr 

71 

IH 

PE 

11 

L 

MIL-L-1 1484/48A 

8455 

IH 

30  Sep 

69 

IH 

MIL-l-1 1484/57A 

8455 

IH 

30  Sep 

69 

IH 

PE 

11 

MIL-l-1 1484/156A 

8455 

IH 

14  Apr 

88 

IH 

MIL-L-1 1484/58A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/60A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/61A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/62A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/122 

8455 

IH 

10  Mar 

78 

IH 

L 

MIL-L-1 1484/146 

8455 

IH 

15  Nov 

85 

IH 

MIL-l-1 1484/161 

8455 

IH 

05  Aug 

88 

IH 

L 

Mll-L-1 1484/151 

8455 

IH 

12  Dec 

86 

IH 

L 

MIL-L-1 1484/90 

8455 

IH 

27  Feb 

70 

IH 

l 

MIL-L-1 1484/109 

8455 

IH 

30  Jun 

86 

IH 

MIL-L-1 1484/67B 

8455 

IH 

30  Sep 

69 

IH 

PE 

Mll-L-1 1484/69A 

8455 

IH 
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69 

IH 
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IH 
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IH 
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IH 
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IH 
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IH 

MIL-L-1 1484/40A 

8455 

IH 
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69 

IH 
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MIL-l-1 1484/4IA 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/97 

8455 

IH 

30  Mar 

71 

IH 

PE 

MIL-l-1 1484/42A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-l-1 1484/59A 

8455 

IH 

30  Sep 

69 

IH 

11 

MIL-l-1 1484/43A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/ 108 

8455 

IH 

27  Jul 

73 

IH 

PE 

l 

MIL-l-1 1484/ 112 

8455 

IH 

18  Jun 

75 

IH 

Mll-l-l  1484/5IB 

8455 

IH 

30  Sop 

69 

IH 

PE 

MIL-L-1 1484/388 

8455 

IH 

29  Jon 

70 

IH 

PE 

Mll-L-1 1484/39A 

8455 

IH 

30  Sep 

69 

IH 

PE 

MIL-L-1 1484/123 

8455 

IH 

10  Jul 

78 

IH 

MIL-l-11484/114 

8455 

IH 

01  Apr 

76 

IH 

PE 

MIL-l-1 1484/89 

8455 

IH 

27  Feb 

70 

IH 

11 
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Mll-L-1 1484/138 

8455 

IH 

04  Jun 

82 

IH 
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MIL-L-1 1484/ 129 

8455 

.H 
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79 
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8455 

IH 
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69 
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8455 

IH 

27  Oct 

78 

IH 

Mll-L-1 1484/528 

8455 

IH 

30  Sep 

69 

PE 

L 

MIL-l-1 1484/83A 

8455 

IH 

30  Sep 

69 

IH 

L 

Mll-l-l  1484,  102 

8455 

IH 

27  Nov 

72 

IH 

L 

Mll-L-1 1484/87 

8455 

IH 

03  Dec 

69 

IH 

L 

MIL-L-1 1484/ 113 

8455 

IH 

16  Oec 

75 

IH 

L 

MIL-l-1 1484/99 

8455 

IH 

17  Nov 

71 

IH 

L 

Mll-l-l  1484/100 

8455 

IH 

17  Nov 

71 

IH 

Mll-l-l  1484/37A 

8455 

IH 

30  Sep 

69 

IH 

PE 

l 

MIL-l-1 1484/648 

8455 

IH 

12  Apr 

72 

IH 

L 

MIL-l-1 1484/ 157 

8455 

IH 

26  Jon 

88 

IH 
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ALPHABETICAL  LISTING 


TITLE 

lopel  8utfon,  Surgeon  General's  Exemplary  Service  Medal  (Civilian). . 

Lapel  Button,  Superior  Civilian  Service  Award,  Army . . . . . . . . 

Lapel  Button,  Tagcen  Advanced  Management  Workshop  Graduate . . 

Lapel  Button,  U.S,  Navy  Retired . . . . . . . 

Lapel  Button,  USPHS  Commissioned  Office  . . . . . . . . 

Lopel  Button,  Vice  Presidential  Service . . . . 

Lapel  Button,  Victory  Medal,,. . . . . . . . . . . . . 

Lapel  Buttons,  Distinguished  And  Meritorious  Public  Service  Awards,  Coast  Gucrd.... 

Lapel  Buttons,  Decoration,  legion  Of  Merit . . . . . . . . . 

lapel  Emblem,  Distinguished  Career  Service  Award,  A.I.D.,  Dept  Of  State. . . . . 

Loppers,  Poppet  Valve,  Hand  Powered . . . . . . . . . . 

Lapping  &  Grinding  Compound  (Valve) . . . 

Lapping  And  Grinding  Compound,  Valve . . . . . . 

lapping  Machine,  Metalworking,  High  Precision,  Flat  Surfaces,  Single  Face,  Free 
Abrasive  Type 

laryncoscope,  Fiber  Optics  (Holinger  And  Jackson  Designs) . 

Laryngeal  Stents,  Silicone  Rubber...... . . . 

Laryngoscope  Set,  Macintosh . . . . . . . . . . . 

Laryngoscope,  Child-adult,  Wisconsin . . . . . . . . . 

Laryngoscopes,  Rigid,  For  Tracheal  Intubation  -  29  Nov  1985...... . . . . 

Lasogna,  With  Meat  Sauce,  Thermoitobilized,  Tray  Pack..... . . 

lasogna.  With  Meat  Sauce,  Thermostabilized,  Tray  Pack . . . 

laser  Infrored  Observation  Set,  AN/GVS-5. . . . . . 

Laser  Radiation  Medical  Surveillance  And  Evaluation  Of  Over  Exposure  (Ed  2)  (Req 
For  Issue  Other  Than  Dod  Must  Be  Sent  Via  Us  Amc,  Attn  Amcicp-oo-n,  5001 
Eisenhower  Ave,  Alexandria,  Va  22333-0001) 

Laser,  Sofe  Use  Of  •  6  Jun  80 . . . . . 

Laser,  Tank  Gunnery  Trainer,  M55. . . . . . . . . . . . 

Lasers,  The  Safe  Use  Of,  American  National  Stondard  For  -  23  May  1986 . . . 

Lashing  For  Fixed  Wing  Aircraft  (CH-1  06  AUG1981)  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Last,  footwear  (Shoe,  Woman  S,  Oxfords) . . . . 

Lost,  Footwear  FWU-5/P . . . . . . . . . 

Last,  Footwear,  Field,  Womans  . . . . . . . 

Last,  Footwear,  Shoe,  Safety  Toe,  Mon  S,  U.s.  MIL-7 . . . . . 

Last,  Footwear,  Shoe,  Men  S,  US  MIL-1  . . . . . 

Lasts,  Footwear,  Combat,  U.S.,  MIL-5  . . 

latch  Assembly  (Modified) . . . 

latch.  Lop  Belt,  Aircraft  Safety,  Quick  Release  (Inactive)  . 

loterols.  Forged  Steel  Socket  Welding  3000  Psi  At  1000  Degree  F  (Max.)  Steam 
Service 

lotex  Foam,  Flexible  Cellular  Materials  •  27  Sept  1985......... . . . 

loth  Metal  •  26  Feb  88 . . . 

Loth,  Bench,  Voriobie  Speed,  Plain  And  Turret,  9  Inch . . . 

lath,  Engine  &  Tool  Room,  19,  20  oo  25  Inch  7*1/2  To  15  HP . . . . . 

lath.  Gypsum,  Stonord  Specification  For . . . . . . . 

lath,  Metol,  (And  Other  Metal  Plaster  Boses  (  . . . . . 

lathe  ,  Armature  And  Undercuttcr . . . . . . . 

Lathe  Engine  9  By  22  Inch  Copocity,  Bench  Type . . . . . 

lathe.  Axle,  Journal  Truing  Railway,  Dual  Or  Single  End  Drive . . . 

lathe,  Engine  &  Tool  Room  13  Through  17  Inch  ..  . . . . . . 

lathe.  Engine  And  Toolroom,  10  Inch . . . . . . . 

Lathe,  Engine  And  Tool  Room  2516  And  3220  . . . . . 

Lathe,  Engine,  Floor-mounted,  28-INCH  Swing....... . . . . . . . 

Lathe,  Engine,  Floor  Mounted,  18  Inch  Swing  . . . . . 

lathe.  Engine,  Motor  Driven,  Bench,  16  Inch  Swing,  Nodular  Iron  Construction, 
Submarine  Use 

lothe.  Engine,  13-INCH  Swing  Floor  Mounted  WITH  Cabinet  Bose  . 

Lathe,  Hcovy  Duty,  For  8rakc  Drum  &  Disc  Brake  Rotors  . 

Lathe,  Multiple  Purpose,  Chucking,  Horizontal  Spindle,  Computer  Numerically 
Controlled  (Cnc) 

lathe.  Precision,  Instrument  . . . . . . . . . . . . . 

lathe.  Speed,  Horizontal  Spindle,  Single  End,  Bench  And  Floor  Mounted  . . . 

Lothe,  Turret,  Horizontal,  Universal,  Rom  Type......... . . . . . . 

lathe.  Turret,  Horizontal,  Verticol  Bed  And  Slont  Bed,  Numerically  Controlled, 
Perforated  Tope 

Lathe,  Woodworking  . . . . . . . . . 

lothe.  Woodworking,  Patternmakers  . . . . . 

lathc.medium  Duty,  Br  Ake  Drum  And  Disc  Brake  Rotors  . . . . . 

lathes.  Engine  &  Tool  Room,  Accuracy  Of  -  1952 . . . . . . 

lathes.  Engine  And  Toolroom,  1609  And  2012  . . . . . . 

lathes,  Engine,  Gap,  Sliding  Bed  And  Removable  Block  . . . . . 

to»hes.  Safely  Requirements  For  Construction,  Care  &  Use  -  1984  . . . 

lathes.  Toolroom,  Variable  Speed,  11 -INCH  . . . . . . 

lathes,  Turret,  Horizontal,  Computer  Numerically  Controlled  (Cnc)  . . . . . . 

lathes,  Turret,  Horizontal,  Bar  And  Chucking,  1  3/4  Inch  Bor  Capacity,  Computer 
Numerical  Control  (Cnc) 

Lathing  &  Furring,  Interior,  Installation  Of  -  30  Jan  81  . . . . . . 

Lathing  &  Furring,  Interior,  Installation  Of  -  15  May  1987...., . . . . . . 
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69 
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86 
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IP 
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70 
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6515 
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15  Sep 

72 
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03 

A-A-51345 
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/MB 

07  Feb 

86 

MD 

MS 

03 

MIL-L-36628B 

6515 
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04  Aug 

78 

MD 
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MIL-L-36696A 

6515 
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22  Sep 

78 
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86 
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1240 

AR 

16  Mo, 

88 

AR 

NOTICE  1 
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80 

MIL-L-21635D 
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NU 

30  Nov 

79 

GL 

NU 

99 

L 

MIL-L-278B5C 

8335 

82 

25  Nov 

85 

99 
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MIL-L-1741E  (1) 

8335 

82 

16  Jon 

76 

99 

MIL-L-43585D 

8335 

GL 

18  Jun 

86 

GL 

NU 

99 

MIL-L-3931K 

8335 

GL 

17  Jun 

86 

GL 

NU 

99 

MIL-L-41815H 

8335 

GL 

07  Apr 

86 

GL 

NU 

99 

L 

MILL-48216 

1190 

AR 

08  Apr 

87 

AR 

NOTICE  1 

MS-3488B 

1680 

AS 

19  Nov 

80 

AV 

AS 

99 

L 

MS-18307B 

4730 

SH 

02  Dec 

88 

SH 

NOTICE  1 

ASTM  D 1055  85 

9320 

MR 

02  Mo, 

86 

MR 

SH 

20 

ASTM  C847-88 

5680 

YD 

26  Aug 

88 

ME 

YD 

99 

MIL-L-80061B 

3416 

IP 

18  Feb 

87 

Al 

SH 

99 

NOTICE  1 

MIL-L-23400E  (1) 

3416 

IP 

20  Feb 

87 

AL 

SH 

99 

ASTM  C37-87 

5680 

YD 

20  Jul 

87 

ME 

YD 

QQ-L-101C 

5680 

t 

27  Apr 

72 

MIL-L-14576F 

4940 

Al 

24  Mor 

89 

Al 

99 

L 

MILL-1 1285D 

3416 

AL 

21  Ocl 

85 

Al 

A-A-50220 

4940 

/ME 

20  Jon 

84 

ME 

MIL  L-23249D  (2) 

3416 

IP 

13  Jun 

86 

Al 

SH 

99 

OO  L-125D  (1) 

3416 

/IP 

07  Mor 

84 

Al 

SH 

99 

MILL-232510 

3416 

IP 

12  Nov 

86 

AL 

SH 

99 

L 

MIL-L-45958A  (1) 

3416 

Al 

13  Feb 

86 

Al 

L 

MILL-459438 

3416 

Al 

01  Mor 

88 

Al 

l 

MIU19368C 

3416 

SH 

25  Sep 

87 

SH 

L 

Mll-l-45990 

3416 

Al 

31  Oct 

83 

Al 

OO-L-90D 

4910 

/AL 

14  Feb 

86 

AL 

YD 

99 

MIL-L-80245A 

3416 

IP 

22  Dec 

88 

AL 

SH 

99 

MIL-L-23225C 

3416 

IP 

22  Apr 

85 

Al 

SH 

99 

Mll-l-801758 

3419 

IP 

11  Feb 

87 

AL 

SH 

99 

MIL-L-4533F 

3416 

IP 

11  Sep 

87 

Al 

SH 

99 

MIL-L-80219A  (2) 

3416 

IP 

19  Nov 

80 

AL 

SH 

99 

Mll-l-8008 1C 

3220 

IP 

18  May 

81 

ME 

SH 

99 

M1L-L-80047D 

3220 

IP 

30  Jun 

88 

SH 

99 

L 

M1L-L-45999 

4910 

Al 

05  Aug 

88 

Al 

ANSI  B5.16-52R72 

34GP 

IP 

12  Dec 

78 

Al 

SH 

99 

MIL-L-23257D 

3416 

IP 
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77 

Gl 

NU 

11 

MIL-L-138I6D 

8330 

GL 

12  Ju! 

77 

Gl 

NU 

11 

MII-L-432B3B 

NOTICE  1 

8330 

GL 

01  Sep 

87 

Gl 

NU 

99 

KK-L-154F 

8330 

/GL 

14  Apr 

76 

Gl 

NU 

99 

l 

MIL-1-81913A 

8330 

AS 

15  Dec 

81 

AS 

KK-1-156D 

8330 

/GL 

26  Aug 

76 

Gl 

NU 

20 

MIL-L-1978B  (2) 

8330 

GL 

05  Jan 

79 

Gl 

NU 

KK-1-164A  (2) 

8330 

/GL 

18  Moy 

77 

Gl 

NU 

99 

MII-1-40069D 

8330 

GL 

05  Aug 

87 

Gl 

NU 

99 

NOTICE  1 

KK-1-165C  (2) 

8330 

/GL 

28  Jun 

76 

Gl 

NU 

99 

MIU-3122F  (2) 

NOTICE  1 

8330 

GL 

30  Oct 

87 

Gl 

NU 

99 

KK-1-271H 

8330 

/GL 

09  Mar 

76 

Gl 

99 

Mll-l-43704  (1) 

8330 

GL 

30  Oct 

87 

Gl 

NU 

11 

NOTICE  1 


427 


ALPHABETICAL  LISTING 


TITLE 

Leather,  Cattlehide,  Upholstery ........... . . . . . . 

Leather,  Cattlehide,  Gusset,  Chrome  Tanned,  Fotliquored  . . 

Leather,  Cattlehide,  Deerskin  And  Horsehide,  Chrome  Tanned  . . . . 

Leather,  Cattlehide,  For  Visors  And  Chinslrops........ . . . . . . . 

leather,  Cattlehide,  Lace  And  Cut  Laces . . . 

Leather,  Cattlehide,  Chrome-tanned,  Hydraulic  Pocking  For  Recoil  Mechanisms. 

Leather,  Cattlehide,  Rigging  . . . . . . . . . . 

leather,  Cottlehide,  For  Glove  leather . . . . . 

Leather,  Kidskin,  Or  Goatskin,  Chrome-tanned . . . . 

leather,  Methods  Of  Sampling  And  Testing..... . . . 


Leather,  Sheepskin,  Chrome  Tanned. . . . . . . . . 

leather.  Tensile  Strength  Of  26  Sep  80 . . . . . . . 

Lecithin  (For  Use  In  Explosives)  . . . . . 

Lecithin,  Technical. . . . . . .  . . . . 

Legends  For  Use  In  Aircrew  Stations  And  On  Airborne  Equipment  . . . 

Legends  In  Aircrew  Stations  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM, 
MAT  09B21,  WASH,  D.c.  20360 

Leggings,  Mens . . . .......................... . . . . . 

Len  Assembly  Eyepiece  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  . . . . 

len,  Assembly,  Eyepiece,  AN/PVS-4  And  AN/TVS-5... . . . . . 

Lens  And  Cover,  Beacon  light,  Drum  Type,  24  Inch. . . . . . . . . . 

lens  Assembly,  Eyepiece,  For  Night  Vision  Goggles,  AN/PVS-5A . . . ...... 

lens  Assembly,  Objective  For  Night  Vision  Goggles,  AN/PVS-5A . 

lens  Assembly,  Objective,  95MM  AN/PVS-4,,,..............., . . . . . . 

lens  Assembly,  Objective  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  . 

lens  Assembly,  Objective,  155MM  AN/TVS-5 . . . 

lens  Measuring  Instrument,  Optholimic  115  Volt,  60  Hz,  Ac  . . . . . . 

lens  Set,  Trial  Ophthalmic,  large. . . . . . . . . 

lens,  Camera,  Coping  IE-5 . . . . . . . . . . . . . 

lens,  Clearance  Marker  light.  Blackout  . . . . . . . . 

Lens,  Clearance  Marker  Light,  Service  . . . . . . 

Lens,  Cylindrical,  laminated,  3-PLY  (For  Gas  Masks)..... . . 

lens,  Diploplo  Test,  Red . . . 

lens,  Goggles,  Industrial . . . . . . . . . . . . . . . . 

Lens,  Gun  Comoro,  Motion  Picture,  16MM  Format  . . . . . . 

Lens,  Indirect  Ophthalmoscope . . . . . . . . 

lens,  Ophtholmic,  Neutral  Absorption . . . . . . 

lens,  Ophtholmic,  Plastic . . . . . . . . . 

lens,  Ophtholmic,  Glass . . . . 

Lens,  Ophtholmic,  Simple  (For  M17  Mask) . . . . . . . . 

lens,  24  Inch  Double  Beom  (Asg) . . . . . . . 

Lense,  Ophthalmic,  Simple . . . . . . . . . . . 

lenses,  Distonce  Scoles  For  Focusing  Comera  •  4  Aug  75 . . . . . 

lenses,  Focal  Length  Morkings  Of  •  21  Sep  81  . . . . . . . 

lenses,  Indicator  light  (Inconde  Scent)plastic,  Flush  Type  (Reactivated  For 
Replacement  Purposes  Only) 

lenses,  Photographic,  Method  Of  Determining  And  Specifying  The  Color 
Contribution  Of  •  3  Feb  1981 

lenses.  Photographic  Objectives  And  Projection,  Methods  Of  Designating  And 
Measuring  Apertures  And  Related  Quantities  Perfoining  To  •  19  Dec  1978 
Lenses,  Photographic,  Method  Of  Determining  The  Photographic  Resolving  Power 
Of  *  24  May  74 

lenses,  Photographic,  Methods. Of  Designating  &  Measuring  Focol  lengths  &  Focal 
Distances  Of  •  19  Jul  77 

Lenses,  Recommendations  For  Prescrition  Ophthalmic  -  21  Nov  78 . . . 

Letter  Set,  X-ray  Film  Marking  . . . . . . .  . . 

letter  Symbols  For  Quantities  Used  fn  Electrical  Science  &  Electrical  Engineering  - 
15  Apr  68 

Lettering  Sets  And  Accessories................. . . . . . 

Lettuce,  Fresh,  Ready-to-use . . . . . . . . . 

Leucovorin  Calcium  Tablets............................ . . . . . . . . . . . 

Levarlerenol  Bitartrate  Injection,  Usp  . . . . . . . . 

level  Of  Repoir . . . . . . . . . 

level.  Circular,  Rod  . . . . . . . . . . . . 

level.  Circular,  2.5  CM  Diameter,  Mounted  In  Cylinder  Validated  Oct  1972 . 

level.  Surveying,  Abney  Type . . . . . . . . . . 

level.  Surveying,  Locators,  Hand-type  . . . . . . . . 

leveling  Device,  ladder . . . . . . . . . 

levels  And  Plumbs,  And  levels  . . . . . 


DOCUMENT 

NUMBER  FSC  PR6P  DATE  CUSTODIAN 


KK-L-291G  (2) 

8330 

/GL 

23  Oct 

87 

GL 

99 

NOTICE  1 

MIL-1-10867D  (2) 

8330 

Gl 

25  Jun 

87 

Gl 

NU 

99 

NOTICE  1 

KK-l-2004 

8330 

/Gl 

15  Nov 

76 

Gl 

SA 

99 

Mll-L-43541  (3) 

8330 

Gl 

30  Oct 

87 

Gl 

11 

NOTICE  1 

KK-1-201F  (1) 

•8330 

/GL 

18  Feb 

71 

GL 

NU 

99 

MIL-L-13188C 

5330 

MR 

17  Jul 

84 

MR 

KK-L-241D  (3) 

8330 

/GL 

13  May 

82 

Gl 

NU 

MII-1-40051D  (1) 

8330 

GL 

30  Nov 

83 

Gl 

NU 

99 

KK-1-I70C  (2) 

8330 

/Gl 

23  Od 

87 

Gl 

NU 

99 

NOTICE  1 

FED-STD-311 

83GP 

/Gl 

15  Jan 

69 

Gl 

SA 

99 

NOTICE  3 

24  JAN  1975 

KK-1-254D  (1) 

8330 

/GL 

27  Nov 

78 

Gl 

NU 

11 

ASTM  D2209-80 

83GP 

Gl 

28  Jun 

88 

GL 

NU 

99 

NOTICE  2 

MIL-L-3061B 

6810 

OS 

13  Jun 

69 

os 

Mll-l-82661  (1) 

6810 

OS 

01  Mor 

78 

os 

MIL-STD.783D 

HFAC 

11 

18  Dec 

84 

AV 

AS 

11 

AIR-STD-I0/47C 

ISOF 

06 

22  Nov 

85 

MIL-L-714G 

8440 

NU 

30  Nov 

88 

NU 

MIU.-49147A  (2) 

5855 

CR 

03  Mor 

87 

CR 

NOTICE  1 

Mtl-l-49368 

5855 

CR 

28  Apr 

85 

CR 

NOTICE  1 

MIL-L-5630C 

6210 

82 

10  Nov 

84 

AS 

99 

MIL-L-49I56A  (1) 

5855 

CR 

28  Apr 

86 

CR 

11 

NOTICE  1 

MIL-1-49157A  (1) 

5855 

CR 

28  Apr 

86 

CR 

11 

NOTICE  1 

Mll-l-49366 

5855 

C5 

28  Apr 

86 

CR 

NOTICE  1 

MIL-L-49148A  (1) 

5855 

CR 

28  Apr 

86 

CR 

NOTICE  1 

MIL-l-49367 

5855 

CR 

28  Apr 

86 

C.R 

NOTICE  1 

Mill-363040 

6540 

DM 

29  Jul 

77 

MD 

MS 

03 

MII-1-2574B 

6515 

DM 

18  Jun 

75 

MD  MS 

03 

MII-1-H931C 

6760 

CR 

02  Sep 

83 

CR 

99 

MS-35420A 

6220 

AT 

22  Aug 

62 

AT 

MC 

MS-35421 A 

6220 

AT 

22  Aug 

62 

AT 

MC 

MIL-1-10114A 

4240 

EA 

27  Jun 

58 

EA 

Mll-l-37126 

6515 

DM 

01  May 

75 

MD 

MS 

03 

A-A-1813 

4240 

•EA 

15  Apr 

81 

EA 

99 

MIL-l-43520  (1) 

6760 

70 

14  Nov 

84 

ER 

AS 

99 

A-A-53571 

6540 

/MB 

22  Jul 

88 

MD  MS 

03 

DM 

MIL-L-36460A 

6540 

DM 

12  Dec 

73 

MD  MS 

03 

A-A-51707 

6540 

MB 

08  Od 

86 

MD  MS 

03 

A-A-53088 

6540 

MB 

31  Jul 

87 

MD  MS 

03 

MIL-1-50064C 

4240 

EA 

30  Sep 

64 

EA 

99 

MS-25391 

6210 

AS 

07  May 

59 

AS 

99 

MII-1-0050064F  (2) 

4240 

EA 

11  Aug 

86 

EA 

ANSI  PH3.20-75 

6760 

11 

03  May 

85 

ER 

AS 

11 

ANSI  PH3.601-81 

6760 

11 

03  May 

85 

ER 

AS 

11 

.  MS-17140A 

6210 

SH 

11  Nov 

76 

SH 

ANSI  PH3.607-8) 

6760 

11 

03  May 

85 

ER 

AS 

11 

ANSI  PH3.29-79 

6760 

11 

03  May 

85 

ER 

AS 

11 

ANSI  PH3.63-74 

6760 

H 

03  May 

85 

ER 

AS 

11 

ANSI  PH3.35-77 

6760 

11 

03  May 

85 

ER 

AS 

11 

ANSI  Z80.I-79 

6540 

MB 

05  Nov 

84 

MD 

MS 

03 

DM 

A-A-53109 

6525 

MB 

31  Aug 

87 

MD 

MS 

03 

ANSI  YIO.5-68 

DRPR 

AR 

15  Apr 

68 

AR 

SH 

11 

GG-1-256E  (1) 

6675 

/ME 

16  Dec 

82 

ME 

99 

HHH-V-1867/3A 

8915 

•GL 

10  Jan 

75 

Gl 

SA 

50 

A-A-51048 

6505 

/MB 

04  Od 

85 

MD  MS 

03 

Mll-L-37585 

6505 

DM 

14  Sep 

77 

A\D 

MS 

03 

.  MIL-STD-1390C 

MISC 

AS 

08  Jul 

88 

AS 

A-A-52002 

6675 

ME 

29  Apr 

87 

ME 

.  MII-1-52046A  (1) 

5210 

ME 

29  Mor 

88 

ME 

GG-1-260E 

6675 

/ME 

23  Dec 

88 

ME 

YD 

GG-L-26ID 

6675 

/ME 

19  Jun 

84 

ME 

YD 

99 

A-A-2278 

5440 

t 

19  Jun 

85 

GGG-1-211D 

5210 

% 

27  Aug 

87 

428 


ALPHABETICAL  LISTING 


TITLE 

Levels,  Surveying,  Self  Leveling  &  Tilting  . . . . . . . . . . . . 

Lever,  Balk  Depressing,  Claw-bar  Type. . . . . . . . . 

Levobunolol  Hydrochloride  Ophtholmic  Solution................ . . . . . 

Levodopa  Capsules,  U.s.p . . . . . . . . . 

Levodopa  Tablets,  Usp . . . . . . . . . . 

Levonorgestrel  &  Ethinyl  Estradiol  Tablets,  Usp,  Triphasic,  845  . . . . . . 

Levothyroxine  Sodium  Tablets,  Usp  . . . . . . . . 

Levothyroxine  Sodium  For  Injection,  lyophilized . . . . . 

lid,  Anaerobic  Culfureapparatus..,.. . . . . . . . . . 

Lid,  Reetosure,  Plastic........ . . . . . . . . . . . 

lidding  Sheet,  Unit  Dose  . . . . . . . . . . . 

Lidocolne  Hydrochloride  Topical  Solution,  USP  . . . . 

lidocaine  Hydrochloride  Solution,  Viscous,  2  Percent,  100  Cc  . . . . 

Lidocaine  Hydrochloride  Injection,  USP . . . . . . . . . . . . 

Lidocaine  Hydrochloride  Injection,  Modified . . . . . . . 

Lidocaine  Ointment,  Usp  . . . . . . . . . 

life  Cycle  Cost  Model  For  Defense  Materiel  Systems  Data  Collection  Workbook  .... 

Life  Cycle  Cost  In  NAVY  Acquisitions.,. . . . . . 

life  Cycle  Cost  Model  For  Defense  Materiel  Systems  Operating  Instructions. . . . 

life  Preserver  Inflating  Assembly  FLU-1  A/P  . . . . . . . . 

Life  Preserver  Inflating  Assembly,  MAO . . . . . 

Life  Preserver  Support  Package  For  Life  Preserver,  Mk  4...................... . 

Life  Preserver,  Vest,  Adult  Or  Child  (35  Pound  Buoyancy) . . . . . 

Life  Preserver,  Inflatable,  Utility,  Type  LPPOA  . . . . 

Life  Preserver,  C02  Inflatable,  Underwater  Demolition  Team . . . . . . 

Life  Preserver,  Inflatable,  Cemented,  Aircrewmen  (With  Aromid  Casing),  Type 
LPU-21B/P 

Life  Preserver,  Underarm,  Casualty,  Type  MB-1  . . . . . 

Life  Preserver,  Inflatable,  Cemented,  Aircrewmon  (With  Aromid  Costing),  Type 
LPU-23B/P 

Life  Preserver,  Yoke  Type  (Fibrous  Gloss)  With  Replacement  Type  Cover . . . 

Life  Preserver,  Yoke,  Oral  Inflation,  Trapped  Air  Type,  Design  9008 . 

Life  Preserver,  Underarm,  Pneumotic . . . . . . . . . 

Life  Preserver,  Underarm,  Adult  LPU-5/P . . . . . . 

life  Preserver,  Yoke  Type,  Scuba  U.S.  Navy  Mark  3  (Use  Mil- 1-2461  1  For  Future 
Acquisition 

life  Preserver,  Vest  Type,  U.s.  Navy,  Mark  I . 

Life  Preserver,  Parachutist,  Type  8-7  . 

life  Preservers,  Packaging  Of. . 

Life  Preservers,  C02  Inflatable,  Pouch  Type  . . . . . 

Life  Preservers,  Vest,  Work  Type,  Unicellular  Plastic . 

Life  Preservers,  Vest, inherently  Buoyant . . . . . . . 

Life  Raft,  Inflatable,  One  Man,  Type  LRO  . . . . . . 

Life  Raft,  Inflotoble,  LRU- 14/A . 

Life  Rafts,  Inflotoble,  LRU-16/P  And  LRU-17/P . 

life  Rafts,  Inflatable,  Twenty  Man  . . . . . . . . . . 

life  Rafts,  Inflotoble  -4  And  7  Man  -  For  Aircraft  Use . . . . . . . 

LSfeboot,  Inflotoble,  Mark  6,  25-PERSON  Capacity . . . 

Lift,  Motor  Vehicle . . . . . . . . . . 

Lift,  Vehicle  Driveline  Components  (4,000  Pound  Capacity) . . . . 

lifter,  Votve  Spring,  Compressor,  Valve  Spring . . . . 

lifting,  launching.  And  Side  Carrying  Equipment  For  Pontoons  On  1179  Class  1st 
Vessels 

Ligature,  Umbilical  . . . . . . . . . . 

light  •  Navigational  And  Warning,  Aircroft . 

Light  And  Glassware  For  Navigation,  Signal,  And  Warning,  Navol  Shipboard  Use, 
General  Specification  For 

Light  Assemblies,  Electric  MX-129  ((/PAQ  &  MX-1292)  (/PAQ)) . 

Light  Assembly  &  Passing  (Supersedes  Usof  Dwg  43B 12276) . . . . . . 

Light  Assembly  &  Fixed  Landing  (PAR&46  Bulb,  Flat)  . . . . . 

Light  Assembly  &  Exterior,  Edge  Mounting........ . . . . 

Light  Assembly  &  Exterior,  Surface  Mounting . . . . . . 

Light  Assembly  &  Fixed  Landing  (PAR&64  Bulb,  Flat)  . . . . . . . . . 

Light  Assembly  &  Orculpr  Formation  . . . . . . . . . . . . 

Light  Assembly  *  Wing  Position  Recessed  (Inactive  1-3-67)  . . . . . 

Light  Assembly  *  Open  Cabin  Doo*  (Inactive  1-3-67)  . . . . . . . . 

tight  Assembly  -  Ultraviolet  Fluorescent  Cockpit..... . . . . . . . 

Light  Assembly,  Upward  Recognition  . . 

Light  Assembly,  Wing  Position,  Wing  Tip.  . . . . . . . 

Light  Assembly,  Marker  . . . . . . 

Light  Assembly,  Berth  (Inactive  1-3-67)  . . . 

light  Assembly,  Press  To  Test  Indicator  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-l-52918  (1) 

6675 

ME 

05  Jan 

81 

ME  YD 

99 

L 

MIL-L-11647D 

5420 

ME 

31  Aug 

72 

ME 

A-A-0053151 

6505 

* 

19  Aug 

87 

MD  MS 

03 

MIL-L-37343A 

6505 

DM 

17  Sep 

76 

MD  MS 

03 

MIL-L-37310A 

6505 

DM 

07  Sep 

76 

MD  MS 

03 

A-A-0051949 

6505 

MB 

09  Apr 

87 

MD  MS 

03 

l 

MIL-l-37831 

6505 

DM 

26  Sep 

77 

DM 

A-A-0053612 

6505 

MB 

29  Aug 

88 

MD  MS 

03 

A-A-53514 

6640 

/MB 

01  Jun 

88 

MD  MS 

03 

MIL-L-43762A 

8110 

Gl 

09  Dec 

77 

Gl  SA 

69 

A-A-53323 

6530 

MB 

26  Feb 

88 

MD  MS 

03 

A-A-0051713 

6505 

/MB 

22  Oct 

86 

MD  MS 

03 

MlL-L-37166 

6505 

DM 

05  Dec 

74 

MD  MS 

03 

A-A-51436 

6505 

MB 

25  Mar 

87 

MD  MS 

03 

MIL-L-37635 

6505 

DM 

28  Aug 

78 

MD  MS 

03 

MIL-L-36387A 

6505 

DM 

14  Sep 

77 

MD  MS 

03 

l 

MIL-HDBK  276/1 

MISC 

MC 

03  Feb 

84 

MC 

■HDBK  259 

MISC 

AS 

01  Apr 

83 

AS 

l 

MIL-HDBK  276/2 

MISC 

MC 

03  Feb 

84 

MC 

l 

MIL-L-27639C  (2) 

4220 

82 

18  Sep 

70 

99 

L 

MIL-L-25370D 

4220 

82 

04  Oct 

66 

99 

L 

MIL-L-24611 

4220 

SH 

18  Moy 

82 

SH 

A-A-50652 

4220 

/34 

04  Mar 

81 

99 

Q  l 

MIL-L-81787B 

4220 

AS 

09  Jun 

83 

AS 

Q  l 

MIL-L-16383G  (2) 

4220 

SH 

04  Dec 

64 

SH 

Q  L 

MIL-L-81561D 

4220 

AS 

26  Mar 

84 

AS 

Q  L 

MIL-L-25798D 

4220 

82 

18  Mar 

84 

99 

C  l 

MIL-L-85347A 

4220 

AS 

18  Oec 

86 

AS 

M1L-L-850D  (1) 

4220 

SH 

08  Sep 

64 

ME  SH 

L 

MIL-L-52413A 

4220 

ME 

12  Aug 

68 

ME 

L 

MIL-L-38484  (5) 

4220 

82 

09  Feb 

77 

99 

QL 

MIL-L-38200B  (2) 

4220 

82 

19  Jul 

78 

99 

Q  L 

MIL-L-24047A 

4220 

SH 

25  Nov 

74 

SH 

QL 

MIL-L-24247B 

4220 

SH 

22  Oct 

86 

SH 

L 

MIL-L-52052D 

4220 

ME 

09  Sep 

80 

ME 

MIL-L-3454F 

PACK 

SH 

19  Aug 

87 

SM  SH 

99 

Q  L 

MIL-L-15581K 

4220 

SH 

24  Oct 

86 

SH 

MIL-l-176538  (4) 

4220 

SH 

01  Moy 

87 

ME  SH 

MIL-L-18045F  (1) 

4220 

SH 

30  Mar 

88 

MO  SH 

99 

QL 

MIL-L-81542A  (3) 

4220 

AS 

15  Aug 

81 

AS 

QL 

MIL-L-18494D 

4220 

AS 

18  Dec 

86 

AS 

l 

MIL-L-83491A 

4220 

82 

10  Jan 

78 

99 

MIL-L-9131H 

4220 

AS 

07  Jan 

83 

ME  AS 

99 

Q 

MIL-L-5567F  (2) 

4220 

AS 

07  Nov 

86 

ME  AS 

99 

Q  L 

MIL-L-24489B  (1) 

1940 

SH 

20  Aug 

86 

SH 

OOL-360D 

4910 

/Al 

20  Sep 

85 

Al 

99 

MIL-L-45047E 

4910 

Al 

29  Nov 

85 

Al  YD 

99 

GGG-L-350  (3) 

5)20 

t 

20  Feb 

65 

L 

MILL-28654C 

4010 

YD 

30  Sep 

88 

YD 

MIL-L-2668D  (1) 

6515 

DM 

29  Feb 

72 

MD  MS 

03 

MS-25219F 

6220 

82 

09  Feb 

84 

AV  AS 

99 

L 

MIL-l-24560 
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ALPHABETICAL  LISTING 


TITLE 

Light  Assembly,  Top  And  8ol!om  Futeloge  (Two  Lamps) . . . . 

Light  Assembly,  Marker,  Aircraft  Obstrucillon  . . . . . . 

Light  Assembly,  Cobin  Dome  . . . . . . . . 

Light  Assembly,  Taxi  (PAR -46  Bulb)  . . . . . . . . 

Light  Assembly,  Anchor  . . . . . . . . 

light  Assembly,  Taxi  (Par  36  Bulb  . . . . . . . . . 

Light  Assembly,  Taxi  (Par  46  Bulb),,....,.,.,.,.,,,... . . . . . . . . . 

Light  Assembly,  Cockpit,  Fixed . . . . . . . . . . 

Light  Assembly,  Cobin  Dome  . . . . . . . . . . . . . 

Light  Circuit  Assembly  LD546991  (For  Guidance  Control  Test  Set  Mk  443  Mod  0 
And  Mod  1) 

light  Dome,  24  Volt  DC... . . . . . . . . . 

light  Emitting  Diode  Array..... . . . . . 

Light  Fixed  And  Rotary-wing  Aircraft  Crash  Resistance  . . . . . . 

Light  Hoods,  Airport  And  Heliport  Marker....... . . . . . . 

light  Indicator,  Subminiature  Relampable . . . . . 

Light  Set,  Dental  Operating,  Field  . . . . . . . . . 

Light  Set,  General  Illumination  (Emergency  Or  Auxiliary)  . . . . . . 

Light  Set,  Surgical,  Overhead,  Electric  Shadow  Reducing,  Demountable  (Navol 
Shipboard  Use) 

Light  Set, -tent,  Extendable,  Modular,  Personnel  (Temper)  . . ....... 

Light  Susceptibility,  Ambient  *  Nov  83... . . . . . . . 

Light  System,  Rotary  Wing  Aircraft,  Anti  Collision,  Strobe,  Dual  (Red  &  White) 
Mode,  Fuselage  Mounted 

light  System,  Supersonic  &  Small  Subsonic  Aircraft,  Anti  Colltston,  Strobe,  Red  & 
White  Mode,  Wing,  Fuselage,  Verticol  Stobilizer  Mounted 

Light  Systems,  Aircraft,  Anti  Collision,  Strobe,  General  Specification  For  . . 

Light  Systems,  large  Sub-sonic  A/c,  Anti-collision,  Strobe,  Dual  (tied  And  White) 
Mode,  Fuselace  And  Tail  Mount 

Light  Systems,  Subsonic  Aircraft,  Anti  Collision,  Strobe,  Fuselage  Mounted  Red 
Source  &  Wing  Tip  Mounted  White  Source 

light,  Landing,  Aircraft,  Retractable . . . . . . . . 

light,  Aiming  Post  . . . . . . . . . . 

light,  Aiming,  Infrared  AN/PAQ-4 . . . . . . . . 

light.  Aircraft  Warning,  Red,  120  Volts,  90  Watts,  Six  lamps,  Symbol  160.1. . 

light.  Aircraft,  Anti-collision,  Tandem  Oscellating  (Asg) . . . . . 

Light,  Aircraft,  General  Specification  For.,,,. . . . . . . . . . 

light,  Airport  Troffic. . . . . . . . . . 

Light,  Angle  Of  Approach,  Type  AA*1 . . . . . . . . 

light,  Approach  (Hull  Contour),  Blue,  120  Volts,  25  Watts,  One  Lamp,  Symbol 
164.3 

Light,  Approach,  Carrier  Aircraft,  Tricolor  Filter  Type  . . . . . . 

Light,  Approach,  28V . . . . . . . . 

Light,  Beacon  LNU-l/W . . . . . . . . . . . . . . . 

Light,  Beacon,  Antlcollislon,  Aircraft  General  Specification  For  . . . . 

Light,  Beacon,  Anti-collision  Aircraft....... . . . . . . 

Light,  Beocon,  Anti- Collision,  Aircraft . . . . . . . . . 

LIght/  Beocon,  Rotating,  24  Inch . . . . . . . . . . . 

Light,  Bed.  Flexible  Arm,  Heavy  Duty . . . . . . 

light.  Bed,  Hospital  . . . . . . . . . . 

Light,  Bed,  Hospital  . . . . . . . . . . . . . . . 

Light,  Cabin  Dome,  Aircrofl . . . . . . . . . . . . 

Light,  Cockpit  Utility,  Aircraft  General  Specification  For . . . . . . 

Light,  Cockpit,  Aircraft,  Instrument,  Post  Type,  Universal . . . . . 

Light,  Cockpit,  Utility- . . . . . . . . . . . . . . 

Light,  Color  Perception  Testing . . . . . . . . 

Light,  Composite,  Vehicular  . . . . . . 

Light,  Composite,  Vehiculor&blockout  Driving,  Blackout  Marker,  Service, 
1NFARED&24  Volt 

Light,  Dental,  Operating . . . . . . . . . . . . . 

Light,  Desk  (Fluorescent  Pedestal)  . . . „ . . . . . . . . 

Light,  Desk,  Aircraft . . . . . . . . . . . . . 

Light,  Desk,  Aircraft . . . . . . . . . . . . . 

light,  Desk,  Fluorescent,  Pedestal.. . . . . . . 

light,  Desk,  Incandescent,  Flexible  Column . . . . . . . 

Light,  Desk,  Incandescent,  Flexible  Column  . . „„ . . . . . 

light.  Desk,  Ward  . . . . . . . . . 

light.  Desk,  Ward . . . . . . . . . . . . 

Light,  Diagnostic  Examination . . 

Light,  Diagnostic-examination..... . .......... . ...................... . . 

light.  Dome,  Cobin-fed  And  White  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AN3177 

6220 

AS 

20  Dec 

56 

AV 

AS 

11 

REV  6 

MIU-7B30D 

6210 

82 

15  Sep 

83 

ME 

AS 

99 

AN3037 

REV  6 

6220 

AS 

28  Apr 

72 

AV 

AS 

11 

L 

MS-25203A 

6220 

AS 

06  Jan 

72 

AS 

AN3088 

REV  5 

6220 

AS 

31  Dec 

87 

AS 

11 

l 

MS-27432A 

6220 

82 

23  Mar 

83 

99 

l 

MS-24474C 

6220 

82 

04  Oct 

84 

99 

MS-25027E 

6220 

AS 

01  Nov 

87 

AV 

AS 

99 

L 

MS-90463 

6220 

AS 

17  Jul 

68 

AS 

L 

Mll-L-82565  (2) 

4921 

OS 

31  Oct 

72 

OS 

L 

MS-S1073A 

6220 

AT 

25  Aug 

82 

AT 

L 

MIL-L-49169A  (1) 
NOTICE  1 

5855 

CR 

03  Mar 

87 

CR 

L 

MIL-STD-1290A 

15GP 

AV 

26  Sep 

88 

’  AV 

L 

M1L-L-52008C 

NOTICE  1 

6210 

ME 

14  Oct 

71 

ME 

L 

MS-90308B 

6210 

AS 

17  Aug 

73 

AS 

MIL-l-42048/1 

6520 

MB 

09  Nov 

87 

MD 

MS 

03 

W-1-305D 

INT  AMD  1 

6230 

» 

12  May 

76 

L 

MIL-L-2034C 

6520 

SH 

23  Jan 

75 

SH 

MIL-L-44259A  (2) 

6230 

Gl 

03  Nov 

88 

GL 

99 

EIA  RS455-22-83 

60GP 

15  Jul 

85 

CR 

AS 

85 

MIL-L-853I4/1A 

6220 

AS 

30  Jun 

83 

AV 

AS 

11 

MIL-L-85314/2A 

6220 

AS 

30  Jun 

83 

AV 

AS 

11 

MIL-L-85314A  (1) 

6220 

AS 

15  Nov 

84 

AV 

AS 

11 

MIL-l-85314/5 

6220 

11 

20  Aug 

86 

11 

MII-L-85314/4A 

6220 

AS 

30  Jun 

83 

AV 

AS 

11 

NQ 

Mll-L-81174  (1) 

6220 

AS 

09  Mar 

84 

AV 

AS 

99 

L 

M1W-10469B  (4) 

1290 

AR 

30  Mar 

70 

AR 

L 

Mll-l-49434 

NOTICE  1 

5855 

CR 

03  May 

82 

CR 

L 

MIL-1-24560/1A 

6220 

SH 

18  Nov 

81 

SH 

MS-21972B 

6220 

AS 

06  Aug 

65 

AS 

99 

Q 

MIL-L-6723C 

SUPPl  1 

6220 

AS 

01  Nov 

87 

AV 

AS 

11 

L 

MIL-1-25971B  (1) 

6210 

82 

27  Jan 

84 

99 

L 

Mil-1- 1989 18 

6210 

AS 

15  Feb 

63 

AS 

L 

MIU-24560/3A 

6220 

SH 

18  Nov 

81 

SH 

L 

MS-25200 

6210 

AS 

14  Apr 

58 

AS 

L 

MS-25318B 

6210 

AS 

28  May 

64 

AS 

L 

MIL-L-81742A 

2050 

AS 

14  Jul 

73 

AS 

Q 

MIL-L-21652A  (1) 
NOTICE  2  (AS) 

6220 

AS 

01  Jul 

83 

AV 

AS 

99 

MS-25277D 

6220 

AS 

13  Mar 

87 

AS 

99 

L 

M1L-L-58085A  (1) 
NOTICE  1 

6220 

AV 

30  Aug 

88 

AV 

MIL-1-7158E 

6210 

82 

15  Sep 

69 

AS 

99 

l 

MIL-L-28583C 

6230 

YD 

05  Sep 

86 

YD 

A-A-51314 

6230 

/MB 

26  Dec 

85 

MD 

MS 

03 

Mll-l-37502 

6230 

DM 

18  Aug  - 

77 

MD 

MS 

03 

MS-28916 

6220 

AS 

27  Jul 

64 

AS 

99 

Q 

MIL-L-6484C  (3) 

6220 

82 

02  Apr 

84 

AV 

AS 

99 

MS-28799B 

6220 

AS 

28  Feb 

79 

ME 

AS 

99 

MS-17245E 

6220 

82 

07  Nov 

83 

AV 

AS 

99 

GG-l-340 

6515 

t 

15JuI 

60 

L 

MIL-L-14465C 

6220 

AT 

09  Nov 

88 

AT 

L 

MS-53022A 

6220 

AT 

22  Aug 

68 

AT 

MIL-L-42006 

6520 

/MB 

04  Aug 

86 

MD 

MS 

03 

W-1-00310B  (4) 

6230 

t 

04  Nov 

77 

MIL-1-7768B  (1) 

6230 

AS 

27  Sep 

82 

AS 

99 

L 

MIL-l-7768/1 

6230 

AS 

23  Mar 

73 

AS 

W-1-310A  (2) 

6230 

t 

23  Jun 

64 

W-L-311A  (2) 

INT  AMD  (3) 

6230 

t 

23  Jun 

64 

W-L-00311B  (2) 

6230 

t 

13  Nov 

73 

MIL-l-37560 

6230 

DM 

07  Aug 

78 

MD 

MS 

03 

A-A-508” 

6230 

/MB 

13  Aug 

81 

MD  MS 

03 

M't-l-37216 

6530 

DM 

02  Dec 

75 

MD  MS 

03 

A-A-50893A 

6530 

MB 

16  Sep 

88 

MD 

MS 

03 

MS-25358C 

NOTICE  1 

6220 

AS 

31  Dec 

87 

ME 

AS 

99 

430 


ALPHABETICAL  LISTING 


TITLE 

Light,  Dome,  Vehicular,  24  Volt  Direct  Current. . . . . . . . . . . 

Light,  Emergency  Exit,  Aircraft  LEU&l-A  . . . . . . 

Light,  Extension,  Electrical  . . . . . . . . . . . 

Light,  Floor.. . . . . . . . 

light.  Floor  And  Desk  Fluorescent,  Swinging-arm . . . . . . 

Light,  Fluorescent,  Magnifying,  Adjustable  Arm . . . . . 

Light,  Glide  Angle,  Airport  Approach. . . . . . 

Light,  Head,  Diagnostic,  Lempert  Storz  . . . . . . . . . . 

Light,  Heod,  Surgical  . . . . . . . . . 

Light,  Household  Dresser,  Type  Viii  . . . . . . 

Light,  Household,  Dressing  Table,  Type  lx  . . . . 

light,  Household,  Large  Floor,  Type  Xiii . . . . . . . . . 

light,  Household,  Large  Table,  Type  Xv  . . . . . . 

light.  Household,  Tall  Table,  Type  Xv!  . . . . . . 

Light,  Household,  Extra  Tall  Table,  Type  Xvii . . . . . . . . 

Light,  Household,  Junior  Floor,  Type  Xviii  . . . . . . . . 

Light,  Household,  Swing  Arm  Floor,  Type  Xix  . . . 

Light,  Household,  Small  Table,  (Study)  Type  Xx.... . . . . . 

Light,  Household,  Small  Table,  Swing  Arm  (Study),  Type  Xxi  . . . 

Light,  Ignition  Timing,  Magneto  . . . . . 

Light,  Ignition,  Timing,  Power,.... . . . . . . . . . 

Light,  Illuminating  And  Ultraviolet . . . . . 

Light,  Indicator,  Press  To  Test  . . . . . . . . . 

Light,  Indicator,  Press  To  Test,  Smalt . . . . . . . 

Light,  Indicator . . . . . . . . . . . 

Light,  Inspection,  Fuel  Cell . . . . . . . . 

Light,  Instrument,  Fire  Control  Equipment,.... . . . . . . 

Light,  Instrument,  Post  Type  (Inactive  After  28  June  1968)  . . . . . 

Light,  Instrument,  Individual,  General  Specification  For . . . . . . . . 

Light,  Landing,  Alrcroft,  Retractable  (Par  64  28  Or  120  Volt  lomp) . . 

light,  Landing,  Aircraft,  Controllokle  . . . . . . . . . 

Light,  landing,  Aircraft,  Retractable  (Par  46  Lamp) . . . . . . . . . 

Light,  Landing,  Alrcroft,  Retractable . . . . . . . . . . 

Light,  Lens,  Cylindrical,  Class  2,  Clear  . . . . . . . . . . . 

Light,  Lens,  Disk  Shaped,  Class  2,  Clear . . . . . . . 

Light,  lens,  Fresnel,  Globe,  Class  3,  Transparent  (Clear,  Clear  Masked,  Red,  Green, 
Blue  And  Yellow) 

light,  tens,  Fresnel,  Class  1,  Clear,  Red,  And  Green . . . . 

Light,  Lens,  Globe,  Class  2,  Masked,  Blue . . . 

light.  Lens,  Roundel,  Class  2,  Transparent  (Red,  Green,  And  Yellow)  . 

light,  Marker  -  Service  Pork,  Service  Signal  And  Blackout  Marker,  24  Volt  (Inactive 
Use  Ms  52126) 

light.  Marker  Distress . . . . . . . . . . . 

light,  Morker,  Aircraft  Obstruction  . . . . . . . . . 

light,  Morker,  Airport,  Semifiush,  Base  Mounted,  Bidirectional  &  Unidircctionol . 

Light,  Morker,  Airport,  Semiflush,  General  Specification  For . . . 

Light,  Marker,  Airport  Toxiwoy(asg)  (Supersedes  Ms  24514)USAF(  . . . 

Light,  Morker,  Airport  Approach,  High  Intensity,  Type  MB*1 . . . 

Light,  Morker,  Airport  Approach,  High  Intensity,  Type  MB-2 . . 

light.  Marker,  Blinking  . . . . . . . . . . . . . . . 

Light,  Morker,  Cleoronce  (Service  And  Blackout. . . . . . . . 

light,  Morker,  Clearonce&service . . . . . . . 

Light,  Morker,  Clcorancc’btack  (Inactive-use  Ms  52126).... . . . . . . 

Light,  Marker,  Cleoronce>blackout,  24  Volt.... . . . . . . . . . . . . 

Light,  Marker,  Distress  And  Night  Replenishment . . . . . . . . . 

light.  Marker,  Distress,  Aircrew  . . . . . . . . . . . . 

Light,  Marker,  Distress,  Buoyant,  Droppable  . . . . . . . . 

light,  Morker,  Ground  Obstruction  . . . . . . . 

Light,  Morker,  Ground  Obstruction,  Emergency,  Roadway  And  Airfield . 

light.  Marker,  Portable,  Emergency,  Airfield,  Battery  Operated,  General 
Specification  For 

Light,  Marker,  Runway  Circling  (Asg),........ . . . . . . . ....... 

light,  Morkrr,  Distress,  Floating,  Flashing,  Automatic......... . . . 

light.  Navigational,  Beacon,  Obstacle  Or  Code,  Type  G*1  . . . . 

light.  Navigation,  Traffic  Control  (Aircraft  Carriers),  120  Volts,  90  Watts,  Six 
lamps.  Red  And  Green,  Symbol  221 

light.  Navigational  Side  Spt,  Contour,  For  Cfoss  2  And  3  Boots  . . . . 

Ugh!,  Navigation,  120  Volts,  50  Walts,  One  lamp.  Symbols  114.1,  115.1,  116.1, 
117.1  And  118.1 

light.  Navigation,  Red  And  Clear  Symbol  193.1,  Red  And  Green  Symbol  194,  120 
Volts,  180  Watts,  Nine  lamps 

light.  Navigation,  Traffic  light  (lot  S),  120  Volts,  90  Watts,  Six  lamps.  Red, 
Yellow,  Green,  Symbol  222 

light.  Navigation,  Anchor  And  Boom,  Clear,  120  Volts,  50  Watts,  One  Lamp, 
Symbol  161.4 
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TITLE 


tight,  Navigation,  Portable  Towing,  Clear,  120  Volts,  50  Watts,  One  lamp.  Symbol 
206.2 

light.  Navigation,  Identification  (Submarine),  Yellow,  120  Volts,  500  Watts,  One 
lamp.  Symbol  233.1 

light,  Navigation,  Submarine,  Clear,  Clear  (Masked),  Red  And  Green,  120  Volts,  50 
Watts,  One  lamp,  Symbols  174.4,  174.5,  188.3,  And  189.3 
light.  Navigation,  Stern,  Clear,  Blue  And  Yellow,  120  Volts,  50  Watts,  One  tamp. 
Symbols  196.3,  196.4,  And  197.2 

tight.  Navigation,  Side,  Red  And  Green,  120  Volts,  50  Watts,  One  lamp.  Symbols 
182.2  And  183.2 

light.  Navigation,  Masthead,  Clear,  120  Volts,  50  Watts,  One  lamp,  Symbol  172.2 

light.  Panel  -  Plastic  Plate  Lighting... . . . . . . . . . 

light,  Panel  Information  Plate,  Plate  Supporting  Type  (Inactive  6-1-68).. . . . . 

light,  Panel,  Plastic  Plate  lighting  . . . . . . . . . 

Light,  Polarity  •  150  Watt  Symbol  215  . . . . . . . . . 

light,  Power  Tool . . . . . . . . . . . . 

light,  Rotating  Beacon,  24  Inch,  Duplex..... . . . . . . 

light,  Runway  Marker,  Elevated,  Type  C-) . . . . . . . . 

light.  Runway  Marker,  Elevated,  Type  M-l  . . . . . . . . . 

light,  Signal  (Signal  lamp  Equipment  SE-11) . . . . . . . . . . 

light.  Signal,  Clear,  120  Volts,  45  Watts,  Three  tamps,  Symbol  192.1  . . . . . 

light,  Signal,  Hand  Held,  Aircraft,  Type  MA&l . . . . . . . . . 

light.  Signal,  Hand  Held,  4*1/2  Inch  . . . . . . . . . . . . . . 

light,  Signal,  Multipurpose,  Kit,  Nonmagnetic,  Symbol  106.1  . . . 

light,  Signal,  Red,  120  Volts,  90  Watts,  Six  lamps.  Symbol  190.1 . . . ..... 

Light,  Signal,  Surveying,  Self  Illuminated,  With  Carrying  Cose,  For  Use  With  Range 
Pole 

Light,  Signol,  Surveying,  2  Inch  &  5  Inch  Reflectors,  Battery  Powered,  With  Cases  .... 

Light,  Station  Keeping  Starboard-port-full  Aft . . . . . . . . . 

Light,  Station  Marking  Box,  Sp  Sym.  No.  285  For  Night  Replenishment  Operations.. 

Light,  Steering  W.t,  Symbol  195.1  For  Jock  Staffs  . . . . . . . 

light,  Surgical,  Ceiling . . . . . . . . . . . . 

Light,  Surgical,  Ceiling . . . . . . . . . . 

light,  Surgical,  Field . . . . . . . . . . . . . . 

Light,  Surgical,  Bracket,  Porlab!c,battcry  Operated  . . . . . . . 

Light,  Surgical,  Stand,. . . . . . . . . . . . . . . 

Light,  Traffic,  Aircraft,  Type  6*2 . . . . . . . . . . . 

Light,  Ultra  Violet,  Fluorescent,  Potable . . . . . . . . . . 

Light,  Ultroviolct,  Metals  Examining . . . . . . . . . . 

Light,  Woke,  White,  120  Volts,  50  Watts,  One  lamp.  Symbol  200.2  . . . . 

light.  Warning,  Vehicular,  Red,  Flashing  . . . . . . . . . . 

Light,  Warning,  Vehicular,  Rotating,  D.  C . . . . . . . 

Light,  Warning,  Vehicular,  Rotating  Unit,  14  And  28  Volt  Dc  . . 

Light,  Yardarm  Blinker,  Clear,  120  Volts,  180  Walts,  Twelve  Lamps,  Symbol  191.2.... 
Lighting  &  Power  Equipment  -  Sixth  Edition  -16  Mar  84  (Chg  Notice  4  Did  21  Nov 
85) 

Lighting  Equipment,  Aircraft  Instrument  Panel,  General  Specification  For  Installation 
Of  (Asg) 

Lighting  Equipment,  Aircraft,  General  Specification  For  Installation  Cf . . 

Lighting  Equipment,  Exterior,  Aircraft  (General  Requirements  For). . . . . . 

lighting  Fixtures,  Electric,  For  Use  In  Hazardows  (Classified)  Locations  -  Ninth 
Edition  29  Nov  84 

lighting  Fixtures,  Electric,  For  Use  In  Hazardous  (Classified)  locations.  Standard  For 
-  Ninth  Edition  «  29  Nov  84 

Lighting  Of  Airfield  Obstructions . . . . . . . . . . . . . 

Lighting  Of  Instrument  @  Non-  Instructment  Runways  •  Chg  1  Did.  14  Aug  86  ( 

Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash 
DC  20330*5058 

Lighting  On  Naval  Ships  (Metric) . . . . . . . . . . 

lighting  Protection  . . . . . . . . . . . 

Lighting,  Aircraft  Interior,  Installation  Of . . . . . . . . . . . . 

Lighting,  Aircraft,  Interior,  Night  Vision  Imaging  System  (NVIS)  Compatible.............. 

Lighting,  Emergency  Egress,  Sub-assembly  . . . . 

Lighting,  Instrument,  Integral,  White,  General  Specification  For, . . . . 

Lighting,  Integrol,  Red,  Aircraft  Instrument,  General  Specification  For . . . . 

Lightning  Protection  Of  Aerospace  Vehicles  &  Hardware  (Request  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via  ASD/ENGS,  Wrighl*patterson  AFB  OH, 

45433*6503) 

Lightning  Qualification  Test  Techniques  For  Aerospace  Vehicles  And  Hardware.......... 

lightweight  Collapsible;  Liquid  Fuel  . . . . . . . . ..... 

lightweight  Doppler  Navigation  Equipment  For  Helicopters . . . . 

Lightweight  Sandwich  Constructed  Panel  (ASROC)  Launcher  MK  112 . . . . 

Ume  &  limestone  Products,  Samplng,  Inspection,  Pocking  &  Marking  Of  31  Mar 
78  (Rcapproved  1983) 

Lime  &  Limestone  1  (As  Usud  By  The  Industry)  -  25  Jul  71  . . . . . ...... 

Ume  And  limestone  Products,  Sampling,  Inspection,  Packing  And  Marking  Of  26 
SEPTEMBER  1986 

Ume,  Finishing  Hydrated  •  25  May  84 . . . 

Ume,  Hydrated  For  Masonry  Purposes  -  31  Aug  79  (Rcapproved  1984) 
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TITLE 

Lime,  Hydroulic  Hydroted,  For  Structural  Purposes  *  29  Mor  85...................... . . . 

Limestone  Building  Slone  -  2 7  July  1979 . . . . . . . 

limestone.  Pulverized . . . . . . . . . 

Limestone,  Quicklime  &  Hydroted  Lime,  Standard  Methods  Of  Chemical  Analysis  • 

25  Mor  83 

limit  For  Electrical  Insulation  Color  . . . . . . . . 

Limits  &  Methods  Of  Measurement  Of  Radio  Interference  Characteristics  Of  Vehicles 
&  Devices  (20-1000  Mhz)  *  Jun  77 

Lindane  Lotion,  Usp  . . . . . . . . . . . . . . . 

Lindane  Shampoo,  USP  . . . . . . . . . . . . . 

Line  Assemblies,  Radio  Frequency  Transmission  General  Specification  For . . 

Line  Assemblies,  Radio  Frequency  Transmission  1  5/8  Inch  Elbows  . . . . 

tine  Assemblies,  Radio  Frequency  Transmission  3-1/8  Inch  Elbows . . . . . 

Line  Assemblies,  Radio  Frequency  Transmission  1  5/8  Inch  Gas  Barrier . . . 

line  Assemblies,  Radio  Frequency  Trons  Ission  3  1/8  Inch  Gas  Barrier . . . . 

Line  Assemblies,  Radio  Frequency  Transmission  1-5/8  Inch  Straight  Sections  Flanged 
Line  Assemblies,  Radio  Frequency  Transmission  Reducer,  Flange  Type,  3-1/8  To 
1-5/8  Inch  50  Ohm 

Line  Assembly,  Radio  Frequency  Transmission  3*1/8  Inch  Straight  Sections,  Flanged- 
Line  Assembly,  Radio  Frequency  Transmission  1  5/8  Inch  Straight  Flexible  Sections, 
Flanged 

Line  Assembly,  Radio  Frequency  Transmission  3  1/8  Inch  Straight  Flexible  Sections, 
Flanged 

Line  Guide,  Lettering,  Adjustable  . . . . . . . . . . ..... 

Line  Guide,  Lettering,  Adjustable,  Plastic  . . . . . . . . 

line,  Extension  And  Spool  Assembly  For  Mine,  Apers,  M18A1E1  . . . . . . 

line,  Radio  Frequency  Transmission  (Coaxial,  Air  Dielectric) . . . 

Line,  Radio  Frequency  Transmission  (Coaxial,  Air  Dielectric)  50  OHMS  . . ......... 

Line,  Radio  Frequency  Transmission  (Coaxial,  Air  Dielectric)  75  OHMS  . . . 

tine.  Radio  Frequency  Transmission  (Cooxio),  Air  Dielectric)  50  OHMS  Type 
RG-382/U 

Line,  Shot,  Nylon,  For  Line  Throwing  Guns  . . . . 

line.  Tent . . . . . . . . . . . .... 

Linear  Accelerator  Pulsed  Radiation  Effects  Tests,  Dose  Measurement  For  Use  In  - 
29  Apr  77 

Linear  Shaped  Charge  Assembly.... . . . . . . . . . 

linear  Thermal  Expansion  Of  Regid  Solids  With  A  Vitreous  Silica  Dilatometer  • 

1979 

liner  (Titanium  Dioxide  And  Wax)  For  Use  In  Cartridges  . . . . . 

liner  Assembly  Outer,  For  Cartridge  106MM,  M346A1...... . . . 

liner  Assembly,  M6  . . . . . . . . . . . . 

Liner  Material,  Greaseproof . . . . . . . . . . . . . 

Liner  Material,  Polybutadiene  Bose........... . . . . . . . . . 

liner  Materials,  Polybutodicne  Bose . . . . . . . . . . . . 

Liner,  Anti-exposure,  Flying  Coveralls  CWU-23/P . . . . . . . ..... 

Liner,  Baking  Cup,  Paper . . . . . . . . . . . . . 

Liner,  Baking  Cup  (Paper)  . . . . . . . . . . .... 

liner.  Cose,  And  Sheet,  Overwrap,  Woter  Voporproof  Or  Waterproof,  Flexible . . 

liner.  Cose,  Rocket  Motor . . . . . . . . . . . . 

liner.  Cold  Wcother  Coot,  Mon  S . . . . . . . . . 

Liner,  Cold  Weather  Trousers,  Field . . . . . . . 

Liner,  Combat  Vehicle  Crewmen’s  Coverall . . . . . . . . . . . 

Liner,  Cup-f or  Warhead,  2.75  Inch  Rocket,  M151  And  XM229  . . . 

Liner,  Extreme  Cold  Weather.  Parka  . . . . . . .... 

Liner,  Field  Pack . . . . . . . . . . . . . . . . . 

Liner,  Fireman, s  Trousers,  Quilted.. . . . . . . . . . . . .......... 

Liner,  Fireman's  Coot, quilted  . . . . . . . . . . . . . . . 

Liner,  Flask,  Dentol  Casting  Machine  (Non-WATER  Absorbing) . . . . . . . . 

liner.  Flask,  Dentol  Casting  Machine  (Aluminum  Silicate,  Water  Absorbing) . ...... 

liner.  Flyer  S,  Jacket  And  Liner,  Flyer  S,  Trousers,  CWU-9/P  . . , . 

liner.  Flyers  Anti-exposure  Coverall,  CWU-72/P  . . . . . . . . . . 

Liner,  Food  Inspector  S  Smock . . . . . . . . . ........... 

Liner,  For  Cose,  Cartridge,  57MM,  M30A181  . . . . . . . . 

Liner,  For  Deep  Covity  Loaded  Projectile  . . . . . . . . . . 

Liner,  Ground  Troop.  S  -  Parachutist  S  Helmet . . . . . ...... 

Liner,  Laundry  Bosket  Frame......................... . . . . . . . 

liner.  Night  Camouflage  Parka  Desert . . . . . . . . . . . . . 

Liner,  Plastic,  Waste  Receptacle . . . . . . ........ 

Liner,  Poncho  . . . . . . . . . . . . . . 

liner.  Shirt,  Chemical  Protective...,.,,......,....,.,.., . . . . . . . . 

liner.  Snow  Camouflage  Trousers,  White,  Arctic,  M-65 . . . . . 

Liner,  Supplementary  Charge,  Threaded . . . . . . . . ......... 

liner.  Surgical  Suction  Canister  . . . . . . . ....... 

Liner,  Toilet  Bowl  . . . . . . . 

Liner,  Trousers,  Chemical  Protective  . . . . . . 

Uner,  Utility  Poif,  Plastic..... . . . . . . . 

liner.  Utility  Pail,  Plastic,  Conductive,  Disposable . . . ... 

lines.  Multi  Loop,  Concentric  . . . . 
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12  Jun 
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20  Jon 

83 

GL 

NU 
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59GP 
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11  Jun 

80 

ER 

EC 

17 

MIL-L-50794 

NOTICE  1 

1377 

OS 

22  Jon 

73 

OS 

11 

ASTM  E228-71R79 

7350 

GL 

15  Mar 

85 

GL 

SA 

99 

L 

MIL-L-48176B 

1375 

AR 

08  Mo/ 

85 

AR 

L 

MIL-L-60339 

1315 

AR 

06  Mo/ 

65 

AR 

L 

MIL-L-60038A 

NOTICE  1 

1315 

AR 

06  Mar 

86 

AR 

M1L-L-45973A 

8135 

AR 

08  Jon 

76 

AR 

OS 

69 

L 

MIL-l-82677 

1377 

OS 

10  Jon 

78 

OS 

L 

MIL  L-82653  (3) 

1377 

OS 

05  Apr 

84 

OS 

L 

MIL-L-83197A 

8475 

82 

21  Aug 

69 

99 

RR-L-1829 

7330 
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17  Aug 

73 

A-A-1074 
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MIL-L-10547E 
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GL 
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MILL-85490 
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06  Oct 
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MIL-L-43536E  (1) 
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29  Dec 
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GL 
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GL 
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87 

GL 

NU 
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Mll-l-44299 
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GL 
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1340 
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TITLE 


lining,  Brake,  And  lining  Material  Brake,  Automotive  . . . 

lining,  Friction,  (Clutch  And  Broke,  Metallic,  Metal-ceramic  And  Semimefallic . . 

linings,  Clay  Flue  •  29  Dec  78  (Reopproved  1983)  . . . . . . . 

link  •  Lap  Safety  Belt  (Asg) . . . . . . 

Link  Assembly-connector,  Separable,  Parachute  . . . . . . . . . 

link  Assembly,  Airdrop  Equipment . . . . . . . 

link  Connector,  Harness  And  Pack, . . . . . 

link  Standards,  The  NATO  Multi  Channel  Tactical  Digital  Gateway  (Edition  No. 
1)(REL  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  Wash,  D.c. 
20360) 

link,  Ammunition,  20MM,  Mark  6  Mods  4,  5  And  6 . . . . . 

link,  Ammunition,  20MM,  Mark  2  (For  20 MM  Mark  12  A/C  Guns),.. . 

link,  Cartridge,  Metallic  Belt  7.62MM,  M13  (ABCA-108)  . . . . . . . 

link,  Cartridge,  Metallic  Belt,  Caliber  .50,  M15A2 . . . . . 

link,  Cartridge,  Metallic  Belt,  20MM,  Ml2  . . . . . . 

link.  Cartridge,  Metallic  Belt,  30MM,  M2 9  . . . . . . . 

Link,  Cartridge,  Metallic  Bell,  20MM:  M10  . . . . . . . 

link.  Cartridge,  20MM.  XM24  . . . . . . . . . . . . . . 

Link,  Cartridge,  Metallic  Bell,  5.56MM,  M27 . . . . . . . 

link.  Cartridge,  Metallic  Belt,  20MM.  M22  . . . . . . 

Link,  Cartridge,  Metallic  Bell,  40MM,  MI6A2  . . . . . . 

link,  Cartridge,  Metallic  Belt,  30MM,  XM23  . . . . . . . . . . 

link.  Cartridge,  Metallic  Belt,  Caliber  .50,  M9 . . . . . 

link,  Cartridge,  Metallic  Belt,  20MM,  M)4A2 . . . . . . . 

Link,  Cartridge,  Metallic  Belt,  20MM,  M17A2 . . . . . . . . . 

link,  Cartridge,  Metallic  Belt,  7.62MM,  M13 . . . . . . . . 

Link,  Choln&eonnectlng  Or  Repair . . . . . . . . . . . . . . . 

link,  Chain,  Detachable,  Regular  &  End  Pear  Shoped  . . . . . . . 

link.  Connecting,  Quick  Release . . . . . . . . . . . . 

link,  Connector,  Parachutc&seporable,  Heavy  Duty,  Assembly  Of  (Supersedes  Usaf 
Drawings  5586457,  55C  6428,  44B6420,  55A6430  ( 

Link,  Parachute  Connector  . . . . . . . 

Link,  Parachute  Harness  Triangle  . . . . . . . . . . . . . 

link,  Parachute  Removable  Connecter  Speed . . . . . . . . . 

link,  Reinforcing,  Cable  (Pole  line) . . . . . . . . . . . . . . . . . 

Link,  Removable  Connector  Parachute  And  Barricade . . . . . . . 

link,  Snap,  Quick  Release,  1*3/4  Inch . . . . . 

link,  Terminal  Connecting . . . . . . . . . . . 

Linkage  Assembly,  8287301  . . . . . . . . . . . . . . 

linker-delinker.  Hand,  7.62MM,  M21A1.... . . . . . . . . 

Links  For  Disintegrating  Belts  For  Use  With  Nato  7.62MM  Cartridges . . . 

linoleum.  Desk  Top  . . . . . . . . . . . . 

Linseed  Oil,  Alkali  Refined  . . . . . . . . . . . . 

linseed  Oil,  Alkali  Refined  . . . . . . . . . . . . . 

linseed  Oil,  Boiled,  (For  Use  In  Organic  Coating) . . . 

linseed  Oil,  Boiled  (For  Use  In  Organic  Coatings). . . . . . 

Linseed  Oil,  Heat  Polymerized . . . . . . . . 

linseed  Oil,  Row  (For  Use  fn  Organic  Coatings)  . . . . 

linseed  Oil,  Raw  (For  Use  In  Orgonic  Coatings) . . . . . . . . 

lipstick.  Anti-chop  And  Sunburn  Protective  . . . . . . . . . . 

liquid  Chemicols,  Pure,  Density  Or  Relative  Density  Of,  Standard  Test  Method  For  * 
28  Sept  1984 

liquid  level  Indicating  Equipment  (Electrical)  (Naval  Shipboard  Use)  . . . . 

liquid  Nitrogen  Characteristics  (Ed  3  W/amd  1/  Other  Than  Dod  Refer  To  Hq 
USAF/XOXX0S0)  Wash,  Dc  20330*5058 
liquid  Nitrogen  Characteristics,  Request  Other  Than  DOD  Must  Be  Sent  Via  H,q 
USAF/XOXXOSO)  Wash,  DC  20330*5058 

liquid  Nitrogen  Characteristics . . . . . . . . . . . . . . . . 

Liquid  Point  Driers . . . . . . . . . . . . 

Liquid  Penetrant  Inspection  Method  *  15  Dec  80  (Reapproved) . . . . 

Liquid  Penetrant  Inspection,  Terms  Relating  To  •  26  Oct  84..... . . . . . . 

Liquid  Penetrant  Testing . . . . . . . . . . . 

liquid  Propellant  Rocket  Engine  LR64  For  AQM*37A  Missile  Target  System  . . 

Liquid  Salt  Bath  Nitriding  *  1  Apr  83 . . . . . . 

Liquid  Spring  Undercarriage  Unit  •  Oil  Replenishment  Connection  For........ . . . 

Liquid  Tight  Flexible  Steel  Conduit  •  12  Aug  80  (Second  Edition  As  Revised  To 
1982) 

liquid-tight  Flexible  Steel  Conduit,  Standard  For  *  18  Aug  19,6  Third  Edition ............ 

liquid,  Compass,  Aircraft . . . . . . . . . . . 

liquids  By  Lipkin  BIcopillory  Pycnometer,  Density  &  Relative  Density  (Specific 
Gravity)  Of  *  28  Nov  83 

liquids  By  Tog  Open  Cup  Apparatus,  Flash  Point  Of  -  2  Sep  80  . . . . . 

Liquids  Volatile,  By  Shell  Thin  Film  Evoporometer,  Standard  Test  Method  For 
Determining  Evaporation  Rotes  Of 
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HH-1-36IF 

2530 

/AT 

01  May 
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TITLE 


Liquids,  (Plotinum  *  Cobalt  Scale),  Color  Ofcfear  •  27  Apr  84........ . . 

Liquids,  Electrical  Insulating,  AC  Loss  Characteristics  &  Relative  Permittivity 
(Dielectric  Constant)  Of,  Standard  Test  Method  For 
Liquids,  Insulating,  Using  Disk  Electrodes,  Dielectric  Breokdown  Voltage  Of  »  24  Feb 
84 

Liquids,  Transparent  &  Opaque,  (&  The  Calculation  Of  Dynomic  Viscosity), 

Kinematic  Viscosity  Of  ■  28  Oct  83 

Liquids,  Volatile,  Evaporation  Rates  Of  •  29  Oct  76  . . . . . 

List  And  Card,  Technical  Manual  Data,  For  Contractor  Furnished  Equipment  And 
Accessories 

List  Of  Applicable  Publications  (Loops)  . . . . . . . 

List  Of  General  Design  Drawings  (Standard  &  Type)  Approved  By  The 
Navalseasyscom  Pt.  2  Alphabetical  Listing 
List  Of  General  Design  Drawings  (Standard  &  Type)  Approved  By  The 
Navseasyscom  Pt.  3  Listing  Of  Cancelled  Drawings  (Numeric) 

List  Of  Sampling  Schemes  Used  In  Nato  Countries  (Edition  No.  2)....... . . . . 

List  Of  Standardized  Military  Drawings  (Smd’s)  . . . . . . . 

Listing  Of  Fastener  Manufacturers,  Identification  Symbols . . . . . . . 

lists  Of  Standard  Microcircuits  . . . . . . . . . 

lists  Of  Standard  Semiconductor  Devices  . . . . . 

lithium  (For  Use  In  Ammunition)  . . . . . . . . . . . 

Lithium  Carbonate  Capsules,  Usp . . . . . . . 

Lithium  Chloride  (For  Use  In  Ammunition)  . . . . . . . . . 

Lithium  Chloride,  Purified  Grade  . . . . . . . . . . . . . 

Lithium  Hexafluororsenate . .  . . 

lithium  Hydride,  Technical  . . . . . . . . . . . . . . 

Lithium  Hydroxide  (Lioh),  Technical . . . . . . . . . 

Lithium  Reserve  Battery  Electrolyte......... . . . . . 

lithium  Solution,  Standard . . . . . . . . . . . . . . 

Lithium  Stearate . . . . . . . . . . . . . . . 

Lithium  Tetrofluoroborale  (For  Use  In  Ammunition)  . . . . 

Lithographic  Blanket-roller  Wash  . . . . . . . . . . . . . . 

Lithographic  Chemicals . . . . . . . . . 

Lithographic  Plate  Aspholtum  Solution . . . . . .  . . 

Lithographic  Plate  Preserving  Gum . . . . . 

Lithographic  Solvent . . . . . . 

litmus  Paper,  Acs . . . . . . . . . . . ..... 

litter  Extension,  Patient  S  Pillow  Support  bockresl  . 

litter.  Folding,  Folding  Pole . . . . . . . 

litter.  Folding,  Rigid  Pole . . . . . 

litter.  Rigid,  Stokes . . . . . . . . . . . 

litter.  Semirigid,  Poleless . . . . . . . . 

LM-230A  Programmable  Automatic  Comero  Test  Set  (Rel  To  Other  Than  Dod  Act 
Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330*5028) 

Load  Bonk,  Ac,  0-33KW,  Resistive  . . . . . . . . . 

load  COUPLERS-8  And  12  Spool  . 

Load  Unit  Preparation  Of  Semipcrishoble  Subsistence  Items  Clothtngpersonol 
Equipment  Andequlpoge  General  Specification  For 

Load-tronsfer  Devices  (For  Concrete  Slobs  And  Povements) . . . . 

Loader  •  Transporter  Guided  Missile  XM501E3  . . . . . 

loader  Transporter,  Guided  Missile,  XM501E3  . . . . . . .......... 

looder  Transporter,  Guided  Missile,  XM50162  4  XM501E3  (Overhou!)  . . . 

loodeMronsporfer,  Guided  Missile,  XM501E2  And  XM501E3,  Processing  For 
Storage  And  Shipment  Of 

looder,  Bockhoe,  Scoop  Type,  Pneumatic  Tired . . . . . . . . . 

Looder,  Bucket  Type . . . . . . . . . . . . 

Looder,  Delinking,  Aircraft  Machine  Gun,  MAU-69A/A . . . . . . . . 

Looder,  Scoop  Type,  Full  Tracked  . . . . . . . . . . . 

looder.  Scoop  Type,  Pneumatic  Tired,  Four  Wheel  Drive,  Diesel  Engine  Driven . 

loader,  Scoop  Type,  Four  Wheel  Drive,  Pneumatic-tired  . . . . . 

loader.  Scoop  Type,  DED,  4X4,  Articulated  Frame  Steer,  4  1/2  To  5  CU  YD, 
Commercial  Construction  Equipment  (CC6) 

loader.  Scoop  Type,  Full  Trocked  . . . . . . . 

loader.  Scoop  Type,  Rubber  Tired,  Diesel  Engine  Driven,  Air  Oroppobfe  & 
Helicopter  Transportable 

looder,  Scoop-type,  Type  And  Cotacitics  . . . . . 

Looder,  Skid  Steer,  Four  Wheel  Hydrostatic  Or  Mechanical  Driver,  /0  Cubic  Foot 
Happed  Capacity 

Loader,  Weapons,  Air  launched,  A/32K<1D.................................. . . . 

Looding  And  Restraint  Of  Ammunition  And  Explosives  in  Commeroo!  Jntermodol 
Containers  Utilizing  The  Internal  Restraint  System  Kit 

looding  Device,  Proctice  Bomb,  Type  MD-1,..„. . . . . . 

looding  Environment  And  Related  Requirements  For  Platform  Rigged  Airdrop 
Materiel 

looding  Jock  System,  ISO  Container . . . . 
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MIL-BULL  103 

GDRQES 

08  Jon 

88 

l 

Mll-HDBK  57 

53GP 

IS 

23  Sep 

88 

IS 

MIL-STD-1562R 

5962 

17 

03  Feb 

88 

ER 

EC 

17 

MIL-STO-701M 

5961 

EC 

09  Jun 

86 

ER 

EC 

17 

l 

MIL-L-48772A 

6810 

AR 

30  Jan 

87 

AR 

NOTICE  1 

A-A-53721 

6505 

MB 

26  Sep 

88 

MO 

MS 

03 

l 

MIL-L-63470 

NOTICE  1 

6810 

AR 

05  Feb 

87 

AR 

L 

MIL-L-47058 

6810 

Ml 

10  May 

74 

Ml 

l 

MIL-l-48765  (2) 

6810 

AR 

17  Dec 

79 

AR 

l 

MIL-L-12039C 

6810 

OS 

08  May 

74 

OS 

Q  l 

MIL-L-20213E 

NOTICE  1 

6810 

SH 

16  Jul 

86 

SH 

l 

MIL-l-48768  (3) 

6810 

AR 

14  Nov 

83 

AR 

A-A-53561 

6550 

/MB 

08  Jul 

88 

md 

MS 

03 

l 

Mll-l-51 131A 

NOTICE  1 

6810 

AR 

27  Apr 

87 

AR 

l 

MIL-L-48766  (2) 

6810 

AR 

17  Dec 

79 

AR 

0-L-298B 

INT  AMD  1 

6850 

♦Gl 

04  Apr 

69 

GL 

68 

MiL-STD-1163 

6850 

Gl 

02  Feb 

67 

Gl 

68 

TT-L-132 

6850 

•Gl 

28  Mar 

66 

GL 

MC 

68 

JJJ-L-821A 

6850 

•Gl 

04  Jun 

69 

GL 

68 

O-L-1031A  (1) 

INT  AMO  2  (Gl) 

6850 

•Gl 

05  Sep 

68 

GL 

NP 

68 

MS-36253B 

NOTICE  1 

6640 

EA 

24  Mor 

88 

EA 

MS 

99 

MIL-l-36142 

6530 

DM 

15  Jul 

63 

MO 

MS 

03 

MIL-L-16446A 

6530 

DM 

16  May 

66 

MO  MS 

03 

MIL-L-16462B 

6530 

DM 

12  Apr 

67 

MD 

MS 

03 

RR-l-1997 

6530 

/DM 

12  Jun 

78 

MO 

MS 

03 

MIL116815A 

6530 

DM 

11  Jan 

68 

MD 

MS 

03 

AIR-ST0-50/23 

ISDF 

06 

31  Dec 

88 

L 

MIL-L-52366C 

6115 

CR 

21  Mor 

84 

CR 

MIL-L-40138D 

1670 

Gl 

31  Oec 

85 

GL 

90 

MIL-L-35078L 

SUPP  1A 

89GP 

Gl 

16  Dec 

85 

Gl 

SA 

50 

l 

Mll-l-172020 

3630 

YD 

30  Sep 

88 

YD 

l 

MS-52226 

1450 

AT 

26  Aug 

85 

AT 

l 

MIL  L-468218  (1) 

1450 

AT 

25  Apr 

85 

AT 

l 

Mll-l-62174 

1450 

AT 

20  Jul 

73 

AT 

l 

MIL-L-45779C 

PACK 

AT 

11  Dec 

84 

AT 

MIL-l-87891 

3805 

84 

15  Apr 

88 

AT 

YD 

99  DM 

MIL-L-403D 

3805 

ME 

19  Aug 

69 

ME 

YD 

MIL-l-45963 

NOTICE  1 

1005 

AR 

13  Jun 

88 

AR 

OS 

99 

KKK-L-1086C 

3805 

/ME 

10  Nov 

83 

ME 

99 

l 

MU-L-52385C 

3805 

ME 

28  Aug 

81 

ME 

KKK-L-1542C 

3805 

/YD 

01  Feb 

83 

l 

Mll-L-52906 

3805 

ME 

30  Aug 

76 

ME 

KKK-1-1086A 

3605 

i 

30  Mar 

74 

l 

MIL-L-52496B 

3805 

ME 

01  Oct 

80 

ME 

MIL-STD-6328 

3805 

ME 

22  Jul 

75 

ME 

YD 

99 

t 

MIL-L-28627C 

3805 

YD 

31  Aug 

88 

YD 

99 

l 

MIL-l-85532  (1) 

1740 

AS 

10  Dec 

87 

AS 

MIL-STD-1663 

8140 

OS 

25  Apr 

80 

SM 

OS 

99 

l 

MIL-L-25242B 

1190 

79 

19  Sep 

58 

79 

MlL-SID-6698 

1670 

Gl 

09  Aug 

68 

GL 

99 

l 

MIL-L-29250A  (1) 

•3950 

YD 

09  Sep 

88 

YD 
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ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

ESC 

PREP 

OAIE 

CUSTODIAN 

loading  01  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Mine, 
Underwater  MV  52  And  Mods  In  Crate  MV  52  Fleet  Issue  Unit  load 

l  MIL*STD-1386'47 
NOTICE  1 

8140 

OS 

22  May 

87 

OS 

Loading  01  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Bomb, 
General  Purpose  MV  81  And  Mods  (250  Lb)  Fleet  Issue  Unit  lood  (With  Plastic 

Nose  Plugs) 

L  MIL-STD.1386'1 

8140 

OS 

01  Oct 

73 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Mine 
Underwater  Mk  55  And  Mods,  Configuration  ,c.  In  Crate  Mk  55  Mod  1  Fleet 

Issue  Unit  load 

L  MII.STD-1386/M8 

8140 

OS 

11  Nov 

74 

OS 

Loading  Ol  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Fire 

Bomb,  Mk  77  Mods  2  And  4  (Empty)  Fleet  Issue  Unit  lood 

l  Mll-STD. 1386/49 
NOTICE  1 

8140 

OS 

20  May 

87 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Item  In  Milvon  Containers,  Pack 
Assembly,  Parachute,  Underwater  Mine,  Mk  35  Type  Fleet  Issue  Unit  Load 

t  MIL-STD-1386/50 
NOTICE  1 

8140 

OS 

24  Feb 

75 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers, 

Release  Parachute,  Underwater  Mine,  Mk  20  Fleet  Issue  Unit  lood 

t  MIL-STD-I386/S1 
NOTICE  1 

8140 

OS 

15  May 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Hems  In  Milvon  Containers, 

Release,  Parachute,  Underwater  Mine,  Mk  33  Type  Fleet  ISSUE  Unit  load 

L  MIL-STD-1386/52 
NOTICE  1 

8140 

OS 

28  Moy 

87 

o$ 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers,  Fin, 

Tail,  Underwater  Mine,  Mk  18  Type  Fleet  Issue  Unit  load 

L  MIL.STD-1386/53 
NOTICE  1 

8140 

OS 

28  Moy 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Hemssin  Milvan  Containers, 

Fairing,  Underwater  Mine.  Mk  20  Type  Fleet  Issue  Unit  load 

l  MIL-STD-13B6/54A 
NOTICE  1 

8140 

OS 

29  May 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers 

Cartridge,  76  MM/62  Caliber  Or  Charge,  Clearing  76  MM/62  Caliber  Fleet  Issue 

Unit  lood 

l  MIL.STD-1386/55 
NOTICE  1 

8140 

OS 

29  Moy 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers 

Explosive  Section  Mk  1  Mod  0  For  Mine  Mk  56  Med  0  fn  Crate  Mk  101  Mod  0 

Fleet  Issue  Unit  lood 

t  Mlt*STD-1386/56 
NOTICE  1 

8140 

OS 

30  Oct 

88 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers 

Explosive  Section  Mk  2  Mod  2  In  Crate  Mk  103  Mod  0  Flee!  Issue  Unit  lood 

L  MIL-STD-1386/57 
NOTICE  1 

8140 

OS 

09  Jun 

75 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Anchor, 
Underwater  Mine  Mk  57  Type  For  Underwater  Mine  Mk  57  Domestic  Unit  load 

l  MIL-STD-1386/58 
NOTICE  1 

8140 

OS 

28  Feb 

75 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers 

Explosive  Section  Mk  2  Mod  2  (Empty)  For  Mk  57  Underwater  Mine  In  Crete  Mk 

103  Mod  0  Domestic  Unit  load 

l  Mll-STD-1386/59 
NOTICE  1 

8140 

OS 

27  Moy 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 

Mechanism  Compartment  Mk  2  Mod  3  For  Mk  57  Unde ter  Mine  In  Crate  Mk 

104  Domestic  Unit  load 

L  MIL-STD-1386/60 
NOTICE  1 

8140 

OS 

27  May 

87 

OS 

loading  Of  Hazardous  Materials  And  Associated  Hems  In  Milvan  Containers 

P  -poc  Assembly  Assembly  Mk  36  Mod  0  For  Underwater  Mine  Mk  55  Fleet 

Issue  Unit  Load 

t  MIL-STD-1386/62 
NOTICE  1 

8140 

OS 

27  Moy 

87 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Flight 
Gear,  Underwater  Mine  Mk  55  In  Container  Mk  586  Mod  O  Fleet  Issue  Unit  Load 

L  Mll-STD-1386/63 
NOTICE  1 

8140 

OS 

30  Oct 

88 

03 

loading  01  Hazardous  Materials  And  Associated  Hems  In  Milvon  Containers  Flight 
Geo.-.  Underwater  Mine  MK  52  IN  Container  MX  585  Mod  0  Fleet  Issue  Unit 

Lood 

Loading  Of  Hazardous  Materiols  And  Associated  Items  In  Milvan  Containers  Bomb, 
Genera!  Purpose,  Mk  83  And  Mods  (1000  Lbs)  Fleet  ISSUE  Unit  load  (With 

Plastic  Nose  Plugs) 

l  MIL-STD-1386/64 
NOTICE  1 

8140 

OS 

30  Oct 

88 

OS 

l  MIL-STD.1386/2A 

8140 

OS 

01  Jun 

73 

OS 

Loading  Of  Hazardous  Materiols  In  Milvan  Containers  . . . . . . . 

l  Mlt-STD.1386 

NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Bomb, 
General  Purpose  Mk  82  And  Mods  (500  lbs)  Air  Force  Unit  lood  (With  Plastic 

Nose  Plugs 

l  Mll.STO-1386/3 

8140 

OS 

18  Aug 

72 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Bomb, 
General  Purpose,  Mk  82  And  Mods  (500  lbs)  Fleel  Issue  Unit  Load  (With  Piastic 
Nose  Plugs) 

l  Mll-STD-1386/4 
NOTICE  ) 

16  MARCH  73 

8140 

OS 

11  Moy 

72 

OS 

looding  Of  Hazardous  Materiols  And  Associated  Hems  In  Milvan  Containers  5 
INCHES/38  Projectile  Filed  Issue  Unit  lood 

l  MIL-STO.1386/25 

8140 

OS 

10  Aug 

73 

OS 

Looding  Of  Hazardous  Materials  And  Associated  Hems  In  Milvon  Containers  5 

INCH/38  Cartridge  Fleet  Issue  Unit  lood 

l  Mll-STO-1386/26 

8140 

OS 

17  Sep 

73 

cs 

loading  Of  Hazardous  Materiols  And  Associated  Hems  In  Milvon  Containers  3 

INCH/50  Cartridge  Fleet  Issue  Unit  Load 

l  Mll-STD-1386/27 

8140 

OS 

17  Sep 

73 

os 

Loading  Of  Hozordous  Materials  And  Associated  Items  In  Milvan  Containers  Flare, 
Aircrofl  Parachute  Mk  24  And  Mods  Fleet  Issue  Unit  load 

l  MIL-STD-1386/28 

8140 

OS 

01  Oct 

73 

OS 

loading  Of  Hazardous  Materiols  And  Associated  Items  In  Milvan  Containers  Flare, 
Aircraft  Parachute  Mk  45  Mod  O  Fleet  Issue  Unit  load 

l  Mll-STO-1386/29 

8140 

OS 

17  Sep 

73 

OS 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 

Adapter,  Booster,  Nose  T45  Type  Fleet  Issue  Unit  lood 

l  m;--STO.)386/5 

8140 

OS 

11  May 

72 

OS 

loading  Of  Hazardous  Materiols  And  Associated  Items  In  Milvan  Containers  Fin 

Assy  MAU*93/8  For  Mk  82  Bomb  Air  Force  Unit  lood 

l  Mll-STD-1386/6 

8140 

OS 

11  May 

72 

OS 

loading  Of  Hazardous  Materiols  And  Associated  Hems  In  Milvon  Containers  Fin 
Assembly,  Bomb,  For  500  lb.  L.d.  Bomb  (Uncreated)  Fleet  Issue  Unit  load 

t  Mll-STD-1386/7 

8140 

OS 

11  May 

72 

OS 

looding  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Fuze, 
Bomb,  M904  Or  M990  Type  Fleel  Issue  Unit  lood 

L  Mll-STD-1386/8 

8140 

OS 

18  Aug 

72 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  fn  Milvan  Containers 

Projectiles,  5  INCH/54  In  Pallet  Adapter  Mk  li  Fleel  Issue  Unit  lood 

l  MIL-STD-1386/9A 

8140 

OS 

14  Mar 

77 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  5 

INCH/54  Cartridge  Fleet  Issue  Unit  load 

l  MIL.ST0-I386/10 

8140 

OS 

24  Nov 

72 

OS 

loading  Of  Hozordous  Materiols  And  Associated  Items  In  Milvon  Containers 

Projectile,  6-INCH  Ap  In  Pallet  Adopter  Mk  20  Fleet  Issue  Unit  load 

l  Mll.STD.1386/11 

8140 

OS 

24  Nov 

72 

OS 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 

t  MIL.STD-1386/12 

8140 

OS 

24  Nov 

72 

OS 

Projectile,  6  Inch  Aoc  Or  He  With  Protective  Cep  Mk  1  And  3  In  Roller  Adapter 
MV  20  Flee  Issue  Unit  Load 


436 


ALPHABETICAL  LISTING 


TITLE 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 
Projectile#  6  Inch  Aac  Or  He  With  Protective  Cap  Mk  4  In  Poilet  Adopter  Mk  20 
Fleet  Issue  Unit  lood 

loading  Of  Hozardo  >s  Materials  And  Associated  Items  In  Milvan  Containers  Bomb, 
500  Lb,  Mk  82  Mod  2  (Thermclly  Protected)  On  Bomb  Pallet  Mk  ?  Mod  O  With 
Saddles  Fleet  Issue  Unit  Load 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 
Cartridge,  20  Mm,  M50  Series  Belted  With  MK7  Or  M14  links  In  Container 
M548  Fleet  Issue  Unit  load 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Rocket 
launcher,  IAU*61/A,  LAU*68/A  Or  Lau  69/A  Fleet  Issue  Unit  load 
loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Rocket 
Head,  5  Inch  Mk  24  Or  Mk  32  And  Mods  (Zuni)  Fleet  Issue  Unit  Lood 
leading  Of  Hazardous  Materials  And  Associated  Items  Ir,  Milvan  Containers 
Cartridge,  20MM  m  Small  Arms  Ammunition  Box  Mk  1  Mod  0  Fleet  Issue  Unit 
Load 

lood;ng  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Fin 
Assembly,  Bomb,  Mk  15  And  Mods  (Snakeye)  In  Pallet  Adopter  ADU-383/6  Fleet 
Issue  Unit  Load 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan 
Containers*cortridge,  40  Mm,  He  Fleet  Issue  Unit  Load 
loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers-bomb 
Guidance  Kit,  KMU-351  A/b  (less  Seeker  Assembly)  Fleet  Issue  Unit  Load 
Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Iniotor, 
Mk  13  Mod  0  (For  Fire  Bomb)  In  Container  Cnu  15//E  Fleet  Issue  Unit  load 
loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Bomb 
Guidance  Kit,  KMU-388/B  (less  Seeker  Assembly)  Fleet  Issue  Unit  Load 
loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Safety 
And  Arming  Device  Mk  13  Mod  0  Ar.d  1  For  AIM*9D,  9G  And  9H  (Sidewinder 
1C)  In  Container  CNU*189/E  Fleet  Issue  Unit  Load 
Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 
Cartridge,  .50  Caliber  In  Small  Arms  Ammunition  Box  Mk  1  Mod  0  Domestic  Unit 
load 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Rocket 
Motor,  Mk  16  And  Mods  And  Mk  71  Mod  0  And  1  (Zuni)  In  Container  Mk  38 
Mod  0  Fleet  Issue  Unit  load 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 
Cartridge,  7.62MM,  Boll  M80  Amphibious  Unit  Load 
Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  .50 
Coliber  Linked  Ammunition  In  Ammunition  Box  Mk  1  Mod  0  Amphibious  Unit 
load 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Bomb, 
G.p.,  Mk  82  And  Mods  (500  lb.)  Empty 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  (Bomb, 
G.p.,  Mk  81  Mod  1  (250  Lbs.)  Empty 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers 
Projectiiss,  6  Inches  Aac,  He  Or  Ap  In  Pallet  Adopter  MK4  And  Mods  Fleet  Issue 
Unit  load 

loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Fuze, 
Bomb  Mk  344  Or  Mk  376  Mod  O  fleet  Issue  Unit  load 
loading  Of  Hnzordous  Materials  And  Associated  Items  In  Milvan  Containers  Fins, 
Bomb  Toil  Mk  15  Mod  O  And  1  In  Crate  Mk  28  Mod  O  Fleet  Issue  Unit  load 
Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvon  Containers  Fin 
Assembly,  Bomb  For  1000  lb  Mk  83  Bomb  In  Bomb  Crate  Mk  10  And  Mods  Fleet 
issue  Unlf  lood 

loading  Of  Hazardous  Materials  And  Associated  Items  Ir.  Milvan  Containers  fin 
Assembly,  Bomb  For  1000  lb  Bomb  Mk  83  Uncrated  Fleet  Issue  Unit  lood 
Loading  Of  Hozardot  s  Materials  And  Associated  Items  In  Milvan  Containers  Fin 
Assembly,  Bomb  For  500  lb  Bomb  Mk  82  In  Crate  Mk  17  Mod  O  Fleet  Unit  load 
Loading  Of  Hazardous  M.  *eno!s  And  Associated  Items  In  Milvan  Containers  Rocket 
launcher,  IAU*69/A  Domestic  Unit  lood 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Contoincrs*bomb, 
500  lb  Mk  82  Mod  2  (Thermolly  Protected)  On  Polfet,  MHU-122/S  Fleet  Issue 
Unit  lood 

Loading  Of  Hazardous  Materials  And  Associated  Items  In  Milvan  Containers  Bomb, 
Practice  Mk  76  Mod  4  And  5  fleet  Issue  Unit  load 
loading  Of  Hazardous  Materials  *  Associated  Items  In  Milvon  Containers  Aircraft 
Flare  MlU  32/B99  (Briteye)  Fleet  Issue  Unit  Lood 
leading  Of  Hazardous  MstcrVs  A»*d  Associated  Hems  In  M^von  Container* 

Charge,  Propelling  6  INCH/47  ?n  Cartridge  Tank  MK*4  Fleet  Issue  Unit  load 

loading  Plates,  Steel,  And  Aluminum, . . . . . . . 

loading  Romps  (Edition  5)  (Req  Other  Than  Ref  To  US  AMC,  AMCICP*AA*N,  5001 
Eisenhower  Ave,,  Alexandria,  Va  22333*0001) 

loading  Standards,  liquid  Fuels,  Stationary,  3  Inch . . 

loading  i^nvjrds,  liquid  Transfer,  Bulk,  Portable,  2  Inch . . . . . 

loading  With  HBX  Compositions . . . . . . . 

loading  With  Inert  Fillers,  Marking  And  Packing....... . . . . . . . 

loadmeter.  Direct  Current,  Aircraft  (Asg). . . . . . . . . 

loads,  Unit,  Type  I,  Class  A  -Palletized,  Stropped  Or  Film  Bonded  load . . . 

loads.  Unit,  Type  I,  Class  C  -  Palletized,  Stropped  load  With  Sheathing  &  Cop.,....., 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


T 

Mll-STD-1386/13 

8140 

OS 

10  Nov 

72 

OS 

i 

Mll-STD-1386/14 

8140 

OS 

10  Nov 

72 

OS 

i 

MIL-STD-1386/30 

8140 

OS 

11  Jan 

74 

OS 

i 

MII-STD-1386/3T 

8140 

OS 

01  Ocl 

73 

OS 

i 

MIL-STD-1386/32 
NOTICE  1 

8140 

OS 

30  Oct 

88 

OS 

i 

MIL-STD-1386/33 

8140 

OS 

19  Jul 

74 

OS 

L 

MIL-STD-1386/34 

8140 

OS 

11  Jon 

74 

OS 

L 

MIL-STD-1386/35 

8140 

OS 

11  Jon 

74 

OS 

l 

MIL-STD-1386/36 

8)40 

OS 

11  Jon 

74 

OS 

l 

M1L-STD-1386/37 

8140 

OS 

07  Jun 

74 

OS 

l 

Mll-STD-1386/38 

8140 

OS 

22  Feb 

74 

OS 

i 

Mll-STD-1386/39 

8)40 

OS 

15  May 

74 

OS 

l 

Mll-STD-1386/40 

8)40 

OS 

01  Apr 

74 

OS 

i 

Mll-STD-1386/41 

8140 

OS 

07  Jun 

74 

OS 

i 

MIL-STD-1386/42 

8140 

OS 

18  Jun 

74 

OS 

i 

MIL-STD-1386/43 

8140 

OS 

15  May 

74 

OS 

i 

Mll-STD-1386/44 
NOTICE  1 

8140 

OS 

27  Sep 

74 

OS 

i 

Mll-STD-1386/45 
NOTICE  1 

8140 

OS 

21  Moy 

87 

OS 

i 

Mll-STD-1386/46 
NOTICE  1 

8140 

OS 

21  May 

87 

OS 

i 

Mll-STD-1386/15 

8140 

OS 

24  Nov 

72 

OS 

l 

Mll-STD-1386/16 

8140 

OS 

18  Aug 

72 

OS 

l 

Mll-STD-1386/17 

8140 

OS 

30  Ocl 

72 

OS 

l 

MIL-STD-1386718 

8140 

OS 

30  Ocl 

72 

OS 

l 

Mll-STD-1386/19 

8140 

OS 

30  Ocl 

72 

OS 

l 

MIL-STD-1386/20 

8140 

OS 

10  Nov 

72 

OS 

i 

MIL-STD-1386/21A 

8140 

OS 

14  Mor 

77 

OS 

l 

"-STD-1386/22 
NOTICE  1 

8140 

OS 

24  Jun 

82 

OS 

l 

MIL-STD-1386/23 

8140 

OS 

01  Jun 

73 

L 

Mll*STD*1286/24 

8140 

OS 

11  Jon 

74 

OS 

MIL-L-40064E 

3990 

ME 

20  Feb 

86 

ME  OS 

NAT-STD-2152 

DIST  STMT  C 

ISDA 

Al 

28  Feb 

89 

MIL-L-3058F 

3990 

ME 

05  Aug 

85 

ME  YD 

MIL-L-40101D 

3990 

ME 

05  Dec 

84 

L 

Mll-l-14161 

NOTICE  2 

1376 

AR 

12  Jon 

62 

AR 

l 

Mll-l-20599 

1395 

AR 

17  Jon 

52 

AR 

L 

MS-250258 

NOTICE  1 

6625 

AS 

21  Mor 

88 

AS 

MIU.-35078/1B 

89GP 

Gl 

30  Sep 

81 

GL  SA 

MIL-L-35078/3B 

89GP 

GL 

30  Sep 

81 

Gl  SA 

437 
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TITLE 

Loodi,  Unit,  Type  I,  Clas*  0  -  Palletized,  Strapped  Load  With  Shroud,  Sheathing  & 
Cap 

Loads,  Unit,  Type  \,  Class  B,  Polletized,  Stropped  Load  With  Cop,... . . . 

Loads,  Unit,  Type  li,  Class  E,  Containerized  Unit  Load,  fiberboard  Box  On  Pallet 
With  Cop,  A  Nonmetallic  Strapping  Only 
Loads,  Unit,  Type  li,  Class  F  *  Containerized  Unit  Load,  Wood  Cleated  Or 
Wfrebound  Plywood  Boxes  With  Metallic  Stropping  Only 
Loods,  Unit,  Type  HI,  Classes  G  &  H  *  Commercial  Loads,  Class  G,  Palletized,  Class 
H,  Load  Base 

Lobster  Tati,  Spiny,  Raw,  Frozen . . . . . . . . 

Location  &  Actuation  Of  Airframe  Controls  In  Fixed  Wing  Aircraft  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

location  &  Grouping  Of  Electrical  Switches . . . . . . . . 

Location  Aids  For  Survivors  Of  Aircraft  Accidents . . . . . . . . . . 

Location  And  Actuatlonof  Thrust  Vector  Controls  For  VSTOL  Other  Thon  Rotary 
Wing  Aircraft  (Ed  1)  Request  For  Issue  Other  Than  OOD  Must  Refer  To  HQ 
Usaf/xoxx  (Iso),  Wash,  D.c.,  20330-5058 
location  And  Arrangement  Of  Engine  Displays  In  Aircraft  (Ed  5)  Reqvest  For  Issue 
Other  Than  Dod  Must  Refer  To  Hq  Usaf/xoxx(iso),  Wash,  D.c,  20330-5058 

Location  And  Arrangement  Of  Engine  Instructments  In  Aircraft  (Change  1) . 

Location  And  Grouping  Of  Electrical  Switchesin  Aircraft  (Edition  3)  Requests  Other 
Than  DOD  Must  Refer  To  HQUSAF/XOXX(lSO),  Wash.d.c.,  20330-5058 
Location  And  Height  Of  Fifth  Wheel  Attachments  On  Tractors  And  Semi-troilers 
(Class  I)  (Edition  1,  Pt  2) 

locatior  And  Height  Of  Fifth  Wheel  Attachments  On  Tractors  And  Semi-trailers 
(Class  2)  (Edition  1  Pt  3)  &/amds  5,  6,  7,  &  Correction  Sheets) 

Location,  Actuation  &  Shape  Of  Airframe  Controls  For  Rotary  Wing  Aircraft  (Rel 
To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09821) 

Location,  Actuation  And  Shape  Of  Engine  Controls  And  Switches  (Edition  No.  6 . 

Location,  Actuation  And  Shope  Of  Airfrome  Control  For  Fixed  Wing  Aircraft 
(Edition  4)  Request  For  Issue  Other,than  DOD  Must  Be  Senlvio:  HQ 
Usof/xoxx(iso),  Wash,  D.c.  20330-5058 
Location,  Actuation  &  Shope  Of  Airframe  Controls  For  Rotary  Wing  Aircraft 
(Edition  4)  (Req  Other  Thon  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  Dc 
20330-5058) 

Locations  For  Aircraft  Electrical  Control  Connections  For  Aircraft  Stores  (Ed  3) 
Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso)  Wash,  20330-5058 

Locator,  Ordnance,  Mark  9  Mod  0  . . . . 

Lock  Office  Machine  . . . . . . . 

Lock  Set  (Bored)  . . . . . . . . . . 

Lock  Set,  Rim . . . . . . . . . . . 

lock.  Auxiliary  &  Associated  Products  -  4  Oct  78 . 

Lock,  Combination  (Safe  And  Safe  Locker) . . . 

Lock,  Combination,  Standard  For  14  Jun  84  (Fifth  Edition) . . . 

lock.  Flush,  Meto!  And  Wood  Door  And  Drawer,  Naval  Shipboard  . . . . . 

Lock,  Flush,  Type  A,  Dead  Bolt  . . . . . . . . . 

Lock,  Flush,  Type  B,  Dead  Bolt... . . . . . . . 

Lock,  Key,  Standard  For  •  Fifth  Edition  •  3  Feb  1986  . . . . . 

Lock,  Rod  End  (Key  Type)  •  15  Nov  79  W/DOD  Exceptions . . . 

Lock,  Rod  End,  Extra  Strength,  High  Profile  Lug  . . . 

Lock,  Rod  End,  Improved  Strength,  Nos  lug  . . . . . 

Locker,  Box,  Personol  Equipment,  Open  Front,  Steel . . . . . 

Locker,  Clothing,  Steel . . . . . . . , . 

locker.  Clothing,  Steel,  Two  Door . . . . . . . . 

locker.  Clothing,  Steel . . . . . . . . . . . . . 

Locking  Device,  Positive  Index  >  17  Mor  78  W/DOD  Exceptions. . . . . 

locking  Devices  (Issue  Controlled-requests  By  Other  Thon  Dod  Activities  Must  Be 
Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Locking  Devices  (For  Rod  End  Bearings)  . . . . . . . 

locknut.  Adjustable,  37  Deg.  Flared  And  Ffareless  Type,  Hydraulic . . 

locknut.  Bearing,  Retaining  -  Mar  71  W/dod  Exceptions . . . . . . 

Locknut,  Bulkhead,  37  Deg.  Flared  And  Floreless  Type,  Hydroulic  . . . . 

locknut,  Nylon  Stuffing  Tube  90  Deg. . . . . . . . . . . . 

lockpfate  (Issue  Controlled-requests  By  Other  Than  Dod  Activities  Must  Be 
Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

.locks  &  Latches,  Bored  &  Preassembled,  American  Nationo!  Standard  For  •  23  Dec 
83 

locks  And  Latches,  Interconnected,  American  National  Standard  For  -17  July  86  .... 
locks  And  Latches,  Interconnected  *  10  Oct  79 . . . . . . 

locks.  Auxiliary,  And  Associated  Products,  Americon  National  Standard  For  •  20 
Aug  1984 

locks,  Cobinet,  America'*  *  'olioncl  Standard  For  •  4  Feb  85 . . . . . . 

locks.  Office  Mach**  . . . . . . . . 

locks,  Office  Machine . . . . . . . . . 

lockwasher.  Bearing,  Retaining  -  Mor  71  W/dod  Exceptions............. . . . 

Lockwire  Hole,  Standard  Dimension  -  1  Jon  80 . . . . . . . 


DOCUMENT 
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PREP 
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MIU-35078/MB 

89GP 

Gl 

30  Sep 

81 

GL 

SA 

50 

MIL-L-35078/2B 

89GP 

Gl 

30  Sep 

81 

GL 

SA 

50 

MIL-L-35078/5B 

89GP 

GL 

30  Sep 

81 

GL 

SA 

50 

MIL-L-35078/6B 

89GP 

Gl 

30  Sep 

81 

Gl 

SA 

50 

MIL-L-35078/7C 

89GP 

GL 

30  Sep 

81 

GL 

SA 

50 

MIL-l-44190 

8905 

Gl 

27  Jun 

85 

Gl 

SA 

50 

AIR-STD-I0/15P 

ISDF 

06 

22  Nov 

85 

AIR-STD-10/14F 

ISOF 

06 

22  Nov 

85 

AIR-STD-51/7B 

ISDF 

06 

20  Apr 

82 

NAT-STO-3692  (3) 

ISDF 

06 

27  Nov 

87 

NAT-STD-3359  (2) 

ISDF 

06 

30  Sep 

87 

AIR-STD-I0/25F 

ISDF 

06 

20  Sep 

74 

NAT-STD-3219  (4) 

ISDF 

06 

30  Sep 

87 

NAT-STD-4009/2  (3) 
PART  2 

ISDN 

NM 

25  Aug 

67 

NAT-STD-4009/3  (7) 
PART  3 

ISDN 

NM 

29  Aug 

67 

AIR-STD-10/20J 

ISDF 

06 

22  Nov 

85 

NAT-STD-3218 

ISDF 

06 

28  Apr 

86 

NAT-STD-3220  (5) 

ISDF 

06 

05  Oct 

87 

NAT-STD-3225  (6) 

ISDF 

06 

30  Sep 

87 

NAT-STD-3558  (2) 

ISDF 

06 

19  Dec 

88 

L 

MIL-L-22692A 

6665 

OS 

07  Aug 

68 

OS 

A-A-1013 

5340 

. 

17  Mor 

83 

A-A-1931A 

5340 

-* 

31  Mor 

88 

AR 

YD 

99 

A-A-1932 

5340 

•IS 

09  Apr 

82 

AR 

YD 

99 

ANSI  A156.5-78 

5340 

YD 

28  Nov 

80 

YD 

99 

MIL-L-15596G 

5340 

YD 

17  Jun 

88 

YD 

Ul  768-84 

5340 

YD 

06  Jun 

85 

YD 

99 

L 

MIL-L-2898D 

5340 

SH 

05  Nov 

68 

SH 

L 

MH-5-2B98/1 

5340 

SH 

17  Apr 

89 

SH 

L 

Mll-l-2898/2 

5340 

SH 

17  Apr 

89 

SH 

UL  437-86 

5340 

YD 

21  Aug 

86 

YD 

99 

E 

NAS  559-79 

REV  3 

5340 

AS 

30  Jon 

84 

AS 

11 

MS-14198A 

5340 

AS 

17  Jan 

83 

AV 

AS 

MS-14227 

5340 

AS 

22  Dec 

82 

AV 

AS 

11 

l 

MIL-L-28576B 

7125 

YD 

06  Nov 

87 

YD 

AA-L-486G  (1J 

7125 

•GL 

07  Dec 

67 

GL 

99 

1 

MIL-L-17948E 

7125 

YD 

22  Aug 

84 

YD 

AA-L-00486H  (1) 
NOTICE  0) 

7125 

t 

21  Sep 

73 

E 

NAS  1193-78 

REV  7 

5340 

AS 

30  Jen 

84 

AS 

11 

l 

MIL-STD-763D 

5340 

SH 

01  Moy 

84 

SH 

MH-l-81935/3  (1) 

5340 

AS 

08  Sep 

76 

AV 

AS 

11 

MS-51888 

NOTICE  1 

4730 

AR 

12  Feb 

87 

AR 

99 

E 

NAS  1493-7) 

3120 

AS 

14  Jun 

74 

AV 

AS 

11 

MS-51860A 

NOTICE  1 

4730 

AR 

12  Feb 

87 

AR 

99 

L 

MIL-L-19622/15A 

5975 

SH 

24  Jun 

86 

SH 

L 

MS-18288C 

4470 

SH 

14  Aug 

78 

SH 

ANSI  A  156.2-83 

5340 

YD 

04  Moy 

84 

AR 

YD 

99 

6HMA  A 156. 12-86 

5340 

YD 

10  Aug 

87 

AR 

YD 

99 

ANSI  A156.12-79 
NOTICE  1 

5340 

YD 

29  Aug 

86 

AR 

YD 

99 

BHMA  A156.5-84 

5340 

YD 

28  Nov 

85 

YD 

99 

BHMA  A156.1I-85 

5340 

YD 

08  Nov 

85 

AR 

YD 

99 

FF-H-1687A 

5340 

t 

01  Mor 

74 

FF-H-0016878 

5340 

t 

16  Mar 

76 

E 

NAS  1443-71 

3120 

AS 

14  Jun 

74 

AV 

AS 

11 

AS  1043080 

4730 

82 

04  Dec 

81 

99 

438 
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locomotive,  Diesel  Electric,  56  1/2,  60,  63,  Or  66  Inch  Gage,  70  Ton,  0-4-4-0 

i 

M!l*l*52731A 

2210 

ME 

27  Jun 

77 

ME 

Wheel  For  Domestic  Or  Foreign  Service 

Locwire,  For  2.75  Inch  Rocket  Motor  All  Marks  And  Mods . . . . . . 

L 

MIL-L-60427A  (1) 

1340 

Ml 

16  Moy 

75 

Ml 

Logic  Assembly  (For  Exercise  Head  Mk  85) . . . . . . . . 

_ 

MIL-L-82452  (6) 

1355 

os 

16  Ocl 

84 

OS 

logistic  Support  Analysis . . . . . . . . . . . . . . 

MIL-STD-1388/1A 

ILSS 

TM 

11  Apr 

83 

TM 

AS 

95 

NOTICE  1 

logistic  Support  Analysis  Record,  DOD  Requirements  For  A . . 

MH-STD-1388/2A 

IISS 

TM 

14  Feb 

86 

TM 

AS 

95 

NOTICE  1 

long  Haul  Communications  (DCS  Power  &  Environmental  Control  For  Physical  Plant 

MIL-HDBK  41)  A 

SLHC 

sc 

08  Jul 

82 

sc 

YD 

90 

(Volume*  1  &  2) 

Loop,  Eye  lens.  Wilder... . . . . . . . . . . . . 

Mll*l*36485 

6515 

DM 

20  Moy 

66 

md 

MS 

03 

Loop,  Inoculating,  Laboratory,  Quantitative,  0.01  Ml.......... . . 

MIL-l-37661 

6640 

DM 

30  Mor 

78 

MD 

MS 

03 

loop.  Slide  (For  Equipage)  . . . . . . 

MILL-3851  D 

5340 

GL 

14  Jun 

71 

GL 

99 

Loop,  Slide  (For  Equipage)  . . . . . . . . 

MS-51940C 

5340 

GL 

14  Jun 

71 

Gl 

YD 

99 

Loop,  Strop  Fastener.(for  Nonequipage  Items) . . . 

MIL-L-2045B  (1) 

5340 

Gl 

18  Ocl 

77 

GL 

YD 

99 

loop.  Strap  Fastener  (Footmans  Loop)  . . . . . . . . 

l 

MS-51939 

5340 

AR 

28  May 

63 

AR 

loose  Projectile  Restraint  System  (Iprs)  155MM  . . . . . . . . 

Mll-l*48664A 

2590 

AR 

10  Aug 

88 

lorazepam  Injection  . . . . . . . 

A-A-0053615 

6505 

MB 

29  Aug 

88 

MD 

MS 

03 

lorazepam  Tablets . . . . . . . . . . 

A-A-51099 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

lot  Numbering  Of  Ammunition... . . . . . 

Mll*STD*l  168A 

1395 

AR 

18  Apr 

88 

AR 

OS 

99 

NOTICE  1 

loud  Speakers,  Mounting  Dimensions  For  •  6  Jon  75  . . . . . 

EIA  RS278B-76 

5965 

85 

01  Mor 

77 

CR 

SH 

85 

loudspeaker.  Control  Of  Volume,  Automatic  (Metric)  . . . . . . 

l 

DOD-L-24681 

5830 

SH 

12  Jan 

87 

SH 

loudspeaker.  Dynamic  IS-112/U,  LS-116/U,  LS-148/U,  LS-160/U,  LS-179/U, 

MIL-L-13078A  (1) 

5965 

CR 

09  Ocl 

86 

CR 

85 

LS-181/U  And  loudspeaker  LS-154/U  And  LS-206/U 

NOTICE  1 

loudspeaker.  Microphone,  (Megaphone,  Electronlc-portoble) . 

l 

MIL-L-22250 

5830 

SH 

18  Nov 

59 

SH 

loudspeaker,  Permanent  Magnet  IS-2U/AIC-13 . . . 

MIL-L-25547B  (1) 

5965 

85 

05  Moy 

75 

CR 

EC 

85 

INT  AMD  2  (85) 

loudspeaker.  Permanent  Magnet  (Unencosed,  6*,  8-,  10-,  And  12-INCH  Diameter 

MII-1.10911D 

5965 

EC 

20  Ocl 

82 

CR 

EC 

85 

Cone) 

SUPP  1 

INT  AMD  1  (11) 

loudspeaker.  Permanent  Magnet,  (Unencased,  3  Inch  Diameter  Cone) . 

l 

Mll-l-1091 1/6A 

5965 

85 

13  Jan 

89 

CR 

EC 

85 

NOTICE  1 

loudspeaker.  Permanent  Magnet,  (Unencosed,  2.5  Inch  Diameter  Cone) . . 

L 

MIU.10911/7A 

5965 

85 

13  Jon 

89 

CR 

EC 

85 

NOTICE  1 

loudspeaker.  Permanent  Magnet,  (Unencosed,  4  Inch  Diameter  Cone) . . 

MIL-L-1C011/8A 

5965 

EC 

20  Ocl 

82 

CR 

EC 

85 

loudspeoker.  Permanent  Magnet,  (Unencosed,  12  Inch  Diameter  Cone) . 

MIL-L-10911/5A 

5965 

CR 

20  Ocl 

82 

CR 

EC 

85 

loudspeaker.  Permanent  Magnet,  (Unencased,  5  Inch  Diameter  Cone),  Type 

MIL-L-10911/1B 

5965 

CR 

20  Oct 

82 

CR 

EC 

85 

LS-XXX/U 

Loudspeaker,  Permanent  Magnet,  (Unencosed,  6  INCH  Diameter  Cone),  Type 

Mll-L-1091 1/2A 

5965 

CR 

20  Ocl 

81 

CR 

EC 

85 

LS-446/U 

loudspeaker.  Permanent  Magnet,  (Unencosed,  8  Inch  Diameter  Cone),  Type 

MIL-L-10911/3B 

5965 

CR 

20  Ocl 

82 

CR 

EC 

85 

IS-180/U 

loudspeaker.  Permanent  Mogncl  (Unencosed,  3  Inch  And  4  Inch  Diameter  Cone,  2 

Q 

MIL-L-12606D  (1) 

5965 

CR 

18  Sep 

86 

CR 

EC 

85 

Watt,  Fungus,  Gunblost,  And  Immersion  Resistant),  Type  U-445/U,  M 12606-01, 

NOTICE  1 

And  M12606-02 

loudspeaker.  Permanent  Magnet,  IS-474/U . . . . . . . . 

l 

MIL-L-17061E 

5965 

EC 

15  Nov 

65 

EC 

loudspeoker.  Permanent  Magnet  For  Shipboord  Entertainment  Systems  . . 

Q  L 

MIL-L-17080C  (4) 

5965 

SH 

03  Dec 

86 

SH 

loudspeoker.  Permanent  Magnet  (Encosed,  2  Wall,  Fungus*,  Gunblost*,  And 

MIL-L-12632D 

5965 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistont),  Gencrol  Specification  For 

NOTICE  1 

loudspeoker,  Permanent  Magnet,  Blastproof  And  Submersible,  Navy  Type  49546()  .. 

l 

MII-L.16225B  ()) 

5965 

EC 

06  Sep 

79 

EC 

Loudspeoker,  Permanent  Magnet  (Encased,  2  Watt,  Fungus,  Gunblost,  And 

MIL-L-12632/IA 

5965 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistant)  Type  IS*590/U 

NOTICE  1 

loudspeoker.  Permanent  Mognet  (Encased,  2  Watt,  Fungus*,  Gunblost*,  And 

MIL-L-12632/2A 

5965 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistant),  Type  IS-166/U 

NOTICE  1 

loudspeoker.  Permanent  Magnet  (Encosed,  2  Wolt,  Fungus*,  Gunblost*,  And 

MIL-L-12632/4A 

5965 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistont,  Type  IS-454/U 

NOTICE  1 

Loudspeaker,  Pressure  Proof,  Type  lS-450(  (/b  Jissuc  Controlled-reqsts  By  Other 

l 

MIL-L-24296A  ()) 

5965 

SH 

21  Aug 

81 

SH 

Than  Dod  Actys  Must  Be  Submitted  Via  Preparing  Activity  Of  The  5pec( 

Loudspeoker,  Shipboard  Announcing  Systems  Encosed,  70.7  Volt,  1  To  5  Volt 

L 

MIL-L-24223/1A 

5965 

SH 

22  Oct 

86 

SH 

Amperes 

loudspeaker,  Shipboord  Announcing  Systems  Encased,  70.7  Volt,  6  To  15  Volt 

l 

MIL-L-24223/2A 

5965 

SH 

22  Ocl 

86 

SH 

Amperes 

Loudspeoker,  Shipboord  Announcing  Systems  Encosed,  70.7  Volt,  80  Volt  Amperes .. 

l 

MIL-L-24223/3A 

5965 

SH 

22  Ocl 

86 

SH 

loudspeoker.  Shipboard  Announcing  Systems  Encased,  High  Power,  Rotational  70.7 

l 

MIL-L-24223/4A 

5965 

SH 

22  Oct 

86 

SH 

loudspeaker.  Shipboard  Announcing  Systems  General  Specification  For .................... 

O  l 

MIL-L-24223C 

5965 

SH 

22  Ocl 

86 

SH 

loudspeakers.  Permanent  Magnet,  (Unencosed,  10  Inch  Diameter  Cone) . . . . 

MIL*1*I091 1/4A 

5965 

CR 

20  Ocl 

82 

CR 

EC 

85 

lounge.  Blood  Donor  . . . . . . . 

A-A-53219 

6530 

MB 

29  Sep 

87 

MD 

MS 

03 

1  ovottotin  . . . . . . . . . 

A-A-0053378 

6515 

/MB 

23  Feb 

88 

MD 

MS 

03 

low  Carbon  Chromium  Steel  Bars,  Rods  &  Forgings  (Issue  Controlled  Requests  By 

l 

MIL-l*24128C 

95)0 

SH 

26  Dec 

84 

SH 

Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The 

Spec.) 

low  level  Signaling  Device  TI*523(  )/GGC  . . . . . . . . . 

l 

Mll-l-55658  (1) 

5815 

CR 

28  Apr 

86 

CR 

NOTICE  1 

low  Pressure  Air  And  Associated  Electrical  Connections  For  Aero  Engine  Storting 

AIR-STD-25/2 

ISDF 

06 

29  Ocl 

84 

(Ch  1  10  Sept  86)  Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  Hq 

USAF/XOXXOSO)  Wosh  DC  20330-5058 

low  Pressure  Air  &  Associated  Electrical  Connections  For  Aircrofl  Engine  Starling 

NAT-STD-3372  (6) 

ISDF 

06 

09  Dec 

88 

(Ed  5)  (Re!  To  Other  Than  Dod  Act  Rcq  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash, 

NAT 

0c  20330-5058) 

low  Reflective  Acrylic  Lacquer  For  Rotary  Wing  Aircraft  (Release  To  Other  Than 

O-STD-402 

ISDA 

AM 

08  Mor 

79 

Ood  Agencies  Mull  8c  Approved  By  Hq  Dorcom  (Drclrd)  (Abco  402) 
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ALPHABETICAL  LISTING 


TITLE 

Lowering  Device,  Personnel  And  Corgo  . . . . . . 

Lowering  Line  Assembly  . . . . . . . . . . . . . 

lubricont  Fillings  (ABCA-227)  . . . . . . . . . . . . . . 

Lubricant  Fluid  Measuring  Wear  Ppopertie  Of  (Falex  '’in  &  Vee  Block  Method)  -  28 
Aug  81 

Lubricant  Molybdenum  Disulfide,  Silicone...., . . . . . . . . . . . 

Lubricant,  All  Weather  (Automatic  Weapons)  . . . . . . . 

Lubricant,  Atl-weather,  Semi-fluid,  For  Aircraft  Ordnance . . . 

Lubricant,  Automotive  Fluid,  Meosured  By  8rookfield  Viscometer,  Low  Temperature 
Viscosity  Of  •  29  Aug  80 

Lubricant,  Cetyl  Alcohol,  1  Hexadecanol,  Application  To  Fasteners  . . . . 

Lubricant,  Cleaner  &  Preservative  For  Weapons  &  Weapons  System. . . . . . . 

Lubricant,  Colloidal  Graphite  In  Oil . . . . . . . 

Lubricant,  Colloidal  Graphite  In  150PROPANOL . . . . . . . 

Lubricant,  Corrosion  Preventive  Compound,  Water  Displacing,  Synthetic . . . 

Lubricant,  Dental  Handpiece . . . . . . . . . . . 

Lubricant,  Dry  Thin  Film,  Molecular  Bonded  . . . . . . 

Lubricant,  Endosed-gear,  Nonextreme-pressure.... . . . . . 

Lubricant,  Fluorocarbon  Telomer  Dispersion  (For  Use  With  Ammunition) . . . 

Lubricant,  Inner  Tube,oircroft  Tire . . . . . . . . . . . . 

Lubricant,  Instrument  Bearing,  Petroleum  8ase,  Viscosity  15  •  1  July  1983......... . . 

Lubricant,  Instrument  Bearing,  Petroleum  Base . . . . . . . . . . . 

Lubricont,  Instrument  Bearing,  Petroleum  Bose,  Viscosity  35  •  1  Jul  83  . . 

lubricant,  Liquid  Fuel  &  Related  Products,  Methods  Of  Testing . 

Lubricant,  Mold,  Tire,  Silicone  Base  Emulsion . . . . . . 

Lubricont,  Molybdenum  Disulfide  fn  Isopropanal . . . . 

Lubricont,  Ophthalmic . . . . . . . . . . . . . . . 

Lubricont,  Red  Lead  And  Graphite  In  Mineral  Oil  . . . . 

Lubricont,  Semi-fluid  (Automate  Weapons) . . . . . . . 

Lubricant,  Silicate  Cement,  Dental . . . . . . . . . 

Lubricont,  Silicate  Cement,  Dental . . . . . . . . 

lubricont.  Solid  Film,  Heat  Cured,  Corrosion  Inhibiting,  NATO  Code  Number  S- 1738 
(S/s  By  MIL-L-46010B 

Lubricont,  Solid  Film,  Corrosion  Characteristics  Of,  Standard  Test  Method  For  •  25 
Mar  83 

lubricant,  Solid  Film,  Extreme  Environment,  Nato  Code  Number  S«1737,  Metric . 

lubricont.  Solid  Film,  Heal  Cured,  Corrosion  Inhibiting  . . . . . 

lubricant,  Solid  Film,  Air  Drying,  Corrosion  Inhibiting,  NATO  Code  Number  S-749  .. 
Lubricant,  Solid  Film,  Heal  Cured  (Temperature  Range  125  Deg.  To  250  (51.8  Deg. 
To  121  Deg.  C)(  Corrosion  Inhibiting 

lubricant,  Surgfcl  . . . . . . . . . . . . 

Lubricant,  Tire  And  Rim,  Demounting . . . . . . . 

lubricant.  Weapons,  Semi-fluid  (High  load-carrying  Capacity)  . . . . 

lubricants.  Aircraft  Turbine,  Viscosity  &  Viscosity  Change  After  Standing  At  low 
Temperature  Of  •  27  Aug  82 

lubricants.  Power  Transmission  Fluids,  Corrosion  Prcventatives  For  Use  In  Ground 
Equipment  Systems,  Guide  Fof  The  Selection  Of 

lubricants.  Solid  Film,  Adhesion  Of  ■  25  Mor  1983... . . . 

lubricants.  Solid  Film,  Thermal  Shock  Sensitivity  Of  *  25  Mor  1983  . . . . 

lubricate.  Silicate  Cement,  Dental . 

Lubricating  And  Servicing  Unit,  Air  Operated  High  And  low  Pressure  Oclivery . . 

Lubrlcoting  And  Servicing  Unit,  Power  Operated,  Portable  . . 

lubricating  And  Servicing  Unit,  Power  Operated,  Portable,  Industrial  Typo  . 

lubricating  Fluid  For  low  And  High  Pressure  Oxidizing  Gas  Mixtures . 

Lubricating  Greose,  Measurement  Of  Extreme  Pressure  Properties  Of,  (Four  Boll 
Method) .  1969 

Lubricating  Greose  (High-temperature,  Electric  Motor,  Boll  And  Roller  Bearings)  ....... 

lubricating  Greose,  Dropping  Point  Of,  Over  Wide  Temperature  Range  •  25  Aug  78 
Lubricating  Greose,  Using  One  -  Quarter  &  One  *  Half  Scale  Cone  Equipment,  Cone 
Penetration  Of  •  28  Oct  83 

lubricating  Oil  Precipitation  Number  Of •  28  Aug  81 . . . 

lubricating  Oil  Trace  Sediment  In  »  28  Aug  81  . . . . . . 

Lubricating  Oil,  Instrument,  Ball  Bearing,  High  Flash  Point . . . . . 

Lubricating  Oil,  Compounded . . . . . . . . . . . 

lubricating  Oil,  Infernal  Combustion  Engln,  Andministralion  Servic,  Metric . . . 

lubricating  Oil,  Instrument,  Jewel  Bearing . . . . . . . . . 

lubricating  Oil,  Vacuum  Pump,  Mcchonicol  . . . . . . . 

lubricating  Oil,  General  Purpose,  Preservative,  (Water-displacing,  low  Temperature) 

Lubricating  Oil,  Synthetic  (For  Mechanical  Time  Fuzes) . . . . . . 

Lubricating  Oil,  fnternol  Combustion  Engine,  Arctic  . . . . . . . 

Lubricating  Oil,  Refrigerant  Compressor . . . . . . 

lubricating  Oil,  Shipboard  Internal  Combustion  Engine,  High  Output  Diesel  . . 

lubricating  Oil,  Chain,  Wire  Rope,  And  Exposed  Gear . . . . . . 

lubricating  Oil,  Aircraft  Turbine  Englnne,  Polyphenyl  Ether  Base  . . . . . 

lubricating  Oil,  Instrument,  Aircraft,  low  Volatility  . . . . . . 

Lubricating  Oil,  Food  Grade,  Food  Processing  Equipment  (Metric)  . . . 
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FSC 

PREP 

DATE 

CUSTODIAN 

t 

MIL-l-43693 

1670 

GL 

20  Mor 

70 

GL 

NOTICE  1 

Mll-l-44076 

1670 
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05  Nov 

8) 

Gl 

AS 

Q-STD-227 

ISDA 

AM 
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71 

ASTM  0267081 

9150 

AR 

12  Jul 

82 

AR 

AS 

68 

DOD-L-25681D 

9150 

11 
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86 

ME 

AS 

68 

NOTICE  1 
DODL-85336A 

9150 

AS 

05  Mor 

85 

ME 

AS 

68 
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MIL-l-197018 

9150 

AS 

08  Nov 

83 

AS 

ASTM  D2983-80 

91GP 

ME 

13  Jun 

85 

ME 

SH 

11 

MIL-L-87132  (1) 

9150 

20 

11  Feb 

81 

ME 

AS 

20  GS 

0  l 

MIL-L-63460D  (3) 

9150 

AR 

01  Jul 

87 

AR 

MIL-L-3572A 

9150 

OS 

06  Oct 

83 

ME 

OS 

68 

Q  l 

MII-1-24131B 

9150 

SH 

23  Mar 

73 

SH 

MIU-87177 

NOTICE  1 

8030 

20 

30  Jul 

87 

CR 

AS 

20 

A-A-51349 

6520 

MB 

12  Feb 

86 

MD 

MS 

03 

DOD-L-85645A 

9150 

AS 

15  Oct 

88 

ME 

AS 

11 

W-L-765A  (1) 

9150 

t 

27  Sep 

68 

L 

MIL-160326  (1) 

9150 

OS 

30  Apr 

65 

AR 

OS 

MIL-L-5024A  (1) 

2640 

AS 

02  Jun 

65 

AS 

99 

AMS  3055-83 

9150 

AS 

28  Sep 

84 

AS 

20 

MIL-L-83176 

9150 

20 

23  Sep 

69 

ME 

AS 

20 
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9150 

AS 

28  Sep 

84 

AS 

20 

FED-STD-791C 

91GP 

/ME 
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86 

ME 

SH 

11 

L 

MIL-L-3921A  (1) 

2640 

AT 

02  Oct 

86 

AT 

L 

MIL-1-24478B 

9150 

SH 

26  Aug 

81 

SH 

A-A-50886 

6505 

/MB 

16  Dec 

85 

MD 

MS 

03 

l 

MIL-L-24479S 

9150 

SH 

26  Aug 

8) 

SH 

Q 

MIL-L-46000C 

9150 

AR 

25  Feb 

87 

AR 

AS 

68 

A-A-53689 

6520 

/MB 

15  Sep 

88 

MD 

MS 

03 

P-L-00790A 

6520 

/DM 

15  Jan 

71 

MD  MS 

03 

Q 

Mlt-l-89370 

9150 

AS 

29  Mor 

82 

ME 

AS 

20 

ASTM  02649-83 

9150 

AS 

16  May 

85 

ME 

AS 

20 

MIL-L-81329C 

9150 

AS 

08  Aug 

84 

AS 

20 

Q 

MIU-460108  (1) 

9150 

ME 

04  Mor 

88 

ME 

AS 

20 

Q 

MIL-l-233980 

9150 

AS 

20  Nov 

85 

ME 

AS 

20 

l 

MIL-l-45983 

9150 

AR 

31  Aug 

76 

AR 

A-A-30027 

6505 

/DP 

28  Oct 

81 

MD  MS 

03 

MIL-1-8362C 

2640 

AT 

10  Ocl 

68 

AT 

YD 

99 

Q 

MIL-l-46150  (1) 

9150 

AR 

22  Sep 

86 

AR 

YD 

68 

ASTM  02632-82 

91GP 

ME 

06  Apr 

83 

ME 

SH 

11 

MIL-HDBK  1138 

9150 

ME 

28  Feb 

85 

ME 

YD 

68 

ASTM  02510  83 

91GP 

ME 

13  Aug 

85 

ME 

SH 

20 

ASTM  02511-83 

91GP 

ME 

13  Aug 

85 

ME 

SH 

20 

P-l-790  (1) 

6520 

/DM 

06  Feb 

57 

MD 

MS 

03 

l 

MIL-L-4541C 

4930 

82 

23  Aug 

83 

99 

MIL-L-10269G 

4930 

ME 

22  Jun 

84 

ME 

99 

l 

M1LH9355E 

4930 

YD 

24  Jon 

85 

YD 

0  l 

DOD-l-24574  (2) 

9150 

SH 

12  Mor 

87 

SH 

ASTM  D2596-69R0E 

9150 

AS 

01  May 

81 

ME 

AS 

68 

O 

MII-L-15719A  (3) 

9150 

SH 

21  Feb 

61 

ME 

SH 

20 

ASTM  02265-78 

9150 

AS 

01  May 

81 

ME 

AS 

68 

ASTM  01403-83 

9150 

AS 

22  Oct 

84 

ME 

AS 

68 

ASTM  091-81 

91GP 

ME 

21  Jul 

82 

ME 

SH 

20 

ASTM  02273-81 

91GP 

ME 

21  Jul 

82 

ME 

SH 

20 

MIL-L-818468 

9150 

AS 

03  Sep 

86 

ME 

AS 

20 

l 

MIL-1-0015019D 

9150 

SH 

13  Mar 

81 

SH 

0 

MIL-l-461520 

9150 

ME 

01  Aug 

88 

ME 

SH 

68 

MIL-1-3918A 

NOTICE  ! 

9150 

AR 

10  Mar 

86 

AR 

AS 

20 

MIL-l-837678  (1) 
NOTICE  1 

9150 

68 

20  Jan 

89 

ME 

68 

0 

VV-L-800C  (1) 

9150 

/ME 

15  Sep 

86 

ME 

AS 

20 

MIL-L.11734C 

9150 

AR 

31  Dec 

69 

AR 

OS 

68 

Mll-l-461678 

9150 

ME 

29  Jul 

88 

ME 

SH 

68 

Q 

VV-l-8258 

9150 

/SH 

10  Nov 

87 

MR 

SH 

68 

Q  l 

MII-L-9000H 

9150 

SH 

16  Sep 

87 

SH 

VV-L-7510 

9150 

/ME 

30  Oct 

81 

ME 

YD 

68 

l 

MIU-87100 

NOTICE  1 

9150 

11 

30  Sep 

88 

11 

0 

MIL-L-6085B  (1) 
NOTICE  1 

9150 

20 

12  Jon 

89 

ME 

AS 

OOD-l-24651 

9150 

SH 

18  Jan 

85 

ME 

SH 

68 
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ALPHABETICAL  LISTING 


TITLE 

Lubricating  Oil,  Gear,  Petroleum  Base  . . . . . . . . . . . 

lubricating  Oil,  Helicopter  Transmission  System,  Synthetic  Bose  . . . . 

Lubricating  Oil,  Jet  Engine . . . . . . . . . . . . . . 

Lubricating  Oil,  Aircraft  Tuibine  Engines,  Synthetic  Base . . . . . . . 

Lubricating  Oil,  Aircraft  Reciprocating  Engine  (Piston) . . . . . . 

Lubricating  Oil,  Spindle  . . . . . . . . . . . 

Lubricating  Oil,  Preservative,  Medium  . . . . . . . . . 

Lubricating  Oil,  Reciprocating  Compressor,  Ground  Support . . . . . 

Lubricating  Oil,  Steam  Turbine  And  Gear,  Moderate  ‘‘-mice..... . . . . . . . 

Lubricating  Oil,  Machine  Tool  Slidewoys  . . . . . . 

Lubricating  Oil,  Breech  Block  (For  Naval  Ordnance)  (See  Notice  3) . . . . . 

Lubricating  Oil,  Aircraft  Turbine  Engine,  Ester  Base . . . . . 

Lubricating  Oil,  Internal  Combustion  Engine,  Tactical  Service... . . . . . . 

Lubricating  Oil,  Internal  Combustion  Engine,  Preservative  And  Break-in . . ... 

Lubricating  Oil,  Gear,  Multipurpose  (Metric) . . . . . . . . 

Lubricating  Oil,  Weapons,  Low  Temperature  . . . . . . . . . . . 

Lubricating  Oil,  Aircraft  Turbine  Engine,  Synthetic  Base,  N.oto  Code  Number  0-148.. 

Lubricating  Oil,  General  Purpose,  Low  Temperature........... . . . 

Lubricating  Oil,  Aircroft  Piston  Engine,  (Ashless  Dispersant)  . . . . . 

Lubricating  Unit,  Power  Operated,  And  Pumping  Units,  Pressure  lubricoting,  Drum 
Mounting 

Lubricating  Unit,  Power-operated,  Electric,  Portable . . . . . . 

Lubricotion  Charts  For  Air  Weapon  Systems,  Preparation  Of  . . . . . . 

Lubrication  Charts,  Plates,  And  Manuals,  Preparation  And  Production  Of . . . . 

Lubricotion  Dispensing  Equipment  Accessories . . . . . . . . 

Lubrication  Grease,  Evaporation  Loss  Of,  Over  Wide  Temperature  Range  -  11  Sep 
70 

Lubrication  Grease  By  The  Copper  Strip  Tarnish  Test,  Detection  Of  Copper 
Corrosion  From  •  28  Aug  81 

lubricotion  Of  Fire  Control  Instruments  . . . . . 

Lubricoticn  Of  Ground  Handling,  launching,  &  Control  Equipment  For  Guided 
Missiles 

Lubrication  Of  Military  Equipmen . . . . . . . . . . . 

Lucky  Assembly  For  Cartridges  90MM,  Heat,  M371E1  (M371A1)  &  106MM,  Heat, 
M344A1  Ports  For,  Assembling  &  Pocking 
lucky  Assembly,  Insulated,  For  Cartridges  105MM,  Heat-t,  M456A1  And  90MM, 
Heat-t,  M431A2  Ports  For,  Assembling  And  Packing 

Lug,  Suspension,  (1000  lb  Class)  Airborne  Equipment . . . 

Lug,  Suspension,  (1,000  Pound)  Airborne  Equipment . . . . . . . . 

Lug,  Termino!  Type  I,  Class  2 . . . . . . . . . . 

Lumbar  Puncture  Kit . . . . . . . . 

Lumber  &  Allied  Products . . . . . . . 

Lumber  8.  Plywood,  Fire  Retordont  Treated . . . . . 

Lumber  &  Timbers  For  Cooling  Towers  •  Preservative  Treatment  By  Pressure 
Processes  *  1979 

Lumber  And  Plywood,  Fire-retardant  Treated  (Use  MIL-L-19140C).. . 

lumber  To  Be  Used  For  The  Harvesting,  Storoge  &  Transportation  Of  Food  Stuffs  • 
Preservative  Treatment  By  Pressure  Processes  ■  1982 

Lumber,  Hordwood . . . . . . 

lumber,  Hordwood . . . . . . . . . . . . 

Lumber,  Oak,  White  And  Red,  For  Ship  And  Boot  Construction . . . 

lumber.  Ship  &  Boot  Construction,  Cedar,  Mahogany,  &  Douglas  Fir . . . . 

Lumber,  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  light  Hydrocarbon 
Solveni-pento  Solution  For  Above  Ground  Use  •  Mor  1978 

lumber.  Softwood  . . . . . . . . . . . 

lumber.  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  Volatile  Hydrocarbon 
Solvent-penta  Solution  For  Above  Ground  Use,  Standard  For  -  Mar  1978 

lumber.  Softwood,  Board . . . . . . . . . . . . . . 

Lumber,  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  Light  Hydrocarbon 
Solvenl-penta  Solution  For  Ground  Contact  Use  •  Mar  1978 
lumber,  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  Volatile  Hydrocarbon 
Solve'!1  Perfo  SaV'C*  Fo'  Contact  Use,  Standard  For  «  Mar  78 

lumber.  Softwood,  Timber  &  Plywood  Pressure  Treated  W.th  Creosote  Or  Creosote 
Coal-tar  Solutions  For  Ground  Contact  Use  •  Mor  1978 
lumber.  Softwood,  Timber  &  Plywood  Pressure  Treoted  For  Marine  (Soltwoter) 
Exposure,  Standard  For  -  April  80 

Lumber,  Softwood,  Timber  &  Plywood  Pressure  Treated  With  Watur-borne 
Preservatives  For  Above  Ground  Use,  Standard  For  -  Mar  80 
lumber.  Structural,  -  Fire-retardant  Treatment  By  Pressure  Processes  (1984) 
lumber.  Timbers,  Bridge  Ties  And  Mine  Ties  -  Preservative  Treatment  By  Pressure 
Processes  (1987) 

lumber.  Unitizing  And  loading  Of . . . . . . 

luminescent  Material  And  Equipment,  (NonradIoaciive)...M....«.........„.„..„„«..,...,„.... 
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ME 

AS 
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SH 
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ME 

SH 
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07  Aug 
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ME 

SH 
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MIL-L-14107C 

INT  AMO  2  (AR) 
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AR 

28  May 

87 

AR 

OS 

20 

Q 

MII-1-7B08J 

NOTICE  1 

9150 

11 

26  Feb 

88 

ME 

AS 

11 

Q 

MIL-1-7870A 

NOTICE  1 

9150 

11 

04  Mar 

88 

ME 

AS 

11 

0 

MIL-L-22851C  (2) 

9150 

AS 

23  Jul 

79 

ME 

AS 

11 

GGG-I.-795D 

4930 

/ME 

25  Apr 

79 

ME 

YD 

99 

MIL-L-7312E 

4930 

ME 

12  Dec 

84 

ME 

AS 

99 

MIL-L-81043 

TMSS 

AS 

13  May 

64 

AS 

68 

l 

MIL-l-22690  (1) 

TMSS 

MC 

06  Jul 

67 

MC 

MIL-1-4387C  (1) 

4930 

ME 

16  Nov 

79 

ME 

YD 

99 

ASTM  D2595-70R80 

9150 

AS 

01  May 

81 

ME 

AS 

69 

ASTM  04048-81 

9150 

ME 

07  Dec 

83 

ME 

68 

l 

MIL-STD-1450 

12GP 

AR 

02  Aug 

68 

AR 

MIIA-46811A 

1440 

Ml 

31  Mar 

88 

Ml 

AS 

99 

NOTICE  1 
MII-STD-838C 

9150 

20 

30  Dec 

83 

ME 

AS 

20 

l 

MIL-L-60024  (2) 

1315 

AR 

04  Apr 

66 

AR 

l 

MIU.-46959B  (1) 

1315 

AR 

11  Sep 

81 

AR 

MS-3314 

1325 

AS 

26  Sep 

67 

AR 

AS 

99 

MIL-l-81558 

NOTICE  1 

1325 

AS 

14  May 

87 

AR 

AS 

MS-90404 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

A-A-0053245 

6515 

MB 

13  Oct 

87 

MD 

MS 

03 

Mll-HOBK  7B 

55GP 

ME 

06  Aug 

82 

ME 

99 

Q  L 

MIL-L-19140E  (1) 

5510 

SH 

01  Oct 

85 

me 

SH 

AW PA  C30-79 

5510 

CS 

31  Mor 

88 

ME 

SH 

99 

0  L 

MIU.-0019140D 

5510 

SH 

21  Oct 

82 

SH 

AWPA  C29-82 

5510 

CS 

31  Mor 

88 

ME 

SH 

99 

A-A-2208 

5510 

* 

13  Sep 

85 

ME 

MM-1-736C  (1) 

5510 

/ME 

11  Mar 

83 

ME 

YD 

99 

MIL-L-2037D 

5510 

SH 

30  Dec 

65 

SH 

99 

l 

MII-L-2594D 

5510 

SH 

14  Mor 

88 

ME 

SH 

99 

AWPB  IP3-78 

5510 

YD 

10  Sep 

86 

ME 

YD 

99 

MM-1-751H 

5510 

/ME 

13  Aug 

70 

ME 

SH 

84 

AWPB  IP4-78 

5510 

YD 

16  Oct 

86 

ME 

YD 

99 

A-A-I920A 

5510 

• 

31  Oct 

85 

ME 

AWPB  IP33-78 

5510 

VD 

19  Sep 

86 

ME 

YD 

99 

AWPB  LP44-78 

5510 

YD 

16  Oct 

86 

ME 

YD 

99 

AWPB  IP55-78 

5510 

YO 

22  Sep 

86 

ME 

YD 

99 

AWPB  MlP-80 

5510 

YD 

19  Sep 

86 

ME 

YD 

99 

AWPB  IP2-80 

5510 

YD 

13  Oct 

86 

ME 

YD 

99 

AWPA  C20-84 

5510 

CS 

31  Mor 

88 

ME 

SH 

99 

AWPA  C2-87 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

MII-1-14362E 

INT  AMO  1 

5510 

ME 

18  Jan 

84 

ME 

99 

MIL-l-38918 

9390 

ME 

16  Dec 

74 

ME 

OS 

99 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Luncheon  Meat,  Canned  (Read/  To  Eat . . . . . . . . . . . . 

Lunette  Eye  Or  Towing  Ring  . . . . . 

Lunelle  Eye  Or  Towing  Ring  (Release  To  Other  Than  Dod  Hq  U$af/xoxx(iso)  Wash, 
Oc  20330*5058 

Lunette&coupler,  Drawbar,  Ring . . . . . . . . . . 

Lunettes,  Pintles  And  Emergency  Towing  Facilities  (ABCA-264) . . . . . . 

Lypressin  Solution............  . . . . . . . . 

MASTERFORMAT  •  Master  list  Of  Section  Titles  &  Numbers  *  Moy  83 . . 

Macadam  Pavements,  Crushed  Aggregate  For  -  27  Apr  84  . . . . . . 

Macaroni  &  Cheese,  Artificially  Colored,  Thermostobilixed,  Troy  P  Ack . 

Macaroni  &  Cheese,  Thermoslobilized,  Troy  Pock  . . . . . 

Macaroni  Salad,  Thermostabifized,  Tray  Pack  . . . . . . . . 

Macaroni  Salad,  Thermosfobiiized,  Tray  Pack  . . . . 

Macaroni  With  Beef  &  Sauce,  Thermostobilixed,  Tray  Pack . . . . . 

Macaroni  With  Beef  And  Sauce,  Thermoslobilized,  Tray  Pack . . . 

Macaroni  With  Cheese,  Powder  (For  Oral  liquid  Feeding)  . . . 

Macaroni,  Spaghetti,  Vermicelli,  And  Lasagna . . . . . . 

Machete,  Rigid  Handle . . . . . . . 

Machine  And  Automatic  Guns  And  Machine  Gun  Trainers  Through  30-MM  . . 


Machine  Equipment  And  Operation,  Standard  Impulse  *  Nov  72 . . . 

Machine  Gun,  Aircraft  7.62MM.  M134  (GAU-2B/A)...., . . . . . 

Machine  Gun,  Cal.  .50,  Browning  M2  (Abca  577)..... . . . . . 

Machine  Gun,  Caliber  .50,  Fixed,  M'5  . . . . . . . . . . 

Machine  Gun,  5.56MM,  M249... . . . . . . . . . . 

Machine  Gun,  7.62 MM,  Fixed,  M219  . . . . . . . . . . . 

Machine  Gun,  7.62MM:  M240  (LH  Feed)  And  M240C  (RH  Feed) . 

Machine  Gun,  7.62MM,  M60E2  (Fixed) . . . . . . . . . 

Machine  Gun,  7.62MM,  M240C . . . 

Machine  Gun,  7.62MM:  M60 . . . . . . . . . . . 

Machine  Gun,  7.62MM.  M60D  . . . . . . . . . 

Machine  Tools  *  Hydraulic  Presses  •  Requirements  For  Construction,  Cere,  &  Use  * 
1982 

Machine  Tools  -  Power  Press  Brakes  *  Safety  Requirements  For  Construction,  Care, 
Use  -  1982 

Machine  Tools-mechonical  Power  Presses  Safety  Requirements  For  Construction, 

Care,  And  Use  •  4  Apr  88 

Machine  Tools,  Single  &  Multiple  Spindle  Automatic  Screw/bar  &  Chucking 
Machines  Softy  Requirements  For  The  Construction,  Core,  &  Use  •  1983 
Machine,  Computing,  Desk  Type,  And  Portoble  Type  With  Carrying  Case,  Packaging 
Of  Validated  Oct  1975 

Machine,  Link  Loading  And  Delinking  Validated  Aug  1964  . . . . . . 

Machine,  Numerical,  Control,  Elecfricol  &  Construction  Standards  For  -  1979 .. .......... 

Machine,  Pfostic  Sheet,  Thermoforming  (For  Packaging  Applications)  . . 

Machinery  Alteration  (MACHALT)  Instructions,  Preparation  Of  (METRIC) . . 

Machinery,  Construction  &  Industrial,  Scaled  lighting  Units  For  •  Apr  1980  . . 

Machinery,  Construction  &  Industrial,  Lubrication  Chort,  5AE  Recommended  Practice 
•  Dec  1958  (Rev.  6/82) 

Machinery,  Garthmoving,  Sound  Measurement  -  Exterior  •  Sept  1980  (Reaffirmed 
Mar  1985 

Machinery,  Metal  &  Woodworking  Pockaging  Of  . . . . . . 

Machinery,  Woodworking,  Safety  Requirements  For  •  1975... . . . . . . . . 

Machineryj  Deck  And  Vehicle  Mounted  With  Associated  Equipment  And  Provisioned 
(Repair  Ports)items:  Packaging  Of 

Machines,  Commercial  Dishwoshing,  Detergent  &  Chemical  Feeders  For  -  Jun  82 . . 

Machines,  Drilling,  Milling  &  Boring,  Sofetyrequircments  For  The  Construction,  Care 
&  Use  Of  -  1983 

Mochines,  Grinding,  Construction,  Core,  &  Use  Of,  Safety  Requirements  For  The  - 
1975 

Machines,  Horizontal  Boring,  Spindle  Noses  &  Tool  Shanks  For  •  1977  . 

Mochines,  Numerically  Controlled,  Interchangeable  Perforated  Tape  Varioble  Block 
Format  For  Contouring  &  Contouring/positioning  -  Feb  79 
Mochines,  Numerically  Controlled,  Axis  &  Motion  Nomenclature  For  •  1967  R  73...... 

Machines,  Off  Road,  Minimum  Service  Access  Dimensions  For  »  Oct  84  . . . . 

Machines,  Synchronous,  Generol  Requirements  For  *  4  Aug  75 . . . . . . 

Machining  Centers,  Vertical,  Single  Soindle.doubfe  Column  Computer  Numeric?11/ 
Controlled  (Cnc) 

Machining  Centers,  Horizonol,  Single  Spindle  4  &  5  Axis,  Softwired  Numerical 
Control 

Machining  Center  Horizontal,  Single  Spindle  3  Axis,  Softwired  Numerical  Control 
With  Positioning  Rotary  Table 

Machining  Centers,  Vertical,  Single  Spindle,  Computer  Numerical  Centro!  (Cnc) . 

Mochmeler,  Pitot  Static  Operated  Range  0.5  To  1,5,  Type  A-2B  . . . 

Machmeter,  Pitot  Static,  Ronge  .3  To  1.0,  Type  A*1 . . . 

Machmeters  (Edition  4)  (Rel  To  Other  Than  OOD  Act  Req  Pr  Appr  Of  CNM,  Mat 
09B21) 

Machmeters  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21)  . . 

Macrograph  Standards  For  Steel  Bars,  BILLETS,  And  Blooms  For  Ammunition 
Components 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

PP-L-800E 

8905 

/Gl 

09  Sep 

86 

Gl 

SA 

50 

AtR-STD.il/8B 

ISDF 

06 

30  Jol 

82 

AtR-STD-25/5 

ISDF 

06 

10  Sep 

86 

MS-51336D 

2540 

AT 

21  Aug 

72 

AT 

YD 

99 

Q-STD-264 

ISDA 

AM 

14  Dee 

71 

l 

MIL-L-37780 

6505 

DM 

31  May 

78 

D« 

CSI  MP2-1-83 

FACR 

YD 

10  Mar 

83 

YD 

99 

ASTM  0693-84 

5610 

YD 

31  Jon 

85 

ME 

YD 

99 

M!L*M*44342 

8940 

GL 

29  Dec 

88 

GL 

SA 

50 

EE-M-002142A 

8920 

/GL 

30  Apr 

86 

MIL-M-44335 

8940 

GL 

29  Apr 

88 

Gl 

SA 

50 

EE-M-002206 

8940 

/GL 

28  Sep 

84 

MIL-M-44331 

8940 

GL 

15  Apr 

88 

Gl 

SA 

50 

l 

PP.M  *002204 

8940 

/GL 

C3  Aug 

84 

Gl 

L 

Mll-M-441 77 

8940 

GL 

30  Jun 

85 

N-M-51G  (1) 

8920 

/GL 

02  Apr 

76 

GL 

SA 

50 

GGG-M-45D  (1) 

5110 

/GL 

14  Jut 

78 

GL 

99 

L 

MIL-STD-637A 

1005 

AS 

10  Dec 

62 

AS 

NOTICE  1 

10  DEC  62 

AIR  1228-72 

4730 

AS 

03  Aug 

81 

AV 

AS 

99 

MIL*M*45920  (1) 

1005 

AR 

14  Dec 

76 

AR 

os 

99 

Q-STD-577 

ISDA 

AM 

12  Nov 

79 

MIL*M*45590A  (1) 

INT  AMD  2  (AR) 

1005 

AR 

17  feb 

77 

AR 

OS 

99 

L 

MIL-M-70446  (1) 

1305 

AR 

09  Jon 

85 

AR 

L 

Mll-M-45928 

NOTICE  1 

1005 

AR 

28  Mo/ 

87 

AR 

L 

MIL-M-63314C  (1) 

1005 

AR 

27  Moy 

87 

AR 

L 

MIL-M-45974  (1) 

1005 

AR 

26  Oct 

84 

AR 

L 

MIL-M-63356A  (1) 
NOTICE  1 

1005 

AR 

22  Mor 

88 

AR 

MIL-M-45013D  (2) 

1005 

AR 

26  Oct 

84 

AR 

OS 

99 

L 

MIL-M-45945  (2) 

1005 

AR 

26  Od 

84 

AR 

ANSI  B  11.2-82 

3442 

IP 

02  Aug 

82 

Al 

SH 

99 

ANSI  8)1.3-82 

34GP 

IP 

11  Jun 

82 

AL 

SH 

99 

ANSI  811.1-88 

34GP 

IP 

04  Apr 

88 

Al 

SH 

99 

ANSI  B1 1.13-83 

3416 

IP 

01  Mar 

84 

AL 

SH 

99 

MIL-M-3685B 

7420 

Gl 

26  Dee 

78 

GL 

SA 

MIL-M-1315A 

1305 

AR 

15  Nov 

50 

AR 

OS 

99 

EIA  RS28 18-79 

34GP 

IP 

09  Mor 

79 

AL 

SH 

99 

MII-M-21826B 

3540 

GL 

16  Feb 

73 

GL 

SA 

99 

DOD-STD-2140 

CMANSH 

20  Oct 

82 

SAE  J598-80 

6220 

ME 

23  Aug 

85 

ME 

99 

SAE  3753-82 

9150 

AT 

04  Moy 

87 

AT 

SAE  J88-80R85 

HFAC 

ME 

18  Sep 

85 

ME 

YD 

MIL-M-18058F 

PACK 

AL 

21  Feb 

84 

AL 

SH 

99 

ANSI  01.1-75 

34GP 

IP 

12  Dec 

78 

AL 

SH 

99 

MH-M-3184C 

PACK 

SH 

03  Apr 

86 

SM 

SH 

99 

NSF  29-82 

7320 

YD 

04  Ocl 

85 

Gl 

YD 

99 

ANSI  B1 1.8*83 

34GP 

IP 

31  May 

83 

AL 

SH 

99 

ANSI  B1 1.9-75 

34GP 

IP 

12  Dec 

78 

AL 

SH 

99 

ANSI  85.40*77 

34GP 

IP 

12  Dec 

78 

AL 

SH 

99 

EIA  RS274D-79 

34GP 

IP 

09  Mor 

79 

Al 

SH 

99 

EIA  RS267A-67R73 

34GP 

IP 

09  Mor 

79 

At 

SH 

99 

SAE  J 925-84 

HFAC 

ME 

16  Dec 

85 

ME 

MC 

ANSI  C50.10-77 

6115 

YD 

14  Jon 

85 

ME 

YD 

99 

MH  u  OftOXO 

3400 

1? 

27  Aug 

06 

AL 

Sh 

99 

Mll-M-80263  (3) 

3408 

IP 

27  Ocl 

86 

Al 

SH 

99 

MIL-M-80264  (3) 

3408 

IP 

27  Ocl 

86 

AL 

SH 

99 

MII-M-80255A  (2) 

3408 

IP 

17  Jul 

86 

AL 

SH 

99 

O 

MII-M-5388B  (3) 

6610 

7) 

07  Ocl 

83 

AS 

99 

Q 

MIL-M-75078  (3) 

6610 

71 

03  Aug 

83 

AS 

99 

NAT-STD-3338  (3) 

ISDF 

06 

14  Mor 

86 

AIR-STD-10/9D 

ISDF 

06 

22  Nov 

85 

L 

MU-STD-1459A 

9640 

AR 

01  Apr 

86 

AR 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Mogaldrate  Oral  Suipendon,  USP . . . . . . . . . . 

Magnesia  &  Alumina  Oral  Suspension,  Usp  . . . . . . . 

Magnesia  And  Alumina  Oral  Suspension,  Usp  . . . . . . 

Magnesium  Alloy  Plate  3.0A1  -  1.0ZN  (AZ31B-H26)  -  15  Jul  78 . 

Mognesium  Alloy  Castings,  Heot  Treatment  Of  . . . . . . . . 

Magnesium  Alloy  Ole-castings  (AZ91A) . . . . . . 

Magnesium  Alloy  Forgings . . . . . . . . . 

Mognesium  Alloy  Bar,  Rod,  And  Special  Shoped  Sections,  Extruded  (HM3IA-T5  . . 

Magnesium  Alloy  Plate  And  Sheet  (AZ3 IB) . . . . . . 

Mognesium  Alloy  Street  And  Plate  (HM21A-T8)  (Asg). . . . . 

Magnesium  Alloy  Castings,  High  Strength  . . . . 

Magnesium  Alloy  Bar,  Rod  And  Special  Shaped  Sections,  Extruded  (ZK21A)  . . . 

Magnesium  Alloy,  Permonent  And  Semipermanent  Mold  Castings . .... 

Magnesium  Alloy,  Processes  For  Pretreatment  And  Prevention  Of  Corrosion  On . . 

Magnesium  Alloy,  Sand  Costings . . . . . . . . . . . . 

Magnesium  Alloy,  Anodic  Treatment  Of............................... . . . . . . . 

Magnesium  Alloy,  Bars,  Rods,  And  Special  Shaped  Sections,  Extruded  . . . 

Magnesium  Alloys  In  Ingot  Form  For  Sand  Castings,  Permanent  Mold  Castings,  And 
Die  Costings  (Metric)  •  26  Feb  88 

Mognesium  Alloys  In  Ingot  Form  For  Sand  Castings,  Permanent  Mold  Costings,  & 

Die  Castings  13  Oct  87 

Magnesium  Aluminum  Allay,  Powered  . . . . . . . . . 

Mognesium  And  Mognesium  Alloy  . . . . . . . . . . . 

Magnesium  Carbonate . . . . . . . . . . . . 

Magnesium  Lithium  Alloy  Plate,  Sheet  And  Forgings  (LA141A,  IS  141 A  And  LZ145A) 

Magnesium  lithium  Alloy  Castings  (LS141A  And  LZ145A) . . . . . . . 

Magnesium  Oxide,  Calcined  (For  Use  In  Ammunition) . . . . . . . . 

Mognesium  Oxide,  Calcined . . . . . . . . . . . 

Magnesium  Powder  (For  Use  in  Ammunition)... . . . . . 

Magnesium  Silicate  Pigment  (Tote).. . . . . . 

Magnesium  Stearate  (For  Use  In  Ammunition) . . . . . . . 

Magnesium  Stearate  (Ointment  Type) . . . . . . . . . . . . 

Magnesium-alloy  Sand  Costings  •  24  Apr  1987  . ................. . . . 

Magnesium-olloy  Sheet  &  Plate  •  27  Feb  1987  . . . ...... . . . 

Magnet  Materials,  Permonent . . . . . . . . . . 

Magnet,  Rare  Earth/cobalt,  Permenont  Samarium/cobolt,  33/67-15(1 19)250  •  )5 
Jon  77 

Magnet,  Rare  Earth/cobolt,  Permenont  Samarium/cobalt,  33/67-18(143)250-  15 
Jan  77 

Magnet,  Rare  Earth/cobolt,  Permenont  Power  Metallurgy  -  15  Jan  77  . . . . 

Magnetic  Alloy  Bors  &  Forgings  Nickel  ■  Iron  Alloy  -  15  Jon  77 . . . . . 

Magnetic  Alloy  Sheet  And  Strip  Nickel-iron  Alloy  Anneoled  -  16  Oct  78  . 

Magnetic  Alloy  Sheet  &  Strip  Nickel  Iron  Alloy  Stomping  Quality  •  15  Jon  61.......... 

Magnetic  Alloy  Sheet  And  Strip  Nickel-iron  Alloy  1/2  Hard  . . . . . . . 

Mognetic  Disk,  Data  Storage,  Manufacturing  Processes  And  Inspection  Of . 

Mognetlc  Effect  limits  For  Non-mognetic  Equipment  Used  In  The  Proximity  Of 
Mognetic  Influence  Ordnonce 

Mognetic  Ink  Chorocter  Recognition,  Print  Specifications  For  -  1970...... . 

Mognetic  Inspection  Units . . . . . . . . . . . 

Mognetic  Particle  Testing  . . . . . . . . 

Mognetic  Portide  Inspection,  Soundness  Requirements  For  Materials,  Ports,  And 
Weldments 

Magnetic  Particle  Exominiation  Of  Steel  Forgings  •  29  Jul  83...... . . 

Magnetic  Portide  Examination,  Sfondord  Definitions  Of  Terms  Relating  To  •  26  Oct 
84 

Magnetic  Particles  Ory  Method  Inspection  Material  -  1  Mor  74.,,, . . . . 

Mognetic  Particle  Process  Control  Kit . . . . . . . . 

Mognetic  Portides,  Wet  Method,  Oil  Vehicle  -  1  Oct  1984. . . . . 

Mognetic  Portides,  Wet  Method,  Dry  Powder  -  1  Oct  84 . . . . . 

Magnetic  Particles  Wet  Method  Oil  Vehicle  Aerosol  Conned  *  1  Mar  74  .... . 

Mugaefc  Porticos  V/flf  Method  F.'ooretcer.!  Or/  Powder  -  16Jv*  7? 

Mognetic  Portides  Wet  Method  Flouresceni  Oil  Vehicle  -  15  Jul  77  . . . 

Magnetic  Particles  Wet  Method  Flouresceni  Oil  Vehicle  Aerosol  Pockoged  »  15  Jul 
77 

Magnetic  Silencing  Characteristics,  Measurement  Of  (Metric) . . . . . 

Mognetic  Silencing  Requirements  For  The  Construction  Of  Nonmagnetic  Ships  3. 
Craft  (Metric) 

Magnetic  Strip, . . . . . . . . 

Mognetic  Tope  Cossettes  For  Information  Interchange  (3.810  Mm  (0.150  In)  Tape 
At  32  Bpmm  (800  Bpi),  Pe(  (With  Ansi  X3.48-1977 
Mognetic  Tope  Labels  &  File  Structure  For  Information  Interchange  (With  ANSI 
X3.27-1978) 

Magnetic  Tope  Recorder/reproducer  Formats  For  ASW  Sensor  &  Systems  Data . . 

Mognetic  Tape  Subsystem,  Operational  Specification  For  . 


DOCUMENT 


NUMBfcR 

FSC 

PREP 

DATE 

CUSTODIAN 

A-A-51381A 

6135 

/MB 

11  Sep 

86 

MD 

MS 

03 

A-A-0053341 

6505 

MB 

06  Jon 

88 

MD 

MS 

03 

Mll-M-37765 

6505 

DM 

02  Aug 

78 

MD 

MS 

03 

AMS  43760-78 

9535 

AS 

16  Moy 

83 

AS 

20 

MII-M-6857C 

MECAAS 

29  Mar 

74 

MR 

AS 

20 

QQ-M-388 

MECA/AS 

18  Sep 

69 

MR 

AS 

99 

QQ-M-40B  (1) 

FORG-AS 

13  Apt 

66 

MR 

AS 

99 

MIL-M-8916A 

NOTICE  1 

•9530 

20 

30  Jul 

87 

AS 

20 

QQ-M-44B 

9535 

t 

24  Aug 
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ALPHABETICAL  LISTING 


TIKE 

Magneto,  Ignition  Flange  Type,  For  Industrial  Engines  (Limiting  Overoll  Dimensions),. 

Magneto,  Ignition-high  Tension,  6  Cylinder  . . . . . . 

Magneto,  Ignition,  Distributor  (Vertical)  Type  For  Industrial  Engines  (Limiting  Overall 
Dimensions) 

Magnets,  Rore-earth/cobolt,  Permanent  Powder-metallurgy  Product  •  1  Jul  88  .......... 

Magnets,  Rore-earth/cobolt,  33/67  -  15  (119)250  •  1  Jul  88  . . . . . . . 

Magnets,  Rate-earlh/cobalt,  Permanent  Samorlum-cobolt,  33/67  •  18  (143)  250  1 
Jul  88 

Magnifier . . . . . . . . . . . . . 

Magnifier . . . . . . . . 

Magnifier . . . . . . . . . . . . . . 

Magnifier  (8inocu!ar) . . . . . . . . . . . . . . 

Magnifier  And  Reducing  Glass . . . . . . . . . . 

Magnifier,  (Dental  Laboratory)..... . . . . . . . . . . 

Magnifier,  Dental  Operating  . . . . . . . . . . 

Magnifier,  Folding,  Double  Lens . . . . . . . . . . 

Magnifier,  Measuring  Tube  Type,  Seven  Power  AR-60(  . . . . 

Magnifier,  Single  Lens,  F2ip-up.  Plastic . . . . . . . . . 

Magnifier,  Tapered  Fiber  Optic  Viewer,  Driver  S  Night  Vision,  AN/VVS-2 . 

Mailer,  Slide,  Microscope . . . . . . . . . 

Moiling  And  Filing  Tubes . . . . . . . . . . . 

Mailing  Case  Section,  Microscope  Slide,  Chipboard,  12S  . . . . . 

Mailing  Case,  laboratory  Specimen..,, . . . . . . . 

Maintainability  Demonstration  . . . . . . . . . . . . . . 

Maintainability  Prediction... . . . . . . . . 

Maintainability  Program  Requirements  (For  Systems  And  Equipments) . . . 

Maintainability  Design  Techniques  (Metric)  . . . . . . . 

rv.wTntenonce  Accessory  Kit,  MK-1192(  )/ARM  (Units  Of) . . 

Maintenance  Fixture,  Radiator,  Air-operated  Hydraulic  . . . . . . . 

Maintenance  Kit,  Cold  Weather,  Insulated  Boot-pneumatic  Mattress  . . 

Maintenance  Kit,  Electronic  Equipment  MK*1035/ARC-131(  )  (Units  Of).. . . . . 

Maintenance  Kit,  Toxicologiical  Agents  Protective  Clothing  . . . . . . 

Maintenance  Kit,  Acrylic  Plastic  Window  Refinishing,  Aircraft . .... 

Maintenance  Kit,  Wei  Weather  Clothing . . . . . . . 

Maintenance  Kit,  Electrical  Connectors,  General  Specification  For... . 

Maintenance  Kit,  Rocket  Fuel  Handlers  Clothing  (Resin  Modified  Butyl  Rubber 
Coated) 

Maintenance  Kit,  Electrical  Connectors,  Contocts,  And  Connector  And  Cable 
Accessories  Maint  Kit  For  Pave  Spike  System 
Maintenance  Kits,  Electrical  Connectors,  Contocts,  &  Connector  &  Coble  Accessories; 

Maintenance  Kit  For  A 10  Alrcroft,  Connector  Systems 
Maintenance  Kits,  Electrical  Connectors,  Contacts,  &  Connectors  &  Cable 
Accessories;  Mointenonce  Kit,  Generol  Purpose,  (Air/nitrogen  Heat  Gun) 
Maintenance  Platform,  Aircraft  Adjustable,  13  To  20  Feet  Type  B-2 . . . . . . 

Mointenonce  Pfotform,  Aircraft.... . . . . . . . . . . . . . 

Mointenonce  Platform,  Aircraft,  Adjustable,  3  To  10  Feet,  Type  B&l  . . . . . 

Mointenonce  Platform  Self-propelled,  Boom,  Lift,  40,  60  Ar.d  80  Foot . . . . 

Mointenonce  Platform . . . . . . . . 

Mointenonce  Pfotform,  Aircraft,  Adjustable,  3  To  7  Feet,  Type  8&4A . . . . . 

Maintenance  Platform,  Aircraft,  Type  B&5A . . . . . . . 

Mointenonce  Prints  For  Electronic  Equipment,  Instructions  For  Preparation  Of., . 

Maintenance  Repair  Kit,  Electrical,  For  M901A1  And  M981  Weapons  Systems. . . 

Mointenonce  Sfond,  Self  Propelled,  Sissors  Lift . . . . . . . . . . 

Mointenonce  Training  Simulators  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent 
Via  ASD/ENES,  Wright-pollerson  AFB,  OH  45433-6503) 

Mokir.g  eo  Preparing  Concrete  co  Masonry  Panels  For  Testing  Point  Finishes  «  30 
Sep  63  (Reopproved  1980) 

Making  &  Using  The  C-ring  Stress-corrosion  Cracking  Test  Specimen  *  27  Sep  73  .... 

Molf  3  Buffer  Logic.  1 1738803 . . . 

Mallet  And  Moul,  Wood  . . . . . . . . 

Mallet  Noso!,  Copper,  S*"o'l  .. . . . 

Mallet,  Bone  Surgery,  Kirk,  Metol  . . . . . . . . . . 

Mallet,  Bone  Surgery,  Stainless  Steel . . . . . . . . . . . . 

Mallet,  Oral  Surgery  (Gardner,  Hand  Type)  . . . . . . 

Mallet,  Oral  Surgery,  Hand  T>pe,  Mead . . . . . 

Mallet,  Oral  Surgery  . . . . . . . . . . . . . 

Molted  Milk  . . . . . . . . . . . . . 

Management  And  Design  Guidance  Electromagnetic  Radiation  Hardness  For  Air 
Launched  Ordnance  Systems 

Monakin,  Head  &  Torso . . . . . . 

Mandrel  Sleeve  Setting  . . . . . . . . 

Mandrel,  Dentoi  Handpiece,  No.  303........... . . . . . . . ....... 

Mandrel,  Dental  Handpiece,  No.  303-1/2  . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

//  ndrel,  Dental  Hondpiece,  No.  X350... . . . . . . 

Mandrels,  Machine,  Solid  And  Expansion . . . . . . . . 

Mandrels,  Machine,  Solid  And  Expansion . . . . . . . . . 

Manganese  Brone  Rod,  Bar,  &  Shapes  •  27  July  1984  . . . . . . 

Manganese  Bronze  Rod,  Bar,  &  Shapes  (  Metric)  *  27  July  1984  . . . . 

Manganese  Carbonate,  Technical . . . . . . . 

Manganese  Delay  Composition  . . .  . . . . . . . . 

Manganese  Dioxide  (For  Use  In  Pyrotechnics) . . . . . . . 

Mangonese  In  Manganese  Ore  By  The  Pyrophosphate  (Potenliometrlc)  Method, 
Standard  Test  Method  For  •  13  Sep  68 

Mangonese  In  Water,  Standard  Test  Methods  For  ■  28  Feb  1986 . 

Manganese,  Powdered  (For  Use  In  Ammunition)  . . . . . . . . . . 

Manhole  Sections,  Precast  Reinforced  Concrete,  Standard  Specifications  For  (Metric 
*  27  Dec  85 

Manhole  Sections,  Precast  Reinforced  Concrete,  Standard  Specification  For »  27  Dec 
85 

Manifold  And  Accessory  Assemblies,  Portable  Fuel  Distribution  Systems, 
Quick-disconnect  Hose  Coupling  Type 

Manifold  Assemblies,  Hoseline,  Fueling,  4  Inch  Quick  Coupling  Type..... . 

Manifold  Stem  Assemblies,  Life  Preserver . . . . . . . 

Manifold,  Air  Line,  One  To  Seven  Outlets . . . 

Manifold,  Gas  Cylinder  (Manifold  MI-344/TMQ-3). . . . 

Manifold,  Scuba,  Nonmagnetic,  Single  Cylinder . . . . . . 

Manikin,  Cardiopulmonary  Resuscitation  Training  (Head  And  Torso) . 

Manikin,  Resuscitation  Training  . . . . . . . . . . . 

Manikin,  Resuscitation  Training  . . . . . . . 

Manipulator,  Automatic  Welding  Head  Traveling  Bose  And  Traveling  Boom,  Electric 
Motor  Driven 

Manipulator,  Automatic  Welding  Head,  Stationary  8ose  And  Traveling  Boom, 

Electric  Motor  Driven 

Mannitol  Injection,  Usp . . . . . . . 

Manometer  Assemblies,  M 159, -Ml 60,  M161,  M162,  And  Ml......... . . . . 

Monometer  Outfits,  Spinal-fluid  (Water-type)  . . . . . 

Manometer  Outfit,  Spinal-fluid  (Water-type) . 

Manometer,  Pressure,  Differential  And  Absolute,  Type  E-l . . . 

Monometer,  Spinal  Fluid,  Water  Type,  Disposable. . . . 

Manometer,  U  Tube  &  Curved  Tube . . . . . 

Manpower  Politics  &  Procedures  (Edition  3)  . . . . . . 

Monrope,  Composition,  Covered  . . . . . . 

Mantle,  Heating,  Electrical,  Resilient  Gloss  Fabric,  Spherical . . 

Mantle,  Healing,  Electric,  Resilient  Gloss  Fabric,  Hemispherical . 

Mantle,  Healing,  Electrical,  Table  Model,  Without  Built  In  Temperature  Control  . 

Mantle,  Illuminating  (Gasoline  Lantern)  . . . . . . . . 

Manual  And  Aircrew  Checklist  For  Air  Refueling  Procedures,  Preparation  Of  . . 

Manuol  Fire  Direction  Equipment,  Target  Classification  And  Methods  Of 
Engagement  (ABCA  224  (Edition  2)  (Rel  To  Other  Than  DOD  Ad  Req  Pr  Appr 
Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

Manual  Set,  Technical,  Organizational  &  Intermediate  Maintenance,  General 
Requirements  For  Preparation  Of  (FormX) 

Manuol  Technical:  loading  &  Transport  Of  Nuclear  Weapon  Cargo  In  Cargo 
Aircraft,  Preparation  Of 

Manuol  Technical  Intermediate  Maintenance  Instruction  (Inactive  For  New 
Acquisition) 

Manuol  Technical,  Work  Unit  Code  (Inactive  -  Use  MIL-M-38769C  . . . 

Manual  Technical,  Operation  Instructions  (For  Hand-held  Flight  Computers)  . . 

Manual  Typewriter  (Nonportable  Model) . . . . . . . . 

Manual  Typewriter  (Portable  Model) . . . . . . . . 

Manuol,  Aci  Detailing  •  1  Oct  80 . . . . . . . . 

Manual,  Aircraft  Tactical.  Requirements  For  Preparation  Of  . . . 

Monuol,  Checklists  And  Source  Data,  Storage  And  Maintenance  Procedures  (For 
Nonnuclear  And  Chemtccl  Munitions/biologicol  Research  Agents) 

Monuol,  Equipment,  Reol  Property  Installed  Equipment  Preparation  Of . 

Manual,  Flight  . . . . . . . . . . . . . . . . 

Monuol,  Flight  . . . . . . . . . . . . . . . . . . 

Manual,  Maintenance,  Technical  (Equipment  Type)  Specification  For........ . 

Monuol,  System  Real  Property  Installed  Equipment,  Preparation  Of.... . . 

Monuol,  Tech,  Inspcct/moint  Requirements,  Work  Cord,  Inspect/lube 
Req.occeptonce/funct  Check  Flight  Procedures,  Check  Lists,  Funct  Check  Flight, 
Charts,  Inspect  Sequence 

Manual,  Techanicol,  Inprocess  Reviews,  Validation,  And  Verification  Support  Of 
(S/s  By  MU-M-85337A) 

Manual,  Techanicol,  Rapid  Action  Changes,  Requirements  For  Preparation  Of  . . 

Monuol,  Technical,  Assembly,  Servicing,  And  Organizational  Maintenance 
Instructions  (For  Guided  Missiles  And  Pilotless  Aircraft) 

Monuol,  Technical,  Operation  And  Associated  Checklist  (Intercontinental  Ballistic 
Missile),  Preparation  Of 

Manual,  Technical  Intermediate,  Maintenance  Instructions  . . . . . . 

Monuol,  Technical,  Weopon  Systems  Technical  Documentation  List  Preparation  Of.... 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


A-A-51999 

6520 

MB 

22  Jun 

87 

MD 

MS 

03 

00-M-251C 

3460 

/ip 

20  Apr 

71 

Al 

YD 

99 

A-A-51129 

3460 

/ip 

02  Aug 

84 

YD 

99  IP 

ASTM  B 138-84 

9530 

MR 

08  Apr 

87 

MR 

SH 

ASTM  B138M-84 

9530 

MR 

08  Apr 

87 

MR 

SH 

MIL-M.13667B 

6810 

EA 

13  Dec 

82 

EA 

MIL-M-21383A  (1) 

1375 

OS 

06  Jun 

77 

EA 

OS 

MIL-M-3281A 

6810 

EA 

06  Dec 

83 

EA 

OS 

ASTM  E248-68R79 

6810 

EA 

28  Feb 

84 

EA 

ASTM  D858-86 

6810 

•EA 

05  Nov 

87 

EA 

68 

JAN-M-476A 

6810 

AR 

13  Aug 

48 

AR 

OS 

ASTM  B478M-85A 

5630 

YD 

08  Sep 

86 

YD 

99 

ASTM  C478-85A 

5630 

YD 

31  Aug 

86 

YD 

99 

L 

MIL-M-82002C 

3835 

YD 

21  May 

82 

YD 

MIL-M-27386D 

4730 

ME 

28  Sep 

79 

ME 

99 

MII-M-81385A 

4220 

AS 

23  Jun 

87 

ME 

AS 

11 

NOTICE  1 

L 

MIL-M-I1726E 

4730 

ME 

18  May 

82 

ME 

l 

Mll-M-12563 

3655 

CR 

03  Feb 

88 

CR 

NOTICE  1 

i 

Mll-M-24315 

4220 

SH 

17  Jun 

68 

SH 

NOTICE  1 

A-A-51315 

6530 

/MB 

27  Dec 

85 

MD 

MS 

03 

MIL-M-365I0 

6910 

DM 

12  Dec 

66 

MD 

MS 

03 

A-A-53753 

6910 

MB 

28  Oct 

88 

MD 

MS 

03 

MIL-M-80197A 

3436 

IP 

30  Apr 

86 

AL 

SH 

99 

M1L-M-80173B 

3436 

IP 

21  Nov 

86 

99 

MIL-M-37282A 

6505 

DM 

30  Jun 

76 

MD 

MS 

03 

L 

Mll-M-51328  (1) 

4240 

EA 

25  Mar 

87 

EA 

GG-M-112A 

6515 

t 

15  Moy 

51 

GG-M-00112B 

6515 

» 

12  Apr 

65 

MIL-M-7255B  (1) 

6685 

82 

15  Jan 

84 

AS 

99 

MIL-M-36958 

6515 

DM 

04  Apr 

73 

MD 

MS 

03 

i 

MIL-M-55023C 

6685 

82 

30  Sep 

75 

99 

NAT-STD-6005 

ISOF 

06 

18  Jul 

84 

i 

MIL-M-21431 

2090 

SH 

3  Oct 

58 

SH 

MS-36220 

6640 

EA 

22  Jun 

79 

EA 

MS 

99  MB 

MS-36221 

6640 

EA 

22  Jun 

79 

EA 

MS 

99  MB 

MS-36223 

6640 

EA 

22  Jun 

79 

EA 

MS 

99  MB 

Mlt-M-43576 

6260 

GL 

29  Mar 

68 

GL 

99 

L 

MIL-M-38413C 

TMSS 

11 

14  Aug 

87 

11 

Q-STD-224  (3) 

1SDA 

AM 

29  Apr 

83 

L 

MIL-M-87920 

TMSS 

16 

01  Nov 

82 

16 

L 

MIL-M-25802F 

NOTICE  1 

TMSS 

15 

10  Jul 

86 

15 

L 

MIL-M-25095A 

NOTICE  1  (16) 

TMSS 

16 

01  Jan 

71 

16 

L 

MIL-M-38768A  (1) 
NOTICE  1  (16) 

TMSS 

16 

01  Aug 

75 

16 

l 

MIL-M-38733B 

TMSS 

16 

05  May 

72 

16 

A-A-401A 

7430 

t 

29  Jan 

80 

A-A-402A 

7430 

J 

09  Jon 

80 

ACI  SP-66-80 

5610 

YD 

28  Jul 

81 

YD 

L 

MIL-M-81834A 

TMSS 

AS 

28  Nov 

80 

AS 

L 

MIL-M-38781E 

TMSS 

16 

21  Aug 

84 

16 

L 

MIL-M-38312B 

TMSS 

14 

15  Sep 

88 

14 

MIL-M-7700C  (3) 

TMSS 

11 

03  Oc! 

86 

11 

L 

Mll-M-0077008  (1) 

TMSS 

11 

01  Aug 

74 

11 

L 

MIL-M-81273/5A 

TMSS 

OS 

25  Apr 

66 

OS 

L 

MIL-M-38313C 

TMSS 

14 

15  S*p 

88 

14 

L 

MIL-M-5096D  (5) 
NOTICE  1  (16) 

TMSS 

16 

07  Nov 

86 

16 

l 

MIL-M-81203A 

TMSS 

AS 

27  Feb 

86 

AS 

l 

MIL-M-81748C  (1) 

TMSS 

AS 

23  Sep 

85 

AS 

L 

MIL-M-5166D  (1) 

TMSS 

16 

15  Jun 

84 

16 

L 

MU-M-38311A  (1) 

TMSS 

14 

15  Dec 

80 

14 

MIL-M-6675B 

TMSS 

16 

20  Jul 

82 

L 

MIL-M-81754A 

TMSS 

AS 

09  Oct 

86 

AS 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Manuol,  Technical,  Cargo  Aircraft  Loading  And  Offloading,  Preparation  Of . » 

Manual,  Technical,  System  Pecular  Corrosion  Control  Preparation  Of  .. . . . . . 

Manual,  Technical,  Field  Maintenance  And  Depot  Overhaul  Instructions  (For  Missile 
And  Space  System  Components  And  Related  Equipment) 

Manual,  Technical,  Ship  Weapon  Installations  . . 

Manual,  Technical  &  Checklists,  Munitions  Loading  Procedures,  Nonnuclear  & 

Nuclear  (Aircraft) 

Manual,  Technical,  Functionally  Oriented  Maintenance  Manuals  (Fomm)  For 
Equipment  And  Systems 

Manual,  Technical.  Operation  And  Maintenance  Instructions  (For  Mobile  Training 
Sets  And  Port  Task  Trainers) 

Manual,  Technical,  Airborne  Armament  Equipment.......,, . . . . . 

Manual,  Technical,  Inspection,  Repair,  And  Packing  Instructions  (For  Parochutes)  . . 

Manuol,  Technical,  Inspection  Requirements,  lubrication  Requirements,  And  Work 
Cards  (For  Ground  Communication-electronic  And  Meteorological  (C-e-m)  And 
Related  Equipment 

Manual,  Technical,  Fbm  Weapon  System,  General  Specification  For. . 

Manual,  Technical,  Airborne  Missiles  And  Guided  Weapons,  Preparation  Of 
(Microform  Compatible) 

Manual,  Technical,  Equipments  And  Systems  Content  Requirements  For, . 

Manuol,  Technical  &  Checklists  Aircrew,  Nuclear  Weapon  Delivery,  AiMo-air, 
Preparation  Of 

Manuol,  Technical,  Overhaul  Electronic  And  Interior  Communication  Equipment. 
Content  Requirements  For 

Manual,  Technical,  Airborne  Weapons  (Conventional),  Requirements  For. . . . 

Manual,  Technical,  Illustrated  Parts  Breakdown,  Preparation  Of . . . . 

Manuol,  Technical,  Intermediate  Maintenance  Instructions  (Airborne  Equipment) 
(Inactive  For  New  Design) 

Manuol,  Technical,  Structural  Repair  (For  Aircroft)  . . . . . . 

Monual,  Technical,  Aircraft  Engine,  Intermediate  And  Depot  Maintenance, 

Preparation  Of 

Manual,  Technical,  Material*  Handling  Equipment  Preparation,  Contents  And 
Approval 

Manuol,  Technical,  Overhaul  Instructions  And  Intermediate  Maintenance  Instructions 
(For  Engines) 

Manual,  Technical,  Aircroft  Cross  Servicing  Guide,  Preparation  Of . . . 

Manual,  Technical,  Depot  Maintenance/demilitorization  Of  Airborne  Weapons 
(Conventional)  Requirements  for 

Manual,  Technical,  Sample  Basic  Weight  Checklists  &  loading  Data . 

Manuol,  Technical,  Genera!  Style  And  Format  Requirements  . . . . . . 

Manual,  Technical,  Electronic  An  Electromechanical  Equipment,  Guides  To  The  Use 
Of  (Paris  I  Thru  Vi) 

Manuol,  Technical,  Combat  System  Technical  Operations,  Requirements  For . . . 

Manual,  Technical,  Airborne  Wcopons/stores  Loading  (Conventional  And  Nuclear .... 

Manuol,  Techniccl,  Training  Aid  Booklet  (Tab),  For  Novel  Ships  Systems . . . 

Manual,  Technical,  Con  . . . . . . . . . . . . 

Monual,  Technical,  Transportation,  Handling,  Inspection,  Operations,  Firing,  Post 
Firing  And  Dissection  Procedures  (For  Missile  Motors) 

Manual,  Technical  General  Purpose  (Reference  Type)  . . . . . . 

Manuol,  Tcchn.coJ,  Work  Unit  Code  (Inactive  •  Use  MIL*M*38769C......,.,„„ . . 

Monuol,  Technical,  Aircraft/system/equipment  Maintenance  . . . . . 

Monuol,  Technical,  Overhaul  Instructions  And  Overhaul  Instructions  With  Illustrated 
Ports  Breakdown  (For  Various  Equipment  And  Accessories) 

Manuol,  Technical,  Genera!  Specification  For . . . . . . . 

Manual,  Technical,  Nondestructive  Inspection..... . . . . . . . 

Monual,  Technical,  Assembly  And  Test  (Equipment  Type),...,. . . . . 

Manual,  Technical,  Engineering  Installation  Facility  Standards  (For  Ground 
Communication  Electronic  And  Meteorological  Equipment  (C»*  m) 

Manual,  Teehnicol,  Users  (Equipment  Type) . . . . ... . . . . 

Monual,  Teehnicol,  Calibration  Procedures,  Preparation  Of  . . . . . . . 

Manuol,  Technical,  Encyclopedia  (Reference  Type).,. . . . . . . . 

Monuol,  Technical,  Calibration  Procedures,  Submission  Of...................... . . 

Mctya!,  Technical,  Y/«opo»»  Syslvn . . . . . .  . . . 

Monuol,  Technical,  And  Checklists,  Nonnuclear  Munitions  loading  Procedures 
(Strategic  Aircraft) 

Monual,  Teehnicol,  Requirements  For  Preparation  Of  Modification  W©fk  Orders  ...... 

Monuol,  Technical,  Inspection  Requirements,  V/ork  Cords,  For  Missile  And  Space 
Weapon  Systems 

Manual,  Technical,  Operation  And  Maintenance  Instructions  For  Training  Devices...... 

Manuol,  Technical.  Methods  And  Procedures  Technical  Orders  Preparation  Of .......... 

Manuol,  Teehnicol,  For  Phased  Maintenance  Checklist  . . . . 

Monual,  Technical.  Mainfenance/overhaul  Instructions  And  Mainlenonce/overhou! 

Instructions  With  Illustrated  Ports  Breakdown  (For  Automotive  Equipment) 

Manual,  Technical,  Conventional  And  Chemical  Ammunition, . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-M-5288G 

NOTICE  1 

TMSS 

11 

07  Ocl 

88 

AV 

AS 

11 

L 

MIL-M-38795B 

TMSS 

16 

19  Aug 

82 

16 

l 

MII-M-9891A  (2) 

TMSS 

16 

15  Jut 

75 

16 

L 

Mll-M-81715 

TMSS 

AS 

03  Feb 

69 

AS 

L 

MIL-M.9977G 

TMSS 

11 

13  Dec 

82 

CR 

11 

MH.-M-24100B  (1) 

TMSS 

SH 

02  Feb 

79 

TM 

SH 

MIL-M-9994B 

TMSS 

16 

01  Nov 

74 

TM 

16 

L 

MIL-M-81700A 

NOTICE  1 

TMSS 

AS 

09  Ocl 

86 

AS 

L 

Mlt-M-99138 

TMSS 

16 

15  Jul 

82 

16 

l 

MIL.M-38777A  (1) 

TMSS 

16 

25  Aug 

71 

16 

L 

MII-M-2I548B 

TMSS 

OS 

15  Dec 

67 

OS 

L 

MII-M-81701B 

TMSS 

AS 

IS  Mar 

76 

AS 

l 

MIL-M.15071H 

TMSS 

SH 

17  Jul 

78 

SH 

l 

MII-M-25832G 

TMSS 

16 

13  Apr 

70 

15 

l 

MIL-M-21742A 

TMSS 

SH 

05  Feb 

71 

SH 

L 

MIL-M-81702B  (1) 

TMSS 

AS 

30  Aug 

83 

AS 

l 

MII.M-008910A  (2) 

TMSS 

AS 

19  Apr 

72 

AS 

l 

MIL-M-25393A  (1) 
NOTICE  1 

TMSS 

16 

20  Jul 

82 

16 

NOTICE  1 

MIL-M-9854B  (2) 

TMSS 

16 

01  Sep 

77 

TM 

AS 

16 

l 

MIL-M‘812188 

NOTICE  1 

TMSS 

AS 

23  Feb 

89 

AS 

L 

MIL-M-21861  (2) 

TMSS 

SA 

08  Jul 

65 

SA 

l 

MIL-M-25394A  (1) 

TMSS 

16 

04  Ocl 

71 

16 

MIL-M-22202C 

TMSS 

AS 

08  Jul 

77 

TM 

AS 

16 

L 

Mll-M-85707 

TMSS 

AS 

27  Feb 

85 

L 

MIL-M-J920D 

NOTICE  1 

TMSS 

11 

26  Feb 

88 

11 

MU-M-3B784B 

INT  AMO  2 

TMSS 

16 

16  Apr 

83 

TM 

OS 

16 

L 

MIL-M.81273/6A 

•TMSSOS 

25  Apr 

66 

OS 

l 

MIL-M-24570 

TMSS 

SH 

30  Jun 

78 

SH 

J, 

M1DM-81310C 

TMSS 

AS 

25  Ocl 

83 

AS 

L 

MIL-M-24571  (1) 

TMSS 

SH 

16  Sup 

88 

SH 

DOD-M-8600) 

TMSS 

NS 

02  Jul 

86 

L 

MII-M-38787A 

TMSS 

16 

21  Jon 

82 

16 

L 

MIL-M-81273/7A 

TMSS 

OS 

25  Apr 

66 

OS 

L 

MIL-M-38788A 

NOTICE  1  (16) 

TMSS 

16 

15  Apr 

75 

16 

l 

MII-M-81260A  (1) 

TMSS 

AS 

29  Oct 

71 

AS 

MIL.M-38789A  (1) 

TMSS 

16 

05  Jon 

73 

AS 

16 

L 

MIL-M-81273A 

SUPP  IA 

TMSS 

OS 

25  Apr 

6o 

OS 

l 

MIL-M-38780A  (1) 

TMSS 

16 

04  Apr 

73 

16 

l 

MIL-M-81273/1A 

TMSS 

OS 

25  Apr 

66 

OS 

l 

MIL.M-38791A 

TMSS 

16 

15  Jun 

77 

16 

L 

MIL-M-81273/2A 

TMSS 

OS 

25  Apr 

66 

OS 

Mlt-M-38793 

TMSS 

16 

01  Moy 

69 

TM 

OS 

16 

t 

MIL-M-81273/3A 

•TMSSOS 

25  Apr 

66 

OS 

L 

MIL-M-3879371A 

TMSS 

SH 

17  Dec 

71 

SH 

t 

MIL.M-81273/4A 

•TMSSOS 

25  Apr 

66 

OS 

L 

MIL-M-38716A  (T) 
NOTICE  1  (16) 

TMSS 

16 

17  Moy 

73 

16 

l 

MII-M-63002E  (1) 

TMSS 

TM 

39  Moy 

86 

TM 

L 

MII-M-30701A 

TMSS 

16 

01  Aug 

78 

16 

MII-M-82376A 

TMSS 

TO 

01  Sep 

77 

TM 

TO 

16 

l 

MIL-M-3881 1 

TMSS 

16 

19  Nov 

73 

16 

L 

MIL-M63014 

NOTICE  I 

TMSS 

AV 

31  Jul 

87 

TM 

L 

Mll.M-38012 

TMSS 

16 

15  Apr 

74 

16 

l 

MIL-M-63015  (1) 

TMSS 

TM 

01  No  v 

75 

TM 
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ALPHABETICAL  LISTING 


TITLE 

Manual,  Technical,  Organizational,  Intermediate  Maintenance,  And  Depot  Overhaul 
Induction*  With  Illustrated  Parts  Breakdown  (For  Special  Shipping  And  Storage 
Containers  (Empty)  For  Non-nuclear  Munitions( 

Manual,  Technical.  Munitions  Equipment  . . . . . . . . 

Manual,  Technical,  Operation  Instructions  And  Maintenance  Instructions  (For  Various 
Types  Of  Equipment) 

Manual,  Technical.  Requirements  For  Munition  Equipment  And  Ammunition  Data 
Sheets 

Manual,  Technical,  Operation  Instructions,  Maintenance  Instructions,  Circuit 
Diagrams,  Alignment  Procedures,  And  Installation  Planning 

Manual,  Technical.  Nonnuclear  Explosiveordnance  Disposal . . . . . 

Monuol,  Technical,  Schematic  Block  Diagrams  Maintenance  Dependency  Charts 
(MDC)  (Inactive  For  New  Design) 

Mcnual,  Technical,  Maintenance  Instructions  In  Work  Package  Format  For  Engines 
(Intermediate  And  Depot) 

Manual,  Technical,  Organizational  Maintenance  Instructions  (For  Aircraft,  Missiles, 
And  Non-munition  Accessories) 

Manual,  Technical.  Transportability  Guidance  For  Military  Materiel,  Preparation  Of.. 
Manual,  Technical,  Aircraft  Emergency  Rescue  Information  (Fire  Protection . . . 

Manual,  Technical,  Aircraft  Structural  Integrity  Program  *  Force  Management  Data 
Acquisition  Maintenance  Procedures,  Preparation  Of 

Manual,  Technical,  Illustrated  Parts  Breakdown,  Preparation  Of . . . 

Manual,  Technical,  list  Of  Applicable  Publications  (loop) . . . 

Manual,  Technical,  Operation  And  Maintenance  Instructions  (For  Automotive 
Equipment) 

Manual,  Technical,  Organizational  Maintenance  Manual  Set,  General  Requirements 
For  Preparation  Of  (For  Aircraft  Missiles  And  Space  Vehicles) 

Manual,  Technical,  And  Checklist,  Nuclear  Delivery,  level.  Strategic  Bomber  Aircraft, 
Preparation  Of 

Manual,  Technical,  Organizational  Maintenance  Instructions,  Condensed 
Maintenance  Guide  (Avionics  Systems)  (Inactive) 

Mcnual,  Technical.  Operation  And  Maintenance  Instructions  For  Operators  Of 
Various  Types  Of  Equipment,  Preparation  Of 
Monuol,  Technical,  Testing  Aircraft  Power  Package  (Quick  Engine  Charge 
Configuration) 

Manual,  Technical,  Aircrew,  Nuclear  Weapon  (Bomb)  Delivery,  Multimode, 
Preparation  Of 

Manual,  Technical.  Operotor  S,  Preparation  Of . . . 

Manuol,  Technical,  loading  And  Transport  Of  Nuclear  Weapons  In  Cargo  Aircraft, 
Preparation  Of 

Manual,  Technical  Operation,  Maintenance,  And  Overhaul  Instr  With  III  Parts 
Breakdown  (For  Aircraft  launching  And  Recovery  Equipment),  Preparation  Of 

Manuol,  Technical,  Support  Equipment,  Preparation  Of . 

Manual,  Technical  And  Checklist.  Nuclear  Munitions  loading  Procedures,  Strategic 
Bomber  Aircraft,  Preparation  Of 

Manual,  Technical,  Aircraft  Fire  Fighting  And  Rescue,  Requirements  For  Preparation 
Of  Information  For  Inclusion  In 

Monuol,  Technical,  General  Style  &  Format  Of  (Work  Package  Concept),.. . . . 

Manual,  Technical,  Aircraft  &  Aeronautical  Equipment  Maintenance,  Preparation  Of 
(Work  Package  Concept) 

Monuol,  Technical,  Illustrated  Parts  Breakdown,  (Work  Package  Concept), 

Preparation  Of 

Manuol,  Technical,  16MM  Silver  Halide  Microfilm,  Requirements  For . . 

Manuol,  Technical,  16MM  Duplicate  Miuofilm,  Cartridge  loading  And  lobcling, 
Packaging  And  Shipping,  Requirements  For 
Manual,  Technicol,  Organization  Or  Aviation  Unit,  Direct  Support  Or  Aviation 
Intermediate,  And  General  Support  Maintenance 
Monuol,  Technical,  Procedures  For  Destruction  Of  Equipment  To  Prevent  Enemy  Use 

Monuol,  Technicol.  Missile  System  equipment  Check  Procedures  . . 

Monuol,  Technicol,  Missile  System  Equipment  Unit  Under  Test  (Uut)  Procedures  . . 

Manual,  Technical,  Preparation  Of  Depot  Manuals  For  Depot  Test,  Measurement  & 
Diagnostic  Equipment 

Manuol,  Technicol,  Quolity  Assurance  Progrom,  Requirements  For. . . . . 

Manual,  Technicol,  Requirements  For  Operotor  S  Monuols  And  Checklists  For 
Aircraft 

Manual,  Technical,  Preventive  Maintenance  Services  And  Preventive  Mointenonce 
Doily 

Mc-ucl,  TedMcc1,  R?qv:'?'"*r',s  For  fVmilit  Arization  Of  SurDtus  Military  Items  ...... 

Monuol,  Technicol,  Preparation  Instructions  For  lubrication  Orders  . . . . . 

Manuol,  Technical,  For  Preparation  For  Shipment  Of  Army  Aircraft  . . . . 

Monuol,  Technicol  And  Cotologs,  Supply,  Hand  Receipt  (Do  Form  2062), 

Preporotion  Of 

Manual,  Technical,  Ood  Standard  Generator  Sets . . . 

Manuol,  Technicol.  For  Maintenance  Test  Flight  Of  Army  Aircraft . . . . 

Manual,  Technical,  Conventional  To  Microfilm  Compatible,  Conversion  Of  . . 

Manual,  Technical,  Aircraft  Sfiueturc  Repo>r,  Corrojion  Control,  And  Nondestructive 
Inspection  (Work  Package  Concept),  Preporotion  Of 

Monuols,  Commercial  Off-the-shelf . .  ......... „ 

Manuals,  Flight,  Suppl . . . . . . . . .  ............ 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-M-38796A 

TMSS 

16 

01  Aug 

77 

16 

L 

MIL-M-63016  (1) 

tmss 

TM 

01  Nov 

75 

TM 

l 

MIL-M-38797  (3) 

TMSS 

16 

15  Oct 

76 

16 

l 

MIL-M-63017  (1) 

TMSS 

TM 

01  Apr 

76 

TM 

l 

M11-M-38798B 

TMSS 

16 

01  Dec 

75 

16  • 

MII-M-63018A 

TMSS 

TM 

02  Dec 

76 

TM 

os 

16 

l 

MIL-M-38799 

NOTICE  1  (16) 

TMSS 

16 

19  Aug 

81 

16 

l 

Mlt-M-87929 

TMSS 

16 

26  May 

78 

16 

L 

MIL-M-38800A  (1) 
NOTICE  1 

TMSS 

16 

15  Oct 

76 

16 

l 

Mll-M-63023 

TMSS 
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Gl 

99 

MIL-M-43719B  (1) 

7690 

GL 

20  Jun 

84 

Gl 

AS 

99 

MIL-M-43719/1A 

7690 

Gl 

13  Jul 

72 

GL 

AS 

99 

MIL-M-43719/2A 
NOTICE  1 

7690 

Gl 

23  Oct 

87 

GL 

AS 

99 

MIL-M-43719/3A 

7690 

GL 

27  Apr 

77 

GL 

AS 

99 

Mll-M-43719/4 

7690 

GL 

23  Oct 

87 

GL 

AS 

NOTICE  1 
MIL-STD-841B 

MlSC 

16 

01  Jul 

71 

16 

MIL-M-81807A  (2) 

1730 

AS 

12  Sep 

83 

AS 

AIR-STD-65/3E 

ISDF 

06 

14  Aug 

86 

Mll-STD-195 

61GP 

SH 

08  Jul 

88 

SH 

11 

NOTICE  1 

NOTICE  2 
NAT-STD-20O2  (1) 

ISDA 

AM 

07  No v 

78 

MIL-M-13231C 

MlSC 

ER 

07  Jun 

88 

ER 

MIL-M-81531 

6145 

AS 

02  May 

67 

AS 

M1L-STD-1285A 

59GP 

ER 

26  Aug 

83 

ER 

EC  11 

NOTICE  3 

MIL-M-60903A 

1195 

AR 

14  Mo y 

86 

AR 

NOTICE  1 

Q-STD-357 

ISDA 

AM 

29  Nov 

84 

QSTD-742 

ISDA 

AM 

20  Sep 

83 

NAT-STD-2889  (2) 

ISDA 

AM 

15  Apr 

88 

O-STD-517 

ISDA 

AM 

13  Jan 

79 

AIR-STD-65/5C 

ISDF 

06 

02  Ocl 

84 

Q-STD-512  (2) 

ISDA 

AM 

02  Moy 

83 

Q -STD-5 90  (1) 

ISDA 

AM 

02  Moy 

83 

NAT-STD-2027  (6) 

ISDA 

Al 

22  Nov 

88 

DIST  STMT  C 

NAT-STD-2023  (4) 

ISDA 

AM 

03  Mar 

83 

NAT-STD-2927  (1) 

ISDA 

AM 

16  Feb 

87 

NAT-STD-4201  (1) 

ISDA 

AM 

04  Ocl 

85 

FED-STD-186 

MlSC 

t 

26  Nov 

62 

FED-STD-00186S 

MlSC 

t 

01  Mor 

'O 

MIL-STD-1247B 

SAFI 

Ml 

20  Dec 

68 

Ml 

AS 

99 

MIL-M-6002A 

4720 

82 

30  Mor 

82 

AS 

99 

M!L:M-!f  0122'  (2) 

1500 

AS 

22  Sep 

86 

AV 

AS 

11 

NAT-STD-2100  (2) 

ISDA 

AM 

12  Feb 

76 

Q-STD-532 

ISDA 

AM 

12  Nov 

79 

Mll-M-43803  (1) 

7510 

GL 

30  Ocl 

75 

GL 

99 

NAT-STD-3995 

ISDF 

06 

22  Mor 

89 

GGG-M-0OIO0 

5120 

t 

17  Jun 

64 

A-A-2531 

5120 

t 

19  Feb 

87 

AIR-STD-44/42A 

ISDF 

06 

16  Sep 

80 

A-A-395 

7330 

t 

15  Apr 

80 

A-A-51661 

6530 

/MB 

19  Sep 

86 

MD 

MS  03 

449 


ALPHABETICAL  LISTING 


TITLE 


Maik  Assemblies,  Oxygen,  Pressure  Breathing  . . . . . . . 

Mask  Assemblies,  Oxygen,  Pressure  Breathing  . . . . 

Mask,  Air  line  . . . . . . . . . 

Mask,  Air  Line  (Type  Ce)„ . . . . . . . . 

Mask,  Air  line  (Type  C),............. . . . . . . . . . 

Mask,  Antiflos* . . . . . . . . . . . . . . . . 

Mask,  Assemblies,  Oxygen  And  Smoke,  Full  Face  . . . . . 

Mask,  Cbr  . . . . . . . . . 

Mask,  Chemical  And  Biological  Aircraft,  A8C-M24  And  Hood,  Aircraft,  Chemical 
And  Biological  Mask,  ABCM7  Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drclrd) 

Mask,  Chemical  Biological,  Field,  M17A1. . . . . . . . . 

Mask,  Chemical  Biological,  Aircraft,  ABC-M24, . . . . . . 

Mask,  Chemical  Bjofogical,  Tank,  ABC-M25A1 . . . . . . . . 

Mask,  Chemical  Biological,  Field,  M17A2 . . . . . . . . . . . 

Mask,  Chemical-biological,  Field,  M17A1  And  Resuscitation  Tube, 

Chemical-biological  Mask,  Ml  (Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird) 

Mask,  Extreme  Cold  Weather,..,,,.... . . . . . . . 

Mask,  Extreme  Cold  Weather,  Dry  And  Wet  Cold...... . . . . . . 

Mask,  Extreme  Cold  Weather  (Olive  Green  207)  . . . . . . . 

Mask,  Face,  Aseptic  (  Isolation).,.......,,...... . . . . . . . . . . 

Mask,  Face,  Combat  Vehicle  Crewmens  Flame,  Oust,  Wind  &  Fragmentation 
Protective 

Mask,  Gas  (Industrial) . . . . . . . . . . . . . . . . 

Mask,  Gas  (Industrial) . . . . . . . . . . . 

Mask,  Gas,  M9 . . . . . . . . . . . . . . . 

Mask,  Gas,  Rocket  Propellant,  M26A1  . . . . . . 

Mask,  Oronasal . . . . . . . . . . . . . 

Mask,  Oronasal . .  . . . . . . . . . 

Mask,  Oronasal  . . . . . . . . . . . . . . . . . . 

Mask,  Oronasal  (Plastic,  Elongated) . . . . . . . . 

Mask,  Oxygen  . . . . . . . . . . . . . . . . 

Mask,  Oxygen  MBU  12/P . . . . 

Mask,  Oxygen  MBU-5/P  . . . . . . . .  . . 

Mask,  Oxygen,  MBU*10/P . . . . . . . . . . . 

Mask,  Oxygen,  Plastic,  Disposable . . . . . . . . . . 

Mask,  Oxygen,  Plastic,  Disposote,  Oronasal  . . . . . . . . 

Mask,  Protective,  ND  Mark  V  . . . . . . . . . . . . . . 

Mask,  Protective,  Field  ABC-M17.. . . . . . . . . . . . . . 

Mask,  Protective,  Field,  M9A1 . . . . . . . . . . . . . . 

Mask,  Protective,  Field,  ABC-M17  . . . . . . . . 

Mask,  Protective,  Cd  V-805  . . . . . . . . . . 

Mask,  Surgical . . . . . . . . . . . . . . . 

Mask,  Surgical . . . . . . . . . . . . . 

Mask,  Surgical . . . . . . . . . . . . . 

Mask,  Surgical,  Disposable. . . . . . . . . . ..... . . . 

Mask,  Surgical,  Disposable...... . . . . . . 

Masonry  Assemblage!,  Diagonal  Tension  (Shear)  In  »  20  Apr  81.......... . . . 

Mosonry  Prisms,  Compressive  Strength  Of,  Standard  Tests  Methods  For  «  12  April 
1984 

Masonry- Units,  Concrete,  For-Construdion  Ofcotch  Basins  &  Manholes  -  27  Apr  73 
(Reopproved  1985) 

Masonry  Units,  Sampling  &  Testing  Concrete  *  02  Jun  75 . . . . . 

Masonry,  Flexural  Bond  Strength  Of  •  1  Aug  80 . . . . . . . . 

Mass  Finishing,  Process  For . . . . . . . . . . 

Moss  Properties  Control  Reguirements  For  Missile  And  Spoce  Vehicles . 

Moss  PfOperties  Technico!  Requirement  For  Surface  Ships  (Metric) . . . 

Mast  AB-577(  )1GRC . ........ . . . . . 

Mast  A8‘621(  (/g  . . . . . . . . . . . 

Mast  AB-864{  (/g  And  Mast  Extension  Kit  MK-1624)  (/g. . . . 

Mast  base.  Section  And  Adopter  Kit . . . . . . . . . 

Mas'  Mounting/  Floodlight . . . . . . . . 

Mast  Set,  Airport  Marker  Light . . . . . . . . 

Mcst,  AB*1309(V)4/TRC- . . . . . . .... 

Mast,  Antenna,  Deed-end  (Asg).„ . . . . . . . . . . . . 

Most,  Antenna,  lead  Through..... . . . . . . . . . . 

Most,  Telescopic,  Floodlight . . . . . . . . . . 

Masts.  Quick  Erect,  Expandable  AB*1309(V)/TRC,„ . . . . 

Mot,  Bath  (Disposable)  . . . . . . . . . . 

Mat,  Cargo  „„ . . . . . . . . . . . . 

Mat,  Door,  Fiber  ..... . . . . . . . . . 

Mat,  Exercise/ Physical  Therapy . . . . . . . . 

Mat/Floor  (For  Chair) . . . . . . . . . 

Mat,  Floor-  (For-  Chairs)  . . . . . . . . . . . 

Mot,  Floor  (Link-type)  . . . .......... 

Mat/Floor,  And  Matting,  Pile  Surface.  Entrance  Woy  Type  . . . 
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Q 

MtL*M>6482D  (1) 
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AS 
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77 
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4240 
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ME 
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99 
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81 

ME 
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99 
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4240 

•EA 
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81 

ME 

YD 
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L 

MIL-M-2848E 

8415 

NU 

27  Sep 

78 

NU 

Q 

MIL-M-194I7C 

1660 

AS 

27  Jon 

86 

AV 

AS 

99 

Mll-STD-1422 

4240 

EA 

31  Dec 

68 

EA 

SH 

99 

Q-STD-234  (5) 

ISDA 

AM 

08  Dec 

81 

L 

MII-M-5I282D 

4240 

EA 

14  Nov 

86 

EA 

L 

MIL-M-S1113D 

4240 

EA 

22  Sep 

86 

EA 

L 

MH-M-51178B 

4240 

EA 

18  Oel 

74 

EA 

L 

MIL-M.51495A 

4240 

EA 
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86 

EA 

Q.STD-425  (2) 

ISDA 

AM 

08  Dec 

81 

MIL-M-43945B 

8415 

GL 

18  Jul 

88 

GL  NU 

99 

l 

MIL-M-24913 

84)5 

NU 

06  Jon 

84 

NU 

MIL-M-43294C 

8415 

GL 

20  Jon 

89 

Gl  NU 

A-A-30118 

6532 

/MB 

17  Dec 

86 

MD  MS 

03 

PART  O 

MIL-M-44128 

8470 

GL 

05  Jun 

84 

GL  NU 

99 

GGG-M-I31C 

4240 

t 

07  Feb 

78 

A-A-2375 

4240 
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28  Aug 
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MIL-M-I012I 

4240 

EA 

3  Feb 
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EA 

99 

MIL-M-51231 

4240 

EA 
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EA 
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INI  AMD  1  (MU) 
A-A-53772 

6515 

MB 
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88 

MD  MS 
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A-A-51313 

6515 

MB 
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86 

MD  MS 

03 

A-A-5I601A 

6515 

MB 

31  Aug 

87 

MD  MS 

03 

A-A-51690 

6515 

MB 

19  Feb 

88 

MD  MS 

03 

A-A-0031765 

6515 

/MB 

04  Dec 

86 

MD  MS 

03 

l 

MIL-M-87I63A 

1660 

n 

18  Feb 

83 

AS 

1) 

L 

MIL-M-27274D  (1) 

1660 

82 

20  Jun 

74 

99 

L 

MIL-M-87113 

1660 

82 

26  Aug 

77 

99 

MIL-M-37114 

6515 

DM 

17  Apr 

75 

MD  MS 

03 

Mll-M.37553 

6515 

DM 

26  Jon 

77 

MD  MS 

03 

t 

MII-M-I7522D 

4240 

SH 

16  Ocl 

67 

SH 

L 

MIL-M-00J0079E 

4240 

EA 

16  Dec 

68 

EA 

l 

MIL-M-12296  (1) 

4240 

EA 

11  Sep 

87 

EA 

MII.M-50079D 

4240 

EA 

30  Sep 

64 

EA  SH 

99 

l 

Mll-M-50073 

4240 

EA 

23  Jun 

59 

EA 

A-A-51070 

6515 

/MB 

25  Ocl 

85 

MD  MS 

03 

DDD*M'136B 

6510 

/DM 

23  Mo, 

58 

MD  MS 

03 

A-A-30098 

6515 

t 

07  Ocl 

83 

MII.M-36954C 

6515 

DM 

12  Jun 

75 

MD  MS 

03 

Mll'M-364318  (1) 
NOTICE  1  (DM) 

6515 

DM 

18  Ocl 

72 

MD  MS 

03 

ASTM  E519-81 

NOTICE  1 

5620 

YD 

05  Jun 

87 

ME  YD 

99 

ASTM  E447-84 

FACR 

YD 

17  Mar 

85 

ME  YD 

99 

ASTM  C139-73R79 

5620 

YD 

28  Jul 

81 

ME  YD 

99 

ASTM  C140-75R80 

5620 

YD 

10  Jun 

81 

CE  YD 

11 

ASTM  E518-50 

5620 

YD 

22  Mo, 

81 

ME  YD 

99 

l 

MII.STD.1873A 

MFFP 

AT 

05  Jun 

85 

AT 

L 

MII.M.38310B  (2) 

1810 

19 

15  Jon 

76 

19 

l 

DOD'STD-2137 

MISC 

SH 

13  Apr 

82 

SH 

l 

M11-M-55220A 

5985 

ER 

10  Sep 

73 

ER 

l 

MIL-M-55670A 

5935 

6R 

31  Mor 

72 

ER 

L 

MIL-M-490L9 

5985 

ER 

19  Moy 

76 

ER 

L 

MII-M.12320A  (4) 

5985 

ER 

14  Sep 

73 

ER 

L 

MIL-M-52288A 

6230 

ME 

12  Ocl 

73 

ME 

L 

MIL-M-52005C 

6210 

ME 

05  Jun 

78 

ME 

L 

MIL-M-49275/1 

5985 

CR 

26  Feb 

87 

CR 

MS-25040A 

5985 

AS 

18  Jun 

76 

AS 

$5 

MS-25049A 

5985 

AS 

18  Jun 

76 

AS 

85 

L 

MIL-M-52287C 

6230 

ME 

27  Feb 

84 

ME 

L 

MIL-M-49275 

5985 

CR 

26  Feb 

87 

CR 

A-A-230 

7210 

l 

09  Jon 

80 

MIL-M-69A  (!) 

2040 

SH 

25  Jon 

89 

ME  SH 

82 

DDD-M-156 

7220 

t 

21  Ocl 

64 

INT  AMD  1  GSA 
A-A-51518 

6530 

/MB 

03  Jul 

86 

MD  MS 

03 

ZZ.M-43A 

7220 

t 

15  Jul 

52 

ZZ-M-0043B  ()) 

7220 

t 

05  Apr 

67 

ZZ-M-46C 

7220 

% 

08  Jul 

66 

INT  AMD  (!) 
DDDM-001349  (1) 

7220 

1 

19  Ocl 

70 
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ALPHABETICAL  LISTING 


TITLE 


Mat,  Floor,  Celluloiic  Pile  Yarns,  Flame  Retordant  {Rental  Service)  . . . . ...... 

Mot,  Floor,  Dental  Chcir,  Rubber.... . . . . . 

Mat,  Floor,  Dental-chair,  Rubber  . . . . . . . . . . 

Mat,  Floor,  Plastic  (For  Chairs) . . . . . . . 

Mat,  Floor,  Standing  . . . . . . . . . . . 

Mat,  Landing,  Airfield,  AM2 . . . . . . . . . . . 

Mat,  Landing,  Aluminum,  Heavy  Duty,  And  Ancillary  Item*  . . . . . . 

Mat,  Landing,  Steel  Non  Perforated  (M8A1), . . . . . » 

Mot,  Reinforcing  Glass  Fiber  . . . . . . . . . . . 

Mat,  Silhouette  Layout..... . . . . . . . . . 

Mat,  Sleeping . . . . . . . . . . . 

Matches,  Safety  And  M  hes,  Nonsafety  (Strike  Anywhere)  . . . . 

Mated  Assembly,  Connector,  Rack  And  Panne),  Miniature  . . . . . 

Material  &  Processes  Requirements  For  Air  Force  Weapon  Systems . . 

Materiol  Application  And  Processing  Requirements  (Issue  Controlled  Requests  8y 
Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Actlvitity  Of  The 
Spec.) 

Material  Handling  Equipment  (Edition  2)  (Req  Other  Than  DOD  Ref  To  USAMC, 
Attn,  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333-0001) 

Material  Handling  Units  For  Medical  Facilities,  Performance  Specifications  For . 

Material  Handling  Aids  (Edition  2)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn: 

AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Vo  22333-0001) 

Material  Safety  Data  Sheets  Preparation  And  The  Submission  Of . . . . . . 

Materiol  Transportation  System  Dimensional  And  Weight  Constramts,  Definition  Of.. 
Material,  Plastic,  Apparent  Density,  Bulk  Factor,  And  Pourability  Of  -  14  Nov  1969 

Material,  Pressure  Treated,  In  Marine  Construction,  Standard  For . . . . . 

Materials  (PA)  Nylon  Injection  &  Extrusion,  Standard  Specification  For  •  26  Jul  85 .. 

Materials  &  Finisheds  25  Nov  1987 . . . . . . . . 

Materials  &  Finishes  Standard  •  1980  . . . . . . . . . . . . . 

Materials  And  Processes  For  Corrosion  Prevention  And  Control  In  Aerospace 
Weapons  Systems 

Materials  Exposed  To  X-ray  Output  Of  Flash  X-ray  Machines,  Determining  Absorbed 
Dose  Versus  Depth  In  -  24  Nov  78 

Materials  Finer  Than  75-UM  (No.  200)  Sieve  In  Mineral  Aggregates  By  Washing  *  9 
Feb  1987 

Materials  For  Fluid  Systems  Of  Marine  Vehicles  *  30. Dec  82  . 

Materials  From  Outgassino  A  Vacuum  Environment,  Total  Mass  Less  And 
Collected  Vole  S  Cond  r.joble,  Standard  Test  Method  For  •  26  Oct  1984 
Materials  Handling  Ea*  r  **r.  *  reparation  For  Shipment,  Storage,  Cyclic 
Maintenance,  Routt  <  I  *  *  frnd  Process 

Materials  H.  dling  In  The  (Edition  No.  2). . . . . . 

Materials  Handling  In  The  Field  (Release  To  Other  Thon  DOD  Activities  Requires 
Prior  Approvol  Of  HQ  DARCOM,  DRClRD)  Abco  627 

Materials  Joining  . . . . . . . . . . . . . . . . 

Materials  Using  A  Radiant  Heot  Energy  Source,  Surface  Flammability  Of-*  28  Oct 
83 

Materials,  Acetal  (POM)  Molding  And  ;sion  •  25  Jul  86.... . . . . . 

Material,  Compressibility  And  Recovery  Of  27  Februory  1987 . . . . . . 

Mc'eriats,  Dental  Zinc  Oxide  cugcnol  Type  Restorativr  . . . . .  .... 

Material*,  Insulating,  D-c  Resistance  Or  Conductance  Of  •  28  Jul  78  . . .... 

Materials,  Metolllc,  Semi-guided  Bend  Test  For  Ductility  Of  •  27  Mor  1987  . . 

A’.otc.ials,  Metollic,  (Metric)  Tension  Testing  Of  ■  29  Aug  1986  . . 

Materials,  Metollic  (Metric)  Tern  an  Testingcf  •  28  Aug  1937 . . . 

Moitriols,  Metollic,  Notched  Bor  Impact  Testing  Of  ■  28  Feb  1986. . . . 

Materials,  Microhord*'  s  Of  •  30  Mor  1984  . . . . . . . . . 

Motcriots,  Noemelollic,  Operating  Ligh*  Exposure  Apporotus  (Carbon  Arc  Type) 

With  &  Without  Wafer  for  Exposure  Of  •  26  Mor  81 
Materials,  Opaque,  Visuol  Evoluolion  Of  Color  Difcrence  Of  -  25  Jun  82.. . . . 

Mot  iol$.  Organic  Cooling,  Acid  Value  Of,  Standard  Test  Method  For  *  28  Nov  83 

Materials,  Polycarbonate  (pC)  Unfilled  &  Reinforced  •  1  Aug  80........ . . . ........ 

Moteriols,  Propylene  Plastic  Injection  And  Extrusion  *  23  Mcr  82  . . . . . 

Moteriols,  °lfcr  Molding  &  Extrusion  •  29  JUL83  . . . . . . 

Materiel  For  Emergency  Medical  Core  Cf  Moss  Casualties  (ABCA»293)  .................... 

Mathematical  Signs  8.  Symbols  For  Use  In  Physical  Sciences  &  Technology  -  75  ........ 

Matrix  Set,  Dento!  (Cervical) ,  . . . . .  .......... 

Mats,  Landing,  Aluminum  Medium  Doty  XM19............ . . . . . . . 

Matting  Floor,  Rt  jfeer,  Aper'urr  Su  toco  ........................  . . . . 

Matting  O.  Sheet,  Floor  Covering,  Insulating  ro.  H'«h  Vc..age  Application  . . . 

Moiling,  floor.  Rubber,  Sponge  Bose,  Anti-fatigue  . .................................... . . 

Malting,  Rubber  And  iyl..... ...... ......... . . 

Melting,  Rubber  6.  Plastic  (Special,  Dielectric).,.......,.,.,..,...,.. . . . . 

Muttock,  Cutter  (Without  Handle) ..... ..  . . . . . . . . . . .  ....... 

Mattock,  P  (Without  Handle)...,.. . .  . . . . . 

Mattress  &  Mattress  Treks,  Berth,  Syn  tic  Cellular  Rubber,  Naval  Shipboard . . 

Mattress,  Bed  . . . . . . . . . . . . . . . 
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DDD-M-001370 
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47 
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MIL-M-910E  (3) 
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SH 
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81 

GL 

SH 

99 
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5680 

AS 

25  Jun 

68 

ME 

AS 

99 
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5680 

ME 

14  May 

75 

ME 

YD 

99 

MIL-M-52738A 

5680 

ME 

08  Jul 

81 

ME 

YD 

MII-M-43248C 

9340 

MR 

30  Mar 

88 

MR 

20 

NOTICE  1 

Mll-M-44084  (1) 

7690 

Gl 

15  Mar 

84 

GL 

MIL-M-44104A 

8465 

Gl 

30  Oct 

87 

GL 

NU 

99 

EE  M-101J  (1) 

9920 

/Gl 

12  Feb 

88 

GL 

99 

NOTICE  1 

MS-24287C 

-935 

85 

08  Aug 

86 

85 

NOTICE  1 

MII-STD-1587B 

MFFP 

20 

30  Jul 

87 

20 

NOTICE  1 

MIL-STD-1308D 

MISC 

SH 

12  Sep 

85 

SH 

NAT-STD-2829  (1) 

ISDA 

AM 

16  May 

75 

DIST  STMT  C 

Mll-M-29241 

6530 

YD 

10  May 

85 

MD 

YD 

03 

NAT-STD-2830  (4) 

ISDA 

Al 

13  Dec 

88 

DIST  STMT  C 

FED-STD-313B 

MISC 

*DH 

01  Feb 

85 

MD 

SA 

07 

NOTICE  2 

MIL-STD-1366B 

PACK 

MT 

15  May 

81 

MT 

SA 

69 

ASTM  D1895-69R75 

9330 

MR 

20  Sep 

79 

MR 

SH 

11 

AWPA  08-86 

5510 

CS 

31  Mar 

83 

ME 

SH 

99 

ASTM  D4066-85 

9330 

MR 

10  Feb 

86 

MR 

AS 

99 

BHMA  156.18-87 

5340 

YD 

20  Jul 

89 

AR 

YD 

99 

BHMA  1301-80 

5340 

YD 

18  Dec 

81 

AR 

YD 

99 

MIL-STD-1568B 

MFFP 

11 

28  Feb 

89 

11 

ASTM  E 665-78 

59GP 

ES 

11  Jun 

80 

ER 

EC 

17 

ASTM  017-87 

5610 

YD 

22  May 

87 

ME 

YD 

99 

SAE  HIR 1594-82 

9505 

SH 

09  Feb 

84 

MR 

SH 

ASTM  E595-84 

9330 

MR 

24  Sep 

85 

MR 

MIL-STD-162E 

PACK 

ME 

29  May 

80 

ME 

SA 

99 

NAT  STD-2827  (4) 

ISDA 

AM 

13  Mar 

87 

Q-STD-627  (1) 

ISDA 

AM 

15  Nov 

82 

Mll-HDBK  730 

TliJM 

MR 

31  Jan 

86 

MR 

ASTM  E 162-83 

9330 

MR 

02  Oct 

85 

MR 

SH 

ASTA1  D4181-86 

9330 

MR 

07  Aug 

87 

MR 

AS 

20 

ASTM  F36-87 

5330 

•MR 

27  May 

87 

MR 

SH 

99 

ANSI  30-77 

6520 

MB 

26  Aug 

88 

MD 

MS  03 

ASTM  D257-78E 

9330 

MR 

C6  Oct 

88 

MR 

11 

NOTICE  2 

ASTM  E290  87 

95GP 

♦MR 
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87 

MR 

AS 

20 

ASTM  E8M-86A 

95GP 

♦MR 
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MR 

AS 

99 

ASTM  E8M-87 
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MR 
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87 

MR 

AS 

99 

ASTM  E23-86 
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MR 
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86 

MR 

SH 

20 

ASTM  8384-84 
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MB 

19  Moy 

87 

MD 

MS 

03 

ASTM  G 23-81 
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30  Mor 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  D1729-82 

8010 

MR 

27  Oct 

88 

MR 

SH 

99 

NOTICE  2 

ASTM  D  1639*83 

8010 

MR 

30  Oct 

84 

MR 

99 

ASTM  D3935-80 

9330 

MR 

04 

81 

MR 

SH 

ASTM  D4101-82 

9330 

MR 

01  Feb 

84 

MR 

20 

ASTM  D1457-83 

9330 

MR 

24  Ju! 

84 

MR 

20 

Q-STD-293 

ISDA 

AM 

12  Feb 

75 

ANSI  Y  10.ZU-/5 

DRPR 

A* 

13  Sep 

So 

AR 

3K 

IT 

NOTICE  2 

A-A-51619 

6520 

/MB 

25  Aug 

:s 

MP  M5 

03 

MIL-M-52612A 

5680 

ME 

14  May 

87 

Me 

ZZ-M-001033 

7220 

X 

26  Nov 

65 

MII-M-1S562F  (4) 

7220 

SH 

30  Mor 

87 

SH 

ZZ-M-0085 

7220 

t 

28  Feb 

67 

ZZ-M-71E 

7220 

/YQ 

03  Moy 

79 

YD 

99 

ZZ-M-8IC 

7220 

t 

13  Oct 

69 

A-A-346A 

5120 

t 

C5  Jon 

88 

Gl 

99 

A-A-315A 

5l?r 

ii 

05  Jan 

88 

Gl 

99 

MIL-M-18351F 

72.  v 

SH 

22  Apr 

81 

SH 

A-A-51029 

7210 

/MB 

10  Oct 

85 

MD 

MS 

03 

45t 


ALPHABETICAL  LISTING 


TIKE 

Mattress,  Bed . . . . . . . . 

Mattress,  Bed  (Felted.  Cotton) . . . . . . . . 

Mattress,  Bed,  Foam-rubber,  Ambulance  Stretcher  . . . . . . . . 

Mattress,  Bed,  Latex  Foam . . . . . . . . . . . . . 

Mattress,  Pneumatic,  Field  Hospital  Folding  Cot..................... . . . . 

Mattress,  Pneumatic,  (Insulated).... . . . . . . . . . . . ......... 

Mat  tress,  Stretcher . . . . . . . . . . . 

Mattresses  ^except  Pneumatic  Typos&,  Packaging  And  Packing  Of...... . . . ...» 

Mattresses,  Bed,  Felt  . . . . . . . . 

Mattresses,  Bed,  Innerspring . . . . . . . . . . . . . . . . . 

MAX’2  Explosive . . . . . . . . . . . . 

Maximum  Elevation  figure  Criteria  For  Aeronautical  Charts  (Chg  1  Dfd  4/18/86 
Requests  Other  Than  Ood  Must  Be  Sent  Vios  Hq  Usaf/xoxx  (Iso)  Wash  Oc 
20330*5058 

Maximum  Permissble  Temperatures  Of  Materials  For  Sofe  Contact  With  Bare  Skin  .. 

Maximum  Trimmed  Paper  Size  Of  Mops  For  Use  In  The  Field  (Ed  2)  Other  Than 
Dod  Refer  To  Hq  Usof/xoxx(iso),  Wash,  Dc  20330-5058 
Moxlum  Nolo  Naval  Operational  Electromagnetic  Environment  Producedby  Radio 
And  Radar  (Edition  1)  Requests  Other  Than  DOD  Must  Be  Sent  VIA  HQ 
USAF/XOXX  (ISO)  Wash  DC  20330-5058 

Mayonnaise  And  Salad  Dressings . . . . . . . . 

Mayonnaise  And  Salad  Dressing  . . . . . . . . . . . . . . 

Mem  Diving  Breathing  Goscs  &  Interchangeability  Of  Gas  Cylinders  &  Compression 
Chambers  (Edition  3) 

Meal  Module,  Tray  Pack,  36  Soldier  Assembly  Of . . . . . . . 

Meal,  Precooked,  Frozen . . . . . . . . . 

Meal,  Ready  To  Eat,  Individual,  Assemby  Of.. . . . 

Measles,  Mumps,  And  Rubella  irus  Vaccine,  Live  . . . . 

Measure  Of  Sound  Attenuation  Of  Hearing  Protective  Equipment  (Rel  To  Other 
Than  DOD  Act  Req  Pr  A ppr  Of  CNM  09B21)  (CH-1) 

Measure,  lens,  Ophthalmic . . . . . . . . . 

Measure,  Liquid  (Aluminum) . . . . . . . . . . . . . 

Measure,  Liquid  . . . . . . . . . . . . 

Measure,  liquid- . . . . . . . . . 

Measure,  Liquid,  Plastic,  Graduated . . . . . . . 

Measurement  Criteria  For  Military  Skis  &  Skipoles  (Ed.  No.  l)(REl  To  Other  Than 
DOD  Aclreq  Pn  Ap pr  Of  CNM,  Mot  09B21) 

Measurement  Of  Projectile  Velocities  (Edition  No.  2)  . . . . . . 

Measurement,  Units  Of,  For  Aircraft  Instruments  . . . . . . . . . 

Measurer,  Map . . .  . . . . . . . . . . . . 

Measures,  Dry  Chemicol,  Water  Purification  . . . 

Measuring  And  Cutting  Machines,  Paper  And  Polyethylene  Film  . . * 

Measuring  Set,  Depth-sound  Speed  AN/BQH*1()  . . . . 

Measuring  Set,  Radio  Interference,  General  Specification  For . . . 

Measuring  Set,  Radio  Interference  AN/URM-201 . . . . . 

Measuring  Set,  Radio  Interference  AN/URM-200 . . . . . . . 

Measuring  Set,  Radio  Interference  AN/URM099. . . . . . . 

Measuring  Set,  Spoon  (Stainless  Steel) . . . . . . . 

Measuring  System,  Submarine  Storage  Battery  Current  (Metric) . . 

Measuring  System,  Hoot  Current,  Submarine  Storage  Battery . . . . 

Meat  Cuts  And  Sausoge  Products  (Chilled  Or  Frozen)  For  Domestic  And  Overseas 
Shipment,  Pockcging,  Pocking,  lobeling  And  Marking  Of 

Meat  Purees,  With  Meol  Broths  (Canned) . . . . . . 

Meat  Slicer,  Hand-operated,  And  Meat  Slicing  Machine,  Electric....... . . . 

Meat  Slicing  Machines,  Electric  . . . . . . . . 

Meat  Tenderizer,  Electric . . . . . . . . . . 

Meat  Tenderizer,  Electric  . . . . . . . . . . . . . . . 

Meat  With  Mushroom  Gro . . . . . . . . . . . 

Meatballs  With  Rice  In  Tomoto  Sauce  &  Cabbage,  Thermostabilized,  Troy  Pack........ 

Meotballs  With  Rice  In  Tomato  Sauce  And  Cobboge,  Thermostabilized,  Troy  Pock .... 

Meatbolls,  Beef  And  Rice,  In  Spicy  Tomato  Sauce,  Smoke  Flavoring  Added, 
Thermostabilized,  For  Meol,  Rcody*fo*eot 

Meatballs,  Swedish,  With  Brown  Gravy,  Thermostabilized,  Tray  Pock . ....... 

Meotballs,  Swedish,  With  Brown  Gravy,  Thermostabilized,  Troy  Pack . . 

Meotloof  With  Mushroom  Crovy,  Thermostabilized,  Troy  Pack  . . . . ......... 

Mechanical  Arming  Wireco  *■  *t«ons  Between  Airborne  Armament  Stores  And 
Anotlofed  Suspension  Equipment  (R;i  To  Other  Than  Dod  Ac*  Req  Pr  Appr  Of 
CNM,  MAT  09B21,  Wosh  0,c.  20360) 

Mechanical  Equipment  &  Subsystem  Integrity  Program . . . . . . . . 

Mechcnicol  Spring  Representation  -  30  Oct  81  . . . . . 

Mechanical  Symbols . . . . . . . . . . . . . . ......... 


Mechanical  Symbols  For  Aeronautical  Aerospocccraft  &  Spacecraft  Use . 

Mechanical  Systems  For  Aircraft  Doors  &  Canopies  (Other  Refer  To  Asd/enes, 
Wright-polferson  Afb  Oh  45433-6503) 
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MS-63002 

7105 

Gl 

03  Mar 

58 

Gl 

FED-STDOOlk 

MISC 

t 

15  Moy 

57 

MIL-M-40024B 

6530 

DM 

31  Oct 

75 

MS 

DM 

ZZ-M-91E 

7210 

t 

20  Mo r 

68 

INI  AMD  1 

MIL-M-36226 

7210 

DM 

18  Jun 

64 

MD  MS 

03 

MIL-M-43968A 

3465 

82 

12  Jul 

85 

SA 

99 

A-A-51305 

6530 

/MB 

20  Dec 

85 

MD  MS 

03 

MIL-M-3996C 

PACK 

Gl 

28  Aug 

72 

Gl  YD 

99 

V-M-81F  (1) 

72)0 

-Gl 

06  May 

76 

Gl  NU 

99 

V-M-96J 

7210 

• 

30  Jun 

87 

GL  YD 

99 

MIL-M-46263 

1375 

AR 

27  Apr 

87 

AR 

NOTICE  1 

AIR-STD-64/35D 

ISDF 

06 

28  Sep 

83 

AIR-STD-61/39 

ADV  PUB  61/39 

ISDF 

06 

11  Sep 

84 

NAT-STD-3690  (1) 

ISDF 

06 

04  Jun 

87 

•STD-1307 

ISDA 

AM 

15  Oct 

86 

EE-M-131G 

8950 

/Gl 

24  Jul 

79 

GL 

SA 

50 

A-A-20140 

8950 

Gl 

10  Aug 

87 

Gl 

SA 

50 

NAT-STD-1079  (3) 

ISDN 

NM 

16  Mar 

87 

Mll-M-44343 

8970 

GL 

29  Jun 

88 

A-A-20037A 

8970 

26  Aug 

88 

Gl 

50 

Mll-M-440748  (1) 

8970 

Gl 

13  Feb 

87 

GL 

SA 

50 

MIL-M-37143 

6505 

DM 

16  May 

75 

MD 

MS 

03 

AIR-STD-61/13 

ISDF 

06 

18  Aug 

82 

A-A-51318 

6540 

/MB 

18  Dec 

85 

MD 

MS 

03 

A-A-1751 

7330 

•GL 

08  Jul 

81 

Gl 

SA 

99 

RR-M-1850 

7240 

t 

08  Mar 

74 

A-A-1607 

7240 

•GL 

02  Mar 

81 

GL 

YD 

99 

MIL-M-43530A  (1) 

7240 

GL 

26  Jul 

74 

GL 

YD 

99 

NAT-STD-2918 

ISDA 

AM 

16  Jun 

83 

NAT-STD-4114 

ISDN 

NM 

04  Aug 

77 

MS-336368 

66GP 

AS 

11  Dec 

8/ 

AV 

AS 

99 

NOTICE  1 

A-A-52003 

6675 

ME 

23  Jun 

87 

ME 

99 

MII-M-52372B  (1) 

4610 

ME 

09  Jun 

87 

ME 

99 

MII-M-40065C  (2) 

3540 

Gl 

01  Mar 

73 

Gl 

Mll-M-23416  (1) 

6625 

SH 

25  Feb 

65 

SH 

Mll-M-49158 

6625 

CR 

01  Moy 

78 

CR 

Mll-M-49158/1 

6625 

CR 

01  May 

78 

CR 

Mll-M-49158/2 

6625 

CR 

01  Moy 

78 

CR 

Mll-M-49 158/3 

6625 

CR 

01  Moy 

78 

CR 

A-A-1954 

7330 

•GL 

29  Sep 

82 

GL 

SA 

99 

MII-M-24579A 

6625 

SH 

17  Aug 

88 

SH 

MIL-M-21688A  (1) 

2090 

SH 

28  Aug 

64 

SH 

M1L-M-1018H 

PACK 

Gl 

01  Jun 

78 

GL 

SA 

50 

A-A-20047B 

8940 

» 

06  Dec 

84 

OO-M-280G  (3) 

7320 

/SH 

18  Aug 

80 

SH 

A-A-50088A 

7320 

Gl 

26  Apr 

88 

Gl 

SA 

99 

MII-M-17312D  (1) 

7320 

Gl 

24  Feb 

01 

Gl 

YD 

99 

A-A-50O27B 

7320 

/Gl 

02  Sep 

88 

Gl 

YD 

99 

EE-M-002161A 

8940 

/Gl 

28  Jun 

85 

Mll-M-44310 

8940 

Gl 

23  Dec 

87 

Gl 

SA 

50 

PP- M002205 

8940 

Gl 

3l  Dec 

84 

GL 

MII-M-44203A 

8940 

Gl 

30  Dec 

88 

GL 

SA 

50 

PP-M002210 

8940 

Gl 

27  Sep 

84 

Gl 

MIl-M-44316 

8940 

GL 

31  Dec 

87 

Gl 

SA 

50 

Mll-M-44345 

8940 

Gl 

15  Jul 

88 

Gl 

AIR-STD-20/17D 

ISDF 

06 

05  Aug 

83 

Mll-STO-1798 

ANSI  Y14.13M-8I 

GDRQ11 
DRPR  AR 

20  Jun 
23  Aug 

88 

88 

AR 

os 

16 

NOTICE  2 

Mll-STD-178 

DRPR 

AR 

16  Sep 

77 

AR 

SH 

11 

PART  1 

NOTICE  1 

16  SEP  1977 
MIL.riD.)7B 

DRPR 

AR 

23  Feb 

65 

AR 

SH 

11 

PART  2 

MIL-M-87222  (2) 
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11 

31  Jul 

87 

11 
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ALPHABETICAL  LISTING 


TITLE 

Mechanical  Tubing,  Welded  Stainless  Steel  23  Oct  87  ............ . 

Mechonicol  Vibrations  Of  Shipboard  Equipment  (Type  1  •  Environmental  And  Type 
li  .  Internally  Excited) 

Mechanical  Vibrations  Of  Shpbrd  Equip  (Recipr  Mach  &  Prop  Sys  &  Shaft)  Types 
3*4  &  5  (Issue  Controlled  *  Req  By  Other  Than  Dod  Acty  Must  Be  Submitted  Via 
Prep  Acty  Of  Std) 

Mechanism,  Recoil,  155MM  Howitzer,  M45 . . . . . . . . 

Mechanism,  Recoil,  75  MM  Pack  Howitzer,  M)A8  (W/REPaIR  Parts  And  W/O 
Equipment  Or  Accessories) 

Mechanism,  Recoil,  155MM  Howitzer  . . . . . . . . . . . 

Mechanism,  Recoil,  105  MM  Howitzer,  M2A5  W/RSPAIR  Ports  &  W/OUT 
Equipment  Or  Accessories 

Mechanism,  Valve  Replacement,  Ml . . . . . . . 

Meclizine  Hydrochloride  Tablets,  Usp„ . . . . . . . . . 

Medal,  Air  Force  Combat  Readiness...... . . . .  . . . . . 

Medal,  Air  Reserve  Forces  Meritorious  Service  . . . . . 

Medal,  American  Campaign . . . . . . . 

Medal,  American  Defense  Service  . . . . 

Medal,  Anarctica  Service . . . . . . . . . 

Medal,  Armed  Forces  Expeditionary. . . . . . . . . . ..... 

Medal,  Armed  Forces  Reserve  . . . . . . . . . . . 

Medal,  Army  Of  Cuban  Occupation........... . . . . . . . 

Medal,  Army  Of  Cuban  Pacificotion.. . . . . . . . 

Medal,  Army  Of  Occupation  Of  Germany  (19)8*1923)  . 

Medal,  Army  Of  Occupation,  World  War  II . .  . . . . 

Medal,  Army  Of  Puerto  Rican  Occupation . . . . . . . . 

Medal,  Army  Reserve  Components  Achievement . . . . . 

Medal,  Asiatic>pacif;c  Campaign  . . . . . . . . . 

Medal,  Compoign  And  Service . . . . . . 

Medal,  China  Campaign . . . . . . . . . . 

Medal,  China  Service . . . . . . . . . . . . 

Medal,  Civil  War  Campaign... . . . . . . 

Medal,  Civilian  Service  In  Vietnam.......... . . . .  . . . . 

Medal,  Coos!  Guard,  Arctic  Service  Medal,  Coast  Guard,  Arctic  Service  . 

Medal,  Department  Oft  He  Army  Civilion  Award  For  Humanitarian  Set  vice  . . . 

Medal,  Europeon-african-middle  Eastern  Compoign  . . . . . . 

Medal,  Good  Conduct,  Air  Force . . . 

Medal,  Good  Conduct,  Army . . . 

Medal,  Good  Conduct,  Coast  Gua'd . . . . . . 

Medal,  Good  Conduct,  Marine  Corps  . . . . . . . 

Medol,  Good  Conduct,  Navy . . . 

Medal,  Humane  Action . . . . . . . . . . . . . 

Medol,  Humanitarian  Service . . . 

Medal,  Indian  Campaign  . . . . 

Medol,  Korean  Service . . . . . . . . . . . . . . 

Medol,  Marine  Corps  Expeditionary . . . . . . . . . 

Medol,  Mexican  Border  Service . . . . . . . 

Medol,  Mexican  Service... . . . . . . . . . . . . . 

Medal,  Multinational  Force  &  Observers . 

Medal,  Notional  Defense  Service . . . . . 

Medol,  Novel  Occupation  Service . . . . . 

Medol,  Novel  Reserve  Meritorious  Service . . . . 

Medol,  Navy  Expeditionary  . . . . . . . 

Medol,  Navy  Reserve . . . . . . . . . 

Medol,  Organized  Morine  Corps  Reserve. . . . . . . . . 

Medol,  Philippine  Congressional . . . . 

Medal,  Philippine  Compoign  . . . . . . . . . . 

Medol,  Prisoner  Of  Wcr,.„...,.„ . . . . . 

Medol,  Second  Nicoroguon  Compoign . . . . . 

Medal,  Spanish  Compoign  . . . . . . 

Medol,  Spanish  War  Service . . . . . . . . . . 

Medal,  US  Coos!  Guard  Reserve  Good  Conduct . . . . . . 

Medol,  United  Notions  Service....... . . . . . . 

Medal,  Victory,  World  War  I. . . . . . . . . ..... 

Medal,  Victory,  World  War  tl  . . . . . . . 

Medol,  Vielnom  Service  . . . . . . . 

Medol,  Women  S  Army  Corps . . . . . . . . 

Medal,  Yangtze  Service  . . . . . . . . . . 

Medc^  vrv'ed  Nstio***  Service  ..  .......  ... 

Medallion,  Army  Scientific  Achievement  Aword . . . . . . 

Medallion,  Generol  Specification  For. . . . . . . . . 

Medallion,  National  War  College.... . . . . . 

Medallion,  Paul  A.  Siple  Award . . . . . . . . . . . . . . 

Medoilion,  Quartermaster  Corps . . . . . . . . 

Medallion,  Secretary  Of  The  Army  S  Aword  For  Outstanding  Achievement  In 
Materiel  Acquisition 

Medallion,  Surgeon  Gencrol's  Exemplary  Service  Plaque . . . . . 

Medallion,  The  Generol  George  C.  Marshall  Award  . . . . 

Medallion,  The  Genera!  John  J.  Pershing  Aword  . . . . . . . . . 
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87 
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SH 

L 

MIL-M-45986  (3) 

1025 

AR 

22  Oct 

84 

AR 

MIL-M-2016A 

1015 

AR 

22  Sep 

58 

AR 

MC 

L 

MIL-M-11024B 

1025 

AR 

22  Apr 

88 

AR 

NOTICE  1 

MIL-M-2017C  (2) 

1015 

AR 

22  Mar 

88 

AR 

NOTICE  1 

L 

MIL-M-12971B 

4940 

6A 

17  Aug 

88 

EA 

NOTICE  1 

MIL-M-37589 

4505 

DM 
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Medallion,  Welter  Reed  Army  Institute  Of  Nursing  Award . . . . . . 

Media  For  Roll  Type  Air  Filters  . . . . . 

Medical  And  Dental  Supply  Procedures  (Edition  No.  3)  (Rcq  Other  Than  DOD  Send 
Via  Usomc,  Attn:  AMClCP-AAN,  5001  Eisenhower  Ave.,  Alexandra!,  Vo. 
22333-0001) 

Medical  Design  Requirements  For  Military  Motor  Ambulances  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  C.c.  20360) 

Medical  Design  Requirements  For  Military  Motor  Ambulances  (Release  To  Other 
Than  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  Edition  No. 

2 

Medical  Effects  Of  Ionizing  Radiation  (Edition  3)  (Req  Other  Than  DOD  Ref  To  US 
AMC,  Attn:  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333  0001) 
Medical  Employment  Of  Air  Transport  In  The  Forward  Area  (Edition  No.  3)  Release 
To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Medical  Employment  Of  Air  Transport  la  The  Forward  Area  Abca  529  (Release  To 
Other  Than  Dod  Activities  Requires  Prior  Approval  Of  Hq,  Darcom,  Drcird) 

Medical  Examination  Ofaircrew  Following  An  Aircraft  Accident/mcident  (Rel  To 
Other  ThandOD  Req  Pri  Appr  Of  HQ  USAF/XOXX/ISO)  Wash,  DC  20330-5058) 
Medical  First  Aid  Equipment  In  Aircraft  (Ed  l)  Request  Other  Than  Dod  Must  Be 
Sent  Via  Hq  Usaf/xoxx(iso),  Wash  Dc  20330-5058 
Medical  Gas  Cylinders  (Ed,  2)  (Release  To  Other  Than  Dsod  Must  Be  Appr.  By  HQ. 
DARCOM  (DRCIRD) 

Medicol  Gas  Cylinders  (ABCA-236) . . . . . . . . . . . 

Medical  Materiel  -  luer  Toper  Fittings  Performance,  Standard  For  •  19  Aug  1983  .. 
Medical  Materiel  Management  During  Patient  Evacuation  (ABCA-435)  Release  To 
Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Medicol  Preventive  And  Protective  Measures  (Release  To  Other  Than  Dod  Agencies 
Must  Be  Approved  By  Hq  Darcom)drcird( 

Medicol  Radiographic  Smeet  &  Roll  Films  -  Dimensions  (  Film)  American  Notional 
Standard  For  Photogrophy  -  1933 

Medical  Requirement  For  Blood  &  Stood  Donors  . . . . . . . 

Medicol  Requirements  For  Blood,  Blood  Donors  8-  Associated  Equipment  (Edition  2) 
(Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  U.S.  Army  Security  Affairs 
Command,  Attn:  AMSAC-MC/S,  500)  Eisenhower  Ave,  Alexandria,  Va 
22333-0001 

Medical  Services  Symbol . . . . . . . . . . . . . . . . . 

Medical  Training  In  First  Aid,  Basic  Hygiene  And  Emergency  Care  (Edition  NO.2) 
Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Medical  Training  In  First  Aid,  Basic  Hygiene  And  Emergency  Core  (Abca  535) . . 

Medical  Training  For  Search  And  Rescue  (Sor)  Personnel  (Ed  1)  Request  Other  Than 
Dod  Must  Send  Request  Via  Hq  Usaf/xoxx(iso),  Wash.  Dc  20330-5058 
Medical  Warning  Tag  (Ssue  Controlled-releose  To  Other  Than  Dod  Agencies  Must 
Be  Approved  By  Hq  Dorcom)drcird( 

Medical,  Surgical  &  Dental  Instruments,  Equipment  &  Supplies:(edition  3)  (Req 
Other  Than  DOD  Ref  To  US  AMC,  AMClCP-AA-N,  500)  Eisenhower  Ave., 
Alexandria,  Va  22333-0001) 

Medicol,  Surgical  And  Dental  Instruments,  Equipment  And  Supplies  (Release  To 
Olher  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Abca  536) 

Medicine  Gloss . . . . . 

Medicine  Gloss . . . . . . . . . . . . . . . 

Medium  Girded  Bridge  Medium  Grider  Bridge  Span  Junction  Equipment  And 
Medium  Grider  Bridge  Portable  Pier  Equipment  Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Medroxyprogesterone  Acetate  Tablets,  Usp . . . . . . 

Medrysone  Ophthalmic  Suspension,  U.s.p. . . . . . . . . 

Megaphone,  Hand . . . . . . . . . . . . . . 

Melomine  Formoldehyde  Molding  Compounds  *  30  Jul  82 . . . . 

Melier,  Asphalt.. . . . . . . . . . . . . . . . . . . . 

Meller,  fee  &  Snow,  Direct  Fired,  Liquid  Fuel,  Wick  Type,  Bose  Mounted,  25  Gallon 
Per  Hour 

Membrane  Ki),  Blood  Gas  Anolzer  (P02)  . . . 

Membrane  Set,  Hecvy  Duty,  Airfield  Surfacing,  Packaging  Of.......... . . . 

Membrane  Surfacing,  Runways,  TAXI  WAYS,  Helipads  &  Splicing.. . . 

Membrane  Tubing,  Djolysis . . . . . . . . . 

Membrane,  Surfacing.  Airfield,  Heavy  Duty . . . . . . . . . 

Memory,  Rcod  Only,  Programmable,  Digital,  Key  Code  GYF.......... . . . 

Memory,  Read  Only,  Digital . . . . . . . . . . . 

Mender,  Hose  (Low  Pressure) . . . . . . . . . . 

Memngococcol  Polysaccharides  Vaccine,  Group  C. . . . . . . . 

Menotropins  For  flection,  USP  . . . . . . . 

Menthol  lotion . . . . . . . . . . . . . . . . . . . 

Meperidine  Hydrochloride  Injection,  USP . . . . . 

Meperidine  Hydrochloride  Tablets,  Usp  . . . . . . 

Mepivacaine  Hydroch'oride  Injection,  USP . . . . . . . . . 

Mepivaccine  Hydrochloride  Injection,  U.s.p. . . . . . . . 

Mepivacaine  Hydrochloride  Injection,  U.s.p.  . . . . . . ..... 

Mercoptopurine  Tablets,  USP..... . . . . . . . . 

Message  Format  For  Computer  Based  Message  Systems  . . . . . . . . 

Message  Processing  And  Distribution  System  (For  CVA)N(-68) . . . 

Messoge  Text  Formatting  System  (Formets)  (Based  On  NATO  Stonag  5500) 

Release  To  Other  Thor.  DOD  Activates  Requires  Prior  Approval  Of  DARCOM, 
ORCOE'I)  (ABCA  674) 
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TITLE 


Messages  Supplement  To  ATP-27  *  Offensive  Air  Support  Operations  (Edition  1) 

(Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX,  Washington 
DC?0330-5058 

Messages  Supplement  To  ATP  34  ■  Adical  Air  Support  For  Maritime  Operations 
(Edition  1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX, 
Wash  D.C.203301-5058 

Metal  And  Oxide  Coating  Thickness  By  Microscopical  Examination  Of  A  Cross 
Section,  Measurement  Of  •  22  Feb  1985 

Metal  Arc  Welding  Of  Homogeneous  Armor . . . . 

Metal  Bor  Grating  Manuol  •  14  Aug  1981... . 

Metal  8last  Cleaning,  No.  5,  White,  Surface  Preparation  Specification  -  1  Mar  1985 

Metal  Cleaner  S’licate-soop  . . . . . . . . . . . 

Metal  Content  By  Flame  Atomic  Absorption,  Fubber  Determination  Of,  Standard 
Test  Methods  For  •  29  Oct  82 

Metal  Foil  (Tin)  . . . . . . . 

Metal  Matrix  Composites  (Mmc):  Silicon  Carbide  (Discontinuous)  Reinforced 
(Aluminum)  Request  For  Issue  Other  Than  Dod  &  Dod  Contractors  Refer  To  U.s. 
Army  Motl  Technology  Lab,  Engineering  Standardization  Branch,  Arsenol  St., 
Watertown,  Mo  02172-2179 

Metal  Organic  Compounds,  Technical  Grade  (Metric) . . . . . . 

Metal  Products,  Preferred  Metric  Sizes  For  Round,  Square,  Rectangle  &  Hexagon  - 
1980 

Metal  Products,  Tubular,  Other  Than  Pipe,  Preferred  Metric  Sizes  For  -  7  Sep  77  .... 
Metal  Products,  Tubular,  Preferred  Metric  Equivalents  Of  Inch  Sizes  For,  Other  Than 
Pipe  *  12  Aug  77 

Metal  Products,  Flat,  Preferred  Metric  Sizes  For  •  19  Apr  77  (W/supl.  Ansi 
B32.3A-78) 

Metal  Seal  Strip  (Tear  Bond)..,,, . . . . . . . 

Metal  Sprayed  Coating  Systems  For  Corrosion  Protection  Aboord  Naval  Ships 
(Metric) 

Metal  Spraying,  Process  For..... . . . . . . . . . . . . . . 

Metal  Strip  Bag  Tie  . . . . . . . . . . . . . . 

Metal  Suspension  System  For  Acoustical  Tile  &  toy  In  Panel  Ceilings  -  28  Aug  1987 
Metal,  Austenitic  Stainless  Steel  Weld,  Calibrating  Mognctic  Instruments  To  Measure 
The  Delta  Ferrite  Content  Of,  Standard  Procedures  For  •  17  June  1985 
Metal,  Brazln  Filler,  High  Temperature  70AU-8.OPD-22NI  1845  Deg  F  -  1915  Deg. 

F  (1005  Deg.  C  -  1045  Deg.  C)  Solidus  liquidus  Range  -  15  Jul  78 
Metal,  Brazing  Filler  Metol  -  20  Jul  81  . . . . . . . 

Metol,  Brazing  Filler, high  Temperature  82  AU-18NI  1740  Deb.  F,  (950  Deg  C) 
Solidus-liquidus  Temperature  •  1  Jon  84 
Metal,  Brazing  Filler,copper  52.5CU-38MN-9.5N1  1616  DEG-1700  Deg  F(880 
DEG-925  Deg  C)  Solidus  Range  *  1JaN84 
Metol,  Brazing  Filler,  Nickel  73  NI-4.5  SM4CR-3.1B-4.5  Fc  1790  Deg.  F  -  1970 
Deg.  F  (975  Deg.  C  -  1075  Deg  C)  Solidus  Liquidus  Range 
Metal,  Brazing  Filler,  Nickel,  71NM0SM9CR,  1975  DEG.-2075  DEG.F(1080 
DEG.-1135  Deg.c)  Solidus-liquidus  Range  •  1  Oct  1985 
Metol,  Brozing  Filler,  High  Temperature  50CO  -  0.OSI  -  19CR  -  17NI  -  4,OW  - 
0.80B  2050  Deg.  *  2100  Deg.f  (1120  Deg.  *  1150  Deg.c)  Solidus  liquidus  Range  * 

1  July  1985 

Metol,  Brozing  Filler,  High  Temperature  50  AU-25  Pd  -  25  Ni  2015  Deg  2050  Deg  F 
(1100  Deg  1120  Deg  C)  Solidus  Liquidus  Ronge  -  15  Jul  78 
Metol,  Brozing  Filler,  High  Temperature  30  Au  -  34PD  -  36  Ni  2075  Deg  2130  Deg 
F  (1135  Deg  1165  Deg  C)  Solidus  liquidus  Ronge  -  15  Jul  78 
Metol,  Brazing  Filler, silver  56AG-42CU-2.ONII420  DEG- 1640  Deg  F  (770  Deg  - 
895  Deg  C)  Solidus-liquidus  Ronge  <1  Jon  84 
Metal,  8rozing  Filler,si!ver  85  AG-15MN  1760DEGREE-970  Degree  C) 
Solidus-liquidus  Ronge  -  1  Jon  84 

Metol,  Brazing  Filler.silver  92.5 AG-7.2CU -0.2211  1435  0EG.-1635  Deg  f  (780 
DEG-890  Deg  C)  Solidus-liquidus  Ronge  *  1JAN84 
Metol,  Brazing  Filler,  Silver  50  AG-18CD-16.5  Zn  15.5  Co  1160  Deg.  F  -  1175  Deg. 

F  (625  Deg.  C  •  635  Deg.  C)  Solidus  Liquidus  Range  •  15  Jul  78 
Metol,  Cellular,  Floor  Raceways  &  Fittings  -  30  Nov  1981  Fifth  Edition  As  Revised 
To  17  Sept  1985 

Metol,  Expanded,  Aluminum,...,.,,.,.,.,...,,.,.,. . . . . . . . . . 

Metal,  Expanded,-Stecl  . . . . . . . . . . . . 

Metol,  Magnetic  Basis  Measurement  Of  Cooling  Thickness  By  The  Magnetic 
Method,  Nonmagnetic  Coatings  On  •  30  Jan  87 
iMefcL  Pho*oTe*fiC'Me*bcdi  Fc*’  Cl’tT'ici  A*o^yj’}  ■  ^3  S^p  68 

Metal,  Solder  •  27  Feb  1987  . . . . . . . . 

Metol,  Test  Methods . . . . . . . . . . 


Metallic  Coatings  By  The  Coulometnc  Method,  Mealing  Of  Thickness  Of  -  26  Feb 
82 

Mctollic  Compounds,  Organic  &  Orgono,  Apparatus  For  Microdetermination  Of 
Carbon  8.  Hydrogen  In  *  1964 

Metallic  Materials,  Superficial  Hardness,  Test*  For  Rockwell  -  27  Apr  84  . . . 

Metallic  Materials  Rockwell  Hardness  &  Rockwell  Scpcrhcrol  Hardness  Of  -  3G  Sep 
1988 

Melcllic  Materials,  Tension  Testing  Of  -  29  Nov  85 . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3982  (2) 

ISDF 

06 

21  Sep 

88 

NAT-STD-3983  (2) 

ISOF 

06 

21  Sep 

88 

ASTM  3487-35 

4FFP 

MR 

16  Sep 

85 

MR 

AS 

20 

MIL-STD-1941 

MR 

13  Mar 

89 

MR 

NOTICE  3 

NAAMM  A202.1-81 

5670 

YD 

10  Mar 

89 

ME 

YD 

99 

SSPC  SP5-85 

8010 

YD 

03  Aug 

87 

ME 

YD 

11 

MIL-M-7752A  (2) 

6850 

AS 

30  Sep 

65 

AS 

ASTM  D4004  82 

9320 

MR 

02  Jul 

85 

MR 

AA-50974 

6520 

/MB 

12  Jun 

85 

MD 

MS 

03 

MIL-M-46196 

CMPS 

MR 

24  May 

88 

MR 

AS 

11 

DOD-STD-1445 

6810 

EA 

21  Oct 

87 

EA 

YD 

68 

ANSI  B32.4M80 

95GP 

IS 

26  Dec 

83 

MR 

AS 

11 

ANSI  B32.5-77 

95GP 

IS 

28  Sep 

79 

MR 

AS 

11 

ANSI  B32.6-77 

95GP 

IS 

28  Sep 

79 

MR 

AS 

11 

ANSI  B32.3-77 

95GP 

IS 

28  Sep 

79 

MR 

AS 

11 

MS-27798A 

9535 

84 

02  Dec 

74 

AS 

99 

DODSTD-2138 

MFFP 

SH 

23  Nov 

81 

SH 

MIL-M-6874 

MFFP 

AS 

06  Apr 

82 

AS 

NOTICE  4 

A-A-2105 

8135 

t 

14  Sep 

82 

ASTM  C635-87 

5640 

YD 

25  Mar 

88 

YD 

ANSI/A WS  A4.2-86 

QCIC 

SH 

08  Aug 

86 

MR 

SH 

20 

AMS  4786A-78 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

AWS  A5.8-81 

3439 

YD 

15  Jun 

87 

AL 

YD 

99 

NOTICE  1 

AMS  4787B-84 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4764B-84 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4775C-81 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

AMS  4782B-85 

3439 

AS 

16  May 

86 

MR 

AS 

20 

AMS  47838-85 

3439 

AS 

26  Oct 

85 

MR 

AS 

20 

AMS  47S4A-78 

3439 

AS 

09  Sep 

82 

MR 

AS 

20 

AMS  4785A-78 

3439 

AS 

09  Sep 

82 

MR 

AS 

20 

AMS  4765B-84 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4766D-84 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4767C-84 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4770F-78 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

UL  209-81 

5975 

YD 

18  May 

87 

ER 

YD 

85 

MIL-M-17999C 

9535 

MR 

01  Dec 

72 

MR 

MIL-M-17194D 

5680 

SH 

01  Aug 

86 

MR 

SH 

99 

ASTM  8499-87 

MFFP 

MR 

29  Aug 

88 

MR 

AS 

11 

ASTM  E60  69879 

6910 

68 

03  Nov 

80 

EA 

SH 

68 

ASTM  B32-87 

3439 

YD 

15  Jul 

87 

ER 

YD 

20 

FED-STD-15IB 

95GP 

J 

24  Nov 

67 

NOTICE  2 

1  OCT  1971 

ASTM  B504  82 

MFFP 

MR 

14  Feb 

83 

MR 

AS 

11 

ASTM  E191-64R76 

6310 

EA 

27  May 

88 

EA 

OS 

68 

NOTICE  1 

ASTM  E18-84 

95GP 

MR 

14  Sep 

84 

MR 

AS 

ASTM  E18-88 

95GP 

MR 

27  Jan 

89 

MR 

AS 

ASTM  E8-85B 

95GP 

MR 

20  Oec 

85 

MR 

AS 

99 

455 


ALPHABETICAL  LISTING 


TITLE 

Metallic  Materials,  Brhell  Hardness  Of  -  27  Apr  84  . . . . . 

Metallic  Materials,  Plone  Strain  Fracture  Toughness  Of  -  24  Apr  83 . . . 

Metallic  Materials,  Dynamic  Tear  Testing  Of  ■  25  Mar  83.. . . . . . . 

Metallic  Materials,  Viewer  Hardness  OF*30  Jul  1982  . . . . . . 

Metallic  Materials,  At  Room  Temperature  Compression  Testing  Of  2  Dec  87  . . , 

Melollic  Materials,  At  Room  Temperature  Compression  Testing  Of  2  Dec  1987  . . 

Metallic  Materials,  M  Agnetic  Permeability  &  Electrical  Conduct  Vity,  Characteristics 
Of  (Metric) 

Metallic  Seol  Rings,  Non-integral  General  Specification  For  (Issue 
Controlled-requesls  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via  The 
Preparing  Activity  Of  The  Spec.) 

Metallic  Seol  Rings,  Non  Integral  Nickel  Chromium  Iron  Alloy  (Issue  Controlled  - 
Requests  By  Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The  Preparing 
Activity  Of  The  Spec.) 

Melollic  Seal  Rings,  Non-integrol  Steel,  Corrosion-resistant  (Issue  Controlled-requests 
By  Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of 
The  Spec.) 

Metallic  Seal  Rings,  Non-integral  Nickel  Copper  Alloy  (Issue  Controlled-requests  By 
Other  Than  Ood  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The 
Spec.) 

Metallizing  Outfit,  Power  Gas,  Guns  And  Accessories . . . . . . . 

Metallizing  System  (Wire  Gas),  Guns  &  Accessories . . . . . . . 

Metallizing  System,  Wire,  Electric  Arc,  Guns  And  Accessories . . . 

Metallogrophic  Specimens,  Preparation  Of  (To  8e  Used  In  Conjunction  With  ASTM 
£340)  •  31  Oct  80 

Metallography  Terms  Relating  To  Standard  Definitions  Of  2  Dec  87 . . . 

Metallography  Terms  Reloting  To  Standard  Definition  Of  2  Dec  1987  . . . . . 

Metallography,  Terms  Relating  To,  Standard  Definitions  Of  ■*  26  Aug  88 . . 

Metallurgical  Terms  &  Definitions,  Listing  Of  Glossaries  Used  By  Armies  (Release  To 
Other  Than  DOD  Activities  Requires  Prior  Approval  Or  DARCOM,  DRCDE*1 
Mefolluricol  Terms  &  Definitions,  Listing  Of  Glossaries  Used  By  Armies  (Req  Other 
Thon  DOD  Ref  To  DARCOM,  DRCDE-1) 

Metals  &  Alloys  In  The  Unified  Numbering  System  -  Apr  1986  (SAE  HS  J1086  86  - 
ASTM  DS56C  -  A  Joint  Publication) 

Metals  &  Alloys,  Cost  &  Wrought,  Codification  Of  Certain  Nonferrous  -  27  Feb  76.. 
Metals  &  Compounds,  Standard  Test  Method  For  Apparent  Density  Of  Powders  Of 
Refractory  8y  The  Scott  Volumeter  -  31  Jul  81 
Metals  And  Alloys,  Rapid  On  Site  Identification  Of  (Recommended  Procedure  For 
Chemical  Spot  Testing  And  Associated  Physical  Tests  To  Verify  Metal  Alloy 
Classification)  (Metric) 

Metals,  Apparatus,  Reagents,  And  Safety  Precautions  For  Chemical  Analysis  Of, 
Standard  Practices  For  •  28  May  1982 

Metals,  Standard  Hardness  Conversion  Tables  For  (30  Sept  88) . . . . 

Metaproterenol  Swlfote  Tablets,  Usp  . . . . . . . . . . . 

Metoproterenol  Sulfatelnhalation  Solution,  Usp  . . . . . . . 

Metascope,  AN/PAS-6 . . . . . . . . . . . . . . 

Meter  Assembly,  Skid  Mounted.  Petroleum  Fuels . . . . . . . . 

Meter  Footcondle,  Photoelectric . . . . . . . . . . . . . 

Meter  Frequency,  Expanded  Scale  Switchboard  Type  (Novol  Switchboard  Use)  ........ 

Meter  Modulation  ME*57(  )/U . . . . . . . . . . . . . 

Meter,  Air  Flow  Indicating,  Differential  Pressure,  Submarine  8attery  Ventilation, 
Varioble  Transformer 

Meter,  Ampere-hour  (Nonmercury  Type) . . . . . . . . . . . . . . . 

Meter,  Audio  Level  TS>585(/U) . . . . . . . . . 

Meter,  Electrical  Indicating  Selection  And  Use  Of  . . . . . . 


Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Millivollmetcr,  DC  (Flush 
Mounting,  Round  Flange,  Inch),  Styles  05,  06  &  07 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Vollmeter,dC  (Flush  Mounting, 
Square  Flange,  2  1/2  Inch)  Style  23 

Meier,  Electrical  Indicating,  Pone!  Type,  Ruggedized,  Ammeter,  DC  (Flush  Mounting, 
Square  Flange,  2  1/2  Inch)  Style  23 

Meter,  Electrical  Indicating,  Ponel  Type,  Ruggedized,  Voltmeter,  AC  (Flush  Mounting, 
Square  Flange,  2  1/2  Inch)  Style  23 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  AC  (Flush  Mounting, 
Square  Flange,  2  1/2  Inch)  Style  23 

Meter,  tiectriccf  Indicating,  Ponef  Type,  Kuggedized  Voltmeter  &  Ammeter,  DC, 

Long  Scale  (Flush  Mounting,  Round  Flange,  2  1/2  Inch)  Style  24 

Meter,  Elecfrico!  Indicating,  Panel  Type,  Ruggedized,  Mtiliommeler,  DC  (Flush 
Mounting,  Round  Flange,  1  Inch)  Styles  05,  06,  &  07 

Meter,  Electrical  Indicating  Panel  Type,  Ruggedized,  Miaoommetcr,  DC  (flush 
Mounting,  Round  Flange,  1  Inch)  Style  05,  06  &  07 

Meter,  Electrical  Indicating  Ponel  TypG,  Ruggedized,  Voctmeter,  DC  (flush  Mounting, 
Round  Flange,  1  Inch)  Style  05,  06  &  07 

Meter,  Elecfrlcol  Indicating,  Panel  Type,  Ruggedized,  Voltmeter,  DC  (Flush  Mounting, 
Round  Flange,  3  1/2  Inch)  Style  36 

Meter,  Eleclricol  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  DC  (Flush  Mounting, 
Round  Flonge,  3  1/2  Inch)  Style  36 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  E 10-84 

95GP 

MR 

15  Jun 

84 

MR 

AS  20 

ASTM  E399-83 

9SGP 

MR 

17  Mar 

88 

MR 

AS  99 

NOTICE  2 

ASTM  E 604-83 

95GP 

SH 

25  Jon 

85 

MR 

SH 

ASTM  E92-82R87 

95GP 

MR 

30  Mar 

88 

MR 

11 

NOTICE  2 

ASTM  E9-87 

95GP 

02  Dec 

87 

ASTM  E9-87 

95GP 

MR 

02  Dec 

87 

MR 

SH 

OOD-HDBK  270 

95GP 

SH 

01  Jun 

83 

SH 

L 

MIL-M-24130B  (1) 

5330 

SH 

14  Sep 

83 

SH 

L 

MII-M-24130/IC 

5330 

SH 

29  Dec 

83 

SH 

l 

MIL-M-24130/2C 

5330 

SH 

08  Apr 

85 

SH 

L 

MIL-M-24130/3B 

5330 

SH 

09  Jon 

86 

SH 

MIL-M-80141C 

3433 

IP 

30  Apr 

87 

99 

MIL-M-3800D 

3433 

IP 

12  Feb 

85 

SH 

99 

MIL-M-80226A 

3433 

IP 

26  Nov 

84 

ME 

ASTM  E3-80 

95GP 

MR 

17  Mor 

88 

MR 

ASTM  E7-87 

95GP 

MR 

02  Dec 

87 

MR 

AS 

20 

ASTM  E7-87 

95GP 

MR 

02  Dec 

87 

MR 

AS 

20 

ASTM  E7-88 

95GP 

MR 

26  Oct 

88 

MR 

AS 

11 

AQAP-17 

ISDD 

AM 

08  Dec 

82 

OAP-STD-17 

I5DA 

Al 

08  Dec 

82 

SAEHS  J1086  86 

95GP 

MR 

16  Jul 

87 

MR 

99 

ASTM  8275-76 

95GP 

MR 

21  Sep 

76 

MR 

SH 

11 

ASTM  6329-81 

6810 

EA 

25  Jun 

84 

EA 

t  OOD-HDBK  249A 

95GP 

SH 

26  Dec 

84 

SH 

ASTM  ES0  82 

6810 

EA 

20  Mor 

85 

EA 

SH 

68 

ASTM  El 40-88 

95GP 

MR 

09  Nov 

88 

MR 

99 

A-A-53741 

6505 

MB 

30  Sep 

88 

MD 

MS 

03 

A-A-5 1450A 

6505 

MB 

10  Aug 

87 

MD 

MS 

03 

L 

MIL-M-4553IB 

5855 

CR 

26  Dec 

68 

CR 

L 

MIL-M-82180A 

4930 

MC 

01  Dec 

78 

MC 

A-A-51723 

6695 

/MB 

28  Nov 

86 

MD 

MS 

03 

Q  L 

MIL-M-23167B  (1) 

6625 

SH 

20  Oct 

78 

SH 

L 

Mlt-M-55638  (1) 

6625 

CR 

21  May 

73 

CR 

L 

MIL-M-19981A 

6680 

SH 

26  Feb 

62 

SH 

L 

MIL-M-23677A 

6625 

SH 

20  Jul 

87 

SH 

l 

MIL-M-13130C 

NOTICE  1 

5625 

CR 

06  Jun 

86 

CR 

99 

MIL-STD-1279 

NOTICE  1 

NOTICE  2 

6625 

CR 

21  Dec 

71 

CR 

EC 

99 

MIL-M-10304/29 
NOTICE  1 

6625 

SH 

26  Mor 

88 

CR 

SH 

99 

MIL-M-10304/33 

6625 

5H 

25  Jul 

86 

CR 

SH 

99 

NOTICE  1 
MIL-M-10304/34 

6625 

SH 

25  Jul 

86 

CR 

SH 

99 

NOTICE  1 
Mll-M-10304/35 

6625 

SH 

25  Jul 

86 

CR 

SH 

99 

NOTICE  1 
Mll-M-10304/36 
NOTICE  1 

6625 

SH 

25  Jul 

86 

CR 

SH 

99 

Mll-M-10304/37 

6625 

SH 

25  Jul 

86 

CR 

SH 

99 

NOTICE  1 
MIL-M-10304/30 

6625 

SH 

24  May 

74 

CR 

SH 

99 

MIL-M-10304/31 
NOTICE  1 

6625 

SH 

26  Mor 

88 

CR 

SH 

99 

MIL-M-10304/32 
NOTICE  1 

6625 

SH 

26  Mor 

88 

CR 

SH 

99 

MIL-M-10304/ 1  ID 
NOTICE  1 

6625 

SH 

01  Jul 

86 

CR 

SH 

99 

MIL-M-10304/  I2E 
NOTICE  1 

6625 

CR 

25  Jul 

86 

CR 

SH 

99 

456 


ALPHABETICAL  LISTING 


TITLE 


Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter,  AC  (Flush  Mounting, 
Round  Flange,  3  1/2  Inch)  Style  36 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  AC  (Flush  Mounting, 
Round  Flange,  3  1/2  Inch)  Style  36 

Meter,  Electrical  Indicating,  Ammeter,  RF,  Panel  Type,  Ruggedized  (Flush  Mounting, 
Round  Flange,  3  1/2  Inch)  Styles  36  &  38 
Meter,  Electricol  Indicating,  Panel  Type,  Ruggedized.  Special  (Flush  Mounting, 

Round  Flange,  3*1/2  Inch)  Style  36 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  DC  (Flush  Mounting, 
Round  Flange,  4  1/2  Inch)  Style  46 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Special  Decibel,  (Flush 
Mounting,  Square  Flange,  1-1/2-INCH,  Style  13) 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter,  Voltmeter  & 
Ammeter,  DC  (Square  Flange,  1  Inch)  Style  03 
Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter,  DC  (Square  Flange, 

1  1/2  Inch)  Style  13 

Meter,  Electricol  Indicating,  Panel  Type,  Ruggendized,  Voltmeter  &ammeter,  DC, 

Long  Scale  (Flush  Mouting,  Round  Flange,  3  1/2)  Style  34 
Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter  &  Ammeter,  DC, 
long  Scale  (Flush  Mounting,  Round  Flange  4  1/2  Inch)  Style  44 
Meter,  Electrical,  Indicating,  Panel  Type,  Ruggedized,  Ammeter  (Squore  1  1/2  Inch) 
Style  13 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Rectifier-type  Volmeter,  AC 
(Flush  Mounting,  Round  Flange  2*1/2  Inch)  Style  26 
Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Rectifier  Type  Voltmeter,  AC 
(Flush  Mounting,  Round  Flange,  3  1/2  Inch),  Styles  34  &  36 
Meter,  Electrical  Indicating,  Pane!  Type,  Ruggedized,  Special  (Flush  Mounting, 

Round  Flange,  2*1/2  Inch)  Style  26 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized.  Decibel  (Flush  Mounting, 

Round  Flonge,  3*1/2  Inch)  Style  36 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized  General  Specification  For.......... 

Meter,  Electrical  indicating,  Ammeters,  RF,  Panel  Type,  Ruggedized  (Square  Flange, 

1  1/2  Inch)  Styles  13  &  17 

Meter,  Electrical  Indicating,  Ponel  Type,  Ruggedized,  Voltmeter,  DC  (Flush  Mounting, 
Round  Flonge,  2  1/2  Inch)  Style  26 

Meter,  Electricol  Indicating,  Panel  Type,  Ruggedized,  DC  (Flush  Mounting,  Round 
Flange,  2  1/2  Inch)  Style  26 

Meter,  Electrical  Indicating,  Pane!  Type,  Ruggedized,  Volt  Meter,  AC  (Flush 
Mounting,  Round  Flange,  2  1/2  Inch)  Style  26 
Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  AC  (Flush  Mounting, 
Round  Flange,  2  1/2  Inch)  Style  26 

Meter,  Electrical-indicating  (Switchboard  And  Portable  Types) . . . 


Meter,  Electricol  Indicating,  Voltmeter,  DC,  Switchboard,  4-1/2  Inch,  250  Degree 
Scole 

Meter,  Electrical  Indicating,  Ammeter,  DC,  Portoble,  0.5  Percent  Accuracy  Class........ 

Meter,  Electrical  Indicating,  Voltmeter,  AC,  Switcboord,  4-1/2  Inch,  250  Degree 
Scole 

Meter,  Electricol-indicoting,  Voltmeter,  A.c.,  Switchboard,  4-1/2-INCH,  250-DEGREE 
Scale 

Meter,  Electricol  Indicating,  Ammeter,  AC,  Switchboard,  4*1/2  Inch,  250  Degree 
Scole 

Meter,  Electricol  Indicating,  Voltmeter,  DC,  Switchboard,  6  Inch,  90  Oegree  Scale  .... 

Meter,  Electricol  Indicating,  Ammeter,  DC,  Switchboard,  6  Inch,  90  Degree  Scale . 

Meter,  Electrical  Indicating,  Voltmeter,  AC,  Switchboard,  6  Inch,  90  Degree  Scale  .... 

Meter,  Electricol  Indicating,  Ammeter,  AC,  Switchboard,  6  Inch,  90  Degree  Scole...... 

Meter,  Electricol  Indicating  Voltmeter,  AC  And  DC,  Portable,  0.25  Percent  Accuracy 
Class 

Meter,  Electricol  Indicating,  Ammeter,  AC  And  DC,  Portoble,  0.25  Percent  Accuracy 
Class 

Meter,  Electricol  Indicating,  Voltmeter,  DC,  Portable,  0.25  Percent  Accuracy  Class  .... 

Meter,  Electrical  Indicating,  Ammeter,  DC,  Portoble,  0.25  Percent  Accuracy  Class...... 

Meter,  Electricol  Indicating,  Voltmeter,  AC,  Portoble,  0.75  Percent  Accuracy  Class  .... 

Meter,  Electricol  Indicating,  Ammeter,  AC,  Portoble,  0.75  Percent  Accuracy  Class . 

Meter,  Electricol  Indicating,  Voltmeter,  DC,  Portoble,  0.5  Percent  Accuracy  Closs  . . 

Meter,  Flow  Rate  Indicating,  Float  Type . . . . 

Meter,  Fluid  Quantity  Volumetric . . . . . . . . 

Meter,  Hydrogen  Ion  Test  Pocket  Type  . . . . . . 

Meter,  Hydrogen  Ion  Test.. . . . . . . . . . 

Meter,  low  Range  Radioc  Survey. . . . . . . . . . . . . 

Meter,  Miiliommcters,  Direct  Current  Ponel  Mounting  (Edgewise  Types) . . 

Meter,  Multiscole,  DC,  Panel  Type,  Ruggedized  (Round  Flange,  3  1/2  Inch,  Style 
36) 

Meter,  Power  Factor  4-1/2  Inch,  Switchboard  Type......... . . . . . . 

Meter,  Reader  For  Solid  State  Elapsed  Time  Indicators  Battery  Operated,  Portable, 
Hand-held 

Meter,  Salinity  Indicating,  Electric . . . . 

Meter,  Salinity  Indicating,  Electric,  Flush  Mounting  Rectangular . . . 

Meter,  Time  Totalizing  Hermetically  Sealed  28V  DC  . . . . . . . . 
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86 
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CR 
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TITLE 


Meier,  Time  Totalizer  Hermetically  Sealed  26  Volts -400  Hz . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  5  Vdc,  Printed  Circuit  Mount . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  28  Vdc  Or  26  Vac,  50  To  2400  Hz, 
Square 

Meter,  Time  Totalizing,  Miniature,  Digital,  115  Vac,  50  To  2400  Hz,  Square..... . 

Meter,  Time  Totalizing,  Miniature,  Digital,  5  Vdc,  Square . . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digitol,  28  Volts  DC . . . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  115  Volts,  400  HZ....... . . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  115  V,  60  Hz  . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  115  V,  60  Or  400  Hz  . . 

Meter,  Time  Totalizing,  Miniature,  Oigital,  115  V,  400  Hz . . . . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital  115  V,  60  Hz......... . . . . 

Meter,  Time  Totalizing,  Digital,  20  To  130  Volts,  DC  Or  AC  To  500  HZ  . . 

Meter,  Time  Totalizing . . . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  28  Volts  DC . . . . . 

Meter,  Time  Totalizing,  Miniature,  Digitol,  28  Volts  DC. . . . 

Meter,  Time  Totalizing,  Miniature,  Digital,  115V,  60  HZ. . . . . 

Meter,  Time  Totalizing,  Miniature,  Digitol,  115V,  60  HZ . . . . . . 

Meier,  Time  Totalizing,  Non-hermeticolly  Sealed,  Electrical,  General  Specification 
For 

Meter,  Time  Totalizing,  Non  Hermetically  Sealed,  Electrical,  Type  I,  4*40V  Or 
40-130V  Or  10- 130V,  Grades  A  &  B,  2  Hole  &  3  Hole  Flange 
Meter,  Time  Totalizing,  Non  Hermetically  Sealed,  Electrical,  Type  li,  120V,  60CPS  & 
120V,  400CPS  Grade  A  &  B,  2  Hole  &  3  Hole  Flange 

Meter,  Time  TOTALIZING  Hermetically  Sealed  115V  400  Hz . . 

Meter,  Volume,  Hydrogen  helium  ML*605  ()/u . . . . . . 

Meter,  Volumetric,  Positive  Displacement,  liquid,  Aircraft  Fuel,  600  GPM  (Use 
MIL-M-26881) 

Meter,  Volumetric,  Positive  Displacement,  Liquid,  Type  f*l,  Aircraft  Fuel,  300 
Gallons  Per  Minute 

Metering  System,  Storage  Battery  Current  L  Ampere  Hour,  Digital  (Metric),............. 

Meters,  Electrical  Indicating,  Ammeters,  RP,  Panel  Type,  Ruggedized  (Flushing 
Mounting,  Round  Flange,  2  1/2  INCH)  Style  26  &  23 

Meiers,  Electrical,  Frequency  . . . . . . 

Meters,  Flow,  Mechonical,  Volumetric  Positive  Displacement,  liquid,  Cold  Water 
And  Hot  Water  Type,  Novol  Shipboard  Use 
Methane  Phosphonlc  Dichlcride,  Technical . . . . . . . 

Methanol  (Methyl  Alcohol) . . . . . . . 

Methonol  Water  &  Deminerolizcd  Water  Replenishment  (Ed  N0.4)(REl  To  O'her 
Then  DOD  Act  Req  Appr  Of  CNM,  MAT  09821,  Wash,  D.C.20360 

Methonol,  Stondord  Methods  For  Analysis  Of  •  28  Apr  78 . . . . . 

Mether.omine  Hippuratc  Tablets . . . . . . . . 

Methenomlne  Mondclate  Tablets,  USP . . ........ . . . . . 

Methicillin  Sodium  For  Injection,  Usp  . . . . . . . . . . 

Methlenebls  4,4  (2,6-DI  Tert  Butylphcnol)  . . . . . . . . . . . . . 

Methocarb  Mol  Toblets,  Usp  . . . . . . . . . . . 

Methocarbamol  Tablets,  Nf . . . . . . . . . . . 

Method  Drawing  M55544/5  Plug  Assembly,  Premolded  flat  Conductor  Cable . 

Method  Drawing  M55544/7  Plug  Assembly,  Moldcd-on  Flat  Conductor  Cable  . . 

Method  Drawing  M55544/9  Plug  Assembly,  Cylindrical  Flat  Conductor  Coble.. . . 

Method  Of  Adding  The  Military  Grid  To  Nauticol  Charts  In  The  NATO  Area  (Rel 
To  Other  Than  DOD  Ad  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wo'  ,  O.c.  20360) 

Method  Of  Describing  Ground  locations.  Areas  &  Boundaries  (Ed.  6)  . . . . . 

Method  Of  Describing  Ground  locations.  Areas  And  Boundaries  . . . . 

Method  Of  Determining  The  Principol  Sensitometric  Characteristics  Of  Bloch  And 
White  Rolled  Air  Film  (Change  1) 

Method  Of  Dimensioning  And  Determining  Clearance  For  Aircraft  Tires  And  Rims  ... 

Method  Of  Expressing  Navigation  Accuracies  Nedilion  No.  2) . . . . . . 

Method  Of  fnsertion*fos{  Measurement  . . . . . . . . 


Method  Of  Marking  Scales  For  Sights  And  Fire  Control  Instruments . . . . 

Method  Of  Specifying  Efectricol  Power  Supplies  (Edition  No.  1 )..,.. . . . . . 

Method  Of  Warning  Own  Aircrofl  Of  (Su*pected(  Enemy  Fighter  Attacks  (Ed  2 
W/crnd  1)  Otherthan  Dod  Refer  To  Hq  Usof/xoxx(iso)  Wash,  Dc  20330*5058 
Mefhod^ogy  Fa'  Of  The  Therms!  Perfcrmc-.ce  Of  Immersion  Protects 

Clothing  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  HQ,  USAF/XOXX(lSO) 
V/osh,  DC  20330*5058) 

Methodology  For  Cockpit  Thermal  Assessments  (CH-1  20  Sep  79)  . . . . 

Methodology  For  Evaluation  Of  Anti  Exposure  Clothing  In  Cold  Water  Using  Human 
Subjects  -  Change  1  •  20  Sep  79 

Methodology  For  Measurement  Of  Core  Temperature  Using  Radio  Pills  (Rel  To 
Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM.  Mat  09B21,  Wash,  D.c.  20360) 
Methodology  Of  Porllol  Pressure  Suit  Evaluation  (Ref  To  Other  Thar,  DOD  Act  Req 
Pr  Appr  Of  CNM,  MAT  09B21) 

Method*  &  Agents  Used  For  Cfeomng  Oxygen  Systems  (Rol  To  Other  ThcndOD 
Must  Be  Sent  V  to  HO  USAF/XOXX  (Iso)  Wash  DC  20330*5058) 
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99 
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SH 

21  Dec 

84 

SH 
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Methods  For  Assessing  Visuol  Endpoints  For  Acceleration  Tolerance  (Rel  To  Other 
Than  DOD  Act  Req  *ri  Appr  Of  Hq,  USAF/XOXX(lSO)  Wash.  DC  20330-5058 

Methods  For  Selection  Of  Industrial  Engines  For  End  Item  Application . . . 

Methods  For  Specifying  And  Calibrating  Shock  And  Vibration  Instruments  . . 

Methods  Of  Assessing  Enemy  logistical  Movement  And  Transport  Capabilities 
(Edition  No.  2)  W/omendment  1(  Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drclrd) 

Methods  Of  Mechanical  Testing  -  29  Aug  1986 . . . . . 

Methods  Of  Specifying  Steels  In  Manufacturing  Data  (ABCA-262) . . . . 

Methods  To  Determine  And  Classify  The  Hazards  Of  Ammunition  (Edition  2) 

Release  To  Otherthan  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c. 
20360) 

Methotrexate  Sodium  Injoction,  USP  . . . . 

Methotrexate  Sodium  For  Injection  . . . . . . . 

Methoxyflurone,  Nf  . . . . . . . . . . 

Methyl  Centrolite  (For  Ammunition  Use) . . . . . . . . 

Methyl  Esters,  From  Oils  Foi  Determination  Of  Fatty  Acid  Composition  By  Gas 
Liquid  Chromatog'ophy  Standard  Method  For  Preparation  Of 

Methyl  Ethyl  Ketone  •  27  Apr  1984  * . . . . . . . 

Methyl  Formate  (For  Use  In  Ammunition)......,........,.,., . . . 

Methyl  Isobutyl  Ketone  By  Gas  Chromatography,  Standard  Test  Method  For  Purity 
Of  -  27  Apr  1984 

Methyl  Isobutyl  Ketone  *  23  Sept  1983 . . . . . . . 

Methyl  Salicylate,  Usp . . . . . . . . . .  . 

Methyldopa  Tablets,  Usp  . . . . . . . 

Methyldopatc  Hydrochloride  lnjection,usp  . . . . . . . 

Methylergonovine  Moleate  Injection,  Nf . . . . . . . . . . 

Methylphenidate  Hydrochloride  Tablets,  Usp  . . . . . . . . 

Methylphosphonlc  Difluoride,  Technical  . . . . . . . . . . . 

Methylprednisolone  Sodium  Succinate  For  Injection,  Usp . . . . . 

Methylprednisolone  Acetate  Suspension,  Sterile,  Usp. . . . . 

Methylprednisolone  Tablets,  Usp  . . . . . . . . 

Methyltestosterone  Tablets,  Usp......... . . . . . . . 

Methysergide  Moleate  Tablets,  U.s.p............ . . . . . . . 

Metodopromide  Hydrochloride  Injection.............. . . . . . . 

Metric  (ISO)  Screw  Threads  Cocrse  Series  (Release  To  Other  Then  DOD  Agencies 
Must  Be  Approved  By  HO  DARCOM  (DRCIRD)  (ABCA  353)  (Edition  No.  2) 

Metric  Hex  Nuts,  Style  1  •  6  Dec  79  (W/errato)..,.,...,,....,, . . . . 

Metric  Machinery /equipment,  General  Requirements  For . . . . 

Metric  Practice  •  7  Sep  82.. . . . . . . . . . . 

Metric  Practice,  Standard  For  »  27  Jun  1986.... . . . 

Metric  Screw  Threads  -  MJ  Profile  »  21  Nov  78  W/dod  Exceptions . . . . . 

Metric  System  For  The  Measurement  Of  Weopon  Calibres  And  Ammunition 
Agreement  (ABCA-1C) 

Metric  System,  Application  In  New  Desig  . . . . . . . . 

Metrication  (Req  From  Other  Than  DOD  &  DOD  Contractors  Must  Be  Sent  Via  HO 
USAF/XOXX(ISO)  Washington,  D.c.  20330-5058 

Metronidazole  injection,  Usp . . . . . . . 

Metronidazole  Tablets  Jsp . . . . . . . . . 

Mezlocillin  Sodium,  Sterile,  USP... . . . . . . . . . . . . 

Miconazole  Nitrate  Crecm,  Vaginal . . . . . . . . . . 

Miconazole  Nitrate  Vaginal  Suppositories . . 

Miconazole  Nitrate  Cream,  Topical  . . . . . . . . 

Miconazole  Nitrate  Treatment- Kit,  36S  . . . . . . 

Micrcircuits,  Digital,  NMOS,  65,536  Bit,  Dynamic  Random  Access  Memory  (Dram), 
Monolithic  Silicon 

Micro-reproduction  System  For  Engineering  Change  Proposols,  Requests  For 
Deviations,  &  Requests  For  Waivers 

Micro-reproduction  Of  Engineering  Documents... . . . 

Micro-reproduction  System  For  Engineering  Documents  oo  Engineering  Release 
Records 

Microburet,  Koch  Type  (Issue  Controlled-requests  By  Other  Thon  Dod  Activity  Must 
Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Microcircuit  Dots  Requirements  . . . . . . . . . . . „ . 

Microcircuit  Digital,  Bipolar  Schottky  Til,  Nond  Gates,  Monolithicsilicon . . . 

Microcircuit  Digital  TTL,  Counters,  Monolithic  Silicon . . . . . . 

Microcircuit  Digital  TTl  Doto  Selectors/multiplexers  Monolithic  Silicon  . . . . 

Microcircuit  Digital  4096811  Schottky  Bipolor  Programmable  Read  Only  Memory 
(PROM)  Monolithic  Silicon 

Microcircuit;  Digital,  Til,  Low  Power  Excfusive-or  Gates,  Monolithic  Silicon . . . . 

Microcircuit;  Digital,  low  rower  Scholl!./  TTL,  Flip  Flop  MoiioSlMc  SmCdff. . . . 

Microcircuit,  Amplifier,  Bipolar,  High  frequency,  Front  End  (Request  For  Issue  Other 
Than  Dad  Must  Be  Sent  Via  Commander,  ARDEC,  ATTN;  SMCAR-FSM,  Picotinny 
Arsenal,  Nj  07806-5000 

Microcircuit,  Analog  Switch  With  Driver,  Monolithic  And  Multi  Chip  Silicon..... ........ 

Microcircuit,  Cmos/onoiog  Multiplexers/ demultiplexer*  With  Overvoltage  Protection, 
Monolithic  Silicon,  Positive  Logic 

Microcircuit,  Digital,  CMOS  (Logic)..,..., . . . . . . . . . 

Microcircuit,  Dsgifct,  512  BIT,  Bipolor,  Programmable  Read  Only  Memory  (PROM), 
Monolithic  Silicon 

Microcircuit,  Digital,  CMOL  (Initial  Logic) . . . . . . . . . 

Microcircuit,  Digitot,  Cmos,  Nond  Gates  Monolithic  Silicon,  Positive  Logic . . . 
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ALPHABETICAL  LISTING 


TITlt 

Microcircuit,  Digital,  CMOS  (Final  Logic).............. . . . . 

Microcircuit,  Digitol,  CMOS,  Flip  Flop*  &  lotchets,  Monolithic  Silicon..... . . 

Microcircuit,  Digital,  Cmds,  Special  Purpose  Nor  Gate  ..................... . - . 

Microcircuit,  Digital,  TTL,  Low  Power,  Priority  Encoders,  Monlithic  Silicon  (Inactive).. 

Microcircuit,  Digitol,  Ed,  Multiple  Nor  Gates,  Monolithic  Silicon,.... . . . . 

Microcircuit,  Digital,  1024  Bit  Bipolar  Programmable  Read  Only  Memory  (P-cOM), 
Monolithic  Silicon  (Inactive) 

Microcircuit,  Digital,  16,384  Bit  Schottky  Bipolar  Programmable  Ready  Only 
Memory  (Prom)  Monolithic  Silicon 

Microcircuit,  Oigital,  Cmos,  And  Gates  Monolithic  Silicon,  Positive  Logic  .................. 

Microcircuit,  Digital,  Cmos,  Or  Gates,  Monolithic  Silicon,  Positive  logic.... . . . 

Microcircuit,  Digitol,  Cmos,  And  Or  Invert,  Exclusive  Or,  Exclusive  Nor  Gates, 
Monolithic  Silicon,  Positive  Logic 

Microcircuit,  Digital,  Cmos,  Decoders,  Encoder.  And  Deencoders/demuhiplexers 
Monolithic  Silicon,  Positive  Logic 

Microcircuit,  Digital,  Cmos,  Positive  Logic,  Flip  Flops  And  Monostoble  Multivibrator, 
Monolithic  Silicon 

Microcircuit,  Digitol,  CMOS,  Latches,  Monolithic  Silicon,  Positive  Logic  . 

Microcircuit,  Digital,  CMOS,  Schmitt  Triggers,  Monolithic  Silicon,  Positive  Logic  ...... 

Microcircuit,  Digital,  CMOS  Multiplexers  Demultiplexers  Monolithic  Silicon,  Positive 
Logic 

Microcircuit,  Digital,  4096  Bit,  CMOS,  Ultraviolet  Erasable,  Programmable  Read 
Only  Memory  (Eprom),  Morotithic  Silicon 
Microcircuit,  Digital,  8192  Bit,  Mos,  Ultraviolet  Erasable  Programmable  Read  Only 
Memory  (Eprom)  Monolithic  Silicon 

Microcircuit,  Digitol,  2048  Bit  Schottky,  Bipolar,  Programmable  Read  Only  Memory 
(Prom)  Monolithic  Silicon 

Microcircuit,  Digitol  4096  Bit  Schottky,  Bipolar,  Programmable  Read-only  Memory 
(Prom),  Monolithic  Silicon 

Microcircuit,  Digital,  Ed,  Flip  Flaps,  Monolithic  Silicon  . . . . 

Microcircuit,  Digital,  Ed,  And/nrnd  Gates,  Monolithic  Silicon  . . . . . . . 

Microcircuit,  Digitol,  Ed,  Quad  Tronslator,  Monolithic  Silicon  . . 

Microcircuit,  Digitol,  TTL,  Low  Power,  &  Or  Invert  Gates,  Monolithic  Silicon 
(Inactive) 

Microcircuit,  Digitol,  CMOS,  Complementary  Pair  Plus  leveled.  And  Or  Select 
Exclusive  Or  Gates,  Expondoble  8  Input  Gate,  Monolithic  Silicon 
Microcircuit,  Digitol,  CMOS,  Positive  Logic,  Four  Bit  Full  Adder,  Monolithic  Silicon  .. 
Microcircuit,  Digital,  Cmos,  Buffer/ converter,  True/complement  Buffer,  Monolithic 
Silicon 

Microcircuit,  Digitol,  Positive  Logic  Cmos,  Static  Shift  Register,  Monolithic,  Silicon.... 

Microcircuit,  Digitol,  CMOS  Switches,  Monolithic  Silicon,  Po si ti»e  Logic. . 

Microcircuit,  Digitol,  Scholtky,  Clock  Generator  &  Driver,  Monolithic  Silicon 
(Inactive) 

Microcircuit,  Digitol,  Til,  Hex  Bus  Drivers  With  3  State  Outputs,  Monolithic  Silicon  .. 

Microcircuit,  Digitol,  Ttl,  Low-power,  Multiple  Nor  Gates,  Monolithic  Silicon . 

Microcircuit,  Digital  Ttl,  Low  Power  Shift  Registers  Monolithic  Silicon.......... . 

Microcircuit,  Digital,  TTL,  Low  Power  Decoders,  Monolithic  Silicon  (Inactive)  . . . 

Microcircuit,  Digital,  DTL  Nond  Gates,  Monolithic  Silicon . . . . . 

Microcircuit,  Digitol,  DTL,  Nond  Buffer  Extender,  Monolithic  Silicon  (Inactive)  . . 

Microcircuit,  Digitol,  Ttl,  Quodruple  Bus  Buffer  Gates  With  Three  State  Outputs, 
Monolithic  Silicon 

Microcircuit,  Digitol,  TIL,  High  Speed,  &  Gates  Monolithic  Silicon  (Inactive)  . . . 

Microcircuit,  Digitol,  TTL,  Multiple  Port  Registers,  Monolithic  Silicon  (Inactive; . 

Microcircuit,  Digital,  TTL,  Decoders,  Monolithic  Silion  (Inactive)  . . . . . . . 

Microcircuit,  Digital,  TTL,  Addressable  latches.  Monolithic  Silicon  (Inactive) . . 

Microcircuit,  Digitol.decoder,  Logic  Array . . . . . . 

Microcircuit,  Digitol, sco/dla  Multichip  Cmos  . . . . . . . . 

Microcircuit,  Digitol,  DTL,  Monostoble  Multivibrator,  Monolithic  Silicon  (Inactive). . 

Microcircuit,  Digital,  Advanced  Low  Power  Scholty,  TTL,  Octal  Buffer  Gates  With 
Three  State  Outputs,  Monolithic  Silicon 

Microcircuit,  Digitol,  16384  Bit,  Mos,  Ultraviolet  Erosoble  Programmable  Read  Only 
Memory  (EPROM),  Monolithic  Silicon 

Microcircuit,  Digitol,  32,768  Bit  Mos,  Ultraviolet  Erasable  Programmable  Read-only 
Memory(epiom)  Monolithic  Silicon 

Microcircuit,  Digital,  262,144  Bit,  MOS,  Ultraviolet  Erosoble  Programmable 
Read-only  Memory  (EPROM)  Momolithlc  Silicon 
Microcircuit,  Digital,  DTL,  Flip  Flops,  Monolithic  S'l'COa  (f«/><liv») 

Microcircuit,  Digital,  Ttl,  Bistable  Latches,  Monolithic  Silicon...................................... 

Microcircuit,  Digital,  Ttl,  And  Gates,  Monolithic  Silicon . . . . 

Microcircuit,  Digital,  Ttl,  Flip-flops,  Monolithic  Silicon  . . . . . . . 

Microcircuit,  Digitol,  TTL,  Register  Fite,  Monolithic  Silicon  (Inactive) . . . 

Microcircuit,  Digital  Ttl,  Party  Gencrators/checkers,  Monolithic  Silicon ...................... 

Microcircuit,  Digital,  Ttl,  low  Power,  Nand  Gales  Monolithic  Silicon  . . . . 

Microcircuit,  Oigital,  Ttl,  low  Power,  Flip-flops  Monolithic  Silicon . . . . 

Microcircuit,  Digital,  High  Speed,  Ttl,  Flip  Flops,  Monolithic  Silicon  .......................... 
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ALPHABETICAL  LISTING 


TI7LE 

Microcircuit,  Digital,  Ttl,  High  Speed,  Nand  Gates,  Monolithic  Silicon  . . . 

Microcircuit,  Digital,  TTL,  Hand  Buffers,  High  Speed,  Monolithic  Silicon  (Inactive)  .... 
Microcircuit,  Digital,  Ttl,  4096  Bit  Random  Access  Memory  (Ram)  Monolithic  Silicon 

Microcircuit,  Digitol,  Low  Power  Schottky  TTL,  Decoders,  Monolithic  Silicon . 

MUrocircuit,  Digital,  Low  Power  Schottky  Ttl,  Magnitude  Compcrotors  Monolithic 
Silicon 

Microcircuit,  Digital,  Low  Power  Schottky  Ttl,  4  Bit  Binary  Full  Adders  With  Fast 
Carry  Monolithic  Silicon 

Mi'  rocircuit,  Digital,  /tOS,  4096  Bit  Random  Access  Memory  (RAM),  Monolithic 
Silicon  (Inactive) 

Microcircuit,  Digital,  Bipolar  256  Bit  Random  Access  Memory  (Ram)  Monolithic 
Silicon 

Microcircuit,  Digital,  Low  Power  Schottky  Ttl,  Schmitt  Trigger  Positive  Nand  Gates 
And  Inverters,  Monolithic  Silicon 

Microcircuit,  Digital,  Schottky  Ttl,  1024  8it  Random  Access  Memory  (Rom) 

Monolithic  Silicon 

Microcircuit,  Digital,  Low  Power  Schottky,  Ttl,  Mor.ostable  Multivibrators,  Monolithic 
Silicon 

Microcircuit,  Digital,  Low  Power  Schottky  Ttl,  And  Or  Invert  Gates,  Monolithic 
Silicon 

Microcircuit,  Digital,  Low  Power  Schottky  Ttl,  Binary  Multiplier,  Monolithic  Silicon,... 

Microcircuit,  Digital,  N<hannel,  Silicon  Gate  Monolithic  8  Bit  Microprocessor . 

Microcircuit,  Digital,  N-channel,  Silicon  Gate  Monolithic  Dual  Seriol  Inpot/oufput 
Controller  (Inactive) 

Microcircuit,  Digital,  N-channel,  Sificon  Gate  Monolithic  16  Bit  Microprocessor . . 

Microcircuit,  Digital,  N-channel,  Silicon  Gate,  Monolithic,  8-BIT  Microcomputer 
(Inactive) 

Microcircuit,  Digital  TTL,  Multiplier  Accumulators/multipliers,  Monolithic  Silicon 
Microcircuit,  Digital,  Bipolar  Field  Programmable  Logic  Array  (FPLA)  16  X  48  X  8, 
Monolithic  Silicon 

Microcircuit,  Digital,  N  Channel,  Silicon  Gate  Monolithic  16  Bit  Microprocessor . . 

Microcircuit,  Digital,  High  Speed,  CMOS,  NOR  Gates,  Monolithic  Silicon,  Positive 
Logic 

ircuit.  Digital,  High  Speed,  CMOS  Flip-flops,  Monolithic  Silicon,  Positive 

u 

Microcircuit,  Digitol  Bipolar  Programmable  Logic,  Monolilthic  Silicon . .......... 

MWocircuit,  Digitol, cMOS,  512  Word  X  8-BIT  Static  Read  Only  Memory  (ROM) 
Monolithic  Silicon  (Inactive) 

Microcircuit,  Digifal.n  Channel,  Silicon  Gate,  Monolithic  Peripheral  Interface  Adopter 
(Inactive) 

Microcircuit,  Digitol,  Mos,  1024  Bits  Stoti  C  Random  Access  Memory  (RAM), 
Monolithic  Silicon  (Inactive) 

Microcircuit,  Digital,  NMOS,  2048  Wcrd  X  8  Bit  Static  Read  Only  Memory  (ROM), 
Monolithic  Silicon 

Microcircuit,  Digital,  Low  Power  Schottky  TTL,  4  By  4  Register  File,  Coscodable, 
Monolithic  Silicon 

Microcircuit,  Digitol,  low  Power  Schottky  TTL,  Counters,  Monlithic  Silicon . . 

Microcircuit,  Digital,  low-power  Schottky  TTL,  Buffers/drivers,  Open  Collector 
Output,  High  Voltage,  Monolithic  Silicon 
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Silicon 
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Out  Puls,  Monolithic  Silicon 
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Silicon 

Microcircuit,  Digital,  Advanced  Schottky  TTL,  Exclusive  Or  Gates,  Monolithic  Silicon 
Microcircuit,  Digital,  Low  *-ower  Schottky,  TTL,  Priority  Encoders,  Monolithic  Silicon 
Microcircuit,  Digital,  Advanced  Low  Power  Schotty  TTL,  Decoders,  Monolithic 
Silicon 

Microcircuit,  Oigito!,  Low  Power  Schottky  TTL,  Counters,  Monolithic  Silicon . 

Microcircuit,  Digltal.bipolor  Advanced  Schottky  Til,  And-or-invertgates,  Monolithic 
Silicon 

Microcircuit,  Digital,  Advanced  Schottky  TTL,  Quadruple,  2  Input  Or  Gates, 
Monolithic  Silicon 

Microcircuit,  Digital,  Advanced  Scho“ky  TTL,  Shift  Registers,  Monolithic  Silicon..,,,,., 

Microcircuit,  Digital,  Advanced  Schottky  TTl,  Decoders,  Monolithic  Silicon... . 

Microcircuit,  Digital,  Advanced  Low  Power  Schottky,  TTL,  Binary  Counters, 

Monolithic  Silicon 

Microcircuit,  Digital,  N-channet,  Silicon  Gate  Monolithic  8  Bit  Microprocessor  (Fixed 
Instruction 

Microcircuit,  Digital,  Schottky  TLL,  Input  Output  Port  With  Three  Stole  Output, 
Monolithic  Silicon  (Inactive) 

Microdvult,  Oigito',  Schottky  TTL,  Clock  Generator  And  Driver,  Monolithic  Silicon 

Microcircuit,  Digital*  Schottky  TTL,  System  Controller  oo  Bus  Driver,  Monolithic 
Silicon  (Inactive) 

Microcircuit,  Digital,  Four  Bit  Microprocessor  Slice  Monolithic  Silicon . . . . 

Microcircuit,  Digital,  Low  Power  Schottky  TTL.  8us  Transceiver,  Monlithic  Silicon . 

Microcircuit,  Digital,  Schottky,  Ttl,  D  Type  Register,  With  Three  State  Output, 
Monolithic  Silicon 

Microcircuit,  Digital,  Integrated  injection  logic  (I2L),  Parallel  16  Bit  Microprocessor, 
Monolithic  Silicon 

Microcircuit,  Digital,  Integrated  Injection  Logic  (I2L),  Parallel  16-  Bit  Microprocessor, 
Monolithic  Silicon 

Mirrocircult,  Digital,  CMOS,  Monolithic  N-bit  One  Of  Eight  Doeodcr  (Inoctive). . . 

Microcircuit,  Digital,  CMOS  4-BIT  Bus  Buffer/ separator,  Monolithic  Silicon  . . . 

Microcircuit,  General  Specification  For . . . . . . . . . 

Microcircuit,  Linear,  Voltage  Comparators . . . . . . 

Microcircuit,  Linear,  Positive,  Voltage  Regulators,  Monolithic  Silicon,,. . . . . 

Microcircuit,  linear,  Voltage  Output  12  Bit  Digitol-to  onclog  Converters,  Hybrid  & 
Monolithic  Silicon 

Microcircuit,  linear,  Infernally  Trimmed  Analog  Multiplier,  Monolithic  Si.Tr on  . . 

Microcircuit,  linear,  low  Offset  Operational  Amplifiers  Monolithic  Silicon  . . 

Microorcuit,  linear,  Precision  Timers,  Monolithic  Silicon  . . . . . . . . . 

Microcircuit,  linear,  Qu^d  Operational  Amplmers,  Monolithic  Silicon  . . . . 

Microcircuit,  Linear,  Voltage  Comparators,  Monolithic  Silicon  . . . . 

Microcircuit,  linear,  Adjustable,  Positive,  Voltage  Regulators,  Monolithic  Silicon... 

Microcircuit,  linear,  line  Drivers  And  Receivers  Monolithic  Silicon . . . . 

Microcircuit,  linear.  Adjustable,  Negative,  Voltage  Regulators,  Monolithic  Svicon, . 

Microcircuit,  linear,  low  Powev,  low  Noise,  Si-fet  Operational  Amplifiers, 
monolithic  Silicon 

Microcircuit,  lineor.  Hybrid,  12  Bit- Analog  To  Digital  Converters  . . . . 

Microcircuit,  linear  Mcnlithtc  &  Multichip,  Silicon  12  Bit  DiQitol  To  Analog 
Converters 

Microcircuit,  linear,  High  Slew  Rote  Operational  Amplifiers,  Monolithic  Silicon . . 

Microcircuit,  linear,  CMOS  Negative  logic.  Analog  Switch,  Monolithic  Silicon... . . 

Microcircuit,  Linear,  low  Noise  Operational  Amplifiers  Monolithic  Silicon . . . 

Microcircuit,  Linear,  10  Bit  Digital  To  Analog  Converter,  Monolithic  Silicon . 

Microcircuit,  Linear,  Bl  Fet  Operational  Amolificrs,  Monolithic  Silicon.. . . . 

Microcircuit,  linear,  Yoltogc  Regulators,  Monolithic  Silicon . . . . . 

Microcircuit,  LinKif,  Sample  &  Hold  Circuits,  Monolithic  Silicon., . . . . . . 

Microcircuit,  lineor.  Regulating,  Pulse  Width  Modulator,  Monlithic  Silicon.. . . . . 

Microcircuit,  Dncor,  CMOS  Multiplying  D/o  Converters,  Monolithic  Silicon  ....  ......... 

Microcircuit,  linear,  CMOS,  High  level  Analog  Switch  With  Driver,  Monolithic 
Silicon 

Microcircuit,  linear.  Operational  Amplifiers,  Monolithic  Silicon  . . . . . . 

Microcircuit,  Memory,  Digital,  262,  i44-6it,  Cmos,  U'treviolet  Erasable 
Programmable  Read-only  Memory  (Uvjprom)  Nonmouolithic  Silicon 

Microcircuit,  Monolithic  Silicon  interfaces  Dual  Penpnoro!  Dovers . 

Microcircuit,  Mcnofith’c  Silicon,  Bipolar,  interface.  Memory  Core  Drivers . . . 

MlCfbcircuil,  Packaging  Of  . . . . .  . 

Microcircuit,  Synchronizer,  Command  Output  (SCO),  Class  8,  Monolithic,  CMOS, 
Integrated  Circuit 

Microcircuits*  Digitpl  Bipolar,  Sciioftky  Ttl.arithmefic  Logic  Lh.it  Function  Generators, 
Monolithic  Silicon 

MkfnjirtuUc,  Digital,  Bipolar  Schottky  Til.  Flip-flops,  Casco  da  bto,  MooMithic 
Silicon 

Microcircuits,  Drgilctb.pohrf,  Cchotrky  «il,cna  Gales,  Monolithic  S..  .on  . . . 

MV wits,  Digital,  Advanced  tow  Power  Schuitky  TIL,  Universal  Multiplexer 
With  Truce-state  Outputs,  MrnoJithic  Silicon 
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Atfcrocircuils,  Digital,  Bipolar,  Advanced  Low-power  Schotiy  TTL,  Flip-  Flops, 
CascadabJe,  Monolithic  Silicon 

Microcircuits,  Digital,  Advanced  low  Power  Schottky  TTL,  Nor  Gales,  Monolithic 
Silicon 

Microcircuits,  Digital,  Advanced  Low  Power  Schottky.TTL,  And  Gates,  Monolithic 
Silicon 

Microcircuits,  Digital,  CMOS/SOS  1024  Bit  Rondom  Access  Memory  (Rom) 
Monolithic  Silicon  (Inactive) 

Microcircuits,  Digilol,  Cmos,  Monolithic  8-BIT  Input/output  Port  (Inactive)  . 

Microcircuits,  Digital,  Advanced  Low  Power  Schottky  TTL,  And,  Or,  Nond  And  Nor 
Gates,  Monolithic  Silicon 

Microcircuits,  Digital,  Advanced  low-power  Schottky  Ttl,  Bus  Transceivers  With 
Three-stole  Outputs,  Monolithic  Silicon 

Microcircuits,  Digital,  N-chonncI,  Silicon-gate  Monolithic  8  Bit  Microprocessor  (Fixed 
Instruction)  Inactive 

Microcircuits,  Digital,  Scholiky  TTL,  Shift  Registers,  Monolithic  Silicon . 

Microcircuits,  Digital,  Bipolar,  Advanced  Schotty  TTL,  Arithmetic  Logic  Units, 
Monolithic  Silicon 

Microcircuits,  Digital,  Bipolar,  Schottiy,  Decoders,  Monolithic  Silicon  . . 

Microcircuits,  Digital,  Bipolar,  Advanced  Schottky  TTL  Oota  Selectors/multiplexers 
With  Three-state  Outputs,  Monolithic  Silicon 

Microcircuits,  Digital,  Advanced  Schottky  Ttl,  And  Gates,  Monolithic  Silicon . 

Microcircuits,  Digital,  Advanced  Schottky  TTL,  Flip-flops,  Cascodobte,  Monolithic 
Silicon 

Microcircuits,  Digital,  Advanced  Schottky  Ttl,  4  BIT  Bincry  Full  Adders  With  Fast 
Carry,  Monolithic  Silicon 

Microcircuits,  Digital,  Bipolar,  Advanced  Schottky  TTL,  Binary  Counters,  Monolithic 
Silicon 

Microcircuits,  Digital,  Bipolar,  low  Power  Schottky  Ttl,  Cascodobte,  Monolithic 
Silicon 

MLroeircuits,  Digital,  Low-power  Schottky  Ttl,  Flip-flops,  Monolithic  Silicon . 

Microcircuits,  Digital,  Bipolar,  Advanced  Schottky  Ttl,  Octal  Buffers,  Monolithic 
Silicon 

Microcircuits,  Digital,  Advanced  Schottky  Ttl,  Nor  Gates,  Monolithic  Silicon . . 

MicrorircuitS,  Digitalbipolar,  Low  Power  Schhottky  Ttl,  Or  Gotcs,  Monolithic  Silicon 
Microcircuits,  Digitalbipolar,  Low  Power  Schottky  Ttl,  Shift  Registers,  Coscadoble, 
Monolithic  Silicon 

Microcircuits,  Digital,  Low  Power  Schottky  TTL,  Counters,  Cascodobte,  Monolithic 
Silicon 

Microcircuits,  Digital,  Low  Power  Schottky  TTL,  Latches,  Coscadoble,  Monolithic 
Silicon 

Microcircuits,  Digital,  CMOS  16,384-BIT  Static  Rondom  Access  Memory  (RAM) 
Monolithic  Silicon 

Microcircuits,  Digital,  Low  Power  Schottky  Ttl,  Nond  Gates,  Monolithic  Silicon  . 

Microcircuits,  Digital,  Bipolar,  low  Power  Schottky  TTL,  Arithmetic  Logic 
Units/function  Generators,  Monolithic  Silicon 
Microcircuits,  Digital,  Bipolar,  Low  Power  Schottky  TTL,  Data 
Sefector/MUITIPLEXER  With  3-STATE  Outputs,  Coscadoble,  Monolithic  Silicon 
Microcircuits,  Digitalbipolar,  Low-power  Schottky  Ttl,  And  Gates  Monolithic  Silicon.. 
Microcircuits,  Digital,  Schottky  TTL,  Low  Power  Suffers  Monolithic  Silicon  ................ 

Microcircuits,  Digital,  Bipolar,  low  Prower  Schottky  Ttl,  Nor  Gates,  Monolithic 
Silicon 

Microcircuits,  Digital,  Low  Power  Schottky  Ttl,  Demultiplexers,  Monolithic  Silicon. . 

Microcircuits,  Digital,  CMOS  4096  Bit  Static  Romdom  Access  Memory  (RAM) 
Monolithic  Silicon 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MII-M-38510/346B  (1) 

5962 

17 

27  Oct 

87 

ER 

EC 

17 

Mll-M-38510/347  (2) 

5962 

17 

06  Nov 

87 

ER 

EC 

17 

Mll-M-385 10/348A 

5962 

17 

10  Nov 

88 

ER 

EC 

17 

Mll-M-385 10/349A  (2) 

5962 

17 

22  Oct 

87 

Eft 

EC 

17 

t 

Mll-M-385 10/470A 

6962 

NA 

30  Sep 

83 

NA 

MII-M-38510/81C 

5962 

17 

06  Nov 

87 

ER 

EC 

17 

MIL-M-38510/82B 

5962 

17 

30  Oct 

87 

Eft 

EC 

17 

MIL-M-38510/350 

5962 

17 

24  Jun 

85 

ER 

EC 

17 

Mtl-M-385 10/352 

5962 

17 

07  Aug 

87 

ER 

EC 

17  NA 

L 

Mll-M-385 10/370  (2) 

5962 

17 

16  Jun 

86 

17 

L 

MIL-M-38510/381  (2) 

5962 

17 

25  Jan 

88 

17 

L 

MIL-M-38510/382A 

5962 

17 

22  Jun 

87 

Eft 

EC 

17 

L 

Mll-M-38510/376  (2) 

5962 

17 

21  Apr 

87 

17 

Mll-M-385 10/344 

5962 

17 

24  Feb 

87 

ER 

EC 

17 

L 

Mll-M-385 10/372A 

5962 

17 

12  Feb 

87 

ER 

EC 

17 

L 

MIL-M-38510/373 
NOTICE  1 

5962 

17 

30  Nov 

88 

17 

L 

MIL-M-38510/374  (1) 

5962 

17 

27  Jun 

86 

17 

MIL-M-38510/471A 

5962 

NA 

30  Sep 

83 

CR 

EC 

17 

L 

MII-M-38510/473A 

5962 

NA 

30  Sep 

83 

NA 

L 

MIL-M-38510/384 

5962 

17 

07  Dec 

83 

17 

l 

MIL-M-38510/385A 

5962 

17 

04  Jon 

88 

17 

MIL-A1-38510/400A 

5962 

17 

30  Nov 

88 

ER 

EC 

17 

NOTICE  1 

MII-M-38510/76B  (3) 

5962 

17 

09  Jul 

85 

ER 

EC 

17 

Mll-M-385 10/338  (1) 

5962 

17 

05  Nov 

87 

ER 

EC 

17 

MIL-M-38510/77A  (4) 

5962 

17 

05  Nov 

87 

ER 

EC 

17 

Mll-M-385 10/339C  (1) 

5962 

17 

28  Apr 

87 

ER 

EC 

17 

MII-M-38510/340C 

5962 

17 

11  Jan 

88 

ER 

EC 

17 

MII-M-38510/341C  (1) 

5962 

17 

17  Jul 

85 

ER 

EC 

17 

L 

Mll-M-38510/342  (2) 

5962 

17 

10  Sep 

87 

17 

Mll-M-385 10/343 

5962 

17 

16  Jul 

86 

ER 

EC 

17 

MII-M-38510/328B  (4) 

5962 

17 

29  Sep 

87 

ER 

EC 

17 

L 

MII-M-38510/331A  (1) 

5962 

17 

22  Jul 

86 

ER 

EC 

17 

MIL-M-38510/332B 

5962 

17 

30  Oct 

87 

ER 

EC 

17 

Mll-M-38510/3338 

5962 

17 

13  Nov 

87 

ER 

EC 

17 

MIL-M-38510,  305B  (2) 

5962 

17 

30  Nov 

87 

ER 

EC 

17 

MII-M-38510/306C  (6) 

5962 

17 

04  Nov 

85 

ER 

EC 

17 

MII-M-38510/315C  (2) 

5962 

17 

22  Jul 

85 

ER 

EC 

17 

Mll-M-38510. 316D 

5962 

17 

10  Dec 

87 

ER 

EC 

17 

MII-M-38510/291A 

5962 

17 

12  Sep 

88 

ER 

EC 

17  NA 

Mll-M-38510/ 300D  (1) 

5962 

17 

16  Dec 

87 

ER 

EC 

17 

MII-M-38510/308A  (2) 

5962 

17 

13  Sep 

85 

ER 

EC 

17 

MIL-M-38510/309D  (3) 

5962 

17 

06  Nov 

87 

ER 

EC 

17 

Mll-M-38510- 310C 

5962 

17 

18  Nov 

87 

ER 

EC 

17 

Mll-M-385 10/302C  (2) 

5962 

17 

16  Oct 

85 

ER 

17 

MIL-M-38510/303C 

5962 

17 

12  Nov 

87 

ER 

EC 

17 

Mll-M-38510- 3268  (2) 

5962 

17 

31  May 

85 

ER 

EC 

17 

MIL-M-385 10/289  (1) 

5962 

17 

15  Oec 

87 

ER 

EC 

17 

463 


ALPHABETICAL  LISTING 


title 

Microcircuit*,  Digilol,  256  Bit,  Schottky,  Bipolor,  Programmable  Read  Only  Memory 
(Prom),  Monolithic  Silicon 

Microcircuit*,  Digital,  Mo*,  4096  Bit  Random  Acce**  Memory  (Rom),  Monolithic 
Silicon 

Microcircuit*.  Digital,  Cmo*,  Inverter,  Nand  Buffer  Driver,  Strobed  Hex 
Inverter/buffer,  Voltage  Level  Shifter  Monolithic,  Silicon,  Pojitive  logic 
Microcircuit*,  Digital,  8192  Bit  Schottky  Bipolar  Programmable  R«od-on!y  Memory 
(Prom)  Monolithic  Silicon 

Microcircuits,  Digital,  32,768  Bit  SCHOTTKY,  Bipolar,  Programmable  Read  only 
Memory  (Prom),  Monolithic  Silicon 

Microcircuit*,  DIGSTAU024  Bit  Schottky,  8ipo!or,  Programmable  Readonly  Memory 
(Prom),  Monolithic  Silicon 

Microcircuits,  Digital,  Bipolor  Programmable  Logic  Monolithic  Silicon  . . 

Microcircuit*,  Digital,  Bipolar,  Programmable  Logic,  Monolithic  Silicon . . 

Microcircuits,  Digital,  High  Speed,  CMOS  Latche*,  Monolithic  Silicon... . . . 

Microcircuit*,  Digital,  High  Speed,  Cmo*  Data  Selcctor*/multiplexe  . . . 

Microcircuits,  Digital,  t\  channel,  Silicon  Gate  Monolithic  Counter/timer  Unit 
(Inactive  For  New  Design  After  Date  Of  This  Revision) 

Microcircuits,  Digital,  N*channel,  Silicon  Gote,  Monolithic,  Parallel  Input/outpul 
Controller  (Inactive  For  New  Design  After  Date  Ofthl*  Revision) 

Microcircuits,  Digital, cMOS  Semicuttom  (Gate  Array)  Device*,  Monolithic  Silicon  .... 
Microcircuit*,  Digital,  VHStC,  CMOS,  65,536-BIT  Selectable  Mode,  Static  Random 
Acces*  Memory  (SRAM),  Monolithic  Silicon 
Microcircuit*,  Digit  J,  High  Speed,  CMOS,  Nand  Gates  Monolithic  Silicon,  Positive 
Logig 

Microcircuit*,  Digital,  Bipolar,  Programmable  Logic,  Monolithic  Silicon . 

Microcircuits,  Digital,  N-channel,  Silicon  Gate  Monolithic  16  Bit  Microprocessor, 
(Fixed  Instruction) 

Microcircuit*,  Oigitot,  NMOS  16,384  Bit,  Electrically  Erosoble  Programmable  Read 
Only  Memory  (EEPROM)  Monolithic  Silicon 

Microcircuits,  Digital,  Bipolar,  Ttl,  low  Power,  Counter*,  Monolithic  Silicon  . 

Microcircuits,  Digital,  NMOS,  16,384  Bit,  Electrically  Erasable,  Programmable 
Reod-onlymemory  (Eeprom),  Monolithic  Silicon 
Microcircuits,  Digitol,  Umos  8K  X  8  Bit,  Electrically  Erasable,  Programmable 
Read-only  Memory  (Eeprom)  Monolithic  Silicon 

Microcircuits,  Digital  Clock  Drivers,  Monolithic  Silicon  (Inactive  For  New  Design) . 

Microcircuits,  Digitol,  CMOS,  4096  Bit,  Static  Random  Access  Memory  (SRAM), 

Bulk  Silicon  And  Silicon  On  Sapphire 

Microcircuits,  Digital,  NMOS,  246,1 44-BIT  Dynamic  Randow  Access  Memory 
(DRAM),  Monolithic  Silicon 

Microcircuits,  Digital,  Cmos,  Decoder,  MONOlllTHIC  Silicon,  Positive  Logic  . . 

Microcircuits,  Digital,  Ttl,  Low  Power,  Comporotors,  Monolithic  Silicon  (Inactive  For 
New  Design) 

Microcircuits,  Digitol,  Ttl,  Low  Power,  Bistable  Latches,  Monolithic  Silicon  (Inactive 
For  New  Design  After  Dote  Of  This  Revision) 

Microcircuits,  Digital,  TTL,  Low  Power,  Data  Selectors  Multiplexers,  Monolithic 
Silicon  (Inactive  For  New  Design  After  Date  Of  This  Revision) 

Microcircuits,  Digitol,  CMOS,  Counters/dividers,  Monolithic  Silicon  . . . 

Microcircuits,  Digital,  TTL,  High  Speed,  &  Or  Invert  Gates,  Monolithic  Silicon 
(Inactive) 

Microcircuits,  Digitol,  TTL,  Low  Power  MonoJoble  Multivibrators,  Monolithic  Silicon 

Microcircuits,  Digital,  Cmos,  Nor  Gates,  Monlithic  Silicon,  Positive  Logic . 

Microcircuits,  Digital,  Cmos,  1,048,576/ 1-BIT  Dynamic  Random  Access  Memory 
(Dram),  Monolithic  Silicon 

Microcircuits,  Digital,  CMOS  1024  Bit  Random  Access  Memory  (RAM),  Monolithic 
Silicon 

Microcircuits,  Digitol,  Nmos,  16,384  Bit  Random  Access  Memory  (Rom),  Monolithic 
Silicon 

Microcircuits,  Digitolbipolor,  Ttl,  Magnitude  Comparators,  Monolithic  Silicon . . 

Microcircuits,  Digital,  Ttl,  SchmitWngger  Nand  Gates,  Monolithic  Silicon,, . . . 

Microcircuits,  Digital,  Schottky  Ttl,  576  Bit  Random  Access  Memory  (Ram), 
Monolithic  Silicon 

Microcircuits,  Digitol,  TTL,  Data  Deeodcrs/dcmullipiexers,  Monolithic  Silicon 
(Inactive  For  New  Design  After  21  July  86) 

Microcircuits,  Digitol,  Til,  Data  Encoders,  Monolithic  Silicon  . . . . 

Microcircuits,  Digitol,  TTL,  Shift  Registers,  Monolithic  Silicon  (Inactive  For  New 
Design  After  21  July  86) 

Microcircuits,  Digitol,  Ttl,  Common  Or  Gates,  Monolithic  Silicon.......... . . . 

Microcircuits,  Darlington  Transistor  Array,  Seven  Gote,  Monolithic  Silicon  . . . 

Microcircuits,  linear.  Instrumentation  Amplifiers,  Monolithic  Silicon . . . . . 

Microcircuits,  Uneor,  Transistor  Arrays,  Monolithic  Silicon... . . . . . 

Microcircuits,  Linear,  Bipolor,  Semicustom  (Cell  Array)  Devices,  Monolithic  Silicon  .... 
Microcircuits,  Linear,  Microprocessor  Compatible  8-81T  Digitot-to-anolog  Converter, 
Monolithic  Silicon 

Microcircuits,  Lineor,preciiIon  Voltage  References,  Hybrid  Silicon . . . 

Microcircuits,  linear.  Monolithic  &  Hybrid  Silicon,  Microprocessor  Compatible,  (2  Bit 
Anolog-to-digitol  Converters 

Microcircuits,  Linear,  Anatog-lo-digital  Converters  With  3-STATE  Buffered  10  Bit 
Outputs,  Monolithic  Silicon 

Microcircuits,  linear.  Voltage  Regulator,  Monolithic  Silicon . . . . 

Microcircuits,  Uneor,  8  Bit,  Digital  To  Anotog  Converters,  Monolithic  Silicon  ............ 

Microcircuits,  linear.  Precision  Volfoge  References,  Monolithic- Silicon . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CSTODIAN 

L 

MIL-M-38510. 207B  (1) 

5962 

17 

28  Oct 

88 

ER 

EC 

17 

l 

MIL-M-38510/236A 

5962 

17 

04  Sep 

84 

ER 

EC 

17 

MIL-M-38510/  174A  (2) 

5962 

NA 

07  Nov 

86 

ER 

EC 

17 

NA 

MIL-M-38510/  2090  (1) 

5962 

17 

11  Oct 

88 

ER 

EC 

17 

MIL-M-38510/211 

5962 

17 

01  Apr 

87 

ER 

EC 

17 

MIL-M-38510. 203C 

5962 

17 

27  Nov 

85 

ER 

EC 

17 

L 

MlL-M-38510/505  (2) 

5962 

17 

14  Jon 

88 

17 

MIL-M-38510/506 

5962 

17 

31  Mar 

87 

ER 

EC 

17 

MIL-M-38510/654 

5962 

17 

19  Dec 

C6 

ER 

EC 

17 

NA 

MIL-M-38510/662 

5962 

17 

31  Mar 

88 

ER 

EC 

17 

NA 

L 

MIL-M-38510/483A 

5962 

17 

15  Jun 

84 

17 

l 

MIL-M-38510/484A 

5962 

17 

29  Jun 

84 

17 

MIL-M-385 10/607 

5962 

17 

06  Jul 

88 

ER 

EC 

17 

MIL-M-3 8510/613 

5962 

17 

12  May 

88 

ER 

EC 

17 

MIL-M-38510/650A 

5962 

17 

22  May 

87 

EC 

17 

NA 

L 

MIL-M-38510/503A  (1) 

5962 

17 

24  May 

85 

17 

L 

MIL-M-38510/530  (4) 

5962 

17 

25  Mar 

85 

17 

MIL-M-38510/226A 

596? 

17 

15  May 

85 

ER 

EC 

17 

MIL-M-38510/25D 

5962 

17 

08  Aug 

86 

ER 

EC 

17 

NA 

MIL-M-3 8510/227 

5962 

17 

27  Mar 

87 

ER 

EC 

17 

MIL-M-38510/228 

5962 

17 

22  Sep 

87 

ER 

EC 

17 

MIL-M-38510/35B 

5962 

17 

28  Feb 

84 

ER 

EC 

17 

NA 

M1L-M-38510/245A 

5962 

17 

28  Jon 

87 

17 

MIL-M-38510/246 

5962 

17 

25  Jun 

87 

ER 

EC 

17 

NA 

MIL-M-38510/59C 

5962 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

MIL-M-38510, 448 

5962 

17 

28  Feb 

84 

ER 

EC 

17 

NA 

MIL-M-38510-'45B 

5962 

17 

05  Apr 

84 

ER 

EC 

17 

NA 

MIL-M-38510/ 46B 

5962 

17 

21  Mar 

84 

ER 

EC 

17 

NA 

MIL-M-38510/56E 

5962 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

MIL-M-38510/40A 

5962 

17 

13  Apr 

84 

ER 

EC 

17 

MIL-M-38510, 42C 
NOTICE  1 

5962 

17 

12  May 

88 

ER 

EC 

17 

NA 

MIL-M-38510/52D 

5962 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

MIL-M-38510/249 

5962 

17 

03  Oct 

88 

ER 

EC 

17 

L 

MIL-M-38510/239B 

5962 

17 

04  Sep 

84 

ER 

EC 

17 

L 

MIL-M-385 10/240  (2) 
NOTICE  1 

5962 

17 

30  Nov 

88 

17 

L 

MIL-M-38510/150C 

5962 

17 

07  Nov 

85 

ER 

17 

L 

MIL-M-38510/ 151A  (1) 

5962 

17 

20  Oci 

87 

ER 

EC 

17 

MIL-M-38510/232 
NOTICE  1 

5962 

17 

30  Nov 

88 

17 

L 

MIL-M-38510/152B 

5962 

17 

21  Jut 

86 

ER 

EC 

17 

l 

MIL-M-38510/156A 

5962 

17 

01  Mor 

85 

ER 

EC 

17 

MIL-M-38510/159B 

5962 

17 

21  Jul 

86 

ER 

EC 

17 

L 

MIL-M.385I0/16T  (1) 

5962 

17 

08  Aug 

77 

17 

MIL-M-38510/ 141 A 

5962 

17 

04  May 

88 

ER 

EC 

17 

NA 

MIL-M-38510/143 

5962 

17 

03  Apr 

87 

ER 

EC 

17 

NA 

L 

MIL-M-38510/108  (2) 

5962 

17 

26  Sep 

86 

17 

MIL-M-38510/ 706 

5962 

17 

23  Oct 

88 

ER 

EC 

17 

NA 

MIL-M-38510,' 144 

5962 

17 

22  Jut 

87 

ER 

EC 

17 

MIL-M-38510/136 

5962 

17 

06  Dec 

85 

ER 

EC 

17 

MIL-M-38510, 140 

5962 

17 

31  Oct 

86 

ER 

EC 

17 

MIL-M-38510,  134  (1) 

5962 

17 

09  Mcr 

87 

ER 

EC 

17 

NA 

L 

MIL-M-385 108/  102A  (1) 

5962 

17 

27  Jan 

89 

ER 

EC 

17 

MIL-M-38510/ 113  (6) 

5962 

17 

22  Aug 

84 

ER 

EC 

17 

MIL-M-38510'1248 

5962 

17 

05  Mor 

86 

ER 

EC 

17 

464 


ALPHABETICAL  LISTING 


HUE 

Microcircuits,  Linear,  Programmable  Voltage  References,  Monolithic  Silicon . . 

Microcircuits,  Linear,... . . . . . . . . . 

Microcircuits,  Linear,  Voltage  Comparator  Monolithic  Silicon....... . 

Microcircuits,  Lineor,  Voltage  Follower  Operational  Amplifiers  Monolithic  Silicon . . 

Microcircuts,  Digital,  Low  Power  Schottky  ITL,  Registers,  Cascadoble,  Monolithic 
Silicon 

Microcircuts,  Digitol  Bipolar,  Advanced,  Low  Power  Schottky  Ttl,  Flip  Flops, 
Monolithic  Silicon 

Microcuit  Digital  N  Channel,  Silicon  Gate  Monolithic  Direct  Memory  Access 
Controller 

Microcurcuits,  Digital,  Advanced  Low  Power  Schottky  TTL,  Or  Gates,  Monolithic 
Silicon 

Microdentonator  Clip  Assembly  Parts  For. . . . . . . . . . 

Microelectronic  Device  Data  Handbook . . . . . 

Microetching,  Metals  &  Alloys  (To  Be  Used  Inconjunctlon  With  ASTM  E3)  27  Feb 
68  (Reopproved  1980) 

Microfiche  *  16  Dec  69  . . . . . . . . . . 

Microfiche,  For  Engineering/technical  Data,  Reports,  Studies  And  Related  Dofo, 
Requirements  For 

Microfilm  And  Tabulating  Cards  Used  For  Recording  Engineering  Drawings  And 
Associated  Data 

Microfilm  Carrier,  Thickness  Of  Buildup  Area  On  Unitized,  (Aperture,  Camero,  Copy 
&  Image  Cords),  Method  For  Measuring  *  5  Sep  73 
Microfilm  Carrier,  Adhesion  Of  Protection  Sheet  To  Aperture  Adhesive  Of  Unitized, 
(Aperture  Card),  Method  For  Determining  -  5  Sep  73 

Microfilm  Of  Engineering  Documents,  35MM,  Preparation  Of  Roll  . 

Microfilm  Readers....... . . . . . . . . . . . 

Microfilm,  Unitized,  Corners  (Aperture,  Camera,  Copy  &  Image  Cards),  Dimensions 
For  -  24  Mar  71 

Microfilm,  100  Foot  Reels  For  Processed  16MM  &  35MM,  Dimensions  For  •  24  Jun 
68 

Microfilming  And  Photographing  Of  Engineering/technical  Data  And  Related 
Documents,  Pcom  Card  Preparation,  Engineering  Data  Micro-reproduction  System, 
General  Requirements  For,  Preparation  Of 
Microfilming  And  Photographing  Of  Engineering/technicol  Data  And  Related 
Documents,  Pcam  Card  Preparation,  Engineering  Data  Micro-reproduction  System, 
Microfilm  Aperture  And  Tabulating  Core's  For  Naval  Ship  Systems 

Microfilming  Of  Engineering  Documents,  35MM,  Requirements  For . 

Microfilming  Of  Engineering  And  Related  Documents,  16MM  Requirements  For . 

Microform  (Edition  3)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO,  Wash  DC  20330-5058 

Microform  Formats . . . . . . . 


Micrographics,  Glossary  Of  •  1980  . 

Microphone  Boom  MT-521A/U  . . . . . . . . . . . . 

Microphone  Coble,  Broadcast,  Basic  Requirements  For  >  Nov  58 . . . 

Microphone  Dynamic,  M-116  (  )/G . . . 

Microphone  Dynamic,  M*133/U . . . . . 

Microphone  Element,  Carbon  And  Earphone,  Element,  Magnetic  (For  Telephone  And 
Radio  Use). 

Microphone  Element,  M*101/AIC . . . . . 

Microphone  Headset  H182A/PT......... . . . . . 

Microphone  M»161(  (/TNS»10 . . . . . . . 

Microphone  M-3A/A  (Asg)  . . . . . . . . . . . . 

Microphone  M-33A/A1C  . . . . . . . . . 

Microphone  Mark  10  Mod  0 . . . . . . . . . . . . . 

Microphone  UnitM*6A/UR  &  Microphone,  Carbon  M-51/UR  W/addendum  No,  2.... 

Microphone,  Carbon,  Hand  Held . . . . . . . . . . . 

Microphone,  Carbon,  Oxygen  Mosk,  ANB-M-C1 . . . . 

Microphone,  Carbon  (Microphones  M*29)  (/U  &  M-52)  (/U)  . . . . . . . 

Microphone,  Dynamic  M>116(  )/G . . . . . . . . . 

Microphone,  Dynamic,  Oxygen  Mosk  M*94B/A. . . . . . 

Microphone,  Dynamic  M-133/U . . . . . . 

Microphone,  Oynamic  M-96B/A . . . . . . . . 

Microphone,  Dynamic  Generol  Specification  For . . . . 

Microphone,  Dynamic  M-92C/U.... . . . . . . . . . . . 

Microphone,  Dynamic  MO02/AIC . . . . . . . 

Microphone,  Intercommunication  And  Announcing  System,  Naval  Shipboard . . 

Microphone,  linear.  General  Specification  For . . . . . . 

Microphone,  linear,  M-170/AIC........ . . . 

Microphone,  linear,  M-17 1/AIC . . . . . . . 

Microphone,  linear  M-162/AIC  Generol  Specifications  For....... . . . . . 

Microphone,  M-l 03/A1C . . . . . . . . . . 

Microphone,  M-100/AIC  . . . . . . 

Microphone,  M-138/G . . . . . . . . . . . . . 


DOCUMENT 

NUMBER  FSC  PREP  DATE 


CUSTODIAN 


MIL-M-38510/128  (3) 

5942 

17 

04  Aug 

87 

ER 

EC 

17  NA 

MIL-M-38510/116  (5) 

5962 

17 

30  Nov 

88 

ER 

EC 

17  NA 

NOTICE  1 

L 

MU.-M-38510/103D 

5962 

\7 

24  Jun 

88 

ER 

EC 

17  NA 

MII-M-38510/104A  (4) 

5962 

17 

07  Mor 

79 

ER 

EC 

17 

L 

MIL-M-38510/361A 

5962 

17 

01  Nov 

88 

ER 

EC 

17 

L 

MIL-M-38510/371A  (1) 

5962 

17 

15  Jun 

87 

ER 

EC 

17 

L 

MIL-M-38510/482A 

5962 

17 

18  Jun 

84 

17 

L 

MIL-M-38510/375 

5962 

17 

30  Nov 

88 

17 

NOTICE  1 

L 

MIL-M-63248 

1375 

AR 

07  Nov 

77 

AR 

Mll-HDBK  175 

5962 

ER 

01  Moy 

68 

ER 

EC 

11 

ASTM  E340-68R74 

95GP 

MR 

17  Mor 

88 

MR 

SA 

ANSI  PH5.9-75 

EDRS 

16 

30  Apr 

75 

CR 

AS 

16 

MIL-M-38748A  (1) 

EDRS 

16 

20  May 

77 

ER 

AS 

16  DH 

L 

MIL-M-3876I/1A 

EDRS 

AS 

01  Moy 

82 

AS 

ANSI  PH5.12-73 

EDRS 

CR 

13  Feb 

86 

ER 

AS 

16 

NOTICE  1 

ANSI  PH5.14-73 

EDRS 

ER 

30  Apr 

75 

ER 

AS 

16 

L 

MII-M-9868B/1A 

EDRS 

SH 

21  Dec 

87 

SH 

FIPS-84 

IPSC 

02 

01  Moy 

81 

OM 

02 

ANSI  PH5.8-72 

EDRS 

CR 

13  Feb 

86 

CR 

AS 

16 

ANSI  PH5.6-68R74 

EDRS 

16 

30  Apr 

75 

CR 

AS 

16 

MII-M-38761A 

EDRS 

16 

26  Aug 

77 

ER 

AS 

16  DH 

L 

MIL-M-38761/2 

EDRS 

SH 

13  Sep 

68 

SH 

MIL-M-9868D  (2) 

EDRS 

16 

20  Sep 

82 

ER 

AS 

16 

l 

MIL-M-46849 

MISC 

AG 

15  Dec 

71 

AG 

NAT-STD-3836 

ISDF 

06 

15  Feb 

88 

MII-STD-399A 

MISC 

07 

14  May 

79 

AG 

SA 

07  DH 

NOTICE  1 

14  MAY  1979 

AIIM  TR2-80 

EDRS 

16 

09  May 

85 

ER 

AS 

16 

MS-25070A 

5935 

85 

27  Feb 

87 

AS 

85 

NOTICE  1 

EIA  RS2 15-58 

5995 

YD 

09  Oct 

81 

CE 

YD 

99 

MII-M.-26542/8A 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-26542/9A 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

l 

MIL-M.13189A  (2) 

5965 

CR 

03  Apr 

64 

CR 

MII-M-26542/4B 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

Mll-M-83511/8 

5965 

CR 

11  Oct 

85 

CR 

l 

MlL-M-49123 

5965 

CR 

01  Aug 

77 

CR 

MIL-M-5793A 

5965 

AS 

30  Jun 

54 

AS 

85 

l 

MIL-M-55233  (3) 

5965 

CR 

09  Jon 

87 

CR 

NOTICE  1 

L 

MIL-M-18808 

5965 

OS 

30  Jun 

55 

OS 

MIL-M-5794B 

5965 

AS 

01  Jul 

63 

CR 

AS 

MIL-M-2714A  (1) 

5965 

EC 

06  Feb 

69 

CR 

EC 

85 

Q  l 

MIL-M-22001  (1) 

5965 

AS 

14  Jun 

68 

AS 

MII-M-11193D 

5965 

CR 

10  Apr 

87 

CR 

85 

NOTICE  1 

L 

MIL-M-55I98A 

5965 

CR 

27  Apr 

87 

CR 

NOTICE  1 

Q  L 

MII-M-21734C 

5965 

AS 

25  Sep 

74 

AS 

l 

MIL-M-55516A 

5965 

CR 

09  Jon 

87 

CR 

NOTICE  1 

Q  l 

MIL-M-22179  (6) 

5965 

AS 

15  Aug 

69 

AS 

MIL-M-26542D  (1) 

5965 

85 

14  Jun 

85 

CE 

EC 

85 

SUPL  1 

O  l 

MIL-M-21393A  (6) 

5965 

AS 

15  Nov 

68 

AS 

MIL-M-26542/5B 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-23813A 

5030 

SH 

21  Dec 

64 

CR 

SH 

Mll-M-58109 

5965 

AV 

30  May 

86 

AV 

l 

Mlt-M-58109/1 

5965 

AV 

30  Moy 

86 

AV 

l 

Mll-M-58109/2 

5965 

AV 

30  May 

86 

AV 

MIL-M-49I99A 

5965 

CR 

03  Jon 

85 

CR 

EC 

85 

MII-M-26542/6B 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MII-M-26542/3B 

5965 

85 

29  Mar 

85 

CR 

EC 

85 

MII-M-26542/10A 

5965 

85 

29  Mor 

85 

CE 

EC 

85 

46S 


ALPHABETICAL  LISTING 


TITLE 


Microphone,  M-169/A1C  . . . . . . . . . 

Microphone,  M*94B/A . . . . . 

Microphone,  M26542/1 1-01  . . . . . . . . . 

Microphone,  M26542/1-01  . . . . . . . . . 

Microphone,  M87/AIC,  M26542/2-01,  M26542/2-02,  &  M26542/2-03 . 

Microphone,  Ribbon  (Microphone  T-23)..... . . . . . . . . 

Microreproduction  Of  Engineering  Drawings  &  Associated  Data  (Req  From  Other 
Than  DOD  8.  DOD  Contractors  Must  Be  Sent  Via  HQ  USAf/XOXX(ISO) 
Washington,  D.c.  20330-5058 

Microscope,  Optical  (Binocular) . . . . . . . . . . . 

Microscope,  Optical,  Monocular,  Hand  Held,  Portable,  Militarized,  200X 
Magnification,  For  Field  Inspection  Of  Optical  Fibers 

Microscope,  Optical,  Binocular . . . . . . 

Microscope,  Optical,  Binocular . . . . . . . 

Microscope,  Optical!  Monocular,  Fixed-focus,  Pocket-type,  Between  40X  And  60X 
Magnification 

Microscopy,  Standard  Definitions  Of  Terms  Relating  To  •  3  Mar  ’.982  . . . 

Microsphere,  Hollow  Gloss  •  15  Oct  1979 . . . . . 

Microtome  •  Rotary  Type . . . . . . . . . 

Microtome,  Rotary,  Automatic,  Refrigerated  . . . . . . . . 

Microtome,  Rotary,  Automatic . . . . . . 

Microwave  Chassis  Assembly,  10549047  . . . . . 

Microwave  Landing  System  (MLS)  (Edition  No.  1)  . . . 

Microscope,  Surgical,  Co-observation,  Binocular  120/230  Volt,  50-60  Hertz,  AC  ... 

Midazolam  Hydrochloride  Injection . . . . . . 

Midsoles,  Leatherboard . . . . . . . . . . . 

Militar  Standrods,  Handbooks,  And  8u(lilins,  Preparation  Of . . . . 

Military  Abbreviations  (Edition  No.  2)  (ABCA  163)  Refeose  To  Other  Than  DOD 
Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD) 

Military  Character.  For  Field  Tele.  Sets  (Minimum  Std.)  (Ed.  NO.2)  (Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT,  09B21) 

Military  Characteristics  For  Field  Telephone  Sets  (Minimum  Stondart)  (Edition  2)... 
Military  Characteristics  For  Ground  8.  Surface  UHF  Direction  Finding  Equipment 
(Edition  No.  3)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  Wash,  D.c.  20360) 

Military  City  Mops  (Edition  1)  (Req  From  Other  Than  DOD  &  DOD  Contractors 
Must  Be  Sent  Via  HQ  USAF/XOXX(lSO)  Washington,  D.r.  20330-5058) 
Military  Communication  System  Technical  Standards . 


Military  Geographic  Documentation-  Terrain  Ed.  4  (  Req  For  Issue  Must  Be  Sent 
Via  HQ  USAF/XOXX-ISO  Wash  DC  20330  5058 
Military  Geographic  Documentation  On  Roads  And  Structures  (Edition  No.  4)  (Rel 
To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

Military  Load  Classification  Markings  (Edition  5)  (Req  Othersthan  DOD  Ref  To  US 
AMC,  Atlns  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333-0001) 
Military  Load  Classification  Of  Civil  Bridges  By  The  Reconnaissance  And  Correlation 
Methods  (Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 
Darcorn  (Drcird)  (Edition  No.  2) 

Military  Load  Classification  Of  Civil  Bridges  By  The  Reconnaissance  And  Correlation 
Methods  (Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 
Dorcom  (Drcird)  Abco  2 

Military  Operations  In  Urbon  Terrain  BibKogrophy  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM  NAT  09  B  21,  Wash) 

Military  Operations  In  Urban  Terrain  Computer  Model  Evaluation,  Armies 
Standardization  Program  (ABCA  Quadripartite  19)  (Rel  To  Other  Than  DOD  Req 
Prior  Appr  Of  NAVMAT  09B21) 

MHilory  Operations  In  Urban  Terrain  Computer  Model  Evaluation  (Release  To  Other 
Thon  DOD  Act  Req  Prior  Approval  Of  CNM,  MAT  09B21,  Wash  D.c.) 

Military  Operations  In  Urbon  Terrain  -  Bibliography  . . . . . 

Military  Packaging  Engineering . . . 

Military  Pallets,  Packoges  &  Containers  (Edition  No.  2)  . . . . . . . 

Military  Routes  And  Route/ROAD  Networks  (Edition  3)  Rel  To  Other  Than  Dod  Act 
Req  Pr  Approval  Of  CNM,  Dept  Of  The  Novy,  Nat  09B21,  Wash,  D.c.  20360) 
Military  Routes  &  Route  Road  Networks  (Releose  To  Other  Than  DOD  Agencies 
Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  507) 

Military  Specification  SheelSynchro-TorqueReceiver,  Type  10TR4... . . . . 

Military  Specification  And  Associated  Documents  Preparation  Of . . . . 

Military  STANDARDIZATION  HANDBOOK,  HANDBOOK  FOR  Textile  LABORATORY 
PERSONNEL  300667 

Military  Symbols  Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 
Dorcom  (Drcird)  Abca  509 

Military  Symbols  For  Lond  Based  Systems  •  APP-6  (Edition  No.  3)  (  Req  For  Issue 
Must  Besent  Via  U.s.  Army  Security  Affairs  Office,  Attn:  AMSAC-MP/S,  5001 
Eisenhower  Ave.,  Alexandria,  VA  22333-0001 
Military  Telecommunications  -  Diagram  Symbols  (Rel  To  Other  Than  DOD  Act  Req 
Pr  Appr  Of  CNM,  Mat  09B21) 

Milk  8.  Milk  Products,  Fluid,  Fresh,  Ultra  Pasteurized  &  Aseptic  Processed  8. 
Packaged  (Commercial  Sterility) 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MIL-M-26542/12 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-26542/7A 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-26542/11 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-26542/1C 

5965 

85 

29  Mor 

85 

CE 

EC 

85 

MIL-M-26542/2C 

5965 

85 

29  Mor 

85 

CR 

EC 

85 

MIL-M-12624C  (1) 

5895 

CR 

19  Sep 

72 

CR 

AIR-STD-104/I5B 

ISDF 

06 

21  Jon 

87 

A-A-51796 

6650 

/MB 

26  Jon 

87 

MD 

MS 

03 

MIL-M-83524 

6650 

85 

18  Oct 

85 

CR 

EC 

85 

MIL-M-37869 

6650 

DM 

28  Apr 

78 

DM 

A-A-50852A 

6550 

/MB 

13  Dec 

85 

MD 

MS 

03 

A-A-50207A 

6650 

ME 

25  Jon 

88 

ASTM  E 175-82 

95GP 

MR 

17  Mor 

88 

MR 

AS 

11 

NOTICE  2 

AMS  3751A-79 

9340 

AS 

19  Feb 

80 

MR 

AS 

11 

MS-363228 

6640 

EA 

20  Sep 

88 

EA 

MS 

99 

MIL-M-36582A 

6640 

DM 

05  Jun 

75 

MD 

MS 

03 

MIL-M-36314B 

6640 

DM 

09  Oct 

76 

MD 

MS 

03 

MIL-M-48428  (1) 

1285 

AR 

03  Oct 

80 

AR 

NAT-STD-4184  (2) 

ISDF 

06 

22  May 

86 

MIL-M-42053 

6515 

MB 

19  Jon 

88 

MD 

MS 

03 

A-A-0053251 

6505 

MB 

02  Oct 

87 

MD 

MS 

03 

MIL-M-43758A 

8335 

GL 

05  Oct 

77 

GL 

NU 

11 

MIL-STD-9628 

MISC 

SD 

20  Moy 

88 

AR 

SH 

10 

ES 

Q-STD-163 

ISDA 

AM 

23  Apr 

81 

NAT-STD-5004  (4) 

ISDA 

AM 

14  Dec 

83 

NAT-STO-5004  (2) 

ISDN 

NM 

21  Aug 

79 

NAT-STD-5021 

ISDA 

am 

18  Mor 

85 

NAT-STD-3710  (6) 

ISDF 

06 

04  lun 

87 

MIL-STD-188C 

NOTICE  2 

TCTS 

CR 

17  Nov 

76  CR  EC  90 

17  NOV  1976 
NAT-STD-2259  (8) 

ISDF 

06 

10  Mor 

87 

NAT-STD-2253 

ISDA 

AM 

30  ton 

82 

NAT-STD-2010  (4) 

DIST  STMT  C 

ISDA 

Al 

30  Nov 

88 

Q-STD-180  (1) 

ISDA 

AM 

21  Feb 

80 

Q-STD-2 

ISDA 

AM 

08  Mor 

79 

A  QAP22 

ISDD 

AM 

25  Mor 

85 

Q-STD-19 

ISDA 

AM 

07  Feb 

83 

AQAP-19 

ISDD 

am 

07  Feb 

83 

A 

QAP-STD-22 

ISDA 

Al 

20  Mor 

82 

Mll-HDBK  772 

PACK 

SM 

30  Dec 

88 

SM 

AS 

69 

DH 

NOTICE  1 
NAT-STD-2828  (2) 

ISDA 

AM 

09  Apr 

86 

NAT-STD-2174  (6) 

ISDA 

AM 

16  Feb 

87 

Q -STD-507  (1) 

ISDA 

AM 

23  Feb 

81 

MII-M-20708/500A 
NOTICE  1 

5990 

AS 

15  Sep 

87 

AR 

AS 

85 

MIL-STD-961C 

MISC 

SD 

20  Moy 

88 

AR 

SH 

11 

ES 

MIL-HDBK  737A 

83GP 

GL 

28  Feb 

79 

Gl 

SA 

20 

Q-STD-509 

ISDA 

AM 

05  Mor 

79 

NAT-STD-2019 

ISDA 

AM 

30  Sep 

86 

NAT-STD-5042  (5) 

ISDA 

AM 

08  Oct 

85 

C-M-1730B 

8910 

•GL 

08  Apr 

80 

GL 

SA 

50 

466 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  fSC  PREP  DATE 


CUSTODIAN 


Milk  (Ploin  Or  Chocolote  Flavored),  Cream,  Half  And  Holf,  Filled  And  Cheese, 
Collage,  Creomed,  And  Filled 

Milk  And  Milk  Products  . . . . . . . . . . . 

Milk  And  Milk  Products,  Fresh,  Fluid,  Concentrated,  And  Frozen . 

Milk  Dispensing  Equipment,  Bulk,  Commercioi  •  Jul  80 . . . . . . 

Milk  Fat  (For  Recombined  Milk  And  Other  Manufactured  Doiry  Products) . 

Milk  Fat,  Anhydrous...., . . . . 

Milk  Of  Magnesia,  Usp . . . . . . . . . . . 

Milk,  Dry,  Nonfat;  And  Milk,  Dry,  Nonfat,  Instand  (  Spray  Process) . 

Milk,  Dry,  Substitute,  Lowfat . . . . . . . 

Milk,  Evaporated . . . . . . . . . . . . . . 

Milk,  Evaporated . . . . . . . . . . . . 

Milk,  Filled,  Dry,  Plain  Or  Chocolate,  Fortified . . . . . . . 

Milk,  Nonfat,  Dry...... . . . . . . . 

Mill,  Ball  &  Jar,  Laboratory  . . . . 

Mill,  Laboratory  . . . . . . . . 

Mill,  Motorized,  Laboratory . . . . . . . . . . . . 

Millboard,  Asbestos  . . . . . . . . . . . 


Milling  Cutters  &  End  Mills  •  1977. . . . . . 

Milling  Machine,  Horizontal  Profilers,  Traveling  Table  Type,  Three  Axes,  Numerically 
Controlled,  Single  And  Multi-spindle  Machine 

Milling  Machine,  Horizontal,  Universal . . . . . . . . 

Milling  Machine,  Bed  Type,  Horizontal  Spindle,  Automatic  Cycle,  24,  26  And  30 
Inch  Minimum  Table  Width,  Plain  And  Duplex  Machines 

Milling  Machine,  Swivel  Head,  Ram  Type,universol  . . . . . 

Milling  Machine,  Combination  Horizontal  And  Vertical,  Knee  Type . . 

Milling  Machine,  Vertical  Knee  Type,  3  Axis,  Numerically  Controlled,  1.5  To  7.5 
Horsepower  Spindle  Drive 

Milling  Machine,  Planer  Type,  Double  Housing . . . . . . . . . . 

Milling  Machine,  Bed  Type,  Vertical,  Double  Housing,  Numerically  Controlled 
Profiling,  5  To  25  Horsepower  Per  Spindle,  Single  And  Multi-jpindle  Machines 

Milling  Machine,  Vertical,  Knee  Type,  Size  2THROUGH  7 . 

Milling  Machines,  Spindle  Noses  &  Tool  Shanks  For  *  1972  . . 

Milling  Machines,  Vertical  Spindle,  Knee  Type,  Size  Numbers  2,  3,  4,  &  5 . . 

Milling  Machines,  Vertical,  Knee  Type,  Hydraulic  Tracer  Controlled,  Three 
Dimensional,  Duplicating,  Profiling  And  Duplicating 
Milling  Machines,  Vertical  Single  &  Multiple  Spindle,  Computer  Numerically 
Controlled  (CNC)  $  Tracer  Controlled  Profiler 
Milling  Machines,  Bench  Type,  Horizontal,  Vertical,  General  Purpose . 


Milling  Machine},  P‘ 
Tracer  Controllea 
Milling  Machines,  b 
Milling,  Grirding,  Di. 
Mincemeat,  Conned  .- 


"■m  Or  Column  Mounted  Verticol  Spindle,  Electronic 
i  Duplicating 

e.  Knee  Type,  Size  Numbers  2,  3,  4  &  5 . . 

Attachment  . . . . 


Mine  Anti-personnel  M06:  v.  ro. 

Mine  Anti  personnel,  M86,  Special  T*  Mine  Assembly  Of . 

Mine  Assembly,  Anti-personnel,  M86  Loading  :di'. iJ'ng  Of... . 

Mine  Case  Mark  25  Mod  1 . . . . . . . . . 

Mine  Cose  Mark  36  Mod  2  (Inactive  For  New  Design) . . . 

Mine  Clearence  System  Kit  (MCSK)  For  landing  Vehicle  Tracked  Personnel,  Model 
7201  (LVTP7A1) 

Mine  Dispersing  Subsystem  Aircraft,  Training  M133  . . . . 

Mine  Dispersing  Subsystem  Alrcroft,  Practice,  Ml 32  . . . . . . 

Mine  Field  Marker,  BFMK  3  MOD  O,  V/M  (High  Intensity  Flashing  Beacon  light) 
((nodivefor  New  Design) 

Mine  Warfare  Charts  &  Pilots,  Specifications  For  (Edition  5)  . . 

Mine,  APERS,  NM,  M14E1,  With  Integral  Fuze  loading.  Assembling,  And  Pocking.... 
Mine,  AT,  NM,  M19  loading,  Assembling,  And  Packing  . . . . 

Mine,  AT,  Practice,  XM69  Parts  For . . . 

Mine,  AT,  Practice,  XM69  loading,  Assembling  &  Packing . 

Mine,  AT,  XM66  loading,  Assembling  &  Packing..... . . . . . . . 

Mine,  AT,  XM66,  Ports  For  1345  l  . . . . . . . . . 

Mine,  Anti  Personnel,  HE,  BLU-92/B  loading.  Assembling  &  Pocking.................... . . 

Mine,  Anti  Personnel,  M26  Primer  &  Delay  Assembly  For . . . 

Mine,  Anti  Personnel,  Training,  M81  . . . . . . . 

Mine,  Anti  Tank,  Training,  M85  With  Fuze,  Mine,  Anti  Tank,  Training,  Parts  For  & 
loading.  Assembling  &  Packing 

Mine,  Anti  Tank,  HE,  XM75  Metal  Parts  For . . . . 

Mine,  Anti-PERSONNEl,  Non-METAllIC,  M  141  With  Integral  Fuze  Parts  For . . 

Mine,  Anti-personnel  -  He,  M74  loading.  Assembling  And  Pocking  . . . . . 

Mine,  Anti-personnel,  Metal  Ports  For  M131  System . . . . . . . . . . 

Mine,  Anti-personnel,  M26  Ports  For . . . . . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Mine,  Anti-personnel:  M86  Arming  Assembly  For....... . . . . 

Mine,  Anti-personnel,  M86  Acceptor  Lead  Assembly  For . . . . 

Mine,  Anti-tank,  Practice,  XM 76..... . . . . . . . . . . . . 

Mine,  Anti-tank,  Metalparts  For,  M131  System  . . . . . . . 

Mine,  Anti-tank,  Metal  Ports  Assembly  For  M56  Mine. . . . . . . 

Mine,  Antipersonnel  M16A1,  M16A2  And  Fuze  Mine  Combination  M605  (Abca 
255)  {Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Drcird) 

Mine,  Antipersonnel,  Practice,  M8  Loading,  Assembling,  And  Pocking . 

Mine,  Antipersonnel  M86,  Demonstration  Mine . . . . . . . . . . 

Mine,  Antipersonnel,  M18A1,  Ports  For... . . . . . . . . . 

Mine.  Antipersonnel,  XM74  (M74)  Metal  Parts  For . . . . . . . . 

Mine,  Antipersonnel,  M16A1  Loading,  Assembling  And  Packing...,,., . . . . . 

Mine,  Antipersonnel,  M16A1  Ports  For  . . . . . . . 

Mine,  Antipersonnel,  M16A2,  Loading,  Assembling  And  Packing . . . 

Mine,  Antipersonnel,  M16A2  Parts  For  . . . . . . . . 

Mine,  Antipersonnel,  BLU-54/B  Loading,  Assembling  And  Packing... . 

Mine,  Antitank,  He,  M75  Loading,  Assembling  &  Packing . . . 

Mine,  Antitank,  Practice:  M79  Assembling  And  Packing........... . . . . 

Mine,  Antitonk,  HE,  BLU-9I/B  Loading,  Assembling  &  Packing  . . . 

Mine,-Apers,  M18A1  (With  Accessories)  Loading,  Assembling  And  Pocking  . 

Mine,  Apers,  M18A1E1  (With  Accessories)  loading.  Assembling  And  Pocking  . . 

Mine,  Apers,  M26  Loading,  Assembling  And  Packing,...,. . . . 

Mine,  Apers,  Proctice,  M68  Assembling  And  Packing . . . 

Mine,  Apers,  Practice,  M68E1  (With  Accessories)  Assembling  And  Packing . . . 

Mine,  At,  M21  loading,  Assembling  And  Pocking . . . . . . . . . . 

Mine,  At,  M2)  Parts  For . . . . . . . . . 

Mine,  At,  Nm,  M19,  Parts  For........ . . . . . . . . . 

Mine,  At,  Proctice,  Heavy  M20,  Ports  For  8.  Loading,  Assembling  &  Packing  . . 

Mine,  At,  Practice  M19,  Inert  And  Fuze,  Mine,  At,  Practice,  M606,  Inert  Ports  For 
And  loading,  Assembling  And  Pocking 

Mine,  Chemical  Agent,  Vx,  M23  . . . . . . . . 

Mine,  Chemical  Agent,  Vx,  M23,  Inert  Components . . . . . 

Mine,  Dummy . . . . . . . . . . 

Mine,  Ground,  Antipersonnel,  HE  Loading,  Assembling  8.  Pocking  For  MI31  System 

Mine,  Ground:  Antitonkhe  loading,  Assemblingand  Packing  For  M131  System  . . . 

Mine,  Inert,  Antipersonnel  M16A1  Ports  For  And  loading.  Assembling  And  Packing .. 

Mine,  M718/M741  System,  Metal  Parts  . . . . . 

Mine,  Metal  Ports  For  Mines,  BIU-91/B  &  BLU-92/B . 

Mine,  Underwater  MK  57  Mod  0  •  Configuration  A  -  In  Crate  MK  109  Mod  0... . 

Mineral  Aggregate  Used  On  Built-up  Roofs  -  3  Oct  1986 . . . . 

Mineral  Fiber  8»  Minerol  Fiber,  Rigid  Cellulor  Polyurethane  Composite  Roof 
Insulation  Board  •  25  Sep  81 

Minerol  Fiber  Blanket  Insulation  &  Blanket  Type  Pipe  Insulation  (Metal  Mesh 
Covered)  (Industrial  Type)  ■  25  Nov  80 

Minerol  Infection,  Tra  Ce  Elements . . . . . . . . . 

Mineral  Insulating  Oil  Used  In  Electrical  Apparatus  -  13  Jan  82  . . . . . 

Mineral  Oil  lotion,  Lanolated . . . . . . . . . . . 

Mineral  Oil,  Di  Soprapyl  Sebocate,  And  Isopropyl  Myristate  lotion . . . . . 

Mineral  Oil,  Diisopropyl  Sebocate,  And  Isopropyl  Myristate  lotion....... . . 

Minerol  Oil,  lanolated,  Woter  Dispersible  . . . . . . . 

Minerol  Oil,  U.s.p . . . 

Mineral  Oil,  USP . . . . . . . . . . . . . .  . . . . 

Mineral  Spirits  (Petroleum  Spirits)  (Hydrocarbon  Dry  Cleaning  Solvent)  ■  27  May  83 
Mines,  Land,  Proctice  And  Land  Mine  Simulators,  Color  Of  Indicating  Smoke  For...... 

Minimal  Basic  With  ANS  X3.60-1978  . . . . . . . .  -  .  « 

Minimal  Protection  For  Aircrew  Exposed  To  Altitudes  Above  50,000  Feet  (CH-2) 

(Rel  To  Other  Than  DOD  Act  Req  Fr  Appr  Of  CNM  09B21 
Minimum  Criteria  For  Lower  Echelon  (Unit)  Level  2  -  Wire  Magneto  Field  Telephone 
Sets  (ABCA-238) 

Minimum  Essential  Characteristics  Of  Whole  Blood  Shipping  Container  (Edition  No. 
2)  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Drcird)  Abca  289 

Minimum  Essential  Medicol  Supply  Items  In  Theatres  Of  Operations  (Release  To 
Other  Than  DOD  Agencies  Must  Have  Prior  Approval  By  Hq,  Dorcem,  (Drcird) 
Minimum  Essential  Medical  Equipment  And  Supplies  For  Motor  Ambulances  At  Ail 
Levels  (Issue  Controlled-reiease  To  Other  Than  Dod  Agencies  Must  Be  Approved 
By  Hq  Darcom)drcird( 

Minimum  Guidelines  For  Level  C  Preservation,  Packing  &  Marking  . . 
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ALPHABETICAL  LISTING 


TITLE 

Minimum  Labelling  Requirement*  For  Medical  Materiel  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Orcird)  ABC-436 
Minimum  Markings  For  The  Identification  Of  Ammunition  {And  Its  Packaging) 

(Edition  No.  2) 

Minimum  Operational  Requirement  (Me)  For  Lightweight  Doppler  Systems  For  Fixed 
Wing  Aircroft 

Minimum  Qualifications  For  Forward  Air  Controllers  (Ed  1)  Request  Other  Than  Dod 
Must  Send  Request  Via  Hq  Uscf/xoxx(iso),  Wash,  Dc  20330-5058 
Minimum  Quality  Surveillance  Of  Petroleum  Products  (Edition  No.  6)(REL  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  The  CNM,  MAT  09B21,  Wash.  20360) 

Minimum  Requirements  For  Aircrew  Protection  Against  The  Hazards  Of’aser  Target 
Designators  (Ed  1)  Request  Other  Than  Dod  Must  Be  Sent  Via  Hq 
Usaf/xoxx(iso),  Wash,  Dc  20330-5058 

Minimum  Requirements  For  Controlled  Temperature  Storoge  Of  Medical  Material 
(ABCA-290) 

Minimum  Requirements  For  Water  Potability  (Short  And  Long  Term  Use), 

(ABCA-245) 

Minimum  Requirements  Of  Medical  Equipment  In  Search  &  Rescue  (SAR)  Aircroft 
Edition  2  )req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO,  Wash  DC  20330-5058 
Minimum  Requirements  For  Medical  Stores  In  Submarine  Escape  Compartments 
(Edition  No.  1) 

Minimum  Requirements  For  Atmospheric  Monitoring  Equipment  Located  In 
Submarines  With  Escape  Capability  (Ed  3)  Other  Than  Dod  Refer  To 
CNO-OP-731  Wash,  DC20350-2000 

Minimum  Resolved  Object  Sz  &  Scales  For  Imagery  Interpretation  (Ed  1)  Other 
Than  Dod  Refer  To  Hq  Usaf/xoxx(iso),  Wash,  Dc  20330-5058 

Minimum  Resolved  Object  Size  For  Imagery  Interpretation  (CH-1  10  Jon  83).... . 

Minimum  Standards  Of  Water  Potability  (Edition  NO.2)  Release  To  Other  Than 
Ood  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Minimum  Standard  Requirements  For  The  Morking  &  Lighting  Of  Helicopter  Deck 
Landing  Areas  (Edition  No.  1) 

Mining  Transit  8ook . . . . . . . 

Minium  Content  And  Colour  Of  Aeronautical  Information  For  Aeronautical  Charts 
(CHG1  Dtd  18  Apr  86)  Request  Forissue  Other  Than  Dod  Must  Be  Sent  Via:  Hq 
Usaf/xoxx  (Iso'  Wash  Dc  20330-5058 

Minocycline  Hydrochloride  Capsules,  Usp . . . . 

Minocycline  Hydrochloride  Capsules,  USP  . . . . . . . 

Mlnol  2  Composition  . . . . 

Mirror  And  Arm  Assembly,  Rear  View . . . 

Mirror  And  Bracket  Assembly,  Rearview . . . . . . . . . 

Mirror  And  Mirror-light,  Dental  . . . 

Mirror  Assembly,  Rearview,  Automotive,  Exterior  Mounting . 

Mirror  Assmbly,  Rearview..... . . . . . . . 

Mirror,  Diagnostic  Head  Light,  Slotted . . . . . . . 

Mirror,  Emergency  Signaling,  Mark  3 . . . 

Mirror,  Front  Surfaced  Aluminized.  For  Opticol  Elements . . . 

Mirror,  Glass . . . . . . . . . . 

Mirror,  Gloss,  Postural  Training,  Triple,  Full  Length . . . 

Mirror,  Headband,  And  Protector,  Head  Mirror.... . . . 

Mirror,  Inspection . . . . . . 

Mirror,  loryngeol . . . . . . . . 

Mirror,  loryngeal . . . . 

Mirror,  Mouth  Examining,  (Plastic,  Plane  Gloss,  Disposable) . . . . . 

Mirror,  Plate  Gloss,  Fromed . . . . . . 

Mirror,  Rearview,  Nonmagnetic,  General  Requirements  For  (For  Aeronautical  Use).... 

Mirrors  And  Mirror  Handle,  Mouth  Examining . . . . . . 

Mirrors  And  Mirror  Handle,  Mouth  Examining  . . . . . . . 

Miscellaneous  Alcohols  And  Amines,  Technical  Grade . . 

Miscellaneous  Compounds  . . . . . . . . . . . . 

Miscellaneous  Inorgamc  Compounds . . . . . . . . . 

Missile  Components,  Liquid  Oxygen,  Liquid  Nitrogen  Gaseous  Oxygen,  Gaseous 
Nitrogen,  Instrument  Air  Helium  And  Fuel  Handling  Systems,  Cleaning  And 
Packaging  For  Delivery 

Missile  Guidance  Set,  AIM/RIM-7M,  Production  Verification  Test . . . 

Missile  Guidance  Set,  AIM/RIM-7M,  First  Article  Tests . . . . 

Missile,  Guided,  Design  And  Construction,  Generol  Specification  . . . . . 

Missile,  Guided,  Strength  And  Rigidity,  Generol  Specification  For  . . .  . . . 

Miter  Box,  Woodworkers......................... . . . . . 

Mitt,  Paint  (With  Two  Polyethylene  Liners)  . . . . . . . 

Mitt,  Paint,  lambskin  (Furnished  With  Two  Polyethylene  liners)  . . . 

Mitten  Inserts,  Aircrew,  Wool,  Heavy,  Type  N-3B  . . . 

Mitten  Set,  Extreme  Cold  Weather  . . . . . . . . . 

Mitten  Set,  Extreme  Cold  Weather  . . . . . . 

Mitten  Set,  Flyer  S..... . . . . . . . . 

Mitten  Shells  (leather . . . . . . . . 

Mitten  Shells  Cold  Weather  (Trigger  Finger  M-1965) . . . . 
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TITLE 


Mitten  Shells,  Snow  Camouflage,  Cotton,  White,  Two  Finger . . . . . 

Mitten-inserts,  Cold  Weather,  Trigger  Finger . . . . . . . . 

Mitten,  Cloth,  Asbestos  (Leather  Reinforced.. . . . . . . . 

Mitten,  Heat  Protective  . . . . . . . . . . 

Mitten,  Inserts  (Gloves,  Air  Crew,  Mitten  Style,  Leather,  Type  N-2) . . . 

Mitten,  Leather  (One  Finger,  Gauntlet) . . . . . . . 

Mittens  Extreme  Cold  Weather  Survival,  SRIMO/P . . . . 

Mittens,  Anti-exposure  Coveroll,  Quick  Donning. . . . . . . . 

Mittens,  Divers  For  MK-12  Surface  Supported  Diving  System  . . . . 

Mittens,  Extreme  Cold  Weather,  Impermeable  . . . . . . . . . . 

Mittens,  Flyer  S,  Anti-exposure,  Inflatable,  HAU-12/P  . . 

Mittens,  Wet  Suit  (Chloroprene  Foam)  . . . 

Mixed  Gas,  Diver  S  Breathing . . . 

Mixer  Preamplifier.  10548160  . . . . . . . . . . . . . . 

Mixer  Stages,  Frequency,  Selection  Of  . . . . . . 

Mixer  Stages,  Radio  Frequency  General  Specification  For........................ . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  Pin  Plug  In  Termination  . . . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  Solder  Leods . . . . 

Mixer  Stages,  Radio  Frequency,  Bolanced,  Sma  Female  Connectors  . . . . 

Mixer  Stages,  Radio  Frequency,  Single  Balanced,  Type  N,  Bnc  Connectors . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  SMA  Female  Connectors . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  Bnc  Female  Connectors . . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  TO-5  Configuration . 

Mixer  Stages,  Radio  Frequency,  Single  Balanced,  Pc  Mounted  . . . . 

Mixer  Stages,  Radio  Frequency,  Double  Balanced,  To  Configuration . 

Mixer,  Concrete,  Truck  Mounted  . . . . . . . . . . . 

Mixer,  Concrete,  Trailer  Mounted,  Engine  Driven . . . 

Mixer,  Dental  Costing  Investment  (Mechanical)  . . . . . . . 

Mixer,  Dental,  Casting,  Investment  (Replaced  By  A-A-5363B)  . . 

Mixer,  Fluid,  Electric . . . . . . . . . 

Mixer,  Fluid,  Electric . . . . . . . 

Mixer,  Liquid,  Revolving  Shaft  &  Agitator  Types . . . 

Mixer,  Plaster,  &  Mortor,  Wheel  Mounted,  5  1/2  Cubic  Foot  Minimum  Capacity . 

Mixer,  Rotary  Tiller,  Soil  Stabilization,  Self-propelled . 

Mixer,  Transponder  Suppression  TD-937(  (/spx . . . 

Mixing  And  Transfer  Unit,  Incendiary  Oil,  M5  . . . . . . 

Mixing  Chamber,  Electric  Food  Blender . 

Mixing  Machine,  Food,  Electric  (Vertical,  Commercial  Type,  8okery  And  Kitchen) . 

Mixing  Machines,  Food,  Electric  (Verticol,  Commercial  Type,  Bakery  &  Kitchen) . . 

Mixing  Pod,  Paper,  Dental . . . . . . . 

Mixing  Pad,  Paper,  Dental . . . . 

Mixing  Pad,  Porchment  Paper,  Dental  . . . 

Mixing  Pad,  Parchment  Paper,  Dental  . . . 

Mixing  Plant,  Asphalt,  Drum  Type,  Portable,  DED,  70  TPH  Capacity . 

Mixing  Plant,  Asphalt,  Continuous  Mix,  Diesel  Engine  Driven,  Portable,  100-150 
Tons  Per  Hour  Capacity 

Mixing  Plont,  AsphoL,  Botch  Mix,  Self  Erecting,  Manuol  Operating,  Portable, 

Electric  Motor  Driven,  120  Ton  Per  Hour  Capacity 
Mixing  PIant,osp  Holt,  Drum  Type,  Portable,  Electric  Motor  Driven,  120  Tons  Per 
Hour  Copccity 

Mixing  Plants  For  Hot  Mixed,  Hot-laid  Bituminous  Paving  Mixtures  •  8  Jan  81 . 

Mixing  Slob,  Dentol . . . . . . . . . . . 

Mixtures,  Bituminous  Poving,  Moisture  Or  Volatile  Distillates  In,  Standard  Test 
Method  For  •  25  Oct  1985 

Mixtures,  Compacted  Bituminous,  Using  Saturated  Surface-dry  Specimens,  Bulk 
Specific  Gravity  &  Density  Of  •  30  May  1986 
Mixtures,  Comproted  Bituminous,  Using  Paraffin  Coated  Specimens,  Buck  Specific 
Gravity  &  Density  Of,  Stondord  Test  Method  For  •  25  Mor  1988 
Mixtures,  Effect  Of  Wafer  On  Cohesion  Of  Compacted  Bituminous,  Standard  Test 
Method  For  -  27  Nov  81 

Mixtures,  Effect  Of  Water  On  Cohesion  Of  Compacted  Bituminous,  Stanard  Test 
Method  For,  •  27  Nov  81 

Mixtures,  Poving,  Stondord  Specification  Formixing  Plonts  For  Hot-mixed,  Hot-laid 
Bituminous  Poving  Mixture  *  9  February  1988 
Mixtures,  Poving,  Standard  Specification  Formixing  Plonts  For  Hot-mixed,  Hot-laid 
Bituminous  Poving  Mixture  -  9  February  1988 
Mobile  Electric  Power  Engine  Gonerotor  Stondord  Family  Characteristics  Data  Sheet 

Mob.  i  Facility  . . . . . . . . . . 

Mobile  Facility,  Generol  Specification  For . . . . . . . . 

Mobile  Facility,  Integration  Unit  . . . . . . . . . 

Mobile  Facility,  Shelter,  Instrumentation  And  Control,  Turbo  Jet/fan  Engine  Test 
System 

Mobile  Facility,  Shelter,  Instrumentation  And  Control,  Turbo  Prop/shcft  Engine  Test 
System 

Mobile  Facility,  Shelter,  Instrumentation  And  Control,  Turbo  Shaft  Engine  Test 
System 

Mobility  Fuels  User  Handbook . . . . . . . . . 

Mobility,  Towed  Aerospace  Ground  Equipment,  Generol  Requirements  For. . 
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Mobility,  Towed  &  Manually  Propelled  Support  Equipment  (Request  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via  ASD/ENES,  Wright-patterson  AFB  OH  45433*6503) 
Mock-up  Ol  Main  And  Auxiliary  Shipboard  Machinery  Spaces . . . 

Mock-ups  For  Shipboard  Command  &  Control,  Combat  Systems,  &  Communications 
Stations  &  Spaces 

Mockup  Testing,  Electric  System,  Piloted  Aircraft  And  Guided  Missile,  Genera! 
Requirements  For 

Mockup,  Aircraft  Construction  Of  . . . . . . . 

Mockups,  Air  Vehicle  Engines,  Construction  &  Inspection  Of . . . . . 

Mode  Field  Diameter  Ofsingle-mode  Optical  Fiber  By  Knife-edge  Scanning  In  The 
For  Field  ■  6  Jul  88 

Model,  Anatomical  (Teeth  &  Gams).. . . . . . . . 

Model,  Anatomical,  Human  S  Ull . . . . . . 

Modem,  Coble  Driver  MD0025(  )/G.. . . . . . . . 

Modem,  Coble, driver,  MD-1023(  )/G  . . . . . . . . 

Modem,  Coble, driver,  MD-1024  (  )/G.... . . . . . . . . . 

Modem,  Digital  Data,  MD-1026(  )(P)/G . . . . . . . . 

Modem,  Digital  Data,  MD-1030A(V) . . . . . 

Modem,  Digital  Data  MD*1065()(P)/G . 

Modem,  Radio  Teletypewriter  Set  MD-522(  )/GRC. . . . . . . . . 

Modem,  Telegraph  Telephone,  MD-791/GCC  . . . . . . . . 

Modification  &  Marking  Procedures  For  Test  Equipment  In  Aerospace  Vehicles 
(Class  li  Modification) 

Modification  Kit,  Aircrew  Protective  Helmet  KMU-441/P. . . . 

Modification  Kit,  Radio  Relay  Equipment  AN/GRC-201  . . . . . . 

Modification  Kit,  Packboard,  Radio  Carrying . . . . . . . . . . 

Modification  Kit  MK-710(  )/TMQ  (Unit;  Of) . . . 

Modular  Gage  Boards  •  24  Sep  82 . . . . . . . 

Modulati*  ,  &  Coding  Char.  That  Must  Be  Common  To  Assure  Interoperability  Of 
2400  Bps  Wireline  Mod.  For  Use  In  Narrow-band  Secure  Voice  Sys  (Ed.  1)  (Req 
For  Issue  Other  Than  DOD  Must  Be  Sent  Via  Us  Army  Sec.  Affairs  Ofc  Attn 
Amsac  Mp/s  5001  Eihr.  Ave,  Alex., 

Modulation  &  Coding  Chactristics  That  Must  Be  Common  To  Assure  Interoperability 
Of  2400  BPS  Linear  °'edictive  Encoded  Digitol  Speech  Transmitted  Over  HF 
Radio  Facilities  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 
09821) 

Module  Assembly  (Transformer) . . . . . .  , . 

Module  Assembly,  Pallet  Type,  Storage . . . . . 

Module  Assembly,  Universal  Storage  . . . . 

Module  Assembly,  Storage,  Shelf  Type  . . . . . . . 

Module  Assembly,  Storage,  Dual  Shelf . . . . . 

Module  Assembly,  Workbench . . . . . 

Module  Assembly,  Desk . . . . . . . . . . . 

Module  Assembly,  Personnel  Storage . . . . . . . . . 

Module  Assembly,  Security . 

Module  Descriptions  For  The  Standard  Electronic  Modules  Program . . . . . 

Module,  Electronic,  Standard  Hardware  Program  Receiver,  Interface,  Digital,  Key 
Cede  QDH 

Module,  Electronic,  Stondord  Hardware  Program  Multiplexer,  Digitol,  Key  Code 
KHQ 

Modu'e,  Electronic,  Standard  Hardware  Program  Encoder,  Priority,  Digital,  Key 
Code  Mhl 

Module,  Electronic,  Standard  Hardware  Progrom  logic  Converter,  Digital  To  Analog, 
Key  Code  DBC 

Module,  Electronic,  Stondord  Hardware  Program  Oscillator,  Crystal,  Digitol,  Key 
Code  Qvg 

Module,  Electronic,  Standard  Hardware  Program  Gate,  Inverter,  Digital,  Key  Code 
DBE 

Module,  Electronic,  Standard  Hardware  Program  Gate,  Nond,  Digitol,  Key  Code 
DBF 

Module,  Electronic.  Standard  Hordware  Progrom  Driver,  Lamp  Cr  Relay,  Digital, 

Key  Code  ABF 

Module,  electronic,  Stondord  Hordware  Progrom  Gate,  Exclusive  Or,  Digitol,  Key 
Code  Ebb 

Module,  Electronic,  Stondord  Knrdworo  Progrom  flip-flop,  J-K,  Digitol,  Key  Code 
EBC 

Module,  Electronic,  Stondord  Hardware  Adder,  Discrete  Sum,  Digitol,  Key  Code 
FBG 

Module,  Electronic,  Standard  Hardware  Program  Switch,  S/d  Mullispeed,  Analog, 
Key  Code  HUH 

Module,  Electronic,  Standard  Hardware  Program  Counter,  Up/down,  Binary,  Digitol, 
Key  Code  B3A 

Module,  Electronic,  Stondord  Hordware  Progrom  Flip-flop,  D-type,  Digital,  Key  Code 
KBR 

Module,  Electronic,  Standard  Hardware  Program  Filter,  Low  Pass,  Active,  Analog, 
Key  Code  EEE 

Module,  Electronic,  Standard  Hardware  Progrom  Multiplexer,  Digital,  Key  Code 
BDN 
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Module,  Electronic,  Standard  rordware  Program  Fuse,  Key  Code  Gzc  ...... . . 

Module,  Electronic,  Standard  Hardware  Program  Amplifier,  Phase  Shift,  Analog,  Key 
Code  LEE 

Module,  Electronic,  Standard  Hardware  Program  Multiplexer,  Digital,  Key  Code  Kdc 
Module,  Electronic,  Standard  Hardwore  Program  Inductor,  Power,  Key  Code  Vpx  .... 

Modu'e,  Energy  Transfer... . . . . . . . . . 

Module,  Fuel  Pump  (Sixcon),.. . . . . . . . . . . 

Module,  Pule  Tank  (Sixcon) . . . . . . . . . 

Module,  Image  Intenslfier  25  Millimeter,  Type  8585 . . . . . . . 

Module,  Image  Intenslfier  18  Millimeter,  Type  8857. . . . . . 

Module,  Image  Intenslfier  40  Millimeter,  Type  8605..,..  . . 

Module,  Reproducer,  Signal  Data  AN/GSQ-64. . . . . . 

Module,  Stand  ELECTRONIC  Encoder,  Fault  Isolotion,  Key  Code  MFG  . . . . 

Module,  Standond  Electronic  Shift  Register,  Digital,  Key  Code  PDM..., . . . 

Module,  Standard  Electronic  Control . . . . . . . . 

Module,  Standard  Electronic  Inverter,  Digital,  Key  Code  FDH  (Inactive)  . . 

Module,  Standard  Electronic  Oscillator,  Crystal  Digital,  Key  Code  YBS . . . 

Module,  Standard  Electronic  Flip  Flop,  JK,  Digital,  Key  Code  QHK... . 

Module,  Standard  Electronic  Interface,  Microprocessor,  Key  Code  NBQ . 

Module,  Standard  Electronic  Gate  Nand,  Power,  Digital,  Key  Code  CDB  . . . 

Module,  Standard  Electronic  Extender,  Test  Point,  &  Resistor,  Miscellaneous,  Key 
Code  FLA 

Module,  Standard  Electronic  Diode,  Pairs,  Digital,  Key  Code  KDF... . . . 

Module,  Standard  Electronic  Program  Control  Unit,  Key  Code  MJC  . . . . 

Module,  Standard  Electronic  Driver,  Translator,  Digital,  Key  Code  DLB. . . 

Mooule,  Standard  Electronic  Converter,  S/d,  Key  Code  JWP  . . 

Module,  Standard  Electronic  Encoder,  Priority,  Key  Code  . . . . 

Module,  Standard  Electronic  Receiver,  Translator,  Digital,  Key  Code  DIC . 

Mofule,  Standard  Electronic  Comparator,  Magnitude,  Digitol,  Key  Code  JOB. . 

Module,  Standard  Electronic  Flip  Flop,  JK,  Digital,  Key  Code  GBB . . 

Module,  Stcndord  Electronic  Oscillotor,  Digital,  Key  Code  HVA  . . 

Module,  Standard  Electronic  Multivibrotor,  Monostoble,  Digital,  Key  Code  CDD 
(Inactive) 

Module,  Standard  Electronic  Multivibrotor,  Monostoble,  Digital,  Key  Code  CDE 
(Inactive) 

Module,  Standard  Electronic  Flip  Flop,  JK,  Digital,  Key  Code  ADH. . . . . 

Module,  Standard  Electronic  Copccilor,  Digitol,  Key  Code  FIE  . . . . 

Module,  Standard  Electronic  Receiver,  Translate,  Digital,  Key  Code  MDQ  . 

Module,  Standard  Electronic  Shift  Register,  Digitol,  Key  Code  JDJ . . 

Module,  Standard  Electronic  Multivbrat''r.  Monostoble,  Digital,  Key  Code  JBN  . 

Module,  Standard  Electronic  Comparator,  Magnitude,  Digital,  Key  Code  JBK . 

Module,  Standard  Electronic  Latch,  Digital,  Key  Code  G8L . . . . 

Module,  Standard  Electronic  Counter,  Binary  Coded  Decimal,  Digitol,  Key  Code  ZBZ 

Module,  Standard  Electronic  Counter,  Binary,  Digital,  Key  Code  ZBY  (Inactive)  . . 

Module,  Standard  Electronic  Buffer,  Three  State,  Digital,  Key  Code  BBB . 

Module,  Standard  Electronic  Adder,  D.gital,  Key  Code  KBC . . . 

Module,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  KBl..... . . . 

Module,  Standard  Electronic  Multiplexer,  Digital,  Key  Co«i  fRC . . 

Module,  Standard  Electronic  Flip  Flop,  JK,  Digitol,  Key  Cade  FRE  . . 

Module,  Standard  Electronic  Memory,  Read  Only,  Diy.ftt . . . . . 

Module,  Stondord  Electronic  Transformer,  Analog,  Key  Code  Ctr  . 

Module,  Standard  Electronic  Regulator,  Negative,  Power,  Key  Code  Arn . . 

Module,:Stondard  Electronic  Memory,  Random  Access,  Digitol,  Key  Code  SYT . 

Module,  Stondorc  Electronic  Generator,  Function,  Digitol,  Key  Code  UHX  . . 

Module,  Standard  Electronic  Line  Receiver,  Digital,  Key  Code  8dm . . . 

Module,  Standard  Electronic-Inverter,  Digitol,  Key  Code  Ebd . . . . . 

Module,  Stondord  Electronic  Generator,  Function,  MSB,  Analog,  Key  Code  SHY  ...... 

Module,  Standard  Electronic  Driver,  Analog,  Key  Code  Mod... . . . 

Module,  Standard  Electronic  Network,  Resistor,  Power,  Key  Code  Rum  . . 

Module,  Standard  Electronic  Capacitor,  Programmable,  Analog,  Key  Code  GGD . 

Module,  Stondord  Electronic  Network,  Resistor,  Programmable,  Analog,  Key  Code 
GGG 

Module,  Standard  Electronic  Demultiplexer,  Anolog,  Key  Code  VGS. . . . 

Modu!e,-Standard  Electronic  Isolation  Module,  Digitol,  Key  Code  EMF . 

Module,  Standard  Electronic  Network,  Miscellaneous,  Power,  Key  Code  QPL . . 

Module,  Standard  Electronic  Oscillator,  Square.  Wave,  Analog,  Key  Code  MVJ  ....... 

Module,Slondord  Electronic  Relay,  4PDT,  Anolog,  Key  Code  Nrn..... . . . . 

Module,S|andard  Electronic  Inductor,  1,5  Ampere,  Power,  Key  Code  Qpm  . . . 

Module,  Stondord  Electric  Transformer,  Key  Code  RPN . . . . . . 

Module,  S fcndc-d  Elcctror.ir Microprocessor  Module,  Key  Code  Mho . 

Module,  Stondord  Electronic  Decoder,  Digitol,  Key  Code  MFP  . . . 

Module,  Standard  Electronic  Interface  Bus,  Key  Code  PHP  . . . . . . . 

Module,  Standard  Electronic  Relay,  Latching,  Key  Code  MFD  . . . 

Module,  Standard  Electronic  Register,  Digitol,  Key  Code  PJB  . . . . . . . 

Module,  Standard  Electronic  Resistor,  Anolog,  Key  Code  GRB  . . . . . 

Module,  Standard  Electronic  Counter,  Binary,  Digital,  Key  Code  NZC...„ . . 

Module,  Standard  Electronic  Switch,  Crosspoint,  Key  Code  LZN . . 

Module,  Sfondard  Electronic  Switch,  Analog,  Anolog,  Key  Code  ZSW  . . . . 

Module,  Standard  Electronic  Amplifier,  Power,  Anolog,  Key  Code  SES . . 

Module,  Standard  Electronic  Processor,  Error,  S/d,  Analog,  Key  Code  Shx................ 

Module,  Standard  Electronic  Arithmetic  Logic  Unit,  Digital,  Key  Code  FBA . . . 

Module,  Sfondard  Electronic  Counter,  Up/down,  Binary,  Digitol,  Key  Code  BBJ, . 
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TITLE 

Module,  Standard  Electronic  Memory,  Read  Only,  Programmable,  Digital,  Key  Code 
GYC 

Module,  Standard  Electtronic  Gate,  Nand,  Digital,  Key  Code  DBG.,... . 

Module,  Standard  Electronic  Buffer  Limiter,  Analog,  Key  Code  Bac . . . . . . 

Module,  Standard  Electric  Gate,  Nand,  Digital,  Key  Code  DBH  . . 

Module,  Slondard  Electronic  Gate,  And  Digital,  Key  Code  DQJ . . . . 

Module,  Standard  Electronic  Amplifier,  AGO,  Analog,  Key  Code  DPA  . . 

Module,  Standard  Electronic  Optical  Isolator,  Digital,  Key  Code  Mum  . . . . 

Module,  Standard  Electronic  Comparator,  Analog,  Key  Code  GEE  . . . . . 

Module,  Standard  Electronic  Driver,  NTDS  Slow,  Digital,  Key  Code  QBQ  . . 

Module,  Stondord  Electronic  Transformer,  Signal,  Analog,  Key  Code  CGR . . 

Module,  Standard  Electronic  Driver,  Interface,  Ntds  (Anew),  Key  Code  Qdr . 

Module,  Standard  Electronic  Register,  Shift,  Digital,  Key  Code  EBH  (Inactive)  . . 

Module,  Standard  Electronic  Register,  Programmable,  Digital,  Key  Code  (Inactive)  .... 

Module,  Slondard  Electronic  Gate,  And  Or  Invert,  Digital,  Key  Code  EBA  .... . 

Module,  Standard  Electronic  Receiver,  Interface,  NTDS  (Anew),  Digital,  Key  Code 
QDF 

Module,  Standard  Electronic  Amplifier,  Clipper,  Analog,  Key  Code  FBE  . . . . 

Module,  Standard  Electronics  Oscillator,  Crystal,  Digital,  Key  Code  GVQ . . . . 

Module,  Standard  Electronic  Gate,  Nor,  Key  Code  AME . . . 

Module,  Standard  Electric  Microprocessor,  Digital  Key  Code  HRH  . . . . 

Module,  Standard  Electronic  Latch,  Digital,  Key  Code  AMG . . . . . 

Module,  Standard  Electronic  Gate,  &  Or  Invert,  Digital,  Key  Code  AMH . . . 
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SH 

13  Jul 

83 

SH 

L 

Mll-M-28787/259  (2) 

5943 

SH 

14  Sep 

85 

SH 

L 

Mlt-M-28787/260  (1) 

5943 

SH 

04  Jul 

83 

SH 

L 

Mlt-M-28787/261  (1) 

5943 

SH 

04  Jul 

83 

SH 

L 

MIL-M-28787/262  (2) 

5943 

SH 

31  Jul 

84 

SH 

L 

MIL-M-28787/263  (1) 

5943 

SH 

13  Jul 

83 

SH 

M1L-M-28787/267B 

5943 

SH 

20  Jan 

84 

ER  SH  85 

L 

MIL-M-62539 

2920 

AT 

22  Apr 

87 

AT 

L 

MH.M-29414 

5430 

MC 

14  Apr 

84 

MC 

L 

MIL.M-28787/248A 

5943 

SH 

20  Oct 

83 

SH 

L 

MIL-M-28787/244A 

5943 

SH 

21  Jul 

83 

SH 

L 

MII.M-28787/244B  (1) 

5943 

SH 

14  Aug 

85 

SH 

L 

MR.M-28787/273A  (1) 

5943 

SH 

04  Dec 

85 

SH 

L 

Mil- M-28787/274B 

5943 

SH 

22  Aug 

83 

SH 

L 

MIL-M.28787/247  (1) 

5943 

SH 

03  Aug 

83 

SH 

L 

MIL-M-28787/213A 

5943 

SH 

07  Aug 

79 

SH 

L 

Mfl-M-28787/1 12C 

5943 

SH 

29  Apr 

83 

SH 

L 

MII-M-28787/114A  (2) 

5943 

SH 

04  Jun 

84 

SH 

L 

MII-M-28787/8IA  (1) 

5943 

SH 

14  Nov 

83 

SH 

L 

MIL-M-28787/U0A  (3) 

5943 

SH 

19  Feb 

85 

SH 

L 

MIL-M-28787/208  (3) 

5943 

SH 

19  Feb 

85 

SH 

L 

MIL-M-28787/294A 

5943 

SH 

02  Aug 

83 

SH 

L 

MIL-M-28787/210A 

5943 

SH 

19  Jun 

79 

SH 

L 

MU.-M-28787/215A 

5943 

SH 

14  Jun 

84 

SH 

L 

MIL-M-28787/294A  (3) 

5943 

SH 

13  Jon 

84 

SH 

L 

MIL-M-28787/141A 

5943 

SH 

12  Oct 

83 

SH 

L 

MIL-M-28787/162  (2) 

5943 

SH 

14  Moy 

84 

SH 

L 

MII.M-28787/143A 

5943 

SH 

10  Nov 

83 

SH 

L 

MII-M-28787/173A 

5943 

SH 

18  Feb 

82 

SH 

L 

MIL.M-28787/153B  0) 

5943 

SH 

24  Jon 

81 

SH 

L 

MU..M-28787/154A  (1) 

5943 

SH 

14  Nov 

84 

SH 

L 

MIL-M-28787/3K  '» 

5943 

SH 

14  Feb 

86 

SH 

L 

Mlt-M.28787/311. 

5943 

SH 

05  Aug 

82 

SH 

L 

MK..M-28787/323 

5943 

SH 

29  Feb 

84 

SH 

L 

MIL-M-28787/307A 

5943 

SH 

31  Aug 

82 

SH 

L 

MIL-M.28787/333  (1) 

5943 

SH 

04  Ocl 

83 

SH 

L 

Mll-M-28787/507 

5943 

SH 

21  Apr 

89 

SH 

L 

MIOM-28787/508 

5943 

SH 

21  Apr 

89 

SH 

L 

Mll-M-28787/510 

5943 

SH 

21  Apr 

89 

SH 

l 

MIL-M.28787/423 

5943 

SH 

21  Apr 

89 

SH 

l 

Mll-M-28787/340 

5943 

SH 

03  Moy 

84 

SH 

L 

M!L*M*257B7/330 

5943 

5n 

10  Nov 

83 

SH 

L 

MIL-M-28787/345 

5943 

SH 

14  Nov 

84 

SH 

L 

MIL-M-28787/297A 

5943 

SH 

02  Aug 

83 

SH 

L 

MIL'M'28787/279  (1) 

5943 

SH 

02  Ocl 

84 

SH 

l 

M1L-M-28787/284  (2) 

5943 

SH 

23  Sep 

83 

SH 

L 

MIL-M-28787/287A  (2) 

5943 

SH 

09  Jul 

85 

SH 

L 

MII-M-28787/8B 

5943 

SH 

04  Aug 

82 

SH 

L 

MIL-M-28787/41B  (1) 

5943 

SH 

05  Mor 

84 

SH 

L 

MIL-M-28787/9B  (1) 

5943 

SH 

08  Mor 

84 

SH 

L 

MIL-M-28787/10B 

5943 

SH 

08  Jun 

82 

SH 

l 

Mll-M-28787/238  (1) 

5943 

SH 

20  Sep 

83 

SH 

l 

MIL-M-28787/22C  (1) 

5943 

SH 

30  Ocl 

84 

SH 

L 

MU.-M-28787/4B  (1) 

5943 

SH 

14  Feb 

86 

SH 
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ALPHABETICAL  LISTING 


TITLE 

Modules,  Standard  Electronic  Generol  Specification  For . . . . . . 

Modules,  Standard  Electronic  latch,  Digital,  Key  Code  GDJ . . 

Modules,  Standard  Electronic  Rectifier,  Low  Current,  Power,  Key  Code  GPR  . . 

Modules,  Standard  Electronic  Counter,  Up  &  Down,  Digital,  Key  Code  GDM . . . 

Modules,  Standard  Electronic  Driver,  Translate,  Digital,  Key  Code  MDP . 

Modules,  Standard  Electronic  Counter,  Up/down,  BCD,  Pressettoble,  Key  Code  JDD 

Modules,  Stondord  Electronic  Relay,  DPDT,  Power,  Key  Code  NPM . . . 

Modules,  Standard  Electronic  Counter,  Binary,  Synchronous,  Digital,  Key  Code  FDA 

Module*,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  BHL . . . . 

Modules,  Standard  Electronic  Receiver,  Differential  line,  Digitol,  Key  Code  Kdn . 

Modules,  Standard  Electronic  Shift  Register,  Digital,  Key  Code  KDP . . 

Modules,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  Kdq . . 

Modules,  Standard  Electronic  Flip-flop,  D  Type,  Digitol,  Key  Code  KDR . . 

Modules,  Standard  Electronic  Gate,  Nand,  Digital,  Key  Code  LDQ . . . 

Modules,  Standard  Ele  Ctronic  Gate,  Nand,  Digital,  Key  Code  GHM . . . . 

Modules,  Standard  Electronic  Counter,  Binary,  Digital,  Key  Code  AMF . 

Modules,  Standard  Electronic  Sample  And  Hold,  Analog,  Key  Code  Pee . . . 

Modules,  Standard  Electronic  Transformer,  Scott-t,  Analog,  Key  Code  Stt . . 

Modules,  Standard  Electronic  Gate,  And  Digital,  Key  Code  DQK . 

Modules,  Standard  Electronic  Amplifier,  Summing,  Anolog,  Key  Code  Bee  . 

Modules,  Standard  Electronic  Non-inverting,  Buffer,  Digital,  Key  Code  AMC  . . 

Modules,  Stondord  Electronic  Oscillator,  Crystal,  Digitol,  Key  Code  Qvq  . 

Modules,  Standard  Electronic  Generator,  Function,  l$B,  Analog,  Key  Code  SHU  . . 

Modules,  Standard  Electronic  Test  Point,  Digitol,  Key  Code  CMH . 

Modules,  Stondord  Electronic  Load,  Resistor,  Standard,  Analog,  Key  Code  Fib . 

Modules,  Standard  Electronic  Gate,  Nand,  Power,  Digitol,  Key  Code  Bdh  . 

Modules,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  AGD . . . . 

Modules,  Stondord  Electronic  Memory,  Random  Access,  Digital,  Key  Code  GYB. ....... 

Modules,  Standard  Electronic  Octont/quodrant,  Arolog,  Key  Code  SHV . . . 

Modules,  Standard  Electronic  Register,  Multiport,  Key  Code  QQA  . . 

Modules,  Standard  Electronic  Amplifier,  Operational,  Analog,  Key  Code  FGC . 

Modules,  Standard  Electronic  Driver,  Fet,  Switch,  Digital,  Key  Code  GDP  . . 

Moistener,  Paper  Seoling,  Fountain  Type . . . . . . . . . . . 

Moistener,  Paper  Sealing,  Well  Type . . . . . . . . . 

Moistener,  Paper  Sealing,  Fountain-type  . . . . . 

Moisture  In  Graphite  •  9  May  69..... . 

Moisture  Stabilizer,  Welding  Electrode..... . . . 

Molasses,  Sugarcane  . . . . 

Mold  •  Split  Cavity  For  Molding  90-DEGREE  Plugs  Symbol  1224  Used  With 
Resistance  Temperature  Detectors  (Metric) 

Mold  ■  Split  Cavity  *  For  Ungrounded  RG-17A/U  Hull  Fitting  Plug  •  Symbol  1225 
(Metric) 

Mold  Heating  Platen,  For  Split-cavity  Molds  For  Plugs  Symbols  713  Through  713.10 
(Metric) 

Mold,  Potting  And  Adapter,  Electric  Connector . . . . 

Mold,  Resistance  To  Growth  Of,  On  The  Surface  Of  Interior  Coatings  In  An 
Environmental  Chamber,  Standard  Test  Method  For  15  Oct  87 
Mold,  Split-cavity  Formolding  90  Degree  Plugs  Symbols  713.5,  And  713.8  (Metric) .. 

Molding  &  Extrusion  Materials,  Modified  ETFE  Fluoropolymer  *  28  Nov  83  . 

Molding  Extrusion  Compounds,  Nonrigid  Vinyl  Chloride  Polymer  &  Copolymer  • 

26  Jun  81 

Molding  &  Extrusion  Materials,  Reinforced  &  Filled  Polyphenylene  Sulfide  (PPS) 
Injection  •  27  Jul  84 

Molding  &  Extrusion  Materials,  Reinforced  Thermoplastic  Polyester  *  26  Jun  81 . 

Molding  &  Extrusion  Materials,  Thermoplastic  Polyterephtholote  •  26  Jun  81  . 

Molding  And  Potting  Compound,  Chemically  Cured,  Polyurethane . . . . . 

Molding  Compound,  Reversion  Resistant,  Non  Carcinogen  Curing  Polyurethane, 
Aircraft  Structure 

Molding  Compounds  (For  Plastic  Inhibitors) . . . . . . 

Molding  Compound,  P’astic,  Novoloc  Epoxy  Resin,  Short  Glass  Fiber  Reinforced, 
Structural  •  15  Oct  80 

Molding  Compound,  Phenolic  Resin,  Asbestos  Reinforced . . . . 

Molding  Compound,  Housing  And  Plug  . . . . . . 

Molding  Machines,  Meat  -  Fish  . . . . . . . . 

Molding  Machines,  Meat-fish . . . . . . . . 

Molding  Material,  Polypropylene,  Modified  Mechanical  Use  Only . . . 

Molding  MuTcftul,  Gloss  Mot,  CpOxy  Cocffid . . . . . .  . 

Molding  Materials,  Th  Ermoplostic,  Meosurin  G  The  Flow  Properties  Of  •  30  Jul  82., 

Molding  Materiol,  Glass,  Epoxy  Impregnated . . . . . . . . 

Molding  Materiol  Plastic,  Epoxy  Compounds  Thermosetting . . 

Molding  Plastic,  Gloss/epoxy  Pre-mix  . . . . . . . . . . . 

Molding  Plastics  And  Molded  Plastic  Ports,  Thermosetting.  . . . . . . ........ 

Molding  Plastics,  Electrical,  Thermoplastic  . . . . . . . ... 

Molding,  Pofytetrofluoroethelene  Gloss  Fiber  Filled  75-PTFE  Resin,  25  Glass,  AS 
Sintered  *  1  Oct  1983 

Moldings  And  Extrusions,  Ceramic,  Dense,  Ultra-high  Alumina  (99%  A1203)  . . . 

Molds  '  Split  Cavity  For  Molding  90  Degree  Plugs  (Metric).... . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

M1L-M-28787C  (1) 

SUPL  IF 

5963 

EC 

29  Jon 

88 

ER 

SH 

85 

l 

MIL-M-28787/1C  (3) 

5963 

SH 

30  Jan 

86 

EC 

l 

MIL-M-28787/24A  (2) 

5963 

SH 

29  Sep 

82 

SH 

l 

MIL-M-28787/27A  (2) 

5963 

SH 

29  Feb 

84 

SH 

l 

MIL-M-28787/48A  (1) 

5963 

SH 

29  Dec 

83 

SH 

L 

MIL-M-28787/31B  (1) 

5963 

SH 

28  Aug 

85 

SH 

l 

MIL-M-28787/38B  (1) 

5963 

SH 

28  Dec 

82 

SH 

l 

MIL-M-28787/6C  (1) 

5963 

SH 

06  Sep 

83 

SH 

l 

MIL-M-28787/66B  (1) 

5963 

SH 

16  Jon 

84 

SH 

l 

MIL-M-28787/53B  (2) 

5963 

SH 

13  Jul 

83 

SH 

l 

MIL-M-28787/59B  (1) 

5963 

SH 

14  Feb 

86 

SH 

l 

MIL-M-28787/60B  (1) 

5963 

SH 

17  Jul 

84 

SH 

L 

MIL-M-28787/61B  0) 

5963 

SH 

13  Sep 

85 

SH 

l 

MIL-M-28787/18B 

5963 

SH 

27  Apr 

83 

SH 

l 

MIL-/'  28787/238A  (1) 

5963 

SH 

23  Apr 

85 

SH 

l 

MIL.m-28787/250  (1) 

5963 

SH 

13  Jul 

83 

SH 

l 

MIL-M-28787/191B 

5963 

SH 

23  Jul 

80 

SH 

l 

MIL-M-28787/185B  (1) 

5963 

SH 

30  Jon 

86 

SH 

l 

MIL-M-28787/243A  (1) 

5963 

SH 

03  May 

83 

SH 

l 

MIL-M-28787/229A 

5963 

SH 

12  Ocl 

83 

SH 

l 

MIL-M-28787/248A  (1) 

5963 

SH 

06  Jul 

83 

SH 

l 

MIL-M-28787/236A 

5953 

SH 

12  Ocl 

83 

SH 

l 

MIL-M-28787/187B 

5963 

SH 

10  Mor 

86 

SH 

L 

MIL-M-28787/124A  (1) 

5963 

SH 

14  Nov 

83 

SH 

l 

MIL-M-28787/126A  (1) 

5963 

SH 

14  Nov 

83 

SH 

l 

MIL-M-28787/1 19A  (2) 

5963 

SH 

21  Jon 

86 

SH 

l 

MIL-M-28787/140B 

5963 

SH 

19  Jul 

82 

SH 

l 

MIL-M-28787/1418  (1) 

5963 

SH 

28  Aug 

85 

SH 

l 

MIL-M-28787/188B 

5963 

SH 

20  Ocl 

83 

SH 

L 

MIL-M-28787/200 

5963 

SH 

31  Aug 

83 

SH 

l 

MIL-M-28787/177C 

5963 

SH 

21  Jon 

86 

SH 

l 

MIL-M.28787/17BB  (1) 

5963 

SH 

14  Sep 

84 

SH 

A-A-137 

7520 

t 

14  Mo y 

80 

GG-M-565C  (1) 

7520 

•/. 

26  Feb 

75 

GG-M-571D 

7520 

% 

29  Mor 

73 

ASTM  C562-69R9E1 

6810 

EA 

16  Feb 

84 

EA 

20 

A-A-51165 

3439 

IP 

20  Mor 

87 

AL 

SH 

99 

JJJ-M-576E  (1) 

8925 

/GL 

18  Moy 

77 

GL 

SA 

50 

l 

DOD-M-24672/IO 

5935 

SH 

27  Ocl 

86 

SH 

L 

DOD-M-24672/7 

5935 

SH 

27  Oct 

86 

SH 

l 

DOD-M-24672/3 

5935 

SH 

27  Ocl 

86 

SH 

MS-3185A 

5935 

AS 

15  Feb 

67 

CR 

AS 

85 

ASTM  03273-86 

8010 

YD 

15  Ocl 

87 

ME 

YD 

l 

DOD-M-24672/2 

5935 

SH 

27  Oct 

86 

SH 

ASTM  D3159-83 

9330 

MR 

18  Apr 

85 

MR 

AS 

20 

ASTM  D2287-81 

9330 

YD 

29  Mor 

84 

MR 

YD 

99 

ASTM  D4067-84 

9330 

MR 

08  Nov 

84 

MR 

20 

ASTM  D3220-81E1 

9330 

MR 

10  Mor 

83 

MR 

ASTM  03221-81 

NOTICE  2 

9330 

MR 

30  Mor 

88 

MR 

SH 

11 

Q 

MIL-M-24041C 

9320 

SH 

20  Dec 

88 

MR 

SH 

20 

MII-M-81999A 

8030 

AS 

20  Jul 

77 

MR 

AS 

M1L-M-3165A 

9330 

OS 

05  Jon 

76 

AR 

OS 

AMS  3671-80 

9330 

AS 

08  Nov 

82 

AS 

20 

L 

MIL-M-46891A 

9330 

Ml 

07  Jul 

86 

Ml 

l 

M1L-M-48245B 

1345 

AR 

02  Aug 

88 

AR 

A-A-50050 

7320 

GL 

10  Moy 

83 

GL 

YD 

99 

MIL-M-40163C 

7320 

GL 

17  Dec 

71 

GL 

YD 

99 

l 

MIL-M-87176 

NOTICE  1 

9330 

20 

30  Jul 

87 

20 

l 

MIL-M-46861A  (1) 

9330 

Ml 

10  Jul 

86 

Ml 

ASTM  D569-82 

NOTICE  2 

9330 

MR 

14  Ocl 

88 

MR 

SH 

11 

L 

MIL-M-46862A 

9330 

Ml 

14  Sep 

84 

Ml 

Q  l 

MIL-M-24325  (2) 

9330 

SH 

20  Dec 

88 

SH 

MIL-M-46069  (2) 
NOTICE  2  (MU) 

9330 

OS 

29  Jul 

65 

Ml 

OS 

20 

Q 

MIL-M-14G 

9330 

SH 

13  Ocl 

72 

ME 

SH 

20 

l 

MIL-M-24S19C 

5970 

SH 

08  Ocl 

87 

SH 

AMS  3756-83 

9330 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3870C-84 

5630 

AS 

20  Moy 

85 

MR 

AS 

20 

L 

DOD-M-24672/9 

5935 

SH 

27  Ocl 

86 

SH 
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ALPHABETICAL  LISTING 


TITLE 


Moldi  .  Split  Cavity  For  Molding  Plug*  Symbols  1170.1,  1171.1,  1173.1,  1174.1, 
1175.1,  1176.1,  1177,  1177.1,  1177.2,  1178,  1229,  1230,  Type  FHOF-9  And 
RG-130/U  Coble  (Metric) 

Molds-iplit  Cavity-formolding  Plugs  Of  Three,  Five,  Nine,  Fourteenand  Twenty-four 
Numberslxteen  Contacts  -electrical.  Watertight,  Submarine  (Metric) 
Molds-split-cavity-formolding  limit  Switch  Plug,  Symbol  1223  For  5-PIN  Connectors 
Using  1  SWF-2  (Symbol  1245.1)AND  FSS-2  Coble  (Symbol  1245.2)  (Metric) 

Molds,  And  Mold  Heating  Platen  For  Molding  Electrical  Connectors  And  Cobles 
(Metric) 

Molybdenum  &  Molybdenum  Alloys-pock  Cementation  Method,  Disilicide  Diffusion 
Coating  Of  -  1  Oct  83 

Molybdenum  Disulfide,  Technical,  Lubrication  Grade  . . . . . 

Molybdenum  Trioxide  (For  Use  In  Ammunition)  . . . . . . . . . 

Monitor  Module,  Status,  ID-1921/FSS-9(V)  &  Monitor  Module,  Alarm, 
ID-1922/FSS-9(V) 

Monitor,  Available  Load,  60  And  400  Hertz,  A.c.  1  Phase,  Electrical  Power  (Naval 
Shipboard  Use) 

Monitor,  Carbon  Monoxide,  Continuous  And  Alarm  (For  Breathing  Air  Systems)  ...... 

Monitor,  Contamination,  Fuel  Dispensing  System...... . . . 

Monitor,  Frequency,  60  Cycles,  A.c.,  1  Phase  Electric  Power  (Naval  Shipboard  Use) 

Monitor,  Heat  Stress  . . . . . . . . . 

Monitor,  Oxygen,  Gru-/  . . . . . . . . 

Monitor,  Pump  Noise . . . . . . . . . . . . 

Monitor,  Reverse  Power,  Electrical  Power  (Nava!  Shipboard  Use)..... . . . 

Monitor,  Telegraph,  Multichannel  TH-19(  )/FG  . . . . . . . . 

Monitor,  Tri-gas . . . . . . . . . . . . . . . . 

Monitor,  Voltage  And  Frequency,  400  Cycles  A.c.,  Electric  Power  (No-'ol  Shipboord 
Use)' 

Monitoring  Devices,  Emission,  Stack  Related . . . . . . . . 

Monitoring  Set,  Telephone  (Monitoring  Equipment  AN/PTA-1)  () . 

Monitoring  Sterilization  Systems  For  Medical  Devices  (Industrial) . 

Monitors,  Motor  Insul  Ation  Resistance,  Shipboard  Use  (Metric)..... . . . 

Monobromotorfluorethane  (Liquified)  Technical  Grade  For  Fire  Extinguisher . . 

Monochloroacetic  Acid,  Technical. . . . . . 

Monochrome  Video  Standard  For  Aircraft  System  Applications  (Edition  No.  2)  . 

Monocyclic  Aromatic  Hydrocarbons  By  Gas  Chromotogrophy,  Standard  Test  Method 
For  •  29  Oct  82 

Monoe Ihonolomine  Chelating  Agent  Solution . . . . . . . 

Monorail  Track  Beam  Systems  For  Trolley  Suspended  Hoists . . . . . 

Monosodium  Glutamate . . . . . 

Mooring  System,  Lightweight  (For  Use  With  Harbor  Flooting  Oil  Barrier  Boom) . 

Mop,  Dusting  (Rentol  Service) . . . . . . . . 

Mop,  Dusting,  Cotton,  Rectangular  And  Triongular . . . . . . . 

Mop,  Dusting,  Cotton,  Triongular...... . . . . . . . 

Mop,  Dusting,  Cotton,  Slip-on  (With  Handle)  . . . . . . 

Mop,  Dusting,  Cotton,  Slip-on  (With  Handle)  . . . 

Mop,  Dusting,  Cotton,  Universal  Action  Swivel . . . . . . 

Mop,  Dusting,  Cotton,  Universal  Action  Swivel . . . . . . 

Mop,  Dusting,  General  Use,  With  Disposable  Pad . . . 

Mop,  Wet,  Cotton,  (With  Fixed  Handle) . . . . . 

Mophead,  Wet,  Cotton,  Or  Cotton  And  Synthetic . . . . . . . 

Mopping  Outfit,  Floor . . . . . . . . . . 

Mopping  Outfit,  Floor . . . . . . 

Mopping  Outfits,  Floor . . . . . . . . . . . . . . 

Morhio  Dosage  And  Casualty  Marking  (Release  To  Other  Than  Dod  Agencies  Must 
Be  Approved  By  Hq  Darcom  (Drcird) 

Morphia  Dosage  Agreement  (Edition  No  2)  (ABCA230) . . . . . . . 

Morphine  Sulfate  Orol  Solution . . . . . . . . . 

Morphine  Sulfate  Tablets,  Sustained-release, over  12  Hours . . . . . . . 

Morpholine,  Technical....... . . . . . . . . . 

Mortor  &  Concrete,  Length  Change  Of  Hardened  Hydraulic  Cement,  Standard  Test 
Method  For  •  30  May  1986 

Mortar  And  Pestle  . . . . . . . . . 

Mortar  For  Unit  Mosonory  29  August  1986 . . . . . . . . 

Mortar  To  Masonry  Units,  Bond  Strong  -  29  Mo y  87  . . . . . . 

Mortor,  Chemical-resistont,  Grouts,  And  Monolithic  Surfaces,  Tensile  Strength  Of  - 
30  Sept  83 

Mortor,  Effect  Of  Orgc":c  Impurities  In  Fine  Aggregate  On  Strength  -  23  Ccf  S3  .... 
Mortar,  Grouts  &  Monolithic  Surfocings,  Standard  Test  Method  For  Chemicol 
Resistance  Of  •  31  Dec  82 

Mortar,  Medium,  Ground  Mounted  81MM,  &  Ammunition  (Release  To  Other  Than 
DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA 
226)(EDITION  No.  2) 

Mortar,  Refractory  (High  Temperature,  Air  Setting).... . . . . 

Mortar,  Rofractory,  Heat  Setting,  Bonding  (Wet  &  Dry  Types) . . . . . 

Mortor,  Sodium  Silicate,  Heat  Resistontmortar,  Sodium  Silicate,  Heat 
RESISTANT100574 

Mortar,  60MM,  M19 . . . . . . . . . . . 

Mortor,  60MM,  M224  (Without  M64  Sight  Unit)  . . . . . . 

Mortor,  81  MM,  M29A1 . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Mortor,  81MN,  M29A1,  Mount,  Mortor,  81MM,  M23A1  With  Ammunition  And 
Sightunit  M53A1,  Releos  To  Other  Than  Dod  Agencies  Must  Be  Approve  By  Hq 
Dorcom  (Drcird)  (Edition  No.  2) 

Mortors,  Compressive  Strength  Of  Hydraulic  Cement  (Using  2-1N.  Or  50-MM  Cube 
Specimens  •  30  May  86 

Mortors,  Compressive  Sirength  Of  Hydroulic  (Using  2-INCH  Or  50-MM  Cube 
Specimens)  -  27  Nov  87 

Mortors,  Grouts,  &  Monlithic  Surfacing,  Chemical  Resistant,  Compressive  Strength 
Of  ‘  31  Dec  82 

Mortars,  Grouts,  &  Monolithic  Surfacings,  Chemical  Resistant,  Linear  Shrinkage  & 
Coefficient  Of  Thermol  Expansion  Of  *  28  June  1985 
Mortars,  Grouts,  &  Monoliithic  Surfacings,obsorption  Of  Chemico!  Resisant  •  28 
Nov  83 

Mortise  Locks  &  Latches  -  31  Dec  1987 . . . . . 

Mortise  Locks  &  Latches  •  7  Nov  80 . . . . . 

Mortiser,  Hollow  Chisel,  Vertical  . . . . . . . . . . . . . . 

Mortuary  Wrap  (Paper) . . . . . . . . . . 

Motion  Picture  Format,  Sound,  16  Millimeter . . . . . 

Motion  Picture,  Sound,  Super  6  Millimeter,  Format  For.... . . . 

Motor  Assembly,  Bellows . . . . 

Motor  Body  M753  8  Inch  Projectile  . . . . . . . . 

Motor  Detonator  Assembly,  Rocket,  Loading,  Assembling  &  Packing  (For  Demolition 
Kit,  Cratering,  M180) 

Motor  Detonator  Assembly,  Rocket,  Inert,  For  Demolition  Kit,  Cratering,  Training, 
XM270,  Loading,  Assembling  &  Packing 

Motor  Fire  Connector  Assembly . . . . . . . . 

Motor  Generator  PU*335(  )/MPM-25 . .. . 

Motor  Generator  PU-126(  )/U  (Rotary  Converter) . . 

Motor  Generator,  60  Cycle  AC  To  400  Cycle  AC  (Voltage  And  Frequency 
Regulated)  Shipboard  Service 

Motor  Generator,  Ac,  For  Baroswitch  Tester,  T4016 . . . . . 

Motor  Generator,  DC  1o  DC,  Shipboard  Service  . . 

Motor  Generator,  60  HZ  AC  To  400  HZ  AC  Shipboard  Service . 

Motor  Generator,  AC  To  DC,  Shipboard  Service  . 

Motor  Generators,  300  KW  DC  To  AC,  AC  TodC  Submarine  Service . 

Motor  Generators  DC  To  AC,  Shipboard  Service . 

Motor  Genrators  PU-2  0/U  And  PU-33/U . 

Motor  Units  (For  Arresting  Gear  Control  Valves)........ . 

Motor  Vehicle  Lighting  Devices  &  Components,  Test  For  •  Jul  83 . . . 

Motor  Vehicles  *  Turning  Ability  &  Off  Tracking  -  1  Dec  78 . . 

Motor-generator,  Skid  Mounted,  Type  MD-4 . . . . . . 

Motor-tachometer  Generator . . . . . 

Motor-tachometer  Generator,  Temperature  Compensated . . 

Motor,  Aircraft  Hydraulic,  Constant  Diiplocem*  *t  General  Specification  For . 

Motor,  Alternating  Current,  400-CYCLE,  115/200-VOLT  System,  Aircraft,  General 
Specification  For 

Motor,  Alternating  Current  (Inactive  For  New  Design  Per  Not.  1  2/23/89) . 

Motor,  Alternating  Current,  Fractional  Horsepower,  Squirrel  Cage  (For 
Communication  And  Other  Electronic  And  Special  Military  Applications). 

Motor,  Brake  Assembly,  1 1747088 . . . . . . . 

Motor,  Control  (Inactive  For  New  Design  Per  Not.  1  (2/23/89) . . . 

Motor,  Control,  10527238  (Yaw  Torquer) . . . . . 

Motor,  Control,  10527239  (Pitch  Torquer) . . . . . . . . . 

Motor,  Dc,  28  Volt  System,  Aircroft,  General  Specification  For  . . . . 

Motor,  Direct  Current  (For  Torpedo  Mk  46  Mod  1)  . 

Motor,  Direct  Current  For  Control-monitors  DCU-116/A,  DCU-117/A,  And 
DCU-121/A 

Motor,  Direct  Current,  Fractional  HP  (Shipboard  Use), . . . 

Motor,  Direct  Current,  Integral  H.P.  Naval  ^hipboord  (Novy) . . . . . . 

Motor,  Drive,  Direct  Current,  2  RPM/8RPM . . . . . 

Motor,  Electric,  For  Air  Conditioner  Applications  Methods  Of  Test  &  Instructions . 

Motor,  Fractional  Horsepower,  Direct  Current  And  Universo!  (For  Communication 
And  Other  Electronic  And  Special  Military  Applications),  Validated  Mar  1965 

Motor,  Georhead,  18-30  Volts,  Direct  Current . . . . . . 

Motor,  Hot  Gas  (MAU-132A/B) . 

Motor,  Hydroulic,  Constant  Displacement, . . . . . . . . . . 

Motor,  Induction,  AC,  208-VOLT,  1  1/2  HP,  3-PHASE,  60-CYCLE. . 

Motor,  Rocket,  Assembly,  M54  Or  M123  Ports  For.......,,, . . . . 

Motor,  Rocket,  Launch  Ml  14  Parts  For  . . . . . . . . 

Motor,  Rocket,  Launch,  Ml  14  Loading,  Assembling  And  Pocking . . . 

Motor,  Rocket,  Metal  Ports  For  &  Loading  Assembly  For  Demolition  Kit,  Cratering, 
M180 

Motor,  Rocket,  M4  Ports  For...... . . . . . . . . 

Motor,  Rocket,  M95  Parts  For . . . . . . . . . . 

Motor,  Rocket,  M4  Loading,  Assembling,  Marking  And  Packing  . . . . 

Motor,  Rocket,  2.75  Inch,  Mark  66  Mods  . . . . . . . 

Motor,  Servo,  For  M5  Baroswitch . . . . . . 

Motor,  Windshield  Wiper,  Pneumatic,  Universal. . . . . . . . . 
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TITLE 

Motor,  Windshield  Wiper,  Pneumotic,  Vocuum,  And  Voives,  Control  For.................... 

Motor,  60  Cycle,  Alternating  Current,  Froctionol  H.P.  (Shipboard  Use) . . . . 

Mo*or,  60  HZ,  Alternating  Current,  Integral  Current,  Integral  HP  (Shipboard  Use)  .... 
Motorcycle,  Chain  Drive,  Dual  Purpose,  Commercial  . . . . . . . . . 

Motorcycle,  Chain  Drive,  Solo,  Commercial . . . . . 

Motors  &  Generators  •  1987. . . . . . . . . 

Motors  &  Generators  •  1978 . . . . . 

Motors  &  Generators,  Electric,  For  Use  In  Hazardous  Locations,  Class  1,  Groups  C 
&  D,  Class  li,  Groups  E,  F,  &g  ■  First  Edition  Notice  1 

Motors,  Control,  Motion/position  And  Controls  -  1987. . . . . . . . 

Moulcge  Set,  War  Wounds,  Set  Of  19....... . . . . . . . . . . 

Mount  Assembly,  Sub-CALIBER,  Universal;  M 179  (Including  Monlet  Adopter 
Assembly) 

Mount  Periscope  Assembly  11834833  . . . . . . . 

Mount  Sight,  Infinity  Reflex.  10511780  And  10553489 . . . . . 

Mount  Telescope,  M148  &  XM164 . . . . . . . . . . . . . 

Mount,  AA,  Machine  Gun,  Caliber  .50,  M63  (W/$pore  Ports)  . . . . 

Mount,  Antioscillation  Sight,  10511004 . . . . . . . . 

Mount,  Film  Slide,  Photographic,  Fileable  (Overhead  Projector)  Format  For . 

Mount,  Film  Slide,  Photographic  (Overhead  Projector)  . . . . . . . . 

Mount,  Film  Slide,  Photographic  (Overhead  Projectors)..... . . . . . 

Mount,  Gun.  M140,  M140A1,  M150  And  M150A1 . 

Mount,  Gun,  Launching  Systems,  Rocket  And  Guided  Missile,  Projectors,  General 
Specification 

Mount,  Gun,  Mount,  Howitzer........... . . . . . 

Mount,  Gun,  Ring  Type,  Revolving . . . . . . . 

Mount,  Howitzer  And  Gun,  M158  And  M174  . . . . . . . . . . 

Mount,  Howitzer,  M176 . . . . . . . . . . 

Mount,  Periscope,  M105  . . . . . . . . . . 

Mount,  Periscope,  M89  (T177)  And  M 94  (T177A2) . 

Mount,  Periscope,  Ml  19  . . . . . . 

Mount,  Periscope.  Ml  18  And  Ml  18E1. . . . . . . . . . . 

Mount,  Periscope,  Ml 04,  M104A1  And  M104A2  . . . . . 

Mount,  Periscope,  Ml  15  . . . . . 

Mount,  Periscope,  Ml  13  . . . . . . . . . . . 

Mount,  Periscope,  10513360 . . . . . . . . . 

Mount,  Quadrant,  Ml  (With  Equipment) . 

Mount,  Radiographic  Film,  Dentol  . . . . . . . . 

Mount,  Radiographic  Film,  Dentol  . . . . . 

Mount,  Radiographic  Film,  Dentol  . . . 

Mount,  Raldographic  Film,  Dental  . . . . . 

Mount,  Resilent,  General  Specifications  And  Tests  For  (Shipboard  Application) . 

Mount,  Resilent,  Portsmouth  Bonded  Spool  Type . . 

Mount,  Resilient,  For  M483  Container . . . . . . 

Mount,  Resilient  (For  Use  In  Ammunition  Shipping  Containers) . . . 

Mount,  Resilient,  Types  6E2000,  6E900,  6E9OO0B,  7E450,  7E450BB,  6E150,  And 
6E100 

Mount,  Resilient,  Types  7M50,  6M150,  6M450  And  6M900 . . . . 

Mount,  Resilient,  Type  585000H . . . . . . . . . . . . 

Mount,  Resilient,  For  The  M5  Baroswitch . . . . 

Mount.  Resilient,  More  Islond  Types  11M15,  11M25,  And  10M50. . . . . . 

Mount,  Resilient,  Type  5M10,000*H . . . . . . . 

Mount,  Shipping  Container,  Resilient  •  Shock  And  Vibration  Damping  . 

Mount,  Sight.  1 1727200  . . . . . . . . . . 

Mount,  Sight,  M74C . . . . . . . . . . . 

Mount,  Telefcope,  M101........ . . . . . . . . . 

Mount,  Telescope,  M149E1  . . . . . . . . . 

Mount,  Telescope,  T189 . . . . . . . . . . 

Mount,  Telescope,  9360169 . . . . . . . . . . . . 

Mount,  Telescope,  Ml 46  . . . . . . . . . . . 

Mount,  Telescope,  M48  . . . . 

Mount,  Telescope,  M71  . . . . . . . . 

Mount,  Telescope,  M138 . . . . . . . 

Mount,  Telescope,  M79  . . . . . . . . . . . . . 

,V,ovr.f,  Telescope,  MI 37 . . . . . . . . . . . . . . . . 

Mount,  Telescope,  M18A1 . . . . . . . 

Mount,  Telescope,  M99  Series . . . . . . . . . . . . 

Mount,  Telescope,  M21A1 . . . . . . . 

Mount,  Telescope,  Ml45  . . . . . . . . . . 

Mount,  Telescope,  M23  . . . . . . . . . . . . . . 

Mount,  Telescope,  M25  . . . . . . . . . . . . . 

Mount,  Telescope,  Ml  14  . . . . . . . . . . . 

Mount,  Telescope,  Ml  10  ...  . . . . . . . . 
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MII-M-12185C 

NOTICE  1 

2540 

AT 

23  Oct 

87 

AT 

YD 

L 

MIL-M-17059A 

6105 

SH 

12  Oel 

65 

SH 

L 

MIL-M-17060E  (1) 

6105 

SH 

15  May 

81 

SH 

L 

MIL-M-62345 

NOTICE  1 

2340 

AT 

15  Jan 

82 

AT 

MIL-M-1320D 

2340 

AT 

02  Mar 

88 

AT 

NEMA  MG  1-87 

34GP 

IP 

06  Jan 

89 

AL 

SH 

99 

NEMA  MG1-78R82 

6125 

YD 

20  Jan 

84 

ER 

YD 

85 

UL  674*82 

6105 

YD 

25  May 

83 

ER 

YD 

11 

CHG  NOTICE  1 

NEMA  MG7-87 

34GP 

IP 

28  Feb 

89 

AL 

SH 

99 

MIL-M-36278B 

6910 

DM 

12  Mar 

69 

MD 

MS 

03 

L 

MIL-M-63283A  (1) 
NOTICE  1 

1005 

AR 

14  May 

87 

AR 

L 

MIL-M-63333 

1240 

AR 

15  Feb 

80 

AR 

L 

MIL-M-46379A 

1270 

AR 

03  Jun 

68 

AR 

L 

MIL-M-60544B  (1) 

1240 

AR 

15  Ocl 

69 

AR 

MIL-M-11982A  (1) 
NOTICE  1 

1005 

AR 

17  Jun 

88 

AR 

OS 

L 

MIt-M-46377 

1240 

AR 

29  Apr 

63 

AR 

FED-STD-366 

6750 

» 

25  Feb 

77 

FED-STD-2558 

6750 

•CR 

08  Sep 

76 

CR 

AS 

99 

UU-M-650B 

6750 

•AS 

07  Jul 

76 

ER 

AS 

99 

L 

MIL-M-45976  0) 

1015 

AR 

08  Feb 

82 

AR 

L 

Mll-M-19556 

1055 

OS 

17  Jul 

56 

OS 

L 

MIL-M-452I2A  (1) 
NOTICE  1 

*1010 

AR 

17  Jun 

88 

AR 

L 

MIL-M-13529D 

1005 

AR 

08  Nov 

85 

AR 

L 

MIL-M -63995 

1025 

AR 

03  Mar 

87 

AR 

L 

MIL-M-63988 

1025 

AR 

14  Jul 

88 

AR 

L 

MIL-M-45131A 

1240 

AR 

29  Ocl 

63 

AR 

L 

MIL-M-13348  (1) 

1290 

AR 

17  Jon 

72 

AR 

L 

MII-M-45671E  (2) 

1240 

AR 

31  Jon 

74 

AR 

L 

MIL-M-45664E 

1240 

AR 

31  Jan 

74 

AR 

L 

MIL-M-4S105D 

1240 

AR 

20  Dec 

66 

AR 

l 

MII-M-45628E 

1240 

AR 

31  Jul 

72 

AR 

L 

MIL-M-46363A 

1240 

AR 

27  Jon 

64 

AR 

L 

MIL-M-60170A  (3) 
NOTICE  1 

1240 

AR 

11  Jul 

88 

AR 

L 

MIL-M-12696 

1290 

AR 

13  Moy 

53 

AR 

A-A-53583 

6525 

/MB 

29  Jul 

88 

MD 

MS 

03 

G-M-636A 

6525 

t 

12  Aug 

58 

G-M-00656C  (1) 

6525 

/DM 

17  Jon 

83 

MD 

MS 

03 

A-A-53582 

6525 

/MB 

29  Jul 

88 

MD 

MS 

03 

l 

MII-M-17185A  (1) 

5340 

SH 

27  Oct 

59 

SH 

Q  L 

MIL-M-17191D 

5340 

SH 

22  Sep 

70 

SH 

L 

Mll-M-63184 

NUORAR 

10  Ocl 

80 

AR 

Q 

MII-M-50508A 

NOTICE  1 

8140 

AR 

24  Mar 

87 

AR 

99 

Q  L 

MIL-M-17508E  (2) 

5340 

SH 

22  Feb 

77 

SH 

L 

MIL-M-24476A 

5340 

SH 

10  Feb 

77 

SH 

Ql 

MIL-M-19863C  (1) 

5340 

SH 

15  Aug 

67 

SH 

L 

Mll-M-48537 

NUORAR 

10  Apr 

87 

AR 

NOTICE  1 

L 

Mll-M-193798 

5340 

SH 

2)  Mar 

61 

SH 

Q  L 

MIL-M-21649C 

5340 

SH 

27  Apr 

83 

SH 

L 

MIL-M-45907A  (1) 

5340 

AT 

09  Mar 

87 

AT 

L 

MIL-M-14860 

1240 

AR 

13  Dec 

68 

AR 

l 

Mll-M-13368 

1290 

AR 

7  Apr 

54 

AR 

L 

MII-M-46318A 

1240 

AR 

16  Feb 

66 

AR 

L 

MIL-M-63330  (1) 

1240 

AR 

13  Feb 

85 

AR 

L 

MIL-M-13306A 

1290 

AR 

9  Jun 

61 

AR 

L 

MIL-M-70453 

1240 

AR 

01  Apr 

85 

AR 

L 

MIL-M-46312B 

1240 

AR 

15  Aug 

72 

AR 

L 

MIL-M-10323A  (4) 

1240 

AR 

30  Apr 

73 

AR 

L 

MIL-M-I3347 

1240 

AR 

26  Mar 

54 

AR 

l 

MII-M-46309B  (1) 

1240 

AR 

29  Apr 

82 

AR 

L 

MIL-M-13318B 

1240 

AR 

2. Feb 

60 

AR 

L 

MIL-M-46310A 
NOTICE  1 

1240 

AR 

16  May 

88 

AR 

L 

Mll-M-13331  (1) 

1240 

AR 

31  Dec 

54 

AR 

L 

MIL-M-46323A  (2) 

1240 

AR 

21  Sep 

72 

AR 

l 

MIL-M-12697A  (1) 

1240 

AR 

28  Nov 

86 

AR 

L 

MIL-M-46314B  (2) 
NOTICE  1 

1240 

AR 

11  Jul 

88 

AR 

L 

MII-M.12698B  (1) 
NOTICE  1 

1290 

AR 

30  Jan 

87 

AR 

L 

MIL-M-12699A 

1240 

AR 

2  Nov 

54 

AR 

L 

MIL-M-45690A  (4) 

1240 

AR 

31  Moy 

85 

AR 

L 

MIL-M-45659C  (2) 

1240 

AR 

12  Feb 

71 

AR 

478 


ALPHABETICAL  LISTING 


TITLE 

Mount,  Telescope,  M 134 . . . . . . . . . . 

Mount,  Telescope,  M134A1  . . . . . . . . . . . 

Mount,  Telescope,  M128  . . . . . . . . . . . . 

Mount,  Telescope.  M128A1  . . . . . . . . . 

Mount,  Telescope,  XM152 . . . . . . . . . . . 

Mount,  Telescope.  M149  . . . . . . . . . . . . 

Mount,  Telescope  And  Quadront,  XM172  . . . . . . . 

Mount,  Telescope,  M107  . . . . . . . . . . . 

Mount,  Telescope,  M30  . . . . . . . . . . . . . 

Mount,  Telescope.  11741796 . . . . . . . . . . 

Mount,  Telescope  &  Quadrant  XM171. . . . . . . . . . . . . 

Mount,  Tripod,  Machine  Gun,  Cal.  .50,  M3 . . . . . . . . 

Mount,  Tripod,  Machine  Gun,  M122  . . . . . . . . 

Mount,  Vibration,  Beam-type,  Classes  A-b,  Coarse  Thread  (For  Use  With  Electronic 
Equipment  In  Aircraft) 

Mount,  Vibration  (Vibration  Mounts  MM177/U,  MT-1178/U,  MT-1179/U  . 

Mount,  Vibration,  Beam-type,  Classes  A  And  B,  (For  Use  With  Electronic  Equipment 
In  Aircraft 

Mount,  Vibration,  Cup-type,  Classes  A-b  (For  Use  With  Electronic  Equipment  In 
Aircraft) 

Mount,  106MM  Recoilless  Rifle,  M79  And  M92  With  Tripod,  M27 . 

Mounter-demounter,  Pneumatic  Tire,  Stationary . . . . . 

Mounting  Adapter  Assembly,  Airport  Marker  Light  . . . . 

Mounting  Base,  Cockpit  Utility . . . . . . . . . . 

Mounting  Bases,  Flexible  Plastic  Foam  . . . . . . . . . 

Mounting  Board,  Electrocardiograph  Records . . . . . . . 

Mounting  Bracket,  Configuration,  Mating  Portion  For  5  And  10  Liter  Liquid  Oxygen 
Converters 

Mounting  Clamps  For  Aircraft  Instruments  (Chg  2-15  Oct  85) . . . . . . 

Mounting  Devices  For  Aircraft  Electric  Equipment,  Quick  Attach  Detach,  Circular,  5*. 
8-,  And  10  Inch 

Mounting  Flanges  For  Aircraft  Electric  Equipment,  Circular,  5-,  8-,  And  10-INCH  . . 

Mounting  For  Standardized  Series  Equipments......... . . . . . . 

Mounting  Group,  Azimuth  Elevation,  OA-8933(  (/GVS-5  . . . . 

Mounting  Kit  Roller,  Mine  Clearing,  Track  Width,  Tonk  Mounted  . . . . 

Mounting  Kit,  Chemical  Agent  Automatic  Alarm,  High  Profile,  ABCA-M228  . . 

Mounting  Kit,  Chemical  Agent  Automatic  Alarm,  low  Profile,  ABCA-M182 . 

Mounting  Kit:  Ml  Tank,  Cleared  lane  Marking  System  (Clams) . 

Mounting  Kit:  Ml,  Roller,  Mine  Clearing:  Track-width,  Tank  Mounted... . . . 

Mounting  MM029(  )/VRC  8.  MM898(  )/VRC . . . 

Mounting  MT-3802(  )/ARC . . . . . 

Mounting  MT-6232/G  RC-193  A  And  Mounting  MT-6233/GRC-193A . 

Mounting  MT *791  ()/u... . . . . . . . . . 

Mounting  Pad  -  Swing  Check  Valve  Element,  Fuel . . . . . . 

Mounting  Pad  And  Drive  *  Aircroft  Engine  Generator  And  Power  Take-off . 

Mounting  Pads,  Electrical-electronic  Component,  General  Specification  For.. . . . 

Mounting  Pods,  Electrical  electronic  Component,  .100  Diameter  Pin  Center. . 

Mounting  Pads,  Electrical  Electronic  Component,  .200  Or  .230  Diameter  Pin  Center., 
Mounting  Pads,  Electrical-electronic  Component,  lead  Conversion,  ,100  Diomeier  Pin 
Center  To  A  Larger  Diameter 

Mounting  Pads,  Electricol-electronic  Component,  lead  Conversion,  .200  Or  .230 
Diameter  Pin  Center  To  A  Larger  DIometer 
Mounting  Pods,  Electrical-electronic  Component,  Lead  Conversion,  .200  Or  .230 
Diameter  Pin-Center  To  A  Grid  Pattern 

Mounting  Pods,  Electrical-electronic  Component,  Reloy  And  Discrete  Component........ 

Mounting  Pods,  Electricol-electronic  Component,  Multiple  Applications  . . . . . . 

Mounting  Pods,  Electricol-electronic  Component,  .002,  .005  &  .010  Inch  Thick  . . 

Mounting. Pads,  Electrical  Electronic  Component,  Hardware  For  Mounting, . . 

Mounting  Pods,  Electricol  Electronic  Component,  lead  Conversion,  .200  Diameter  Pin 
Center 

Mounting  Pads,  Electricol  Electronic  Component,  Vertide  Type  . . . . . . . . 

Mounting  Screw,  Special  . . . . . . . . . . . . . . . 

Mounting  plenum  MT.2243(*)/ASQ*56 . . . . . . . 

Mounting-plenums  MT*2244(*)/ASQ  And  MT»3659(*)/ASQ..„ . . . . . . 

Mounting,  Canister,  Gos  Mask........... . . . . . . . . . 

Mounting,  Canister,  Gos  Mot*. . . .  ...... — - - - - 

Mounting,  Electrical  Equipment  MT-6330/ARC, . . . . . . 

Mouthpiece,  Pipetting............. . . . . . . . . . 

Mouthpiece,  Saliva  Ejector,  Dental,  Plastic,  Disposable  . . .  . 

Mouthpiece,  Solivo  Ejector,  With  Reflector  Blades,  Dento! . . . . . . 

Mouton  (For  Flight  Clothing) . . . . . . . . . . . . . 

Movement  &  Transport  Documents  Used  For  Movements  By  Ship  (Edition  3)  (Req 
Other  Then  DOD  Ref  To  US  AMC,  Attn:  AMCICP-AA-N,  5001  Eisenhower  Ave., 
Alexondrio,  Vo  22333-0001) 

Movement  Area  Floodlighting  (Edition  No.  2)  (Request  For  Issue  Other  Than  DOD 
Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash.  D.c.  20330-5058) 

Movement  Area  Floodlighting  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
HO  USAF/XOXX  (ISO)  Wash  DC  20330-5058 
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PREP 
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l 

MIL-M-46368B  (3) 

1240 

AR 

28  Mor 

74 

AR 

L 

MIL-M-50383A  (1) 

1240 

AR 

17  Aug 

84 

AR 

l 

MIL-M-46325D  (3) 

1240 

AR 

03  Sep 

68 

AR 

l 

MIL-M-50380  (2) 

1240 

AR 

26  Sep 

85 

AR 

l 

MIL-M-60565 

1140 

AR 

31  Aug 

66 

AR 

L 

MIL-M-60157C  (3) 

1240 

AR 

17  Apr 

79 

AR 

L 

Mll-M-48559  (2) 

1240 

AR 

29  Nov 

85 

AR 

L 

MII-M-45094C 

1240 

AR 

28  Feb 

62 

AR 

l 

Mll-M-45122 

1290 

AR 

24  Jun 

58 

AR 

L 

MIL-M-48575  (1) 

1240 

AR 

05  Nov 

84 

AR 

l 

MIL-M-48557  (5) 

1240 

AR 

29  Nov 

85 

AR 

MII-M-45151C  (1) 

1005 

AR 

27  Aug 

76 

AR 

MC 

99 

L 

MIL-M-45532B  (1) 

1005 

AR 

03  Mar 

83 

AR 

MS-914048 

5340 

AS 

C  Dec 

58 

AV 

AS 

99 

l 

MIL-M-12863 

5340 

ER 

1  Jul 

53 

ER 

MS-91526A 

5340 

AS 

8  Dec 

58 

AV 

AS 

99 

MS-91527B 

NOTICE  1 

5340 

AS 

31  Dec 

87 

AV 

AS 

99 

L 

MIL-M-12942F  (1) 
NOTICE  1 

1015 

AR 

14  Sep 

87 

AR 

MII-M-45083F 

4910 

Al 

01  Mor 

89 

Al 

99 

L 

MIL-M-52C07C 

6210 

ME 

22  May 

78 

ME 

MS-172468 

6230 

82 

08  Jul 

88 

AV 

AS 

99 

L 

MIL-M-81288  (1) 

5340 

AS 

15  Jul 

68 

AS 

MIL-M-36249 

6515 

DM 

31  Jul 

64 

MD 

MS 

03 

MS-903418 

1660 

AS 

17  Oct 

85 

AS 

99 

AIR-STO-10/348 

1S0F 

06 

15  Oct 

80 

L 

MS-17320F 

NOTICE  1 

6115 

AS 

31  Dee 

87 

AS 

L 

MS-18056E 

NOTICE  1 

6150 

AS 

31  Dec 

87 

AS 

L 

MIL-M-12575A  (2) 

5820 

CR 

12  Ocl 

60 

CR 

L 

Mll-M-49125 

5860 

CR 

25  May 

77 

CR 

l 

MIL-M-53008  (2) 

1095 

ME 

17  Ocl 

85 

ME 

l 

MIL-M-51393A  !2) 

6665 

EA 

22  Dec 

87 

EA 

L 

MIL-M-51394A  (2) 

6665 

EA 

22  Dec 

87 

EA 

l 

MIL-M-53078 

2590 

ME 

23  Sep 

87 

ME 

L 

MIL-M-53077 

2590 

ME 

18  Dec 

87 

ME 

l 

MIL-M-55167B 

5820 

CR 

05  Jon 

88 

CR 

L 

MIL-M-55325  (2) 

5810 

CR 

15  May 

72 

CR 

l 

MIL-M-49272 

5820 

CR 

13  Feb 

87 

CR 

MIL-M-10289B 

5805 

CR 

21  Jul 

58 

CR 

17 

MS-33535C 

2915 

82 

01  Mor 

76 

AV 

AS 

99 

l 

AND100O2 

REV-2 

2925 

AS 

24  Ocl 

49 

AS 

MIL-M-38527C  (1) 
SUPPL  1C 

5999 

85 

22  Nov 

85 

ER 

EC 

85 

MII-M-38527/1A 

5970 

85 

07  Sep 

84 

ER 

EC 

85 

MII-M-38527/2A  (2) 

5999 

85 

10  Feb 

88 

ER 

EC 

85 

MII-M-38527/3B 

5999 

85 

15  Dec 

88 

ER 

EC 

85 

Mlt-M-38527/48 

5999 

85 

15  Dec 

88 

ER 

EC 

85 

MII-M-38527/5C 

5999 

85 

15  Dec 

88 

ER 

EC 

85 

MII-M-38527/6B 

5970 

85 

15  Dec 

88 

ER 

EC 

85 

MII-M-38527/7A  (1) 

5970 

85 

22  Nov 

85 

ER 

EC 

85 

MIL-M-38527/8B 

5970 

85 

10  Mor 

89 

ER 

EC 

85 

MH-M-38527/9A 

5999 

85 

07  Sep 

84 

ER 

EC 

85 

MII-M-38527/10A 

5999 

85 

07  Sep 

84 

ER 

EC 

85 

MlL-M-33527/11 

5999 

85 

14  Jun 

85 

ER 

EC 

85 

l 

MS-3361 

6615 

AS 

10  Jon 

69 

AS 

L 

Mll-M-22673  (2) 

5340 

AS 

15  Feb 

68 

AS 

l 

MII-M-22674A 

5340 

AS 

15  Aug 

66 

AS 

MIL-M-10156A  (1) 

4240 

EA 

6  Aug 

54 

EA 

YD 

l 

MII-M-0010156B  (1) 

4240 

EA 

17  Dec 

81 

EA 

l 

Mll-M-85677 

5821 

AS 

07  Jul 

87 

A-A-53455 

6640 

MS 

12  Apr 

88 

MD 

MS 

03 

MIL-M-36231E 

6520 

MB 

25  Ocl 

85 

MD 

MS 

03 

Mll-M-36221 

6520 

/MB 

12  Jun 

64 

MD 

MS 

03 

Mll-M-56318 

8330 

82 

15  Jun 

67 

AS 

99 

NAT-STD-2166  (3) 

OIST  STMT  C 

ISDA 

Al 

25  Jun 

84 

NAT-STD-3892  (2) 

NAT 

ISOF 

06 

20  Feb 

89 

AIR-STO-65/18A 

ISDF 

06 

14  Aug 

87 

479 


ALPHABETICAL  LISTING 


tine 

Movement  Assemblies,  To  Anri  Tb,  for  M75  Ak  5urfoc#  To  5uHoc#  Plug  . 

Movement  Control  (Rel  To  Other  Than  DOD  Act  #eq  Pr  A ppr  Of  CNM,  MAT 
09831) 

Movement,  0AM  Assembly  ... . . . . . . 

Movement,  Handling  And  In  Tram  If  Storage?  Of  Cargo  Requiring  Temperature 
Controlled  Condition! 

Movements  Principles,  Policies,  And  Duties  (Edition  No,  2)  (ABCA-165) ... . , . 

Mow*r,  lown,  flail  Type,  Towed  And  Tractor  Mounting . . . 

Mower,  Lawn,  Goialin*  Powered  (Rotory  Ftot-knife,  24  Through  60  Inches,  Gasoline 
Engine  Driven 

Mower,  lawn,  Hand,, . . . . . . . . . . . 

Mower,  Lawn,  Powe»  (Heavy  Duty,  Institutional,  Rotary,  21  Inch,  Go*oline  Engine 
Driven) 

Mower,  Lawn,  Power  (Rotating  Reel,  Gasoline  Engine  Driven)  . . 

Mower,  Lawn,  Reel,  Hand  Propelled . . . . . . 

Mower,  lawn,  Rotary,  Walk  Behind  (Set!  Propelled)  . . . . . 

Mower,  town,  Rotary,  Wolk  Behind  {Setf  p'-opelled  With  Blade  Stop)  ..... . 

Mower,  lawn,  Rotary,  Walk  Behind  (Hand  Propelled) . . . 

Mower,  Lawn,  Rotory,  Walk  Behind  (Hand  Propelled  With  Blade  Stop)  . . . 

Mower,  Lown,  Tractor  Propelled,  Gang*type  . . . . . . . . 

Mower,  Rotory  Riding  (5  HP,  3  Speed,  Electric  Start) . . . . 

Mower,  Rotary  Riding  (5  Hp,  3  Speed,  Recoil  Start).., . . . 

Mower,  Rotory  Riding  (6  Hp,  3  Speed,  Electric  Start), . . 

Mower,  Rotary  Riding  (6  Hp,  3  Speed,  Recoil  Start) . . . . . .„ . . 

Mower,  Rotary  Riding  (11  HP,  3  Speed,  Electric  Start).. . . . . . . 

Mower,  Rotary  Riding  (7  Hp,  3  Speed,  Electric  Stort).., . . . 

Mower,  Rotary  Riding  (7  Hp,  3  Speed,  Recoil  Stort).. . . . . . 

Mower,  Rolary  Riding  (8  HP,  3  Speed,  Recoil  Start).,... . . . . . 

Mower,  Rotary  Riding  (8  HP,  3  Speed,  Electric  Stort) . . . . . . 

Mower,  Rotary  Riding  (10  Hp,  3  Speed,  Electric  Stort) . . . 

Mower,  Rotary  Riding  (10  Hp,  3  Speed.  Recoil  Start  . . . . . . 

Muffler,  Exhoutt,  Internal  Combustion  Engine,  General  Purpose....... . . 

Multi  And  Sectional  View  Drawings  -  1975  . . . . . . . . . 

Multi-modol  Documentation  Of  Corgo . . . . . . . . . 

Multi-strike  Typewriter  Ribbons  . . . . . . . . . 

Multilingual  Pha*.e  Book  For  Use  By  The  No?o  Medical  Services  (Edition  No,  3)  Req 
Other  Thon  DOD  Ref  To  USATMC,  Af»ft:  Amclcp-oo-n,  5001  Elsenhower  Ave, 
Alexandria.  Va  22333-00001) 

Multimeter  . . . . . 

Multimeter,  Buttery  Testing,  0  To  35  Amp,  0  To  10  Volt . . . . . 

Multimeter,  Clomp-ON . . . . . . 

Multiple  Launch  Rocket  Syitem  (MLRS)  XM993,  Processing  For  Storage  &  Shipment 
Of 

Multiplex  Application  Handbook  . . . . . . . . . 

Multiplex  Section,  Topographic  Mapping  Set.  Truck  Mounted,  Pockaging  Of . 

Multiplexer  TD-202(  )/U . : . . . . 

Multiplexer  TD*754(  (/g . . . 

Multiplexer  TD-660(  (/g . . . . . 

Multiplexer*  Combiner  TD-1234  (  )/TTC . . . . . . 

Muttiplexer,  Asynchronous  Digital  Combiner  TD*976(  (/g.  Restorer,  Pulse  Form 
TD-982)  (/g  And  Ancillary  Items 

Multiplexer,  Pulse  Code  Modulation . . . 

Multiplexer,  TD  1233(  )/TTC  . 

Multiplexor,  TD-!235()/TTC . 

Multiplexer,  TD-1236/G . 

Multiplexer,  TD-I237{  Kg  . . . 

Multiplexer,  Time  Division  Digital  TD*1069(  {/g . . . 

Multiplier,  Electrical  Instrument  TS-265/UP . . . . . 

Multiplier,  High  Voltoge,  Direct  Current . . . . . 

Multivitamin  And  Sodium  Fluoride  SOLUTION  . . . . . 

Multivitamin  Solution  For  injection.... . . . . . . . . . . 

MultMtomin  Tablets . . . . . . . . . . . . . 

Mumps  VIrius  Vaccine,  Live,  Utp  . . . . . 

Munition  For  Mine,  Anti*personnelt  MB6  Transfer  Leod  Assembly  . . . . . 

Munition  For  Projectile  155MM,  M692/M73!  Delay  Detonator  For  .... . . . . 

Munition  For  Projectile,  155MM,  M692/M731  Lead  Cup  Assembly  For...., . 

Munition  For  Projectile,  155MM,  M692/M731  Detonating  Cord  Assembly  For . . 

Munition  For  Projectile,  155MM,  He,  M69?'M731,  Loading  And  Assembling  Of  ...... 

Munitions  Production  Bose  Modernisation  Of  Facilities,  Configuration  Mcmagmenl 
Of 


OOCUMINT 


NUMIER 

tiC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-M-4S874 

NUORAR 

10  Apr 

17 

AR 

NOTICE  1 

Q-8TD-660 

ISOA 

AM 

01  F«b 

14 

L 

MIL-M-5C768A  (3) 
NOTICE  1 

1390 

Alt 

10  J<4 

17 

AR 

AIR.STD-44/49A 

I8DF 

06 

12  Dm 

13 

Q-STD-165  (1) 

ISDA 

AM 

16  Mor 

7R 

MIL-M-23421D 

3730 

84 

29  Jun 

84 

ME 

YD 

99 

OO-M-1689 

3750 

•ME 

10  Jon 

73 

ME 

YD 

99 

OOM671D 

3750 

t 

03  Aug 

77 

00-M-1243A  (1) 

3730 

t 

20  Aug 

75 

OO-M-1688 

3750 

•ME 

03  No* 

72 

ME 

YD 

99 

AA-622 

3730 

t 

23  5»p 

79 

A-A-745 

3730 

1 

20  Aug 

80 

AA-740 

3730 

t 

20  Aug 

80 

A-A-741 

3730 

t 

20  Aug 

80 

A-A-744 

3730 

t 

20  Aug 

80 

MU..M-626F  (1) 

3750 

YD 

13  Up 

83 

YD 

99 

A-AS33 

3730 

J 

11  Jun 

80 

AA-83S 

3750 

t 

05  Jun 

80 

A'A-836 

3750 

t 

03  Jun 

80 

A-A-837 

3730 

t 

05  Jun 

80 

A-A-U48 

3730 

1 

03  Jun 

80 

A  A-838 

3730 

t 

03  Jun 

80 

A-A-839 

3730 

t 

05  Jun 

80 

A-A-1449 

3730 

t 

1!  Jun 

80 

A-A-1450 

3750 

05  Jun 

80 

A 'A  <840 

3750 

: 

03  Jun 

80 

AA-841 

3750 

t 

05  Jun 

80 

t 

MII-M-32590A 

2990 

ME 

11  Jon 

82 

ME 

ANSI  Y14.3-75 

DRPR 

AR 

23  Aug 

88 

AR 

AS 

16 

NOTICE  2 
AIR-STD-44/37 

ISDF 

06 

12  Dm 

85 

ADV  PUB  44/37 
A-A-979A 

7310 

1 

18  Jun 

86 

NAT-STD-2131  (3) 

ISDA 

AM 

31  Aug 

88 

O  L 

MII-M-38706A 

6625 

82 

15  Nov 

84 

99 

l 

Mll-M-52793 

6425 

CD 

21  M*.. 

74 

CP 

O  L 

MII-M-9983A 

6625 

82 

13  Sep 

67 

99 

MU  M-62338  (3) 

PACK 

AT 

03  Apr 

87 

AT 

99 

MIIHOBK  1353A 

MCCR11 

01  Nov 

88 

AV 

AS 

11 

NOTICE  1 

L 

MIL-M-52677A 

6673 

ME 

18  Mar 

76 

ME 

L 

MUM-49258 

NOTICE  1 

5805 

CR 

11  Mor 

88 

CR 

L 

MIL-M-35649A 

NOTICE  1 

5805 

CR 

06  Jun 

86 

CR 

L 

MU-M-53630B  (1) 
NOTICE  1 

5805 

CR 

11  Mor 

88 

CR 

L 

MII-M-49239A 

5805 

CR 

30  Oct 

86 

CR 

L 

Mll-M-49103 

NOTICE  1 

5805 

CR 

03  Moy 

88 

CR 

L 

MU-M-83139 

NOTICE  1 

3821 

AS 

19  Jun 

87 

AS 

L 

MU-M-4923BA 

5805 

CR 

30  Oct 

86 

CR 

L 

MIL-M-49240A 

5820 

CR 

21  Apr 

87 

CR 

L 

MII-M-49241A 

3805 

CR 

15  Jun 

87 

CR 

L 

MII-M-49242A  (1) 

3803 

CR 

06  Nov 

88 

CR 

L 

MUM-49143 

NOTICE  1 

5805 

CR 

03  Moy 

88 

CR 

L 

MIL-M-14274A 

6623 

CR 

06  Jun 

86 

CR 

NOTICE  1 
MII-M-55520A 

5853 

CR 

19  Jon 

77 

CR 

EC 

99 

L 

MIL-M-37B30 

6503 

DM 

04  Apr 

78 

DM 

A-A-00S1719 

6305 

MB 

24  Nov 

86 

MD 

MS 

03 

A-A-0053041A 

6505 

MB 

25  Jon 

88 

MD 

MS 

03 

MIL-M-37255A 

6505 

DM 

15  Apr 

76 

MD 

MS 

03 

L 

MIL-M-70777 

1345 

AR 

10  Jul 

88 

AR 

L 

MU-M-48183A  (1) 
NOTICE  1 

1373 

AR 

22  Nov 

88 

AR 

L 

MII-M-48I84A 

1343 

AR 

04  Nov 

77 

AR 

L 

MU-M-48183A  (4) 
NOTICE  1 

1375 

AR 

16  Dec 

88 

AR 

t 

MII-M-4V1MA  (8) 

1320 

AR 

09  Jul 

88 

AR 

t 

MU-STO-14A3A 

CMANAR 

04  Aug 

87 

NOTICE  1 


400 


ALPHABETICAL  LISTING 


TITLE 


Mustard,  H  (Levinstein  Process)  . . . . . . . . . . . . 

Mustard,  Prepared . . . . . . . . . 

Mustard,  Prepared . . . . . 

Mutual  Acceptance  Of  Governmenl  Quolity  (Ed  5)  Requests  For  Issue  Other  Than 
Dod  Must  Besent  Viai  U.s.  Army  Security  Affairs  Offke.attn:  Amiac-mp/s, 

5001  EISENHOWER  Ave.,  Alexandria,  Vo  22333-0001 

Mutual  Acceptance  Of  Qualifications  Approvals  For  Electronic  Parts  (Edition  3) . 

Muzzle  Boresight  Device  11785384  (M105MM  Gun  Tube)  . . . 

Muzzle,  Dog,  Leather . . . . . . . . . . . . 

M134  Machine  Gun  High  Rate  7.62MM,  Minigun,  (GAU-2B/A) ... . . . 

N  Butyl  Mercaptan,  Technical  (Metric)... . . . . . . . . 

NATO  Above  Water  Warfare  Manual  (Edition  No.  6)  . . . . 

NATO  Automatic  And  Semi-automatic  Interfaces  Between  The  National  Switched 
Telecommunications  Systems  Of  The  Combat  Zone  And  8etween  These  Systems 
And  The  NATO  Integrated  Communications  System  (NIC)  •  Period  From  1979  To 
The  1990S  (Ed.  3) 

NATO  Codes  For  Grades  Of  Military  Personnel/code  Otan  Des  Grades  Du 
Personnel  Militaire  (Edition  4)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attm 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria  Va  22333-0001) 

NATO  Common  Rescue  Seat  (Edition  No.  2 . . . . . 

NATO  Crusher  Gauge  (Edition  2  )  . . . . . . . . . 

NATO  Electronic  Parts  Recommendations  (AETP-2)  And  NATO  Electronic  Technical 
Recommendations  (AETP-3) 

NATO  Fishing  Permit  (Edition  2) . . . . . . . 

NATO  Glossory  Of  Engineer  Terms  &  Definitions  (Edition  No.  1)  (Request  For  Issue 
Other  Than  DOD  Must  Be  Sent  Via  U.s.  Army  Security  Affairs  Office,  Attn 
AMSAC-MP/S,  5001  Eisenhower  Ave.,  Alex.,  Va  22333-0001) 

NATO  Glossary  Of  Displays  &  Associated  Equipment  Terms  &  Definitions  (Ed.  No. 
1)  (Req  From  Other  Than  OOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ 
USAFZXOXX(ISO)  Wash.,  D.c.  20330-5058 
NATO  Glossary  Of  Terms  And  Definitions  (English  8.  French)  -  AAP-6  (Edition  No. 
4)  (  Req  For  Issue  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  D.c. 

20330-5058 

NATO  Guide  To  Variances  In  Drawing  Practice  Volume  1  (Edition  No.  2 . 

NATO  Guideline  For  Specification  Of  Technical  Publication  . . . . . . 

NATO  Handbook  On  The  Medical  Aspects  Of  NBC  Defensive  Operations 
(AmedP-6)  (Edition  No.  2) 

NATO  Maritime  Equipment  Capabilities  &  Data  (Edition  No.  2) . 

NATO  Message  Text  Formatting  System  (Formets)  ADATP-3  (Ed.  3) . 

NATO  Metrication  Policy  (Edition  No.  1 . . . . 

NATO  Metrication  Policy  (Edition  No.  1) . . . . . 

NATO  Mine  Delivery  Systems  -  AMP-3  (A)  Volume  11  (Edition  No.  2)  . 

NATO  Multi  Channel  Tactical  Digital  Gateway  •  Signalling  Standards  (Edition  No. 

1)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  WASH, 

D.c.  20360) 

NATO  Qualifications  For  Helicopter  Controllers  At  Sea  ■  Edition  No.  6  (Rel  To 
Other  Than  DOD  Req  Approval  Of  CNO  *  OP-731,  Wash  D.c.  20350-2000) 
NATO  Quolity  Assessment  Recommendation  For  Electronic/elcctrical  Parts  (Volume 
Info) 

NATO  Reference  Model  For  Open  Systems  Interconnection  •  Overview  (Edition  No. 

D 

NATO  Requirements  For  An  Industrial  Quolity  Control  System  (Edition  No.  3) . 

NATO  Requirements  For  Reliability  &  Maintainability . . . 

NATO  Software  Quolity  Control  System  Requirements  (Edition  No.  1) . 

NATO  Standard  Dota  Elements,  Data  Items  And  Codes  (Edition  No.  1 )..... . . . 

NATO  Standord  Engine  Laboratory  Test  For  Diesel  And  Gasoline  Engines  And  Gas 
Turbine  Engines  (Edition  1) 

NATO  Standards  Of  Proficiency  For  NBC  Defence  (Edition  No  3) . 

NATO  Tactticcl  Air  Doctrine  *  ATP-33(B)  Ed.  4  (Req  For  Issue  Other  Than  DOD 
Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  Dc  20330-505 

NBC  Defence  Of  Merchant  Ships  -  AEP-3  (Navy)  (Edition  3) . 

NBC  Defense  Evaluation  Of  Air  Bases . . . . . . . . 

NBC  Protective  Mask  &  Filter  Canister  Screw  Threads. . . . . 

N-butyl  Alcohol  (Butanol •  25  Jan  85 . . . . . . . 

N-phenylmorpholine  . . . . . . . . . . . . . 

N,  N-  Dicydohexylcarbodimide,  Technical . . . . . . . 

N,n,&diisopropyfcarbodiimide . . . . . . 

NuJu'oS  Table's  . . . .  . ....... 

Nafcillin  Sodium  For  Injection,  USP . . . . . . . . 

Nail  (Box,  Bright)..................... . . . . . . . . . . . 

Nail  (Box,  Cement  Cooted)  . . . . . . 

Nail  (Brad,  Fine)  . . . . . . . . . 

Noil  (Casing) . . . . . . . . . . . . . . . . . . 

Nail  (Common) . . . . . . . . . . . . . . . . . 

Noil  (Roofiig  Composition) . . . . . . . . . . . . . . 

Nail  Set . . . . . . . . . . . . . 

Natl,  Boat....... . . . . . . . . . . . . . . 

Nail,  Bone,  Schneider,  Double  Point.............. . . . . . . 

Noil,  Box  . . . . . . . . . . . . 

Nail,  Brad  Type  (Brads,  Noils,  Casing,  Noils,  Finishing)...., . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-M-12054A 

1365 

EA 

19  Nov 

52 

EA 

OS 

EE-M-821H  (2) 

8950 

/GL 

21  Nov 

77 

Gl 

SA 

50 

A-A-20036A 

8950 

GL 

08  Feb 

88 

GL 

SA 

50 

NAT-STD-4107  (1) 

1SDA 

AM 

01  Apr 

87 

NAT.STD-4093  (2) 

ISDN 

NM 

22  Dee 

82 

M1L-M.70542 

1240 

AR 

25  Feb 

85 

AR 

MIL-M-1S19D 

3770 

GL 

26  Sep 

86 

GL 

99 

Q-STD-404  (1) 

1SDA 

AM 

09  Jun 

76 

DOD-N-51470 

6810 

EA 

02  Mar 

87 

EA 

NOTICE  1 

NAT-STD-1167 

ISDN 

NM 

19  Apr 

84 

NAT-STD-5040 

ISDA 

AM 

23  Ocl 

85 

NAT.STD.2116  (6) 

DIST  STMT  C 

ISDA 

Al 

07  Dec 

88 

NAT-STD-1297 

ISDN 

SH 

08  Aug 

86 

NAT-STD.41I3 

ISDN 

NM 

20  Aug 

76 

NAT-STD-4120 

ISDA 

AM 

15  Mar 

76 

NAT-STD-1080 

ISDN 

NM 

18  May 

79 

NAT-STD-2991  (1) 

ISDA 

AM 

12  Mor 

87 

NAT-STD-3871  (1) 

ISDF  06 

11  Feb 

88 

NAT-STD-3680  (1) 

ISDF  06 

09  Sep 

77 

ASTANP-2 

ISDD 

AR 

01  Mor 

82 

AR 

AQAP-11 

ISDD 

NM 

01  Jon 

79 

NAT-STD-2500 

ISDA 

AM 

10  Sep 

82 

NAT-STD-1311 

ISDN 

SH 

22  Jon 

86 

NAT.STD-5500  (1) 

ISDA 

AM 

29  Jul 

86 

AM 

NAT-STD-4183 

ISDA 

AM 

05  May 

83 

NAT-STD-4183  (1) 

ISDF 

06 

29  Mor 

84 

NAT-STD-1257  (1) 

ISDN 

NM 

11  Nov 

86 

NAT-STD-4208  (2) 

ISDA 

AM 

10  Dec 

85 

NAT-STD-1154 

ISDN 

SH 

27  Jan 

89 

ASTANP-5 

ISDD 

AR 

01  Apr 

86 

AR 

NAT-STD-4250 

ISDA 

AM 

29  Apr 

86 

AQAP-1  (1) 

ISDD 

NM 

01  May 

85 

ARMP-1 

ISDD 

NM 

01  Dec 

84 

AQAP-13 

ISDD 

AM 

01  Aug 

81 

NAT.STD-5550  (2) 

ISDF 

06 

17  Jan 

83 

NAT-STD-4195 

ISDA 

AM 

14  Nov 

85 

NAT-STD-2150 

ISDA 

AM 

26  Feb 

86 

NAT-STD-3700 

ISDF 

06 

01  Aug 

88 

NAT-STD-1133 

ISDN 

NM 

04  Dec 

85 

AIR-STD-84/9 

ISDF 

06 

18  Oct 

85 

NAT-STD-4155 

ISDA 

AM 

16  Jun 

81 

ASTM  D304-85 

6810 

EA 

25  Jan 

88 

EA 

68 

MIL-N-47061 

6810 

OS 

10  May 

74 

OS 

M1L-N-51106A 

6810 

EA 

31  Aug 

88 

EA 

NOTICE  1 

MIL-N.5I16IA 

6810 

EA 

17  A)oy 

78 

EA 

A.A-51100 

6505 

/MB 

26  Nov 

85 

MD  MS 

03 

A-A-51384A 

6505 

/MB 

25  Sep 

86 

md  MS 

03 

A-A-1962 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

A-A-1963 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

A-A-1960 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

A-A-1959 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

A-A-1958 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

A-A-1961 

5315 

♦IS 

17  Mar 

83 

AR 

YD 

99 

GGG-N-71C 

5120 

•GL 

23  Jul 

76 

GL 

SH 

99 

MS-90709 

5315 

AR 

18  Dec 

62 

AR 

YD 

99 

A-A-51475 

6515 

MB 

11  Jun 

86 

MD 

MS 

03 

MS-51549 

5315 

AR 

28  Oct 

86 

AR 

YD 

99 

MS-90710A 

5315 

AR 

12  Feb 

86 

AR 

YD 

99 

481 


ALPHABETICAL  LISTING 


TITLE 


Nail,  Bradi,  Staples  &  Spikes,  Wire,  Cut  &  Wrought  . . . . . . . 

NO,  Clout,  Cut . . . . . . . . . . . 

•  'nil,  Common,  Cut . . . . . . . 

Nail,  Common,  Wire  . . . . . . . . . . 

Nail,  Composition  Rooting . . . . . . . . . . . 

Noil,  Concrete . . . . . . . . . 

Nail,  Cooler . . . . . . . . . . . . . 

Nail,  Corker . . . . . . . . . . . . . . . . 

Noll,  Double-headed . . . . . 

Noil,  Fine . . . . . . . . . . . . . . 

Nail,  Foundry . . . . . . . . . 

Nail,  Pallet . . . . . . . 

Nail,  Ringed  (Fetter  Ring)  . . . . . . . . . . . . . . . 

Nail,  Sinker  . . . . . . . . . . . . . 

Nail,  Underlayment . . . . . . . . . 

Nailer,  Manual,  Portable  . . . . . . . . . . . 

Noiler,  Pneumatic,  Adjustable  Speed  . . . . 

Nailer,  Pneumatic,  Heavy  Duty . . . . . . . . . . . 

Nailer,  Pneumatic,  Portable . . . . . . . . . . 

Nalls  For  The  Application  Of  Gypsum  Wallboard  -  30  Dec  83  . . . . 

Nails,  For  The  Application  For  Gypsum  Wallboard,  Standard  Specification  For  •  31 
Aug  84 

Nails,  Solid  Cross  Section  Intramedullary  •  30  Jun  1978  . . . . 

Nalidixic  Acid  Tablets,  Nf  . . . . . . . . 

Nalidixic  Acid  Tablets,  USP . . . . . . . . . 

Noloxone  Hydrochloride  Injection,  U.s.p . . . . . . . . . 

Naloxone  Hydrochloride  Injection,  USP . . . . . . . . . 

Nameplate,  Ordalt  Plates  &  Information  Plates  . . . . 

Nophazoline  Hydrochloride  And  Antaxoline  Pnosphote  Ophthalmic  Solution . 

Naphazoline  Hydrochloride  And  Anlozoline  Phosphate  Ophthalmic  Solution . . . 

Nophazoline  Hydrochloride  And  Phenircmine  Moleate  Ophthalmic  Solution . . 

Naphtha,  Aliphatic.., . . . . . . . . . 

Naphtho,  Aromatic . . . . . . . . . . . 

Naphthalene,  Technical.............. . . . . . . . 

Naphthalene,  Technical . . . . . . . . . 

Naphthenic  Acid,  Technico'  (Metric) . . . . . . . 

Napkin,  Table,  Paper . . . . . . . . . . . 

Napkin,  Table,  Paper . . . . . . 

N'csa  Ports  Application  Handbook,  General  Introduction,  Capacitors,  Resistors, 
Thermistors,  Volume  1  Thru  5 

Naso  Standard  (EEE)  Ports  List . . . . . . . . . 

National  Distinguishing  Letters  For  Use  By  NATO  Forces  (Edition  5)  (Req  Other 
Than  DOD  Re?  To  US  AMC  Attn:  AMClCP-A-A-N  5001  Eisenhower  Ave., 
Alexandria,  Va  22333-0001) 

National  Electrical  Code  •  1984..... . . . . . 

National  Electrical  Code  1987  -  21  Mo y  86.. . . . . . . 

Nato  Air  Transport  Request  B«  Answer  To  Air  Transport  Request  (Norat  &  Tronsor) 
(Ed  5)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (fso)  Wosh, 
Dc  20330-5058) 

Nato  Basic  Inspection  Requirements  For  Industry  (Edition  No.  2)  . . . . 

Noto  Calibration  System  Requirements  For  Industry  (Edition  No.  2) . . . 

Nato  Combined  Military  Police  (Edition  No.  3)  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  8y  Hq  Dorcom  (Drcird) 

Nato  Glossary  Of  Electromagnetic  Terms  And  Definitions  (Edition  1) . 

Nato  Guide  To  The  Preparation  Of  Specifications  For  The  Procurement  Of  Defence 
Material 

Nato  Inspection  System  Requirements  For  Industry  (Edition  No.  2) . . 

Nato  Materiel  Configuration  Management  Policy  (Edition  1)  (Rel  To  Other  Than 
DOD  Act  Req  Pr  Appr  Of  CNM,  Mat  09B21,  Wosh  D.c.  20360) 

Nato  Multi  Channel  Tacticol  Digital  Gotewoy  •  Standards  For  Anologue  To  Digital 
Conversion  Of  Speech  Signals  (Edition  No.  1)  (Rel  To  Other  Than  DOD  Act  Req 
Pri  Appr  Of  CNM,  NAT  09B21,  WASH,  D.c.  20360 
Nato  Novol  Data  Hondling  Equipments,  Interim  Standord  Specifications  For 
Input/output  Interfaces  In 

Nato  Oceonogrophic  Data  Exchange  Formot  (Nodef  1)  (Edition  No.  1)  Req  To 
Other  Than  Dod  Ref  To  CNO-08-731  Washdc.  20350*2000 

Noto  Requirements  For  A  Government  Quolity  Assurance  Programs . . . 

Noto  Standard  Conversion  Tobies  For  Metric,  American  And  BritUh  Units  Of 
Measurement,  AAP-9  (Edition  -2  W/amds  1  Thru  4) 

Nato  Standardization  Agreements  &  Allied  Publications  . . . . . . 

Nato  Symbol  Of  I  'erchongeability . . . . . . . . 


Nato  Toble  Of  Militaryequivalents  (Edition  5)  Request  For  Issue  Other  Than  DOD 
Must  Be  Sent  Via:  U.  S.  Army  Security  Af foUi  Office,  Attn:  AMSAC-MC/S,  5001 
EISENHOWER  Ave,  Alexandria,  VA  22333-0001 
Noto  Travel  Ordere(editlon  No.  4)  Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird) 

Naval  Boiler  Tubes  Specification  And  Sizes . . . . 
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FF-N.105B  (3) 

INI  AMD  (4) 
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74 
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MS-90711A 
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85 
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76 
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NAT-STD-4209  (2) 
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85 

NAT-STD-4146  (2) 
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06 
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77 
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NM 
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NOTICE  1 
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SH 
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ALPHABETICAL  LISTING 


TITLE 


Navol  Control  Of  Shipping  -  Information  On  Ports,  Authorites  &  NCS  Publications  • 
AAP-8  (Ed  5) 

Navigable  Inland  Water  Ways  (Ed.  4)  Req  For  Other  Dod  Act  Refer  To  Hq 
Usaf/xoxx-ho  Wash,  Dc  20330-5058 

Navigation  Display  Set,  AN/ASN*124... . . . . . . . . 

Navigation  Equipment,  Airborne  Request  For  ISSUE  Other  Thon  Dod  Must  Be  Sent 
Via:  Asd/enes,  Wright  Afb  Oh  45433-6503 

Navigation  Set,  Position  Fixing,  Loran  AN/PSN-6{  (  And  )uni»s  Of (. . . 

Navigation  Set,  Tactical  AN/ASN-123  . . . 

Navigation  Set,  Land  Vehicular,  Position  Obtained  By  Dead  Reckoning,  Packaging 
Of 

Navigation  Set,  Inertial  AN/ASN-92(V)  . . . . . 

Navigation  Set,  Loran  AN/ARN-85(V)  . . . . . . . . 

Navigation  Set,  Tacan  AN/DRN03.... . . . . . . . . . . 

Navigation  Set,  Inertial  AN/ASN-139 . . . . . . 

Navigation  Set,  Radar  AN/APN-153(V)  . . . . . . 

Navigation  Set,  Inertial  AN/ASN-130A,  Aircraft . . . . . 

Navigation  Set,  Radar  AN/APN*182(V)  . . . . . . . . 

Navigation  Set,  Inertiol,  AN/ASN-84  {  (  . . . . . . . . . . . . . 

Navigation, display  Multicolor  Microchart/map  Transparencies . 

Navigational  &  Communication  Capabilities  For  Helicopters  In  Multinc.tonal  Lond 
Operations  (Edition  5)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn, 
AMCICP-AA-N,  5001  Eisenhower  Avu.,  Alexandria,  Va  22333-0001) 

Navigational  Set,  Doppler  AN/ASN-128(  (  )XE-2(  . . . 

Navigational  Set,  Omega  AN/ARN-99(V)  1 . . . . . . 

Navigational  Set,  Tacan  AN/ARN-52  (V) . . . . . . . . 

Navigationol  Set,  Tacan  AN/ARN-84  (V)  . . . . . . 

Navigational  Set,  Tacan,  AN/ARN-103  (V)  Installation  And  Acceptance  Testing  Of.. 

Navigationol  Set,  Omega  AN/ARN»99(V) . . . . . . . . 

Navigationol  Set,  AN/URN-25,  TACAN  . . . . . . . . . 

Navigationol  Set,  Tocon  AN/ARNO05  . . . . 

Navigational  Set,  Doppler  AN/A$N*137  (  ) . . . . . 

Navigator,  Plotting  Instrument  Set  And  Plotting  Instruments..... . 

Navy  Type  System  Cleaner  . . . . . . . . . 

Neats  Foot  Oil . . . . . . . . . . . 

Nebula  Instruction  Set  Architecture  . . . . . . . . 

Nebulizer,  Medicinal . . . . . . . . . 

Nebulizer,  Medicinal . . . . . . . . . . . 

Nebulizer,  Medicinal,  Plastic.......... . . . . . . . 

Neck  Tab,  Women  S  Shirt...... . . . . . 

Neck  Tab,  Women's  Shirts............ . . . . . . . . . . 

Neck,  Filler,  Radiator,  (7  Pst). . . . . . . . 

Neck,  Filler,  Radiator,  (4PSI) . . . . . . . . . . 

Neckerchief  (Acetate  Black) . . . . . 

Neckerchief,  Mon  S,  Colton,  Knitted . 

Necklace,  Personnel,  Identification  Tog . . . 

Necktab,  Women  Shirt . . . . . . . . . . 

Necktie . . . . . . . . . . . . . . . 

Necktie  (Stripe) . . . . . . . . . 

Necktie,  Woman  S  (CG) . . . . . . . . . . . 

Necktie,  Woman  S  (Bow,  Black)  . . . . . . . . . . 

Necktie,  Womans.  Polyester/wool . . . . . . . 

Necktie,  Women  S,  General  Officer  . . . . . . . . . . . . 

Neckties,  Men  S,  Four  In  Hand . . . . . . . . . . . . . . . . 

Nectars,  Fruit,  Conned  (Apricot,  Pear,  &  Peoch . . . . 

Needle,  Biopsy,  Kidney,  Menghini,_6  1/8  Inch..... . . . . . . . . . 

Needle,  Biopsy,  Disposable  . . . . . . . . . . 

Needle,  Coble  Locing  . . . . . . . . . . . . . 

Needle,  Etching,  Hand  . . . . . . . . . 

Needle,  Except- Surgical,  Hand, . . . . . . . . . . . . 

Needle,  Hypodermic,  Spinal  Puncture......... . . . . . 

Needle,  Hypodermic,  (  Blood  Collecting,  Multile  Sample  . . . 

Needle,  Hypodermic,  Blood  Collecting  . . . . . . . 

Needle,  Hypodermic,  Blood  Collerting,  Petroff , . . . . . . . . 

Needle,  Hypodermic,  Disposable  . . . . . . . . . 

Needle,  Hypodermic,  Blood  Collecting,  Oouble  Pointed,  Disposable,  20  Gcge,  1  102 
Inch 

Needle,  Hypodermic,  Tonsil . . . . . . . . . . . 

Needle,  Hypodermic,  For  Luer  Syringes . . . . . . . . . 

Needle,  Hypodermic,  Malleable,  Lemmon,  Spinal  Puncture . . . . . 

Needle,  Hypodermic,  Disposable  30  Gage  By  1/2  Inch  (1.3  Cm)  . . . 

Needle,  Hypodermic,  Blood  Collecting,  Double  Pointed,  20  Gage,  125 ...................... 
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NOTICE  1 

5841 

CR 

31  Mor 

86 

CR 

l 

MIL-N-81675A 

5826 

AS 

09  Nov 

76 

AS 

L 

MIL-N-22239C  (1) 
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CR 
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CR 
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ALPHABETICAL  LISTING 


TITLE 


Needle,  Hypodermic,  Spinal  Anesthesia,  Disposable.... . . . . . 

Needle,  Hypodermic,  Cartridge  Type,  Disposable . . . . . . . . . 

Needle,  Satlmaker  S...... . . . . . . . . . . . . . . . . 

Needle,  Suture,  (Eyed) . . . . . 

Needle,  Suture,  Veterinary,  Surgeons. . . . . . . . . . . . 

Neisseria  Enrichment  Media,  Dehydrated . . . . . . . . . . . 

Neomycin  Sulfate,  Grmicidin,  And  Polymyxin  B  Sulfote  Cream  . . 

Neomycin  Sulfate,  Hydrocortisone,  And  Polymyxin  B  Sulfote  Solution,  Otic  . . 

Neomycin  Sulfote,  USP  . . . . . . 

Neomycin  Sulfate,  Hydrocortisone,  And  Polymyxin  B  Sulfate  Suspension,  Otic . 

Neomycin  Sulfate,  Gramicidin,  And  Polymyxin  B  Sulfate  Ophthalmic  Solution . . 

Neomycin  Sulfate,  Hydrocortisone,  And  Polymxln  B  Sulfate  Opthalmic  Suspension .... 

Nephelometer,  Integrating  . . . . . . . . . . 

Nerve  Agent  Antidote  Injection  Device  (CH- 1  •  31  Jo!  81)  . . . . . 

Net,  Cargo  Tiedown,  Aircraft  Platform,  Assembly  . . . . . . 

Net,  Cargo  Tiedown,  Pallets,  HCU-7/E,  HCU-15/C,  HCU-11/C,  And  HCU16/C . 

Net,  Helicopter  Cargo  Carrying  External  5,000  &  10,000  Pound  Capacity  . . . 

Net,  Insect . . . . . . . . . . . 

Net,  Laundry  . . . . . . . . . . 

Net,  Multipurpose  . . . . . . . . . . . 

Netting,  Camouflage,  Wire,  Steel,  Steel  Wool  Garnished  . . . . 

Network  D  Circuit  Board,  8623286  . . . . . . . . 

Network  E  Circuit  Board,  8623290  . . . . . . . . 

Network,  Antenna  Compensation  CN*l404/ARN*89  . . . . . . . . 

Network,  Capacitor  Resistor  . . . . . 

Network,  Impedance  Matching  Quadrature  Hybrid  CU-1796{  )/ARC*114 . 

Network,  Impedance  Matching  CU*1794(  )/ARC-114.. . . . . . . . . . 

Network,  Phase  Detecting,  CV-279/ARN . . . . . . . . . 

Network,  Pulse  FORMING  10548884  . . . . . . . 

Network,  Pulse  Forming,  Radar,  Type  PN3E202C262Q500 . . . 

Network,  Pulse  Forming,  Radar,  Type  PN4E331 1142Q350  . . . 

Network,  Pulse  Forming,  Radar,  Type  PN2E302M361Q500 . . 

Network,  Pulse  Forming,  Rodar,  Type  PN8E122J152Q150  . . 

Network,  Pulse  Forming,  Rodar,  Type  PN3E571 J202Q500  . . . . . 

Network,  Resistor  Fixed  &  Adjustable . . . . . . . . . 

Networks,  Fixed  Film  R  . . . . . . . 

Networks,  Pulse  Forming,  Radar,  General  Specification  For . . . . . 

Neurosurgical  Headrest  System  . . . . . . . . . . . 

Neutralization  Number  By  Potentiomefric  Titration  -  28  Aug  81  . . . . 

Neutron  Hardness  Assurance  Guidelines  For  Semiconductor  Devices  And 
Microcircuits 

Nibblers,  Electric,  Po'^ble. . . . . . . . . 

Nickel  6.  Nickel  Alloy  Covered  Welding  Electrodes,  Specification  Tor  •  26  Oct  76  .... 
Nickel  •  Chromium  -iron  Allou  Abars  8*  Forgins  (Issue  Controlled  (Requests  By  Other 
Thon  DOD  Act.  Must  Be  Submitted  Via  Naval  Sea  Systems  Com.  SEA  09B2) 

Nickel  Alloy  Forgings  •  31  Oct  1986 . . . . . . . 

Nickel  Alloy,  Bars,  And  Forgings,  1,200  Deg.  To  1,500  Deg.  F  Operating 
Temperatures 

Nickel  Alloy,  High  Permeability,  Shielding  Grade  (Inactive) . . . . . 

Nickel  Alloying  Additive_(Or  For  Remelting)  . . . . . 

Nickel  And  Nickel  Alloy  Bare  Welding  Rods  And  Electrodes . . 

Nickel  Bor,  Flat  Wire  (Ribbon)  And  Strip  (For  Electronic  Use) . . . . 

Nickel  Codrnium  Boitery  Usage  Practices  For  Space  Vehicles . . . . . . . 

Nickel  Chloride,  Hexohydrate,  Analyzed  Reagent . . . . . . . . . 

Nickel  Chromium  Alloy,  Sheet  And  Strip,  Age  Hardenable  Annealed.............. . 

Nickel  Chromium  Boron  And  Nickel  Chromium  Carbon  Alloy  Castings,  Wear  And 
Corrosion  Resistant  (Issue  Controlled*requests  By  Other  Than  Dod  Activities  Must 
Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Nickel  Chromium  Iron  Alloy  Plote,  Sheet  &  Strip  (Rel  To  Other  Thon  DOD  Req 
Prior  Appr  Of  NAVSEASYSCOMD) 

Nickel  Chromium  Iron  Alloy  Heot  Transfer  Tubing  (Issue  To  Other  Than  DOD  Act 
Req  Prior  Appr  Of  Novol  Sea  Sys  Comd) 

Nickel  Coated  Soft  Or  Anneoled  Copper  Wire  •  28  Jan  74  . . . . . . . 

Nickel  Coatings,  ElectrodeppsSied,  On  MAGNETIC  And  Nonmagnetic  Substrates, 
Measurement  Of  Coating  Thickness  By  The  Magnetic  Method  -26  July  1985 
Nickel  Copper  Alloy  Bars,  Rods,  And  Forgings  (Issue  ControIled*requests  By  Other 
Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Nickel  Iron  Alloy,  High  Magnetic  Permeobility  Sheet,  Strip,  Rod,  Bar,  And  Wire  . . 

Nickel  Molybdenum  Chromium  Iron  Sheet  &  Low  Carbon,  low  Silicon 
Nicholmolybdenum  Chromium  Iron  Plote  (Issue  Contrld  Other  Then  Dod  Submit 
Requestsvia  Preporing  Activity) 

Nickel  Nitrate,  Hexohydrate,  Anolyzed  Reagent . . 

Nickel  Plating  (Electrodeposited)  . . . . . . . . . 

Nickel  Plating,  Low  Embrittlement,  Electrodeposition  . . . . . . . . . . . 

Nickel  Rod  And  Wire  (Round)  (For  Electronic  Use) . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-N-362148 

NOTICE  1 

4515 

DM 

22  Aug 

88 

MD 

MS 

03 

MIL-N-36319A  (1) 

4515 

DM 

10  Moy 

71 

MD 

MS 

03 

GGG-N-202C 

NOTICE  1 

8315 

/GL 

01  Feb 

88 

Gl 

NU 

99 

GG-N-2UB 

4515 

/DM 

29  Aug 

41 

MD 

MS 

03 

A-A-51026 

4515 

/MB 

20  Sep 

85 

MD 

MS 

03 

A-A-51383 

MISC 

/MB 

19  Sep 

84 

MD 

MS 

03 

MII-N-37288A 

4505 

DM 

14  Moy 

74 

MD 

MS 

03 

Mll-N-37481 

4505 

DM 

01  Mar 

74 

MD 

MS 

03 

MIL-N-37485 

4505 

DM 

02  Sep 

74 

MD 

MS 

03 

L 

MIL-N-37847 

4505 

DM 

18  Oct 

77 

MIL-N-37506 

4505 

DM 

22  Dec 

74 

MD 

MS 

03 

L 

Mll-N-37562 

4503 

DM 

18  May 

74 

DM 

MS-51448 

4430 

EA 

20  Apr 

83 

EA 

MS 

99 

AIR-STD-84/4 

IS0F 

04 

30  Sep 

74 

L 

Mll-N-43617 

1470 

Gl 

31  Dec 

48 

Gl 

L 

MIL-N-27444D 

1470 

84 

02  Jan 

84 

99 

MIL-N-58106  (1) 

1470 

AV 

25  Mor 

85 

AV 

AS 

JJ-N-I71C 

4440 

/DM 

16  Nov 

77 

MD 

MS 

03 

JJ-N-180G 

3510 

/Gl 

20  Jul 

78 

Gl 

YD 

99 

Mll-N-431818 

8445 

Gl 

21  May 

84 

GL 

SA 

99 

MIL-N-521358 

1080 

ME 

15  Aug 

78 

ME 

99 

L 

MIL-N-60189  (5) 

1220 

AR 

15  Dec 

49 

AR 

L 

MIL-N-60187  (5) 

1220 

AR 

11  Jan 

71 

AR 

l 

Mll-N-49116 

5824 

AV 

08  Feb 

77 

AV 

L 

MIL-N-63400  (2) 

1345 

AR 

0.5  Aug 

88 

AR 

L 

MIL-N-55374 

NOTICE  1 

5915 

CR 

OlFeb 

88 

CR 

L 

MIL-N-55372 

NOTICE  1 

5915 

CR 

01  Feb 

88 

CR 

L 

MIL-N-8689A 

5915 

AS 

05  Mar 

42 

AS 

L 

MIL-N-50654A 

1285 

AR 

30  Sep 

85 

AR 

MIL-N-23182/1A  (1) 

5915 

EC 

L'O  Apr 

79 

ER 

EC 

85 

M11-N-23182/2A  (1) 

5915 

EC 

30  Apr 

79 

ER 

EC 

85 

MIL-N-23182/3A  (1) 

5915 

EC 

30  Apr 

79 

ER 

EC 

85 

Mll-N-23182/4  (1) 

5915 

EC 

30  Apr 

79 

ER 

EC 

85 

MIL-N-23 182/5  (1) 

5915 

EC 

30  Apr 

79 

ER 

EC 

85 

l 

MIL-N-63396  (1) 

1345 

AR 

19  Dec 

83 

AR 

L 

MIL-N-87144/1 

5915 

11 

20  Dec 

79 

11 

MII-N-23I82A  (1) 

5915 

EC 

30  Apr 

79 

ER 

EC 

85 

A-A-51280A 

4530 

/MB 

17  Jun 

88 

MD 

MS 

03 

ASTM  0444-81 

91GP 

ME 

21  Jul 

82 

ME 

SH 

20 

MIL-HDBK  280 

59GP 

EC 

19  Feb 

85 

ER 

EC 

17  NA 

A-A-2352 

5130 

t 

29  Nov 

35 

AWS  A5.11-74 

3439 

YD 

26  Apr 

78 

Al 

YD 

99 

L 

MIL-N-23229C 

9535 

SH 

12  Jun 

84 

SH 

ASTM  8544-84A 

FORGYO 

15  Jul 

87 

MR 

YD 

Mll-N-8550  (2) 

9530 

AS 

14  Dec 

54 

MR 

AS 

20 

MIL-N-47037 

9535 

Ml 

19  Apr 

74 

Ml 

99 

NOTICE  1 

QQ-N-301C 

9430 

*84 

10  Nov 

72 

99 

AWS  A5.14-83 

3439 

YD 

15  Feb 

85 

Al 

YD 

99 

L 

MIL-N-44025B 

*9525 

MR 

18  Sep 

72 

MR 

L 

DOD-STD-15788 

1820 

19 

01  Jun 

87 

19 

Mll-N-51301 

4810 

EA 

12  Mar 

49 

EA 

48 

MIL-N-7784C  (2) 
NOTICE  1 

9535 

11 

20  Jan 

89 

MR 

AS 

11 

L 

Mll-N-24422  (3) 

MECASH 

25  Mar 

83 

SH 

L 

MII-N-23228C 

9535 

SH 

23  Dec 

83 

SH 

MIL-N-24590A 

4710 

SH 

01  Sep 

83 

SH 

ASTM  B355-74 
NOTICE  2 

4145 

CR 

08  Aug 

88 

CR 

SH 

85 

ASTM  8530-85 

MFFP 

MR 

18  Ap' 

86 

MR 

AS 

20 

L 

MIL-N-241048  (2) 

9530 

SH 

13  Apr 

84 

SH 

L 

MIL-N-1441IC 

•9535 

MR 

23  Nov 

77 

MR 

L 

Mll-N-243908  (1) 

9535 

SH 

07  Oct 

85 

SH 

Mll-N-51314 

4810 

EA 

06  May 

69 

EA 

68 

QQ-N-290A 

MFFP 

/AS 

12  Nov 

71 

MR 

AS 

20 

l 

MII-STD-848A 

NOTICE  1 

MFFP 

70 

24  Mor 

86 

99 

L 

MIL-N-44024A 

•9525 

MR 

13  Jul 

65 

MR 

484 


ALPHABETICAL  LISTING 


TITLE 

Nickel  Sail,  Electroplating  . . . . . . . . 

Nickel  Solti.  Electroplating  (Metric) . . . . . . . 

Nickel  Zinc  Alio/  Plating  •  1  Apr  82  . . . . . . . . . . 

Nickel-chrcmlum-iron  Alloy  Microitructure  Procedure  Requirements  &  Acceptance 
Criteria  (Issue  Controlled  Further  Dissemination  Only  As  Directed  By 
Navseasyscom  (09B2) 

Nickel-chromium-lron  Age-hardenable  Alloy  Bars,  Rods,  &  Forgings  (Isse  Controlled 
Further  Dissemination  Only  As  Directed  By  Navseasyscom  (Sea  09B2) 
Nickel-chromium-iron  Alloys-(UNS  N 06600  And  N066v0)  Secmless  Pipe  And  Tube  • 
28  Feb  1986 

Nickel-chromium-molybdenum-iron-columbium  Alloy  Bars  &  Forgings  (Issue  Controlled 
Further  Dissemination  Only  As  Directed  Y  Navseasyscom  (Sea  09B2) 
Nickel-chromium-iron  Alloy  Costings  (Issue  Controiled-requests  By  Other  Than  Dod 
Actys  Must  Be  Submitted  Via  Preparing  Ac ty  Of  The  Spec) 

Nickel-copper  Alloy  (UNS  N04400)  Seamless  Pipe  And  Tube,  Stanc^'dipecification 
For  -25  Sept  87 

Nickel-copper  Atloy,  Wrought,  (55-60  Percent  Nickel)  Low  Permeability . . . . 

Nickel-copper  Alloy  And  Nickel-copper-silicon  Alloy  Castings  . . . . 

Nickel-copper  Alloy  Bar,  Rod,  Plate,  Sheet,  Strip,  Wire,  Forgings,  And  Structural 
And  Special  Shaped  Sections 

Nickel-copper-aluminum  Alloy,  Age  Hardenable,  Bars  And  Rods  (Issue 
Controiled-requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via  The 
Preparing  Activity  Of  The  Spec.) 

Nickel-copper-aluminum  Alloy,  Wrought  (UNS  N05500) . . . 

Nickel-titanium  Alloys,  low  Magnetic  Effects,  Bars,  Plates,  Sheets,  Strips,  And 
Shapes  (For  Special  Purpose  Tools  And  Equipment) 

Nickel,  Powdered  (For  Use  In  Ammunition) . . . . . . . 

Nickel,  Radioactive,  In  Woter  -  26  Aug  77  . . . . . . 

Nickle  &  Nickle  Alloy  Bore  Welding  Rods  &  Electrodes  *  26  Oct  76, . 

Nickle  Base  Alloy,  Sheet,  Corrosion  &  Heat  Resistant . . . . . 

Nickle  Coating  On  Magnetic  &  Nonmagnetic  Substrates  Electrodeposited 
Measurement  Of  Coating  Thickness  By  The  Mognetic  Method  Nov  87 
Nickle-chromium-iron-columbium  Age-hordenable  Alloy  Bars,  Reforging  Slock,  & 
Forgings  (Alloy  718)  (NOFORM  Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
Nav  Sea  Sys  Com) 

Nifedipine  Capsules,  USP . . . . . . . 

Night  Vision  Goggles  Lighting  Compatibility  Design  Criteria  (Edition  No.  1)  (Rel  To 
Other  Thn  DOD  &  DOD  Contractors  Must  Be  Sent  Vir  HQ  USAF/XOXX(lSO) 
Wash.,  D.c.  20330-5058 

Night  Vision  Goggles  AN/PVS-5A. . . . . . . . . 

Night  Vision  Sight,  Individual  Served  Weopon  AN/PVS-4  (ABCA  672)  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Apr  Of  CNM,  NAT  09B21,  WASH,  D.C.20360) 
Night  Vision  Sight,  Individual  Served  Weapon,  AN/PVS-4 . . . 

Night  Vision  Sight,  Crew  Served  Weapons  AN/TVS-2 . 

Night  Vision  Sight,  Tripod  Mounted  AN/TVS-4(U) . . . . . . . . 

Night  Vision  Sight,  Crew  Served  Weapon,  AN/TVS-5  . . . 

Night  Vision  Sight,  Individual  Served  Weopon  AN/PAS-4A  . . 

Nipper,  Ingrown  Toenail. . . . . . . . . . . . . . 

Nippers  And  Pincers., . . . . . . . 

Nipple  Assembly,  Adopter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil  Lines, 
45  Deg 

Nipple  Assembly,  Adapter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil  Line, 

90  Deg 

Nipple  Sub  Assembly,  Flareless,  Straight-  With  Swivel  Nut . . 

Nipple  Sub  Assembly,  Fforeless,  Straight  >  With  Swivel  Nut  . . 

Nipple  Sub  Assembly,  Flared,  Straight  *  With  Swivel  Nut . . . . . . 

Nipple  Sub  Assembly,  Straight,  Swivel  Flange . . . . . 

Nipple  Sub  Assembly,  Flared,  Straight  -  With  Swivel  Nut . . . . . . 

Nipple,  Adapter,  Servicing,  Usaf  Ground  Equipment  To  Raf  Aircraft . 

Nipple,  Adopter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil  lines.  3/16 
Through  3/4  Inch  Tubing  Sizes 

Nipple,  Adapter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil  Lines.  1  Through 
2  Inches  Tubing  Size 

Nipple,  Breok  Off,  Emergency  Oxygen  Cylinder  Valve.................. . 

Nipple,  Electrical  Terminol  . . . . . . . . . 

Nipple,  Electrical  Terminal  (Asg)  . . . . . . . . 

Nipple,  Flared,  Tube  To  Hose-  Swivel  Nut............ . . . . . . . 

Nipple,  Flared,  Tube  To  Hose-swivel  Nut. . . . . . . 

Nipple,  Fforeless  Tube  To  Male  ripe  *  1  Jan  1983  . . . . . . 

Nipple,  Flarcfess,  Tube  To  Hose-swivel  Nut  . . . . 

Nipple,  Hose . . . . . . . . . . 

Nipple,  Hose  Filling  Ams  5639  Cres  Steel.... . . . . . . 

Nipple,  Pipe  (Inactive  For  Scsign  Except  For  Use  On  Oxygen  Systems  And  Ground 
Service  Equipment) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

O-N-335 

6810 

t 

11  Jan 

62 

l  DOD-N-51512 

6810 

EA 

24  Oct 

85 

EA 

AMS  24170-82 
NOTICE  2 

MFFP 

MR 

30  Mar 

88 

MR  AS  20 

MIL-STD-2192 

NDTI 

SH 

05  Oct 

87 

L 

Mll-N-241 14D 

9530 

SH 

28  Aug 

87 

SH 

ASTM  B167-86 

4710 

YD 

23  May 

86 

ME 

YD 

MIL-N -24687 

FORGSH 

20  Oct 

87 

L 

MIL-N-24271A 

MECASH 

10  Oct 

74 

SH 

ASTM  8165-87 

4710 

YD 

20  No* 

87 

ME 

YD 

99 

L 

MIL-N-17163A 

•9540 

SH 

3  Apr 

59 

SH 

QQ-N-288  (1) 

MECA/SH 

2)  Sep 

61 

MR 

SH 

20 

INT  AMD  3  (SH) 
QQ-N-281D  (2) 

9535 

/SH 

23  Oct 

85 

MR 

SH 

11 

l 

A..C-N-24549A 

9530 

SH 

16  Do: 

83 

SH 

QQ-N-286E 

INT  AMD  1  (SH) 

•9535 

/SH 

02  Aug 

85 

MR 

SH 

20 

L 

MIL-N-81191A 

•9530 

OS 

11  Jan 

72 

OS 

JAN-N-412A 

6810 

AR 

30  Jun 

48 

AR 

OS 

ASTM  D3357-77E 

6810 

68 

03  No* 

80 

EA 

SH 

68 

AWS  A5. 14-76 

3439 

YD 

26  Apr 

78 

Al 

YD 

99 

MIL-N-62623 

9630 

AT 

30  Mor 

88 

AT 

ASTM  B530-87 
NOTICE  1 

MFFP 

MR 

09  Aug 

88 

MR 

AS 

15 

L 

MIL-N-24492A 

9530 

SH 

09  No* 

84 

SH 

A-A-0053363 

6505 

MB 

14  Feb 

88  MD  MS  03 

NAT-STD-3BOO  (2) 

ISDF 

06 

23  No* 

87 

MIL-N. 47065E 
NOTICE  1 

5855 

CR 

28  Apr 

86 

CR 

11 

Q-STD-672 

ISDA 

AM 

16  Sep 

83 

MIL-N-49063B 

5855 

CR 

28  Apr 

86 

CR 

99 

NOTICE  1 
MIL-N-55489C 

5855 

CR 

27  Jan 

77 

CR 

EC 

99 

MIL-N-55491A 

5855 

CR 

26  Jan 

76 

CR 

EC 

99 

MIL-N-49064B 
NOTICE  1 

5855 

CR 

05  Mor 

80 

CR 

99 

MII-N-55145B 

5855 

ER 

26  Sep 

68 

ER 

EC 

GG-N-350  (1) 

6515 

/DM 

15  Nov 

61 

MD 

MS 

03 

GGG-N-350A 

•5110 

•GL 

08  Jun 

59 

Gl 

SH 

99 

(INT.  AMD.  4) 
MS-27225A 

4730 

82 

27  Mar 

72 

ME 

AS 

99 

MS-27223A 

4730 

82 

27  Mar 

72 

AS 

99 

MS-27386A 

4730 

82 

30  Jun 

72 

AS 

99 

L 

MS-27632 

4730 

82 

17  Mar 

71 

99 

MS-270618 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

MS-270628 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

l 

MS-27619 

4730 

82 

17  Mar 

71 

99 

MS-27592C 

4730 

11 

30  Sep 

87 

AS 

11 

MS-24588A 

NOTICE  1 

4730 

82 

01  Sea 

86 

AR 

AS 

99 

MS-24589A 

4730 

82 

06  Aug 

64 

AR 

AS 

99 

MS-21965C 

NOTICE  1 

1660 

/I 

U6  Oct 

86 

AV 

AS 

99 

MIL-N-6748A 

5975 

AS 

01  Nov 

68 

AS 

85 

MS-2517 1C 

5975 

AS 

19  May 

59 

AS 

85 

MS-27075B 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

L 

MS-27626 

4730 

82 

17  Mar 

71 

99 

AS  896A-83 

4730 

82 

28  Oct 

88 

AV 

AS 

99 

MS-27391  C 

4730 

82 

23  Aug 

86 

AV 

AS 

99 

AN849 

REV  11 

4730 

82 

02  Sep 

82 

99 

L 

MS-18081 

4730 

AS 

26  Apr 

65 

AS 

AN911 

4730 

82 

20  Mar 

79 

99 

REV  9 


485 


ALPHABETICAL  LISTING 


TITLE 


Nipple,  Pipe,  Extra  Strong  Steel  . . . . . . 

Nipple,  Pipe,  Extra  Strong,  Brass  Or  Copper. . . . . . . 

Nipple,  Pipe,  Standard  Steel . . . . . . . . . . . . . 

Nipple,  Pipe,  Stondord,  Brass  Or  Copper  . . . . . . . . 

Nipple,  Pipe,  Threaded . . . . . . . . . . . 

Nipple,  Pneumatic  Starting,  3  Inch  Id,  Outline  Dimensions  Of . . . 

Nipple,  Quick  Disconnect,  2*1/2  Inch  Pressure  Fuel  Servicing,  Open  Flow,  Wrench 
Type 

Nipple,  Quick  Disconnect,  2-1/2  Inch,  Pressure  Fuel  Servicing  Flange  Type..... . 

Nipple,  Quick  Disconnect,  2*1/2  Inch  Pressure  Fuel  Servicing  With  Check  Valve, 
Wrench  Type 

Nipple,  Straight,  Swivel  Flange  . . . . . . . . . . 

Nipple,  Swivel  Flonge,  Hose  Fitting  AMS5639  Cres  Steel . . . 

Nipple,  Tube  *  Ams  5639,  Boss . . . . . . . . . . . 

Nipple,  Tube  *  Ams  4121,  Boss  . . . . . . . . . . . . 

Nipple,  Tube,  Bulkhead,  Flareless  Type,  Hydraulic . . . . . . . . . 

Nipple,  Tube,  Bulkhead,  37  Degrees  Flared . . . . . . . . . 

Nipple,  Tube,  Large  Hex  For  Use  With  O  Ring,  37  Degrees  Flared . ..., 

Nipple,  Tube,  Large  Hex,  O-ring,  Flareless  Type,  Hydraulic  . . . . . . . 

Nipple,  Tube,  Precision  Type  . . . . . . . . 

Nipple,  Tube,  Regular  Hex,  37  Deg.  Flared  . . . . . . . 

Nipple,  Tube,  Regular  Hex,  Flareless  Type,  Hydroutic.. . . . . . . . . 

Nipple,  Tube,  Regular  Hex,  37  Degrees  Flared  (Long) . . . . . . 

Nipple,  Tube  3/8  Bulkhead,  Precision  Type............................ . . . . 

Nipple,  Tube,  37  Deg  To  45  Deg.  Seat . . . . . . . . . . 

Nipple,  Union . . . . . . . . . . . . . 

Nipples,  Tube  Safety  Sleeve  Compression  Type  (Inactive  Use  MS  51814) . 

Nipples,  Tube  Safety  Sleeve  Compression  Type  Bulkhead  Mounting  (Inactive  Use 
MS  5)812) 

Nitrate  Ion  In  Water  •  22  Oct  71  . . . 

Nitric  Acid,  Technical . . . . . . . . . 

Nitriding,  Gaseous  At  Mosphere  Processing  F  Or . . . . 

Nitrile  Rubber,  Petroleum  Base  Hydraulic  Fluid  Resistant,  55-65  (NBR  Type)  •  1  Apr 
83 

Nitrile  Rubber,  Dry  Heat  Resistant,  35*45  (Nbr  Type) »  1  Apr  83 . 

Nitrile  Rubber,  Dry  Heat  Resistant,  55-65  (NBR  Type)  •  1  Apr  83 . . . 

Nitrocellulose . . . . . . . . . 

Nitrocellulose,  Technical  (For  Use  In  Organic  Coatings) . . . . . 

Nitrofurantion  Capsules,  Microcrystal....... . . . . . 

Nitrofurantoin  Oral  Suspension,  Usp . . . . . 

Nitrofurozone  For  Solution,  Veterinary  . . . . . . . . . 

Nitrogen  Dioxide  Content  Of  The  Atmosphere  (Griess-saltzmon  Reaction)  •  1)  Jun 
76 

Nitrogen,  Technical . . . . . . . 

Nitrogen,  Totol,  In  Resins  &  Plastics,  Stondord  Test  Method  For  -  8  Jan  81 . 

Nitroglycerin . . . . . . . 

Nitroglycerin  Injection,  USP . . . . . . 

Nitroglycerin  Linguol  Aerosol . . . . . . . . . . . 

Nitroglycerin  Tablets,  U.s.p . . . . . . . . . . . 

Nitroglycerin  Transdermol  System,  Microseoled . . . . . 

Nitroglycerin  Transdermol  System,  Membrone  *  Permeation  Controlled . . . 

Nitroguanidine . . . . . . . . . . . . . . . 

Nitroguanidine  (Picrite)  . . . . . . . . . 

Nitrous  Oxide  Gas,  Usphigh  Pressure,  Cylinder . . . . . . . 

Noise  Limits  For  Army  Materiel . . . . . . . . . 

Noise  Suppressor  Systems,  Engine  Test  Stand  A/F32T-2  And  A/F32T*3,  For 
Turbojet  And  Turbofan  Engines 

Nomenclature  oo  Identification  For  Aeronautical  Systems  Including  Joint  Electronics 
Type  Designated  Systems  oo  Associated  Support  Systems 
Nomenclature  And  Definitions  fn  The  Ammunition  Area......... . . . . . 


Nomenclature  Assignment,  Contractors  Method  For  Obtaining  . . . . . . 

Nomenclature  For  Soviet  Bloc  Army  Weapons  And  Equipment  (Edition  5) . 

Nomenclature  In  Aircrew  Stations  (Edition  3)(REQUESTS  For  Issue  Other  Than 
DOD  Must  Refer  To  HQ  Usaf/xoxx  (Iso),  Washington,  D.C.,20330-5058 

Non  Eject  Release  Units  For  Aircraft  Stores  •  Chg  1  Did  10/18/81  . . . 

Non-metollic  Seal  Materials  (Issue  Controlled  Further  Dissemination  Only  As 
Directed  By  Naval  Seosyscom  (Sea  09B2) 

Nomsensitive  Pushbutton  Switch  Momentary  Contact  -  5  Apr  1988...... . . . . 

Nondestructive  Examination  Requirements  For  Special  Applications  (NOFORM  Rel 
To  Other  Than  DOD  Act  Req  Pr  Appr  Of  Novseasyscom) 


DOCUMENT 

NUMRFR  FSC  PREP  DATE  CUSTODIAN 


MS-5I873A 

4730 

AR 

07  Apr 

88 

AR 

11 

NOTICE  1 

MS-51872A 

4730 

AR 

07  Apr 

88 

AR 

11 

NOTICE  1 

MS-51953C 

4730 

AR 

06  Dec 

82 

AR 

11 

L 

MS-51846B 

4730 

AR 

07  Apr 

88 

AR 

11 

NOTICE  2 

WW-N-351C 

4730 

/AR 

13  Feb 

76 

AR 

99 

INT  AMO  (1) 

MS -337408 

4730 

71 

03  Sep 

85 

AS 

99 

L 

MS -26552 

4730 

AS 

17  Mar 

58 

AS 

L 

MS-26549 

4730 

AS 

17  Mo  r 

58 

AS 

i 

MS-26553 

4730 

AS 

17  Mar 

58 

AS 

MS-27076C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

L 

MS- 18075 

4730 

AS 

26  Apr 

65 

AS 

L 

MS-9193 

4730 

AS 

11  Apr 

60 

AS 

MS -9095 A 

4730 

AS 

11  Mor 

70 

AV 

AS 

11 

MS-51812F 

4730 

AR 

30  Jul 

87 

AR 

99 

MS-51520A 

4730 

AR 

17  Jan 

79 

AR 

OS 

MS-5I5I9A 

4730 

AR 

17  Jan 

79 

AR 

OS 

MS-51856C 

4730 

AR 

30  Jul 

87 

AR 

SH 

99 

L 

MS-24392F 

4730 

82 

16  Apr 

82 

99 

MS-5150IA 

4730 

AR 

17  Jon 

79 

AR 

OS 

MS-51814E 

4730 

AR 

30  Jul 

87 

AR 

99 

MS-51502A 

4730 

AR 

17  Jon 

79 

AR 

OS 

MS-24393F 

4730 

82 

16  Apr 

82 

99 

MS-24487C 

4730 

82 

22  Mor 

79 

99 

AN780 

4730 

AS 

23  Jul 

56 

AV 

AS 

99 

REV  6  , 

L 

MS-39201E 

4730 

AT 

16  Sep 

87 

NOTICE  1 

L 

MS-39199E 

4730 

AT 

14  Sep 

87 

NOTICE  1 

ASTM  D992-71R78 

6810 

EA 

06  Mar 

87 

EA 

68 

NOTICE  1 

O-N-350B 

6810 

/EA 

26  Sep 

85 

£A 

SH 

68 

t 

MIL-STD-1876 

MFFP 

AT 

29  Apr 

83 

AT 

AMS  3200F-83 

9320 

AS 

07  Oct 

83 

MR 

AS 

20 

AMS  3201 H-83 

9320 

AS 

07  Ocl 

83 

MR 

AS 

20 

AMS  3202H-83 

9320 

AS 

07  Ocl 

83 

MR 

AS 

20  GS 

MH-N-244A  (3) 

1376 

AR 

13  Jun 

88 

AR 

OS 

99 

INT  AMD  4  (AR) 

TT-N-350B 

6810 

/ME 

19  Sep 

73 

ME 

YD 

68 

L 

MIL-N-37516 

6505 

DM 

19  Apr 

76 

DM 

MIL-N-37645 

6505 

DM 

22  Sep 

77 

MD 

».»$ 

03 

A-A-51106 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

ASTM  OI607-76E 

6630 

EA 

28  Nov 

79 

EA 

MS 

99 

BB-N-411C 

6830 

/ME 

03  Jon 

73 

ME 

SH 

68 

ASTM  D1013-81 

6810 

EA 

14  Jun 

84 

EA 

MIL-N.246B 

1376 

AR 

19  Feb 

62 

AR 

OS 

11 

INT  AMD  1  (AR) 

A-A-53778 

6505 

MB 

16  Dec 

88 

MD 

MS 

03 

A-A-0051937 

6505 

MB 

15  Apr 

87 

MD 

MS 

03 

l 

MIL-N-37525 

6505 

DM 

25  Mor 

76 

DM 

A-A-0051934 

6505 

MB 

10  Apr 

87 

MD 

MS 

03 

A-A-0051935 

6505 

MB 

13  Apr 

87 

MD  MS 

03 

MIL-N-00494B 

1376 

AR 

26  Ocl 

84 

AR 

MIL-N-494A  (7) 

1376 

AR 

11  Apr 

83 

AR 

OS 

Mll-N-37996 

6505 

MB 

24  Dec 

85 

MD 

MS 

03 

L 

MII-STD-1474B 

HFAC 

Ml 

20  Apr 

84 

Ml 

NOTICE  1 

L 

MIL-N-83158A 

4920 

ii 

28  Sep 

70 

n 

MIL-N-18307G  (2) 

CMANAS 

15  Sep 

86 

AS 

Mll-STD-444 

1395 

AR 

31  Mar 

88 

AR 

OS 

18 

NOTICE  2 

NOTICE  3 

L 

MIL-N-7513F  (1) 

MISC 

11 

26  Feb 

88 

11 

NOTICE  1 

NAT-STD-2097 

ISDA 

AM 

16  Dec 

85 

NAT-STD-3647  (4) 

ISDA 

06 

29  Mor 

83 

AIR-STD-20/19 

ISDF 

06 

18  Ocl 

81 

Mll-STD-2190 

9330 

SH 

15  Sep 

87 

ANSI/EIA  520AAAB-88 

5930 

85 

05  Apr 

88 

ER 

EC 

85 

MII-STD-2132A 

NDTI 

SH 

15  Mar 

85 

SH 

486 


ALPHABETICAL  LISTING 


TITLE 

Nondestructive  Evaluation  Of  Butt  Welds  In  Crane  &  Railroad  Rails . . . 

Nondestructive  Inspection  Of  Rebuilt  Aircraft  Tires,  Requirement  For.. . . 

Nondestructive  Testingmethods  Of  Composite  Materials  Ultrasonics  . . . . . 

Nondestructive  Testing  Personnel  Qualification  And  Certification  (Eddy  Current, 

Liquid  Penetrant,  Magnetic  Particle,  Radiographic  And  Ultrosonic) 

Nondestructive  Testing  Methods  Of  Composite  Materials  ■  Thermography.... . . . 

Nondestructive  Testing,  Welding,  Quality  Control,  Material  Control  And 
Identification  And  Hi-shock  Test  Requirements  For  Piping  System  Components  For 
Naval  Shipboard  Use 

Nondestructive  Testing  Methods  Of  Composite  Materials  -  Acoustic  Emission . . 

Nondestructive  Testing  Methods  Of  Composite  Materials  *  Radiography . . . 

Nondestructive  Testing  -  Volume  1 . . . . . . . . . . . . 

Nonferrous  Products  (Other  Than  Aluminum,  Magnesium,  Copper,  Or  Their  Alloys), 
Packaging  And  Packing  Of 

Nonmagnetic  Requirements  For  Spare  And  Special  Parts  For  Mines  Mork  56  And 
Mark  57 

Nonmetallic  Fittings  For  Submarine  Battery  Air  Agitation  Systems . . 

Nonmetallic  Materials,  Atmospheric  Environmental  Exposure  Testing  Of  ■  30  Dec  77 
Nonmetollic  Shaft-coupling  Details,  Engine  Oriven  Accessories...... . . . . . 

Nonnuclear  Weapon  Delivery,  Aircraft  Preparation  Of . . . . . . . 

Nonrlgid  Vinyl  Chloride  Polymer  Tubing  -  30  Nov  1984  . . 

Nonstructural  Rivets  For  Blind  Attachment,  Limitations  For  Design  And  Usage . 

Nonlactical  Wheeled  Vehicles  Treatment,  Pointing,  Identification  Marking  &  Data 
Plate  Standards 

Noodles,  Buttered,  Thermostabilized,troy  Pa  Ck . . . . . 

Noodles,  Buttered,  Thermostobilized,  Tray  Pack . . . . . 

Noodles,  Chow  Mein  . . . . . . . . . . . 

Noodles,  Egg,  Enriched  . . . . . . . . . . . 

Noodles,  Parmesan  And  Romano,  Powder  (For  Oral  Liquid  Feeding) . . . 

Norethindrone  &  Ethinyl  Estradiol  Tablets,  Usp  (Triphasic) . . . . . 

Norethindrone  Acetate  And  Ethinyl  Estradiol  Tablets,  Usp . . . 

Norethindrone  And  Mestronol  Tablets,  USP . . . . . . . 

Norethindrone  And  Mestronol  Tablets,  U.s.p . . . . . . . 

Norgestrel  &  Ethinyl  Estradiol  Tablets,  USP  . . . . . . . . 

Nose  Lucky  And  Insulator  Assembly  For  Cartridge  105MM,  Heat-t,  M456AiE1  Ports 
For,  Assembly  And  Packing 

Nose  Section  Assembly  Nike  Hercules  Trainer  M74 . . . . . . 

Nose,  Probe  Most  *  Type  MA-2,  Flight  Pressure  Refueling  Nozzle,  Outline 
Dimensions  For  (Asg) 

Nosecup  Assemblies,  Chemicol  Biological  Mask,  CIO . . . . . 

Nosecup  Deflector,  Cl  1 . . . . 

Nosecup,  CIO.. . . . . . . . . . . . . . 

Notebook,  Stenographer  S  . . . . . . . . . . . 

Notebook,  Water  Resistant,  For  Field  Use . . . . . . 

Nozzel,  Fire  Hose,  Water  (Variable  Gollonoge,  Constant  Flow) . . . 

Nozzle  &  Aircraft  Fueling . . . . . 

Nozzle  -  Type  MA-2,  Flight  Pressure  Refueling  (Asg) . . . . . 

Nozzle  Assembly  Ventilation  And  Exhaust . . . . . . . 

Nozzle  Assembly  Anti-g  And  Ventilation . . . . . 

Nozzle  Assembly,  Closed  Circuit  Refueling . . . . . 

Nozzle  Insert,  Silicon  Carbide-graphite  . . . . . . . . . . 

Nozzle-universal  Aerio)  Refueling  Tonker  Boom . . . . . . . . . 

Nozzle,  Adopter,  Closed  Circuit  To  Gravity  Fill..... . . . . . . . . . 

Nozzle,  Aerial  Pressure  Refueling,  Type  MA-2 . . 

Nozzle,  Automatic,  Jet  Hypodermic  Injection  Apparatus . . . 

Nozzle,  Fire  Hose,  Water  (Fixed  Gollonoge) . . . . . . . . . . 

Nozzle,  Fire  Hose,  Foom  . . . . . . . . . . 

Nozzle,  Fire  Hose,  Water  (Self-adjusting) . . . . . . . 

Nozzle,  Fire  Hose,  Water  (Plostic) . . . . . . . . . . . . . 

Nozzle,  Fire  Hose,  Water,  Spray  And  Steam . . . . . . 

Nozzle,  Fixed,  Preset  Pattern,  Combination  Afff  Solution  Or  Water  Spray  . . 

Nozzle,  Fuel  i  GiLServicing,  Netsute^stic  Shyloff  ^-Nozzles,  Fy*1  Servicing, 
Automatic  Shutoff 

Nozzle,  Fuel,  Aircraft,  Overwing,  Type  MD  3  . . . . . . 

Nozzle,  Melorofoglcol,  Bollon  Inflation  (ML-373-GM)  . . . . . . 

Nozzle,  Oil  8urner,  Pressure  Atomizing . . . . . . . . . . . 

Nozzle,  Oil  Servicing,  Pistol  Grip  Nondrip,  Type  A-2B  . . . . 

Nozzle,  Pressure  lubricating  Oil  Servicing,  Locking  (Asg) . . . . . 

Nozzle,  Pressure  Lubricating  Oil  Servicing,  locking  . . . . . . . 

Nozzle,  Pressure  Fuel  Servicing,  Locking,  Type  D-1  &  D*2,  Nominol  2*1/2  Inch 
Diameter 

Nozzle,  Rectal  Irrigating.......................... . . . . . . . 

Nozzle,  Water  Hose,  Servicing,  Aircraft  GRK-14/S32A-2 . . . . . . 

Nozzles;  Garden  Hose,  (For  5/8*  And  3/4-INCH  Hose)  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-STD-1699A 

NDTI 

YD 

24  May 

87 

YD 

L 

MS-14189 

2620 

AS 

07  Nov 

78 

AS 

Mtl-HDBK  787 

NDTI 

MR 

01  Apr 

88 

MR 

AS 

20 

MIL-STD-410D 

NOTICE  2 

24  SEP  1979 

NDTI 

20 

24  Sep 

79 

MR 

AS 

20 

MIL-HDBK  731 

NDTI 

MR 

01  Aug 

84 

MR 

AS 

20 

L 

Mll-STD-798 

NOTICE  1 

MISC 

SH 

29  Feb 

88 

SH 

MIL-HDBK  732 

NDTI 

MR 

01  Oct 

84 

ME 

AS 

20 

MIL-HDBK  733 

NDTI 

MR 

27  Jun 

86 

MR 

AS 

20 

MIL-HDBK  728/1 

NDTI 

MR 

16  Dec 

85 

MR 

AS 

20 

VOLUME  1 
MIL-N-3944D 

PACK 

ME 

28  Dec 

81 

ME 

SA 

99 

L 

M1L-N-21945A 

1350 

OS 

21  Feb 

73 

OS 

L 

MS-18309A 

6140 

SH 

15  May 

79 

SH 

ASTM  G7-77A 

8010 

AS 

01  Apr 

80 

MR 

AS 

11 

L 

MS-14184A 

NOTICE  1 

6115 

AS 

31  Dec 

87 

AS 

L 

MIL-N-38384B 

TMSS 

18 

10  Aug 

86 

18 

ASTM  D 922-84 

9330 

MR 

26  Mar 

86 

MR 

SH 

99 

MS-33557A 

5320 

AS 

15  Sep 

81 

AS 

11 

MIL-STD-I223Y 

23GP 

AT 

01  Sep 

86 

AT 

YD 

99 

NOTICE  1 
MIL-N-44334 

8940 

GL 

22  Apr 

88 

GL 

SA 

50 

L 

N-N-002182 

8940 

/Gl 

23  Jun 

83 

MII-N-43158B 

8920 

GL 

04  Feb 

77 

GL 

SA 

50 

A-A-20063 

8920 

/GL 

05  Jun 

84 

GL 

SA 

50 

l 

MIL-N-44178 

8940 

Gl 

30  Jun 

85 

A-A-51567A 

6505 

MB 

03  Sep 

87 

MD 

MS 

03 

MIL-N-36688B 

6505 

DM 

21  Jun 

76 

A-A-0051526 

6505 

/MB 

16  Jun 

86 

MD 

MS 

03 

L 

MIL-N-0037136A 

6505 

DM 

21  Moy 

76 

DA 

A-A-51401A 

6505 

/MB 

16  Sep 

86 

MD  MS 

03 

L 

MIL-N-48153 

NOTICE  1 

1315 

AR 

27  May 

87 

AR 

L 

MIL-N-48831 

1135 

AR 

08  Apr 

87 

AR 

NOTICE  1 

MS-24359A 

1680 

82 

15  May 

61 

AS 

99 

L 

MU-N-51287C  (1) 

4240 

EA 

03  Sep 

86 

EA 

L 

MIL-N-51112A  (2) 

4240 

EA 

18  Jul 

86 

EA 

MIL-N-50071C 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

UU-N-600B 

7530 

•/. 

06  Sep 

79 

L 

MIL-N-43857 

NOTICE  1 

7530 

GL 

27  Feb 

87 

GL 

A-A-2281 

4210 

• 

06  Nov 

84 

AN2555 

4730 

AS 

16  Sep 

44 

AS 

REV  1 

MS-24356D 

1680 

82 

12  Feb 

63 

AS 

99 

L 

MS-17967A 

8475 

AS 

27  Apr 

65 

AS 

l 

MS-17968A 

8475 

AS 

27  Apr 

65 

AS 

l 

MIL-N-52747C  (1) 

4930 

ME 

25  Jan 

88 

ME 

l 

MIL-N-81240  (1) 

1336 

OS 

16  Nov 

66 

OS 

L 

MS-27604 

NOTICE  1 

1680 

82 

10  Aug 

88 

99 

L 

MIL-N-52748C  (1) 

4930 

ME 

07  Apr 

88 

ME 

Q 

MIL-N-2516IC  (3) 

1680 

82 

12  Feb 

81 

AS 

99 

MIL-N-36667 

6515 

DM 

19  Mar 

70 

MD 

MS 

03 

A-A-2279 

4210 

* 

07  Nov 

84 

MIL-N-12279F 

4210 

ME 

24  Sep 

79 

ME 

YD 

A-A-2280 

4210 

* 

07  Nov 

84 

A-A-2376 

4210 

* 

29  Aug 

85 

MIL-N-12314E 

4210 

ME 

20  Oct 

83 

ME 

YD 

99 

L 

Mll-N-24427 

4210 

SH 

02  Jun 

71 

SH 

MIL-N-52110F  (1) 

INI  AMD  1  (ME) 

4930 

me 

21  Sep 

83 

ME 

YD 

L 

Mll-N-87963 

4930 

82 

27  Mar 

79 

99 

MIL-N-3667B 

6660 

CR 

24  Apr 

84 

CR 

99 

MS-49007A 

4530 

ME 

06  Mar 

67 

ME 

YD 

99 

MIL-N-7284D 

4930 

82 

11  Feb 

85 

AS 

99 

MS-24476E 

4730 

82 

19  Sep 

84 

AS 

99 

Q 

MIL-N-25677C 

4930 

82 

18  Oct 

68 

AS 

99 

Q 

MIL-N-5877D 

INT  AMD  4  (AS) 

4930 

AS 

16  Oct 

86 

AS 

99 

MIL-N-36333A 

6530 

DM 

04  Dec 

69 

MD 

MS 

03 

l 

MIL-N-38439A 

4930 

82 

07  Sep 

66 

99 

A-A-50461 

NOTICE  1 

4730 

YD 

06  Oct 

87 

YD 

99 

487 


ALPHABETICAL  LISTING 


TIKE 


DOCUMENT 

NUMBER  FSC  PR6P  DATE  CUSTODIAN 


Nozzlet,  fire  Hose,  Combination  Aqueous  Filmforming  Foam,  Wafer  Spray, 

Adjustable  Pattern  (Shipboard  Use) 

Nozzles,  Hose,  Garden  (For  5/8  Inch  And  3/4  Inch  Hose)  . . . 

Nsoto  Maritime  Unit  Data  &  Equipment  List  (Edition  No.  4)...,.,.,..,,. . . . . . 

Nuclear  Biological  &  Cnemicol  (N8C)  Defence  Equipment  *  Operational  Guidelines 
(Edition  3)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn:  AMCICP-AA-N,  5001 
Eisenhower  Ave.,  Alexandria,  Va  22333-0001) 

Nuclear  Hardness  &  Survivability  Program  Requirements  For  ICBM  Weapon  Systems 

Nudeor  Survivability  Criteria  For  Armed  Forces  Material  &  Installations . . . 

Nuclear  Weapons  Systems,  Safety  Oesign  And  Evaluation  Criteria  For . . 

Nuclear  Weapons  Systems,  Safety,  Design  And  Evaluation  Criteria  For  . . 

Number,  Neutralization,  By  Color-Indicator  Titration  *  29  Aug  1980 . . 

Numbering  &  Lettering  Stamp . . . . . . . . 

Numbering  Machines,  Office  Type,  Hand  Operated . . . . . . 

Numbering  Of  Engines  &  Their  Associated  Controls  &  Displays  In  Aircroft  (Rel  To 
Other  Than  DOD  Act  Req  Pr  Appr-Of  CNM,  MAT  09B21) 

Numbering  Of  Engines  &  Their  Associated  Controls  &  Displays  In  Aircraft  (Edition 
No.  3)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wash.  D.c. 
20330-5058) 

Numbering,  Coding  &  Identification  Of  Engineering  Drawings  (Req  For  Issue  From 
Other  Than  DOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO) 
Washington,  D.c.  20330-5C58 

Numbers,  Preferred  •  73 . . . . . . . . . . 

Numbers,  Serial,  Aircraft  Gas  Turbine  Engine  And  Engine  Module  Assignment  Of  .... 
Numeral  And  Letter,  Aircraft  Instrument  Dial,  Standard  Form  Of......... . . . . . . 

Numeral  Set,  X-ray  Film  Marking . . . . . . . . . . 

Numeral,  Boat  Bow,  Marine  Hardware..... . . . . . . . 

Numerals  &  letters  In  Aircrew  Stations  (Edition  6)  (Req  Other  Than  DOD  Ref  To 
HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

Numerals  And  letters  For  Aircrew  Station  Displays . . . . . 

Nut  (Fastener),  Internally  Threaded,  Hexagon,  Reduced  Height  125  KSI  &  200  KSI 
FTU,  450  Deg.  F 

Nut  &  Hex,  Check . . . . . . . . . . . . . . 

Nut  &  Hex,  Shear,  Slotted . . . . . . . . . . . 

Nut  &  Plain . . . . . . . 

Nut  &  Self  Locking,  Right  Angle  Plate  (Supersedes  Usaf  35A2939) . 

Nut  -  Hex,  Boss  Connection,  Aluminum  . . 

Nut  -  Hex,  Boss  Connection,  Cres  . . . . 

Nut  -  Union  . . . . . . . . 

Nut  Assembly  (Grooved  Washer  And  Detented  Wing)  . . . 

Nut  Assembly,  Coupling,  Flexible,  Variable  Cavity,  Threaded,  Ferrule  Type  Tube 
Ends  ■  1  Jon  1984 

Nut  Assembly,  Floating,  Self  locking,  Rivetless,  Attached  Retention  Element, 

(A.R.E), MAINTAINABILITY  &  Reliability  Design  &  Usage  Limitations  For 
Nut  Assembly,  Torque  Limiting,  600  Deg  F  Application,  2500-28  UNJF-3B  Thread  ■ 

1  Nov  77 

Nut  Coupling,  Lightweight,  Flareless  -  Mar  83 . . . . . 

Nut  Drilled  Jam  . . . . .  . . . . . . . . . . 

Nut  Element,  Attoched  Retention  Element  (A.r.e.),  450  Deg.  F,  Steel  (AISI  1050  Or 
4130),  125  KSI  Ffu 

Nut  Element,  Replaceable,  Attached  Retention  Element  (A.r.e.),  450  Deg.  F.  CRES 
(A-286),  125  KSI  Ftu 

Nut  For  Bolts,  Corbon  &  Alloy  Steel  For  High-pressure  &  High-temperoturc  Service  - 
27  Dec  85 

Nut  Hex,  Boss  Connection,  Cres.. . . . . . . . . 

Nut  Ploin,  Hex,  Boss  Connection,  Aluminum.. . . . . . . . . 

Nut  Ploin,  Hexagon,  Mounting  (Inoctive  6  Dec  1971)  . . . . 

Nut  Plain,  Wing,  UNC*2B  Inactive  For  Design  . . . . 

Nut  Raisin  Mix  (Operational  Ration  Component  . . . . . . . 

Nut  Replacement  For  Self  locking  Plote,  Floating,  Two  Lug,  Steel,  (Vespel  Insert) 
500  Cycles  Reuse  160  KSI  Ftu,  450  Deg.f, 

Nut  Rynner,  Pneumatic,  Portable . . . . . . . . . . 

Nut  S  f  Locking,  Thin,  250  Deg.  F  (Inactive  7-22-69)  . .....  .....  . 

Nut  Spacer,  Plate  Countersunk  •  May  73  W/DOD  Exceptions  . . . . . . 

Nut  Spacer,  Plato  Plain  «  14  Feb  1986  . . . . . . 

Nut-plain,  Hex,  Boss  Connection,  Cres  (Asg) . . . . . . . 

Nut-plain,  Hexogon,  Nylon.............. . . . . . . . . . 

Nut-plate,  Countersunk,  82  Deg.  f  . . . . . . 

Nut-plate,  Non-countersunk,  250  Deg.  F  (Inactive  After  7  April  1967)  (Use  Ms 
21047  OR  Ms  210481 

Nut-propeller  Hub  Retaining  (Non-con trolfable  Type)... . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Nut-ielf-locking,  Plate,  Countersink  100  Deg.  To  250  Deg.  F  (Inactive  After  7  April 
1967)  (Use  Ms  21049) 

Nut-jpanner,  Bearing  Retaining,  Aeronautical  (Asg). . . . . 

Nut-iwivel  Wired-on,  Lightweight  *  July  1986  . . . . 

Nut,  (Fastener),  Hex,  Preload  Locking,  CRES,  450  Deg.  F,  800  Deg.  F  And  1200 
Deg  F. 

Nut,  Adapter,  Servicing,  Us  Ground  Equipment  To  Raf  Aircraft  . . . . . . . 

Nut  Blind  Rivet  •  Flathead,  Internal  Thread,  Non-locking  (Free-running)  And 
Self-locking  (Prevailing  Torque)  31  Oct  85 
Nut,  Blind  Rivet,  Countersunk  Head,  Internal  Thread,  Now  Locking  (Free  Running) 

Or  Self  Locking  (Prevailing  Torque(  •  May  69  W/dod  Exceptions 
Nut,  Blind  Rivet  Flathead,  Internal  Thread,  Non  Locking  (Free  Running)  Or  Self 
Locking  (Prevaling  Torque)  ■  May  69  W/dod  Exceptions 
Nut,  Blind,  Elliptical  Heod,  Self  Locking,  Closed  End,  450  Deg.  F  •  Apr  68  W/dod 
Exceptions 

Nut,  Blind,  Serrated  Heod,  Self  Locking,  450  Deg.  F  •  Jul  74  W/DOD  Exceptions .... 

Nut,  Cap,  Dual  Wheel  Mounting  . . . . . . . . . . . . . 

Nut,  Captive  Washer,  Self  Locking,  Steel,  180  KSI  Ftu,  450  Deg.  F,  (12  Spline) 
Wrenching  Element 

Nut,  Captive  Washer,  Self-locking,  Nickel  Alloy  718,  220  KSI  FTU, 900  Degree 
(12-SPLINE)WRENCHING  Element 

Nut,  Castellated,  Hex  -  UNS  S66286  MJ  Thread,  Metric  •  Dec  85 . . . 

Nut,  Castellated,  Hexagon,  Counterbored  Assembled  Washer,  450  Deg.  F  (For  Self 
Retaining  Bolts) 

Nut,  Castelloted,  Hex  *  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  »  Dec 

1985 

Nut,  Castellated,  HEXAGON-A-286 . 

Nut,  Castellated,  Hex  •  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric  -  Dec  1985.... 

Nut,  Castellated,  Hexagon  . . . . . . . . . 

Nut,  Castellated,  Hex,  Thin  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  •  Feb 

1986 

Nut,  Castellated,  Hexagon  •  A-286,  Silver  Plated,  MIL-S-8879.... . . . 

Nut,  Castellated,  Hex  •  Thin,  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric  •  Dec 
85 

Nut,  Clinch . . . . . . . . . . . . 

Nut,  Cluster  Fitting,  Retainer  (Asg)  . . . . . . . . . . 

Nut,  Coupling,  Electrical  Conduit . . . . . . . 

Nut,  Coupling,  Eiectricol  Conduit,  Spork  Plug  Cable  (Other  Than  Aircraft) . 

Nut,  Coupling,  Series  Lc  Connectors  . . . . . . . . . . . 

Nut,  Cylinder  Lock  -opr  74  W/DOD  Exception . . . . . 

Nut,  Double  Hexagon,  Cupwasher  Locked,  Ams  5737,  Cres.... . . . 

Nut,  Double  Hexagon  •  Copwosher  Locked,  Ams  6322,  Cadium  Plated  MIL  S  8879  .. 

Nut,  Drilled  Jam  •  Sep  72  W/dod  Exceptions . . . . . . . 

Nut,  Eye,  Thimble  Hot  Dip  Galvanized  (Pole  Line)..... . . . . 

Nut,  Flange,  Hex  Metric  >  21  Jun  82 . . . . . . 

Nut,  Flexible  Conduit,  Radio  Frequency  Shielding  . . . . . . . 

Nut,  Floating,  Self  Locking,  Attoched  Retention  Element  (A.r.e.)  450  Deg.  F,  Steel, 
125  KSI  Ftu,  Replaceable  Nut  Element 

Nut,  Floating,  Self-Locking,  Attached  Retention  Element  (A.r.e.),  450  Deg.  F,  Steel, 
125  KSI  Ftu,  Replaceable  Nut  Element,  1/64  Oversize  Repair 
Nut,  Floating,  Self  Locking,  Attoched  Retention  Element  (A.R.E.),  450  Deg.  F,  Cres 
(ASTM  A-286),  KSI  Ftu,  Replaceable  Nut  Element,  1/64  Oversize  Repair 

Nut,  Heavy  Hex  -  Metric  •  6  Dec  79  (Errata  4/81),.... . . . . . 

Nut,  Hex,  Free  Running,  Procurement  Specification  For,  Metric  ■  Dec  1985 . . 

Nut,  Hexagon  (Synchro).. . . . . . . . . . . 

Nut,  Hexagon,  Connector  Mounting  Series  li. . . . . . . 

Nut,  Hexagon,  Finished,  UNC-2B  And  8N-2B  High  Temperature-lo  1000  Degree  F,... 

Nut,  Hexagon,  Semifinished,  Heavy,  UNC-2B  And  8N-2B,  High  Temperature-to  1000 
Degree  F 

Nut,  Hose  Coupling,  Automotive  Air  Broke  Hose  Adopter... . . 

Nut,  Jam,  Hex  -  Metric  *  6  Dec  79  W/errota  *  May  81  . . 

Nut,  Jam,  Hexagon  . . . . . . . . . . . . . 

Nut,  Plain  tUSnlf- locking.  Clinch,  Floating,  Metric  (Self-Clinching,  Knurled  Collar)...... 

Nut,  Plain  *  Hexagon,  Finished,  Left  Hand  . . . . . 

Nut,  Plain  And  Self-tocking,  Clinch,  Metric  (Self-clinching,  Knurled  Collar)  Fixed  And 
Floating 

Nut,  Plain  And  Self-locking,  Clinch,  Fixed,  Metric  (Seif  Clinching,  Knurled  Collar) . 

Nut,  Plain  Cap,  Low  Crown,  UNC-2B,  And  UNF-2B. . . 

Nut,  Plain  Clinch  &  Nvl,  Self  Locking  Clinch,  (Knuried  Collar,  Miniature,  450  Deg  F) 


Nut,  Pfain  Hex  -  Thin,  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  •  Dec  85 
Nut,  Plain  Hex  -  DRLO,  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  •  Dec  85 

Nut,  Plain  Hex  -  UNS  S66286,  Silver  Plate,  MJ  Thready  Metric  -  D  . . . 

Nut,  Plain  Hex  -  DRLD,  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Nut-self-locking,  Plate,  Countersink  100  Deg.  To  250  Deg.  F  (Inactive  After  7  April 
1967)  (Use  Ms  21049) 

Nut-spanner,  Bearing  Retaining,  Aeronautical  (Asg) . . . . . . 

Nut-swivel  Wired-on,  Lightweight  -  July  1986  . . . . . . . 

Nut,  (Fastener),  Hex,  Preload  Locking,  CRES,  450  Deg.  F,  800  Deg.  F  And  1200 
Deg  F. 

Nut,  Adapter,  Servicing,  Us  Ground  Equipment  To  Raf  Aircraft  . . . . . 

Nut  Blind  Rivet  ■  Flathead,  Internal  Thread,  Non-locking  (Free-running)  And 
Self-locking  (Prevailing  Torque)  31  Oct  85 
Nut,  Blind  Rivet,  Countersunk  Head,  Internal  Threod,  Now  locking  (Free  Running) 

Or  Self  Locking  (Prevailing  Torque(  -  May  69  W/dod  Exceptions 
Nut,  Blind  Rivet  Flathead,  Internal  Thread,  Non  Locking  (Free  Running)  Or  Self 
Locking  (Prevoling  Torque)  •  May  69  W/dod  Exceptions 
Nut,  Blind,  Elliptical  Head,  Self  Locking,  Closed  End,  450  Deg.  F  *  Apr  68  W/dod 
Exceptions 

Nut,  Blind,  Serrated  Head,  Self  Locking,  450  Deg.  F  •  Jul  74  W/DOD  Exceptions.... 

Nut,  Cop,  Dual  Wheel  Mounting  . . . . . . . . . . 

Nut,  Captive  Washer,  Self  locking,  Steel,  180  KS1  Ftu,  450  Deg.  F,  (12  Spline) 
Wrenching  Element 

Nut,  Captive  Washer,  Self-locking,  Nickel  Alloy  718,  220  KSl  FTU, 900  Degree 
(12-SPLINE)WRENCHING  Element 

Nut,  Castellated,  Hex  •  UNS  S66286  MJ  Thread,  Metric  •  Dec  85 . . . 

Nut,  Castellated,  Hexagon,  Counterbored  Assembled  Washer,  450  Deg.  F  (For  Self 
Retaining  Bolts) 

Nut,  Castelloted,  Hex  •  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  •  Dec 

1985 

Nut,  Castelloted,  HEXAGON-A-286 . 

Nut,  Castellated,  Hex  «  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric  •  Dec  1985.... 

Nut,  Castellated,  Hexagon  . . . . . . . . . . 

Nut,  Castellated,  Hex,  Thin  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  *  Feb 

1986 

Nut,  Castel'ated,  Hexagon  -  A-286,  Silver  Plated,  MIL-S-8879.. . . . 

Nut,  Castellated,  Hex  •  Thin,  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric  •  Dec 
85 

Nut,  Clinch . , . . . . . . . . . . 

Nut,  Cluster  Fitting,  Retainer  (Asg)  . . . . . . . . . 

Nut,  Coupling,  Electrical  Conduit . . . . . . . 

Nut,  Coupling,  Electrical  Conduit,  Spark  Plug  Coble  (Other  Than  Aircraft)- . 

Nut,  Coupling,  Series  Lc  Connectors  . . . . 

Nut,  Cylinder  lock  -opr  74  W/DOD  Exception  . . . . . . . . 

Nut,  Double  Hexagon,  Cupwasher  Locked,  Ann  5737,  Cres . . . . 

Nut,  Double  Hexagon  *  Copwasher  Locked,  Ans  6322,  Cadium  Plated  MIL  S  8879  .. 

Nut,  Drilled  Jam  -  Sep  72  W/dod  Exceptions . . . . 

Nut,  Eye,  Thimble  Hot  Dip  Galvanized  (Pole  Line) . . . . . . 

Nut,  Flange,  Hex  Metric  *  21  Jun  82.... . . . . . 

Nut,  Flexible  Conduit,  Radio  Frequency  Shielding  . . . . 

Nut,  Floating,  Seif  locking.  Attached  Retention  Element  (A.r.e.)  450  Deg.  F,  Steel, 
125  KSl  Ftu,  Replaceable  Nut  Element 

Nut,  Floating,  Self  locking.  Attached  Retention  Element  (A.r.e.),  450  Deg.  F,  Steel, 
125  KSl  Ftu,  Replaceable  Nut  Element,  1/64  Oversize  Repair 
Nut,  Floating,  Self  locking,  Attached  Retention  Element  (A.R.E.),  450  Deg.  F,  Cres 
(ASTM  A-286),  KSl  Ftu,  Replaceable  Nut  Element,  1/64  Oversize  Repair 

Nut,  Heavy  Hex  »  Metric  *  6  Dec  79  (Errota  4/81)..... . . . . 

Nut,  Hex,  Free  Running,  Procurement  Specification  For,  Metric  •  Dec  1985 . 

Nut,  Hexagon  (Synchro) . . . . 

Nut,  Hexagon,  Connector  Mounting. Series  IS. . . . . . 

Nut,  Hexogon,  Finished,  UNC-2B  And  8N-2B  High  Temperature-to  1000  Degree  F.... 

Nut,  Hexagon,  Semifinished,  Heavy,  UNC-2B  And  8N-2B,  High  Temperature-to  1000 
Degree  F 

Nut,  Hose  Coupling,  Automotive  Air  Brake  Hose  Adapter . . . . . . . 

Nut,  Jam,  Hex  •  Metric  *  6  Dec  79  W/errata  *  May  81  . . . . . 

Nut,  Jam,  Hexagon . . . . . . . . . . . . 

Nut,  nom  &  Scif-locking,  Clinch,  Floating,  A*  ell  it  (Self  Clinching,  Knurled  Collar),..... 

Nut,  Plain  •  Hexagon,  Finished,  left  Hand . . . . . . . . 

Nut,  Plain  And  Self-locking,  Clinch,  Metric  (Self-clinching,  Knurled  Collar)  Fixed  And 
Floating 

Nut,  Plain  And  Self-locking,  Clinch,  Fixed,  Metric  (Self  Clinching,  Knurled  Collar) ...... 

Nut,  Plain  Cap,  low  Crown,  UNC-2B,  And  UNF-2B.  . . . . . . . 

Nut,  Plain  Clinch  &  Nvt,  Self  locking  Clinch,  (Knurled  Collar,  Miniature,  450  Deg  F) 


Nut,  Ploin  Hex  »  Thin,  UNS  G87400,  Cadmium  Plate,  MJ  Threod,  Metric  ■  Dec  85  .. 
Nut,  Plain  Hex  *  DRLD,  UNS  G87400,  Cadmium  Plate,  MJ  Thread,  Metric  *  Deo 85 

Nut,  Plain  Hex  *  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric  *  D  . . . . ....... 

Nut,  Plain  Hex  *  DRlD,  UNS  S66286,  Silver  Plate,  MJ  Thread,  Metric..., . . 
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AN373 

5310 

AS 

21  Mar 

72 

AV 

AS 

99 

REV  4 

MS-172236B 

THRU  I72270B 

5310 

82 

16  Dec 

74 

AV 

AS 

99 

AS  1790C-86 

4730 

AS 

20  Jan 

87 

AV 

AS 

99 

MIL-N-85353/2A 

5310 

AS 

23  Jun 

86 

AV 

AS 

11 

MS-27593B 

4730 

11 

05  Apr 

76 

AS 

99 

ASTM  1329-85 

REV  6 

5310 

AS 

11  Feb 

87 

AV 

AS 

11 

E 

NAS  1330-69 

5310 

AS 

14  Jun 

74 

AV 

AS 

11 

E 

NAS  1329-69 

5310 

AS 

14  Jun 

74 

AV 

AS 

11 

E 

NAS  1735-68 

5310 

AS 

14  Jun 

74 

AV 

AS 

11 

E 

NAS  1731-74 

REV  1 

5310 

AS 

15  Sep 

78 

AV 

AS 

11 

l 

MS-53068C 

2530 

AT 

19  Oct 

78 

AT 

99 

L 

MIL-N-8985/3 

5310 

AS 

23  Aug 

82 

AS 

MIL-N-85730/1 

5310 

AS 

01  Feb 

88 

AV 

AS 

11 

MA  3350-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11 

MS-212448 

5310 

AS 

28  Aug 

81 

AV 

AS 

99 

MA  3425-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11  IS 

MS-9358B 

5310 

AS 

30  Sep 

86 

AV 

AS 

11 

MA  3426-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11  IS 

MS-21025E 

5310 

82 

09  Apr 

83 

AV 

AS 

99 

MA  3427-86 

5310 

IS 

21  Jan 

87 

AV 

AS 

11 

MS-9359B 

5310 

AS 

17  Jun 

86 

AV 

AS 

MA  3428-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

1) 

l 

M1L-N-82512 

5310 

OS 

04  Sep 

68 

OS 

MS-219378 

NOTICE  1 

4730 

AS 

27  Jun 

69 

AV 

AS 

99 

AN3054 

5975 

85 

25  Mar 

88 

85 

REV  8 

MS-390I6B 

5975 

AT 

16  Jan 

89 

AT 

85 

MS-91598A 

5935 

EC 

14  Jul 

55 

CR 

EC 

85 

E 

NAS  699-74 

5310 

AS 

06  Jun 

88 

AV 

AS 

11 

REV  4 

MS-9766B 

5310 

AS 

20  Dec 

72 

AS 

11 

MS-9767B 

5310 

AS 

05  Jan 

83 

AS 

11 

E 

NAS  509-72 

5310 

AS 

14  Jun 

74 

AV 

AS 

11 

MS-21303B 

5310 

ER 

26  Apr 

68 

ER 

YD 

99 

ANSI  818.2.4.4M-82 

5310 

AR 

30  Jun 

82 

AR 

AS 

99 

MS-25066A 

5975 

35 

24  Oct 

73 

ER 

AS 

85 

MS-14200 

5310 

AS 

21  Dec 

83 

AR 

AS 

99 

MS-14201 

5310 

AS 

21  Dec 

83 

AR 

AS 

99 

MS-14211 

5310 

AS 

13  Mar 

84 

AS 

ANSI  B18.2.4.6M-79 

5310 

AR 

06  Dec 

79 

AR 

AS 

99 

MA  1937-85 

5310 

/IS 

05  Dec 

86 

AV 

99 

l 

MS-171878 

5310 

OS 

09  Apr 

65 

OS 

MS-27512E 

NOTICE  1 

5935 

85 

30  Jan 

87 

CR 

AS 

85 

l 

MS-16286 

NOTICE  1 

5310 

SH 

30  Jun 

86 

SH 

l 

MS-16285 

5310 

SH 

23  Sep 

57 

SH 

MS-39135D 

4730 

ME 

15  Aug 

80 

99 

E 

ANSI  B18.2.4.5M-79 

5310 

AR 

06  Dec 

79 

AR 

AS 

99 

AN3I6 

5310 

AS 

29  Dec 

72 

AV 

AS 

99 

REV  10 

DOD  N  70333 '2 

5310 

AR 

1$  Jun 

85 

AR 

AS 

99 

l 

MS-45905A 

5310 

AR 

20  Jan 

65 

AR 

OOD-N-70333 

5310 

AR 

18  Jun 

85 

AR 

AS 

99 

DOD-N-70333/1 

5310 

AR 

18  Jun 

85 

AR 

AS 

99 

MS-24679D 

5310 

AR 

22  Nov 

88 

AR 

82 

M1L-N-45938 

SUPP  1A 

5310 

AR 

02  Apr 

86 

AR 

OS 

NOTICE  1 

MA  3354-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11 

MA  3421-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11 

MA  3422-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11 

MA  3423-85 

5310 

IS 

16  Jun 

86 

AV 

AS 

11 

489 


ALPHABETICAL  LISTING 


TITLE 

Nut,  Plain,  Round,  Bali  &  Roller  Bearing,  Metric, . . . . . . . 

Nut,  Plain,  Round,  Ball  &  Roller  Bearing,  Narrow  Series,  Metric . . . . . 

Nut,  Plain,  Single  Ball  Seat,  Hexagon.  Wheel  MOUNTING-3/4  And  1-1/8  Inch . . 

Nut,  Ploin,  Spline,  Round . . . . . . . 

Nut,  Plain,  Square  . . . . . . . . . . . 

Nut,  Plain,  Square,  Regular,  Unfinished,  Copper-silicon  Alloy,  UNC-2B,  Nonmagnetic 

Nut,  Plain,  Square-steel,  Cadmium  Plated. . . . . . . . . 

Nut,  Plain,  Welding,  General  Specification  For,  Metric  . . . . . 

Nut,  Plain,  Welding,  Metric . . . . . . . . 

Nut,  Plain,  Wing,  Inch  And  Metric . . . . . . . . . 

Nut,  Plain,  Wing  (Inactive  For  Design  Use  MS35425  And  MS35426) . . . 

Nut,  Plain,  Wing,  Carbon  Steel,  UNC-2B . . . . . . . . 

Nut,  Pla’n,  Wing,  UNF-2B  . . . . . . . . . . . . 

Nut,  Plain,  Wing,  Metric  . . . . . . . . . . ..... 

Nut,  Plate,  Self  Locking,  Floating,  Spring  loaded  W/DOD  Exceptions  •  Mar  77  . 

Nut,  Plate,  Self  Locking,  Floating,  Two  Lug,  Reduced  Rivet  Spacing,  Steel,  (Vespel 
Insert)  500  Cycles  Reuse,  Replaceable  Nut,  160KSI  Ftu,  450  Deg.  F. 

Nut,  Push-on,  Steel . . . . . . . . . . . . . 

Nut,  Rigid  Tube  Connector,  Corrosion  Resistant  Steel  (JAN-81) . 

Nut,  Rigid  Tube  Connector,  Aluminum  -  5  Jun  78  . . . . . . . 

Nut,  Sealing,  Self-locking,  250  Deg.  F,  450  Deg.  F  General  Specification  For  .......... 

Nut,  Self  *  Locking,  Plate,  One  Lug,  Metric,  Floating,  Low  Height, c’bored,  1100 
MPA,  250  Degree  C,  450  Degree  C  *  Apr  80 
Nut,  Self  •  Locking,  Plate  •  One  Lug,  Floating,  Varioble  Counterbore,  Replacement 
Nut  Element,  125  KSI  FTU,  450  Degrees  F  &  800  Degrees  F  •  Nov  78 
Nut,  Self  Aligning,  Self  Locking,  Plate  •  Two  Lug,  Floating,  125  KSI  Ftu,  450  Deg.  F 
&  800  Deg.  F  -  May  73 

Nut,  Self  Locking,  Steel,  260  KSI  FTU,  450  Deg  F . . . . 

Nut,  Self  locking.  Spline  Drive,  Assembled  Washer,  Nickel  Alloy  718,  220  KSI  Ftu, 
900  Deg.  F 

Nut,  Self  locking,  Plate  *  Corner,  Counterbored,  Floating,  125  KSI  Ftu,  450  Deg.  F 
&  800  Deg.  F  -  May  73 

Nut,  Self  locking,  Clinch  (Swage  Clinching,  Knurled  Shonk,  250  Deg.  F)  . . 

Nut,  Self  Locking,  Spline  General  Purpose,  250  Deg.  F . . . . . 

Nut,  Self  locking.  Spline  Drive,  Alloy  Steel  1800  Mpa,  235  Deg.  Cmetric  •  Oct  81  .. 

Nut,  Self  locking  Steel,  180  KSI  FTU,  450  Degree  F  . . . . 

Nut,  Self  locking.  Reduced  Height,  Steel,  450  Deg.  F,  12  Point,  Captive  Washer . 

Nut,  Self  locking,  Plate  Two  lug,  Floating  Variable,  Counterbore,  Replaceable  Nut 
Element,  125  Ksi  Ftu,  450  Deg  F  &  800  Deg  F  ■  (Nov  78 
Nut,  Self  Locking,  Clinch  (Swoge  Clinching,  Knurled  Shonk, ,250  Deg.  F,  UNJF-3B)  .. 
Nut,  Self  locking,  Hexagon  Prevailing  Torque,  General  Purpose,  250  Deg.  F, 

UNC-2B  And  UNF-2B 

Nut,  Self  locking  Alloy  Steel,  220  Ksi  Ftu,  450  Deg  F, . . . . . 

Nut,  Self  locking,  Plate,  Side  By  Side,  Floating,  low  Height,  Reduced  Rivet 
Spacing,  C.  Bored,  160  Ksi,  450  Deg.  F,  800  Deg.  F  -  Mar  75  W/dod  Exceptions 

Nut,  Self  locking,  1200  Deg.  F  . . . . . . . . . 

Nut,  Self  Locking,  Hexogon  Prevailing  Torque,  For  Critical  Installations,  250  Deg.  F, 
UNC-3B  And  UNF-3B 

Nut,  Self  locking.  Barrel,  Flooting,  108  KSI  FTU  -  4  May  83  W/DOD  Exceptions  .... 

Nut,  Self  locking,  Hexogon,  Regullar  Height,  (Non  Metallic  Insert;  250DEG.  F., 
Nickel  Copper  Alloy 

Nut,  Self  locking,  Plote  Two  lug,  Deep  Counterbore,  Floating,  125  Ksi  Ftu,  450  & 
800  Deg.  F  -  Jun  71 

Nut,  Self  locking,  Castelloted,  Hexagon,  C  Bored,  Captive  Washer,  450  Deg.  F, 

Nut,  Self  locking,  Plate  Corner,  Flooting,  Varioble  Counterbore,  Replaceable  Nut 
Element,  125  Ksi  Ftu,  450  Deg  F  &  800  Deg  F  -  Nov  78 
Nut,  Self  locking,  Castelloted,  Hexogon,  Counterbored,  Assembled  Washer,  250 
Deg.  F,  Non-metollic  Insert  (For  Self  Retaining  Bolts) 
Nut„-Se!Llocking,-Counferboru,  Replaceable  Element  •  Nov  78... ............................... 

Nut,  Self  Locking,  Plate,  Side  By  Side  Reduced  Rivet  Spacing,  low  Height,  Steel, 

125  KSI  FTU,  450  Deg.f  Volidoted  Jul  1973 
Nut,  Self  locking,  Plate-on  Lug,  low  Height  C  Bore,  Reduced  Reduced  Rivet  Spacing 
-  16  Dec  74  W/DOD  Exception 

Nut,  Self  locking.  Steel,  180  Ksi  Ftu,  450  Deg.  F.,  Flonged,  MS33787  Wrenching 
Element 

Nut,  Self  locking,  Plate  Ty>'o  lug,  Cap,  Flooting  -  8  Jun  81  W/dOD  Exceptions  ...... 

Nut,  Self  locking,  lightweight,  Castellated,  450  Deg.  F, . . . . . 

Nut,  Self  locking,  Plate  Two  lug.  Cap,  Flooting,  Reduced  Rivet  Spacing  •  8  Jun  81 
W/dOD  Exceptions 

Nut,  Self- locking.  Hexagon-regular  Height,  450  Deg.  F,  125  Ksi  Ft-  (Asg) . . . 
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DOD-N-70329 

6310 

AR 

16  Aug 

82 

AR 

OS 

99 

NOTICE  1 
DOD-N-70329/1 
NOTICE  1 

5310 

AR 

05  May 

88 

AR 

OS 

99 

l 

MS-51983E 

5310 

AT 

30  Aug 

82 

AT 

99 

MIL-N-45938/I2B 

5310 

AR 

21  Apr 

88 

AR 

OS 

99 

MS-21304A 

5310 

ER 

10  May 

60 

ER 

MC 

99 

l 

MS-16211  A 

5310 

SH 

19  Aug 

66 

SH 

MS-27040B 

5310 

AR 

01  Feb 

74 

AR 

SH 

99 

DODN-63476 

5310 

AR 

27  Apr 

87 

AR 

99 

NOTICE  1 
OOD-N-63476/1 
NOTICE  1 

5310 

AR 

17  Mar 

81 

AR 

99 

FF-N-845D 

5310 

/AR 

08  May 

81 

AR 

99 

AN350 

5310 

AS 

30  Sep 

70 

AV 

AS 

99 

REV  5 

MS-51468 

5310 

AR 

10  Jan 

83 

AR 

SH 

99 

MS-35426E 

5310 

AR 

14  Mar 

77 

AR 

99 

DS-51402 

NOTICE  1 

5310 

AR 

20  May 

88 

AR 

99 

E 

NAS  1803-77 

5310 

AS 

20  May 

83 

AV 

AS 

11  IS 

MS-14179A 

5310 

AS 

30  Sep 

83 

AV 

AS 

99 

MS-51857 

5310 

AR 

01  Jun 

88 

AR 

OS 

NOTICE  1 

NAS  596-81 

4730 

AS 

05  Feb 

88 

AV 

AS 

99 

REV  5 

NAS  593-78 

REV  4 

4730 

CS 

08  Aug 

79 

CS 

MIL-N-85615 

5310 

AS 

01  Sep 

86 

AR 

AS 

11 

NA  00738.0074-80 

5310 

AR 

21  Jan 

85 

AR 

AS 

11 

NAS  1792-78 

5310 

AS 

17  Oct 

84 

AS 

11 

NAS  1765-73R82 

5310 

AS 

20  May 

83 

AV 

AS 

11 

Q 

MIL-N-8984 

5310 

AS 

28  Jan 

72 

AV 

AS 

99 

M1L-N-85730 

5310 

AS 

01  Feb 

88 

AV 

11 

NAS  1766-73R82 

5310 

AS 

20  May 

83 

AV 

AS 

11 

MIL-N-45938/8A 

5310 

AR 

20  Aug 

85 

AR 

OS 

MS-51866A 

NOTICE  1 

5310 

AR 

01  Jun 

88 

AR 

99 

NA  0061-81 

5310 

IS 

09  Sep 

85 

AV 

11 

Q 

MIL-N-8985  (1) 

5310 

AS 

30  Nov 

76 

AV 

AS 

99 

L 

MS-3376B 

5310 

AS 

01  Jun 

71 

AS 

NAS  1791-78 

5310 

AS 

17  Oct 

84 

AS 

11 

L 

MIL-N-45938/9A 

5310 

OS 

27  Jun 

85 

OS 

99 

MS-51922E 

NOTICE  1 

5310 

AR 

06  Jun 

88 

AR 

OS 

99 

Q 

MIL-N-8922A 

5310 

AS 

23  May 

88 

AV 

AS 

99 

E 

NAS  1789-75 

5310 

AS 

15  Sep 

78 

AV 

AS 

11 

Q 

MIL-N-7873A  (1) 

5310 

AS 

05  Feb 

71 

AV 

AS 

11 

l 

MS-51943C 

5310 

AR 

23  Jun 

76 

AR 

OS 

99 

NAS  577-83 

5310 

AS 

30  Jon 

84 

AS 

11 

REV  12 

MS-17828H 

NOTICE  1 

5310 

AS 

11  Feb 

80 

AV 

AS 

99 

NAS  1870-71 

5310 

AS 

14  Jun 

74 

AV 

AS 

11 

MS-14146A 

5310 

AS 

30  Nov 

88 

AV 

AS 

99 

NAS  1793-78 

5310 

AS 

17  Oct 

84 

AS 

11 

MS-2I224C 

5310 

AS 

30  Nov 

88 

AV 

AS 

NAS  1794-78 

5310 

AS 

17  Oct 

84 

AS 

11 

MS-210568 

5310 

AS 

30  Sep 

87 

AV 

AS 

99 

E 

NAS  696-74 

5310 

AS 

05  Dec 

80 

AV 

AS 

11 

REV  9 

MS-21133 

5310 

AS 

28  Jon 

72 

AV 

AS 

11 

NAS  1473-81 

5310 

AS 

17  Oct 

84 

AS 

11 

REV  8 

MS-14144A 

5310 

AS 

30  Nov 

88 

AV 

AS 

99 

NAS  1474  81 

5310 

AS 

17  Oct 

84 

AS 

11 

REV  8 

MS-71045G 

5310 

AS 

06  Jun 

88 

AR 

AS 

99 
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DOCUMENT 

NUMBER  FSC  PREP  DAIE 


CUSTODIAN 


Nut,  Self  locking,  Captive  Wother,  Shear  Type,  450  Deg.  F  And  800  Deg.  F  -  1 
Nov  82 

Nut,  Self  locking,  Steel,  160KSI,  450  Deg.  F.,  12  Point,  Captive  Washer...., . . 

Nut,  Self  locking  *  Reduced  Hex  Drive,  UNS  566286,  Silver  Plated  MJ  Thread, 

Metric  *  May 

Nut,  Self  locking,  Hexogon-regular  Height,  800  Deg.  F,  125  Ksi  Ftu  (Asg)... . . 

Nut,  Self  locking  -  UNS  N07001,  760  Deg.  C,  1250  Mpa  &  1100  Mpo,  MJ 
Thread,  Procurement  Specification  For,  Metric  *  July  1987 
Nut,  Self  locking,  Hexagon-regular  Height,  250  Deg.  F,  125  Ksi  Ftu  And  60  Ksi  Ftu 
(Asg) 

Nut,  Self  locking  -  UNS  S66286,  425  Deg.  C  &  658  Deg.  C,  1100  Mpa,  MJ 
Thread,  Procurement  Specification  For,metr!c  •  July  1987 

Nut,  Self  locking,  Plate,  Two  lug,  1200  Deg,  F,  125  Ksi  Flu  . . . 

Nut,  Self  locking,  Spline  Drive,  Extended  Washer,  UNS  N07001,  Silver  Plate,  MJ 
Thread,  Metric  •  July  1987 

Nut,  Self  locking,  Plate,  One  Lug,  Low  Height,  Alloy  Steel,  125  Ksi  Flu,  450  Deg.  F 
Nut,  Self  locking,  Castellated,  Reduced  Hexagon,  600  Mpa  Shear,  Metric  •  Jan  81.. 

Nut,  Self  locking,  Hexagon,  1200  Deg.  F,  125  Ksi  Ftu  . . . . . 

Nut,  Self  locking,  Floating,  Plate,  Corner,  Low  Height,  C'bored,  1100  Mpa,  Metric, 
235  Deg  C,  425  Deg.  C  *  Feb  80 

Nut,  Self  locking,  Steel,  220  Ksi  Ftu,  450  Deg.  F.,  Flanged,  MS33787  Wrenching 
Element 

Nut,  Self  locking,  Plate,  Corner,  low  Height,  C'bored  1100  Mpo,  Metric,  235  Deg. 

C,  425  Deg.  C  *  Feb  80 

Nut,  Self  Locking,  Castellated,  Reduced  Hexagon,  1100  Mpa  Tensile,  Metric  •  Jon 
81 

Nut,  Self  locking,  Spline  Drive  1250  Mpa,  235  Deg.c,  425  Deg.c  Metric . 

Nut,  Self  locking,  Hexagon  Expended  Washer,  1 100  Mpo,  Metric,  235  Deg.c,  425 
Deg.c  -  Mar  78 

Nut,  Self  locking,  Plate,  Two  lug.  Fixed  low  Height,  C'bored,  1100  Mpa,  Metric, 

235  Deg  C,  425  Oeg  C  ■  Dec  78 

Nut,  Self  Locking,  425  Deg  C,  Metric,  Procurement  Specification  For  •  Nov  79 . 

Nut,  Self&locking,  Hexagon-thin,  Unc  3B  (Non  Metallic  Insert)  Austenitic  Corrosion 
Resistant  Steel,  Nonmagnetic,  250  Deg.  F 

Nut,  Self*  locking,  Plate,  Spacer,  light  To  Medium  Duty . . . . 

Nut,  Self*  locking,  Plate,  Spacer,  light  Duty . . . . . . . . . 

Nut,  Self*cooking,  A-286,  160  Ksi  Flu,  450  Deg.  F,  General  Specifi  Cation  For ........ 

Nut,  Self-locking,  Floating,  Plate,  Two-lug,  Metric,  low  Height,  C  Bored,  1100  MPA, 
235  Deg.  C,  425  Deg.  C  *  Mar  1978 

Nut,  Self-locking,  Clinch  (Swage-clinching,  Knurled  Shank,  Miniature,  250  Deg.  F,).... 
Nut,  Self-locking,  Assembled  Washer,  A*286,160  KSI  Ftu  450  Oeg.  Fspulne 
Wrenching  Elem  Ent 

Nut,  Self-locking-spline  Drive,  Extended  Washer,  UNS  S66286,  Silver  Plate,  MJ 
Thread,  Metric  *  July  1987 

Nut,  Self-locking,  Assembled  Washer,  Alloy  Steel,  220  KSI  Ftu,  450  Degree  F, 
(12-SPLINE 

Nut,  Self-locking,  Plate,  Side  By  Side  Reduced  Rivet  Spocing,  low  Height,  Cres,  125 
Ksi  Ftu,  450  Deg.  And  800  Deg  F 

Nut,  Self-locking,  Clinch  (Swage-clinching,  Knurled  Shank,  Miniature,  450  Deg  F.) .... 
Nut,  Self-locking,  Plate,  Fixed,  Side  By  Side  Reduced  Rivet  Spocing,  low  Height, 
C'boord,  1100  Mpo,  Metric  235  Deg.c,  425  Deg.c  ■  Jun  80 
Nut,  Self-locking,  250  Deg.  F,  450  Deg.  F,  And  800  Deg.  F  . . . 

Nut,  Self-locking,  Hexagon-thin,  450  Deg.  F,  80  Ksi  Ftu . . . 

Nut,  Self-locking,  Clinch  (Self-clinching,  Knurled  Collar,  Miniature,  450  Deg.  F.) . 

Nut,  Self-locking,  Plate,  Non-countersunk,  550  Deg.  F.  (Inactive  4-7-678  Use 
MS-21047  Or  MS-21048) 

Nut,  Self-locking,  Spanner . . . 

Nut,  Self-locking,  Piote,  Floating,  Two  lug  Reduced  Rivet  Spacing,  low  Height, 
C'bored,  1 100  Mpo,  Metric  235  Deg.  C,  425  Deg  C  ■  Jun  80 

Nut,  Self-locking,  Spanner,  Aluminum . . . . . 

Nut,  Self-locking,  Plate,  Floating,  Side  By  Side  Reduced  Rivet  Spacing,  low  Height, 
C'bored,  1 100  Mpo,  Metric  235  Deg  C,  425  Deg  C  •  Jun  80 
Nut,  Self-locking,  Steel,  260  Ksi  Ftu,  450  Degrees  F.,  Flanged,  MS33787  Wrenching 
Element 

Nut,  Self-locking,  Barrel,  Floating,  1550  MPA,  Metric  *  June  1981 . . . . . 

Nut,  Self-locking,  Castellated,  Hexagon  «  800  Deg.  F  . . . . . 

Nut,  Solf-locking,  Plate,  Fixed,  One  lug  Reduced  Rivet  Spacing,  Low  Height,  C 
Bored  1100  MPA,  Metric  235  Deg.c,  425  Deg.  C  •  June  1980 
Nut,  Self-locking,  Cap-genera!  Purpose,  250  Degrees  F . . . . 

Nut,  Self-locking,  Plate,  Fixed,  Two  Lug  Reduced  Rivet  Spacing,  Low  Height, 

C'boord,  1 100  Mpo,  Metric  235  Deg.c,  425  Deg.  C  -  Jun  80 

Nut,  Self-locking,  Flanged,  Prevailing  Torque,  Steel,  Cadmium,  Unc  And  Unf . . . 

Nut,  Self-locking,  Plate,  Fixed,  Corner,  Reduced  Rivet  Spacing,  low  Height,  C'bored, 
1100  Mpo,  tAtUiC  235  Deg  C,  425  Deg  C  -  Jun  80 

Nut,  Self-locking,  Plate,  Right  Angle  Floating,  125  KSI  Ftu  450  Deg.f. . . . . 

Nut,  Self-locking,  Wing  . . . . . . . . . . 

Nut,  Self-locking,  Hexagon,  Regular  Height,  250  Deg.  F.,  (Non  Metallic  Insert) 
Non-corrosion-resistant  Steel 

Nut,  Self-locking,  Lightweight,  Thin,  Castellated,  450  Degrees  F . . . . 

Nut,  Self-locking,  Extended  Wosher,  Round.nickel  Alloy  718,  220  Ksi  Ftu,  450  F  And 
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ALPHABETICAL  LISTING 


TITLE 

Nut,  SelMocklng,  Hexogon-regular  Height,  250  Deg.  F.,  {Non  Metallic  Insert)  300 
Series  Corrosion  Resistant  Steel 

Nut,  Self-locking,  Castellated,  Hexagon  -250  Degrees  F  Non-metollic  Insert  . . 

Nut,  Self-locking,  Castellated,  Hexagon  *  250  Deg.  F,  Thin,  Non  Metallic  Insert ........ 

Nut,  Self-locking,  450  Deg.  F,  Hexagon,  Reduced  Heod  Height,  Ring  Bose, 

Corrosion  Resistant  Steel 

Nut,  Self-locking  Gang  Chonnel,  Floating,  Low  Height,  Steel,  125  Ksi  Ftu,  250  Deg. 

F 

Nut,  Self-lockin,  Cho  Nnel,  Floating,  Carbon  Steel,  125  KSI,  Ftu . . . 

Nut,  Self-locking,  Channel,  Floating,  Low  Height,  Steel  125KSI,  Ftu,  450  F . . 

Nut,  SelMocklng,  Plate,  One  lug,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Deg  And  600 
Deg  F 

Nut,  Self-locking,  Plate,  One  Lug,  100  Deg.  Csk  low  Height,  Alloy  Steel,  125  Ksi 
Flu,  450  Deg.  F 

Nut,  Self-locking,  Plate,  One  Lug*  100  Deg.  Csk,  Low  Height,  Cres,  125  Ksi  Ftu,  450 
Deg.  And  800  Deg.  F.  (Asg) 

Nut,  Self-locking,  Channel,  Floating,  Low  Height,  Cres,  125KSI  Ftu,  450  Deg.f  And 
800  Deg.f 

Nut,  Self-locking,  Channel,  100CSK,  Floating,  low  Height,  Steel,  125KSI  Ftu,  250F  .. 

Nut,  Self-locking,  CHANNEl,100CSK,  Floating,  Low  Height,  Steel,  125KSI,  450F . 

Nut,  Self-locking,  Channel,  100  Deg  Csk,  Floating,  low  Height,  Cres,  125KSI  Flu, 

450  Deg  F  And  800  Deg  F 

Nut,  Self-locking,  Plate,  Two  Lug,  Reduced  Rivet  Spacing,  Low  Height,  Steel, 

125KSI  Ftu,  450  Deg  F 

Nut,  Self-locking,  Plate,  Two  Lug,  Reduced  Rivet  Spacing,  Low  Height,  Cres,  125KSI 
Ftu,  450  Deg  F  And  800  Deg  F 

Nut,  Self-locking,  Plate,  One  Lug,  Reduced  Rivet  Spacing,  Low  Height,  Steel, 

125KSI  Ftu,  450  Deg  F 

Nut,  Self-locking,  Plate,  One  Lug,  Redued  Rivet  Spocing,  Low  Height,  Cres,  125K5I 
Ftu,  125KSI  Ftu,  450  Deg  F  And  800  Deg  F 
Nut,  Self-locking,  Plate,  Corner,  Reduced  Rivet  Spocing,  Low  Height,  Steel,  125KSI 
Ftu,  450  Deg  f 

Nut,  Self-locking,  Plote,  Corner,  Reduced  Rivet  Spocing,  low  Height,  Cres,  125KSI, 
Ftu,  450  Deg  F  And  800  Deg  F 

Nut,  Self-locking,  Plate,  Two  Lug,  Floating,  Reduced  Rivet  Spocing,  Low  Height, 
Steel,  125KSI  Ftu,  450  Deg  F 

Nut,  Self-locking,  Plate,  Two  lug.  Floating,  Reduced  Rivet  Spacing,  Low  Height, 

Cres,  125KSI  Ftu,  450  Deg  F  And  800  Deg  F 
Nut,  SelMocklng,  Plote,  Two  lug,  Flooi.ng,  Non-metollic  Insert,  Steel,  125KS1 
FTU, 250  F. 

Nut,  Self-locking,  Plote,  Two  Lug,  Non-metollic  Insert,  Steel,  125KS1  Ftu,  250  F........ 

Nut,  Self-locking,  Gong  Chonnel,  Non-metollic  Insert,  125KS1  Ftu,  250  Deg  F . 

Nut,  Self-locking,  Plate,  One  lug,  Non-metollic  Insert,  Steel,  125KS1FTU,  250  F . . 

Nut,  Self-locking,  Plote,  Corner,  Non-metollic  Insert,  Steel,  125KS1  Ftu,  250  F . 

Nut,  Self-locking,  Plate  One  Lug,  Floating,  Non-metollic  Insert,  Steel,  125  Ksi  Ftu, 
250  F 

Nut,  Self-locking,  Hexagon,  Non-metallic  Insert,  Low  Height,  250  Oeg.  F  . . . 

Nut,  Self-locking,  Plate,  Corner,  Low  Height,  Alloy  Steel,  125  Ksi  Ftu,  450  Deg.  F,  .. 
Nut,  Self-locking,  Plote,  Corner,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Deg.  And  800 
Deg.  F.  (Asg) 

Nut,  Self-locking,  Plote,  Corner,  100  Deg.  Csk,  low  Height,  Alloy  Steel,  125  Ksi  Ftu, 
450  Deg.  F. 

Nut,  Self-locking,  Plote,  Corner,  100  Deg.  Csk,  low  Height,  Cres,  125  Ksi  Flu,-450 
Deg.  And  800  Deg.  F.  (Asg) 

Nut,  Self-locking,  Plate,  Two  Lug,  Floating,  Low  Height,  Alloy  Steel,  125  Ksi  Ftu, 

450  Deg.  F. 

Mu?,  Self-locking,  Plate,  Two  lug,  Floating,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Deg. 
And  800  Deg.  F.  (Asg) 

Nut,  Self-locking,  Plote,  One  Lug,  Flootlng,  low  Height,  Alloy  Steel,  125  Ksi  Ftu, 

450  Deg.  F. 

Nut,  Self-locking,  Plate,  One  Lug,  Flootlng,  low  Height,  Cres,  125  Ksi  Ftu,  450  Deg. 
And  800  Deg.  F.  (Asg) 

Nut,  Self-locking,  800  Deg.  F,  Reduced  Hexagon,  Reduced  Height,  Ring  Base, 
Corrosion  Resistant  Steel  (Asg) 

Nut,  Self-locking  Plote,  Two  Lug,  Low  Height,  Steel,  125  Ksi  Ftu,  450  Deg.  (Asg)  .... 
Nut,  Self-locking,  Plate,  Two  lug,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Deg.  And  800 
Deg.  F, 

Nut,  Self-locking,  Plate,  Two  Lug,  100  Deg.  Csk  Low  Height,  Steel,  125  Ksi  Ftu,  450 
Deg.  F.  (Asg) 

Nut,  Self-locking,  PJofe,  Two  lug,  100  Deg  Csk.  Low  Height,  Cres,  125  Ksi  Ftu,  450 
Deg  And  800  Deg  F 

Nut,  Self-locking,  450  Deg.  ?,  Reduced  Hexogon,  Reduced  Height,  Ring  Base, 
Non-corrosion  Resistant  Steel 

Nut,  Shear,  Self&locking,  Steel,  180  KSI  FTU,  450  Degrees  F ...........................  ....... 

Nut,  Sheet  Spring&  J  Type  . . . . . . . . . . 

Nut,  Sheet  Spring  . . . . . . . . . . . . . 

Nut,  Sheet  SpringB.  U  Type . . . . . 

Nut,  Sheet  Spring,  Instrument  Mounting.................................. . . . . 

Nut,  Sheet  Spring,  limitations  For  Usage  On  Aircraft . . . . 

Nut,  Sheet  Spring,  Instrument  Mounting . . . . . . . . . 

Nut,  Sleeve  Coupling  Flareless  ............ . . . . . . . . . . 

Nut,  Sleeve  Coupling,  Floreless  . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Nut,  Slotted,  Hex  Metric  *  6  Dec  79  W/dod  Exceptions  W/erroto  •  Moy  81 . . 

Nut,  Slotted,  Hexogon,  UNC-2B  And  UNF-2B . . . . . 

Nut,  Slotted,  HEXAGON-SHEAR.A-286 ... . . . . . . 

Nut,  Slotted,  Hexogon  Connector  Mounting,  Series  I. . . . . 

Nut,  Slotted,  Hexogon  .  Sheor,  Ams  5735,  Silver  Ploted  (Asg) . . . . 

Nut,  Sponner  End  Slots,  Cupwosher  locked,  Steel  Ams  6322  Mll-S-8879, . 

Nut,  Sponner,  Aeronautical  . . . . . . . . . . . . . 

Nut,  Sponner,  End  Slots,  Cupwosher  Locked,  A-286,  Silver  Ploted,  MlL-S-8879  . 

Nut,  Speciol . . . . . . . . . . 

Nut,  Spline  Drive-exfenoed  Washer,  Cupwosher  Lock,  UNS  S66286,  Silver  Plote, 

MJ  Thread,  Metric  *  Jul  87 

Nut,  Square,  Hexogon,  Cop,  Slotted,  Castle,  Knurled,  Welding  And  Single  Boll  Seal 

Nut,  St*  rped&standord  Type  . . . . . . . . . . 

Nut,  Swivel,  Wired  On  . . . . . . . . . . . . 

Nut,  Thin,  With  Optionol  Lockwire  Hole,  Metric  *  Oct  79.... . 

Nut,  Torque  Limiting  900  Deg.  F  Application  1/4-28  UNJF-3B  Thread  •  Nov  75  .... 
Nut,  Tube . . . . . . . „.. . . . . . . . . 

Nut,  Tube  Coupling  •  Swivel  . . . . . . . . . . . . 

Nut,  Tube  Coupling,  Long.. . . . . . . . 

Nut,  Tube  Coupling  •  Cres  Ams  5646,  Silver  Plate  (Asg).... . . . . 

Nut,  Tube  Coupling,  Short . . . . . . . . . . . . 

Nut,  Tube  Coupling,  Flareless  Type,  Hydroulic  . . . . . . 

Nut,  Tube  Coupling,  37  Degrees  Flared . . . . . . . . 

Nut,  Tube  Coupling  •  Cres  Ams  5646  (Asg) . . . . . . . 

Nut,  Tube  Coupling  •  Aluminum,  Ams  4121(ASG) . . . . . . . 

Nut,  Tube  Coupling  ■  Safety  Sleeve  Compression  Type . . . . 

Nut,  Tube,  Bulkhead  And  Universal  Fitting  . . . . . . 

Nut,  Universal  Port  Fitting  •  Nov  67  W/DOD  Exceptions . . . . . . 

Nut,  Washer,  Self  Aligning,  450  Degrees  F  &  800  Degrees  F  •  Sep  73  W/dod 
Exceptions 

Nut,  Welding  *  Without  Pilot . . . . . 

Nut,  Welding-pilot . . . . . . . . . . . . 

Nut,  Wheel,  SELF-LOCKING,  Flonged,  Inconel  718,  220  KSI  Ftu,  450  Deg.  F, 

Spline  Drive 

Nut,  Wheel,  Self  locking,  Flonged,  Steel,  180  Ksi  Ftu,  450  Degrees  F.  Spine  Drive  .. 

Nut,  Wheel,  Self  locking,  Flanged,  Steel,  220  Ksi  Ftu,  450  Deg.  F.  Spline  Drive  . 

Nut,  Wing,  Thumb  Screws  &  Wing  Screws  •  68  (Reopproved  83). . . . . . 

Nut,  Wire  Retained  Swivel  Safety  Wire  Holes,  Hose  Fitting  AMS  5639  CRES  Steel,. 
Nut,  Wire  Retained,  Swivel  Sofety  Wire  Holes,  Hose  Fitting  Ams  5639  Cres  Steel.... 
Nut, floating.  Self  locking.  Attached  Retention  Element  (A.R.E.),  450  Deg.  F,  Cres 
(A-286),  125  KSI  Ftu,  Replaceable  Nut  Element 
Nut, plain,  Hexogon  •  Small  Pattern,  Nonstructural  -  8  Jun  81  W/dOD  Exceptions .... 

Nutrunner . . . . . . . . . . . 

Nutrunner  And  Screwdriver,  Pneumatic  . . . . 

Nutrunner  And  Screwdriver,  Electric . . . . . . . 

Nuts  (Fasteners),  Internally  Threoded,  Preload  Locking,  450  Deg.  F,  800  Deg.  F, 

1200  Deg.  F,  Reliability  And  Maintainability  Design  Requirements  For 
Nuts  (Fasteners),  Internally  Threaded,  Preload  Locking,  450  Deg.  F,  800  Deg.  F  And 
1200  Deg.  F,  General  Specification  For 

Nuts  (Unshelled)  Assorted  Or  Mixed . . . . . . . . . 

Nuts  And  Plote  Nuts «  Self  locking.  Functional  Limitations  Of  (Use  MS33588) . 

Nuts  Preferred  For  Design,  Listing  Of  . . . . . . . . . 

Nuts,  Blind,  Press,  And  Blind  Rivet,  Installation  . . . . 

Nuts,  Carbon  &  Alloy  Steel  (Metric)  *  7  Apr  83 . . . . . 

Nuts,  Hex  &  Square  (Inch  Series)  *  27  Feb  1987 . 

Nuts,  Nonferrous,  For  General  Use  (Metric)  -31  Aug  1984............... . 

Nuts,  Plain,  Round,  Retaining,  Boll  And  Roller  Bearing,  light  Series  . 

Nuts,  Plain,  Round,  Retaining,  Ball  And  Roller  Bearing  Regulor  Series . . 

Nuts,  Self-locking,  Hexogon,  Prevailing-torque . . . . 

Nuts,  Self-locking,  Aircraft,  Reliability  And  Maintainability  Usage  Requirements  For .. 
Nuts,  Self-locking,  235  Deg.  C,  Metric,  Procurement  Specification  For  •  12  May 
1980 

Nuts,  Shelled,  Roasted,  Soiled . . . . . . . . . . 

Nuts,  Shelled,  Roasted . . . . . . . . . . . 

Nuts,  Square  &  Hex  •  72  (Reopproved  83) . . . . . . 

Nuts,  Stainless  Steel  *  29  Aug  86  . . . . . . . . . . . . 

Nylon  Rope  (3  Strand  Hawserlaid)  (Prepared  Under  Project  Z«  16.2.1)  ...................... 

Nystatin  Cream  . . . . . . . . . 

Nystatin  Ointment,  Usp  . . . . . . . . . . . . . 

Nystatin  Orol  Suspension,  USP  . . . . . . . 

Nystatin  Vaginal  Tablets,  Usp  . . . . . „  . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Nystatin,  Gramicidin,  Neomycin  Sulfate,  And  Triamcinolone  Acetonide  Cream . 

NOATO  Manual  Interface  Between  The  Manual  Switched  Telecommunications 
Systems  Of  The  Combat  Zone  (Edition  1)  (Rel  To  Other  Than  DOD  Act  Req  Pr 
Appr  Of  CNM,  MAT,  09B21) 

O-chlorobenroldehyde,  Technical . . . . . . . 

O-rings,  Aerospace  Size,  Standard  For  *  1  Jul  74 . . . . . 

O,  S  Diethyl  Methylphosphonothiolate . . . .  .  . 

Oakum  (Pocking,  Jute,  Twisted).. . . . . . . . . . 

Oakum,  Marine  . . . . . . . . . . . . 

Oar,  Metal,  Sectionol . . . . . 

Oatmeal  Cookie  &  Granola  Bars*  (Operational  Ration  Component)  . . . . 

Oatmeal,  Colloidal  Concentrate . . . . . 

Oatmeal,  Instant  (Operational  Ration  Component)  . . . . . . 

Object  Disk,  Microtome  &  Specimen  Holder  . . . . . . . . . . . 

Object  Disk,  Microtome  . . . . . . . . . . 

Objective  lens  Assembly  For  AN/PAS-7 . . 

Objectives  And  Requirements  Of  The  Federal  Information  Processing  Standards 
Program 

Obstacle  Folder  (Edition  2)  Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09B21,  Wash,  D.c.  20360 

Obturating  Band,  Plastic  Split  (Molded) . . . . . . . 

Obturating  Band,  Plastic,  Split  (  molded) . . . . . 

Obturating  Bonds,  Plastic,  Rigid,  High  Impact,  Polyvinyl  Chloride  (Molded)  300666  .. 
Obturating  Mechanism,  4.2  Inch  Cartridge,  Metal  Parts  For  . . . . . . 

Obturator.. . . . . . . . . . . . . . . . 

Obturator  M753  8  Inch  Projectile..... . . . . . . . 

Obturator,  Cardiovascular  Tourniquet  vTumel) . . . . . . . 

Octal . . . . . . . . . . . . . . . . . . . 

Offensive  Air  Support  Operations  -  ATP»27(8)  Ed.  7  (Req  For  Issue  Other  Than 
DOD  Must  Be  Sent  Yia  HQ  USAF/XOXX4SO  Wash  Dc  203305058 

Offensive  Avionic'  System  . . . . . . . . . . . . 

Office  Appliances  &  Business  Equipment,  Electric  ■  9  Oct  70 . . . 

Office  Furniture,  Executive,  Combination  Metal  And  Wood  Chairs,  Straight,  Chairs, 
Rotary 

Office  Furniture,  Excutive  Type,  Wood,  Traditional  (General  Specification)  . . 

Office  Furniture,  Cabinet,  Telephone,  Executive  Type,  Wood  Traditional  (Detailed 
Specification) 

Office  Furniture,  Executive,  Combination  Metol  And  Wood,  Davenport  And  Choir, 
lounge.  Easy 

Office  Furniture,  Costumer,  Executive  Type,  Wood,  Traditional,  (Detailed 
Specification) 

Office  Furniture,  Costumer,  Executive  Type,  Wood,  Traditional  (Detailed 
Specification) 

Office  Furniture,  Executive,  Contemporary  Full  Panel,  General  Specification . . 

Office  Furniture,  Desk  And  Desk  Attachments,  Executive,  Contemporary  Full  Panel 
(Detailed  Specification) 

Office  Furniture,  Credenza,  Executive  Contemporary  Full  Ponel . . 

Office  Furniture,  Executive,  Combination  Metal  And  Wood,  Setee,  Sectional  Unit 
(Without  Arms) 

Office  Furniture,  Executive  Type,  Traditional . . . . . 

Office  Furniture,  Executive  Type,  Wood,  Traditional  (General  Spec) . . 

Office  Furniture,  Bookcase,  Executive  Type,  Wood,  Traditional,  (Detailed 
Specification) 

Office  Furniture,  Bookcases,  Executive  Type,  Wood,  Troditionol  (Detailed 
Specification 

Office  Furniture,  Cobinet,  Telephone,  Executive  Type,  Wood,  Tradilionol,  (Detciled 
Specification) 

Office  Furniture,  Desk,  Executive  Type,  Wood,  Traditional,  (Detailed  Specification) 

Office  Furniture,  Desks,  Desk  Attachments,  Executive  Type,  Wood  Traditional 
(Detoiled  Specification) 

Office  Furniture,  Table,  Executive  Type,  Wood,  Tradilionol  (Detailed  Specification) .. 

Office  Furniture,  Tables,  Executive  Type,  Wood,  Traditional  (Detailed  Specification) 
Office  Furniture,  Tables,  Conference  And  Occasional,  Executive,  Contemporary  Full 
Panel  (Detailed  Specification) 

Office  Furniture,  Bookcase,  Wood,  Unitized  (Detoiled  Specification) . 

Office  Furniture,  Credenza,  Wood,  Unitized  (Detailed  Specification) . . 

Office  Furniture,  Desk,  Desk  Attachment,  Wood  Unitized  (Detailed  Specification)  .... 

Office  Furniture,  Sloroge  Unit,  Wood,  Unitized  (Detoiled  Specification)... . . . 

Office  Furniture,  Table,  Wood,  Unitized  (Detailed  Specification) . . . . 

Office  Furniture,  Credenza,  Executive  Office,  Wood,  Troditionol  (Detailed 
Specification) 

Office  Furniture,  Credenza,  Executive  Office,  Wood,  Tradilionol  (Detoiled 
Specification) 

Office  Furniture,  Typewriter  Stand,  Executive  Office,  Wood,  Traditional  (Detciled 
Specification) 
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ALPHABETICAL  LISTING 


TITLE 

Office  Furniture,  Typewriter  Stood,  Executive  Office,  Wood,  Traditional  {Detailed 
Specification) 

Office  Furniture,  Steel,  Sectional . . . . . >, . . 

Office  Furniture,  Steel,  Unitized . . . . . 

Office  Furniture,  Steel,  Unitized,  General  Specification  . . . . . . 

Office  Furniture,  Desk,  L-unit,  Steel,  Unitized . . . . . 

Office  Furnilure,  Desk  Attachment,  l*unit,  Table,  Steel,  Unitized . . . . . 

Office  Furniture,  Bookcase,  Steel,  Unitized.............. . . . 

Office  Furniture,  Oedema,  Office,  Steel . . . . . 

Office  Furniture,  Top  Assembly,  Desk  And  Support  Panels,  Steel,  Unitized  ................ 

Office  Furniture,  Top  And  Shelf  Assembly,  Steel,  Unsized . . . . 

Office  Furniture,  Table,  Executive,  Wood  And  Metol . . . . . . . 

Office  Furniture,  Wood,  Unitized  (General  Specification)  ........ ................................. 

Office  Furniture,  Typewriter  Stand,  Wood,  Unitized  . . . . . . . . 

Office  Furniture,  Davenport,  Chair,  Easy,  Executive,  Traditional  . . 

Officer  Of  The  Day,  Air  Force . . . . . . . . 

Ogive  And  Ogive  (Alternative)  . . . . . . . . . . . . . 

Ogive  For  Fuze,  Point  Detonating,  M48A3  . . . . . . 

Ogive,  Plastic,  For  Fuze  Mk  29 . . . . . . . . 

Ohmmeter,  Insulation  Resistance  Indicating,  Portable . . 

Oil  &  Additives  Phosphorus  In  lubricating  . . . . . . . . . . 

Oil  Absorption  Of  Pigments  By  Spatula  Rub-out,  Standard  Test  Method  For  *  3) 

Aug  84 

Oil  Against  Water  By  The  Ring  Method,  Interfocial  Tension  Of  ♦  27  Aug  1982  . . 

Oil  Analysis  In  Equipment  Design,  Provisions  For . . . . . . 

Oil  And  Resin-base  Caulking  Compound  For  Building  Construction  -  23  Aug  72j 
Reapproved  1984 

Oil  Cooler  Assembly*  Engine  &  Transmission  . . . . . . . . . 

Oil  Free  Compressed  Nitrogen  Characteristics,  Supply  Pressure  &  Hoses  (Release  To 
Other  Than  Dod  Refer  To  Hq  UsafZxoxx(iso)  Wash,  DC20330-5058) 

Oil  Free  Compressed  Nitrogen  Characteristic,  Supply  Pressure  And  Hoses  . . . 

Oil  Gun,  Pneumatic  . . . . . . . . . . 

Oil  Linseed  Foots  In  Raw  (Volumetric  Method)-  27  Mar  86 . . . . . . 

Oil  Quantity  Gaging  System,  Continuous  Transistorized  Nucleonic,  General 
Specification  For 

Oil  Separation  From  Lubricating  Grease  During  Storage  •  28  Oct  83..., . . . . 

Oil  Solution,  Creosote-petroleum,  Standard  For  10  Dec  87 . . 

Oil  Systems,  Aircroft,  Installation  And  Test  Of . . . . . . . . . 

Oil  Tolerant  Compressed  Nitrogen  Characteristics  Supply  Pressure  And  Hoses . 

Oil,  Drying,  Standard  Test  Method  For  loss  Dn  -  27  Mar  1986  ..................  . . 

Oil,  Electrical  Insulating,  Corrosive  Sulfur  In  -  24  May  67  (Reapproved  1981)  . . 

Oil,  Fuel . . . . . ...... 

Oil,  lord.. . . . . . . . . . . . . . . . . . . . 

Oil,  lubricating,  Chemicol  Anolysis  For  Metals  In  New  &  Used  -  27  Aug  82 . 

Oil,  lubricating,  low  Temperature  For  -55  Deg.  C  (-65  Deg.  F)  Service  -  1  July 
1983 

Oil,  Minerol  Transformer,  Sludge  Formation  In,  By  Pressure  Oxidation  Bomb  -  Sep 
54  (Reopproved  81) 

Oil,  Mineral,  White,  (liquid  Petr),  Corbomzoble  Substances  In  -  15  Sep  45 
(Reopproved  79) 

Oil,  Ouenching . . . . . . . . . . . 

Oil,  Testing  Drying,  Stcndord  Methods  Of........ . . . . . . . . . 

Oiled  Stencil  Filing  Wrapper  . . . . . . . . . . . . . 

Oile*’,  Air  lines,.., . . . . . . . . . 

Oiler,  Air  lines.  For  Pneumatic  Tools . . . . . . . . . . 

Oiler,  Airline  . . . . . . . . . . . . . . . 

Oiler,  Hand  . . . . . . . . . . . . ....... 

Oiler,  Hand,  Plastic  . . . . . . . . . . . . . . 

Oiler,  Hand,  Pump  . . . . . . . . . . . . . 

Oiler,  Hand,  Rectangulor,  Push  Sides . . . . . . . . 

Oiler,  Self-feeding . . . . . . . . . . . . 

Oilers.  Hand  Filler. 

Oilers,  Hand,  Push  Bottom . . . . . . . . . . . 

Oilers,  Hand,  Typewriter  . . . . . . . . . 

Oils  Drying  Break  In  Qvontitative  Deterhinotion  Of  -  27  Mar  86  . . . . . 

Oils  Of  Petroleum  Origin,  Standard  Method  Of  Testing  And  Specifications  For 
Electricol  Insulating  *  8  Jan  81 

Oils,  Crude,  &  fuel  Oils,  Sediment  In,  By  The  Extraction  Method  . . 

Oils,  Drying  Unsoponifiobfe  Matter  In,  Fotty  Acids  &  Polymerized  Fatty  Acids  -  26 
Jun  1987 

Oils,  Drying,  Fatty  Acids,  And  Polymerized  Fatly  Acids,  Saponification  Valve  Of  - 
31  May  1985 

Oils,  Drying,  Ge!  Time  Of,  Standard  Test  Method  For  -  31  May  85 .......... 
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ALPHABETICAL  LISTING 


TITLE 


Oils,  Gel  Time  Of  Drying  •  31  May  19S5 . . . . 

Oils,  Insulating,  Inorganic  Chloe  Sulfates  In  (Reapproved  81)  . . 

Oils,  lubricating,  Foaming  Charatics  Of  -  30  Aug  74  (Reopproved  84) . . . 

Oils,  Lubricating,  Insolubles  In  Used  *  29  Aug  1980... . . . . . . . 

Ointment  Base . . . . . . . . . 

Ointment  Bose,  Washable  . . . . . . . . 

Ointment,  Protective,  M5 . . . . . 

Olcilloscope  (AN/USM  425{V)),  100  Megahertz  (MHZ),  Generol  Purpose . . 

Omelet  With  Bacon  Pieces,  Smoke  Flavoring  Added,  Artificially  Colored, 
Thermostablized,  Tray  Pack 

Omelet  With  Bacon  &  Cheese,  Artificially  Colored,  Thermostobilixed,  Tray  Pock . 

Omelet  With  Ham,  Thermostabilized,  For  Meal,  Ready-to-eot  . . . . . . 

Omelet,  Cheese,  Powder  (For  Oral  Liquid  Feeding) . . . 

Omelet,  Western*style,  Thermostabilized,  Tray  Pack . . 

Omelet,  With  Sausage  And  Potatoes,  Thermostobilized,  Troy  Pack . . . 

On  Aircraft,  Fault  Diagnosis,  Sub  Systems,  Anolysis/synthesis  Of . . . 

One-inch  Perforated  Paper  Tape  For  Information  Interchange  (With  Ansi 
X3.18-1967) 

Onions,  Dehydrated,  Compressed . . . . . . . . 

Onions,  Dry,  Ready-to-use  . . . . . . . . . . 

Onions,  Green,  Fresh,  Reody-to-use . . . . . . 

Opa . . . . . . . . . . . . . 

Opaque  Specimens  By  Broad  Band  Filter  Refledometry,  Directional  Reflectance 
Factor,  45  Deg  0  Deg  Or  •  Oct  82 
Opaque,  Photographic  Film-plate  Retouching . . 

Opaques,  Photographic  Film-plate  Retouching  . . . . . . 

Opener-dispenser  Can  . . . . . 

Opener,  Can,  Electric,  Heavy-duty . . . . . 

Opener,  Con,  Hand  (Disposable,  Combination  Opener  And  Punch . . . . 

Opener,  Can,  Hand  (Disposable,  Combination  Opener  And  Punch . . . . . 

Opener,  Can,  Hand,  Folding . . . . . . . . . . . . . 

Opener,  Crate  . . . . . . . . . . . . . 

Opener,  Letter,  Hand,  Metol  . . . . . . . . . 

Opener,  letter,  Hand,  Metol  . . . . . . . . 

Opener,  letter,  Hand,  Metol  . . . . . . . . . . . 

Openers,  Can,  Hand  And  Mounted  . . . . 

Operating  light  Exposure  Apparatus  (Xenon  Arc  Type)  With  &  Without  Water  For 
Exposure  Of  Nonmetallic  Materials  •  28  Oct  77 
Operating  Light  •  And  Water-exposure  Apparatus  (Fluorescent 
UV-CONDENSATION  Type)  For  Exposure  Of  Nonmetallic  Materials  *  31  Aug  84 
Operating  Wrench,  Bus  Disconnect  Symbol  1485 . . . 

Operation  Of  All  Controls  And  Switches  At  Aircrew  Stations  (Rel  To  Other  Than 
Dod  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21,  Wash,  D.c.  20360 
Operation  Of  Controls  And  Switches  At  Aircrew  Stations  (Edition  5  Requests  Other 
Than  D(od  Must  Refer  To  HQ  Usaf/xoxx(tso),  Wash,  D.c.,  20330-5058 

Operation  Orders,  Tables  &  Graphs  For  Rood  Movement  (Ed  NO.4 . . 

Operation  Orders,  Warning  Orders  &  Administrative/logistics  Orders  (Edition  No. 

5)  (Reteos'*  To  Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM 
tDRCIRD) 

Orders,  Tables  &  Graphs  For  Road  Movement  (Based  On  NATO 
STANAG  2041)  (Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval 
Of  HQ  DARCOM,  DRCIRD)  (ABCA  520) 

Operation  Orders,  Warning  Orders  &  Administrative  logistics  Orders  (Based  On 
STANAG  2014)  (Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval 
Of  DARCOM,  DRCDE-1)  (ABCA  506) 

Operation  Unit,  For  Rocket  Management  Subsystem,  M138  . . . . 

Operational  Carriage  Of  Ammunition  &  Fuel  By  Helicopter  (Edition  No.  1)  (Rel  To 
Other  Than  DOD  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 
Operational  Corriage  By  Helicopter  Of  Ammunition  &  Fuel  (Rel  To  Othe/  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21) 

Operational  Meteorological  Messages  And  Forecasts  (Abca  304)  (Release  To  Other 
Than  Dod  Activities  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Operational  Situation  Reports  (Release  To  Other  Thon  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird) 

Operational  Situation  Reports  (Edition  No.  3)  (With  Amendments  1  Thru  3)  Release 
To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Aq  Darcom  (Drcird) 

Operational  Specifications  For  Fixed  Block  Rotating  Moss  Storage  Subsystems  . . 

Operational  Specifications  For  Variable  Block  Rotating  Moss  Storage  Subsystems 
(W/suppI  1  4-14-83) 

Operational  Stations  Book  (Osb).... . . . . . . . . . . . . 

Operoticnol  Usage  Criteria  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09B21,  Wash  D.c.  20360) 

Ophtholmdscope,  Binocular,  Indirect . . . . . . . . . . 

Ophthalmic  Irrigating  Solution  . . . . . . . . . . . . . . 

Ophthalmic  Irrigating  Solution  . . . . . . . . . . . . . . . 

Ophthalmometer.. . . . . . . . . . . . 

Ophthalmoscope,  Polarizing  Type  . . . . . . . . . . . 

Ophthalmoscope,  Retinoscope  And  Transilluminator  Set....... . . . . 

Optic  Cable  Twist  Test,  Fiber  -  Sept  1984 . . . . . . 

Optic  Cable  Wicking  Test,  Fiber  -  Jon  83 . . . . . . . . 

Optic  Cable,  Compound  Flow  (Drip)  Test  For  filled  Fiber  *  Mor  1985  . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Optic  Cable,  Fiber,  Jocket  Sell  Adhesion  (Blocking)  Test  For  *  21  Jun  83., . . 

Optic  Cable,  Fiber,  Jacket  Shrinkage  ■  15  Jan  83 . . . 

Optic  Cable,  Fiber,  Jacket  Elongation  &  Tensile  Strength  •  3  Jan  83  . . . . . 

Optic  Cable,  Gas  Flame  Test  For  Special  Purpose  Fiber  ■  20  Mar  83 . . . . . 

Optic  Cables,  Gas  Leakage  Test  For  Gas-blocked  Fiber  *  July  1984........ . . 

Optic  Circuit  Discontinuities,  Fiber  •  3  Jan  83 . . . . . . . . . . 

Optic  Components  &  Assemblies,  Fiber,  Acceleration  Te<ting  Of  *  8  Nov  84  ............ 

Optic  Devices,  Fiber,  Impoct  Test  Measurements  For  •  8  Nov  84.......... . . . 

Optic  Devices,  Visual  &  Mechanical  Inspection  Of  Fibers,  Cobles,  Connectors 
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Oscilloscope . . . . . . 
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Otto  Fuel  H  . . . . . . . . . . 

Outlet,  Shore  Power . . . . . 
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5955 

ER 

20  Moy 

75 

ER 

EC 

85 

SUPP  1 

l 

Mll-O-83993  (2) 

7310 

84 

02  Dec 

85 

99 

l 

MIL-O-38205A  (1) 

7310 

84 

19  Moy 

82 

99 

L 

MIL-0-6438C  (2) 

7310 

84 

09  Sep 

82 

99 

NNN-O-00U9!  (1) 

6640 

. 

01  Feb 

77 

MD 

MS 

03 

MS-36154 

6640 

EA 

13  Oct 

83 

EA 

MS 

99 

A-A-5307) 

6640 

DM 

20  Jul 

87 

EA 

MS 

99 

499 


ALPHABETICAL  LISTING 


TITLE 

Oven,  laboratory  Gravity  Convection  . . . . . . . . . . . 

Oven,  Laboratory,  Radiant/gravity  Convection  . . . . . 

Oven,  Microwave,  Electric  (1300-1400  Watt  Microwave  Power  Output) . . . . 

Oven,  Microwave,  Electric  . . . . . . . . . . . . . 

Oven,  Microwave,  Electric  . . . . . 

Oven,  Microwave,  Electric  (2000  Watt  Microwave  Power  Output) . . . 

Oven,  Pizza,  Counter  Top,  Electric....... . . . . . . . . 

Oven,  Pizza,  Counter  Top,  Electric. . . . . . 

Oven,  Revolving  Tray,  8aking  And  Roasting,  Compact,  (Gas,  Electric) . . . 

Oven,  Thermol  Drying,  Electric . . . . . . . . . 

Oven,  Thermol  Drying,  Electric . . . . . . . . 

Ovens,  Boking  And  Roosting,  Forced  Convection,  Electric . . . 

Ovens,  Baking  And  Roasting,  Forced  Convection,  Gos... . . . 

Ovens,  8aking  And  Roasting,  Convection,  Energy  Efficient,  Gas . . 

Ovens,  Baking  And  Roasting,  Forced  Convection,  Electric  . . . . 

Ovens,  Microwave,  Electric  (1000  Watt  Microwave  Power  Output)  . 

Overall,  Combat  Vehicle  Crewmen  S . . . . . . . . . 

Overalls,  Bib,  Cold  Weather,  Fiber  Pile . . . . . . . . . . . . 

Overalls,  Wet-weather . . . . . . . . . . . . . 

Overboot,  Plastic  Film  . . . . . . . . . . . . 

Overcoat,  Man  S  (Officer  S  Type) . . . . . . . . . 

Overcoat,  Man  S.  Wool  Gabardine,  Blue  . . . . . . . . 

Overcoat,  Man  S,  Reefer  (Coast  Guord).,.,. . . . . . . . . . 

Overcoat,  Man  S,  Army  Green  44,  With  Removable  liner  . . . . 

Overcoat,  Mans,  Enlisted . . . . . . . . . . . 

Overcoat,  Survival,  Arctic  SRU-6/P  . . . . . . . . . . 

Overcoat,  Woman  S  (With  Removable  liner.  Enlisted)  . . . 

Overcoat,  Woman  S,  Army  Green  44,  And  Removable  Liner . . . . 

Overcoat,  Woman  S,  Reefer  (Coast  Guard)  . . . . . . 

Overcoat,  Woman  S,  Wool,  Gabardine,  Blue  (Ceremonial) . . . . 

Overhaul  Of  Radar  Set  AN/TPS-32 . . . . . 

Overshoes,  Men  S,  Dress,  Stretch  Type . . . 

Overshoes,  Men  S,  Rubber,  5  Buckle  Type . . . . . 

Overshoes,  Men's  And  Womens  Boot,  Combat . . . 

Overshoes,  Rcdiooctive  Contaminants,  Protective . . . . . . . . . 

Overshoes,  Women  S,  Plastic,  Gray  . . . . 

Oxacillin  Sodium  For  Injection,  Usp  . . . . . . . . . 

Oxacillin  Sodium  Capsules,  Usp  . . . . . . 

Oxacillin  Sodium  For  Oral  Solution,  Usp  . . . . . . . . 

Oxacillin  Sodium  For  Injection,  Usp  . . . . . . . . 

Oxalic  Acid,  Dihydrate,  Technical . . . . . . . . . . . 

Oxomide  . . . . . . . . . . . . . . 

Oxamide  Explosive  Composition  . 

Oxazepam  Capsules,  Nf . . . . . 

Oxidation  Stability  Of  Steam  Turbine  Oils  By  Roatating  Bomb,  Stondrd  Test 
Method  For  •  8  Sep  67 

Oxides  Of  Nitrogen  In  Goseous  Combustion  Products  (Phenol  Disulfonlc  Acid 
Procedures)  *  29  Apr  77 

Oxtriphylline  Tablets,  Nf  . . . . . . . . . . 

Oxtriphylline  Tablets,  Usp . . . . . . . . . . . . 

Oxybutynin  Chloride  Toblets... . . . . . . . 

Oxycodone  Hydrochloride  &  Acetaminopen  Toblets . . . . . 

Oxycodone  Hydrochloride,  Aspirin,  8.  Oxycodone  Terephtholate  Toblets . . . . 

Oxygen  Absorbent,  Chemical,  Seez  02  . . . . . . 

Oxygen  Analyzers  For  Monitoring  Patient  Breathing-mixtures,  Requirements  For,  19 
Oct  87 

Oxygen  Gas,  USP,  High  Pressure,  Cylinder . . . . . . 

Oxygen  System,  Portoble,  295  CU  In.  High  Pressure,  Aircraft . . . . . . 

Oxygen  System,  Portoble,  96  CU  In.  High  Pressure,  Aircroft . . . . 

Oxygen  System,  Survivol  Contofner&oxygen  Kit,  General  Specification  For  . . 

Oxygen  Systems,  Portoble,  High  Pressure,  Aircraft  . . . . 

Oxygen  Systems,  Aircroft . . . . . . . . . . 

Oxygen,  Aviator  S  Breathing,  Liquid  And  Gos . . . . . . . . 

Oxygen,  Dissolved  fn  Water,  Standard  Test  Method  For  -  4  Dec  1987, . 

Oxygen,  Technicol,  Gos  And  Liquid . . . . . . . 

Oxygen,  Usp,  With  Tube  And  Face  Mask  24  Gol.  (90  Liter)...... . . . . 

Oxymetazoline  Hydrochloride  Noso!  Solution,  Usp...... . . . . . 

Oxyphenbutazone  Toblets,  Nf  . . . . . . . . 

Oxyletrqcycline  Hydrochloride  And  Polymyxin  B  Sulfate  Ophtholmlc  Ointment . 

Oxytocin  Injection,  U.s.p.,  Synthetic......,..,,. . . . . . . . . . 

Oxytriphylline  Anc  Guaifenesin  Toblets  . . . . . . . . . 

Oysters,  Fresh  (Chilled)  And  Frozen.  Shucked  . . . . . . . . . 

P.c.  Board,  9290652  (Load  And  Unload  Left  And  Right)  . . . . 

POD  (For  Gun  POD  Work  4  MOD  0)  (Inactive) . . . 


DOCUMENT 

NUMBER  FSC  PR£P  DATE  CUSTODIAN 


MS-36351A 

4440 

EA 

11  Jon 

88 

EA 

MS 

NOTICE  1 

MS-36355A 

4440 

EA 

13  Oct 

83 

EA 

MS 

99 

A-A-50467 

7310 

YD 

24  Jan 

83 

GL 

YD 

99 

S-O-1425 

7310 

/YD 

17  Dec 

84 

GL 

YD 

99 

INI  AND  1  (YD) 

S-0-001425A  (1) 

7310 

/YD 

24  Feb 

88 

YD 

A-A-50466 

7310 

YD 

24  Jan 

83 

GL 

YD 

99 

MIL-O-43884 

7310 

GL 

27  Feb 

87 

GL 

YD 

84 

NOTICE  1 

A-A-50020 

7310 

-GL 

13  Jon 

82 

GL 

YD 

99 

S-0-865B 

7310 

/GL 

30  Apr 

74 

GL 

YD 

99 

NOTICE  1 

L 

MIL-0-83990  (1) 

4430 

84 

1)  Mor 

76 

99 

L 

MIL-0.81397 

4430 

AS 

08  Sep 

64 

AS 

NOTICE  1 

MIL-0-0043633D 

7310 

GL 

7  Oct 

85 

GL 

A-A-50042 

7310 

GL 

30  Dec 

82 

GL 

YD 

99 

A-A-50124 

7310 

GL 

29  Jun 

87 

GL 

YD 

99 

A-A-50039 

7310 

•GL 

30  Sep 

82 

GL 

YD 

99 

A-A-50465 

7310 

YD 

24  Jan 

83 

GL 

YD 

99 

MIL-O-44109A 

8415 

GL 

04  Aug 

87 

GL 

NU 

99 

MIL-0-44191A 

8414 

GL 

24  Jon 

89 

GL 

NU 

MIL-0-22776C 

8405 

NLI 

05  Jon 

78 

NU 

99 

L 

Mlt-O-51401  (1) 

4240 

EA 

11  Jun 

87 

EA 

l 

MII-O-82250D 

8405 

NU 

30  Dec 

83 

NU 

L 

MIL-0-28969A 

8405 

MC 

17  Jul 

78 

MC 

L 

MIL-O-24905A 

8405 

NU 

13  Dec 

83 

NU 

L 

MIL-0-43537C 

8405 

GL 

17  Jun 

88 

GL 

L 

MIL-0-2414H 

8405 

NU 

15  Aug 

88 

NU 

l 

MIL-O-27525  (2) 

8415 

82 

15  Apr 

69 

99 

L 

MIL-0-14734E 

8410 

NU 

25  Jun 

80 

NU 

L 

MIL-0-43527B 

8410 

GL 

30  Apr 

73 

GL 

L 

MIL-O-24904A 

8410 

NU 

13  Dec 

83 

NU 

L 

MtL-O-29390 

8410 

MC 

23  Oct 

07 

MC 

NOTICE  1 

L 

Mll-O-29359 

5840 

MC 

24  Jun 

76 

MC 

MII-0-82295B 

8430 

NU 

17  Feb 

84 

NU 

11 

MIL-0-834F 

8430 

NU 

08  Sep 

86 

GL 

NU 

99 

MIL-0-43 995A 

8430 

GL 

08  Apr 

86 

GL 

NU 

99 

MIL-0-82244D 

8430 

NU 

21  Jon 

82 

NU 

99 

MIL-0-41838D 

8435 

GL 

04  Jon 

78 

GL 

NU 

11 

A-A-51505A 

4505 

MB 

11  Jun 

87 

MD 

MS 

03 

Mll-O-37784 

4505 

DM 

30  Aug 

78 

MD 

MS 

03 

MIL-O-37447 

4505 

DM 

15  Feb 

76 

MD 

MS 

03 

MIL-0-37324A 

4505 

DM 

30  Sep 

76 

MD 

MS 

03 

0-0-4908 

4810 

/EA 

29  Feb 

84 

EA 

68 

l 

MIL-O-40843A  (2) 

4810 

AR 

22  Aug 

88 

AR 

L 

MIL-O-40371A 

1374 

AR 

07  Mor 

86 

AR 

MIL-O-37773 

4505 

DM 

30  Aug 

78 

MD 

MS 

03 

ASTM  D2272-67R3E1 

9150 

SH 

31  Aug 

84 

ME 

SH 

68 

ASTM  D 1408-77 

4810 

EA 

27  May 

88 

EA 

SH 

68 

NOTICE  1 

MIL-0-37257A 

4505 

DM 

15  Apr 

76 

MD 

MS 

03 

A-A-53484 

4505 

MB 

19  Sep 

88 

MD 

MS 

03 

A-A-51084 

4505 

/MB 

24  Nov 

85 

MD 

MS 

03 

A-A-51241 

4505 

/MB 

01  Aug 

86 

MD 

MS 

03 

A-A-51210 

4505 

/MB 

22  Nov 

85 

MD 

MS 

03 

A-A-51944 

4430 

MB 

15  May 

87 

EA 

MS 

99 

ANSI  Z79.10-79 

4515 

MB 

19  Oct 

87 

MD 

MS 

03 

MIL-O-37997 

4505 

MB 

18  Dec 

85 

MD 

MS 

03 

MS-22059D 

1440 

AS 

10  Sep 

82 

AV 

AS 

99 

MS-22041D 

1440 

AS 

10  Sep 

82 

AV 

AS 

99 

L 

MIL-0-27335B 

1440 

71 

29  Sep 

86 

99 

MIL-0-23478B  (1) 

1440 

AS 

18  Apr 

86 

AV 

AS 

L 

MIL-O-87224 

1440 

11 

30  Apr 

85 

11 

MIL-O-27210E  (2) 

4830 

48 

20  Jon 

84 

AS 

68 

ASTM  0888-87 

MISC 

YD 

28  Oct 

88 

CE 

YD 

11 

8B-0-925A 

4830 

/SH 

22  Aug 

61 

SH 

68 

MIL-O-34788  (3) 

4515 

DM 

07  Dec 

73 

MD 

MS 

03 

MIL-O-37597 

4505 

DM 

14  Sep 

77 

MD 

MS 

03 

MIL-O-37598 

4505 

DM 

14  Sep 

77 

MD 

MS 

03 

MIL-O-37292 

4505 

DM 

24  Dec 

75 

MD 

MS 

03 

Mll-O-37394 

4505 

DM 

28  Moy 

76 

MD 

MS 

03 

MIL-0-37272A 

4505 

DM 

22  Jun 

76 

MD 

MS 

03 

PP-0-956G 

8905 

-GL 

23  Aug 

73 

GL 

SA 

45 

INT  AMD  1 

L 

MIL-P-4337 1/7A 

1095 

AR 

02  Apr 

81 

AR 

L 

MIL-P-23004A 

1005 

AS 

13  Mor 

64 

AS 

NOTICE  1 


500 


ALPHABETICAL  LISTING 


TITLE 

PTFE  Tubing  *  26  Jun  81  . . . . . . . . . . . . 

PVC  &  ABS  Plastic  Utilities  Duct  For  Underground  Installation  -  1963 . . 

PVC  Fittings  For  Use  With  Rigid  PVC  Conduit  &  Tjblng  •  1982  . . . 

Pack  And  Harness  Assembly,  Parachutists  Weopo.ts  And  Individual  Equipment  . . 

Pack  Assembly,  Parachute  Mark  33  Mod  O. . . . . . 

Pack,  Gauze,  Abdominal . . . . . . . . . . 

Pack,  Instrument,  With  Star  Design  Polyurethane  Cushioning  Insert  (For  Delicate 
Items) 

Pack,  Parachutist  S,  AT4  Rocket  . . . . . . . . . 

Pack,  Parachutist  S,  Dragon  Missile . . . . . . 

Package  Cushioning  Materials,  Creep  Properties  Of  ■  18  Jun  68 . . 

Package  Cushioning  Design  . . . . . . . . 

Package  Stability  Of  Paint  •  1  Aug  80  . . . . . . . . . 

Packages  1,  2,  &  3  Of  3  For  Adaption  Kit,  Atomic  Warhead  To  Guided  Missile, 
XM248 

Packages,  Absorption  Water-chilling,  Standard  For  -  1982  . . . 

Packages,  Centrifugal  Or  Rotary  Water-chilling,  Stondard  For  -1986 . . . . 

Packages,  Reciprocating  Water-chilling  Packages  •  1986... . . . 

Packages,  Water  Vapor  Permeability  Of  •  27  Jul  79 . . . . . . . 

Packaging  &  Processing  Of  Foods  In  Collapsible  Containers  (Tubes) . . . 

Packaging  &  Thermoprocessing  Of  Foods  In  Flexible  Pouches . . . . 

Packaging  And  Meal  Assembly  Of  Powder  (For  Oral  Liquid  Feeding),  General 
Specification  For 

Packaging  And  Pocking  Requirements  For  Special  Purpose  Components  And  Repair 
Parts  (Issue-controlled-reqsts  By  Other  Than  Ood  Actys  Must  Be  Submtd  Via  The 
Preparing  Acty  Of  The  Spec) 

Packaging  And  Packing  Of  Hand  Tools  . . . . . . . 

Packaging  And  Packing  Of  Two  Component  Materials  In  Semkits . . . . 

Packaging  And  Pocking  Of  Thread  For  Domestic  And  Overseas  Shipment . . . 

Packaging  And  Packing  Of  Typewriters . . . 

Packaging  And  Pocking  Of  Storage  Cabinets,  Wordrobes  And  Clothing  Lockers, 
Metol 

Packaging  And  Packing  Of  Wood  Office  Furniture  . . 

Packaging  And  Packing  Of  Office  Partitions,  Portoble,  Fabric  Covered . 

Pockaging  And  Packing  Of  Carrels,  Desk  Top,  Steel  . . . . 

Packoging  And  Packing  Of  Lateral  Filing  Cobinets,  Steel,  General  Office. . 

Packaging  And  Packing  Of  Steel  Credenza  Furniture . . . 

Packaging  Cushion  Pad  &  86A  Driftmeter . 

Packoging  Data  Forms,  Instructions  For  Preparation  And  Use  Of . . . 


Packaging  Equipment  Set,  For  General  Supplies  &  Spore  Parts,  Mounted  On  A  6 
Ton  Semitrailer 

Packaging  Industrial  Stondard  ■  30  Oct  81  . . . . . . . 

Packaging  Materials,  Volotile  Corrosion  Inhibitor,  Treated,  Opaque . . . 

Packaging  Of  Batteries,  Storage,  Charged  And  Dry  Uncharged  And  Moist,  General 
Specification  For 

Packaging  Of  Cooted  (Plastic;  Rubber)  And  laminated  Fobrics . . . « . 

Packoging  Of  Colton  And  Cotton-synthetic  Fiber  Blend  Fabrics  (Excluding  Duck 
Fabrics) 

Packoging  Of  Decontaminating  Agent,  DS2  In  1-1/3  Quort  Can  And  5-GALLON 
Pail 

Packaging  Of  Duck  Fabrics  (Cotton;  Synthetic  Fiber;  Cotton-synthetic  Fiber  Blends) .. 

Packaging  Of  Food  Pocket,  Assult  Components  (In  Pouches) . . . . 

Packoging  Of  Geor,  C*.l,  M3  Series,  M6A1  Or  M6A1  El. . . . . 

Packaging  Of  Leather . . . . . . . . . 

Packoging  Of  Main  Propulsion  Shafting  Beorings,  Boat  8>  Ship  Propellers  & 
Associated  Repair  Parts 

Packoging  Of  Petroleum  And  Related  Products  . . . . . . . 

Packoging  Of  Photographic  Dry.  And  Liquid  Chemicals,  General  Specification  For  .... 

Packaging  Of  Synthetic  Fiber  Fabrics...... . . . . . . 

Packaging  Of  Textile  Webbing  And  Tape  . . . . . . . . 

Pockoging  Of  Woolen,  Worsted  And  Wool  Blend  (Synthetic  Fiber;  Cotton)  Fabrics  .. 
PocVoylny  Procediros  Far  Submarine  Repair  Parts.......  ..  ..  . 

Packaging  Requirements  Code  . . . . . . . . . 

Packaging  Requirement  Codes  . . . . . . . 

Packaging  Standards,  Preparation  And  Use  Of  . . . 

Packaging,  Commercial  •  29  Jan  82 . . . . . . . . . 

Packoging,  Handling,  And  Transportability  In  System/equipment  Acquistion  .............. 

Packoging,  Handling,  Storage,  And  Transportability  Program  Requirements  (For 
Sysfemsond  Equipments) 

Packaging,  Marketing,  &  looding  Methods  For  Steel  Products  For  Domestic 
Shipment  »  31  Jul  81 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  D3295-81A 
NOTICE  2 

9330 

MR 

24  jun 

82 

MR 

20 

NEMA  TC6-83 

5975 

YD 

06  May 

85 

YD 

99 

NEMA  TC3-82 

5975 

YD 

20  Moy 

85 

YD 

85 

MIL-P-43304C 

8465 

Gl 

30  Mor 

81 

GL 

AS 

L 

MIL-P-82494 

1375 

OS 

26  Jul 

67 

OS 

DDD-P-46D 

6510 

/DM 

14  Jul 

75 

MD 

MS 

03 

MS-27757A 

PACK 

82 

20  May 

70 

AS 

99 

L 

Mll-P-44247 

1670 

Gl 

15  Oct 

86 

Gl 

l 

Mll-P-44012  (1) 
NOTICE  1 

1670 

Gl 

20  Nov 

87 

Gl 

ASTM  D2221-68R79 

PACK 

AS 

30  Sep 

81 

SM 

AS 

69 

MIL-HDBK  3048 
NOTICE  1 

PACK 

69 

31  Ocl 

78 

AR 

AS 

69 

ASTM  D1849-80 
NOTICE  2 

8010 

MR 

14  Mar 

88 

MR 

SH 

11 

L 

MIL-P-50841 

1135 

AR 

07  Jul 

77 

AR 

ARI  560-82 

4130 

YD 

28  May 

87 

ME 

YD 

99 

ARI  550-86 

4130 

YD 

15  Jun 

87 

ME 

YD 

99 

ARI  590-86 

4130 

YD 

15  Jun 

87 

ME 

YD 

99 

ASTM  0895-79 

PACK 

AS 

12  Oct 

82 

SM 

AS 

69 

MIL-P-44320 

8940 

GL 

24  Mar 

88 

GL 

SA 

50 

MIL-P-440738  (2) 

89GP 

Gl 

01  Dec 

87 

GL 

SA 

50 

L 

MIL-P-4415I 

8940 

Gl 

30  Jun 

85 

L 

M1L-P-23199C 

PACK 

SH 

08  Feb 

84 

SH 

PPP-P-40B 

51GP 

/AL 

16  Dec 

86 

AL 

SH 

99 

L 

Mll-P-387148 

8030 

84 

14  May 

87 

99 

PPP-P-50A  (1) 

NOTICE  1 

8310 

/GL 

12  Dec 

87 

GL 

SA 

99 

PPP-P-U48A  (2) 

7430 

•Gl 

15  Moy 

69 

Gl 

SA 

99 

PPP-P-00I5D  (5) 

PACK 

t 

29  Jun 

72 

PPP-P-1877A 

PACK 

t 

14  Ocl 

77 

PPP-P-001938 

PACK 

t 

15  Ocl 

76 

PPP-P-001941 

PACK 

J 

17  Dec 

76 

PPP-P-001944 

PACK 

t 

09  Jun 

76 

PPP-P-001946 

PACK 

t 

28  Jun 

76 

L 

MS-24485A 

8135 

69 

01  Dec 

70 

69 

MII-STD-834C 

NOTICE  1 

10  DEC  1974 

PACK 

43 

10  Dec 

74 

AV 

AS 

43 

L 

MIL-P-52542C 

3540 

ME 

10  Mar 

77 

ME 

NAS  855-81 

PACK 

43 

08  Jul 

83 

SA 

43 

DH 

Q 

MII-P-3420F 

8135 

AS 

12  Nov 

87 

SM 

AS 

69 

Mll-P-60638 

6140 

80 

22  Mor 

78 

GL 

AS 

99 

PPP-P-1136D 

PACK 

/Gl 

30  Dec 

86 

Gl 

NU 

99 

PPP-P-1I34D 

PACK 

/GL 

28  Ocl 

83 

Gl 

SA 

99 

Mll-P-51529  (2) 

PACK 

EA 

02  Sep 

88 

EA 

PPP-P-1135B 

PACK 

/Gl 

28  Sep 

84 

Gl 

SA 

99 

L 

Mll-P-44146 

89GP 

Gl 

25  Mar 

85 

Gl 

L 

Mll-P-14236 

1290 

AR 

27  Jon 

56 

AR 

MII-P-43432B 

PACK 

Gl 
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87 
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PACK 

SH 
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74 

SH 

MII-STD-290E 

NOTICE  2 

PACK 

SA 
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85 

SM 
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PPP-P-16C  (1) 

PACK 
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19  Jun 
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PACK 
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28  Ocl 

83 

Gl 

SA 

99 

MIL-P-43334C 

PACK 

Gl 

30  Sep 

86 

Gl 

NU 

99 

PPP-P-1132C 

PACK 

/Gl 

31  Ocl 

83 

Gl 

SA 

99 

l 

MII-STD-758B 

PACK 

SH 

20  Aug 

79 

SH 

MIL-STD-726H 

NOTICE  2 

PACK 

AS 

22  Jon 

86 

AV 

AS 

43 

MII-STD-2073/2B 
NOTICE  1 

PACK 

AS 

14  Mor 

86 

SM 

AS 

43 

DH 

t 

MIL-STD-647A 

PACK 

AT 

12  Moy 

86 

AT 

ASTM  D3951-82 

PACK 

SM 

08  Mor 

83 

SM 

SA 

43 

L 

MII-P-9024G 

PACK 

11 

26  Feb 

88 

11 

NOTICE  ' 
MIL-STD-1367 

PACK 

11 
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43 

ASTM  A700-81 
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MR 
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88 
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ALPHABETICAL  LISTING 


TITLE 

Packaging,  Packing  And  Marking  For  Shipment  Of  Inert  Ammunition  Component*  .... 

Packaging,  Packing  And  Marking  For  Shipment  Of  Artillery  Type  And  Rocket  Fuze*, 
General  Specification  For 

Packaging,  Packing  And  Marking  Of  Textile  Fabric*  (Wootens,  Worsted*,  Cotton*, 
Silks  And  Synthetic*)(super*eded  By  PPP-P.1132  Thru  PPP-P-1136) 

Pockboord,  Metal... . . . . . . . . . . 

Packboard,  Plywood... . . . . . . . . . . . . 

Pocket,  Sodium  Pyrophotphote  Peroxide  . . . . . . . 

Packing  &  U  Cup  Hydraulic  . . . . . . . . . . . 

Packing  (Wiper  Ring),  Synthetic  Rubber,  Cloth  Insertion . . . . . . . 

Packing  And  Packaging,  Fluorescent  Light  Fixtures.... . . . . . 

Packing  Assemblies  For  Nylon  Stuffing  Tube,  Size  2  . . . . . . . . 

Packing  Assemblies  For  Nylon  Stuffing  Tube,  Size  1  . . 

Packing  Assembly  For  Nylon  Stuffing  Tube,  Size  5  (Issue  Controlled-requests  By 
Other  Than  Ood  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The 
Spec.) 

Packing  Assembly,  Hydraulic  Conical  And  V  Types . . . . 

Packing  Assembly,  Hydraulic  Conical  And  V  Types,  Fire  Resistant  Type  Hydraulic 
Fluids 

Pocking  Kit,  Hoseline  . . . . . . . . . . . 

Packing  Kit,  6  Inch  Hoseline..................... . . . . . . . . . 

Packing  Material  (Asbestos,  Plastic/teflon . . . . . . . . . 

Packing  Material,  Metallic,  Flexible  (Symbol  1430)  . . . . . . . . . 

Packing  Material,  Braided  Tfe  (Polyfetrafluoroethylene  . . . 

Packing  Material,  Plastic  Metallic  And  Plastic  Nonmetollic . . . . . 

Packing  Material,  Asbestos,  Metallic  Cloth  And  Tape  . . . . . 

Packing  Material  (Lead,  Shredded)  . . . . . . . . . . . . 

Packing  Material,  Graphitic,  Braided  Yarn  (Metric) . . . . 

Pocking  Material,  Plastic  (For  Dogs  For  Watertight  Closures)  (Symbol  1425)  (See 
MIL-G4032) 

Pocking  Material,  Sewer  Joint,  Asphalt  Saturated  CeHulosediber,... . . . 

Packing  Material,  Graphitic,  Corrugated  Ribbon  Or  Textured  Tape  And  Preformed 
Ring 

Packing  Material,  Asbestos,  Braided,  IMPREGNATED  With  Tfe 
(Polytretrafluoroethylene),  Surface  lubricated 
Packing  With  Retainer  -  15  Sep  77  W/DOD  Exceptions . 

Packing,  ,d,  Ring,  Shock  Strut . . . . . . . 

Packing,  Asbestos,  Rope  And  Wick . . . . . . . . . . . . 

Pocking,  Asbestos . . . . . . . . . 

Packing,  Asbestos,  Sheet,  Compressed., . . . . . 

Pocking,  Hydraulic,  Leather,  Cattlehide,  MineroManned,  Impregnated . . . 

Packing,  Material  And  Packing  Preformed  (Stuffing  Tube  For  Electric  Cobles), . 

Pocking,  Performed,  Straight  Thread  Tube  Fitting  Boss,  Synthetic  Lubricant  Resistant 
*  20  Nov  78  W/DOD  Exception 

Packing,  Performed*oms  7274  (O)  Ring . . 

Packing,  Preformed,  Hydraulic,  Plus  275  Deg  F,  (,o,  Ring) . . . 

Pocking,  Preformed,  O  Ring,  Synthetic  Rubber . . . . . . . . 

Packing,  Preformed . . . . . . . . . 

Packing,  Preformed,  O  Ring,  Synthetic  lubricant  Resistant . . . . . 

Packing,  Preformed, -Condenser  Tube  (Symbol  1435) . . . . . 

\ 

Pocking,  Preformed  0*ring  Seal,  AMS  7273,  Metric  ■  July  1987,.. . ..... 

Packing,  Preformed,  Hydrocarbon  Fuel  Resistant,  Tube  Fitting,  ,o  Ring  . . . . . 

Packing,  Preformed,  Rubber,  Packaging  Of  . . . . . . . . . 

Packing,  Preformed....... . . . . . . . . . . . . . . . 

Packing,  Preformed-oeronouticol,  Elastomeric,  Range  Of  Sizes  (Asg). . . . 

Packing,  Preformed,  Hydrocarbon  Fuel  Resistant  . . . 

Packing,  Preformed  0*rihg  Seol,  AMS  7267,  Metric  -  Mor  1987 . . . . . . 

Pocking,  Preformed,  Elastomeric,  Tube  Fitting,  Range  Of  Sizes . . . . . . 

Pocking,  Preformed  •  AMS  7276  Seal  .  16  Feb  76  . . . . . . . 

Pocking,  Preformed,  Pneumatic: Hose  Couplings,  Universal . . . . . . 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant,  limited  Service  At  275 
Deg.,  (135  Deg.,  C.) 

Packing,  Preformed,  Hydrocarbon  Fuel  Resistant,  ,o  Ring . . . . 

Packing,  Preformed  •  AMS  7276  p,ring  -  16  Feb  76.. . . . . . 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant,  160  Deg.  F  (Use 
MIL.P*25732:Or  MIL  P.83461) 

Packing,  Preformed  0*ring  Seal,  RMS  7276,  Metric  •  Mar  1987.,., . . . 

Packing,  Preformed,  Straight  Thread  Tube  Fitting  Boss  . . . . 

Pocking,  Preformed,  Stroighf  Thread  Tube  Fitting  Boss,  Type  I  Hydraulic  (  Minus  65 
Deg.  To  160  Deg.  F) 

Packing,  Preformed  O -ring  Seal,  Standard  Sizes  &  Size  Codes,  Metric  -  July  1987  .. 
Pocking,  Preformed,  Straight  Thread  Tube  Fitting  Boss,  Type  li  Hydraulic  (  Minus  65 
Deg  F  To  Plus  275  Deg  F  ( 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


L 

MII-STD-II69B 
NOTICE  2 
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AR 
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87 

AR 

MIL-P-60412B  (3) 

8140 
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PPP-B-51C 

PACK 
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47 

MIL-P-43756 
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Gl 
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71 

Gl 

SA 

11 

MII-P-I0941D 

NOTICE  1 

8445 

GL 

25  Jon 

88 

Gl 

NU 

99 

l 

MII-P-50014C  (2) 

4445 

EA 

02  Nov 

84 

EA 

l 

AN6226 

REV  6 

5330 

82 

31  Jon 

79 

82 

L 

M11-P-14574B 

5330 

MR 

05  Jun 

84 

MR 

PPP-P-1656 

PACK 

t 

14  Dec 

74 

L 

MS-16I78A 

5975 

SH 

18  Apr 

41 

SH 

l 

MII-P-19622/16A 

5330 

SH 

24  Jon 

84 

SH 

L 

MIL-P-I9622/20G 

5330 

SH 

24  Jun 

84 

SH 

Q 

MIL-P-29I1A  (1) 

5330 

SH 

7  Dec 

40 

AR 

SH 

Q  l 

Mll-P-21099  (3) 

5330 

SH 

31  Jon 

41 

SH 

l 

MIL.P-5234BB 

3835 

ME 

21  Nov 

80 

ME 

MIL-P-53016  (1) 

4410 

ME 

20  Apr 

87 

ME 

A-A-II84 

5330 

t 

29  Sep 

81 

Q  l 

M11-P-17416C 

5330 

SH 

12  Sep 

83 

SH 

l 

Mll-P-24396 

5330 

SH 

15  Sep 

70 

SH 

Q  l 

MIL-P-I7303D  (1) 

5330 

SH 

01  Nov 

84 

SH 

HH-P-3IF 

5330 

/SH 

05  Jun 

87 

MR 

SH 

99 

l 

MII-P-1342A 

5330 

SH 

12  Aug 

52 

SH 

1 

DOD-P-24583  (1) 

5330 

SH 

09  Jul 

85 

SH 

l 

MII-P-17578A 
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SH 

12  Apr 

47 

SH 

HH-P-IIPA 

5330 
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14  Feb 

47 

l 

MII-P-24503A 

5330 

SH 

12  Apr 

84 

SH 

l 

MII-P-24377A 

NOTICE  1 

5330 

SH 
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83 

SH 
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NAS  1523-77 

REV  2 
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AS 
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84 
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MS-28772B 
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71 

AV 

AS 
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HH-P-41D 

5330 
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84 

AR 

SH 
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MIL-P-14404B 

5330 
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20  Sep 
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AR 
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HH-P-44E  (2) 

5330 

/SH 

24  Jul 

85 

MR 

SH 
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MII-P-24293A 

5330 

SH 

19  Aug 

87 

SH 
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MII-P-16685D 

5330 

SH 

30  Apr 

70 

SH 

E 

NAS  417-78 

5330 
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30  Jan 

84 

AS 
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REV  2 
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5330 

82 
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99 
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84 

AV 

AS 
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NOTICE  1 

1110 

AR 
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AR 
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NOTICE  1 
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SH 
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SH 

MA  3434.87 
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AR 

99 

MS-29512C 
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30  Jul 

87 

AV 

AS 

20 

MII-P-4841B  (4) 

PACK 
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AS 
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AV 
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MII-P.5315B  (1) 
NOTICE  1 
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30  Jul 
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NOTICE  1 
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20 
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IS 
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88 

AV 

99 

Mll-P-81714 

5330 

AS 

14  Feb 

69 

MR 

AS 

11 

502 


ALPHABETICAL  LISTING 


TITLE 


Pocking,  Preformed,  For  Electrical  Use . . . . . . . . . 

Packing,  Preformed  (Inactive  12-16-52) . . . . . . 

Pocking,  Preformed,  Straight  Thread  Tube  Fitting  Bosj,  Hydraulic,  Minui  65  Deg.  F. 
To  Plus  275  Deg.  F. 

Pocking,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant,  Phosphonilrilic 
Fluoroelaitomer,  Grade  70  Size*  &  Tolerances 

Packing,  Preformed,  Tube-fitting,  Metric . . . . . . . . . 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant  Phosphonitrilic 
Fluoroelastomer,  Grade  80,  Sizes  &  Tolerances 

Packing,  Preformed,  Otto  Fuel  Compatible,  (Code  Ident  53711) . . . 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant,  Improved  Performance  At 
275  Degrees  F  (135  Degrees  C) 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant  Improved  Performance  Ot 
275  Degrees  F  (135  Degrees  C)  Sizes  And  Tolerances 

Packing,  Preformed,  Hydraulic  Oil  Compatible  (Code  Ident  53711) . .  . 

Packing,  Preformed  •  Ams  3650,  Sea!  . . . . . 

Packing,  Preformed,  Round  (For  Use  With  Waveguide  Flanges  And  Dummy  Loads .... 

Packing,  Preformed  *  Ams  3617,  ,o.  Ring. . . . . . . . . . . . . 

Packing,  Preformed  •  Ams  3617,  Seal  . . . . . . . . . 

Packing,  Preformed  •  Ams  3650,  ,o.  Ring . . . . . . . . . . . . 

Packing,  Preformed,  O  Ring . . . . . . . 

Packing,  Preformed,  (O)  Ring . . . . . . . . . 

Packing,  Preformed,  (O)  Ring, . . . . . . . . . . . . . . . 

Packing,  Preformed,  PTFE  (Polytetrofluoroethylene) . . . . . . . . . 

Pocking,  Preformed,  Ams  7267,  O-ring  . . . . . . . . . 

Packing,  Preformed  -  Ams  7267,  (O)  Ring . . . . . . 

Packing,  Preformed  •  Ams  7278,  Seal  . . . . . . 

Packing,  Preformed  •  Ams  7278  (O)  Ring  . . . . . . . 

Packing,  Preformed  •  Ams  3304,  O  Ring  (Asg) . . . . . . . . . 

Packing,  Preformed  •  Rubber,  O  Ring . . . . . 

Pocking,  Preformed,  PTFE  (Polytetrofluoroethylene) . . . . . . . . 

Packing,  Preformed,  Air  Coupling . . . . . . . 

Packing,  Preformed  •  Ams  7273  Seol . . . . . . . 

Packing,  Preformed  •  Ams  1273,  ,o.  Ring . . . . . . 

Packing,  Preformed  -  Ams  7279,  O  Ring . . . . . . 

Pocking,  Preformed  •  Ams  3668,  ,o.  Ring . . . . . . . . 

Packing,  Preformed  •  Ams  3668,  Seol  . . . . . . . . 

Packing,  Preformed  (Inactive  6  Nov  1964) . . . 

Packing,  Rubber-sheet,  Cloth-insert.......... . . . . . . . 

Pocking,  V  Ring . . . . . . . . . . . . 

Packings,  Hydraulic,  High  Pressure  (For  Hydropneumatic  Systems) . . 

Pad  -  Tank  Strap . . . . . . . 

Pad  Cushioning,  Personnel-protection,  Vehicular . 

Pad  Eye  Vehicular  Towing  Lug . . . . . . 

Pad  Eye  Welding  . . . . . . . . . . . . 

Pad,  Abdominal  (Sterile  And  Nonsterile) . . . . . . 

Pad,  Abdominal  (Drainage  Dressing,  Combination) . . . 

Pad,  Abdominal  (Drainage  Dressing  Combines) . . . . . . ...... 

Pad,  Bakery . . . . . . . . . . . 

Pad,  Bakery  (Cotton) . . . . . .  . . 

Pad,  Bed  Linen  Protective. . . . . . . . 

Pod,  Cleat,  Marine  Hordware . . . . . 

Pad,  Cloth,  Copper-sulfate  Impregnated . . . . . 

Pad,  Columnar . . . . . . 

Pad,  Contamination  Control  Mot . . . . . . . . . 

Pad,  Cooling,  Chemico!.... . . . . . . . 

Pad,  Cotton  (Eye  Pads) . . . . . . . 

Pad,  Cotton,  Dressing,  Eye  Pad . . . . . . . . . . . 

Pad,  Dental  Rubber  Dam  . . . . . . . 

Pad,  Desk,  Blotter  . . . . . . . . . . . 

Pad,  Desk,  Paperboard...... . . . . . . . . . . 

Pad,  Floor  Polishing  Machine  (Thick) . . . . . . . 

Pad,  Floor  Polishing  Machine  (Thin),... . . . . . . . . . . . . . 

Pad,  Floor  Polishing  Machine,  And  Holder,  Floor  Polishing  Machine  Pad. . . . 

Pad,  Gouze,  Gauze  And  Cellulose  Or  Regenerated  Viscose  Cellulose  Fiber................ 

Pad,  Grounding,  Electrosurgical . . . 

Pad,  Iteof  Treatment  . . . . . . . . 

Pad,  Heat  Treatment  . . . . . . . . . . . . 

Pad,  Heat  Treatment  . . . . . . . . . . . . 

Pad,  Heating,  Chemical  . . . . . . . . . 

Pad,  Hospital  Stretcher....................... . . . . . . . . . . . . 

Pad,  Hospital  Stretcher..,,.,..... . . . . . . 

Pod,  Hot-cold  Treatmen  T,  Circulating  . . . . . . . . . 

Pad,  Hot-cold.treatment,  Circulating . . . . . . . . . 

Pod,  Ironing  Board . . . . . . . . . . . . . 

Pad,  Isopropyl  Alcohol  Impregnated,  Sterile..... . . . . . . 

Pad,  Leg  Holder . . . . . . . . . . . . . . 

Pod,  Liner,  Parachutist  S  Helmet . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-28900A 

5330 

AS 

01  May 

86 

EL 

AS 

11 

AN6225 

5330 

82 

22  Oct 

71 

AV 

99 

REV  7 

MS-3393 

5330 

AS 

14  Feb 

69 

MR 

AS 

99 

L 

MIL-P-87175/1 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

D5-22125 

5330 

11 

12  Sep 

88 

AV 

AS 

11 

L 

MIL-P-87175/2 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

MIL-P-82744 

5330 

OS 

22  Nov 

85 

OS 

3 

MIL-P-83461B 

NOTICE  1 

5330 

20 

25  Feb 

80 

AV 

AS 

20 

MIL-P-83461/1A 
NOTICE  1 

5330 

20 

08  Sep 

76 

AV 

AS 

20 

l 

Mll-P-82745 

5330 

OS 

22  Nov 

85 

OS 

MS-977) 

5330 

AS 

22  Dec 

7) 

AS 

11 

MS-90064E 

5330 

EC 

29  Feb 

88 

EL 

EC 

68 

MS-9772 

5330 

AS 

22  Dec 

71 

AS 

11 

MS-9773 

5330 

AS 

22  Dec 

71 

AS 

11 

MS-9770 

5330 

AS 

22  Dec 

71 

AS 

11 

MS -9355 

5330 

82 

01  Jun 

61 

AV 

AS 

99 

MS -90208 

5330 

AS 

25  Jul 

86 

AV 

AS 

99 

MS-9021D 

5330 

82 

25  Jul 

86 

AV 

AS 

99 

Mll-P-70341 

5330 

AR 

23  Sep 

88 

AR 

SH 

99 

MS-9385A 

5330 

AS 

17  Jon 

75 

AS 

99 

MS -93868 

5330 

AS 

17  Jon 

75 

AS 

99 

MS-9387A 

5330 

AS 

17  Jon 

75 

AV 

AS 

99 

MS-93888 

5330 

82 

17  Jon 

75 

AV 

AS 

82 

MS -9068 

5330 

AS 

23  Sep 

60 

AS 

11 

MS-9241D 

5330 

82 

25  Jul 

86 

AV 

AS 

99 

M1L-P-70341/1 

5330 

AR 

23  Sep 

88 

AR 

SH 

99 

MS-35748E 

5330 

AT 

28  Jon 

74 

AT 

99 

MS-9966 

5330 

AS 

22  Dec 

71 

AS 

11 

MS-9967 

5330 

AS 

22  Dec 

71 

AS 

11 

MS-9970 

5330 

AS 

09  Jun 

72 

AS 

11 

MS-9955 

5330 

AS 

22  Dec 

71 

AS 

11 

MS-9956 

5330 

AS 

22  Dec 

71 

AS 

11 

L 

MS-35133A 

5935 

CR 

06  Nov 

64 

CR 

HH-P-151F 

5330 

/SH 

19  Jul 

85 

AR 

SH 

99 

l 

MlL-P-19918  (1) 

5330 

AS 

30  Sep 

57 

AS 

l 

MII-P-19152A 

5330 

OS 

20  Dec 

74 

OS 

MS-27833 

9390 

84 

05  Dec 

69 

AS 

99 

L 

MII-P-14401B 

2590 

AT 

06  May 

80 

AT 

MS-500004A 

2540 

AT 

28  Aug 

80 

AT 

MC 

99 

MS-51930A 

5340 

AR 

05  Apr 

68 

AR 

YD 

99 

A-A-30108 

6510 

: 

02  Feb 

84 

DDDP-0053C 

6510 

•DM 

14  Oct 

63 

MD  MS 

03 

DDD-P-53B  (1) 

6510 

/DM 

06  Jun 

58 

MD 

MS 

03 

A-A-867 

7330 

t 

18  Apr 

80 

RR-P-1818  (2) 

7330 

V. 

22  Oct 

74 

DDD-P-47C 
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ALPHABETICAL  LISTING 


TITLE 


Pod,  lithogroph  Wiping  . . . . . . 

Pad.  Utter  . . . . . . . . . . . . 

Pad.  Magnetic,  Surgical  Instrument... . . . . . . 

Pad,  Mattress,  Hospital  Bed., . . . . . . . . . . . . 

Pad,  Mattress,  Polyester  Batting,  Quilted,  While . . . . 

Pad,  Meat  &  Poultry  (Paper)  . . . . . . . 

Pad,  Medicated . . . . . . . . . . . . . . . . 

Pad,  Nonadherent  . . . . . . . . . . . . 

Pad,  Nonadherent  . . . . . . . . . . . . . . . 

Pad,  Operating  Table  (Sectional).......... . . . . . . . 

Pad,  Poper,  Macerated . . . . . . . . . 

Pad,  Parachute  Harness,  Quick  Release  . . . . . . 

Pad,  Parachutists,  Helmet . . . . . . . . . . . . . . . 

Pad,  Polishing,  Ophthalmic  Lens,  Round,  4  Inch,  100S . . . . . 

Pad,  Povidone-iodine,  Impregnated . . . . . . . . . . 

Pad,  Pre  operative  Preparation........ . . . . . . . . . . . 

Pad,  Pressure  Point,  Physicolheropeotic  (Water  Mattress) . . . . . . 

Pad,  Sanitary . . . . . . . . 

Pad,  Santtary  Pad  ........................... . . . . . . . . . . 

Pad,  Scouring.....,.,, . . . . . . . . . . . . 

Pad,  Scouring . . . . . . . . . . . . . . 

Pad,  Scouring,  Plastic  Sponge  (With  Abrasive  Back) . . . . . . 

Pod,  Shoulder  And  Sleeve-head . . . . . . . . . . . 

Pad,  Shoulder,  Packboard  . . . . . . . . . . . . . . . 

Pad,  Surgical  Operating . . . . . . . . . . . 

Pad,  Surgical  Operating...., . . . . . . . . . . . . . 

Pad,  Tracheostomy . . . . . . . . . . . 

Pad,  Tretinoin  Solution  Impregnated,  Rayon.......... . . . . . 

Pod,  Typewriter,  Sponge  Rubber  . . . . . . . . . . 

Pad,  Witch  Hazel  •  lanolin  IMPREGNATED  Cloth,  5  1/2  3y  6  1/2  Inches,  1005 . . 

Pod,  Witch  Hazel-lanolin  Impregnated  . . . . . . . . 

Pad,  Witch  Hazel-glycerine  Impregnated  . . . . . 

Pod,  Writing  Poper  (Repositionoble . . . . . . . . . . . 

Pad,  Writing  Paper  . . . . . . . . 

Padding  Material,  Resilient  (For  Packaging  Of  Ammunition)  . . . . . 

Padding,  Cotton,  Stitched  Roving, . . . . . . . . . 

Padding,  Rubberized,  Curled  Hair . . . . . . . . . 

Paddings  And  Covers  For  Flotwork  Ironer  Roll . . . . . 

Paddle,  Boat,  Laminated  Wood  . . . . . . . . . . . . . . 

Paddle,  Food-stirring  . . . . . . . . . . . 

Paddle,  Parachute  Packing,  Aluminum . . . . . . . . . . 

Paddle,  Pneumatic  Compression . . . . . 

Padlock.... . . . . . . . . . . . . 

Padlock  (Combination) . . . . . . . . . . . . . 

Padlock  (Disk  Or  Blade  Tumbler) . . . . . 

Padlock  (Pin  Tumbler  Mechanism)  . . . . . . 

Padlock  And  Padlock  Sets,  Low  Security,  Key  Operated,  Regular  (Open)  Shockle  .... 

Padlock  And  Padlock  Sets,  Key  Operated,  Medium  Security,  Regular  Shackle . 

Padlock  Set,  Individually  Keyed,  And  Keyed  Alike . . . 

Padlock,  Changeable  Combination  (Resistant  To  Opening  By  Manipulation  And 
Surreptitious  Attack) 

Padlock,  Key  Operated  . . . . . . . . . . . . . . . 

Padlock,  Key  Operated,  High  Security,  Shrouded  Shockle . . . . . 

Pads  Gauze,  Gauze  And  Cotton,  And  Gauze  Cellulose  And  Cotton  . . . . . 

Pads,  Bed  Linen  Protective . . . . . . . 

Pads,  Desk . . . . . . . 

Pads,  Isopropyl  Alcohol  Impregnated  . . . . . . . 

Pods,  Knee,  Industrial, . . . . . . . . . . . . 

Pads,  Pressure  Point,  Physiotherapeutic  (Pod  Decubital,  Polyester). . . . . 

Pads,  Sanitary  (Regular  And  Super) . . . . . . . 

Pail,  Cans,  And  Waste  Receptacles,  Pocking  Of . . . . . . . . 

Pail,  Collapsible,  10  Quart  Capacity  . . . . . . . . . . . 

Pail,  A*. etc!,  Ccrros'CtwesIst'iig  Sfect . . . . . . . . . 

Pail,  Metal,  Measuring  (For  Bakeries)  . . . . . . . . . . 

Pail,  Plastic  14  Quart  Capacity  . . . . . . 

Pail,  Plastic,  Shipping  And  Storage . . . . . . . . 

Pail,  Plastic,  14  Quarts.......... . . . . . . . . . . . . 

Pail,  Universal  Steel,  5  Gallon  (19  liter)  Tight  Heod,  DOT-17E,  DOT.37860,  Ufc 
Rule  40,  Nmfc-item  260)  -  1979 

Pail,  Universal  Steel,  5  Gallon  (19  Liter)  Nesting  lug-cover,  (DOT*37A80, 
DOT-37A60,  Ufc  Rule  40,  Nmfc  Tfem  260)  -  1979 

Pail,  Utility,  Corrosion-resisting  Steel . . . . . . . .  . . 

Pail,  Utility,  Melol,  Galvanized,  (Zinc  Coated). . . . . . . 

Pail,  Utility,  Metal  (Zinc-cooted). . . . . . . . . 

Pail,  Utility,  Metal,  Enamel,  With  Lid  And  Bail........... . . . . . 

Pail,  5  Gollon,  With  Removable  Bail  And  Snap  On  Lid . . . . . . . 

Pails,  Metafi  (Shipping,  Steel,  1  Through  12  Gallons . . . . 

Pails,  Utility,  Plastic  . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Pad,  Lithograph  Wiping . . . . . . . . . . . . . 

Pad,  Utter  . . . . . . . . 

Pad,  Magnetic,  Surgical  Instrument...... . . . . . . . . . 

Pad,  Mattress,  Hospital  Bed............ . . . . . . . . . . 

Pad,  Mattress,  Polyester  Batting,  Quilted,  White . . . . . . . 

Pad,  Meat  &  Poultry  (Paper) . . . . . . . . . . . . . 

Pad,  Medicated  . . . . . . . . . . . . . . . . 

Pad,  Nonadherent  . . . . . . . . . . . . . . 

Pod,  Nonadherent  . . . . . . . . . . 

Pad,  Operating  Table  (Sectlonol),.... . . . . . 

Pad,  Paper,  Macerated..... . . . . . . . . . . . . . 

Pad,  Parachute  Harness,  Quick  Release  . . . . . . . . 

Pod,  Parachutists,  Helmet . . . . . . . . . . . . . . . 

Pad,  Polishing,  Ophthalmic  lens,  Round,  4  Inch,  10QS . . . . . 

Pad,  Povidone-iodine,  Impregnated... . . . . . 

Pad,  Pre-operative  Preparation........... . . . . . . . . . . 

Pod,  Pressure  Point,  Physlcotheropeutic  (Water  Mattress) . . . . . . . . 

Pad,  Sanitary . . . . . . . . . . . . . 

3ad,  Sanitary  Pad  . . . . . . . . . . . . . . 

Pad,  Scouring . . . . . . . . . . . . . . . . . 

’ad,  Scouring . . . . . . . . . . . 

’ad,  Scouring,  Plastic  Sponge  (With  Abrasive  Back) . . . . . . 

’ad,  Shoulder  And  Sleeve-head . . . . . . . . . . . . . 

’ad.  Shoulder,  Packboard  . . . . . . . . . . . . . 

’ad,  Surgical  Operating . . . . . . . . . . . 

’ad,  Surgical  Operating . . . . . . . . . . . 

’ad,  Tracheostomy . . . . . . . . . . . . 

’ad,  Tretinoin  Solution  Impregnated,  Rayon........ . . . 

’ad,  Typewriter,  Sponge  Rubber . . . . . . 

’ad,  Witch  Hazel  •  Lanolin  IMPREGNATED  Cloth,  5  1/2  3y  6  1/2  Inches,  1005 . 

’ad,  Witch  Hazel-lanolin  Impregnated  . . . . . . . . . 

’ad.  Witch  Hazel-glycerine  Impregnated  . . . . . 

’od,  Writing  Paper  (Repositionoble  . . . . . . . . . . 

’ad,  Writing  Paper  . . . . . . . . . . . . . 

adding  Material,  Resilient  (For  Packaging  Of  Ammunition)  . . 

adding,  Colton,  Stitched  Roving...... . . . . . . . . . . . 

'adding.  Rubberized,  Curled  Hair...... . . . . . . . . . . . 

'addings  And  Covers  For  Flatwork  Ironer  Roll . . . . . . . . . 

'addle,  6oot,  Laminated  Wood . . . . . . . . . . . . . . 

addle.  Food-stirring  . . . . . . . . . . . . . . . 

addle.  Parachute  Packing,  Aluminum . . . . . . . . 

addle,  Pneumolic  Compression  . . . . . . . . . . . . 

odtock . . . . . . . . . . . . 

adlock  (Combination) . . . . . . . . . . . . . 

adlock  (Disk  Or  Blade  Tumbler) . . . . 

adlock  (Pin  Tumbler  Mechonism)  . . . . . . 

adlock  And  Podlock  Sets,  low  Security,  Key  Operated,  Regular  (Open)  Shackle  .... 

adlock  And  Padlock  Sets,  Key  Operated,  Medium  Security,  Regular  Shackle,.... . 

adlock  Set,  Individually  Keyed,  And  Keyed  Alike . . . . . . . . . . 

adlock,  Changeable  Combination  (Resistant  To  Opening  By  Manipulation  And 
Surreptitious  Attack) 

adlock,  Key  Operated  . . . . . . . . . . . . . . . 

adlock,  Key  Operated,  High  Security,  Shrouded  Shackle . . . . 

ads  Gauze,  Gauze  And  Cotton,  And  Gauze  Cellulose  And  Cotton  . . . . . 

ads.  Bed  Linen  Protective  . . . . . . . . 

ads,  Desk . . . . . . . . . . . . 

ads,  isopropyl  Alcohol  Impregnated  . . . . . . . . . . 

ads,  Knee,  Industrial . . . . . . . . . . . . 

ads.  Pressure  Point,  Physlcotheropeutic  (Pod  Decubital,  Polyester). . . 

ads.  Sanitary  (Regular  And  Super),., . . . . . . . . . . 

all.  Cans,  And  Waste  Receptacles,  Pocking  Of . . . . . . . . . . . . . 

ail.  Collapsible,  10  Quart  Capacity  . . . . . . . . . 

ail,  Metol,  Corrosion-resistina  Steer  —  ..  .. 

ail,  Metal,  Measuring  (For  Bokerics)  . . . . . . . . 

ail,  Plastic  14  Quart  Capacity  . . . . . . . . . . 

ail,  Plastic,  Shipping  And  Storage  . . . . . . . . . 

ail,  Plastic,  14  Quarts . . . . . . . . 

ail.  Universal  Steel,  5  Gallon  (19  liter)  Tight  Head,  DOT-17E,  DOT»37B60,  Ufc 
Rule  40,  Nmfc-item  260)  -  1979 

ill,  Universal  Steel,  5  Gallon  (19  liter)  Nesting  lug-cover,  (DOT-37A80, 
DOT-37A60,  Ufc  Rule  40,  Nmfc  Tlem  260)  -  1979 

ill.  Utility,  Corrosion-resisting  Steel . . . . . . . 

ill,  Utility,  Metal,  Galvanized,  (Zinc  Coated}....,.,........... . . . . . 

ill.  Utility,  Metal  (Zinc-coated),....,,,,,,............, . . . . 

ill.  Utility,  Metal,  Enamel,  With  Lid  And  Bail, . . . . . . 

ill,  5  Gollon,  With  Removable  Bail  And  Snap  On  Lid  . . . 

ills,  Metalr  (Shipping,  Steel,  1  Through  12  Gallons . . . . . . . . 

iils.  Utility,  Plastic . . . . . . . . 
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6530 

X 

13  May 

83 

DDD.P-66B 

6515 

•DM 

29  Jun 

73 

MD 

MS 

03 

Mtl-P-36863  (2) 

6510 

DM 

25  Apr 

74 

MD 

MS 

03 

l.P-506 

7920 

% 

25  Nov 

66 

INI  AMD  2 

1-P.0050C 

7920 

X 

14  Apr 

71 

A-A-1430 

7920 

X 

07  Mar 

80 

MIL-P-15064G 

8315 

Gl 

31  Mar 

87 

Gl 

NU 

11 

MIL-P-1814E 

8465 

GL 

25  Jon 

88 

GL 

SA 

99 

NOTICE  1 

ZZ-P-51  (2) 

6530 

/DM 

30  Aug 

44 

ZZ-P-0051D 

6530 

X 

16  Oct 

62 

A-A-0030121 

6510 

/MB 

08  Jan 

87 

MD 

MS 

03 

Mll-P-37197 

6505 

DM 

13  Jon 

75 

MD 

MS 

03 

ZZ-P-75B  (1) 

7510 

% 

16  Feb 

72 

MIL-P-36862  (1) 

6510 

DM 

01  Oct 

74 

MD 

MS 

03 

A-A.53I53 

6510 

MB 

14  Sep 

87 

MD 

MS 

03 

A-A-53 

6510 

MB 

01  Mar 

88 

MD 

MS 

03 

A-A-254o 

7530 

X 

09  Dec 

87 

UU-P-21F  (4) 

7530 

% 

26  Sep 

74 

INI  AMD  5 

MIL.P-13607B 

8140 

AR 

16  Dec 

75 

AR 

CCCP-86E  (1) 

8320 

X 

21  Nov 

72 

CCC-P-91C 

8320 

• 

01  Oct 

73 

MII-P-43219A 

3510 

Gl 

12  Feb 

88 

Gl 

YD 

99 

NOTICE  1 

MII-P-15737B  ()) 

2040 

SH 

11  Sep 

62 

SH 

MII-P-13044E  (1) 

7330 

Gl 

19  Dec 

69 

Gl 

SA 

99 

MII-P-40130D 

1670 

GL 

31  Dec 

85 

Gl 

AS 

99 

A-A-51590 

6525 

/MB 

12  Aug 

86 

MD 

MS 

03 

FF-P-101F 

5340 

/YD 

30  May 

84 

99 

A-A-1928 

5340 

•YD 

02  Aug 

82 

ME 

SH 

99 

A-A-1930 

5340 

•IS 

29  Jul 

82 

ME 

SH 

99 

A-A-1927B 

5340 

•YD 

15  Dec 

87 

ME 

YD 

99 

MII-P-17802E 

5340 

YD 

18  Nov 

87 

Gl 

X  4 

99 

MII-P-43951A 

5340 

YD 

18  Feb 

89 

YD 

79 

MS-21313E 

5340 

AR 

31  Aug 

70 

AR 

SH 

99 

FF-P-110G 

5340 

/YD 

31  Dec 

87 

Gl 

YD 

99 

INI  AMD  2 

MS-35647D 

5340 

AR 

22  Moy 

87 

AR 

SH 

99 

MII-P-43607G  (3) 

5340 

YD 

02  Jun 

87 

AR 

YD 

99 

DDD.P-54  {)) 

6510 

/DM 

09  Aug 

67 

MD 

MS 

03 

A-A-30093 

6530 

•DP 

19  Jul 

83 

MD 

MS 

03 

A-A-129 

7520 

X 

12  Oct 

79 

A-A-30096A 

6510 

• 

08  Feb 

35 

A.A-1748 

4240 

-GS 

20  Feb 

81 

EA 

99 

A-A-30C68B 

6530 

i 

10  Moy 

85 

A-A-30095 

6510 

•MB 

17  Aug 

83 

MD 

MS 

03 

PPP-P-130A  (2) 

7520 

/Gl 

10  Sep 

71 

GL 

MIL-P-10018F 

8465 

Gl 

08  Moy 

84 

Gl 

NU 

99 

DO  D 

7240 

/DM 

14  Aug 

75 

MD 

MS 

03 

MII-P-2067E 

7240 

Gl 

30  Aug 

88 

Gl 

99 

A.A-53841 

7240 

MB 

24  Mor 

89 

MD 

MS 

03 

PPP-P- 1655A 

8110 

-Gl 

24  Aug 

73 

Gl 

AS 

69 

MII-P-36257A 

7240 

DM 

10  Aug 

70 

MD 

MS 

03 

ANSI  MH2.9-79 

8110 

SA 

31  Mpr 

81 

Gl 

SA 

69 

ANSI  MH2. 15*79 

8110 

SA 

31  Mor 

81 

Gl 

SA 

69 

A-A-50882A 

7240 

/MB 

17  Jun 

88 

MD 

MS 

03 

A-A-1273 

7240 

I 

17  Jun 

80 

RR-P-35C 

7240 

V. 

30  Jul 

71 

A.A-1566 

7240 

t 

29  Jul 

80 

A-A-332 

7240 

1 

21  Sep 

79 

PPP-P.704E  (2) 

8110 

/GL 

20  Feb 

87 

Gl 

AS 

69 

1-P-65C 

7240 

•GL 

30  Sep 

77 

Gl 

YD 

99 

504 


ALPHABETICAL  LISTING 


TITLE 

Point  (Topcoat),  Vinyl  Chloride  Acetate  Copolymer,  High  Build  (For  Steel  And 
Masonry) 

Point  Application  Specification  For  No  1  Shop,  Field  &  Maintenance  Painting  •  1 
Ncv  82 

Paint  Application  Specification  No.  2,  Measurement  Of  Dry  Paint  Thickness  With 
Magnetic  Gages  •  1  Nov  82 

Paint  Arctic  Camouflage,  Removable  . . . . . . . . . . 

Point  Coating  System,  Fuel  Salt  Water  Ballast  Tanks  (Metric)..,.... . . 

Paint  Films  By  Microbe!  (Fungal  Or  Algal)  Growth  Or  Soil  &  Dirt  Accumulation, 
Standard  Method  Of  Evaluating  Degree  Of  Surface  Disfigurement  Of  -  29  Oct  82 
Point  Procedures  And  Marking  For  Vehicles,  Construction  Equipment  And  Material 
Handling  Equipment 

Paint  Schemes  6  Exterior  Markings  For  U.s,  Navy  8.  Marine  Corps  Aircraft  .............. 

Paint  Specification  No.  9,  White  (Or  Colored)  Vinyl  Paint  •  1  Nov  82. . . . 

Paint  Specification  No.  5,  Zinc  Dust,  Zinc  Oxide,  And  Phenolic  Varnish  Paint.. . . 

Paint  Specification  No.  8,  Aluminum  Vinyl  Point  »  1  Nov  82 . . . . 

Paint  Specification  No.  11,  Red  Iron  Oxide,  Zinc  Chromate,  Raw  linseed  Oil  & 

Alkyd  Primer  -  1  Nov  82 

Paint  Specification  No.  15,  Steel  Joist  Shop  Paint  Type  I,  Red  Oxide  Paint  Type  li. 
Asphalt  Coating  -  1  Nov  82 

Paint  Specification  No.  16,  Coal  Tar  Epoxy  Polyamide  Black  (Or  Dork  Red)  Paint  - 
1  Nov  82 

Paint  Specification  No.  20,  Zinc  Rich  Primners  (Type  I,  Inorganic  &  Type  li  Organic) 

1  Nov  82 

Paint  Specification  No.  101,  Aluminum  Alkyd  Paint,  leafing  Type  I  &  Non  leafing 
Type  li  -  1  Nov  82 

Paint  System,  Fluorescent,  Removable,  For  Aircraft  Application . . . . . . 

Paint,  (Gloss  And  Nonspeculor),  For  Use  On  Elastomeric  Pigmented  Film  (Asg)  . . 

Paint,  Alkyd  Resin,  Exterior  Trim,  Deep  Colors . . . . . 

Point,  Alkyd,  Odorless,  Interior,  Flat,  Wnite  And  Tints . . . . . . . . 

Paint,  Aluminum,  Ready-mixed  . . . . . . . . 

Paint,  Aluminum,  Heol  Resisting  (1200  Deg.  F.) . . . . . 

Paint,  Anchor  Chain,  Solvent  Type,  Gloss  Black  (Metric).. . . . 

Paint,  Antfouling,  Vinyl  (Formulas  No.  121  And  No.  129) . . . . . . . 

Paint,  Antifouling,  Polyisobutylene  (Formula  No,  134) . . . . . . . 

Paint,  Antifouling,  Ship  Hull  (Metric) . . . . . . . . 

Point,  Black,  High-gloss,  Quick  Drying  . . . . . . . . . . . . 

Paint,  Black,  Polyisobutylene  (Formula  No.  133) . . 

Paint,  Blackboard  Coating . . . . . . . 

Paint,  Boot-topping  Block. . . . . . . . . . . . 

Paint,  Camouflage  For  Submarines,  General  Specification  For  (Metric) . . 

Paint,  Chlorosulfonoted,  Polyethylene,  White,  Navy  Formula  189  Type  lit  (Metric) .... 
Paint,  Copolymer-resin,  Cementitious  (For  Waterproofing  Concrete  And  Masonry 
Walls) 

Point,  Epoxy  Polyamide,  Exterior  Topcoat,  Haze  Gray,  Formula  151,  Type  I  . . . 

Paint,  Epoxy  Polyamide,  Topcoat,  White,  Formula  152,  Type  I . . . . 

Paint,  Epoxy  Polomide,  Exterior  Topcoat,  Block,  Formula  153-RO  Equols  1.8,  Type  I 
Paint,  Epoxy  Polyamide,  Exterior  Topcoat,  Doric  Gray,  Formula  154-RO  Equol  3.6, 
Type  I 

Point,  Epoxy  Polyamide,  Exterior  Topcoat,  Dork  G.  »y,  Formula  155-RO  Equol  6, 
Type  1 

Point,  Epoxy  Polomide,  Topcoat,  Red,  Formula  156,  Type  I... . . . . 

Point,  Epoxy  Polyamide,  Topcoat,  No.  50  Gray,  Formula  157,  Type  I........ . 

Paint,  Epoxy  Polyamide,  primer,  Yellow,  Formula  158,  Type  I . . . . 

Point,  Epoxy  Polyamide,  Green  Primer,  Formula  150R66,  Type  li  . . . . . 

Paint,  Epoxy  Polycmide,  Exterior  Topcoat,  Haze  Gray,  Formula  151 R66,  Type  li ...... 

Paint,  Epoxy.  Polyamide,  Topcoat,  White,  Formula-l52R66,  Type  li...... . 

Point,_Epoxy  Polyamide,  Exterior  Topcoat,  Block,  Formula  153  R66-RO  Equal  1.8, 
Type  li 

Point,  Epoxy  Polyamide,  Exterior  Topcoat,  Dark  Gray,  Formula  154R66-RO  Equol 
3.6,  Type-H 

Paint,  Eoo^y  Polyamide,  Exterior  Topcoat,  Dork  Gray,  Formula  155866^0  Equol  6, 
Type  H 

Paint,  Epoxy  Polyamide/  Topcoat,  Red,  Formula  156R66,  Type  li  . . . . 

Paint,  Epoxy  Polyom'de,  Topcoat,  No.  50  Gray,  Formula457R66,  Typi  li . . 

Point,  Epoxy  Polyamide,  Primer,  Yellow,  Formula  158 R66,  Type  li . . . . 

Paint,  Epoxy  Polyamide,  Green  Primer,  Formula  150,  Type  I...... . . . . 

Paint,  Epoxy  polyamide.  General  Specification  For . . . . . . . . . . . 

Paint,  Epoxy-polyamide,  Zinc  Primer,  FORMULA  159,  Type  li... . . . . . 

Point,  Epoxy,  Abrasion,  Hoot  8.  Corrosion  Resistat  (Use  MlC-C-22750  & 
Mll-P-53030) 

Point,  Epoxy,  Block,  Navy  Formula  184,  Type  I  (Metric)  . . . 

Paint,  Epoxy,  Doric  Grey,  Navy  Formula  185,  Type  li  (Metric)  . . . 

Point,  Epoxy,  White,  Navy  Formula  186,  Type  lii  (Metric)  . . . . 

Point,  Exterior,  Resistance.  Evng  Degree  Of,  To  Erosion  Of  *  15  Sep  44 
(Reopproved  1981) 

Paint,  Exterior,  Dull  Black  (Formula  No.  104)  (Metric). . . . . . . . . 

Point,  Exterior,  Evaluating  Degree  Of  Checking  Of  -  19  Oct  1987  ............................ 

Point,-  Face,  Camouflage,  Compact  Type  Container . . . . 

Paint,  Floor,  Testing  Water  Thinned  -  25  May  79  . . . 

Point,  Formula  No.  34  (Binder  For  Anti  Sweat  Coatings)  (Metric)...,,,,.., . „. . . 


DOCUMENT 


NUMBER 

FSC 

PRFP 

DATE 

CUSTODIAN 

l 

MIL-P-28642 

8010 

YD 

15  Jun 

87 

YD 

NOTICE  1 

SSPC  PA1-82 

8010 

YD 

03  Aug 

88 

ME 

YD 

H 

NOTICE  1 

SSPC  PA2-82 

NOTICE  1 

8010 

YD 

03  Aug 

88 

ME 

YD 

ii 

l 

MIL-P-52905 

8010 

ME 

07  Jul 

76 

ME 

Ql 

MIL-P-23236B  (1) 

8030 

SH 

19  Dec 

88 

SH 

ASTM  D3274-82 

8010 

YD 

16  Jul 

84 

ME 

YD 

MIL-STD-193K 

MFFP 

AT 

01  Dec 

86 

AT 

MC 

l 

MIL-STD-2161 

15GP 

AS 

18  Apr 

85 

AS 

SSPC  9-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  5-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  8-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  11-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  15-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  16-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

SSPC  20-82 

8010 

YD 

16  Aug 

88 

ME 

YD 

11 

NOTICE 

SSPC  101-82 

NOTICE  1 

8010 

YD 

15  Aug 

88 

ME 

YD 

11 

Ql 

MIL-P-21600A 

8010 

AS 

26  Oct 

62 

AS 

Q 

MII-P-8793A  (1) 

8010 

AS 

25  Mar 

84 

AS 

99 

TT-P-37D 

8010 

t 

30  May 

80 

TT-P-30E  (1) 

8010 

t 

21  Mor 

84 

TT-P-38E 

8010 

-ME 

15  Jan 

85 

ME 

Q 

TT-P-28G 

8010 

/ME 

08  Jul 

85 

ME 

SH 

20 

l 

MIL-P-24380B 

8010 

SH 

25- Jan 

89 

SH 

Q 

MIL-P-15931E  (2) 

8010 

SH 

24  Jun 

86 

ME 

SH 

l 

MIL-P-22299B 

8010 

SH 

15  Jun 

85 

SH 

DOD-P-24547A  (1) 

8010 

SH 

18  Mar 

88 

ME 

SH 

l 

MIL-P-16406A 

8010 

OS 

09  Jul 

74 

OS 

l 

MIL-P-22298A 

8C10 

SH 

17  Jun 

85 

SH 

TT-P-32B 

8010 

t 

16  Feb 

78 

TT-P-1565B 

8010 

% 

10  Jan 

78 

l 

OOD-P-24631  (1) 
3UPPL  1 

8010 

SH 

16  Oct 

87 

SH 

l 

DOD-P-24631/6 

8010 

SH 

13  Apr 

84 

SH 

TT-P-1411A  (1) 

8010 

T 

23  Jun 

77 

L 

MIL-P-24441/2B 

8010 

SH 

15  May 

86 

SH 

L 

MII-P-24441/3B 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/48 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/5B 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/6B 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/7B 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/8B 

8010 

SH 

15  Mo y 

86 

SH 

L 

MII-P-24441/9A 

8010 

SH 

15  Muy 

86 

SH 

l 

MII-P-24441/10A 

8010 

SH 

15May 

86 

SH 

L 

MII-P-24441/11A 

eoio 

SH 

15  May 

86 

SH 

l 

MIL-P-2444 1/12A 

8010 

SH 

15  May 

86 

SH 

L 

MIL-P-2444I/13A 

8010 

SH 

15  May 

86 

SH 

L 

MIL-P-24441/14A 

8010 

SH 

15  May 

86 

SH 

l 

M11-P-24441/15A 

8010 

SH 

15  Moy 

86 

SH 

l 

MIL-P.24441/16A 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/17A 

8010 

SH 

15  Moy 

86 

SH 

l 

MIL-P-24441/18A 

8010 

SH 

15  May 

86 

SH 

l 

MIL-P-24441/18 

8010 

SH 

15  May 

86 

SH 

Ql 

MIL-P-2444IA  (3) 
SllPP  1 

8010 

SH 

23  Jan 

89 

SH 

l 

MIL-P-24441/19 

8010 

SH 

31  Aug 

87 

SH 

l 

MIL-P-471  ISA 

8010 

Ml 

15  Sep 

88 

Ml 

l 

OODP-24631/1 

8010 

SH 

13  Apr 

84 

SH 

l 

DOD-P-24631/2 

8010 

SH 

13  Apr 

84 

SH 

L 

DOD-P-24631/3A 

8010 

SH 

16  Oct 

87 

SH 

ASTM  0662-44 

8010 

MR 

01  May 

74 

MR 

SH 

99 

DOD-P-151463 

8010 

SH 

21  Nov 

77 

MR 

SH 

99 

ASTM  0660-87 

8010 

MR 

20  Sep 

88 

MR 

SH 

99 

l 

M11-P-20I8G 

6850 

Gt 

26  Mar 

85 

Gl 

MC  68 

ASTM  03358-79 

6810 

63 

03  Nov 

80 

EA 

SH 

68 

DO0-P-15144B 

8010 

SH 

11  Oct 

77 

MR 

SH 

505 


ALPHABETICAL  LISTING 


DOCUMENT 

TIUE  NUMBER  FSC  FKEP  0ATE  CUSTODIAN 


Paint,  Hcot>resisting  (For  Steel  Surfaces) . . . . . . 

MIL-P-14105C 

8010 

ME 

01  Nov 

73 

ME 

YD 

20 

Paint,  High  Zinc  Oust  Content,  Galvanizing  Repair  (Metric) . . . . 

t  DOD-P-21035A 

8010 

SH 

21  Nov 

77 

SH 

Paint,  Interior,  White,  Tints  And  Black,  Fire  Retardant...,...,....,.. . . . 

TT-P-26C  (1) 

8010 

•ME 

23  Jun 

77 

ME 

SH 

99 

Point,  latex  (Acrylic  Emulsion,  Exterior  Wood  &  Masonry) . . . . . 

TT-P-19D 

8010 

•YD 

07  Feb 

85 

ME 

YD 

Paint,  latex  (Bacteriostatic  And  Fungistatic)  . . . . . . . 

TT-P-001957 

8010 

X 

15  Moy 

84 

Paint,  latex  (Flat,  Interior) . . . . . . . . . 

A-A-2248 

8010 

/ 

27  Jun 

84 

ME 

99 

Paint,  latex  (Gloss,  fi.  •'rior)  . . . . . . . . . . . . 

A-A-2246 

8010 

/ME 

27  Jon 

84 

ME 

99 

Point,  lotex  (Gloss  &  Sernigtoss,  Tints  &  White)  (For  Interior  Use) . . . 

TT-P-1511B 

8010 

•YD 

15  Jul 

81 

CE 

YD 

Paint,  latex  (Sem  glo  r,  Interior) . . . . . . . 

A-A-2247 

8010 

/ 

27  Jon 

84 

ME 

99 

Paint,  latex  Base,  High  traffic  Area,  Flat  And  Eggshell  Finish  (low  Lustre),  (For 

7T-P-002I19 

8010 

/YD 

24  Jun 

80 

YD 

Interior  Use) 

Paint,  latex  Base,  Interior,  Flat,  White  And  Tints. . . . 

O  TT-P-29J  (1) 

8010 

•YD 

23  Jun 

77 

YD 

99 

INT  AMD  2 

Paint,  latex  Base,  For  Exterior  Surfaces  (White  And  Tints), . . . . . 

TT-P-96D  (2) 

8010 

X 

27  Jun 

83 

Paint,  latex-base.  Interior,  Flat,  Deep  Tone  . . . . . 

TT-P-1728A  (1) 

8010 

•ME 

23  Jun 

77 

ME 

YD 

Paint,  latex.  Exterior,  For  Wood  Surfaces,  White  And  Tints . . . . 

TT-P-1510A  (1) 

8010 

t 

23  Jun 

77 

Paint,  liquid  (Vesicant)  Detector  M5  . . . . . . 

MIL-P-274A 

6665 

EA 

11  Jul 

56 

EA 

YD 

99 

Paint,  Oil  (Exterior  Concrete  And  Masonry) . . . . . 

TT-P-24E 

8010 

•YD 

02  Apr 

85 

YD 

99 

Paint,  Oil  (Nonpenetrating  »  Flat,  Ready-mixed  Tints  And  White) . . . 

TT-P-47G 

80)0 

X 

17  Jul 

84 

Paint,  Oil  (Alkyd-oil)  Wood  Shakes  And  Rough  Siding  . . . . 

TT-P-52D  (2) 

8010 

X 

23  Jun 

77 

Paint,  Oil,  Alkyd,  Ready  Mixed  Exterior,  Medium  Shades . . 

TT-P-81E 

8010 

X 

15  Nov 

73 

Paint,  Oil,  Alkyd  Modified,  Exterior,  White  &  tints................ . 

TT-P-I02E  (1) 

8010 

X 

18  J an 

83 

YD 

INT  AMD  1 

Paint,  Oil,  Iron-oxide,  Ready-mixed,  Red  And  Brown . . . 

TT-P-31D 

8010 

/ME 

06  Jul 

73 

ME 

99 

Paint,  Phosphorescent,  Ready&mixcd  (Non&rodioactive)  . . . . . . . . 

TT-P-54C  (1) 

8010 

/CG 

03  Feb 

77 

CG 

Paint,  Priming,  Exterior  And  Interior  (For  Ammunition)  . . . 

Q  MIL-P-22332B  (1) 

8010 

OS 

18  Jan 

73 

MR 

OS 

99 

Paint,  Ready  Mixed,  International  Orange  (Not  For  Residential  Use)..... . . . 

TT-P-59E  (1) 

8010 

X 

23  Jun 

77 

Paint,  Red-lead  Base,  Reody-mixed . . . . . . 

TT-P-86H 

8010 

/YD 

19  Jul 

87 

YD 

Paint,  Roller  Cover . . . . . . . 

A-A-2I2I 

8020 

1 

08  Aug 

83 

Paint,  Rubber  Base,  For  Inferior  Use  (Concrete  And  Masonry  Floors)  . 

TT-P-91D  (2) 

8010 

X 

12  Jul 

83 

Point,  Rubber,  For  Swimming  Pools  And  Other  Concrete  And  Masonry  Surfaces.. . 

TT-P-95C  (1) 

8010 

* 

23  Jun 

77 

Point,  Settling  Of,  Evaluating  Degree  Of,  Standord  Method  Of  •  27  Sep  85 . 

ASTM  D869-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

20 

Paint,  Stencil  . . . . 

A-A-1558 

8010 

X 

24  Apr 

81 

Paint,  Stencil  (Aerosol) . . . . . . . . 

A-A-1585 

8010 

X 

13  May 

81 

Paint,  Styrene-acrylate  Solvent  Type,  Tints  And  Deep  Tones  (For  Exterior  Masonry).. 

TT-P-1181A  (1) 

8010 

•ME 

24  Jon 

72 

ME 

YD 

99 

Paint,  Styrene-butadiene  And  Styrene-acrylate  Solvent  Type  For  Exterior  Mosonry(  .. 

TT-P-97D 

8010 

X 

25  Jon 

68 

INT  AMD  1 

Paint,  Traffic  &  Airfield  Marking,  Water  Emulsion  Bose . . . 

TT-P-19528 

8010 

•ME 

07  Feb 

79 

ME 

YD 

99 

Paint,  Traffic  And  Airfield  Marking,  Solvent  Base  . 

TT-P-85E 

8010 

•84 

15  Sep 

77 

99 

Point,  Traffic  Block  (Nonreflectorized) . . . . . . 

TT-P-110C 

8010 

X 

13  Apr 

77 

Paint,  Traffic,  Highway,  White  And  Yellow  . 

TT-P-1I5F 

8010 

• 

05  Dec 

84 

Paint,  Traffic,  Premixed  Reflectorized... . . . 

TT-P-87D 

8010 

t 

29  Mo y 

78 

Paint,  Tree  Marking . . . . . . . . . . . 

TT-P-002118 

8010 

l 

06  Mar 

80 

Paint,  Underwater  Hull,  Anticorrosion  (Metric) . . . . . 

D0D-P-24655 

8010 

SH 

23  Oct 

85 

ME 

SH 

Point,  Varnish,  lacquer  And  Related  Products,  Standard  Definitions  Of  Terms 

ASTM  D 16-84 

8010 

YD 

24  Sep 

84 

ME 

YD 

99 

Relating  To  *  30  July  1982 

Paint,  Varnish,  lacquer  And  Reloted  Products,  Acidity  In  Volatile  Solvents  And 

ASTM  D1613-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

99 

Chemical  Intermediates  Used  In  •  31  May  1985 

Paint,  Vornisb,  lacquer,  &  Related  Materials,  Packaging,  Packing,  &  Marking  Of . 

PPP-P-1892 

8010 

• 

31  Dec 

74 

ME 

AS 

84 

INT  AMD  (2) 

Paint,  Vornish,  lacquer  And  Related  Materials,  Methods  Of  Inspection,  Sampling 

FED-STD-141C 

8010 

•ME 

24  Jon 

86 

ME 

SH 

20 

And  Testing 

Paint,  Varnish,  Lacquer,  &  Reloted  Products,  Density  Of,  Stondard  Test  Method  For 

ASTM  D1475-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

84 

-  31  Mo y  85 

Paint,  Water  Displacing  . . . . . . . . . . . . 

MIL-P-85658 

8010 

AS 

21  Moy 

86 

ME 

AS 

20 

Paint,  Wafer  Emulsion  Type  (for  Stenciling  And  Obliterating) . 

Q  l  MIL-P-52108A 

8010 

ME 

12  Oct 

65 

ME 

Point,  Water  Reducible,  Semi-gloss  Exterior  And  Interior...,, . . . 

l  MII-P-28578B 

8010 

YD 

07  Jul 

88 

YD 

Painting  And  Marking,  Wor  Heads,  Guided  Missile..... . . . 

l  MIL-P-21960B 

8010 

OS 

11  May 

67 

os 

Painting  And  Marking:  Freight  And  Maintenance  Cars,  Roilway  Motive  Power  And 

M1L-P-53044 

2220 

ME 

31  Aug 

84 

ME 

YD 

99 

Work  Equipment 

Pointing  Of- Aircrew  Propulsion  Systems  (Aeps) . . . . . 

l  Mll-P-85089 

1377 

AS 

13  Dec 

77 

AS 

Painting  Of  Naval  Ordnance  Equipment . . . . . . . . . . 

l  MII-STD-1303B 

MISC 

os 

15  Apr 

75 

os 

Painting  System  Specification  No.  4.02,  Four  Coal  Vinyl  Pointing  System  (For  Fresh 

SSPC  PS4, 02-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

Wafer  Chemical  &  Corrosive  Atmosphere)  •  1  Nov  82 

Painting  System  Specification  No.  10.01,  Hot  Applied  Cool  Tar  Enamel  Pointing 

SSPC  PS  10.01-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

System  •  1  Nov  82 

Pointing  System  Specification  No.  13.01,  Epoxy  Polyamide  Painting  System  •  1  Nov 

SSPC  PS  13.01-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

Pointing  System  Specification  No.  14.01,  Steel  Joist  Shop  Pointing  System  »  1  Nov 

SSPC  PS14.01-82 

8010 

YD 

21  Jun 

83 

ME 

YD 

20 

Points  &  Cooling,  Shipbuilders  &  Marine,  Product/procedure  Data  Sheet  •  27  Sep 

ASTM  F7 18-85 

8010 

SH 

22  Od 

86 

ME 

SH 

99 

Paints  By  Draw  Down  Method,  Stqndord  Test  Method  for  leveling  Characteristics 

ASTM  D2801-69R1E1 

8010 

MR 

12  Sep 

84 

MR 

SH 

99 

Of  -  3  Oct  69 

Points  Exterior  Evaluating  Degree  Of  Cracking  Of  -  29  Aug  86  . . . . . 

ASTM  D 661-86 

8010 

MR 

24  Feb 

88 

MR 

SH 

99 

Points  On  Steel,  Conducting  Exterior  Exposure  Tests  Of  •  28  Nov  83 . . . 

ASTM  D1014-83 

8010 

MR 

30  Od 

84 

MR 

99 

Points.using  The  Sformer  Viscosimeter,  Consistency  Of  •  30  Oct  81  . . . . . . 

ASTM  D562-81 

8010 

MR 

02  Nov 

82 

MR 

SH 

99 

Paints,  Antifouling,  Cuprous  Oxide  For  Use  In  •  30  Oct  1981  . . . . 

ASTM  D912-81 

8010 

SH 

17  Jul 

85 

ME 

SH 

99 

Paints,  Blistering  Of  .evaluating  Of  *  10  SEP56  (Reopproved  1981) . . 

ASTM  0714-56 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 

Paints,  Conducting  Exterior  Exposure  Tests  Of,  On  Wood  (REAPPROVED1981) . 

ASTM  D 1 006-73 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 

Points,  Exterior,  Evaluating  Degree  Of  Cholking  Of,  Standard  Method  Of  •  24  Feb 

ASTM  D659-86 

8010 

MR 

02  Sep 

86 

MR 

SH 

20 

1986 
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ALPHABETICAL  LISTING 


TITLE 


Paint*,  Exterior,  Floking  (Scoltng),  Evaluating  Degree  Of  •  15  OCT47  (Reapproved 
1981) 

Paint*,  Latex  &  Emulsion,  Freeze  Than  Re*i*tonce  Of  •  30  Apr  82 . . . 

Point*,  Solvent  Type,  Determination  Of  The  Pigment  Content  Of,  By  High  Speed 
Centrifuging  •  27  Jul  73  (Reapproved  1979) 

Paint*,  Solvent  Reducible,  Volatile  Content  Of  -  26  Jun  81 . . . . . . . 

Paint*,  Solvent-reducible,  Antimony  Oxide  In  White  Pigment  Seporated  From, 
Standard  Teit  Method  For .  25  Oct  85 

Point*,  Solvent-type,  Identificof  Oil*  &  Oilocid*  In  -  27  Oct  72  (Reapproved  1977)  .. 

Paint*,  Varnishes,  &  lacquer*  By  Ford  Vi*co*ity  Cup,  Vi*co*ity  Of  *  26  Nov  82 . . 

Palladium  Chloride,  Anhydrou*,  Reagent... . . . . . . . . 

Palladium  Plating,  (Electrodeposited)  . . . . . . . . . 

Pallet  Box,  Fiberboard,  Expendable,  For  Air  Shipment.... . . . . . . 

Pallet  Definition*  &  Terminology  •  31  Jan  79..... . . . . . 

Pallet  Load  Assembly  For  Sonobuoys . . . . . 

Pallet,  Cargo,  Aircraft,  Type  HCU-6/E,  HCU-12/E,  And  HCU-10/C . 

Pallet,  Cargo,  For  Ribbon  Bridge  Transporter...................... . . 

Pallet,  Expendable  . . . . . . . . . 

Pallet,  Material  Handling,  Wood,  Ship  Cargo,  Stevedoring,  48  Inches  Long  By  72 
Inches  Wide,  2-WAY  Entry 

Pallet,  Material  Handling,  General  Cargo  40  X  48  Inch,  Non  Wood  4  Way . . 

Pallet,  Material  Handling  (Wood,  Double  Faced,  Stringer  Construction)  . 

Pallet,  Materiol  Handling,  Wood,  Stringer  Construction,  2  Woy  And  4  Way  (Partial) 
(Notice  1) 

Pallet,  Material  Handling,  Metal  (For  Ordnance  Items),  Mark  3  Mod  0,  Mark  12 
Mod  0  And  Mark  12  Mod  1 

Pallet,  Material  Hondling,  Wood  Stringer  Construction,  4-WAY  Partial,  48  By  40 
Inches 

Pallet,  Material  Handling,  Wood,  Post  Construction,  4  Way  Entry . . . 

Pallet,  Material  Handling,  Wood,  Double  Faced,  (Speciol  Design  For  Use  With 
Conex  Containers) 

Pallet,  Metal,  For  Metol  Container  For  105MMTANK  Ammunition . 

Pallet,  Units,  Wood,  For  Shipment  Of  Projectile  Metol  Ports,  And  Projectile 
Ammunition 

Palletized  Unit  Loads  Validated  Oct  1974  . . . . . . 

Pallets,  Material  Handling,  Molded  Wood  Particles  40  X  48  Inch,  4-WAY . 

Palms,  Sewing  (Soilmokers  And  Saddlers) . . . . . . 

Pan  Sets,  Bread  . . . . . . . 

Pan,  Aluminum  Alloy . . . . . . . . . . 

Pan,  Baking  &  Roasting,  Corrosion  Steel  &  Carbon  Steel  . 

Pan,  Baking  And  Roasting  . . . . . . . . . . . . . 

Pan,  Baking 'And  Roosting  . . . . . . . . . . 

Pan,  Baking  And  Roasting,  Aluminum,  Pan,  Cover  And  Warmer  Adopter,  For  Range, 
Field,  Gasoline 

Pan,  Baking  And  Roosting,  Rectangular,  With  Handles.......... . 

Pan,  Biological,  Staining . . . . . 

Pan,  Bread . 

Pon,  Cake,  Round,  (Tin  Plated)  . . . . . . . . . 

Pan,  Coke,  Round  (Tin  Plated) . . . . . . . . . 

Pan,  Dog  Feeding,  (Corrosion-resisting  Steel)  . . . . . . 

Pan,  Food  Serving,  Rectangular  And  Insets,  Round  . . 

Pan,  Frankfurter  Rolls,  And  Pons,  Sandwich  Rolls.. . . . 

Pan,  Frying . . . . . . . . . 

Pon,  Frying  And  Braising,  Gas,  Tilting  Type . . . . . 

Pon,  Frying  And  Braising,  Electric,  Tilting-type . . . . . 

Pan,  Frying,  Stainless  Steel  . . . . . . . . . . 

Pon,  Mess  Kit,  Corrosion  Resisting  Steel . 

Pon,  Mixing  And  Cleaning . . . . . . . . . . . 

Pon,  Muffin  . . . . . . . 

Pon,  Pie,  (Aluminum  Foil). . . . . . . . . . . . . . . . . . 

Pon,  Pie,  Disposable  (Aluminum  Foil) . . . . . . . 

Pon,  Pudding,  3  Quart . . . . . . . . 

PancreKpase  Capsules,  N.f . . . . . . . . . 

Poncrelipose  Capsules,  Modified . . . 

Pancuronium  Bromide  l-jscticn .  , . . . . . 

Panel  Assemblies,  10548439  And  10549788  . . . . . . . . 

Panel  Assembly  11834831  . . . . . . . . . 

Panel  Assembly,  Airport  Lighting  Control . . . . . . . . . . . . 

Panel  Assembly,  Relay  For  Searchlight,  Infrored,  28-VOLT,  110-AMPERE  . . . 

Panel  Assembly,  Target,  Bonner,  Aerial  TDU-32  Series . . . . . 

Panel  Assembly,  Instrument,  Driver  S,  Mi  Tank . . . . . . 

Panel  For  Bunk  8cd  . . . . . . . . . . . 

Panel  Marker,  Aerial  liaison.  Cotton  Sheeting  Panel  Al-121,  White  And  Panel 
A l*  122,  Black 

Panel  Marker,  Aerial  liaison.  Cotton  Duck,  Panel  Al-125,  Color  White, . . 

Panel  Marker,  Aerial  Liaison,  Nylon,  Fluorescent . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  0772-47 

8010 

MR 

01  May 

74 

MR 

SH 

99 

ASTM  02243-82 

8010 

MR 

27  Oct 

88 

MR 

SH 

99 

NOTICE  2 

ASTM  02698-73 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 

ASTM  02369-81E) 

8010 

MR 

27  Jun 

84 

MR 

SH 

99 

ASTM  02350-85 

8010 

MR 

06  Feb 

86 

MR 

SH 

84 

ASTM  02245-72 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 

ASTM  D 1200  82 

8010 

MR 

27  Oct 

88 

MR 

SH 

99 

MIL-P-51272 

6810 

EA 

22  Aug 

63 

EA 

68 

MIL-P-452098 

NOTICE  1 

MFFP 

MR 

10  Feb 

87 

MR 

AS 

20 

l 

MIL-P-26342B  (1) 

8115 

69 

16  Sep 

87 

69 

ANSI  MH1.1.2-79 

PACK 

SM 

20  Dec 

85 

SM 

SA 

99 

l 

MIL-P-81887A  (2) 

5845 

AS 

26  Oct 

85 

AS 

l 

MII-P-27443E 

1670 

84 

24  Feb 

67 

99 

l 

Mll-P-529108 

5420 

ME 

11  May 

88 

ME 

PPP-P-1660A 

INT  AMD  (1) 

3990 

•ME 

12  Apr 

73 

ME 

SA 

99 

MIL-P-15943D 

3990 

SA 

30  Mar 

82 

ME 

SA 

99 

MIL-P-52971 

3990 

ME 

01  Oc* 

79 

ME 

SA 

99 

INT  AMD  1  (ME) 
A-A-889 

3990 

t 

24  Aug 

81 

NN-P-71C 

3990 

/ME 

10  Sep 

73 

ME 

SA 

84 

INT  AMD  2  (SA) 
MIL-P-23312C 

3990 

OS 

18  Nov 

76 

ME 

OS 

99 

l 

MIL-P-52999 

3990 

ME 

31  Dec 

81 

ME 

Mll-P-15011  J 

3990 

SA 

16  Sep 

85 

ME 

SA 

99 

L 

MIL-P-43465 

3990 

ME 

17  Nov 

66 

ME 

L 

MIL-P-48663 

8140 

AR 

08  Sep 

86 

AR 

L 

MIL-P-45449B  (1) 

8140 

AR 

11  Moy 

88 

AR 

MIL-STD-147D 

PACK 

SM 

10  Dec 

88 

SM 

SA 

99  DH 

l 

Mll-P-87089 

3990 

SA 

30  Nov 

81 

SA 

KK-P-918 

5120 

•Gl 

16  Aug 

63 

GL 

SH 

99 

A-A-422A 

7330 

l 

25  Jun 

80 

RR-P-54B  (3) 

7330 

•Gl 

17  May 

77 

GL 

SA 

99 

MII-P-3B52C 

7330 

GL 

04  Feb 

69 

GL 

SA 

99 

A-A-388 

7330 

X 

05  Nov 

79 

MII-P-17440D 

7330 

Gl 

13  Mar 

69 

GL 

SA 

99 

MIL-P-1747G 

7330 

GL 

23  May 

80 

GL 

SA 

99 

MII-P.12851D 

7330 

GL 

09  Jun 

71 

GL 

SA 

99 

MIL-P-002240B 

6640 

DM 

05  Jan 

68 

MD 

MS 

03 

RR-P-58E 

7330 

•Gl 

02  Jun 

78 

GL 

SA 

99 

A-A-1073 

7330 

X 

29 Jul 

80 

RR-P-62C 

7330 

% 

06  Mar 

74 

MIL-P-43440A 

3770 

Gl 

26  Mar 

71 

GL 

99 

MIL-P-43940A 

7330 

Gl 

31  Dec 

85 

GL 

SA 

99 

l 

Mll-P-43670 

7330 

GL 

30.  Sep 

69 

GL 

A-A-423 

7330 

X 

25  Jun 

80 

MII-P-28603B 

7310 

YD 

07  Moy 

84 

GL 

YD 

99 

MIL-P-23694E 

7310 

YD 

29  Mar 

84 

GL 

YD 

99 

RR-P-89G 

7330 

•Gl 

26  Apr 

77 

GL 

SA 

99 

MIL-P-89F 

7350 

GL 

10  Sep 

82 

Gl 

SA 

99 

l 

MIL-P-52783A 

3610 

ME 

20  Aug 

80 

ME 

A-A-387 

7330 

X 

12  Mor 

80 

RR-P-90B 

7330 

% 

20  Aug 

74 

INT  AMD  (1) 

A-A-236 

7330 

X 

21  Jan 

80 

A-A-386 

7330 

X 

27  Sep 

79 

MIL-P-37519 

6505 

DM 

22  Mor 

76 

MD 

MS 

03 

A-A-53739 

6505 

MB 

30  Sep 

88 

MD 

MS 

03 

MIL-P-37415 

6505 

DM 

23  Jul 

76 

MD 

MS 

03 

l 

M1L-P-60243C  (4) 
NOTICE  1 

1240 

AR 

19  Nov 

80 

AR 

l 

Mll-P-63334 

1240 

AR 

15  Feb 

80 

AR 

MS-23007A 

6210 

AS 

13  Nov 

75 

AS 

99 

MII-P-55700B 

5855 

CR 

26  Jan 

76 

CR 

EC 

99 

l 

MIL-P-85511A 

6920 

AS 

05  Jun 

87 

AS 

l 

Mll-P-62342 

2540 

AT 

24  Dec 

81 

AT 

l 

MIL-P-286368 

7105 

YD 

15  Feb 

85 

GL 

YD 

MIL-P-13850C  (2) 

8345 

IH 

30  Sep 

85 

IH 

11 

Mll-P-400298 

8345 

IH 

28  Jun 

68 

IH 

99 

l 

Mll-P-226558 

8345 

MC 

25. Jun 

87 

MC 

NOTICE  1 
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ALPHABETICAL  LISTING 


DOCUMENT 

TITLE  NUMBER  FSC  PREP  0ATE  CUSTODIAN 


Panel  Marker,  Aerial  Liaison,  VS-17/GVX . . . . . . 

Panel  Marker,  Range,  Flank,  And  Debarkation  Point,  Nylon,  Fluorescent..,. . . 

Panel  Marker,  Red  Cross,  4  Feet  By  4  Feet . . . . . . . . 

Panel  Marker,  Survival,  Aviation  Personnel............................ . . . . . 

Panel  Relay,  Pilot,  Enclosed,  Airport  Lighting  (Types  1  And  li) . . . . 

Panel  Sandwich,  Insert,  Molded  In  Blind  Threaded,  Self  Locking  Non  Self  Locking  * 

Jul  74 

Panel  Spalling  Testing  Super  Duty  Fireclay  Brick  •  27  Feb  76 . 

Panel  Textolite  . . . . . . . . . . . . . . . . 

Panel,  Airport  Lighting  Control,  General  Specification  For . 

Panel,  Component,  Recording  (For  Torpedo  Exercise  Section  Mark  64  Mod  2  . . 

Panel,  Control  Transfer,  Airfield  Lighting,  Type  MB- 1. . . . . 

Panel,  Distribution,  Battery  Charging . . . . . . . 

Panel,  Electrical,  125  Volts,  Power  Distribution  For  ALB-1  And  NLB-1  Circuit 
Breakers,  4-20  Circuits,  Dripproof,  Totally  Enclosed  And  Watertight 
Pane!,  Electrical,  Power  Distribution  For  AQB-A50  And  NQB-A50  Circuit  Breakers, 
Dripproof,  Totally  Enclosed  And  Watertight 
Panel,  Electriccl,  Power  Distribution  For  Single  AQB-A101  And  NQB-A101  Circuit 
Breaker,  Dripproof,  Totally  Enclosed  And  Watertight 
Panel,  Electrical,  Power  Distribution  For  Double  AQB-A101  And  NQB-A101  Circuit 
Breakers,  2*12  Circuits,  With  And  Without  Manual  Transfer,  Dripproof,  Totally 
Enclosed  And  Watertight 

Panel,  Electrical,  Manual  Transfer  For  Double  NQB-A101  Circuit  Breakers, 

Dripproof,  Totally  Enclosed  And  Watertight 
Panel,  Electrical,  Power  Distribution  For  Single  AQB-A250  And  NQB-A250  Circuit 
Breaker,  Dripproof,  Totally  Enclosed  And  Watertight 
Panel,  Electrical,  Power  Distribution  For  Double  AQB-A250  And  NQB-A250  Circuit 
Breokers,  Dripproof,  Totally  Enclosed  And  Watertight 
Panel,  Electrical,  Manual  Transfer  For  Double  NQB-A250  Circuit  Breokers, 

Dripproof,  Totally  Enclosed  And  Watertight 

Panel,  Electrical,  Symbol  579,  Submersible  Enclosure  (15  Feet) . 

Panel,  Electrical,  Power  Distribution  And  Monuol  Transfer,  Circuit  Breaker  Type . 

Panel,  Firing  Fae  CBU-55  UH-1  Assembling  And  Packing . . . 

Panel,  Full  Cleoted,  Partially  Cleated  And  Undented,  Plywood,  Veneer 
Paper-overlaid  And  Solid  Fiberboord  For  Box,  Modular  Systems 

Panel,  Ground  Detector,  General  Specification  For . . . 

Panel,  Ground  Detector,  120-VOLTS  (Symbol  1005.1)  And  450-VOLT  (Symbol 
1005.2)  Alternating  Current,  Three  Phase,  60  Or  400  Hertz,  Dripproof 
Panel,  Ground  Detector,  120-VOLT  (Symbol  1005.3)  And  240-VOLT  (Symbol 
1005.4)  Direct  Current,  Dripproof 

Panel,  Information,  Integrally  Illuminated  . . . . . . . . . . 

Panel,  Plush  Mounted . . . . . . 

Panel,  Polyester  Plastic,  Glass  Fiber  Reinforced  •  25  Mar  1988. . . . . 

Panel,  Power  Distribution . . . * . . . . . 

Panel,  Power  Supply  And  Control  For  Navigation  lights,  Generol  Specification  For.. 

Panel,  Power  Supply  And  Control  For  Navigation  lights,  D.p.<  Ncn  Magnetic,  10 
Amperes,  120  Volts,  A.c.,  60  Hertz,  3  Phase  Bus,  6  Circuits,  Symbol  No,  944.2 
Ponel,  Power  Supply  Ana  Control  For  Navigation  Lights,  N.vr.l.,10  Amperes,  120 
Volts  A.c.,  60  Hertz  3  Phose  Bus,  8  Circuits,  Symbol  No,  940.1 
Panel,  Power  Supply  And  Control  Fcr  No  Igation  lights,  N.  W.  T.,  10  Amperes, 

120  Volts  D.c.  D.p.  Bus,  8  Circuits,  Symbol  No.  945.1 
Panel,  Power  Supply  And  Control  For  Navigation  Lights,  N.vr.f.,  10  Amperes,  120 
Volts,  D.c.  D.p;  Bus,  10  Circuit/ Symbol  No.  942.1 
Pane!,  Power  Supply  And  Control  For  Submarine  Navigation  Lights,  10  Amperes, 

120  Volts  A.c.,  60  Hz  T.e.  Symbol  No.  2550.1 
Ponel,  Receptacle,  For  Electrical  And  Electronics  Test  And  Maintenance  Toble, 
General  Specification  For 

Panel,  Receptacle,  Electrical  And  Electronic  (Symbol  No.  754.2) . . . . 

Panel,  Receptacle,  Enclosed,  Electrical  And  Electronic  (Symbol  No.  755.3) . . . 

Panel,  Reinforced  Plastics,  Diffuse  Light  Transmission  Foctor  Of  -  19  Sep  60  . . 

Ponel,  Relay,  Pilot,  Enclosed,  Airport  Lighting . . . . 

Ponel,  Sound  Powered  Telephone  /type  IC/A . . . . . . . . . . 

Paneb  Steel,  For-Testing  Pomt,-Vo««sK  Iccqwf,  And  Related  Products  -  77  Cel 
1973 

Panel,  Telephone  Switchboard  (Ponel  BD-132) . . . . . 

Panel,  Type  li  Modular  Platform,  Airdro. . . . . . . . 

Panelboard,  Power  Distribution,  Portable,  Weatherproof  Type  1,  Class  1, 
Configuration  4j  208Y/120  Volt,  200  Kilowatts 
Panelboard,  Power  Distribution,  Portable,  Weatherproof  Type  1,  Class  1, 
Configuration  5;  208Y/120  Volt,  100  Kilowatt  (200  Kilowatts  With  Parallel 
Inputs) 

Panelboard,  Power  Distribution,  Portable,  Weatherproof  Type  1,  Class  1, 
Configuration  6:  208T/120  Volt,  100  Kilowatt  (200  Kilowatts  With  Parallel 
Inputs) 

Panelboard,  Power  Distribution,  Portable,  Weatherproof,  Generol  Specification  For., 
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ALPHABETICAL  LISTING 


TITLE 

Panelboord,  Power  Distribution,  Portable,  Weatherproof,  Type  1,  Class  1, 
Configuration  1,  208Y/120  Volt,  10  Kilowatt,  Without  Main  Breakers,  With 
Feedthrough  Connector 

Panelboard,  Power  Distribution,  Portoble,  Weatherproof,  Type  1,  Class  1, 
Configuration  2,  208Y/120  Volt,  15  Kilowatt 
Panelboord,  Power  Distribution,  Portable,  Weatherproof,  Type  1,  Class  1, 
Configuration  3,  208Y/120  Volt,  30  Kilowatt 
Panelboard,  Power  Distribution,  Portable,  Weatherproof,  Type  2,  Class  1, 
Configuration  1,  150  Kilowatt,  15  Kva  Transformer 
Panelboord,  Power  Distribution,  Portable,  Weatherproof,  Type  2,  Class  1, 
Configuration  2,  150  Kilowatt,  30  Kva  Transformer 
Panelboard,  Power  Distribution,  Portable,  Weatherproof,  Type  1,  Class  1, 
Configuration  4,  208Y/120  Volt,  100  Kilowatt 
Panelboard,  Power  Distribution,  Portoble,  Weatherproof,  Type  1,  Class  1, 
Configuration  5,  480  Or  208  Volt,  120  Kilowott,  Terminal  Type  Connectors 
Panelboard,  Power  Distribution,  Portoble,  Weatherproof,  Type  1,  Class  1, 
Configuration  6,  480  Or  208  Volt,  240  Kilowatt,  Terminol  Type  Connectors 
Panelboord,  Power  Distribution,  Portable,  Weatherproof,  Type  1,  Class  1, 
Configuration  7,  480  Or  208  Volf,  400  Kilowatt,  Terminol  Type  Connectors 
Panelboard,  Power  Distribution  Portable,  Weatherproof,  Type  I,  Class  1, 
Configuration  1,  208/120  Volt,  10  Kilowatts  Without  Main  Breaker,  With 
Feedthrough  Connector 

Panelboards,  Power  Distribution,  Portable,  Weatherproof  Type  1,  Class  1, 
Configuration  3:  208Y/120  Volt,  30  KILOWATT 
Panelboards,  Standard  For  (Ninth  Edition  •  16  Aug  79  Chg  Notice  1  Doted  7  Jun 
85 

Panelmarker,  Red  Cross,  Canvas,  8  Feet  6  Inches  By  19  Feet  6  Inches . 

Panels  In  Weathering  Tests  Of  Coatings,  Wood  To  Be  Used  On  ■  28  Oct  1983 . 

Panels  Interconnecting,  Loadbeorlng,  With  Hong-on  Components) . . . 

Ponels,  Fiber  •  Reinforced  Plastic  For  Rapid  Runway  Repair . 

Panels,  GIass«fiber*reinforced  Polyester,  Standard  Specification  For  -  29  August  86  .. 
Panels,  Integrally  Illuminated,  White  General  Specification  For  (Inactive  For  New 
Design) 

Pans,  Drain,  Automotive . . . . . . . . . 

Pans,  Pie  . . . . . . . . . . . . 

Pantry  Unit . . . . . . . . . . . . . . 

Papep,  Lens . . . . . . . 

Paper  &  Paperboard,  Fiber  Analysis  -  28  May  76 . . . . . 

Paper  Honeycomb,  60  lb  /25  Kg)  Paper  -  1  Jon  1988 . . . 

Paper  Honeycomb,  125  Lb  (55  Kg)  Paper  -  1  Jan  1988  . . . 

Paper  Packaging,  Evaluating  Odors  In  •  30  Nov  1984 . 

Paper  Place  Mot  Or  Paper  Tray  Cover  (Paper,  Doily) . 

Paper  Set,  Duplicating,  Master . . . . . 

Paper  Set,  Duplicating  Master  Spirit  Or  liquid  Process . 

Paper  Set,  Manifold  &  Carbon  (Correspondence  Set) . . . 

Paper  Set,  Manifold  And  Carbon . . . . . . . . . 

Paper  Sheeting,  Examination  Treatment  Tables  . . . . 

Paper  Toilet  Tissue  (Pocket  In  Sheet  Form)  . . . . . . 

Paper,  Abrasive  (Garnet  Coated) . . . . . 

Paper,  Abroslve,  Silicon  Carbide,  Waterproof . . . . . . . 

Paper,  Abrasive,  Silicon  Carbide,  Woterproof . 

Paper,  Abrasive,  Flint. . . . . . . . . . . 

Poper,  Abrosive,  Garnet . . . . . . . .  .  ..  . . 

Paper,  Asbestos . . . . . . . . . 

Poper,  Blotting . . . . . . . . . . . . . . 

Paper,  Blotting . . . . . . . . . . . . 

Poper,  Blotting,  Photographic  Prints.... . . . . . 

Paper,  Bond  And -Writing:  White  And  Colored  . . . . . 

Poper,  Book . . . . . . . . . . . 

Poper,  Book  . . . . . . . . . . 

Paper,  Book,  Water  Resistant  (Text)  . . . . . . 

Poper,  Bursting  Strength  Of  •  8  Sep  67 . . . . . . . . 

Poper,  Carbon,  Duplicating  Machine . . . . . 

Paper,  Carbon,  Duplicating  Machine,  Spir‘.t*process,..„ . . . 

Poper,  Carbon,  Pencil.... . . . . . . . . . . . 

Paper,  Carbon,  Pencil,... . . . . . . . . . . . . . . . . . . 

Paper,  Carbon,  Typewriter,  Block,,... . . . . . . . 

Paper,  Carbon,  Typewriter  . . . . . . . . . . 

Poper,  Carbonless  Transfer . . . . . . . . . . 

Paper,  Chart,  Fetohuterlne  Monitor . . . . . . . . 

Paper,  Chart,  Mop  And  Book,  Lithographic  Finish,  Coated  And  Uncoatcd.......... . . 

Poper,  Chemical  Agent  Detector,  VGH,  ABC-M8 . . . . . . . . 

Paper,  Chemical  Agent  Detector:  M9 . . . . . . . . 

Poper,  Chemical  Agent  Detector,  VGH,  ABC*M8,  Booklet  Of  . . ....... 

Paper,  Congo  Red  . . . . . . . . . . . . . 

Paper,  Copying,  Xerographic  And  Offset  Processes  (Oual  Purpose;  White  And 
Colors) 

Paper,  Copying,  Xerographic  Process  (Watermark)  . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Paper,  Copying,  Xerogrophic  Process  (Wei  Toner)  . . . 

Paper,  Correction,  Type  . . . . . . . . . . . . . . 

Poper,  Correction . . . . . . . . . 

Poper,  Cover  . . . . . . . . . . . . . . . 

Poper,  Crepe,  Display  . . . . . . . . . 

Paper,  Creped,  Display.. . . . . . . . . . . . . . . 

Poper,  Direct  Positive  Sensitized  (Diozotype)  . . . . . . . 

Paper,  Drawing  . . . . . . . . . . . . 

Poper,  Duplicating,  Master,  Spirit-process . . . . . . . 

Paper,  Eleclrocardiogpoph  Recording,.... . . . . 

Poper,  Electrocardiograph  Recording  . . . . . . 

Paper,  Electroencephalograph  Recording  . . 

Paper,  Filter  (Analytical) . . . . . . . 

Paper,  Filter  And  Lens,  4X6  Inches,  12$, . . . 

Paper,  Fitter  Media,  Roll-type . . . . . . 

Paper,  Filter  Qualitative  (Swipe  Material) . . . . 

Paper,  Filter,  Analytical . . . . . . . . 

Paper,  Gasket,  Fiber  (Animal  Or  Plant)  Sheet..,.. . . . . . . . . 

Paper,  General  Specifications  And  Methods  Of  Testing.,.. . 

Poper,  Glassine,  Weighing . . . . . . . . 

Paper,  Graph . . . . . . . . . . . . . . 

Paper,  Honeycomb  (125  Lb  Paper) . . . . . . 

Paper,  Honeycomb  (60  Lb  Paper)  •  15  Jun  53...... . . . 

Poper,  Index . . . . . . . . . . . 

Paper,  Insulating,  Electrical. . . . . . . . . . 

Poper,  Interna!  Tearing  Resistance  Of  -  5  Jan  79 . . . . . 

Poper,  Kraft,  Asphalt  Impregnated . . . . . . . 

Poper,  Kraft,  Treated  (Fire  Resiston!) . . . . . . . 

Poper,  Kraft,  Untreated . . . . . . . . . 

Paper,  Kraft,  Wrapping . . . . . . . . . 

Paper,  ledger.  Unruled.... . . . . . . . . . 

Paper,  Lens . . . . . . . . 

Paper,  Lens. . . . . . . . . 

Paper,  loose-leaf.  Ruled  And  Blank . . . . . . . 

Paper,  Manifold . . . 

Poper,  Manifold  . . . . . . . . . . 

Paper,  Manila . . . . . . . . . . . 

Paper,  Mop,  (Except  Diozo-sensitized)  Packaging  And  Packing  Of .... 
Poper,  Masking,  Photolithographic,  (Coated),.........., . 

Poper,  Meat  Interleaving  . . . . . 

Paper,  Meat  Inter  Leaving  (Dry  Waxed)  . . . . 

Paper,  Mimeograph  . . . . . . . . 

Paper,  Newsprint . . . . . . . . . . 

Paper,  Nitrazine . . . . . . . . . . . 

Paper,  Nitrocellulose  Bose  . . . . . . 

Paper,  Noncarbon  Transfer......... . . . . . . . 

Paper,  Onionskin . . . . . . . . . . . . 

Paper,  Photogrophic,  Block  And  White,  Sensitized . . . . . . 

Paper,  Play  Construction  . . . . . . . . . . . 

Paper,  Pringing,  Plastic  Cooled  . . . 

Paper,  Protective,  Adhesive . . . . . . . . . . 

Poper,  Recording,  Heat- Sensitive . . . . . . . . 

Poper,  Recording,  Facsimile  (Electrosensitive)..... . . . . . . 

Poper,  Recording,  Electrosensitive.......... . . . . . 

Paper,  Sealing  . . . . . . . . . . . . 

Paper,  Sheetings,  Examination-treatment  Tables . . . . 

Paper,  Shorthand-machine  . . . 

Paper,  Shot  Shell  (For  Use  In  Ammunition)  . . . . . . 

Poper,  Surface  Wettability  Of  (Angfe-of-contact  Method)  15  Sep  45 
Paper,  Tabulating  Machine,  Continuous  Flo!  Fold . . . . 

roper.  Target . . . . . . . . . . . . . . 

Paper,  Teletypewriter,  Continuous  Ffatfold . . . . . 

Paper,  Teletypewriter,  Roll . . . . . . . . . 

Paper,  Teletypewriter,  Roll  (Spirit  Process)  . . . . . 

Poper,  Teletypewriter,  Roll,  For  Spirit-process  Duplication . . . 

Paper,  Templa  te . . . . . . . 

Paper,  Toilet . . . . . . . . . . 

Paper,  Toilet  Tissue  . . . . . . . . . . 

Poper,  Toilet  Tissue  . . . . . . . . 

Paper,  Tracing  . . . . . . . . 
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A-A-2155 

7530 

~i 

06  Jon 

83 

A-A-190 

7510 

t 

12  Nov 

81 

UU-P-00175  (1) 

7510 

t 

16  Aug 

73 

UU-P-196D 

9310 

•/. 

18  Jon 

74 

A-A-1781 

9310 

t 

07  Jul 

82 

UU-P-200B 

9310 

t 

15  Oct 

76 

UU-P-221B 

6750 

*GS 

26  Dec 

72 

CR 

AS 

70  GS 

INT  AMD  (1) 

UU-P-223C 

7530 

•Gl 

07  Sep 

67 

GL 

SA 

99 

UU-P-2331 

7530 

•/. 

15  Oct 

62 

INT.  AMD.  (2) 

MIL-P-37574 

65)5 

DM 

15  Dec 

■>!> 

MD 

MS 

03 

A-A-51033 

6515 

/M8 

10  Oct 

85 

MD 

MS 

03 

A-A-51899 

6515 

MB 

24  Apr 

87 

MD 

MS 

03 

MS-34097C 

6640 

EA 

11  Jon 

88 

EA 

MS 

99 

NOTICE  1 

MIL-P-36728B 

6640 

DM 

03  Sep 

76 

MD 

MS 

03 

MIL-P-2I386E 

6640 

EC 

07  Jon 

85 

EC 

MIL-P-36745 

6640 

DM 

15  Mar 

71 

MD 

MS 

03 

INT  AMD-I  (DM) 

NNN-P-1475B 

6640 

/DM 

18  Jon 

76 

MD 

MS 

03 

HH-P-96G 

5330 

/Ml 

05  Nov 

86 

Ml 

99 

UU-P-31B 

75GP 

*/. 

3  Mor 

49 

MIL-P-36709 

8135 

DM 

03  Nov 

70 

MD 

MS 

03 

UU-P-202D 

7530 

•/. 

14  Sep 

73 

AMS  3722 

5640 

AS 

29  Jon 

71 

MR 

AS 

11 

AMS  3720-53 

5640 

AS 

29  Jon 

71 

MR 

AS 

11 

UU-P-258K 

9310 

•Gl 

15  Mor 

73 

Gl 

SA 

99 

MIL-P-47271A 

5970 

Ml 

18  Feb 

83 

Ml 

ASTM  0689-79 

9310 

AS 

27  Apr 

81 

SM 

AS 

69 

MIL-P-20293A 

8135 

AR 

13  Mor 

86 

AR 

AS 

69 

NOTICE  1 

A-A-1894 

8135 

•Gl 

20  Oct 

81 

GL 

69 

A-A-203A 

8135 

• 

18  Sep 

81 

UU-P-268G  (3) 

8135 

/Gl 

09  Mar 

77 

GL 

SH 

69 

UU-P-28BJ 

7530 

V. 

05  Moy 

73 

MS-36508 

6640 

EA 

30  Apr 

82 

EA 

MS 

99 

A-A-50177 

6640 

Gl 

05  Od 

88 

GL 

MS 

82 

UU-P-3200 

7530 

*/. 

16  Sep 

83 

UU-P-328J 

7530 

V. 

16  Moy 

80 

UU-P-00328K 

7530 

•/. 

21  Feb 

78 

MIL-P-43331A  (1) 

9310 

Gl 

01  Od 

87 

Gl 

SA 

84 

NOTICE  1 

MIL-P-3447D  (1) 

9310 

Gl 

25  Jon 

76 

Gl 

SA 

99 

UU-P-381B 

3610 

/GL 

23  Od 

87 

Gl 

SA 

99 

NOTICE  1 

UU-P-1382C  (1) 

8135 

•GL 

01  Od 

75 

Gl 

SA 

69 

NOTICE  (1) 

A-A-1591 

8135 

t 

25  Jon 

82 

Gl 

UU-P-388M 

7530 

% 

05  Sep 

80 

UU-P-405C 

9310 

•Gl 

09  Dec 

65 

GL 

99 

Mlt-P-50039 

6810 

EA 

26  Jon 

59 

EA 

MIL-P-70475 

1375 

AR 

08  Jon 

84 

AR 

A-A-1739 

7530 

» 

17  Mor 

81 

MIL-P-157A  (3) 

1395 

AR 

23  Mor 

88 

AR 

NOTICE  1 

MII-P-4672E  (1) 

6750 

70 

16  Sep 

86 

ER 

AS 

99 

A-A-2006 

7530 

t 

15  Mar 

83 

Mll-P-48224 

8140 

AR 

29  Moy 

73 

AR 

A-A-2106 

8135 

V. 

14  Sep 

82 

MII-P-22968B 

7530 

AS 

05  Nov 

84 

AS 

MIL-P-43552  (4) 

7530 

EC 

12  Jol 

85 

GL 

EC 

MII-P-19232A 

7530 

SH 

8  Sep 

60 

SH 

MIL-P-60169B 

1305 

AR 

06  Jon 

88 

AR 

NOTICE  1 

A-A-30067A 

5530 

/OP 

30  Dec 

83 

MD 

MS 

03 

UU-P-322F 

7530 

•/. 

19  Mor 

76 

MIL-P-633B1 

’95 

AR 

22  Moy 

80 

AR 

ASTM  D724-45R7I 

10 

AS 

27  Apr 

81 

SM 

AS 

69 

UU-P-546C  (2) 

/jlO 

t 

14  Apr 

77 

INT  AMD  3 

Mll-P-108318 

9310 

AR 

04  Sep 

64 

AR 

MC 

INT  AMD  2  (WC) 

MIL-P-40023D 

7530 

Gl 

25  Jon 

88 

Gl 

99 

NOTICE  1 

UU-P-547J  (4) 

7530 

« 

30  Apr 

77 

A-A-1570 

7530 

•GL 

22  Mor 

83 

GL 

SA 

UU-P-548B 

7530 

•Gl 

03  Sep 

65 

Gl 

SA 

MIL-P-2880D 

9310 

Gl 

18  Nov 

76 

Gl 

99 

A-A-6978 

8540 

t 

01  Nov 

85 

UU-P-556J  (3) 

8540 

t 

17  Mor 

76 

UU-P-00556K 

8540 

t 

10  Jon 

78 

UU-P-56IH 

7530 

% 

12  Dec 

72 

510 


ALPHABETICAL  LISTING 


TITLE 

Paper,  Wrapping  Meat  . . . . . . . . . 

Paper,  Wrapping,  Chemically  Neutral  (Non  Corrosive) . . . . . . 

Paper,  Wrapping,  Tissue  . . . . . . . . . .  ..... 

Paper,  Wrapping,  Tissue  . . . . . . . 

Paper,  Wrapping,  Meat . . . . . . . . . . 

Paper,  Wrapping,  Laminated  And  Creped . . . 

Poper,  Wrapping,  Waxed  (Dry) . . . . . . 

Paper,  Wrapping,  Wet  Waxed  . . . . . . . . . 

Paper,  Wrapping,  Freezer  (Polyethylene  Coated)....... . . . . . . 

Poper,  Wrapping,  Dry  Waxed  (Non-food  Wrapping  Uses)  . . . . 

Paper,  Wrapping,  Waxed  . . . . . . . . 

Paper,  Wrapping,  Freezer  (Plastic  Coated) . . . . 

Paper,  Wrapping,  Wet  Waxed  . . . . . . . 

Poper,  Wrapping,  Ory  Waxed  (For  Food  Wrapping).,. . . . . . 

Paper,  Xerographic . . . . . . . . . . . . 

Paperboard,  Corrugated,  Static  Bending  Test  For  -  1961 . . . . . 

Paperboard,  Drawing  (Drafting  Bristol  Board) . . . 

Paperboard,  Drawing  (Drafting  Bristol  Board) . . . 

Paperboard,  Drawing . . . . . . . . 

Paperboard,  Wrapping  &  Cushioning  (Heavy  Duty)..., . . . 

Paperboard,  Wrapping  &  Cushioning  (Light  Duty) . . . . 

Paperboard,  Wrapping  And  Cushioning . . . . . . 

Paperweight,  Drafting  And  Topographical . . . . 

Paperweight,  Glass . . . . . . . . . . . . . 

Paperweight,  Glass.... . . . . . . . . . . . . 

Popte,  Chemical  Agent  Detector:  M9  7SR119  Dye) . . . 

Parachlorophenol,  Camphorated,  U.s.p . . . . . 

Parachute  And  Component,  Cargo,  Extraction  And  Deceleration,  Generol 
Specification  For 

Parachute  Assemby  And  Sub-assemblies,  Pockaging  And  Pocking  Of . . . . 

Parachute  Extraction  Assemblies  &  Aircraft  Extraction  Parachute  Ejector  Installations 
(Ed.  No.  2)  (Req  For  Other  Than  DOD  Refer  To  Hq  Usaf/xoxx-iso,  Wash  D.c. 
20330-5058 

Parachute  Extraction  Systems... . . . . . 

Parachute  For  Underwater  Mine,  Generol  Specification  For . 

Porochute  Protector  And  Ogive  Assembly,  White  Star. . . 

Parachute  Recovery  System,  Missile  And  Drone,  General  Requirement  For 
Developement  Of 

Parachute  Release  Mechanisms,  General  Specification  For... . . . 

Parachute  System,  Special  Weapons,  A/B28K-5,  23  Ft . . . . . 

Parachute  System,  Heavy  Duty,  General  Specification  For . . . 

Parachute  System,  Special  Weapons,  12.5  Ft,  A/B28K-1 . 

Parachute  System,  Special  Weapons,  A/B28K-4,  17  Ft . . . 

Porochute,  Meterological  . . . . . . . 

Porochute,  Personnel,  Generol  Specification  For  . 

Parachute,  Personnel,  Detail  Manufacturing  Instruction  For  . . . 

Parachutes  Request  Forissue  Other  Than  Dod  Must  Be  Sent  Via:  Asd/enes, 
Wright-potterson  Alb  Oh  45433-6503 

Parachutes,  Cargo,  12*,  26-,  And  34-  Foot  Diameter . . . . . . . 

Parachutes,  Personnel,  Emergency  Escape  Generol  Design  Specification  For . . 

Parodichlorobenzene,  Technical  (Dichlorobenzene,  Para) . . . 

Paraffin,  Nf . . . . . . . . . . . . . . 

Parallel  Bors,  Physical  Therapy . . . . . . . 

Parallel  Recorded  Magnetic  Tape-Cartridge  For  Information  lnter*hange,  4  Track, 
6.30MM  (1/4  In),  63  Bpmm  (1600  Bpi),  Phase  Encoded  (With  ANSI  X  3,  72-81) 

Parallel  Ruler  (Rolling) . . . . . . . . . . . . 

Parallel  Rulers,  Folding  Type . . . . . ......... 

Porollel,  Frequency-coded  Firing  Systems . . . . . . . . . . . 

Parallel,  Steel  And  Cast-iron,  Precision  Ground  . . . . . . . . . . . 

Parameter  To  Be  Controlled  For  The  Specification  Of  Microcircuits . . . . 


Parameters  &  Coding  Characteristics  That  Must  Be  Common  To  Assure  InlerabiMy 
Of  2400  BPS  Linear  Predictive  Encoded  Digital  Specchfcd.  l)(REl  To  Other  Than 
DOD  Act  Req  Appr-Of  CNM,  MAT  09B21,  Nash  D.c.  20360) 

Parameters  &  Practices  For  The  Use  Of  The  NATO  7-BIT  Code  (Ed.  2  W/AMD  1-4) 

Porchute  Packs,  Generol  Specification  For . . . . . . . . 

Paregoric,  Kaolin,  And  Pectin  Suspension . . . . . . . 

Parenteral  Preparations  . . . . . . . . . . . 

Parka  And  Trousers,  Wet  Weother......... . . . . . . . 

Parka,  Extended  Cold  Weather,  Camouflage  . . . . . 

Pork  a.  Extreme  Cold  Weother,  Attached  Hood  N-2B. . . . . . . . . 

Parka,  Extreme  Cold  Weather  .................................... . . . . 

Parka,  Extreme  Cold  Weother,  Type  N-3B . . . . . . . . . 

Parka,  Man  S  CWU-8P  . . . . . . . . . . . . . . 

Parka,  Night  Camouflage,  Desert...... . . . . . . . 

Parka,  Snow  Camouflage . . . . . . . . . . 


DOCUMENT 
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PREP 
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MII-P-43112B  (2) 

8135 

GL 

25  Jon 

88 

GL 

MC  69 

NOTICE  1 

MIL-P-17667D 

8135 

GL 

10  Sep 

80 

GL 

SA 

69 

UUP-553C 

8135 

•Gl 

12  Feb 

76 

GL 

SA 

69 

A-A-1249 

8135 

i 

29  Apr 

80 

A-A-1613 

8135 

t 

15  Apr 

81 

MIL-P-130F 

8135 

Gl 

30  Sep 

85 

GL 

SA 

69 

UU-P-270F  (2) 

8135 

•GL 

24  Feb 

76 

Gl 

SA 

69 

A-A-319 

8135 

t 

09  Nov 

79 

UUP-272C 

8135 

•GL 

22  Dec 

72 

GL 

SA 

99 

A-A-1244 

8135 

t 

12  Dec 

79 

A-A-2099 

8135 

t 

29  Mor 

84 

A-A-1245A 

8135 

• 

19  Mor 

85 

GL 

69 

UU-P-134E  (2) 

8135 

-GL 

22  Nov 

76 

Gl 

SA 

69 

A-A-894 

8135 

t 

14  May 

80 

A-A-1573 

7530 

t 

23  Apr 

80 

ASTM  D1098-61R73 

9310 

AS 

27  Apr 

81 

SM 

AS 

69 

A-A-1735 

9310 

•GL 

29  Apr 

81 

GL 

SA 

99 

A-A-1736 

9310 

•GL 

29  Apr 

81 

Gl 

SA 

99 

UU-P-6638  (1) 

7530 

% 

23  Mo y 

75 

INI  AMD  2 

A-A-1051A 

8135 

• 

17  Mor 

86 

GL 

SA 

69 

A-A-1798 

8135 

* 

17  Mar 

86 

Gl 

SA 

69 

PPP-P-291E 

8135 

/GL 

09  Feb 

76 

GL 

SA 

69 

A-A-560E 

7510 

t 

28  Jon 

83 

DD-P-00100C  (1) 

7510 

•/. 

02  Nov 

71 

DD-P-100B 

7510 

% 

09  Jul 

63 

l  MIL-P-51518  (2) 

6665 

EA 

31  Aug 

88 

EA 

MIL-P-37384A 

6505 

DM 

13  Jun 

77 

MD  MS 

03 

MIL-P-7620C 

1670 

GL 

07  Oct 

82 

GL 

AS 

MIL-P-5610D  (4) 

1670 

82 

01  Aug 

78 

GL 

AS 

99 

NAT-STD-3469  (6) 

ISDF 

06 

18  Oct 

88 

AIR.STD-44/15G 

ISDF 

06 

12  Dec 

85 

L 

MIL-P-21904A 

1350 

OS 

11  Mar 

77 

os 

l 

Mll-P-60428  (1) 
NOTICE  1 

1370 

AR 

07  Apr 

88 

AR 

MII-P-25C62B  (1) 

1670 

AS 

27  May 

71 

Ml 

AS 

L 

MIL-P-24003  (2) 

1350 

OS 

27  Jan 

72 

OS 

Ql 

Mll-P-83255 

NUOR79 

02  Feb 

87 

79 

NOTICE  1 

Q  l 

MIL-P-25716D 

NUOR79 

14  Nov 

88 

79 

Q  L 

MIL-P-38019A  (2) 

NUOR79 

02  Feb 

87 

79 

NOTICE  1 

Q  l 

Mll-P-38465  (2) 

NUOR79 

02  Feb 

87 

79 

NOTICE  1 

GG-P-115 

6660 

/ER 

20  Oct 

54 

ER 

AS 

99 

Q 

MIL-P-6645H  (1) 

1670 

82 

23  Dec 

75 

GL 

AS 

99 

MIL-P-7567B 

1670 

82 

28  Mor 

85 

Gl 

AS 

99 

L 

MIL-P-87141A  (1) 

1670 

11 

15  Apr 

86 

11 

L 

MIL-P-43649A  (1) 

1670 

Gl 

29  May 

73 

GL 

Mll.P-85710 

1670 

AS 

05  Mor 

86 

AS 

0-P-0099A 

6810 

•/. 

09  Mor 

65 

Mll-P-37468 

6505 

DM 

27  Aug 

76 

MD 

MS 

03 

A-A-51622 

6530 

MB 

22  Aug 

86 

MD  MS 

03 

FIPS-93 

IPSC 

02 

29  Jun 

82 

AD 

OM  02 

MIL-P-3631C 

6675 

ME 

14  Oct 

81 

ME 

SH 

99 

A-A-502I2A 

6675 

ME 

18  Moy 

88 

ME 

99 

l 

MIL-P-8I9U 

1280 

AS 

30  Nov 

72 

AS 

GGG  P-61A  (2) 

5220 

/84 

04  Jan 

80 

AR 

99 

Mll-STD-1331 

5962 

17 

10  Jan 

69 

ER 

EC 

17 

NOTICE  1 

19  AUG  1970 
NaT-STD-4198  (2) 

I50A 

AM 

10  Dec 

85 

NAT-STD-5036 

ISDA 

AM 

17  Jul 

84 

l  MIL-P-24002 

1350 

OS 

06  Jon 

64 

OS 

A-A-0051788 

6505 

MB 

23  Dec 

86 

MD 

MS 

03 

FED-ST0-142A  (1) 

6505 

/DM 

17  Mor 

70 

MD 

MS 

03 

MIL-P-43907C 

8405 

Gl 

11  Dec 

87 

Gl 

NU 

99 

MIL-P-44188B 

8415 

Gl 

27  Jon 

89 

Gl 

NU 

M1L-P-6278G 

8415 

82 

30  Nov 

83 

GL 

99 

MIL-P-43496E 

8415 

GL 

31  Dec 

86 

Gl 

NU 

99 

MIL-P-6279K 

8415 

82 

15  Mor 

87 

GL 

99 

MIL-P-38I84C 

8415 

82 

29  Jon 

75 

GL 

99 

M1L-P-44087A 

8415 
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24  Od 

85 

GL 

NU 

MIL-P-10809F 

8415 

Gl 

20  Aug 

86 

Gl 

NU 

99 
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ALPHABETICAL  LISTING 


TITLE 

Parka,  Wet  Weather  . . . . . . . . . . . . 

Parka,  Wet  Weather  . . . . . . . 

Part  &  Component  Mounting  For  High  Quolity/high  Reliability  Soldered  Electrical  & 
Electronic  Assemblies 

Part  And  Equipment,  Procedures  For  Packaging  And  Pocking  Of................ . 

Part,  Materials,  And  Processes  Used  In  Electronic  Equipment... . . . . 

Part,  Materials,  &  Processes  Standardization,  Control  &  Management  Program  For 
Spacecraft  &  Launch  Vehicles 

Part,  Molded,  Plastic  Foam,  Polystyrene  (For  Use  With  Ammunition).... . . 

Partlcal  Contamination  Of  Air  In  Dust  Controlled  Spaces  By  The  Particle  Count 
Method,  Procedure  For  The  Determination  Of  -  15  Jul  66 
Particle  Contamination  In  Hydraulic  Fluids  By  The  Control  Filter  Gravimetric 
Procedure  For  The  Determination  Of  •  1  Feb  63 
Particulate  Contamination  In  Liquids  By  The  Particle  Count  Method  ■  1  Aug  69  ........ 

Particulate  Matter  In  The  Atmosphere  (Optical  Density  Of  Filtered  Deposit  •  27  Jan 
78 

Partition,  Medical  Case  . . . . . . . . . . . . . 

Partition,  Office  Steel  . . . . . . . . . . 

Partition,  Office,  Steel . . . . . . . . 

Partition,  Toilet,  Complete  . . . . . . . . . . . . . 

Partitions,  Building,  laboratory  Measurementof  Airborne  Sound  Transmission  Loss 
Of 

Parts  &  Subassemblies  For  Test  Vehicle,  PXR6007 . . . . . . . . 

Parts  Cleaning  Can,  Safety,  Bench........ . . . . . . . . . . 

Parts  Control  Program  . . . . . . . . . 

Ports,  Equipment  And  Tools  For  Army  Material,  Packaging  Of  . . . . . . . 

Parts,  Hard  Rubber,  For  Use  With  Submarine  Storage  Batteries  (Metric)  . . 

Parts,  Miscellaneous,  For  Mine  Dispersing  Subsystem  Aircraft,  M56  . . . 

Parts,  Synthetic  Rubber,  For  Use  With  Batteries  Or  In  Battery  Compartments  Of 
Submarines  (Metric) 

Passenger  Bias  Belted  Ply  Tires,  Pneumatic  Vehicular  (Highway) . . . . 

Passenger  Bias  Ply  Tires,  Pneumatic  Vehicular  (Highway) . . . . 

Passenger  Car  -  Service  Broke  System  Performance  Requirements  «  1  Nov  78 
(Reopproved  Oct  83) 

Passivation  Treatments  For  Corrosion  Resisting  Steel . . . . . . . 

Passive  tor  Compound,  Navy  8oifer.... . . . . . . . 

Passive  Interphone  Control  Panel  C2648B/AIC-14  (Inactive  Use  MIL-I*22352/17  Or 
/18 

Passive  Viewer,  Driver  S  Night  Vision  (Release  To  Other  Than  Dod  Agencies  Must 
Be  Approved  By  HO  DARCOM  (DRCIRD)  (ABCA  579) 

Paste,  Color  Concentrate,  Epoxy  Resin  Base  . . . . . . . . . . . . 

Paste,  Copper  Brazing,  Water  Thinning  (ASG) . . . . . . . . 

Patch,  Pneumatic  Tire  Repair.  Semhcured  Nylon  . . . . . 

Patch,  Pneumatic  Tire  Repair,  Chemicol  Cured  Nylon  And  Vulcanizing  Fluid  . . . 

Patch,  Pneumatic  Tire  Repair,  Uncured . . . . . . . . . 

Patch,  Repair,  For  Inner  Tubes  And  Tubeless  Tire  Liners... . . . . . . . 

Potching  Of  Wood  Stocks  For  The  7.62MM,  M14  And  M14E2  Rifles . . 


Patient  &  Operator  Protection  From  Failure  Of  Electromedical  Equipment  (ABCA 
434)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH, 
DC  50360) 

Patient  Utility  Kit  . . . . . . . . . . . . . . . . 

Patient  Utility  Kit . . . . . . . . . . . . . . . . . 

Patient  UtilityOGt . . . . . . . . . . . . . 

Patrol  Reports  (Edition  6)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attnr 
AMCICP'AA'N,  500)  Eisenhower  Ave.,  Alexandria,  Vo.,  22333-0001) 

Patrol  Reports  By  Army  Forces  (ABCA '502)........... . . . . . . 

Pattern,- Ophthalmic  Lens  Cutting... . . . . . . . . . . 

Paving  Breaker  Sets,  Portable  . . . . . . . . . . 

Paving  Machine,  Bituminous  Moterlol,  Crawler  Mounted,  Diesel  Engine  Driven  . . . 

Paving  Machines,  Bituminous  Materiol,  Crawler  Or  Rubber  Tire  Mounted,  Self 
Propelled 

Paving  Mixture,  Bituminous,  Theoretical  Maximum  Specific  Gravity  Of  *  10  Mar 
1978 

Paving  Mixtures,  Bituminous,  Coarse  Aggregate  For  •  31  Moy  1985 . . 

Paving  Mixtures,  Sampling  Bituminous,  Standard  Methods  For  ■  30  Oct  87  . . 

Paving,  Bituminous-Mixtures,  Minerol  Filler  For  -  22  Feb  1985....................... . . 

PBXN-4  Explosive.......................................... . . . . . . 

Pea,  Thermostabilized,  Tray  Pack  . . . . . 

Peach,  Semi'solid,  Therosfobiltzcd  Tube  Pack... . . . . 

Peaches,  Sliced,  Thermostabilized,  Tray  Pock...,,,,., . . . . . . . . 

Pear,  Semi-solid,  Thermostabilized  Tube  Pack  . . . . 

Pears,  Sliced,  Thermostabilized,  Troy  Pack . . . . . 

Peas  &  Mushrooms,  Thermostabilized,  Tray  Pack...... . . . 

Peas  And  Carrots,  Powder  (For  Oral  Liquid  Feeding)  . . . . . 

Peas  And  Mushrooms,  Thermostabilized,  Troy  Pock  . . . 

Peas,  &  Carrots,  Thermostabilized,  Tray  Pack  . . . . . . 
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Mll-P-87098 
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87 

NU 
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23  Jun 

77 
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28  Dec 

83 

ER 

EC 
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MIL-STD-1546A 

1820 

19 
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88 

19 

L 

MIL-P-60312C  (2) 

8140 

AR 

05  Dec 

86 

AR 

ARP743A-66 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

ARP  785  63 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

ARP  598A-69 

1650 

AS 

30  Apr 

84 

AV 

AS 

99 

ASTM  DI704-78 
NOTICE  1 

6810 

EA 

06  Mar 

87 

EA 

SH 

68 

A-A-51860A 

6515 

MB 

16  Dec 

87 

MD 

MS 

03 

AA-P-6I5A 

7195 

V. 

15  Sep 

60 

INI.  AMD.  (2) 
AA-P-00615B 

7195 

J 

16  Feb 

70 

RR-P-1352C 

5670 

/YD 

08  Feb 

89 

YD 

99 

ASTM  E 90-87 

5640 

YD 

30  Mor 

88 

YD 

99 

L 

MII-P-60905A  (2) 
NOTICE  1 

1190 

AR 

07  Mor 

86 

AR 

RR-P-125B 

4940 

/GL 

16  Sep 

75 

GL 

YD 

99 

MII-STD-965A 

NOTICE  2 

MISC 

10 
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85 

Ml 

AS 

10  DH 
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MH-P-14232E  (2) 
NOTICE  1 

PACK 

AT 
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87 

AT 
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SH 
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77 

SH 
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MIL-P-48364  (2) 
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AR 
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77 
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SH 
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Mll-P-22352/16 
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Q-STD-579  (1) 

ISDA 
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81 
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MIL-P-47005 

5970 

Ml 
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Ml 

MIL-P-8853 

3439 
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58 

AS 

11 

MS-52124 

2640 

AT 

22  Sep 

72 

AT 

YD 

99 

MS-52123 

2640 

AT 

22  Sep 

72 

AT 

YD 

99 

MS-51312 

2640 

AT 

16  Jul 

59 

AT 

YD 

99 

ZZ-P-112D  (1) 

2640 

/AT 

17  Jul 

74 

AT 

YD 

99 

L 

MIL-STD-1270A 
NOTICE  1 
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AR 
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86 

AR 
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MB 
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03 
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Q-STD-502 

ISDA 
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MlL-P-36866 

6540 
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72 

MD 

MS 

03 

MIL-P-82008C 
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YD 

04  Dec 

87 

ME 

YD 

99 

MIL-P-335J 

3895 

ME 

18  Aug 

86 

ME 

YD 

L 

MIL-P-29196A 

3895 

YD 

18  Feb 

85 

YD 

ASTM  D2041-78 

5610 

10  Me' 

89 

.ME 

YD 

99 

ASTM  D692-85 

5610 

YD 

30  Apr 

86 

YD 

99 

ASTM  D 979-87 

5610 

YD 

30  Mar 

88 

ME 

YD 

99 

ASTM  0242-85 

5610 

YD 

10  Sep 

86 

ME 

YD 

99 

l 

Mll-P-23625  (2) 

1376 

OS 

14  Mar 

73 

OS 

HHH-V-002131 

8915 

/GL 

20  Sep 

82 

GL 

L 

MIL-P-44318 

89)5 

GL 

19  Feb 

88 

GL 

Y.f-002137 

8915 
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Mll-P-44319 
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89 
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SA 
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MIL-P-44180 
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85 
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GL 
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83 
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87 

GL 

SA 

50 
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HUE 

Peas,  And  Corrots,  Thermostabilized,  Tray  Pack.......... . . . . . . . 

Peas,  Dehydrated,  Compressed......................... . . . . 

Peas,  Dry,  Split . . . . . . . . . . 

Peal,  Moss,  Peal,  Humus,  And  Peat,  Reed-sedge . . . . 

Peats,  Mosses,  Humus,  &  Related  Products  -  25  Apr  69..... . . . . . . 

Peow  . . . . . . . . . . . . . 

Peavy,  Hook,  Cant, 'And  Carrier,  Timber  . . . . . . . . . . 

Pecans,  Shelled,  Fresh  » . . . . . . . . . . . . 

Pedestal  Group,  Antenna,  For  IFF  Antennas  AN/UPA-57  . . . . . 

Pedestals,  Mobile . . . . . . . . . . . . 

Peeler,  Potato,  Hand  . . . . . . . . . . . . 

Peenlng  Of  Metals . . . . . . . . . . . . 

Pelican  Hook  And  Turnbuckle  Assembly  . . . . . 

Pellet,  Absorbent,  Cotton  . . . . . . . . 

Pellet,  Absorbent,  Cotton  . . . . . . . . . . 

Pellet,  Explosive  Compositions  (For  Use  In  Ammunition)..... . . . . . 

Pellet,  Flash  Tube,  IB52  . . . 

Pellet,  Plastic  Bonded  HMX  (95/5)  For  Use  In  Ammunition . 

Pellet,  Rdx . . . 

Pellet,  Red  Phosphorus,  For  Mortar  Cartridge  81MM  Smoke,  RP,  M819. . . 

Pellet,  Smoke  Marker  For  Cartridge,  105MM,  Apers-T,  XM546.... . 

Pellet,  Tetryl . . . . . . . . . . . . . . 

Pellets  (PBX)  For  Use  In  Ammunition  . . . . . . . . . 

Pellets/granules  Boron/potassium  Nitrate . . . . . . 

Pelvimeter,  Margin  . . . . . . . . 

Pemoline  Tablets...... . . . . . . . . . . . 

Pen  Cleaner,  Liquid.................. . . . . . . . . . 

Pen  Set,  Desk . . . . . 

Pen  Sets,  Desk  (For  General  Office  Use) . . . 

Pen,  Lettering,  Scriber  Templote,  Reservoir . . . . . 

Pencil  And  Lead,  Cteclrographic . . . . . . . . . . . . . 

Pencil,  Aircraft  Marking  . . . . 

Pencil,  Lead  . . . . . . . . 

Pencil,  lead  Drawing  . . . . . . . . . . . . 

Pencil,  Lithographic . . . . . . . . . . . . . 

Pencil,  Mechanical  (Including  leads  And  Erasers) . . . . 

Pencil,  Mechanicol  (Lead  Holder) . . . . 

Pencil,  Nonmechonical,  Colored  lead . . . . . . . 

Pencil,  Skin  Marking . . . . . . . . . 

Pencil:  Spiral  poper-form;  Wax,  Glass  And  Chino  Marking  . . . . 

Pendulum  (For  Torpedo  MK  37  Mods  0,  2,  And  3) . . . . . . 

Penetrant  Inspection,  Soundness  Requirements  For  Materials,  Ports  And  Weldments  .. 
Penetrating  Fluid . . . . . . . . . . 

Penetrating  Fluid... . . . . . . . 

Penetroting  Oil  (For  loosening  Frozen  Metallic  Parts) . . . . 

Penetration  Of  Preservatives  &  Fire  Retardants,  Standard  Methods  For  Determining 
9  DEC37 

Penetrotor,  Bulkhead,  Connectorized,  Fiber  Optic,  32  Channel  (For  Inboard  Use  On 
Novy  Ships  And  Submarines) 

Penctrator,  Code  And  Nose  Components  For  Projectile,  105MM,  Apds-t,  M392A1.... 

Penetrators,  Bulkhead,  Connectorized,  Fiber  Optic,  (For  Inboard  Use  On  Novy  Ships 
And  Submarines) 

Penetrators,  Hull,  Connectorized,  Connectors,  Pressure-proof,  Fiber  Optic,  Submarine 
Penetrators,  Hull,  Connectorized,  Connectors,  Pressure-proof,  Fiber  Optic,  Submarine 
^Jug  Connector,  32  Channel,  Type  1 

Penetrometer,  Soil,  Diol  Indicating  (Two  Cones)  And  Spring  Indicating  (Airfield 
Cone) 

Penholder  (Writing) , . . . . . . . . . . . 

Penholder,  Writing  . . . . . . . . . . . 

Penicillin  G  Benzathine  And  Penicillin  G  Rrocaine  Suspension,  Sterile  . . 

Penicillin  G  Benzathine  Suspension,  Sterile, uSP  . . . . . . . 

Penicillin  G  Potassium  For  Injection,  U,s.p...,....................»... . . . . . . 

Penicillin  Procaine  Suspension,  Sterile,  Usp  . . . . 

Penicillin  V  Potassium  ForOrol  Solution,  USP  . . . . . . . 

Penicillin  V  Potassium  Tablets,  U.s.p.  . . . 

PenPoints  And  Penholder,  Crowquill . . . . . . . 

Pens,  Skin  Marking. . . . . . . . 

Pcn’aeMorophenol  •  10  Sep  56  . . . . 

Pcntoerythrite  Totranitrolc  (Pofn),..,. . . . . . . . . . 

Pcntoerylhritol  Tetronitrote  Tablets,  Modified..... . . . . . . 

Pentoerythfitol  Dioleofc  . . . . . . . 

Pcntoerythritol  . . . . . 
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GGG-P-00151B 
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Y-P-190C 
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74 

Gl 
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MIL-P-28739  (2) 
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EC 

A-A-2242 
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Mll-P-81985  (1) 

MFFP 

AS 

05  Nov 

84 

AS 

L 
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MIL-P-37381 
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81 
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MIL-P-48395  (1) 

1374 

AR 

01  Feb 

84 
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DOD-P-43984  (2) 

1305 

AR 

03  Nov 

84 

AR 

L 

MIL-P-50900 

NOTICE  1 

1374 

AR 

08  Apr 

84 

AR 

L 

MII-P-45484B 

NOTICE  1 

1375 

AR 

27  Apr 

87 

AR 
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MIL-P-70550 

1370 

AR 

05  Sep 

84 

AR 

L 

Mll-P-40938 

1315 

AR 

20  Feb 

48 

AR 

L 

MIL-P-44444A  (1) 
NOTICE  1 

1374 

AR 

30  Jon 

87 

AR 

L 

Mll-P-50977 

1374 

AR 

02  Oct 

72 

AR 

MII-P-44994B  (2) 

1375 

AR 

12  Nov 

87 

AR 

Mll-P-34418 

4515 

DM 

03  Dec 
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MD 

MS 
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AA-51113 

4505 

/MB 

26  Nov 
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MD 
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P-P-200D 
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GG-P-00144D  (2) 
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25  Jun 
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A-A-50217A 

4475 
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87 
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SS.P-155D  (3) 

INT  AMD  (4) 

7510 
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22  Sep 

72 
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MIL-P-83953A 

7520 

84 

07  Apr 

80 

99 

NOTICE  1 

SS-P-144D  (4) 

7510 

% 

22  Sep 

72 

INT  AMD  (7) 

A-A-974 

7510 

l 

16  May 

80 

A-A-354 

7510 

t 

18  Jon 

80 

SS-P-184D 

•7520 
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45 

INT  AMD  (1) 

A-A-723A 

7520 
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81 

SS-P-201D  (2) 
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GGP-171C 
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SSP-194E, 
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MII.-P-19023D 
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MIL-P-47158 
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74 
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INT  AMD  1 
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MIL-P-24548 

4850 

SH 
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99 
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SH 
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Mll-P-48444 

NOTICE  1 
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AR 
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87 
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SH 
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MIL-P-24428 

4040 

SH 
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SH 
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MIL-P-24428/1 
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SH 
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SH 

MIL-P-3427D 

4435 

ME 
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ME 

YD 

99 

GG-P-181C 
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43 

GG-P-G0161D 
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Mll-P-37412 

4505 

DM 
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78 
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4505 
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MR 

01  Moy 

81 
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99 
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MIL-P-20304 
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NOTICE  1 
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Pentagojtrin  Injection . . . . . . . . . 

Pentamidine  Isethionate,  Sterile  . . . . . . . . . . 

Pentanedione,  2,  4 . . . . . . . . . . . . 

Pentazocine  Hydrochloride  Tablets,  Nf, . . . . . . . . . . . . 

Pentazocine  Lactate  Injection,  Nf . . . . . . . . . 

Pentobarbital  Sodium  Injection,  Usp . . . . . . . . 

Penlolite,  50/50. . . . . . . . . . 

Pentoxifylline  Tablets,  (Sustoired  Release) . . . . . . . . . 

Peppers,  Green  And  Red,  Dehydrated . . . . . . . . 

Peppers,  Green,  Dehydrated  . . . . . . . . 

Peppers,  Green,  Stuffed  With  Beef  &  Rice,  Thermostabilized,  Troy  Pack. . 

Peppers,  Pickled,  Cherry  &  Jalopeno . . . . . . . 

Peppers,  Pickled,  Cherry  And  Jalopeno . . . . . . . . 

Per  (Asg)  (Inactive  13  June  1960) . . . . . . 

Perforated  Tope  Code  For  Information  Interchange  (Usas  X3.6-1965) . . 

Perforator,  Paper,  Two  Hole,  Desk . . . . . . 

Perforator,  Paper,  Desk  . . . . . . . 

Perforator,  Paper,  Three  Hole,  Desk. . . . . . . . . . . . . 

Performance  And  Protective  Properties  Of  Combat  Clothing  (Abca  271) . 

Performance  And  Protective  Properties  Of  Combat  Clothing  (Release  To  Other  Than 
Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird)  (Edition  No.  3) 
Performance  Criteria  For  Honeycomb  Paper  Used  As  Energy  Dissipating  Moteriol 
(Rel  To  Other  Than  DOD  Act  Req  Pr  A ppr  Of  CNM,  Mot  09B21) 

Performance  Criteria  For  Honeycomb  Poper  Used  As  Energy  Dissipoting  Moteriol 
(Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of  (CNM))  CH*1 
Performance  Data  Report  For  Standard  Aircroft  Characteristics  Charts  For  Piloted 
Aircraft 

Performance  Index  Of  Preservatives  In  Stake  And  Post  Tests,  Stondard  Procedure 
For  The  Calculation  Of  The  Preservatives  In  Stoke  Andpost  Tests  •  1983 
Performance  Requirements  For  Water  Pressure  Reducing  Valves  For  Domestic  Water 
Supply  Systems  •  21  Dec  82 

Performance  Testing  Of  Commercially  Owned  Household  Goods  Containers . 

Perimeter,  Ophtholmological,  Schwelgger,  Hand  . . . . . 

Perimeters  And  Charts  (Opticol) . . . . . . . 

Periosteotdmes . . . . . . . . . . . . . . 

Periscope  Tank,  M32 . . . . . . . 

Periscope  XM33 . . . . . . . . . . . 

Periscope,  Battery  Command,  M65 . . . . . . . 

Periscope,  M15  . . . . . . . . . . . . . 

Periscope,  M23  . . . . . . 

Periscope,  Tank.  XM42 . . . . . 

Periscope,  Tank.  M35E) . . . . . . . 

Periscope,  Tank.  11747126  And  11747127  . 

Periscope,  Tank.  M32E1... . . . . . . . 

Periscope,  Tank.  M28  Series . . . . . . . . . 

Periscope,  Tank,  M20  Series . . . . . 

Periscope,  Tank,  M36E1 . . . . . . . . 

Periscope,  Tank,  M44A1E1  &  M44A2E1  With  Associated  Equipment  . . . . 

Periscope,  Tank,  M32CE1 . . . . . 

Periscope,  Tank,  XM51.... . . . . . . . . . . . . . 

Periscope,  Tank,  XM50 . . . . . . . 

Periscope,  Tank,  XM44E1  &  XM44E2  With  Associated  Equipment.......... . . . 

Periscope,  Took,  XM47 . . . 

Periscope,  Tank,  M13,  M14A1,  M17,  M17C,  M26,  M27,  M3 7  And  M45 . 

Periscope,  Tonk,  M35 . . . . . 

Periscope,  Tank,  XM44..... . . . . . . . . . 

Periscope,  Tank,  XM48 . . . . 

Periscope,  Tonk,  M32C . . . . . . . . . 

Periscope,  Tonk,  XM44E1  And  XM44E2.. . . . . . . . . . . . . 

Periscope,  Tonk,  M36. . . . . . . . 

Periscope,  Tank,  M34 . . . . . . . . . . 

Periscope,  Tank,  M19  And  M24 . . . . . . . . 

Periscope,  Tonk,  M31  And  M31C... . . . . . . . . 

Periscope,  XM30  And  XM30C  . . . . . . . . 

Periscopes,  Tankr  M44A1E1  And  M44A2E1,  11834842 . . . . . . . . . . 

Permanent  Magnet  Materials  *  April  1985 . . . . . . . . 

Permethrin  Cream  Rinse,  1%,  2  FL  Oz  (59  ML)... . . . . . . . . 
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Physiological  Requirements  For  Aircroft  Molecular  Sieve  Oxygen  Concentrating 
Systems  (Edition  No.  2) 

Physiological  Requirements  For  Aircrew . . . 

Physiological  Requirements  For  Aircrew  NBC  Respirators  (Rel  To  Other  Than  DOD 
Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Pick  Ice . . . . . . . . . . . . . . . . 

Pick,  Clay,  Point  And  Chisel  Ends  (Without  Handle)  . . . . . . . 

Pick,  Contractors,  Point  And  Chisel  Ends  (Without  Handle) . . . . . . 

Pick,  Drifting  (Without  Handle)  . . . . . . . . . . . . 

Pick,  Icc . . . . . . . . . . . . . 

Pick,  Tamping  (Without  Handle).... . . . . . . . 

Picket,  Steel . . . . . . . . . . . . . . . . . . 

Picketing  Or  Tiedown  Fittings  For  Shipborne  Aircroft  (Including  Helicopters)  (Ch  1 
10  Sept  86)  Request  Other  Than  DOD  Must  8e  Sent  Via  Hq  U$AF/XOXX(lS0) 
Wash,  DC  20330-5058 

Pie  Crust  Mix,  Prepared. . . . . . . . . . . . 

Pie  Crust,  Preformed,  Graham  Cracker . . . . . . . . . . . . . 

Pie  Filling  Mix,  Lemon  . . . . . . . . 

Pie  Filling,  Prepared,  lemon.  Conned . . . 

Pie  Filling,  Prepared,  Appfe,  Dehydroted,  Compressed . . . . . . . 

Pie  Fillings,  Fruit,  Prepared . . . . . . . . . . . . . . 

Pie,  Apple,  Powder  (For  Ora!  Liquid  Feeding) . . . . . . . . . . 

Pie,  Fresh,  Fruit  Filild,  Ready  To  Eot  . . . . . . . 

Pics,  Fre^i  Or  Chilled,  Soft-filled,  Reody-to-eot  . . . . . . 

Pres,  Frozen,  Baked  And  Unbaked,  8,  9,  Or  10  Inch  Diameter. . . . . . 

Piezoelectric  Ceramic  For  Sonor  Transducers  (Hydrophones  And  Projectors) . . . 

Piezoelectricity,  IEEE  Standard  On  •  29  Sept  1978 . . . . 

Pig  Tin  .  28  Feb  86  . . , . . . 

Pinm^nt-Wh***  Chjm'CohAncIysrsOf  29  May  87  . . .  ..  ............  ........... 

Pigment  White  Zinc  Analysis  Of................ . . . . . . . . 

Pigment,  Aluminum,  Powder  And  Paste  . . . . . . . . . . ... 

Pigment,  Aluminum,  Powder  And  Poste,  For  Point . . . . . . . . 

Pigment,  Chemical  Analysis  Of  Ory  Cuprous  Oxide  &  Copper,  Standard  Methods  Of 
•  26  Oct  84 

Pigment,  Cuprous  Oxide  (S/s  By  ASTM  D  912)  . . ...» . . 

Pigment,  Lampblack-dry  . . . . . . . . . 

Pigment,  Synthetic,  Red  (Ointment  Type),.. . . . . . . . 

Pigment,  Synthetic,  Black  (Ointment  Type).........,..,. . . . . . . . . . 

Pigment,  Titanium  Oioxide,-  29  Oc!  73  . . . . . . . . . . . 

Pigment,  Zinc  Yellow  (Zinc  Chromate  Yellow)  Chemical  Analysis  Of  -  30  Oct  81,. . 

Plgments-in-oil,  Tinting  Color . . . . . . . 
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MIL-P-10398C 

6810 

EA 

08  Mor 

89 

EA 

NOTICE  1 

Mll-P-51300 

6810 

EA 

12  Mar 

69 

EA 

68 

MIL-P.JllC  (1) 

NOTICE  1 

6810 

EA 

06  Mar 

89 

EA 

OS 

68 

MIL-P-670A 

NOTICE  1 

1370 

AR 

22  Apr 

88 

AR 

AS 

UL  773  87 

6210 

YD 

12  Feb 

88 

ER 

YD 

85 

UL  773A-82 

5961 

YD 

15  Feb 

85 

ER 

YD 

85 

ASTM  EI25-63R80 

NDTI 

MR 

29  Oct 

82 

MR 

SH 

20 

MIL-STD-150A 

NOTICE  2 

6760 

70 

28  Jan 

63 

ER 

AS 

99 

28  JAN  1963 

ANSI  PH2.33-69R76 

6750 

AS 

16  Jun 

80 

ER 

AS 

99 

ANSI  PH2.5-79R86 

6760 

AS 

25  Aug 

87 

ER 

AS 

99 

NOTICE  1 

ANSI  PH2.5-79 

6750 

AS 

02  Jun 

80 

ER 

AS 

99 

ANSI  PH3.22-79 

6760 

11 

03  May 

85 

ER 

AS 

11 

MIL-P-9879A  (1) 

FACR 

AG 

06  Dec 

66 

AG 

YD 

04 

ANSI  PH1.25-83 

6760 

AS 

31  May 

83 

AS 

16 

ANSI  PH2.50  83 

6525 

MB 

28  Nov 

86 

MD 

MS 

03 

ANSI  PH4.3-86 

6740 

AS 

30  Jul 

87 

ER 

AS 

99 

ANSI  PH2.34-69R77 
NOTICE  1 

6750 

AS 

12  May 

87 

ER 

AS 

99 

Mll-P-52674 

6675 

ME 

18  Dec 

69 

ME 

MIL-P-52683A 

3610 

ME 

18  May 

76 

ME 

ASTM  01306-80 

8010 

MR 

14  Mar 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  0563-80 

8010 

MR 

14  Mor 

88 

MR 

SH 

11 

NOTICE  2 
AIR-STD-61/21 

ISDF 

06 

18  Aug 

82 

NAT-STD-3865  (1) 

ISDF 

06 

08  Jul 

86 

AIR-STO-61/23 

ISDF 

06 

18  Aug 

82 

CHG  1 

NAT-STO-3943  (1) 

ISDF 

06 

08  Jul 

86 

GGG-P-323C  (1) 

7330 

•Gl 

06  Apr 

70 

GL 

SA 

A-A-338 

5120 

1 

10  Nov 

79 

A-A-308 

5120 

S 

05  Jan 

80 

A-A-307 

5120 

t 

10  Nov 

79 

A-A-631 

7330 

t 

24  Jon 

80 

A-A-337 

5120 

t 

05  Jon 

80 

MU-P-52258B 

5420 

ME 

18  May 

81 

ME 

AIR-STD.17/23C 

ISDF 

06 

23  May 

81 

N-P-361C 

8920 

/GL 

25  May 

73 

GL 

SA 

50 

N-P-1844 

8920 

/GL 

31  Dec 

87 

GL 

SA 

50 

NOTICE  1 

MII-P-44019A 

8940 

GL 

21  Dec 

84 

GL 

SA 

50 

MIL-P-43950 

8940 

GL 

30  Jun 

76 

Gl 

SA 

50 

MIL-P-44120A 

8940 

Gl 

10  Mar 

88 

GL 

SA 

50 

A-A-20161 

8940 

GL 

22  Dec 

87 

Gl 

SA 

50 

MIL-P-4418) 

8940 

GL 

30  Jun 

85 

GL 

A-A-20074A 

8920 

/GL 

31  Jan 

83 

Gl 

SA 

50 

A-A-20107 

8920 

/Gl 

11  Jul 

83 

Gl 

SA 

50 

A-A-20073 

8920 

'GL 

16  Nov 

81 

GL 

SA 

50 

MII-STD-1376A 

5846 

SH 

20  Dec 

88 

SH 

IEEE  176-78 

5955 

SH 

06  Nov 

86 

ER 

SH 

85 

ASTM  B339-86 

9650 

MR 

11  Sep 

86 

MR 

YD 

99 

ASTM  D34-57 

SO  10 

MR 

20  Jul 

88 

MR 

SH 

99 

ASTM  D3280-85 

6810 

EA 

23  Aug 

88 

EA 

A-A-341A 

8010 

J 

09  Nov 

79 

TT-P.320D 

8010 

-AS 

31  Oct 

77 

AS 

ASTM  D283-84 

8010 

MR 

01  Moy 

85 

MR 

SH 

84 

MIL-P-15169B  (1) 

8010 

SH 

02  Oct 

69 

SH 

TT-P.350B 

8010 

•AS 

15  May 

67 

ME 

AS 

99 

JAN-P-564 

6505 

EA 

19  Feb 

48 

EA 

JAN-P-567 

6505 

EA 

19  Feb 

48 

EA 

MS 

ASTM  D476-73R79 

8010 

SH 

12  Aug 

81 

MR 

SH 

99 

ASTM  D444-81 

8010 

MR 

27  Oct 

88 

MR 

SH 

11 

NOTICE  2 

TT-P-381E  (2) 

8010 

1 

23  Jun 

77 
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Pigments,  Bleeding  Of  •  27  Sep  73  (Reapproved  1979) . . . . . 

Pigments,  Blue,  Chemical  Analysis  Of,  Standard  Test  Methods  For  •  27  Mor  86........ 

Pigments,  Calcium  Corbonate  •  28  Nov  1980...... . . . . 

Pigments,  Common  Properties  Of  Certain  •  26  Oct  84  . . . . . . . 

Pigments,  Pastes,  &  Paints,  Coarse  Parttces  In  •  26  Oct  84 . . . . . 

Pigments,  Standard  Test  Methods  For  Specific  Gravity  Of  •  26  Oct  84  . . . 

Pigments,  Wet  Ground  Mica  -  25  June  1982 . . . . . . . . 

Pigments,  White  lead,  Chemical  Analysis  Of  •  29  Oct  73  (Reapproved  1979)  .......... 

Pigments,  White  Titanium,  Chemical  Analysis  Of  *  25  Jun  76  (Reapproved  1981)...... 

Pigments,  Yellow,  Orange,  Red,  &  Brown,  Containing  Iron  &  Manganese,  Chemical 
Analysis  Of  ■  30  Oct  81 

Pike  Pole . . . . 

Pike,  Wire  And  Pikes,  Pole . . . . . . . . . . . 

Pile  Driving  Rig,  Skid&mounted,  Steel,  W/moonbeam  Assembly  . . . 

Pile  Extractor,  Air  Operated . . . . . . . . . 

Pile,  And  Pole,  Wood.................................. . . . . . 

Piles  Under  Static  Axial  Compressive  Load  •  2  Mar  81  . . . . . . 

Pilei-preservative  Treatment  By  Pressure  Processes  Standard  1988  (No  Specific  Date 
Of  Issue) 

Piles,  Preservative  Treatment  By  Pressure  Processes  •  1986  . . . . . . 

Pillow,  Bed  (Feather)  . . . . . . . . 

Pillow,  Bed  (Floked  Urethone)  . . . . . . . 

Pillow,  Bed  (latex  Foam  And  Fiberfill) . . . . . . . . . . . 

Pillow,  Bed,  Polyester  Fiber . . . . . . . . 

Pillow,  Bed,  Polyester  Filled  . . . . . . . . . 

Pillow,  Passenger,  Headrest,  Airline  Type . . . . . . . . . 

Pillow,  Pneumatic  . . . . . . . . . . . . 

Pillowcase  And  Cover,  Headrest  (Disposable)  . . . 

Pillowcase,  (Cotton  Bleached) . . . . . . . . . . . . 

Pillowcase,  And  Cover,  Headrest  (Disposable) . . . . . . . . 

Pillowcase,  Cotton  And  Polyester/cotton . . . . . 

Pillowcase,  Paper,  White,  Disposable. . . . . 

Pilocarpine  Ophtholmic  Disks . . . . . . 

Pilots  Operating  Procedure  For  Engagement  Of  Airfield  Arresting  Systems  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Pin  &  Flothead,  Hi&shear,  Oversize,  160,000  Psi . . . 

Pin  &  Lock  (Supersedes  AN405)  . . . . . . . . 

Pin  &  Lock,  Brass . . . . . . . . . 

Pm  &  Retaining,  Safety . . . . . . . . . 

Pin  &  Threaded  Taper  . . . . . . . . . . 

Pin  -dowel,  Steel..... . . . . . . . . . 

Pin  And  Lanyard  Assembly . . . . . . . . . . . 

Pin  Contoct,  Electrical  CONNECTORANO.12,  14  &  16  A.w.g . . . 

Pin  Cotter,  CRES  AMS  7211,  Metric  Series  •  15  Jan  81. . 

Pin  Escrutcheon . . . . . . . . . . . 

Pin  Hinge,  Metric  . . . . . . . . . . . . . 

Pin  Register  Punch  Boords,  Pin  Register  Bars,  And  Pin  Register  Plates . . 

Pin  Set,  Marking,  laundry . . . . . . 

Pin  Stroightener,  Electron  Tube  . . . . . . . . . . 

Pin-rivet,  Grooved,  Brazier  Head,  Straight  Shank,  Six  Locking  Grooves,  Aluminum 
Alloy,  Corrosion-resistant  &  Carbon  Steels 
Pin-rivet,  Grooved,  Brazier,  Truss  &  Flush  Head,  Straight  Shank,  Wide  Grip  Range, 
Multiple  Locking  Grooves,  Aluminum  Alloy  &  Carbon  Steel 
Pin-rivet,  Grooved,  Round  Head,  Straight  Shank,  Multiple  Locking  Grooves, 
Aluminum  Alloy,  Corrosion-resistant  &  Corbon  Steels 
Pin-rivet,  Grooved,  Truss  Head,  Straight  Shank,  Six  Locking  Grooves  &  Multiple 
locking  Grooves,  Alumina,  Alloy,  Corrosion-resistant  &  Carbon  Steels 
Pin-rivet,  Grooved,  Flat  90  Deg. -Countersunk  Head,  Straight  Shank,  Six  locking 
Grooves  &  Multiple  Locking  Grooves,  Aluminum  Alloy,  Corrosion-resistant  Steel  & 
Carbon  Steels 

Pin-rivet,  Grooved,  Ovol  60  Deg.  Countersunk  Head,  Topered-section  Shank, 

Multiple  Locking  Grooves,  Aluminum  Alloy,  Corrosion-resistant  Steel  &  Carbon 
Steels 

Pin-rivet,  Grooved  &  Collor,  Grooved  Pin-rivet,  Swage-locked  (lockpin)  General 
Specification  For 

Pin-spring,  Corrosion  Resistant  Steel  (Asg) . . . . . . . . . . . . 

Pin-spring,  Steel,  Phosphate  Finish  (Asg) . . . . . . 

Pin-spring,  Steel,  Cadmium  Plated  (Asg)  . . . . . 

Pin,  Bone  (Kirschncr)  . . . . . . . . . . . . . 

Pin,  Bone  Naif  Guide  (Kuntscher),..,,., . . . . . . 

Pin,  Bone,  Boyonet  Point,  Stemmcnn  . . . . . . . 

Pin,  Bone,  Bayonet  Point,  Kirschner  . . . . . . . 

Pin,  Cotter  (Split)......................,...,................,...........,......... . . . . . . . 

Pin,  Cotter  &  Cres,  AMS7211  . . . . . . . . 

Pin,  Cotter  (Split) . . . . . . . . . . . . 
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ASTM  D279-V  ’ 

8010 

MR 

01  Moy 

74 

MR 

SH 

99 

ASTM  D113506 

8010 

MR 

24  Feb 

88 

MR 

SH 

84 

ASTM  01199*80 

8010 

SH 

17  Jul 

85 

ME 

SH 

99 

ASTM  01208*84 

8010 

MR 

01  Moy 

85 

MR 

SH 

99 

ASTM  0185*84 

8010 

MR 

11  Feb 

85 

MR 

SH 

99 

ASTM  D153-84 

8010 

MR 

01  Moy 

85 

MR 

SH 

99 

ASTM  D 607*82 

8010 

SH 

17  Jul 

85 

ME 

SH 

99 

ASTM  D1301-73 

8010 

MR 

01  Muy 

74 

MR 

SH 

99 

ASTM  01394*76 

8010 

MR 

29  Nov 

79 

MR 

SH 

ASTM  050*81 

NOTICE  2 

8010 

MR 

27  O.-t 

88 

MR 

SH 

11 

GGG-P-00335A 

5120 

* 

24  Apr 

70 

MtL*P*43116A  (2) 

5120 

GL 

20  Mor 

75 

GL 

YD 

99 

MIL-P-747D 

3895 

ME 

27  Moy 

87 

ME 

YD 

99 

L 

Mll-P.29228 

3895 

YD 

05  Aug 

83 

MM-P-371C 

5510 

/ME 

14  Dee 

72 

ME 

YD 

99 

ASTM  01143*81 

FACR 

YD 

03  Apr 

81 

YD 

99 

AWPA  C3-86 

5510 

YD 

27  Feb 

89 

ME 

YD 

AWPA  C3-86 

5510 

YD 

15  May 

85 

ME 

YD 

V-P-356E 

7210 

/GL 

23  Sep 

86 

GL 

NU 

99 

ZZ*P*OOI235A 

7210 

t 

13  Jan 

76 

ZZ-P-2012 

7210 

t 

16  Sep 

76 

MIL*P*37042 

NOTICE  1 

7210 

MB 

13  Dee 

88 

MD 

MS 

03 

MIL*P*43948A 

7210 

GL 

31  Dec 

86 

GL 

NU 

L 

MIL-P-83777 

7210 

82 

09  Feb 

71 

99 

MIL-P-36174A 

7210 

DM 

11  Aug 

70 

MD  MS 

03 

A-A-163 

7210 

t 

27  Sep 

79 

FED-STD61A 

7210 

t 

04  Jan 

61 

DDD-P-00360A 

•7210 

t 

09  Apr 

73 

DDDP-351H  (1) 

7210 

/GL 

01  Oct 

82 

GL 

NU 

99 

Mll*P*36215A 

6532 

DM 

13  Aug 

68 

MD 

MS 

03 

l 

MIL-P-37784 

6505 

DM 

13  Jul 

77 

DM 

AIR-STD-65/26 

ISDF 

06 

02  Ocl 

84 

L 

MS-21000 

5320 

82 

06  Jun 

66 

99 

AN415 

5315 

AS 

16  Sep 

75 

AV 

AS 

99 

REV  2 

AN150301 

5315 

82 

26  Jul 

49 

AV 

AS 

99 

THRU  AN  150400 
AN416 

REV  2 

5315 

82 

04  Jon 

85 

AV 

99 

AN386 

5315 

AS 

23  Feb 

54 

AV 

AS 

99 

REV  3 

AN  122676 
-  122775  REV  2 

5315 

82 

06  Nov 

73 

AV 

AS 

99 

L 

MIL*P*48850 

NOTICE  1 

1345 

AR 

20  Moy 

88 

AK 

l 

MS-271488 

5935 

AT 

24  Sep 

86 

AT 

MA  3259*81 

5315 

11 

11  Jul 

84 

AS 

11 

AN302 

5315 

AS 

6  Jun 

48 

AV 

AS 

99 

DS-14270 

5340 

AS 

28  Ocl 

83 

AS 

L 

MIL-P-52455A  (1) 

6675 

ME 

09  Nov 

71 

ME 

MII-P-1407C 

3510 

GL 

20  Mor 

68 

GL 

YD 

99 

GGG*P*00340A 

5120 

t 

18  Ocl 

67 

L 

MIL-P-23469/2A 

5320 

SH 

31  Moy 

67 

SH 

L 

MIL*P*23469/3A 

5320 

SH 

31  Moy 

67 

SH 

L 

MIL-P-23469/4A 

5320 

SH 

31  Moy 

67 

SH 

L 

MIL-P-23469/5A 

5320 

SH 

31  May 

67 

SH 

l 

MIL-P-23469/6A 

5320 

SH 

31  Moy 

67 

SH 

l 

MIL-P-23469/7A 

5320 

SH 

31  Moy 

67 

SH 

L 

MIL-P-23469C 

5320 

SH 

19  Feb 

88 

SH 

SUPP  1 

MS-171401C 

5315 

82 

08  Jul 

88 

AV  AS 

99 

NOTICE  1 

MS-9047A 

5315 

AS 

03  Nov 

80 

AS 

11 

L 

MS-9048A 

5315 

AS 

03  Nov 

80 

AS 

A-A-51532 

6515 

/MB 

08  Jul 

86 

MD  MS 

03 

A-A-53809 

6515 

MB 

19  Jon 

89 

MD  MS 

03 

MIL-P-36627A 

6515 

DM 

16  Aug 

77 

MD  MS 

03 

MILP-36634 

6515 

DM 

11  Feb 

70 

MD  MS 

03 

MS-24665F 

5315 

AR 

18  Jun 

86 

AR  OS 

99 

L 

MS-9245A 

5315 

AS 

31  Jon 

67 

FF-P-386D  (1) 

5315 

/AR 

16  Dec 

71 

AR  OS 

99 
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Pin,  Drive,  Guided  And  Pin  Drive,  Powder  Actuated  (Fasteners  For  Powder  Actuated 

FF-P-395B 

5315 

•YD 

15  Oct 

73 

YD 

99 

And  Hand  Actuated  Fattening  Tools) 

Pin,  Flat  Head,  Hi-sheor  Rivet,  Close  Tolerance,  1200  Degrees  F  •  Feb  63  W/dod 

E  NAS  1584*63 

5320 

AS 

14  Jun 

74 

AV 

AS 

11 

Exceptions 

Pin,  Groove,  Heoded  longitudinol  Groove,  Metric,  General  Specificationfor....... . . 

DOD-P-63542 

NOIICE  1 

5315 

AR 

10  May 

88 

AR 

OS 

99 

Pin,  Grooved,  Heodless,  Longitudinal  Groove  . . . . . . 

MII-P-20700A 

5315 

AR 

17  Mor 

65 

AR 

AS 

99 

Pin,  Grooved,  Headed-longitudinal  Grooved,  Round  Head,  Carbonsteel  . . . . 

DOD-P-63542/ ) 

5310 

AR 

10  Moy 

88 

AR 

OS 

99 

Pin,  Grooved,  Headless  Longitudinal  Groove,  General  Specification  For,  Metric... . 

DOD-P-63464A 

SUPP  1A 

5315 

AR 

21  Apr 

82 

AR 

os 

99 

Pin,  Grooved,  Heodless  Longitudinal  Toper  Groove,  Carbon  Steel,  Metric.....,.., . . 

DOD-P-63464/1A 
NOTICE  1 

5315 

AR 

05  Moy 

88 

AR 

OS 

99 

Pin,  Grooved,  Heodless  (Half  Length  Taper  Groove)  Corrosion-resisting  Steel . . . 

MS-51605B 

53)5 

AR 

15  Moy 

78 

AR 

AS 

Pin,  Grooved,  Heodless  (Half  Leny*h  Reverse  Toper  Groove)  Corrosion-resisting 

MS-5I606B 

5315 

AR 

15  Moy 

78 

AR 

Steel 

Pin,  Grooved,  Heodless  longitudinol  Taper  Groove,  Corrosion  Resisting  Steel, 

DOD-P-63464/2A 

5315 

AR 

05  May 

88 

AR 

OS 

99 

Metric 

NOTICE  1 

Pin,  Grooved,  Headless  Longitudinal  Straight  Groove,  Carbon  Steel,  Metric.,.. . 

DOD-P-63464/3A 
NOTICE  1 

5315 

AR 

05  M  iy 

88 

AR 

OS 

99 

Pin,  Grooved,  Headless,  longitudinal  Taper  Groove,  Carbon  Steel . . . . . . 

MS-35671A 

5315 

AR 

17  Mor 

65 

AR 

AS 

99 

Pin,  Grooved,  Headless,  longitudinal  Taper  Grooved,  Corrosion-resisting  Steel.......... 

MS-35672B 

5315 

AR 

22  Aug 

75 

AR 

AS 

99 

Pin,  Grooved,  Headless,  longitudinal  Taper  Groove,  8rass  . . . 

MS-35673A 

5315 

AR 

17  Mor 

65 

AR 

AS 

99 

Pin,  Grooved,  Headless,  Longitudinol  Straight  Groove,  Carbon  Steel  . . 

MS-35674A 

5315 

AR 

17  Mor 

65 

AR 

SH 

99 

Pin,  Grooved,  Headless  Longitudinal  Straight  Groove,  Corrosion  Resisting  Steel, 

DOD-P-63464/4A 

5315 

AR 

05  Moy 

88 

AR 

OS 

99 

Metric 

NOTICE  1 

Pin,  Grooved,  Headless  Longitudinal  Center  Groove,  Carbon  Steel,  Metric . . 

DOD-P-63464/5A 
NOTICE  1 

5315 

AR 

05  Moy 

88 

AR 

os 

99 

Pin,  Grooved,  Heodless  Longitudinal  Center  Groove,  Corrosion  Resisting  Steel, 

DOD-P-63464/6A 

5315 

AR 

05  Moy 

88 

AR 

os 

99 

Metric 

NOTICE  1 

Pin,  Grooved,  Heodless  Longitudinal,  Half  length  Taper  Groove,  Corrosion 

DOD-P-63464/7 

5315 

AR 

01  May 

88 

AR 

os 

99 

Resistant,  Steel,  Metric 

Pin,  Grooved,  Heodless  longitudinal,  Half  length  Reverse  Toper  Groove,  Corrosion 

DOD-P-63464/8 

5315 

AR 

0>  Moy 

88 

AR 

os 

99 

Resistant  Steel,  Metric 

Pin,  Grooved,  Headless,  Longitudinol  Straight  Groove,  Corrosion-resisting  Steel........ 

MS-356758 

5315 

Ah 

22  Aug 

75 

AR 

AS 

99 

Pin,  Grooved,  Headless,  longitudinal  Straight  Groove,  Brass  . . . 

MS-35676A 

5315 

AR 

17  Mor 

65 

AR 

AS 

99 

Pin,  Grooved,  Headless,  longitudinal  Center  Groove,  Carbon  Steel  . . . . . 

MS-35677A 

5315 

AR 

17  Mnr, 

65 

AR 

S 

99 

Pin,  Grooved,  Headless,  longitudinal  Center  Groove,  Corrosion-resisting  Steel . . 

MS-35678B 

NOTICE  1 

5315 

AR 

0)  U 

88 

AR 

AS 

99 

Pin,  Grooved,  Headless,  longitudinal  Center  Groove,  8rass . . . . 

MS-35679A 

5315 

AR 

17  Mor 

65 

AR 

AS 

99 

Pin,  Guide,  Calibrated  . . . . . . 

A-A-51767A 

6515 

/MB 

15  Aug 

88 

MD 

MS 

03 

Pin,  Hi-shear  Rivet,  120  Deg  F,  Procurement  Specification  For  W/DOD  Exceptions  .. 

£  NAS  1590-81 

5320 

AS 

06  Jul 

83 

AS 

11 

REV  1 

Pin,  Hinge . . . . . . . . . . . 

MS-20253D 

5315 

AS 

17  Oct 

83 

AS 

99 

Pin,  Insect  Transfixion . . . . . . . . . . . 

A-A-53125 

6640 

MB 

07  Aug 

87 

MD 

MS  03 

Pin,  Insulator  Lead  Thread  (Pole  Line)  . . . . . . . 

MS-39042A 

5975 

ER 

19  Dec 

67 

ER 

85 

Pin,  Locking . . . . . . . . . . . . 

MS -90405 A 

5990 

AS 

24  Mor 

69 

AR 

AS 

85 

Pin,  M753  8  Inch  Projectile  . . . . . . . . 

l  MIL-P-63165 

NUORAR 

18  Apr 

88 

AR 

NOTICE  1 

Pin,  Net,  Laundry,  (5  Inch).,.... . . . . . . . 

FF-P-419C 

3510 

/Gl 

27  Mor 

70 

Gl 

YD 

99 

Pin,  Porachute  Rip  Cord,  Locking . . . . 

MS-70107A 

NOTICE  1 

1670 

GL 

31  Dec 

87 

Gl 

AS 

99 

Pin,  Quick  Release,  Self  Retaining,  Positive  Locking,  Single  Acting,  (T)  Handle, 

NA  0157&0 158-83 

5340 

IS 

14  Feb 

86 

AR 

99 

Metric  •  Oct  83 

Pin,  Quick  Release,  Positive  Locking,  Single  Action,  Detent  Wrench/safety  Pin 

MS-I4274A 

5340 

AS 

30  Apr 

86 

AS 

(Slotted) 

Pin,  Quick  Release,  Self-retaining,  Positive  locking.  Single  Acting,  8utton  Handle . 

MS-17984D 

5340 

AS 

15  Apr 

74 

AV 

AS 

99 

Pin,  Quick  Release,  Detent  General  Specification  For . . . . . 

MIL-P-45952 

5340 

AR 

05  Mar 

73 

AR 

OS 

11 

Pin,  Quick  Release,  Self-retaining,  Positive  locking,  Single  Acting  (T)  Handle . . . 

MS-17985E 

5340 

AS 

17  Jon 

83 

AV 

AS 

99 

Pin,  Quick  Release,  Positive  Locking  Single  Acting,  Metric,  Procurement 

NA  0161-83 

5340 

IS 

14  Feb 

86 

AR 

99 

Specification  For  *  Oct  83 

Pin,  Quick  Release,  Self  Retaining,  Positive  Locking,  Single  Acting,  ,1,  Handle . 

MS-17986E 

5340 

AS 

17  Jon 

83 

AV 

AS 

99 

Pin,  Quick  Release,  Self  Retaining  Positive  locking,  Single  Acting,  Ring  Hondle  ........ 

MS-17987E 

5340 

AS 

11  Aug 

75 

AV 

AS 

99 

MS-17988C 

5340 

AS 

10  Aug 
10  Aug 

72 

AV 

AS 

99 

Pin,  Quick  Release,  Positive  Locking,  Double  Acting,  ,1,  Hondle  (Asg) . . . . 

MS-17989C 

5340 

AS 

72 

AV 

AS 

99 

Pin,  Quick  Release,  Positive  Locking,  Double  Acting,  Ring  Handle  (Asg)  .................... 

MS-17990C 

5340 

AS 

10  Aug 

72 

AV 

AS 

99 

Pin,  Quick-release,  Detent  . . . . . . 

Mll-P-45952/1 

NOTICE  1 

5340 

AR 

02  Apr 

86 

AR 

OS 

11 

Pin,  Quick-release,  Self-retaining,  Positive-locking  . . . . . . . 

Q  MII-P-23460D 

5340 

AS 

11  Apr 

84 

AV 

AS 

99 

P-n.  RcvndrS heckle  anchor.  Forged  Carbon  Sice1,  (For  Ground  Support  Equipment) 

MAS  1042REV2-70 

••V9V 

AS 

J5  Dec 

CO 

A* 

A$ 

M 

Pin,  Scfety . . . . . . . . . . . 

A-A-119A 

8315 

t 

09  Nov 

79 

Pin,  Safety. . . . . . . . . . . . . . . 

FF-P-4I6E 

8315 

X 

05  Dec 

63 

Pin,  Safety . . . . . . . . . . . . . . . 

FF-P-00416F  (1) 

8315 

X 

13  Jun 

84 

Pin,  Spring-tabular,  Coiled,  Medium  Duty  . . . . . . . 

MS-51923C 

5315 

AR 

23  May 

69 

AR 

99 

Pin,  Spring,  Functional  Limitations  Of  (Asg) . . . 

MS-33547C 

5320 

AS 

15  Feb 

57 

AS 

99 

Pin,  Spring,  Tubular,  Coiled,  Light  Duty . . . . . 

l  MS-51987A 

5315 

AR 

23  Moy 

69 

AR 

Pin,  Spring,  Tubular,  Slotted  . . . . . . . . 

MS-I6562C 

5315 

AR 

14  Mor 

86 

AR 

OS 

99 

Pin,  Spring,  Tubufor,  Coiled,  Heavy  Duty . . . . . . ............ 

MS-39086B 

5315 

AR 

23  Me y 

69 

AR 

99 

Pin,  Spring,  Tubular,  (Coiled  And  Slotted),  General  Specification  For,  Metric. . . 

OOD-P-63477 

SUPP  1 

5315 

AR 

29  Moy 

81 

AR 

OS 

99 

Pin,  Spring,  Tubular,  Slotted,  Carbon  Steel,  Metric  .................................................. 

DOD-P-63477/1 

5315 

AR 

29  Moy 

81 

AR 

OS 

99 

Pin,  Spring,  Tubular,  Slotted,  Cres  420,  Metric  . . . . . 

DOD-P-63477/2 
NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

518 


ALPHABETICAL  LISTING 


TITLE 

nn.  Spring,  Tubular,  Coiled,  Light  Duty,  Carbon  Steel,  Metric . . . 

Pin,  Spring,  Tubular,  Coiled,  Light  Duty,  Cres  302,  Metric . . . . . 

Pin,  Spring,  Tubular,  Coiled,  Standard  Duly,  Carbon  Steel,  Metric  . . . . 

Pin,  Spring,  Tubulor,  Coiled,  Standard  Duty,  Crei  302,  Metric  . . . 

Pin,  Spring,  Tubular,  Slotted,  Standard  Duty,  CRES  420,  Metric . . 

Pin,  Spring,  Tubular,  Coiled,  Heavy  Duty,  Carbon  Steel,  Metric.. . 

Pin,  Spring,  Tubular,  Coiled,  Heavy  Duty  CRES  420,  Metric  . 

Pin,  Straight  Headed  . . . . . . . 

Pin,  Straight&headless,  Drilled  For  Cotter  Pint . . . . . 

Pin,  Straight,  Headed  (Clevis  Pint).... . . . . . . . . . 

Pin,  Straight,  Headless  (Dowel), . . . . . . . . . 

Pin,  Sfro.vnt,  Headless  (Dowel)  *  Jun  75  W/OOD  Exception  . 

Pin,  Straight,  Headed  •  Drilled  Shank . . . . . . 

Pin,  Straight,  Headed  -  .125  Norn. . . . . . . . . . 

Pin,  Straight,  Headed . . . . . . . . . . . . . . . 

Pin,  Straight,  Headed  *  .187  Nom. . . . . . . 

Pin,  Straight,  Head!ess>oms  5132,  Lock  . . . . 

Pin,  Straight,  Headed  -  .250  Nom . . . . . . . . 

Pin,  Straight,  Headless  (Dowel)  (.0002  Over  Size)  Cres  303 . . . . . 

Pin,  Straight,  Heoded  •  .312  Norn . . . . . 

Pin,  Straight,  Headed*  .497  Diameter,  Ams  5735  (Atg) . . . . . . . 

Pin,  Straight,  Headless,  (Dowel)  (.0002  Under  Size),  IRES  303  . . . 

Pin,  Straight,  HEADED*.124  Diameter,  Ams  5735  (Asg)  . . . 

Pin,  Straight,  Heoded  -  .375  Nom . . . 

Pin,  Straight,  Headed*  .186  Diameter,  Ams  5735  (Asg) . . . 

Pin,  Straight,  Headed  And  Pin,  Straight,  Headless,  Slotted  Templet  Stud  . 

Pin,  Straight,  Headed  (Clevis  Pin)  Steel,  Codmium  Or  Zinc  Plated . 

Pin,  Stroight,  Headed  *  .500  Nom.... . . . . . . . 

Pin,  Straight,  Headed*  .248  Diameter,  Ms  5735  (Asg) . 

Pin,  Straight,  Headless . . . . . . . 

Pin,  Straight,  Headed*  .311  Diameter,  Ams  5735  (Asg) . . . 

Pin,  Straight,  HEADED-.373  Diameter,  Ams  5735  . . . . . . 

Pin,  Straight,  Headless  (Dowel)  (.0002  Over  Nominal  Size)  . . 

Pin,  Straight,  Headless  (Dowd),  (.001  Over  Nominal  Size)...... . . 

Pin,  Straight,  Headed  .436  Diameter,  Ams  5735  . . . , 

Pin,  Stroight,  Heoded  .0937  Diameter,  AMS5616 . . . . . . . . 

Pin,  Straight,  Heoded  .1249  Diameter,  AMS5616 . . . . . 

Pin,  Straight,  Headed  ,1874  Diameter,  AMS5616 . . . . . . . . . . 

Pin,  Straight,  Headed  ,2499  Diameter,  AMS5616 . . . . . 

Pin,  Stroight,  Headed  .3124  Diameter,  AMS5616  . . . . 

Pin,  Straight,  Headed  .3749  Diometer,  AMS5616  . . 

Pin,  Stroight,  Headed  .4999  Diometer,  AMS5616  . . 

Pin,  Stroight,  Headless  (Dowd),  General  Specification  For,  Metric . . 

Pin,  Straight,  Headless . . . . . . . . . . 

Pin,  Stroight,  Headless,  (Dowel)  Standard  Size,  Metric . . . . . . . 

Pin,  Straight,  Hinge,  Piano....... . . . . . . . . . . . 

Pin,  Straight,  Heodless  (Dowd)  Oversize,  Metric....... . . . . . 

Pin,  Straight,  Headed  (Clevis  Pin)  Generol  Specification  For,  Metric.. . . . 

Pin,  Stroight,  Heoded  (Clevis  Pin),  Metric  . . . . 

Pin,  Stroight,  Hcadless*ams  5688,  Lock  . . . . . . . 

Pin,  Stroight,  Headed,  Swaged  Collar,  Limitations  For  Use  Of  (Asg)............ . 

Pin,  Stroight,  Headless*steel,  Oversize  (Asg) . . . . . . . . 

Pin, -Stroight,  Headless  *  Ams  5735,  l-ick  (Asg) . . . . 

Pin,  Stroight,  Headless  *  Cres,  Ams  5735,  Dowel  Standard  And  Oversize  (Asg) . . 

Pin,  Straight,  Steehdrill  Rod . . . . . . . . 

Pin,  Swag  Locking,  Steel,  Standord  And  Oversize,  Protruding  Head,  Tension,  Pull 
Type  -  Dec  73  W/DOD  Exceptions 

Pin,  Swoge  Locking,  Steel  100  Deg.  Shear  Head  Stump  Type  -  29  Dec  1981 . 

Pin,  Swage  Locking,  108  Ksi  Steel,  100  Deg.  Shear,  tension  Head,  Pull  Type  -  Dec 
73  W/DOD  Exceptions 

Pin,  Swage  Locking,  Steel,  Standard  And  Oversize,  100  Deg,  Head  (MS20426), 
Tenson,  Pull  Type  •  Dec  73  W/DOD  Exceptions 
Pin,  Swoge  Locking,  Steel,  100  Deg.  Head  (MS24694),  Tension,  Stump  Type  ■  Dec 
73  W/dod  Exceptions 

Pin,  Swoge  cocking,  Steel  100  Deg.  Head  (MS24694)  Tension,  Stump  Type  -  29 
Dec  1981 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

DOD-P-63477/3 

NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

DOD-P-63477/4 

5315 

AR 

29  May 

81 

AR 

OS 

99 

DODP-63477/5A 

5315 

AR 

23  Feb 

84 

AR 

OS 

99 

DOD-P-63477/6 

NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

DOD-P-63477/7 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

NOTICE  1 
DOD-P-63477/8 

NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

DOD-P-63477/9 

5315 

AR 

14  Apr 

87 

AR 

OS 

99 

NOTICE  1 

MS-18205B 

5935 

EC 

23  Jun 

72 

CR 

EC 

85 

L 

MS-51932 

5315 

AR 

05  Apr 

63 

AR 

MIL-P-27235A 

5315 

AR 

27  Nov 

68 

AR 

99 

MIL-P-21143B  (1) 

5315 

AR 

11  Jun 

86 

AR 

OS 

99 

E 

NAS  607-75 

5315 

AS 

05  Dec 

80 

AV 

AS 

11 

REV  3 

MS-20392E 

5315 

AS 

12  Jul 

84 

AR 

AS 

99 

AN121601 

5315 

11 

28  Aug 

62 

AR 

AS 

11 

-  121650  REV  2 
MIL-P-5673C  (2) 

5315 

AS 

12  Jul 

84 

AR 

AS 

99 

AN121651 

5315 

11 

28  Aug 

62 

AR 

AS 

11 

-  121700  REV  2 

l 

MS-9486A 

5315 

AS 

17  Jun 

65 

AS 

AN121701 
-  121750  REV  2 

5315 

99 

28  Aug 

62 

AR 

AS 

99 

MIL-P-21143/1A 

5315 

AR 

10  Apr 

87 

AR 

OS 

99 

AN121751 
•  121800  REV  2 

5315 

99 

28  Aug 

62 

AR 

AS 

99 

l 

MS-9468 

5315 

AS 

06  Nov 

64 

AS 

MIL-P-21 14372 

5315 

AR 

20  Jun 

84 

AR 

OS 

99 

l 

MS-9462 

5315 

AS 

06  Nov 

64 

AS 

AN121801 
-  121850  REV  2 

5315 

11 

28  Aug 

62 

AR 

AS 

11 

L 

MS-9463 

5315 

AS 

06  Nov 

64 

AS 

MIL-P-14250C 

6675 

ME 

04  Aug 

81 

ME 

MS-35810B 

5315 

AR 

21  Mor 

69 

AR 

SH 

99 

AN121851 

5315 

99 

28  Aug 

62 

AR 

AS 

99 

-  121925  REV  2 

l 

MS-9464 

5315 

AS 

06  Nov 

64 

AS 

L 

MS-51400 

5315 

AR 

04  Nov 

80 

AR 

l 

MS-9465 

5315 

AS 

06  Nov 

64 

AS 

L 

MS-9466 

5315 

AS 

06  Nov 

64 

AS 

MS-16555C 

5315 

AR 

19  Aug 

85 

AR 

OS 

99 

MS-16556B 

5315 

AR 

08  Sep 

76 

AR 

OS 

99 

L 

MS-9467 

5315 

AS 

06  Nov 

64 

AS 

l 

MS-9842 

5315 

AS 

29  Feb 

68 

AS 

l 

MS-9843 

5315 

AS 

29  Feb 

68 

AS 

MS-9844 

5315 

AS 

29  Feb 

68 

AS 

MS-9345 

5315 

AS 

29  Feb 

68 

AS 

MS-9846 

5315 

AS 

29  Feb 

68 

AS 

MS-9847 

5315 

AS 

29  Feb 

68 

AS 

MS-9848 

5315 

AS 

29  Feb 

68 

AS 

DOD-P-63478 

NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

99 

MS-75013 

5975 

ER 

2  Feb 

60 

ER 

85 

DOD-P-6347871 

NOTICE  1 

5315 

AR 

14  Apr 

87 

AR 

99 

MS-27990B 

5340 

AR 

23  Mar 

88 

AR 

99 

OODP-63478/2 

5315 

AR 

14  Apr 

87 

AR 

99 

NOTICE  1 

OOD-P-63479 

5315 

AR 

29  Moy 

81 

AR 

99 

DOD-P-63479/1 

NO. ICE  1 

5315 

AR 

14  Apr 

87 

AR 

99 

MS  r  358 

5315 

AS 

01  Feb 

80 

AV 

AS 

11 

MS-25420A 

5315 

82 

21  Jun 

62 

AS 

99 

MS  >'1648 

5315 

AS 

06  Nov 

73 

AV 

AS 

H 

l 

MS-9389 

5315 

AS 

01  Aug 

61 

AS 

l 

MS-93 90B 

5315 

AS 

01  May 

69 

AS 

l 

MS-51838 

5315 

AR 

19  Sep 

6/ 

AR 

E 

NAS  1465THRU1472-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1414THRU1422-81 
REV  3 

5320 

AS 

11  Feb 

87 

AV 

AS 

11 

E 

NAS  7024THRU7032-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

E 

NAS  1475THRU1482-73 
REV  2 

5320 

AS 

15  Sep 

78 

AS 

11 

E 

NAS  1486THRU1492  73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1486THRU1492-81 

5320 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  3 


519 


ALPHABETICAL  LISTING 


TITLE 

Pm,  Swoge  Locking,  Steel,  Standard  &  Oversize,  100  Deg.  Sheer  Heed,  Pull  Type  - 
Oct  73  W/dod  Exceptions  (See  Nos  7024  Thru  7032) 

Pin,  Swoge  Locking,  Steel,  Protruding  Heed,  Tension,  Slump  Type  -  Dec  73 
W/DOD  Exceptions 

Pin,  Swage  locking,  Steel,  Standard  And  Oversize,  Protruding  Head,  Shear,  Pull 
Type  (Use  Nas  7034  Thru  7042) 

Pin,  Swage  locking,  Steel,  Standard  And  Oversize,  100  Deg.  Head  (MS24694), 
Tension,  Pull  Type  *  Dec  73  W/dod  Exceptions 
Pin,  Swage  Locking,  Steel,  Protruding  Heod  Sheer,  Stump  Type  ■  29  Dec  1981 . 

Pin,  Swage  locking,  108  Ksi  Steel,  Protruding  Heod,  Shear/tension,  Pull  Type  -  Dec 
73  W/dod  Exceptions 

Pin,  Swage  locking.  Steel,  Protruding  Heod,  Tension,  Stump  Type  -  29  Dec  1981  .... 

Pin,  Swage  locking.  Aluminum  Alloy,  Protruding  Head,  Tension,  Pull  Type  -  Dec  73 
W/DOD  Exceptions 

Pin,  Swage  Locking,  Aluminum  Alloy,  100  Deg.  Head  (MS20426)  Tension,  Pull  Type 
«  Dec  73  W/dod  Exceptions 

Pin,  Swage  Locking,  Aluminum  Alloy,  100  Deg,  Heod  (MS24694),  Tension,  Stump 
Type  *  Dec  73  W/DOD  Exceptions 

Pin,  Swage  locking,  Aluminum  Alloy,  100  Deg.  Heod  (MS24694),  Tension,  Pull  Type 
-  Dec  73  W/dod  Exceptions 

Pin,  Swoge  locking.  Aluminum  Alloy,  Prutruding  Head,  Tension,  Stump-  Type  -  29 
Dec  1981 

Pin,  Tapered,  Plain . . . . . . . . . . . . . . . . 

Pin,  Tapered,  Plain . . . . . . . . . 

Pin,  Tent, Metal  . . . . . . . . . . . . . 

Pin,  Tent,  Wood . . . . . . . . . . . . 

Pin,  Thread-forming,  Dental  . . . . . . . . . . . . . 

Pin,  Tooth  Die  . . . . . . . . . . . 

Pin,  100  Deg,  Countersunk  Head,  Hi-sheor,  Oversize,  160,000  Psi . . . 

Pin.  100  Degrees,  Countersunk  Head,  Hi-sheor  Rivet,  Close  Tolerance,  1200  Degrees 
F  •  Feb  63 

Pindolol  Tablets  „ . . . . . „„ . . . . . . . 

Pine  Oil . . . . . . . . . . . . 

Pineapple,  Diced,  Thermostobilized,  Troy  Pock . . . . . . . 

Pinion  And  Bushing  Assembly . . . . . . . 

Pins  &  Collars,  Swage  locking  -  15  Aug  1985....,,.,,. . . . 

Pins  &  Wires,  Fixation,  Standard  Specification  For  -  27  Aug  82 . . 

Pins  And  Collars,  Swage-locking,  Regular  Height,  Flanged  And  low  Profile, 

Aluminum  Alloy,  Corrosion  Resistant  Steel,  Carbon  Steel  And  Alloy  Steel 

Pins,  Cloverleof  Intramedullary  -  26  Nov  1971 . . . . . . . . . 

P/ns,  Fixation,  And  Wires  -  27  Aug  1982.......... . . . . . . 

Pins,  Hooked  Intramedullary  *  11  June  1976  . . . . . . . . 

Pins,  Spring,  Tubular  (Coiled  And  Slotted) . . . . . . . . . 

Pintle  Assembly,  Towing,  18,000  lbs.  Copocity,  Manual  Release . . . . . . 

Pintle  Assembly,  Towing  *  100,000  lbs.  Copocity,  Manual  Release . . . 

Pintle  Assembly,  Towing  •  40,000  lbs.  Capacity,  Manual  Releose  . . 

Pipe  (Tube)  Connections  To  Aircraft  Instruments  (Imperial  &  Metric)  (Edition  5)  (Req 
Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

Pipe  &  Fitting  Reinforced  Epoxy  Resin  Gas  Pressure  *  26  Jun  81  . . . . 

Pipe  &  Fitting,  Soil,  Cost  Iron  ■  29  Oct  82  . . . 

Pipe  &  Fillings,- Pressure,  Ductile-iron  &  Gray-iron,  Rubber  Gasket  Joints  For, 
American  National  Standard  For  -  23  Jun  85 
Pipe  &= Fittings,  Standard  Practice  For  Safe  Handling  Of  Solvent  Cements,  Primers, 

&  Cleaners  Used  For  Joining  Thermoplastic  29  JUL88 

Pipe  &  Fittings,  Rubber  Gaskets  For  Cost  Iron  Soil  *  29  Moy  70 . . . . . 

Pipe  &  Fittings,  Chlorinated  Poly  (Vinyl  Chloride)  (Cpvc)  Plastic,  Stondara 
Specification  For  -  16  Jul  85 

Pipe  &  Fittings,  High  Silicon  Iron  -  25  Jul  1986... . . . . . 

Pipe  &  Fittings,  Moking  Solvent  -  Cemented  Joints  With  Poly  (Vinyl  Chloride)  (Pvc) 
-25  Mar  83 

Pipe  &  Fitlmgji  Stiver,  Poly (viny!  Chloride)  (PVC),  Stondord  Specification  For  -  26 
Jul  85 

Pipe  &  Pipe  Fittings,  Gloss  Fiber  Reinforced  Plastic,  Adhesive  Bonded  Joint  Type, 
eer Ccr.ccr.ssts Rcivrr. Ur.sz 

Pipe  &  Pipe  Fittings,  Gloss  fiber  Reinforced  Plastic,  For  liquid  Petroleum  lines  ........ 

Pipe  &  Tube,  Corbon  Steel,.Seamless . . . ................... . . 

Pipe  &  Tube,  Ch»Gmium-molybdenum  Steel,  Seamless  . . . 

Pipe  &  Tube,  Corrosion-resistant,  Stainless  Steel,  Seamless  Or  Welded . 

Pipe  &  Tube,  Seamless  Copper  Alloy  •  26  Jul  85........,.......,,,  . . . . 

Pipe  &-Tube,  Seamless  Copper  Bus  *  30  Nov  84,,.,., . . . 

Pipe  &  Tube,  Seamless,  Nickel-chromium-iron  Alloys  (UNS  N 06600  8,  N06690)  -  27 
May  1988 

Pipe  &  Tube,  Structural,  Alumhum-olloy  Extruded,  Standard  Specification  For  -  29 
Apr  1988 

Pipe  &  Tubing,  Standard  Practice  For  Ultrasonic  Examination  Of  longitudinal 
Welded  -  27  May  83 
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PREP 
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NAS  1436THRU1442 

5320 

AS 

14  Jun 

74 

AV 

AS 

11 

NAS  1496THRU1502-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1446THRU1452 

5320 

AS 

30  Oct 

63 

AR 

SH 

11 

NAS  1456THRU1462-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1424THRU1432-81 

5320 

AS 

1)  Feb 

87 

AV 

AS 

11 

REV  3 

NAS  7034THRU7042-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

NAS  1496THRU1502-81 

5320 

AS 

11  Feb 

87 

AV 

AS 

1) 

REV  3 

NAS  1525THRU1532-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1535THRU1542-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1546THRU1552-73 

5320 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  2 

NAS  1516THRU1522-73 

5320 

AS 

30  Jan 

84 

AV 

AS 

11 

REV  2 

NAS  1555THRU1562-81 

5320 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  3 

MS-24692D 

5315 

AR 

28  Sep 

87 

AR 

OS 

99 

Mll-P-166108 

5315 

AR 

25  Apr 

73 

AR 

OS 

MIL-P-501N 

8340 

GL 

25  Nov 

87 

Gl 

NU 

99 

MIL-P-2383H 

8340 

Gl 

26  Aug 

86 

Gl 

NU 

99 

MIL-P-42011 

6520 

/MB 

11  Aug 

86 

MD 

MS 

03 

MIL-P-36556A 

6520 

DM 

10  Jul 

76 

MD 

MS 

03 

MS-2100) 

5320 

82 

06  Jun 

66 

99 

NAS  1583-63 

5320 

AS 

14  Jun 

74 

AV 

AS 

11 

A-A-51095 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

IU-P-400A 

9160 

•/. 

31  Mar 

61 

Y-P-002194 

8915 

/Gl 

12  Dec 

83 

GL 

Mll-P-48210 

1110 

AR 

06  Apr 

87 

AR 

NOTICE  1 

NAS  1413-85 

5320 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  5 

ASTM  F366-82 

6515 

MB 

30  May 

86 

MD 

MS 

03 

MII-P-23469/1A 

5320 

SH 

31  May 

67 

SH 

ASTM  F339-71E1 

6515 

MB 

15  Aug 

85 

MD 

MS 

03 

ASTM  F306-82 

6515 

MB 

30  Moy 

86 

MD 

MS 

03 

ASTM  F453-76 

6515 

MB 

15  Aug 

85 

MD 

MS 

03 

MII-P-10971E  (2) 

5315 

AR 

30  Aug 

85 

AR 

OS 

99 

MS-51335F 

2540 

AT 

29  Sep 

81 

AT 

YD 

99 

MS-C”7E 

2540 

AT 

08  Oct 

87 

AT 

YD 

99 

NOTi-E  1 

MS-51 118F 

2540 

AT 

12  Nov 

87 

AT 

YD 

84 

NOTICE  1 

NAT-STD-3323  (4) 

ISDF 

06 

30  Sep 

87 

ASTM  D2517-81 

4710 

YD 

28  Jun 

87 

ME 

YD 

ASTM  A74-82 

4710 

YD 

08  Aug 

83 

ME 

YD 

99 

AWWA  CI11/A21. 11*85 

4710 

YD 

10  Sep 

86 

ME 

YD 

ASTM  F402-88 

4710 

YD 

10  Mor 

89 

ME 

YD 

99 

ASTM  C564-70R82 

5330 

YD 

01  Dec 

81 

CE 

YD 

99 

ASTM  F493-85 

8040 

YD 

25  Mor 

86 

ME 

YD 

99 

ASTM  A861-86 

4730 

YD 

21  Sep 

88 

ME 

YD 

99 

ASTM  02855-83 

5630 

YD 

20  Mor 

89 

YD 

99 

ASTM  02729-85 

4730 

YD 

14  Aug 

86 

ME 

YD 

99 

MIL-P-28584B 

4710 

YD 

03  Mar 

89 

CE 

YD 

11 

MIL-P-29206A  (1) 

4710 

YD 

31  Aug 

88 

MR 

YD 

Mll-P-24691/1 

4710 

SH 

23  Sep 

87 

ME 

SH 

Mll-P-24691/2 

4710 

SH 

23  Sep 

87 

ME 

SH 

MIL-P-24691/3 

4710 

SH 

23  Sep 

87 

ME 

SH 

ASTM  B315-85A 

4710 

CS 

24  Jul 

86 

ASTM  8188-848 

6150 

MR 

22  Aug 

85 

MR 

YD 

ASTM  B167-88 

4710 

YD 

30  Jon 

89 

ME 

YD 

ASTM  B429-88 

4710 

YD 

07  Sep 

88 

ME 

YD 

99 

ASTM  E 273-83 

NDTI 

MR 

27  Aug 

84 

MR 

AS 

20 

520 


ALPHABETICAL  LISTING 


TITLE 

Pipe  &  Tubing,  Socket-type  Polyethylene  Fitting  For  Outside  Diameter-controlled 
Polyethylene  •  31  July  1987 

Pipe  And  Elbow,  Air  Conditioning  Heating.............................. . . . 

Pipe  And  Fitting,  Heatjoining  Polyolefin  -  27  Feb  1987  . . . . . . 

Pipe  And  Fittings,  Thermoplastic,  Standard  Method  Of  Determining  Dimensions  Of  ■ 
26  July  1985 

Pipe  And  Fittings,  Plastic  (Polyvinyl  Chloride,  Pvc,  Drain,  Waste,  And  Vent,  Dwv)  .... 

Pipe  And  Fittings,  Plastic,  Rigid  (Styrene-rubber,  Drain)  . . . . . . 

Pipe  And  Fittings,  Drain,  Styrene-rubber  (Sr)  -  26  June  1981 . 

Pipe  And  Pipe  Fittings,  Acid  Resistant . . . . . 

Pipe  And  Pipe  Fittings,  Cast-iron,  Soil . . . . . . 

Pipe  And  Tubing,  Nonmetollic  (Plastic).... . . . . . . . 

Pipe  Drill  -  15  Mar  88  . . . . . . . . . . 

Pipe  Fitting,  Brass  Or  Bronze  (Threaded),  125-POUND  And  250-POUND . 

Pipe  Fitting,  One  Or  More  Ends  Grooved . . . . . 

Pipe  Fittings,  Cast  Iron,  Screwed  125  &  250  Pound . . . 

Pipe  Fittings,  Flange  Fittings,  And  Flanges,  Steel  And  Malleable  Iron  (Threaded  And 
Butt  Welding)  Class  150 

Pipe  Fittings,  PHstic,  Acrylonitrile  Butadiene  Styrene  (ABS),  Schedule  40  •  2  Sep  80 
Pipe  Fittings,  Plastic,  Socket  Type  Acrylonitrile  Butadiene  Styrene  (ABS),  Schedule 
80  1  •  27  Jul  76 

Pipe  Fittings,  Steel,  Threaded,  Pressure  Class  2000,  3000,  And  6000  Pound  Wog  .... 

Pipe  Fittings,  Socket-type  Poly  (Vinyl  Chloride)  (PVC)  Plastic,  Schedule  80, 

Standard  Specification  For  »  27  Februry  1987 

Pipe  Flanges  &  Flanged  Fittings  •  14  Aug  81 . . . . . . . . . 

Pipe  Flanges  &  Flanged  Fittings,  Cast  Iron,  Class  25,  125,  250  8.  800  -  28  May  77 .. 

Pipe  Florges,  Bronze  &  Flanged  Fittings,  Standard  For  *31  Aug  79...... . 

Pipe  Flanges,  Nonmetollic  Flat  Gaskets  For  •  1  Aug  1978........... . 

Pipe  Hangers  &  Supports,  Selection  &  Application  •  1983 . . . 

Pipe  Hongers  &  Supports,  Materials,  Design  &  Manufacture  •  1983  . 

Pipe  Hongers,  Rigid,  Design  &  Instollotio  N  Of  -  27  Feb  81  . 

Pipe  Nipples,  Brass,  Copper  &  Chromium  Plated  -  27  Feb  81 . . . 

Pipe  Nipples,  Welded  4.  Seamless  Carbon  Steel  4.  Austenitic  Stainless  Steel  •  27 
Jun  86 

Pipe  Pressure  For  Water  4.  Other  liquid  Noncylinder  Type  Reinforced  Concrete  •  28 
Jan  74 

Pipe  Resin  Machine  Made  Reinforced  Thermosetting  -  28  Mar  80 . 

Pipe  Seamless  Carbon  Steel  High-temperature  Service  For  . 

Pipe  Seamless  Red  Brass  Standard  Sizes  -  27  Jul  84 . . . . . 

Pipe  Support  Devices  (Hongers  And  Swaybroces,  Shipboard  Use).... . 

Pipe  Threads  (Inch),  Dryseal,  Gaging  For  *  17  Jul  78  *  W/dod  Exceptions  W/errata 
Jun  80 

Pipe  Threads,  (Inch)  General  Puppose  -  4  Feb  83 . . . . . 

Pipe  Threads,  Toper,  Aeronautical  Nationol  Form,  Symbol  Anpt,  General 
Requirements  For 

Pipe  Unions  Socket  Welding  &  Threaded,  Carbon  Steel  •  1976.. . 

Pipe  Unions,  Malleable  Iron  Threded  *  31  Dec  1986  . . . . . . . . . . . . 

Pipe  Unions,  Threaded,  Molleable  Iron  -  17  Mar.  77, . . . . . . . 

Pipe  Vent  4.  Fittings,  Poly  (Vinyl  Chloride)  (Pvc)  Plastic  Drain,  Waste,  And  Stondard 
Specification  For  •  27  MA4  88 

Pipe-fitting,  Bushings,  locknuts.  And  Plugs,  Iron,  Steel,  And  Aluminum,  (Threaded), 
125*150  Pounds 

Pipe,  Aluminum  Alloy,  Drawn  Or  Extruded . . . . . 

Pipe,  Asbestos  Cement  Underdrain  Pipe  •  25  Mar  83  . . . . 

Pipe,  Asbestos  Cement,  Work  Practices  For  •  1978 . . . . 

Pipe,  Asbestos  Cement  Distribution,  4  In,  Through  16  In.  (100  Mm  Through  400 
Mm)  For  Water  4»  Other  liquids,  The  Selection  Of  •  30  Jan  1983 

Pipe,  Asbestos-cement,  linings  For,  Standard  Specification  For  -  30  Sep  83 . 

Pipe,  Bends,  Trops,  Cops  And  Plugs,  leod  (For  Industrial  Pressure,  And  Soil  And 
Waste  Applications) 

Pipe,  Bituminized  Fiber  (And  Fittings)  . . . . . . . 

Pipe,  Corbon  Steel,  Seamless  (Issue  Controlled-requests  By  Other  Than  Dod 
Activities  Must  Submitted  Via  Preparing  Acty  Of  Spec) 

Pipe,  Carbon  Steel  For  High-temperature  Service  *  12  May  88. . . . . . 

Pipe,  Cost  Groy  And  Ductile  Iron,  Pressure  (For  Water  And  Other  liquids)  . . 

Pipe,  Cloy  (Drain)  . . . . . . . . . . . 

Pipe,  Clay,  Vitrified, stondard  Methods.Of  *  30  Jan  87  . . 

Pipe,  Concrete  (Nonrcinforced,  Sewer,  Storm  Droin,  And  Culvert)  . . . . 

Pipe,  Concrete,  Perforated  -  31  Dec  80 . . . . . . . . 

Pipe,  Copper,  Seamless,  Stondord  Sizes  . . . . . . . . . 

Pipe,  Copper,  Seamless,  Stondord  Sizes  . . . . . . . . . 

Pipe,  Corrugated  (Iron  Or  Steel,  Zinc  Coated)........^.... . . . . 

Pipe,  Corrugated  Steel . . . . . . . . 

Pipe,  Corrugated  (Aluminum  Alloy)  . . . . . . 

Pipe,  Corrugated  Steel,  Zinc  Coated  (Galvanized)  *  30  Mar  79  . . . . . 

Pipe,  Culvert,  Nestable . . . . . . . . . . . 

Pipe,  Distribution,  Asbestos  Cement,  4  Through  16  Inch  (100  MM  Through  400  MM) 
NPS,  For  Water  4.  Other  liquids  -  15  Jun  74  (W/addendum  Did  30  Jan  83) 
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ASTM  D2683-87A 

4730 

YD 

09  Sep 

87 

ME 

YD 

99 

MII-P-551E  (2) 

4520 

GL 

21  Nov 

88 

Gl 

YD 

99 

ASTM  02657-87 

5630 

YD 

31  Jul 

87 

CE 

YD 

ASTM  02122-85 

9330 

MR 

30  Oct 

85 

MR 

L-P-320B  (1) 

-4710 

•ME 

30  Mar 

77 

ME 

NOTICE  1 

L-P-1221A  (1) 

4730 

• 

12  Apr 

77 

ASTM  D2852-81 

4710 

CS 

14  Sep 

84 

ME 

99 

MIL-P-22561C 

4710 

YD 

10  Mo y 

82 

YD 

WW-P-401E 

•4710 

/ME 

24  Oct 

74 

ME 

YD 

99 

L-P-00315D 

4710 

t 

22  Oct 

76 

API  50-88 

4710 

YD 

13  Feb 

89 

ME 

YD 

99 

WW-P-460C 

4730 

/YD 

16  Nov 

87 

ME 

YD 

99 

NOTICE  1 

MIL-P-10388G 

*4730 

ME 

20  Apr 

82 

ME 

YD 

WW-P-501E 

4730 

% 

27  Nov 

74 

WW-P-521G 

4730 

t 

19  Oct 

77 

ASTM  D2468-80 

4730 

YD 

29  Apr 

82 

ME 

YD 

99 

ASTM  02469-76 

4730 

YD 

24  Dec 

86 

ME 

YD 

99 

NOTICE  1 

MS-14303A 

4730 

YD 

29  May 

87 

ME 

YD 

99 

NOTICE  1 

ASTM  02467-87 

4730 

YD 

03  Nov 

87 

YD 

99 

ANSI  B16.5-8I 

4730 

YD 

25  May 

83 

AR 

YD 

99 

ANSI  816.1-75 

4730 

YD 

24  Aug 

81 

ME 

YD 

99 

ANSI  816.24-79 

4730 

YD 

09  May 

86 

ME 

YD 

ANSI  B16.21-78 

5330 

YD 

10  May 

86 

MR 

YD 

99 

MSS  SP69-83 

5340 

YD 

09  Dec 

83 

YD 

MSS  SP58-83 

5340 

YD 

09  Dec 

83 

YD 

ASTM  F708-81E1 

5340 

SH 

27  Jon 

89 

SH 

ASTM  8687-81 

4730 

YD 

21  Aug 

81 

ME 

YD 

99 

ASTM  A733-86 

4730 

YD 

13  Nov 

86 

ME 

YD 

99 

AWWA  C302-74 

5630 

YD 

08  Jun 

87 

ME 

YD 

99 

NOTICE  1 

ASTM  02310-81 

4710 

YD 

30  Apr 

82 

ME 

YD 

99 

ASTM  D106-88A 

4710 

YD 

19  Oct 

88 

ME 

YD 

99 

ASTM  B43-84A 

4710 

YD 

29  Nov 

84 

ME 

YD 

MIL-P-15877D 

5340 

SH 

29  Jun 

73 

SH 

99 

ANSI  B  1-20.5-78 

THDS 

IS 

31  Oct 

80 

AR 

AS 

11 

ASME  81.20.1-83 

THDS 

IS 

24  Oct 

84 

AR 

AS 

11  IS 

MII-P-7105B  (1) 

4730 

99 

08  Aug 

66 

AR 

99 

MSS  SP83-76 

4730 

YD 

01  Dec 

81 

ME 

YD 

99 

ASME  816.39-86 

4730 

YD 

22  Aug 

88 

ME 

YD 

99 

ANSI  B16.39-77 

4730 

YD 

24  Aug 

81 

me 

YD 

99 

ASTM  02665-88 

4710 

YD 

10  Mar 

89 

me 

YD 

WW-P-471C 

4730 

/YD 

29  Dec 

81 

ME 

YD 

99 

Mll-P-259958 

4710 

82 

02  Mar 

82 

99 

ASTM  C508-83 

5630 

YD 

10  May 

84 

YD 

99 

AWWA  M16-78 

5630 

YD 

12  Jun 

87 

ME 

YD 

99 

AWWA  C40I-83 

5630 

YD 

04  Sep 

83 

ME 

YD 

99 

ASTM  C541-83 

5630 

YD 

06  Sep 

84 

ME 

YD 

99 

WW-P-3258 

4730 

t 

09  Jun 

76 

SS-P-1540B 

5630 

: 

25  Sep 

73 

MIL-P-24338A 

4710 

SH 

10  Od 

85 

SH 

ASTM  A106-88A 

4710 

YD 

19  Oct 

88 

ME 

YD 

99 

WW-P-4210 

4710 

: 

13  Sep 

76 

SS-P-I229A 

5630 

•/. 

02  May 

68 

ASTM  C301-87 

5630 

YD 

15  Jul 

87 

YD 

99 

SS-P-37IE 

5630 

* 

28  Aug 

68 

ASTM  C‘444-80 

5630 

YD 

14  Aug 

81 

YD 

99 

MS-14302 

4710 

82 

15  Jun 

73 

ME 

82 

WW-P-3770  (1) 

4710 

/82 

20  Oct 

76 

MR 

99 

WW-P-4058  (1) 

4710 

•9V 

08  Moy 

76 

ME 

YD 

82 

ASTM  A762/A762M-88 

4710 

YD 

28  Jon 

89 

ME 

YD 

99 

WW-P-402C  (1) 

4710 

* 

22  Aug 

72 

NOTICE  1 

ASTM  A760-79 

4710 

YD 

14  Apr 

81 

ME 

YD 

99 

MIL-P-236H 

4710 

ME 

27  Feb 

87 

ME 

YD 

99 

NOTICE  1 

AWWA  C400-80 

5630 

YD 

10  Moy 

82 

ME 

YD 

99 

ALPHABETICAL  LISTING 


TITLE 

Pipe,  Drain  &  Sewer*  Laminated  Wall  Bituminixed  Fiber  *  1  Feb  88  . . . 

Pipe,  Drain  &  Sewer,  Laminated  Wall  Bituminixed  Fiber  -  30  Sep  77  (Reopproved 
1981) 

Pipe,  Drainage,  Post  Coated  (Bituminous)  Corrugated  Steel  Sewer,  Standard 
Specification  For  *  26  Feb  88 

Pipe,  Ductile-iron,  Centrifugal!/  Cost  In  Metal  Molds  Or  Sand-lined  Molds,  For 
Water  Or  Other  Liquids,  American  National  Standard  FOR-22  June  1987 
Pipe,  Filoment-wound  Fiberglass  (Gloss-fiber-reinforced  Thermosetting  Resin) 

Standord  Specification  For  *  24  Jun  88 

Pipe,  Fittings,  &  Adhesive  Kits  Glass  Reinforced  Thermosetting  Epox/  Resin  For 
Shipboard  Piping  Systems 

Pipe,  Line  -  Thirty-fourth  Edition  -  31  May  84  . . . . . . . 

Pipe,  Perforated,  Laminated-wall  Bituminixed  Fiber,  For  General  Deainage,  Stanard 
Specification  For  *  1  Feb  88 

Pipe,  Perforated  Concrete,  Standard  Specification  For  (Metric)  -  2  Apr  1987. . . 

Pipe,  Perforated  Concrete,  Standord  Specification  For  (Metric  -  2  Apr  1987  . 

Pipe,  Pipe-arches  &  Arches,  Steel,  Galvanized,  Corrugated  Structural  Plates  & 
Fasteners  For  -  30  Sep  1988 

Pipe,  Plastic . . . . . . . . . . . 

Pipe,  Plastic  (SDR-PR)  Acrylonitrile  Butadiene  Styrene  (ABS)  . . . 

Pipe,  Plastic  &  Fittings,  Solvent  Cements  For  Poly  (Vinyl  Chloride)  (PVC)  -  31  Oct 
80 

Pipe,  Pfostic  (Polyethylene,  Pe,  Sdr-pr).... . . . 

Pipe,  Plastic  Drain,  Perforated  Styrene  Rubber  (SR)  *  26  Jun  81 . 

Pipe,  Plastic,  Acrylonitrile  Butadiene  Styrene  (ABS),  Schedules  40  &  80  -  25  Nov  77 
Pipe,  P'ostic,  Tubing,  And  Fittings,  Short-time  Hydraulic  Failure  Pressure  Of  •  28  Feb 
1986 

Pipe,  Plastic,  Under  Constant  Internal  Pressure,  Time-to-foilure  Of  -  28  Feb  1986 

Pipe,  Poly  (  Vinyl  Chloride)  (PVC)  Pressure  Rated  (SDR  Series)  -  31  Oct  1986  . 

Pipe,  Poly  (Vinyl  Chloride)  (PVC)  Plastic,  Schedules  40,  80,  &  120  -  26  Nov  82  ...... 

Pipe,  Polv'vm/I  Chloride)  (PVC)  Pressure-rated  Pipe  (SDR  Series  -  31  July  1987  . 

Pipe,  Polyethylene  (Pe)  Plastic,  (Sidr-pr)  Based  On  Controlled  Inside  Diameter  •  6 
Apr  83 

Pipe,  Polyethylene  (PE)  Plastic,  (SIDR-PR)  Based  On  Controlled  Inside  Diameter, 
Standard  Specification  For  •  21  Oct  85 

Pipe,  Polyethylene  (PE)  Plastic,  (SDR-PR)  Based  On  Controlled  Outside  Diameter  -  6 
Apr  83 

Pipe,  Polyethylene  (PE)  Plastic,  Schedules  40  &  80  Based  On  Outside  Diameter, 
Standord  Specification  For  -  21  Oct  85 

Pipe,  Porous  Concrete  -  27  Aug  1982  . . . . . . 

Pipe,  Porous  Concrete  (Metric)  •  30  Mar  1984  . 

Pipe,  Pressure  Concrete  •  1979  . . . . . 

Pipe,  Pressure,  4  In.  Through  12  In.,  For  Wafer,  Polyvinyl  Chloride  (PVC)  •  25  Jan 
81 

Pipe,  Pressure,  Asbestos  Cement,  Installation  Of  -  28  Jon  78 . . 

Pipe,  Red  Brass,  (Copper  Alloy  No.  230),  Seamless  Standord  Pipe  Size,  Regular  & 
Extra  Strong 

Pipe,  Reinforced  Concrete  Low-heed  Pressure,-  21  Oct  1985 . . 

Pipe,  Reinforced  Concrete  Low-head  Pressure,  (Metric  *  21  Oct  1985 . . . 

Pip?,  Seamless  &  Welded  Titanium  &  Tifonium  Alloy  •  24  Feb  78...... . 

Pipe,  Seamless  &  Welded  Austenitic  Stainless  Steel  -  29  Jul  88 . . . . . . 

Pipe,  Seamless  Carbon  Steel,  For  High  Temperature  Service  31  Jul  87 . . . 

Pipe,  Sewer  And  Fiber  Drain,  Laminated-wall  Bituminixed,  Standard  Specification 
For  -  1  Feb  88 

Pipe,  Sewer,  &  Fittings,  Acrylonitrile  Butadiene  Styrene  (ABS)  -  25  Feb  &  6  Apr  83 

Pipe,  Sewer,  Asbestos  Cement  Nonpressure  •  30  Oct  81. . . . 

Pipe,  Sewer,  Flexible  Thermoplastic,  Standord  Practice  For  Underground  Installation 
Of  -  30  Dec  83 

Pipe,  Soil,  Hubfess  Cost  Iron,  And  Fittings  For  Sonitary  And  Storm  Drain,  Waste, 
And  Vent  Piping  Applications  •  1985 

Pipe,  Stainless  Steel,seomless  And  Welded  Austenitic,  Standard  Specification  For  - 
27  February  1987 

Pipe,  Standard  Sixes,  Seamless  Red  Brass,  Standord  Specification  For  *  20  Feb  87  .. 

Pipe,  Steel  (Seamless  &  Welded,  Black  &  Zinc  Cooled)  (Golvanixed) . 

Pipe,  Steel  (Cool  Tor  Enamel  Or  Cement-mortar  lining.  And  Cool  Tar  Enamel 
Coated  And  Wropped 

Pipe,  Sl^I-WoUr,  6  And  lo'j*'  M  86  . 

Pipe,  Steel  Water,  Fielding  Welding  Oi  Moy  82 . . . . . . 

Pipe,  Steel.  Drive,  Waterwell,  With  Coupling  . . . . . . 

Pipe,  Steel,  Block  &  Hot-  Dipped,  Zinc-  Coated  Welded  &  Seamless  -  27  Feb  1987 .. 
Pipe,  Steel,  Block  &  Hot  Dipped  Zinc  Coated  (Golvanixed)  Welded  &  Seamless,  For 
Ordinary  Uses  -  27  Jul  84 

Pipe,  Steel,  Black  Andhot  Dipped,  Zinc-coated  Welded  And  Seamless  -  29  Jul  88  .... 

Pipe,  Steel,  Electric-fusion  (Arc)-welded  (Nps  4  And  Over)  •  29  Jul  88....... . 

Pipe,  Steel,  Electric-fusion  (ARC)-WELDED  Steel  Pipe  (NPS  4  And  Over)-  31  Jul  87 

Pipe,  Steel,  Grooved,  Threaded,  Or  Plain  Ends . . . 

Pipe,  Steel,  Weight  Coated,  For  Submarine  Pipeline  Systems  . . 

Pipe,  Storm  Drain,  Asbestos-cement,  Standard  Specification  For  -  22  Mor  83  .......... 

Pipe,  Titanium  &  Titanium  Alloy,  Seomless  &  Welded  •  27  May  1983. . . 
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ASTMD  1862-88 

5630 
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ME 
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AWWA  C151/A21.51-86 
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MR 
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85 
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AWWA  M9-79 

5630 
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87 

ME 
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99 

NOTICE  1 

AWWA  C900-81 

4710 
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87 

ME 
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ALPHABETICAL  LISTING 


TITLE 

Pipe,  Trommiijion,  Asbestos  Cement,  18  In.  Through  42  In.,  For  Woter  &  Other 
Liquids  -  30  Jon  77 

Pipe,  Vitrified  Cloy,  Extro  Strength,  Stondord  Strength,  &  Perforoted,  Stondord 
Spedficotion  For  -  29  Jon  88 

Pipe,  Welded  Steel  Electric  Resistance . . . 

Pipeline  Barrel,  Cleoner  Trap,  Incoming  And  Outgoing. . . . . . . . . 

Pipeline  Volves  (Steel  Gote,  Plug,  Ball,  &  Check  Vclves)  Specification  For  1  June  88 
9TH  Ed. 

Pipeline  Weld  Set,  Testing . . . . . . . . . . 

Piperacillin  Sodium,  Sterile,  Usp . . . . . 

Piperazine  Citrate  Syrup,  Usp  . . . . . . . . 

Pipet  Tip,  Blood  And  Plasma  Coagulation  Timer  . . . . . . . 

Pipel‘diluent,  Blood,  Laboratory . . . . . . . . . . . 

Pipet,  Bacteriological  (Pasteur  Type)  . . . . . . . 

Pipet,  Blood  Chemistry  (Micro-folin).. . . . . . . . . 

Pipet,  Blood  Diluting  Thoma  And  Sahli  Designs . . . . 

Pipet,  Blood  Diluting  •  25  Feb  1983.............................. . 

Pipet,  Blood  Diluting  •  25  Feb  1983............... . . . . . . . 

Pipet,  Blood,  Diluting . . . . . . . . . - . 

Pipet,  Disposable  Pasteur  Type,  Standord  Specification  For  *  3  MAR80 . . . 

Pipet,  Disposable  Glass  Micro  Blood  Collection  •  27  Feb  81 . . . . . . 

Pipet,  Dropping  General  Purpose............................ . . . 

Pipet,  Dropping  (Plastic,  Dispoiobte) . . . . . . 

Pipet,  Dropping  . . . . . . . . . . . . . 

Pipet,  Dropping,  Glass  Or  Plastic  . . . . . . . 

Pipet,  Measuring,  Polypropylene  . . . . . . 

Pipet,  Nonvolumetrlc  Disposable  . . . . . . . . 

Pipet,  Plastic,  Disposable,  Sterile  . . . . . . . . . . . . 

Pipet,  Serologicol  (Disposable,  Sterile)..........,............... . . . 

Pipet,  Serologicol  Polypropylene  . . . . . . . . . . . 

Pipet,  Serological,  Sterile,  Disposable,  Glass . . . . . . . 

Pipet,  Serologicol,  Sahli  Hemoglobin  . . . . . . 

Pipet,  Serological,  General  Purpose  And  Kahn  Types  . . . . . 

Pipet,  Serologicol  (Kahn) . . . . . . . . . . . . . . . . 

Pipet,  Serologicol,  Sahli,  Diluting,  Hemoglobinometer,  0.02  Ml.... . . . . . 

Pipet,  Serological,  Kahn . . . . . . . . . . . . . 

Pipet,  Serologicol,  Borosilicate  Gloss . . . . . . . . . . . 

Pipet,  Volumetric  (Micro) . . . . . . . 

Pipe t.  Volumetric,  Micro  Kirk  Design . . . . . . . 

Pipet,  Volumetric,  Micro,  Long&levy  Design............ . . . . . . . 

Pipet,  Volumetric/lronsfer,  Polypropylene . . . . . . . . . . . . . 

Pipet,  Volumetric  (Transfer) . . . . . . . . . . 

Pipette,  Measuring,  General  Purpose . . . . . 

Pipette,  Milk  And  Cream  Examination . . . . . 

Pipette,  Serologicol,  Oswold&folin  Design . . . 

Pipette,  Volumetric . . . . . . . . . . 

Pipetting  Machine,  Semiautomatic . . . . . . . . . 

Piping  Fittings  Of  Wrought  Carbon  Steel  And  Alloy  Steel  For  Moderate  And 
Elevated  Temperatures  Stondord  Specification  For  -  7  Sep  88 
Piping  Thermoplostic  Pressure  Practice  For  Underground  Installation  Recommended 
Of  Stondord 

Piping,  Austenitic  Stainless  Steel  Fitting  >29  Apr  88  ............. . 

Piping,  Thermoplastic  Pressure,  Underground  Installation  Of  •  20  Nov  72 
(Reopproved  1983) 

Pistol  And  Revolvers,  Packaging  Of . . . . . . . . . 

Pistol,  Caliber  .22  Automatic,  Generol  Training  Grade  . . . . . . . 

Pistol,  Caliber  .45,  Automatic,  M1911A1, . . . . . . . 

Pistol,  Caliber  .22,  Automatic,  Match  Grade  . . . . . . . . 

Pistol,  Depth  Charge,  M*  rk  6  Mod  2 . . . . . . . . . . 

Pistol,  Pyrotechnic,  AN-M8  And  Mount,  Ml  . . . . . . . . 

Pistol,  Semiautomatic,  9MM:  M9 . . . . . . . . . 

Piston  Motor  Assembly....... . . . . . . 

Piston,  Hydraulic  Brake,  Wheel  Cylinder,  Sintered  Iron  . . . . . . . . . 

Pitch  And  Aspholt,  Solid,  (Displacement  Method)  Standard  Test  Method  For 
Relative  Density  Of  •  5  Jon  1984 

Pitch,  Cool  Tor . . . . . . . 

Pitch,  Cool  Tor,  Emulsified  (Mineral  Colloid  Type  *  1 1  Jun  79  (Reopproved  1984) .... 

Pitcher  And  Server,  Plastic,  Insulated  . . . . . 

Pitcher,  CKnicol  Solutions . . . . . . . . . 

Pitcher,  Insulated,  10  Oz....... . . . . . . . . . 

Pitcher,  Vacuum  Or  Insulated,  Filler,  Glass  (Replaceable)...,......,.......... . 

Pitcher,  Vacuum,  One  Quart  . . . . . . . . . . 

Pitcher,  Water . . . . 

Pitcher,  Woter  . . . . . . . . . . . 
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AWWA  C402-77 

5630 
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ASTM  000-88 
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MII-P-14351D 
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\PI  6D-88 
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MIL-P-52539B 
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A-A-53087 
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Mll-P-37460 
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77 
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A-A-51798 
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87 
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MIL-P-36907A 
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76 

MD  MS  03 

A-A-53058 
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NNN-P-385C 
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MS-35979B 
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A-A-50812 
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•MB 
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ASTM  E732-80 

6640 

MB 
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85 
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ASTM  E787-81 

47)0 

EA 
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EA  MS  99 

NOTICE  1 

MS-3A573A 
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88 
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A-A-53199 

6640 

MB 

28  Sep 
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MS-36370 
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EA 

17  Aug 
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NOTICE  1 

DD-P-00355A 

6530 
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MS-36504 
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MS-36575 
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NNN-P-001482B 

6640 

/DM 

18  Oct 

72 
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/MB 
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MB 

15  Jul 
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MD  MS  03 

MS-35986B 
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EA 
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EA  MS  82 
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EA  MS  99 

MS-36503 
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NNNP-395D 

6640 

•DM 
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MII-P-14313D  (1) 

1005 
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AR  99 

Mll-P-45575 
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01  Apr 
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AR  OS  99 

NOTICE  1 

D-P-355A  (1) 
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AR  MC  99 

NOTICE  1 

MIL-P-45592 
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AR 

NOTICE  1 

Mll-P-18887 

1360 
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30  Jun 
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Mll-P-12998 
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AR 
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AR  OS  99 

NOTICE  1 
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29  Apr 

75 

MD  MS  03 

A-A-425 

7350 

t 

30  May 

80 

RR-P-3758  (2) 

7350 

•Gl 

08  Sep 

72 

Gl  SA  99 

A-A-421 

7350 

t 

21  Apr 

80 

MIL-P-37218 

7350 

DM 

04  Jun 

75 

MD  MS  03 

A-A-424 

7350 

1 

28  Moy 

80 
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ALPHABETICAL  LISTING 


TITLE 


Pitcher,  Water,  Corrosion&resistlng  Steel........... . . . . . . . . 

Piton,  Ice  . . . . . . . . . . . . 

Piton,  Mountain . . . . . . . . . 

Piton,  Mountain,  Cliffhanger, . . . . . . . . . . . 

Piton,  Mountain,  Flat . . . . . . . . 

Piton,  Mountain,  Angle . . . . . . . . . . 

Pitot  And  Static  Pressure  Systems,  Installation  And  Inspection  Of . . . . . 

Pitot  Static  Tube,  l-shoped.  Compensated,  Electrically  Heated,  Generol  Specification 
For 

Pitot  Tube,  Electrically  Heated,  Temperature  Controlled........ . . . . . 

Pitot-static  Tube,  115  Volt,  400  Cycle,  Fuselage  Mounted. . . . . . 

Place  Nome  Spelling  On  Mops  And  Charts  (Ed  2)  Request  Other  Thon  Ood  Must 
Send  Request  Via  Hq  Usof/xoxx(iso),  Wash,  Oc  20330-5058 

Placement  Kit,  Tooth  Die  Pin . . . . . . . . . . . . . 

Plague  Vaccine,  Usp . . . . . . . . . . . . 

Plane  Block,  Electric  . . . . . . . . . . . . « . 

Planers,  Metal  Cutting,  Openside,  Hydraulic,  Shaper  Planer  Type . . . 

Planes,  8lock,  Rabbet,  Bench,  Matching  And  Routing . . . 

Plonelobtes,  Surveying,  With  Tripod  And  Carrying  Case  . . 

Planimeter,  Polar,  Compensating,  With  Case  . . . . . . 

Planimeter,  Polar,  Compensating,  With  Cose  . . . . . . . . 

Plank,  Asphalt  •  23  Oct  81  . . . . . . . . . . . 

Plonned  Maintence  Systems  Development  Of  Maintenance  Requirement  Cords, 
Maintenance  Index  Pages,  And  Associated  Documentation 
Planning  Guide  For  The  Estimation  Of  Battle  Casualties  (Nuclear)  •  (AMEDP-8) 
(Edition  No.  2) 

Planning  Procedures  For  Small  Scale  Tocticol  Air  Transport  Operations . . . . 

Planning  Procedures  For  Tactical  Air  Transport  Operations . . . . 

Planning  Procedures  For  Tocticol  Air  Transport  Operations  (Ed  1)  (Rel  To  Other 
Than  Dod  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058) 

Plant,  Aggregate,  Secondary,  With  Cone  Crusher,  Mobile,  75  Ton  Per  Hour 
Capo^V 

Plant,  Carbon  Dioxide  Removal,  liquid  Absorbent  Type  (For  Submarines) . 

Plant,  Carbon  Dioxide  Removal . . . . . 

Plant,  For  Producing  liquid  Oxygen  And  liquid  Nitrogen  (Shipboard  Type  •  low 
Pressure) 

Plaque,  Air  Force  Chaplains  . . . . 

Plaque,  Display,  National  Guard  Bureau,  Army  And  Air  Force  . . . 

Plaque,  Display,  Deportment  Of  The  Army . . . . . 

Plaque,  Display,  JROTC,  Army . . . . . . . 

Plaque,  Display,  SROTC,  Army  . . . . . . 

Plaque,  Wall,  Adjutant  General  S  Copps . . . . . . . 

Plaque,  Wall,  Air  Force  . . 

Plaque,  Wall,  Air  Force  . . . . . . . . . . . . 

Plaque,  Wall,  Air  Force  Recruiting  Service . . . . . 

Plaque,  Wall,  The  AG  Center/reserve  Components  Personnel  &  Administration 
Center 

Plasma  Arc  Cutting,  Safe  Practices  For  •  1969. . . . . . 

Plasma  Protein  Fraction,  USP,  Heat-treated . . . . 

Plasma  Spray  System,  (Power)  Guns,  And  Accessories . . . . . . 

Plaster,  Dental,  (Modeling) . . . . . . 

Plaster,  Gypsum  (Spackling  Compound) . . . . 

Piaster,  Gypsum . . . . . . . . . . . . . . . 

Plaster,  Gypsum  Costing  &  Molding  •  26  Aug  83  . . . . . . 

Plaster,  Gypsum  Veneer,  Application  Of  -  30  July  1976  (Reapproved  1985 . 

Plaster,  Gypsum,  Inorganic  Aggregates  For  Use  In  31  Dec  87 . . . . 

Plaster,  Installation  Of  lothing  And  Furring  For  Portland  Cement-based,  Standard 
Specification  For  •  27  Mar  86 

Plastering,  Exterior,  Surface  Applied  Bonding  Agents  For  28-MAR-80  Ireopproved 
19851 

Plasters,  Veneer,  Gypsum  Bose  For  •  31  Aug  84  . . . . . . . 

Plastic  8oard  (For  Packaging  Applications)  . . . . . . . . . . . 

Plastic  Bonded  HMX  (95/5)  Powder  (For  Use  In  Ammunition) . . . . . 


ouivr^t!..  r, - 

.........  . . . . 

Plastic  Coating  Compound,  Strippoble  (Hot  Dipping)  . . . . . . . 

Plastic  Embedding  Compound,  Epoxy  Resin  System . . . . . 

Plastic  Extrusions,  Flexible,  Polyvinyl  Chloride  >  1  Oct  84  . . . . 

Plastic  Extrusions  &  Moldings,  Polycarbonate,  Generol  Purpose  *  1  Apr  1985.. 


Plastic  Filler  Compound,  Epoxy,  For  Honeycomb  Panels ........ 

Plastic  Filling  Instruments  And  Contouring  Instrument,  Dental 
Plastic  Film,  Conductive,  Heat-seolobfe,  Flexible . . 


Plastic  Film,  Flexible,  Polyamide  And  Polyethylene 

Plastic  Film,  Flexible,  Vinyl  Chloride  . . . . . 

Plastic  Film,  Nonrigid,  Transparent............. . . 


Plastic  Film,  Polyethylene,  For  Balloon  Use . . . . . . . 

Plastic  Film,  Sheet  And  Strip  (Polyvinyl  Chloride,  Copolymer  Of  Vinylidene  Chloride 
And  Vinyl  Chloride,  Or  Polyethylene)  (Notice  2-5  Jan  1976) 


Q  l 
l 
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DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


RR-P-386D 

7350 

•GL 

25  Jan 

71 

Gl 

SA 

99 

A-A-501 13 

8465 

GL 

31  Mar 

87 

GL 

99 

MIL-P-1474J 

8465 

GL 

03  Jun 

80 

GL 

NU 

99 

A-A-501 15 

8465 

Gl 

31  Mar 

87 

Gl 

99 

A-A-501 11 

8465 

Gl 

31  Mar 

87 

Gl 

99 

A-A-501 12 

8465 

Gl 

31  Mar 

87 

Gl 

99 

MIL-P-26292C  (3) 

6610 

11 

30  Sep 

88 

AV 

AS 

11 

NOTICE  1 

MIL-P-81655 

6610 

AS 

03  Dec 

70 

AS 

MIL-P-25945B 

6610 

AS 

29  Apr 

59 

AS 

NOTICE  (1) 

MS-27376C 

6610 

71 

14  Jun 

88 

99 

NAT-STD-3689  (3) 

ISDF 

06 

26  Sep 

88 

DIST  STMT  C 

A-A-53785 

6520 

MB 

01  Feb 

89 

MD  MS 

03 

Mll-P-37599 

6505 

DM 

16  Sep 

77 

MD 

MS 

03 

A-A-485 

5130 

X 

12  Oc! 

79 

MIL-P-80136B 

3418 

IP 

06  Feb 

87 

Al 

SH 

99 

NOTICE  1 

GGG.P-436C 

5110 

•Gl 

09  Mar 

76 

A-A-52001 

6675 

ME 

01  Apr 

87 

ME 

YD 

99 

MIL-P-52981  (1) 

6675 

ME 

13  Aug 

82 

ME 

99 

A-A-50215A 

6675 

ME 

11  Feb 

88 

ME 

ASTM  D517-70R81 

5610 

YD 

19  Sep 

80 

ME 

YD 

MIL-P-24534A 

ILSS 

SH 

07  May 

85 

SH 

NAT-STD-2874 

ISDA 

AM 

27  Noy 

81 

NAT-STO-3686 

ISDF 

06 

09  Jul 

73 

AIR-STD-44/58 

ISDF 

C6 

12  Dee 

85 

NAT-STD-3146  (3) 

ISDF 

06 

25  Oct 

88 

NAT 

MIL-P-82015C 

3820 

YD 

28  Oct 

88 

YD 

MIL-P-24082C  (1) 

4460 

SH 

01  Jul 

82 

SH 

MIL-P-24540 

4460 

SH 

23  Jul 

76 

SH 

MII-P-24344B  (1) 

3655 

SH 

04  Oct 

77 

srt 

Mll-P-14636/9 

9905 

IH 

16  Dec 

86 

IH 

11 

MII-P-14636/8A 

9905 

IH 

26  Jon 

84 

IH 

11 

MIL-P-14636/1A 

9905 

IH 

06  Oct 

75 

IH 

Mll-P-14636/4 

9905 

IH 

06  Oct 

75 

IH 

MIL-P-14636/5 

9905 

IH 

06  Od 

75 

IH 

Mll-P-14636/6 

9905 

IH 

10  May 

78 

IH 

MIL-P-14636B 

9905 

IH 

06  Oct 

75 

IH 

SUPP  1 

MII-P-14636/2B 

9905 

IH 

10  May 

78 

IH 

99 

MIL-P-I4636/3B 

9905 

IH 

10  May 

78 

IH 

99 

Mll-P-14636/7 

9905 

IH 

10  Moy 

78 

IH 

AWS  A6.3-69 

34GP 

84 

08  Jun 

72 

AR 

SH 

99 

A-A-0051598 

6505 

/M8 

28  Jul 

86 

MD 

MS 

03 

MII-P-80109D 

.433 

IP 

31  Aug 

87 

99 

A-A-53348 

6520 

MB 

15  Feb 

88 

MD 

MS 

03 

A-A-1272 

5610 

X 

15  Mar 

82 

SS-P-00402B 

5610 

-ME 

22  Sep 

70 

ME 

YD 

84 

ASTM  C59-83 

5610 

YD 

31  Mar 

88 

ME 

YD 

99 

NOTICE  T 

ASTM  C843-76 

5640 

YD 

10  Sep 

83 

YD 

ASTM  C35-87 

5610 

YD 

07  Od 

83 

ME 

YD 

99 

ASTM  0063*86 

5680 

YD 

17  Nov 

88 

ME 

YD 

99 

ASTM  C932-80 

5610 

YD 

10  Od 

80 

ME 

YD 

99 

ASTM  C5B8-84A 

5610 

YD 

25  Jon 

85 

ME 

YD 

99 

MIL*P*83668A 

8135 

69 

08  Apr 

88 

69 

Mll-P-50854 

1376 

AR 

08  Apr 

86 

AR 

NOTICE  1 

Ai*L-P-23242B 

8030 

AS 

22  Mor 

52 

AS 

MIL-P-149D 

8030 

MR 

04  Jun 

84 

MR 

99 

MIL-P-46067B 

*9330 

MR 

09  Feb 

77 

MR 

AMS  3630D-84 

4710 

AS 

06  Jun 

85 

ME 

AS 

AMS  3628C-85 

9330 

AS 

23  Od 

87 

MR 

AS 

20 

Mll-P-46094  (1) 

9330 

AR 

22  Jun 

77 

AR 

GG-P-001278A 

6520 

/DM 

02  Jan 

70 

MD 

MS 

03 

MIL-P-82646A 

8135 

OS 

01  Molr 

85 

OS 

Mll-P-44305 

9330 

MD 

13  Jon 

88 

MD 

SH 

99 

l*P*37SC  (3) 

8135 

/Gl 

10  Jan 

79 

Gl 

SH 

MIL-P-145910 

9330 

MR 

01  Dec 

76 

MR 

MIL-P-4640A  (3) 

9330 

13 

01  Od 

65 

13 

1-P-370C  (2) 

8135 

•Gl 

28  Sep 

76 

Gl 

SA 

69 
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ALPHABETICAL  LISTING 


TITLE 

Ploitic  Foom,  Polyurethone  (For  Use  In  Aircraft)  . . 

Plostic  For  Aerospoce  Vehicles  Port  1  Reinforced  Plastics 


Plastic  For  Flight  Vehicles-part  2  Transparent  Glazing  Materials . 

Plastic  Laminates,  Glass  Reinforced  (For  Use  In  Armor  Composites)  . 

Plastic  Laminates,  Fibrous  Glass  Reinforced,  Marine  Structural  . 

Plastic  Laminate  And  Sandwich  Construction  Parts,  Aircraft  Structural,  Process 
Specification  Requirements 

Plastic  Lavatories,  Standard  For  -  14  Apr  1986 . . . . . 

Plastic  Material,  Polyester  Resin,  Gloss  Fiber  Base,  Filament  Wound  Tube . . 

Plastic  Material  For  Use  In  Housings  Of  Motor  Vehicle  Lighting  Devices  -  Jan  72 . 

Plastic  Material,  Cellular,  Polystyrene  (For  Buoyancy  Applications)  . . . . 

Plastic  Material,  Laminated,  Thermosetting,  Electric  Insulation,  Sheets,  Glass  Cloth, 
Silicone  Resin 

Plostic  Material,  Cellular  Polyurethane,  Foam-in-place,  Rigid  (3  Pounds  Per  Cubic 
Foot  Density) 

Plastic  Material,  Polyester  Resin,  Glass  Fiber  Base,  Low  Pressure  Laminated . 

Plastic  Material,  Cellular  Polyurethane,  Rigid,  Void  Filler,  Pour-in-ploce,  Large  Scale 
And  Installation  Of 

Plastic  Material,  Molding,  Rigid  Thermoplastic,  Polydichlorostyrene,  For  Use  In 
Electronic,  Communications,  &  Allied  Electrical  Equipment 

Plastic  Material,  Foamed  Polyurethane  For  Encapsulating  Electronic  Components  . 

Plastic  Material,  Laminated  Phenolic,  For  Bearings  (Water  Or  Grease  Lubrication) .... 
Plastic  Materials,  Asbestos  Base,  Phenolic  Resin,  Low  Or  High  Pressure  Laminates 
(Asg) 

Plastic  Material,  Phenolic  Resin,  Glass-fiber  Base,  Laminoted . . . 

Plastic  Material,  Cellular  Polyurethane,  Foam-in-place,  Rigid  2  And  4  Pounds  Per 
Cubic  Foot 

Plastic  Materials,  Silicone  Resin,  Glass  Fiber  Base,  low  Pressure  Laminated . . 

Plastic  Materiol,  Cellular,  Urethane  (Flexible) . . . . . 

Plastic  Materiol,  Heat  Resistcnt,  low  Pressure  Laminated  Glass  Fiber  Base,  Polyester 
Resin 

Plastic  Materiol,  Cellular,  Elastomeric. . . . 

Plastic  Material,  Glass  Fiber  Base-epoxy  Resin,  Low  Pressure  Laminated . 

Plastic  Materiols,  Identification  Of  •  23  Mor  82..... . 

Plastic  Materiol,  Pressure  Sensitive  Adhesive,  For  Aerospace  Identification  And 
Marking 

Plastic  Materiol,  Laminated  Thermosetting  Sheets,  Nylon  Fabric  Bose,  Phenolic  Resin 

Plostic  Materiols,  To  Abrasion  Resistance  Of . . . . . 

Plastic  Materiol,  Unicellular  (Sheets  And  Tubes) . . . 

Plastic  Media,  For  Removal  Of  Organic  Coating . . . 

Plostic  Mix,  Refractory,  Fire  Cloy,  Super  Duty . . . . . . . 

Plastic  Molding  And  Extrusion  Materiol,  Polyethylene  Butene  1  Copolymer,  High 
Density 

Plastic  Molding  Material  (Polystyrene  Foam,  Expanded  8ead) . . . 

Plostic  Molding  And  Extrusion  Material,  Ethyl  Cellulose,  For  Rocket  Groin  Inhibiting 
Materiols 

Plastic  Molding  Materiol,  Epoxy,  Gloss  Fiber . . . . . . . . 

Plostic  Molding  Materiol,  Polycarbonate,  Injection  And  Extrusion........ . . 

Plostic  Molding  Materiol,  Gloss  Phenolic . . . . . . . 

Plostic  Molding  Material  (Propylene  Plastics,  Injection  &  Extrusion) . 

Plastic  Molding  Material,  Aspholt,  Asbestos  Filled . . . . 

Plostic  Molding  Materiol,  Asbestos  Phenolic . . . . . . . . 

Plostic  Molding  And  Extrusion  Material,  Polyamide  Imide  . . . . 

Plostic  Molding  And  Extrusion  Material,  Vinylidene  Chloride  Vinyl  Chloride 
Copolymer 

Plastic  Molding  Materiol  And  Plostic  Extrusion  Material,  Polyvinylidene  Fluoride 
Polymer  And  Copolymer 

Plastic  Molding  Materiol,  Cellulose  Acetate  . . . . . . . . 

Plastic  Molding  And  Extrusion  Material,  Polyphenylene  Oxide . . . . . 

plostic  Molding  Material,  Styrene-butadiene. . . . . . 

Plastic  Molding  Materiol,  Polyterephthalate  Thermoplastic,  Glass  Fiber  Reinforced  .... 

Plostic  Molding  And  Extrusion  Materiol  Styrene-acrylonitrile  Copolymers  (  Use  Astm 
D4203FOR  Future  Pfocurenjenli) 

Plastic  Molding  &  Extrusion  Materiel,  Polyetheretherkelone  (PEEK) . . . . . 

Plastic  Molding  Material,  Methacrylate  . . . . . . . . . . . 

Plostic  Molding  Material  (Plotting  And  impregnating).  Polyethylene,  Low  Molecular 
Weight 

PIostic  Molding  Materiol,  Pre-mix,  Polyester,  Glass  Fiber  Reinforced . . . . 

Plastic  Molding  And  Extrusion  Material,  Cev’ulosc  Acetate  Butyrate . . . . 

Plastic  Molding  Materiol,  Polyester,  Low  Pressure  laminoting,  High  Temperature 
Resistant 

Plastic  Molding  Material,  Acrylonitrile  8utadiene  Styrene  (ABS)  Rigid . . . 

Plastic  Molding  &  Extrusion  Material,  Polyelherimide  (PEI . . . . . . 

Plostic  Molding  &  Extrusion  Materiols,  Polyethersu!fone„ . . . . 

Plastic  Molding  And  Extrusion  Material,  Polysulfone  . . . 

Plastic  Molding  And  Extrusion  Materiol,  lonomer  Resins  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-P-44111C 

9330 

MR 

28  Sep 

78 

MR 

MIL-HDBK  17A 

PART  1 

1500 

MR 

01  Jan 

71 

MR 

AS 

20 

NOTICE  1  (11) 
MIL-HDBK  17A 

PART  2 

1540 

20 

08  Jun 

77 

AV 

AS 

20 

L 

MIL-P-46166  (2) 
NOTICE  1 

9330 

MR 

08  Sep 

88 

MR 

l 

MIL-P-17549D 

9330 

SH 

31  Aug 

81 

SH 

MIL-P-9400B 

9330 

AS 

26  Apr 

77 

AS 

20 

ANSI  Z124.3-86 

4510 

/YD 

29  May 

87 

99 

l 

MIL-P-82540  (1) 

9330 

OS 

03  Sep 

70 

OS 

SAE  J29-72 

9330 

AT 

19  Nov 

82 

AT 

MIL-P-40419A 

9330 

Ml 

09  Dec 

48 

ER 

20 

Q 

MIL-P-997D  (2) 

5970 

SH 

14  Jun 

48 

ER 

SH 

20 

L 

MIL-P-83379A 

NOTICE  1 

9330 

20 

30  Jul 

87 

20 

L-P-383  (1) 

9330 

/AS 

10  Jon 

73 

MR 

AS 

20 

Q  L 

MIL-P-24249  (1) 

9330 

SH 

06  Nov 

47 

SH 

MIL-P-3409  (2) 

9330 

ER 

07  Jul 

87 

ER 

SH 

20 

L 

MIL-P-46847B 

9330 

Ml 

21  Nov 

84 

Ml 

Q 

MIL-P-18324D  (2) 

9330 

SH 

14  Jun 

48 

MR 

SH 

20 

MIL-P-25770A 

9330 

Ml 

27  Nov 

41 

Ml 

20 

MIL-P-25515C 

9330 

AS 

04  Dec 

48 

MR 

AS 

20 

MIL-P-21929B  (1) 

9330 

SH 

22  Jun 

70 

SM 

SH 

99 

Mll-P-255188 

9330 

AS 

29  Sep 

81 

MR 

AS 

20 

L-P-386C 

9330 

X 

26  Aug 

77 

MIL-P-253958 

9330 

AS 

25  Mar 

84 

AS 

20 

MIL-P-12420C  (1) 

9330 

GL 

11  Mar 

74 

Gl 

OS 

MIL-P-25421B 

9330 

AS 

18  Jan 

71 

AV 

AS 

20 

ASTM  D 4000-82 

9330 

MR 

18  Aug 

82 

MR 

20 

l 

MIL-P-38477A 

NOTICE  1 

9330 

20 

30  Jul 

87 

20 

MIL-P-15047C 

9330 

SH 

11  Jun 

71 

ER 

SH 

20 

ASTM  D 1242-87 

9330 

MR 

20  Sep 

88 

MR 

11 

Q 

MIL-P-15280J 

5440 

SH 

19  Dec 

88 

ER 

SH 

20 

Mll-P-85891 

5350 

AS 

06  May 

88 

AS 

Q 

MU-P-15731D  (1) 

9350 

SH 

04  Aug 

75 

SH 

99 

l 

MIL-P-51431A 

9330 

EA 

19  Jul 

88 

EA 

MIL-P-19644C 

9330 

OS 

10  Jul 

70 

MR 

OS 

20 

l 

MIL-P-43442 

9330 

AR 

10  Sep 

79 

AR 

l 

MIL-P-46892A 

9330 

Ml 

21  Jul 

80 

Ml 

L-P-393A  (2) 

9330 

/MR 

22  Jun 

70 

MR 

SH 

20 

l 

MIL-P-82650  (1) 

9330 

OS 

30  Oct 

78 

OS 

L-P-394B 

9330 

X 

24  Jun 

48 

l 

MIL-P-43090B 

NOTICE  1 

9330 

MR 

30  Mor 

88 

MR 

t 

MIL-P-81255A 

9330 

OS 

18  Feb 

74 

Ml 

OS 

l 

MIL-P-46179A 

9330 

MR 

15  Jan 

84 

MR 

1-P-1041A 

NOTICE  1 

9330 

/MR 

10  Feb 

87 

MR 

20 

l 

Mll-P-461228 

NOTICE  1 

9330 

MR 

30  Mor 

88 

MR 

1-P-397C 

9330 

/MR 

16  Dec 

77 

MR 

SH 

20 

l 

MIL-P.46115B 

9330 

MR 

12  Sep 

77 

MR 

L-P-398B 

9330 

X 

30  May 

73 

20 

L 

MIL-P-46161A 

NOTICE  1 

9330 

MR 

30  Mor 

88 

MR 

l-P-3998 

9330 

-i 
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MR 
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MR 
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20 
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9330 

MR 
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73 

MR 
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77 
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9330 

MR 
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88 

MR 
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9330 

MR 
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ALPHABETICAL  LISTING 


TITLE 

Plostic  Molding  And  Extrusion  Materiol,  Polyphenylene  Oxide,  Modified,  Gloss  Fiber 
Reinforced 

Plostlc  Molding  And  Extrusion  Materiel,  Polyphenylene  Oxide,  Modified,..., . 

Plastic  Molding  And  Extrusion  Material,  Polyforyl  Sulfone  Ether)  Resin, 

Thermoplastic 

Plastic  Pipe  Fittings,  Schedule  80,  Threaded  Poly(vinyl  Chloride)  (PVC)  *  Jan  76  ...... 

Plastic  Pipe,  CWorinated  Poly  (  Vinyl  Chloride)  (CPVC),  Schedules  40  &  80  •  31  Oct 
1986 

Plastic  Potting  And  Impregnating  Materiol,  Polybutene  . . . . . . 

Plastic  Rigid  Acrylonitrile  Butodiene  Styrene  (ABS)  -  26  Jun  81  . . . . 

Plastic  Rod  And  Tube,  Thermosetting,  Laminated . . . . . . . . 

Plastic  Rod  Solid,  Plastic  Tubes  And  Tubing,  Heavy  Walled,  Polyvinyl  Chloride,  Rigid 

Plastic  Rods  And  Tubes,  Polyethylene. . . . . . . . 

Plastic  Sheet  (Household  Wrop}............. . . . * 

Plastic  Sheet  (Meat  Wrapping) . . . . . 

Plastic  Sheet  &  Plastic  Rod,  Thermosetting,  Cast . . . . . . 

Plastic  Sheet  &  Strip,  Polyimlde....... . . . . . 

Plastic  Sheet  &  Insulation  Sheet,  Electrical  (laminated.  Thermosetting,  Poper  Base, 
Phenolic  Resin) 

Plastic  Sheet  &  Film  , vinyl  Copolymers,  Unplasticized  •  1  Apr  1984 . 

Plastic  Sheet  (And  Film)  Polytetrafluoroethylene  (Tfe-fluorocorbon  Resin)  . 

Plastic  Sheet  (Sheeting),  Pressure  Sensitive,  Adhesive  Coated,  Cellulose  Acetate, 
Transparent 

Plastic  Sheet  (Sheeting),  Polyethylene  . . . . . . . . . . . . 

Plastic  Sheet  (Sheeting),  Plastic  St' Ip,  Vinyl  Chloride  Polymer  And  Vinyl  Chloride 
Vinyl  Acetate  Copolymer,  Rigid 

Plastic  Sheet  And  Coating  Materiol,  Para-xylylene  Polymers  . . . . 

Plastic  Sheet  And  Strip  (Polyolefin) . . . . . . . . . . . . . . . . . . 

Plastic  Sheet  And  laminates.  Flexible,  For  Environmental  Protective  Storage  And 
Shipping  Systems 

Plastic  Sheet  And  film,  Fep-ffuorocarbon,  Extruded . . . . . . 

Plastic  Sheet  And  Plate,  Cotton  Fabric  Reinforced  Phenol  Formaldehyde  *  1  Jul  87.... 

Plastic  Sheet  And  Strip,  Polyester . . . . . . . . . 

Plastic  Sheet  And  Strip,  Thin  Gauge,  Polyolefin.. . . . 

Plostlc  Sheet  And  Film,  Cellulose  Acetate....... . 

Plastic  Sheet,  (Polyethylene,  Heat  Shrinkable)  . . 

Plastic  Sheet,  Acrylo  nitrile  Butadiene  Styrene  Copolymer,  Rigid  . . . . . 

Plastic- Sheet,  Acrylic,  Modified,  Laminated  . . . . . . . . 

Plastic  Sheet,  Acrylic,  Modified . . . . . . . . . . . . 

Plostlc  Sheet,  Acrylic,  Modified . . . . . - . . . 

Plastic  Sheet,  Base  Materiol  PX,  Paper  Base,  Epoxy  Resin,  Flame  Retardant,  Copper 
Clad 

Plastic  Sheet,  Cost,  Acrylic,  Shipboard  Application  (Illumination  And  Signal  lighting) 

Plastic  Sheet,  Filled  Phenolic,  Uncu'ed . . . . . 

Plastic  Sheet,  laminated.  Thermosetting,  Efectrico!  Insuloting  Sheet,  Glass  Mat.. . . 

Plastic  Sheet,  laminated.  Decorative,  And  Nondecorative  . . . 

Plastic  Sheet,  lominoted.  Thermosetting  ElectricaWnsuloting  Sheet,  Polyester 
Glass  mat  Grade  Gpo  N»l  (Oosses  130,  155,  And  180) 

Plastic  Sheet,  lominoted,  Melol  Clod  (For  Printed  Wiring  Boards)  General 
Specification  for) 

Plastic  Sheet,  Laminated,  Thermosetting  Eleclrical.insulating  Sheet,  Polyester 
Glass>mot  Grade  GPO*N2  (Class  130) 

Plastic  Sheet,  Laminated,  Thermosetting  (Fordesignation  Plates)  . . . . 

Plastic  Sheet,  lominoted.  Thermosetting,  Electrical  Insulating  Sheet,  Polyester 
GIoss*mat  Grade  GPO*N3 

Plastic  Sheet,  laminated.  Metal-  Clad  (  For  Printed  Wiring  Boards),  Base  Material, 
GM,  Gloss  Bose  Woven,  Triazine  &  Or  Bismoleimide  Modified  Epoxy  Resin, 
Copper  Clod 

Plastic-Sheet,  lominoted.  Thermos* ttiA5r  Co! for  Fabric  5c;c,  Phcr.clic  resin.  Past 
Forming 

Plostic  Shect,  laminated.  Metal-clod  (For  Printed  Wiring  Boards),  Base  Material  Gb, 
Gfoss  Base,  Woven,  Majority  Poly  Functional  Epoxy  Resin,  Hot  Strength 
Retention,  Copper-clod 

Plastic  Sheet,  laminated,  Mefol-clad  (For  Printed  Wiring  Boards),  Bose  Materiol  Qi, 
Quartz  8ose,  Woven,  Polyimlde  Resin,  Heat  Resistant,  Copper-clod 
Plastic  Sheet,  laminated,  Metol-clod  (For  Printed  Wiring  Boards),  Base  Material  Gf, 
Gloss  Base,  Woven,  Majority  Difunctional  Epoxy  Resin  Ffome  Resistant, 
Copper-clod 

Plastic  Sheet,  Laminated,  Metal  Clod  (For  Printed  Wiring  8oords),  8ase  Material 
GH,  Glass  Base,  Epoxy  Resin,  Heat  Resistant  &  FJome  Retardant,  Copper  Clod 
(0.031  Inch  &  Over) 
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MR 
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SH 
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ALPHABETICAL  LISTING 


TITLE 

Plottic  Sheet,  Laminated,  Melol<lad  (For  Printed  Wiring  Boards),  Base  Material  Gp, 
Glass  Bose,  Non  Woven,  Polytetrafluoroethylene  Resin,  Flame  Resistant, 
Copper-dad 

Plastic  Sheet,  Laminated,  Melat-dad  (For  Printed  Wiring  Boards),  Base  Material  Gf, 
Glass  Base,  Nonwoven,  Polytetrafluoroethylene  Resin,  Flame  Resistant,  For 
Microwave  Application,  Copper-dad 

Plastic  Sheet,  Laminated,  Metal-clad  (For  Printed  Wiring  Boards),  Base  Material  Gt, 
Glass  Base,  Woven,  Polytetrafluoroethylene  Resin,  Flame  Resistant,  Copper-clad 
Plastic  Sheet,  Laminated,  Metal-dad  (For  Printed  Wiring  Boards),  Base  Material  Gx, 
Glass  Bose,  Woven,  Polytetrafluoroethylene  Resin,  Flame  Resistant,  For 
Microwave  Application,  Copper-dad 

Plastic  Sheet,  Laminated,  Metal-dad  (For  Printed  Wiring  Boords),  Base  Material  Gi, 
Glass  Base,  Woven,  Potyimide  Resin,  Heat  Resistont,  Copper-dad 
Plastic  Sheet,  Laminated,  Materials  (For  Printed  Wiring  Boords),  Ge  Base  Material, 
Glass  Fabric,  Woven,  Majority  Difunctionol  Epoxy  Resin  Prelmpregnotcd  (B-sfage) 
Plastic  Sheet,  Laminated,  Materials  (For  Printed  Wiring  Boards),  Gf  Bose  Material, 
Glass  Fabric,  Woven,  Majority  Difunctional  Epoxy  Resin  Preimpregnoted  (B-stoge) 
Plastic  Sheet,  Laminated,  Materials  (For  Printed  Wiring  Boards),  Base  Material,  Qi, 
Quartz  Base  Woven,  Polyimide  Resin,  Heat  Resistant  Preimpregnated  (B-stage) 
Plastic  Sheet,  Laminated,  Materials  (For  Printed  Wiring  Boards),  Base  Material,  Ai, 
Aramid,  Woven,  Majority  Polyimide,  Resin  Preimpregnated  (B-stoge) 

Plastic  Sheet,  Laminated,  Materials  (  For  Printed  Wiring  Boords),  Base  Material, 

Gm,  Glass  Base  Woven,  Triazine  &  Or  Blsmalelmide  Modified  Epoxy  Resin 
Preimpregnoted  (  B-  Stage) 

Plastic  Sheet,  laminated.  Metal-dad  (For  Printed  Wiring  Boords),  Base  Material  Gy, 
Gloss  Base,  Woven,  Polytetraflucroethylene  Resin,  Flome  Resistont,  For 
Microwave  Application,  Copper-dad 

Plastic  Sheet,  Laminated,  Glcss  Cloth  Polytetrafluoroethylene  Resin . . . 

Plastic  Sheet,  laminated,  Thermosetting,  Glass  Fiber  Base,  Epoxy-resin . . 

Plastic  Sheet,  Laminated,  Thermosetting,  Cotton  Fabric  Base,  Phenolic  Resin . 

Plastic  Sheet,  laminated.  Thermosetting,  Glass  Cloth,  Melamine  Resin... . 

Plastic  Sheet,  Polycarbonate,  Transparent  . . . . . . . . 

Plastic  Sheet,  Pressure  Sensitive  Adhesive  Coated,  Paper  Backed  . . 

Plastic  Sheet,  Polyethlene  Copolymer...,, . . . . . 

Plastic  Sheet,  Polyvinyl  Chloride,  Plasticized,  Elastomeric . . . . . 

Plastic  Sheet,  Polycarbonate....... . . . . . . . . . 

Plastic  Sheet,  Polyethylene  Terephtholate . . . 

Plastic  Sheet,  Polypropylene  Polyethylene  Laminate  Film  . . 

Plastic  Sheet,  Rod  And  Tube,  Laminated,  Thermosetting . . . . . 

Plastic  Sheet,  Rods,  Tubes  And  Discs,  Polychlorotrifluoroetbylene  . 

Plastic  Sheet,  Styrene-butadiene . . . . . . . . . . . . . 

Plastic  Sheet,  Scribe-coated ......  . . 

Plastic  Sheet,  Tracing,  Glazed  And  Matte  Finish . . . . . . . . . 

Plastic  Sheet,  Vinyl,  Flexible . . . 

Plastic  Sheet,  Vibration  Damping  (Type  ML-D2)  . . . . . . . . . 

Plostic  Sheet,  Vinyl,  Flexible,  Transparent,  Optical  Quolity  . . . . . 

Plastic  Sheeting,  Transparency  Of  •  22  Jan  70  . . . . . 

Plostic  Sheeting,  Flexible  Thin,  Rote  Of  Burning  And/or  Extent  &  Time  Of  Burning, 
Supported  On  A  45  Deg.  Incline  *  1  Jul  77 
Plastic  Sheeting,  Thin,  Tensile  Properties  Of,  Standard  Test  Methods  For  ■  29  Jul  83 

Plostic  Sheets  And  Strips  (Polyvinyl  Fluoride) . . . . . . . . 

Plastic  Sheets,  Vinyl  Chloride  Polymer  And  Copolymer,  Flexible... . . 

Plastic  Sheets,  Rods  And  Tubing,  Rigid  Cast,  Methacrylote  (Mulliapplication) . 

Plastic  Sheets,  Polyethcr  Urethane,  Flexible . . . . . . . . . 

Plastic  Strip,  Dental  Matrix  . . . . . . . . 

Plastic  Strip,  Denture  Trial  Pock. . . . . . 

Plastic  Strip,  Dental  Surfoce  Protection,  (Mouthguard)  . . . 

Plostic  Strip,  Dentol  Surfoce  Protection,  Mouthguard . . . 

Plastic  Strlp.  Dentol  Matrix  . . . . . . . . . . . . . 

Plastic  Strip,  Dental  Matrix  (Polyethylene  Terephthalate,  Clear,  45  Feet)  . . . . 

Plastic  Strip,  Dental  Surface  Protection . . . . . . . . . . . . . . 

Plastic  Strip,  Denturetrial  Pack...... . . . . . . . . 

Plastic  Tiles,  Vibration  Domping.. . . . . . . . . . 

Plastic  To  Chemical  Reagents,  Resistance  Of  •  4  Apr  84 . . . . . 

Plastic  Tcbc,  Pcfyth  Ic.to  Ccpclyrre'.  . . . . 

Plastic  Tubes  And  Tubing,  Polytetrafluoroethylene,  (Tfefluorocarbon  Resin),  Heavy 
Walled 

Plastic  Tubing  (Flexible,  Polyurethane  Film)  . . . . . . . . . . . 

Plastic  Tubing,  Electrical  Insulation,  Irradiated  Polyolefin,  Pigmented,  Semi-rigid, 

Heat  Shrinkable,  2  To  1  Ratio  *  1  July  1988 
Plastic  Unidirectional  Reinforced  Inplane  Shear  Stress  Strom  Response  Of  ................ 

Plastic,  Coefficient  Of  linear  Thermo)  Expansion  Of  -  4  May  1979  (Rcapproved 
1988) 

Plastic.  Deflection  Temperature  Of,  Under  Flexural  Load  «  30  Jul  82 . . 

Plastic,  Laminate,  Decorative,  High  Pressure . . . . . 

Plastic,  Methods  Of  Testing  . . . . . . 

Plastic,  Molding  Materiol,  Polycarbonate,  Glass  Fiber  Reinforced  . . . . . 
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MIL-P-15035C  (4) 

9330 

SH 

01  May 

84 

ER 

SH 

20 

0 

MIL-P-15037E  (3) 

5970 

SH 

14  Oct 

75 

ER 

SH 

20 

l 

MIL-P-83310 
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EA 
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MIL-P-22581B  (1) 
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TITLE 

Ploilic,  Molding  And  Extrusion  Materiel,  Polyethylene  And  Copolymers  (Low, 
Medium,  And  High  Density) 

Plastic,  Organic,  Transparent,  Index  Of  Refraction  Of  •  30  Sep  50  (Reaproved 
1977) 

Plastic,  Packaging/packing  24  Mar  80 . . . . . . . 

Plastic,  Phenolic,  Graphited,  Sheets,  Rods,  Tubes  And  Shapes... . . . 

Plastic,  Plastisol  (For  Coating  Metallic  Objects)  .................... . . . . 

Plastic,  Polyamide  (Nylon),  Rigid,  Rods,  Tubes,  Flats,  Molded  &  Cost  Parts  . . 

Plastic,  Polychorotrifluorocthylcne  (PCTFE)  -  26  Jun  81 . . . . . . 

Plastic,  Processing  Of . . . . . . . . . . . 

Plastic,  Self'Sealing  And  Non-self-sealing  Tank  Backing  Material  . 

Plastic,  Sheet  Molding  Compound,  Polyester,  Glass  Fiber  Reinforced  (For  General 
Purpose  Applications) 

Plastic,  Sheet,  Polyolefin,  Spunbonded . . . . . . 

Plastic,  Sheet,  Colored,  Instrument  Flying  Training  . . . . 

Plastic,  Sheet,  Acryiic,  Heat  Resistant  . . . . . . . . . . . 

Plastic,  Sheets  And  Parts,  Modified  Acrylic  Base,  Monolithic,  Crock  Propagation 
Resistant 

Plastic,  Transparent,  Haze  &  Luminous  Transmittance  Of  *  18  Sep  1961 
(Reopproved  1977) 

Plastic,  Water  Absorption  Of  -  30  Oct  81,.,........,,, . . . . . . . 

Plastic,  Working  And  Installation  Of  Transparent  Sheet,  General  Specification  For 
(Asg) 

Plastics . . . . . . 

Plastics  &  Elastomers,  8r«tt!eness  Temperature  Of,  By  Impact  -  26  Jan  79...., . 

Plastics  &  Electrical  Insulating  Materials,  Rockwell  Hardness  Of  -  28  Feb  1986  . 

Plastics  By  Coulometry,  Moisture  In  -  26  Jun  81  . . . . . . . 

Plastics  By  Displacement,  Specific  Gravity  (Relative  Density)  &  Density  Of  -  30  May 
1986 

Plastics  By  Punch  Tool,  Shear  Strength  Of,  Standard  Test  Method  For  -  26  Jul  85.... 
Plastics  By  Use  Of  Microtensile  Specimens,  Tensile  Properties  Of,  Slondard  Test 
Method  For  ■  27  Jul  84 

Plastics  Polyethylene  Molding  &  Extrusion  Motenols  Standard  Specification  For . 

Plastics  Transparent,  Standard  Test  Method  For  Stress  Crazing  Of  -  27  Jun  75 . 

Plastics  Under  Load,  Deformation  Of  -  31  AUG64  (Reapproved  1976). . 

Plastics,  Acrylic,  In  Contact  With  liquid  Or  Semi  liquid  Compounds,  Stress  Crazing 
Of,  Standard  Test  Method  For  -  30  Sep  83 

Plastics,  Bearing  Strength  Of,  Standard  Test  Method  For  -  27  Jul  8  4  . . . 

Plastics,  Coefficient  O!  linear  Thermal  Expansion  Of  -  4  May  79 . . . 

Plastics,  Density  Of,  By  The  Density-gradient  Technique  *  29  Nov  85 . . . 

Plastics,  Determining  &  Reporting  Dynamic  Mechomcal  Properties  Of  -  28  Apr  82  .... 

Plastics,  Flexible,  Flammability . . . . . 

Plastics,  Flexural  Fatigue  Of,  By  Constant  Amplitude  Of  Force  -  29  Oct  71  . 

Plastics,  Ignition  Properties  Of  -  1  Jul  77.,....,..,.... . . . . . . 

Plastics,  Indentation  Hardness  Of,  By  Means  Of  A  Barcol  Impressor  -  28  Feb  81 . 

Plastics,  loss  From  (Activated  Corbon  Methods)  -  28  February  . . 

Plastics,  loss  Of  Plasticizer  From,  (Activated  Carbon  Methods)  -  11  Apr  67 
(Reapproved  1981) 

Plostics,  Mar  Resistance  Of  -  2  Oct  70  (Reopproved  1982) . . . 

Plastics,  Measuring  The  Density  Of  Smoke  From  The  Burning  Or  Decomposition  Of  • 
1  Jul  77 

Plastics,  Measuring  The  Minimum  Oxygen  Concentration  To  Support  Candle-like 
Combustion  Of  *  27  Mar  1987 

Plos’ics,  Operating  light  &  Water  Exposure  Apparatus  (Carbon  Arc  Type)  For 
Exposure  Of  -  4  Apr  84 

Plastics,  Outdoor  Weathering  Of  *  29  Nov  1985..... . . . . 

Plostics,  Rote  Of  Burning  And/orextent  &  Time  Of  Burning  Of  Self-supporting 
Plastics  In  A  Horizontal  Position  »  30  Jan  81 

Plostics,  Reinforced,  Void  Content  Of,  Standcrd  Test  Methods  For  -  24  Dec  70 . . . 

Plastics,  Reinforced,  In  Plane  Shear  Strength  Of  -  26  Oct  197R  (Reopproved  1985).. 

Plostics,  Resistance  Of,  To  Chemical  Reagents . . . . . . . . . . . . 

Plostics,  Rigid  Cellular,  Flome  Height,  Timeof  Burning,  And  loss  Of  Weight  Of,  In  A 
Vcrtlcol  Position  *  28  February  1986 

Plastics,  Rigid  Cellular,  Compressive  Properties  Of  -  29  Jan  73  (Reopproved  1979) .. 
Plostics,  Rigid  Cellular,  Apparent  Density  Of,  Standard  Test  Method  Fcr  -  29  Jul  83 
Plostics,  Rigid,  In  A  Horizontolion,  Incandescence  Resistance  Of  -  1  Jul  77 . . . 

Plastics,  Rigid,  Compressive  Properties  Of  -  26  Jul  85............. . . . . . . . . . 

Plostics,  Ring  Or  Tubular,  &  Reinforced  Plastics  By  Split  Disk  Method,  Apparent 
Tensile  Strength  Of  *  27  Mar  1987 

Plostics,  Ring  Or  Tub  Ular,  &  Reinforced  Plastics  By  Split  Disk  Method,  Apparent 
Tensice  Strenght  Of  *  27  Mar  1987 

Plastics,  Sampling  Cf  -  10  Jon  68  . . . . . 

Plastics,  Standard  Abbreviations  Of,  Terms  Relating  To  31  Oct  1986.... . . . 

Plostics,  Standard  Definitions  Of  Terms  Relating  To  -  31  Oct  1986. . . . . . . . 

Plostics,  Standard  Definitions  &  Descriptions  Of  Terms  Relating  To  Dynamic 
Mechanical  Measurements  ■  11/12  83 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

1-P-390C  (2) 

9330 

/ER 

07  Jul 

87 

ER 

20 

NOTICE  1 

ASTM  D542-50R88 

9330 

MR 

08  Feb 

89 

MR 

SH 

11 

ASTM  D3892-80 

PACK 

MR 

10  Feb 

87 

MR 

SH 

99 

NOTICE  1 

MIL-P-5431A  (1) 

9330 

AS 

29  Feb 

68 

AS 

MIL-P-20689D  (1) 

8030 

MR 

07  Feb 

89 

MR 

SH 

84 

1-P-410A  (3) 

9330 

/AS 

21  May 

74 

MR 

11 

ASTM  D 1430-81 

9330 

MR 

30  Mar 

88 

MR 

SH 

11 

NOTICE  2 

MIL-HOBK  139 

9330 

AR 

30  Jon 

67 

AR 

M1L-P-8045B  (3) 

8030 

AS 

22  Feb 

74 

MR 

AS 

20 

MIL-P-46169A 

9330 

MR 

10  Nov 

76 

MR 

Mll-P-47075 

8135 

Ml 

03  Apr 

85 

Ml 

MIL-P-8587A 

9330 

20 

30  Jul 

87 

AS 

20 

NOTICE  1 

MII-P-5425D 

9330 

AS 

28  Sep 

79 

MR 

AS 

20 

MIL-P-25490A  (4) 

9330 

AS 

16  Sep 

86 

ME 

AS 

20 

ASTM  D1003-61R88 

9330 

MR 

0B  Feb 

89 

MR 

SH 

11 

ASTM  D570-81 

9330 

MR 

30  Mor 

88 

MR 

SH 

11 

NOTICE  2 

MIL-P-49978  (1) 

9330 

Ml 

11  Feb 

58 

AS 

11 

NOTICE  2 

MIL-HDBK  700A 

9330 

MR 

17  Mar 

75 

MR 

ASTM  D744-79 

9330 

MR 

30  Mor 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  D785-86 

9330 

MR 

07  Aug 

87 

MR 

SH 

20 

ASTM  04019-81 

9330 

MR 

13  Sep 

83 

MR 

20 

ASTM  0792-86 

9330 

MR 

07  Aug 

87 

MR 

SH 

20 

ASTM  0732-85 

9330 

MR 

04  Feb 

86 

MR 

SH 

20 

ASTM  D 1708-84 

9330 

MR 

08  Nov 

84 

MR 

AS 

99 

ASTM  01248-84 

9330 

YD 

14  Jul 

88 

MR 

YD 

99 

ASTM  F791-82 

9330 

MR 

26  Apr 

84 

MR 

20 

ASTM  D621-64 

9330 

MR 

06  Mor 

75 

MR 

SH 

11 

ASTM  F484-83 

9330 

MR 

02  Aug 

84 

MR 

20 

ASTM  D953-84A 

9330 

MR 

08  Nov 

84 

MR 

SH 

20 

ASTM  D696-79 

9330 

MR 

01  Nov 

79 

MR 

SH 

11 

ASTM  D 1505-85 

9330 

MR 

05  May 

86 

MR 

SH 

20 

ASTM  D4065-82 

9330 

MR 

14  Sep 

83 

MR 

ASTM  D568-74 

9330 

MR 

27  Feb 

75 

MR 

SH 

11 

ASTM  D671-71R8E 

9330 

MR 

10  Feb 

87 

MR 

SH 

99 

ASTM  D 1929-77 

9330 

MR 

26  Sep 

77 

MR 

SH 

11 

ASTM  02583-81 

9330 

MR 

02  Nov 

82 

MR 

SH 

11 

ASTM  01203-86 

9330 

MR 

07  Aug 

87 

MR 

AS 

20 

ASTM  D1203-67R74 

9330 

MR 

21  Sep 

76 

MR 

SH 

11 

ASTM  0673-70 

9330 

MR 

06  Mor 

75 

MR 

SH 

11 

ASTM  02843-77 

9330 

MR 

26  Sep 

77 

MR 

SH 

11 

ASTM  02863-87 

9330 

MR 

05  Oct 

88 

MR 

SH 

11 

ASTM  01499-84 

9330 

MR 

16  Oct 

84 

MR 

20 

ASTM  01435-85 

9330 

MR 

05  May 

86 

MR 

ASTM  0635-81 

9330 

MR 

30  Mar 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  D2734-70R80 

9330 

MR 

30  May 

84 

MR 

ASTM  03846  79R85 

9330 

MR 

30  Mar 

88 

MR 

SH 

20 

NOTICE  2 

ASTM  0543-84 

9330 

MR 

02  Oct 

85 

MR 

SH 

20 

ASTM  D3014-86 

9330 

MR 

07  Aug 

87 

MR 

SH 

20 

ASTM  01621-73 

9330 

MR 

18  Sep 

79 

MR 

SH 

1) 

ASTM  01622-83 

9330 

MR 

27  Jul 

84 

MR 

20 

ASTM  D757-77 

9330 

MR 

10  Feb 

87 

MR 

SH 

11 

NOTICE  1 

ASTM  0695-85 

9330 

MR 

04  Feb 

86 

MR 

SH 

20 

ASfM  02290-87 

9330 

MR 

28  Sep 

88 

MR 

AS 

11 

ASTM  2290-87 

9330 

MR 

28  Sep 

83 

MR 

AS 

11 

ASTM  D1898-68R9E 

9330 

MR 

25  Mor 

80 

MR 

SH 

ASTM  D1600-86A 

9330 

MR 

20  Sep 

88 

MR 

YD 

11 

ASTM  0883-868 

9330 

MR 

07  Aug 

87 

MR 

AS 

20 

ASTM  D4092-83A 

9330 

MR 

27  Jut 

84 

MR 

20 

528 


ALPHABETICAL  LISTING 


TITLE 

Ploilici/  Tenjice  Properties  Of  -  27  Feb  1987  . . . . . . . 

Plastics,  Tensile  Properties  Of  (Metric)*  27FEBRUARY  1987 . . . . . . 

P’ostics,  Tensile  Properties  Of  (Metric)  -  30  Oct  1987 . . . . . 

Plastics,  Tensile  &  Compressive  Creep  &  Creep-rupture  Of  •  3  Nov  77  (Reapproved 
1982) 

Plastics,  Transparent,  Resistance  Of,  To  Surface  Abrasion  *  30  July  1985 . 

Plastics,  Unreinforced  &  Reinforced,  B.  Electrical  Insulating  Materials,  Flexural 
Properties  Of  *  25  July  1986 

Plastics,  Vicot  Softening  Temperature  Of  *  26  Nov  82  . . . 

Plostisols  &  Organosols  At  Low  Shear  Rates  By  Brookfield  Viscometer,  Apparent 
Viscosity  Of,  Standard  Test  Method  For  •  28  Feb  83 
Plate  *  2.0CR  1CNI  8.0CO  l.OMO  (0.10  •  0.14C),  Premium  Quality,  Vac.  •  15  Sep 
75 

Plate  Copper  Berylliumolloy,  Sheet,  Strip,  &  Rolled  Bar  ■  26  Feb  88 . . 

Plate  Counting,  Bacteriological . . . . . . . . 

Plate  Identification,  Modification  . . . . . . . . . . 

Plate  Set,  Pseudoisochromatie,  15  Plate . . . . . . 

Plate  Sheet  Strip  And  Rolled  Bar,  Wrought  Copper  And  Copper-alloy,  Generol 
Requirements  For  •  28  Nov  1983 

Plate-rack  . . . . . . . . . . . . . 

Plate,  Alloy  Steel,  HIgh-yleld-strength,  Quenched  And  Tempered,  Suitable  For 
Welding  -  27  Feb  1987 

Plate,  Aluminum  Alloy  7075 . . . . . . . . . . . . 

Plate,  Aluminum  Alloy  Rolled  Tread,  Stondord  Specification  For  •  31  Aug  84 . . 

Plate,  Aluminum  Alloy  1 100 . . . . . . . . . . . . 

Plate,  Aluminum  Alloy,  7.72N.2.4MG-1.6CU-0.16CR  (704947351)  -  15  Jan  78 . 

Plate,  Aluminum  Alloy  2024 . . . . . . . . . 

Plate,  Aluminum  Alloy  6.2ZN  -  2  .3CU  •  2.2MG  •  0.12ZR  *  (7050473651)  *  15  Jul 
77 

Plate,  Aluminum  Alloy  6061  . . . . . . . 

Plate,  Aluminum  Bronze,  Sheet,  Strip  And  Rolled  Bor  •  22  Feb  1985 . . 

Plate,  Aluminum  Alloy,  6.2ZN  •  2.3CU  •  2.2MG  •  0.12ZR  (705047651)  -  15  Jan  80 
Plate,  Aluminum  Alloy,  5.7ZN  *  2.2MG  *  1.6CU  *  0.22CR  (747547351)  *  1  Jul  81.... 

Plate,  Angle,  Adjustable  And  Solid........ . . . . . 

Plate,  Automobile,  Individual,  Metal,  Emblem  And  Star  (Commoiidant’s  And 
General's,  USMC) 

Plate,  Automobile,  Individual,  General  Specification  For  . . . . 


Plate,  Automobile,  Individual,  Assistant  Secretory  Of  The  Army . . . . 

Plate,  Automobile,  Individual,  Chief  Of  Staff,  Army... . . . . . . 

Plate,  Automobile,  Individual,  Vice  Chief  Of  Staff,  Army... . . . . . 

Plate,  Automobile,  Individual,  Generol  Of  The  Army . . . . . . . 

Plate,  Automobile,  Individual,  General  US  Army  . . . 

Plate,  Automobile,  Individual,  lieutenant  General,  US  Army  . . 

Plate,  Automobile,  Individual,  Major  General,  US  Army,.... . . . . . 

Plate,  Automobile,  Individual,  Brigadier  Generol,  US  Army . . . . 

Plate,  Automobile,  Individual;  Vice  Chairman,  Joint  Chiefs  Of  Staff  . . . . . 

Plate,  Automobile,  Individual,  President  Of  The  United  States . . . . . 

Pfote,  Automobile,  Individual,  Vice  President  Of  The  United  States . . . . . 

Plate,  Automobile,  Individual.  Secretory  Of  Defense  . . . . . . . 

Plate,  Automobile,  Individual,  Deputy  Secretary  Of  Defense  . . . . 

Plate,  Automobile,  Individual,  Assistant  Secretory  Of  Defense  And  Generol  Counsel, 
Department  Of  Defense 

Plote,  Automobile,  Individual,  Chairman,  Joint  Chiefs  Of  Staff  . . . . 

Plate,  Automobile,  Individual,  Secretory  Of  The  Army  . . . . 

Plate,  Automobile,  Individual,  Under  Secretory  Of  The  Army,.........,........,.,, . . 

Plate,  Baking,  Pie  (Paper)  . . . . . . . . . . . . . . 

Plate,  Bose,  81MM  Mortar,  CON,  MK1  (Edition  No.  2)  (Rel  To  Other  Than  DOD 
Act  Rcq  Pri  Appr  Of  CNM,  MAT  09B21,  Wash.  D.c.  20360) 

Plate,  Container  Idem.......................................... . . . . . . . . 

Plats,  Copper-silicon  Alloy,  Sheet,  Strip,  &  Rolled  Bar  For  Generol  Purposes  And 
Pressure  Vessels  07  Mor  84 

Plate,  Cover,  Connector  ....................... . . . . . . . . . . . . 

Plate,  Desiccotor.(non-evocuoting)  . . . . . . . . . 

Plate,  Egg  Inspection  (Aluminum) . . . . . . . . 

Plate,  HIgh-yie!d-strcnglh,  Quenched  &  Tempered  Alloy  Steel,  Suitable  For  Welding 
*  16  Mar  1988 

Plote,  Identification.  Emergency  And  Service  Automotive  Air  Broke . . . . 

Plote,  Identification,  Metal  Foil,  Adhesive  Backed  . . . . . . 

Plate,  Identification,  Modification  Applied  . . . . . . . 

Plote,  Identification................................................................. . . . . . . . 

Plate,  Identification,  locomotives,  Railwoy  Cars,  And  Work  Equipment . . . 

Plate,  Identification,  Aircraft..... . . . . . . 

Plate,  Identification  Set  Or  Group ......A...................... . . 

Plate,  Identification,  Unit  Or  Plug-in  Assembly  ............................ . . . 

Plate,  Identification.., . . . . . . 

Plote,  Identification,  Instruction  And  Marking,  Blank . . . . . . 

Plate,  Identification,,.,,.,,,,,,..., . . . . . . . 

Plate,  Identification,  End-item  Attachments ..................................................... . . 
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IH 

30  Sep 

71 

IH 

l 

MIL-P-14631/4 

8345 

IH 

30  Sep 

71 

IH 

L 

MIL-P-14631/5 

8345 

IH 

30  Sep 

71 

IH 

l 

M1L-P-14631/6 

8345 

IH 

30  Sep 

71 

IH 

L 

Mll-P-14631/7 

8345 

IH 

30  Sop 

71 

IH 

l 

Mll-P-14631/8 

8345 

IH 

30  Sep 

71 

IH 

UU-P-665B 

7330 

1 

28  Mar 

74 

Q-STD-152 

ISDA 

AM 

16  Apr 

84 

L 

MS-180168 

9905 

OS 

12  Nov 

85 

OS 

ASTM  B96-84 

•9535 

SH 

11  Mar 

85 

MR 

SH 

l 

MS-14061B 

5935 

EC 

30  Apr 

79 

CR 

EC 

85 

MS-36212A 

6640 

EA 

22  Jon 

88 

EA 

MS 

Mll-P-3583 

6695 

DM 

20  Sep 

51 

MD 

99 

ASTM  A514/A514M-88 

9515 

YD 

07  Sep 

88 

MR 

YD 

99 

MS-530070 

9905 

AT 

15  Oct 

87 

AT 

99 

NOTICE  1 

Q 

MIL-P-19834B  (2) 

9905 

EC 

13  Jul 

83 

Mb 

tC 

yy 

l 

MS-63203B 

9905 

ME 

24  Jul 

67 

ME 

MS-272538 

9905 

84 

02  Sep 

71 

GL 

AS 

99 

MII-P-3558E  (1) 

2240 

ME 

12  Jon 

89 

ME 

YD 

MII-P-6906B 

9905 

84 

24  Feb 

69 

El 

A5 

99 

NOTICE  2  (99) 

MII-P-15024/1A  (1) 

9905 

AS 

15  Moy 

86 

A5 

99 

Mll-P-15024/2 

9905 

AS 

19  Moy 

71 

AS 

99 

l 

Mll-P-15024/5 

9905 

SH 

11  Jun 

71 

SH 

Mll-P-5140  (2) 

9905 

AR 

07  Jul 

71 

AR 

l 

MII-P-15024/6A 

9905 

ER 

19  Dec 

77 

ER 

L 

MIL-P-15024/11 

9905 

ME 

25  Sep 

87 

ME 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Plate,  Identification,  Engine  Overhaul  Data  . . . . . . . . 

Plate,  information,  Service  . . . . . . . 

Plate,  Information  Parts  . . . . . . . . . . . 

Plate,  lapping  . . . . . . . . . . . 

Plate,  Looping  . . . . . . . . . . . . 

Plate,  Leaded  Brass,  Sheet,  Strip,  &  Rolled  Bar  *  31  Jan  86  . . . . . . . 

Plate,  Lithographic  Printing,  Metal,  Sensitized,  Whth  Processing  Chemicals . ..... 

Plate,  Mending...,,.... . . . . . . . . . . . . . 

Plate,  Mctol,  Aluminum  Al'oy  5456  . . . . . . . 

Plate,  Metal,  Aluminumalloy  5086  . . . . . . . . . . 

Plate,  Metal,  Copper  Base  Alloy  268............... . . . . . . . . . . . . 

Plate,  Metal,  Copper  Base  Alloy  353. . . . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  301....... . . 

Plate,  Mulol,  Corrosion  Resistant,  Type  302,.... . . . . . . . . . . 

Plate,  Metal,  Copper  Bose  All*/  230,..,.... . . . 

Plate,  Metal,  Corrocion  Resistant,  Type  304  . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  304....................... . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  3041,..., . . . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  310...... . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  316 . . . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  316L . . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  321.......... . . . . . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  347.-... . . . 

Plate,  Metal,  Corrosion  Resistant,  Type  410 . . . . . . . . . 

Plate,  Metal,  Corrision  Resistant,  Type  430  . . . . . . 

Plate,  Metal,  Copper  Base  Alloy  260... . . . . . . . 

Plate,  Metal,  Steel  Alloy;  Heat  Treated,  High  Strength;  For  Welded  Structures. . 

Plate,  Mounting,  Plastic  for  Use  With  MS3367  Plostic  Tiedown  Straps . . 

Plate,  Nickel-copper  Alloy  (UNS  N04400)  Sheet,  And  Strip  •  Aug  1985 . . 

Plate,  Nickel,  Sheet  And  Strip  •  25  Jon  80  . . . . . . . . 

Plate,  Paper,  Rectangular  And  Round.......................... . . . 

Plate,  Plastic,  lighting  For  Interphone  Control  C4949/AIC-14A . . . . . 

Plate,  Plastic,  lighting  For  Interphone  Control  C-4951/ATC-14A  . . . . . . . 

Plote,  Plostic,  Lighting  For  Interphone  Control  C-2643/AlC*14  {Inactive  for  Design 
After  10  Aug  1984  .  No  S/s) 

Plate,  Plastic,  Lighting  For  Interphone  Control  C-4952A/AIC-14A  . . . . 

Plate,  Plastic,  Lighting  For  Interphone  Control  C2647A/AIC-14  (Inactive  For  New 
Design  After  10  Aug  1984  •  No  SA) 

Plate,  Plastic,  Lighting  For  Interphone  Control  C2648B/AIC-14  (Inactive) . 

Plate,  Retaining,  Receptacle,  Electrical,  Connector,  For  Size  66  And  104  Contact 
Connectors 

Plate,  Retaining,  Receptacle,  Electrical,  Connector,  For  Size  14  And  20  Contact 
Connectors 

Plate,  Retaining,  Receptacle,  Electrical,  Connector  For  Size  34,  42,  50  And  75 
Contoct  Connectors 

Plate,  Sheet,  &  Strip,  Nickel*chromium*iron  Alloys  (UNS  N06600  &  N06690) 
Standard  Specification  For  •  28  Feb  86 

Plate,  Sheet,  &  Strip,  Precipitation  Hardening  Stainless  &  Heat  Resisting  Steel  -  28 
Dec  84 

Plate,  Sheet,  Strip,  &  Rolled  Bor,  Aluminum-Bronze  (Metric)  -  26  Jul  85 . . . . 

Plote,  Sheet,  Strip,  &  Roller  Bor,  Copper  Nickel  Tin  Alloy,  Copper  Nickel  Zinc  Alloy 
(Nickel  Silver),  And  Copper  Nickel  Alloy  -  27  June  1986 

Plote,  Spot  Test . . . . . . . . . . . . . . . 

Plate,  Spot  Test,  White  Procctoin, . . . . . . 

Plote,  Steel,  Carbon,  Medium . . . . . . . 

Plote,  Steel,  Corrosion  &  Moderate  Heot  Resistant  15.5CR  *  4.5NI  *2.9  MO  -  0.10N 
Solution  Heot  Treated  »  Apr  81 

Plote,  Steel,  2.0CR  *  I0NJ  *  14CO  *  l.OMO  Prewium  Quality,  Vacuum  Melted  *  01 
Apr  81 

Plote,  Surface,  Cost  Iron  . . . . . . . . . . 

Plate,  Surface,  (Granite)  (Inch  And  Metric) . . . . . . . . . . 

Plote,  Togs  And  Bands,  Band,  Identification,  Coble  Assembly,  Type  Kl,  Aluminum  .... 

Plate,  Togs  And  Bands,  Bond  Identification,  Cable  Assembly,  Type  K2  Heal 
Shrinkable  Tubing 

Plate,  Togs  And  Bands,  Aircraft  Loading  Dotaplate  . . . . . . . . 

Plate,  Togs  And  Bonds,  Band  Identification,  Coble . . . . . . . . 

Plote,  Tags  And  Bands  For  Identification  Of  Equipment........ . .. . 

Plote,  Tags,  Hose  Assembly  Identification........... . . . . 

Plate,  Tension,  Parachute  Pocking.. . . . . . . . . . 

Plate,  Tent  Peak  And  Ridge  . . . . . . . . . 

Plate,  Tissue  Culture . . . . . . . . . . . 

Plate,  Tool  Steel,  Type  01  . . . . . . . . . . . . . 

Plate, metal, titanium  ,  CP-1  . . . . . . . . . 

Plates  And  Foils,  Photographic  (Photosensitive  Anodized  Aluminum . . . 

Plates,  Alloy  Steel,  Structural  Quality,  Standard  Specification  For  ■  23  Oct  84 . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MILP-15024/12 
NOTICE  1 

9905 

ME 

24  Sep 

87 

ME 

YD 

99 

L 

MIL-P- 15024/ 13 
NOTICE  1 

9905 

ME 

24  Sep 

87 

ME 

l 

Mll-P-15024/14 
NOTICE  1 

9905 

ME 

24  Sep 

87 

ME 

GGG-P-446A 

3460 

T 

17  Feb 

65 

A-A-51141 

3460 

/IP 

31  Oct 

84 

At 

99  IP 

ASTM  B 12 1*86 

9535 

MR 

29  May 

86 

MR 

SH 

MIL-P-I3692D 

3610 

ME 

31  Ocl 

79 

ME 

99 

MS-9552A 

5340 

AS 

18  Jun 

87 

AR 

AS 

11 

MS-90514 

9535 

YD 

04  Mo y 

87 

MR 

99 

MS-90515 

9535 

YD 

04  Moy 

87 

MR 

99 

MS-52034 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-52035 

9535 

MR 

25  Oci 

84 

MR 

SH 

99 

MS-14503 

9515 

AS 

12  Oct 

87 

AR 

AS 

99 

MS-14445 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-52032 

9535 

MR 

25  Oct 

84 

MR 

SH 

99 

MS-14505 

9515 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-14445 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14447 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14448 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14449 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14450 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14451 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14452 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14453 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14454 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-52033 

9535 

MR 

25  Oct 

84 

MR 

SH 

99 

MIL-P-13326D 

9515 

MR 

25  Aug 

87 

MR 

L 

MS -33398 

NOTICE  1 

5975 

AS 

15  Sep 

37 

AS 

ASTM  8127-85 

9535 

YD 

23  Jort 

86 

MR 

YD 

99 

ASTM  B 162-80 

9535 

SH 

25  Jon 

84 

MR 

SH 

UU-P-670D 

7350 

•GL 

21  Mor 

74 

GL 

SA 

99 

l 

MS-180478 

Eb31 

AS 

02  Ocl 

72 

AS 

L 

MS-180498 

5831 

AS 

08  Dec 

78 

AS 

l 

MS-25490D 

5831 

AS 

10  Aug 

84 

AS 

L 

MS-18050 

5831 

AS 

20  Nov 

72 

AS 

l 

MS-25492J 

5831 

AS 

10  Aug 

84 

AS 

l 

MS-254931 

5831 

AS 

10  Aug 

84 

AS 

MS-18200A 

5935 

EC 

20  Moy 

70 

CR 

EC 

85 

MS-18198B 

5935 

EC 

23  Jun 

72 

CR 

EC 

85 

MS-18199B 

5935 

EC 

23  Jun 

72 

CR 

EC 

85 

ASTM  B168-86 

9535 

YD 

24  Me y 

86 

MR 

YD 

ASTM  A693-84A 

9515 

MR 

21  Mor 

85 

MR 

ASTM  B169M-85 

9535 

MR 

20  Feb 

86 

MR 

SH 

99 

ASTMB122-86 

9535 

MR 

06  Aug 

86 

MR 

SH 

MS-36250B 

6640 

EA 

17  Feb 

82 

EA 

MS 

99 

NNN-S-636C 

6640 

/DM 

06  Aug 

75 

MD 

MS 

03 

MS -90504 

9515 

YD 

29  Jon 

85 

MR 

YD 

99 

AMS  55490-81 

9515 

20 

30  Ocl 

81 

MR 

AS 

20 

AMS  6522-81 

9515 

11 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 
GGG-P-453A  (1) 

5220 

/84 

23  Apr 

79 

AR 

99 

GGG-P-463C  (1) 

5220 

*AR 

15  Jun 

77 

AR 

99 

L 

MIL-P-15024/7 
NOTICE  1 

9905 

ER 

25  Jun 

86 

ER 

L 

MIL-P-15024/8 
NOTICE  1 

9905 

ER 

25  Jun 

86 

ER 

l 

Mll-P-15024/9 
NOTICE  1 

9006 

ER 

25  1'."! 

86 

ER 

MIL-P-15024/3 

9905 

AS 

19  Moy 

71 

AS 

99 

MIL-P-15024D  (3) 
SUPP  1A 

9905 

AS 

18  Jul 

86 

Gl 

AS 

99 

l 

MIL-P-15024/15 

9905 

SH 

25  Jon 

89 

NOTICE  1 
MIL-P-43134B 

1670 

GL 

30  May 

73 

GL 

AS 

99 

MII-P.500H 

8340 

GL 

18  Ocl 

88 

GL 

NU 

99 

MS-36243 

6640 

EA 

20  Jul 

83 

EA 

MS 

99 

MS-52088 

9515 

MR 

31  Jul 

85 

MR 

99 

MS-14523 

9535 

AS 

09  Nov 

87 

MR 

AS 

99 

GG-P-455B  (2) 

6750 

t 

10  Jul 

72 

ASTM  A829-84A 

9515 

MR 

27  Nov 

85 

MR 

OS 

20 
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ALPHABETICAL  LISTING 


TITLE 

Plotei,  Alloy  Steel,  Pressure  Vessel,  Quenched  &  Tempered,  Manganese 
Molybdenum  &  Manganese  Molybdenum  Nickel  -  30  Jul  82 
Plates,  Bearing  And  Cover,  For  Bridge,  Floating,  Aluminum,  Highway,  Deck  Balk 
Superstructure 

Plotes,  Carbon  Steel,  For  Forging  And  Similar  Applications  •  27  Dec  1985 . 

Plates,  Floor  Rolled  Steel  *  31  Jul  81.... . . . 

Plotes,  Metallic  Bone, standard  Speclficotionfor  -  27  Aug  82  . . . . . . 

Plates,  Pressure  Vessel,  Heat  Treated,  Carbon-manganese-silicon  Steel  -  4  Oct  1984 
Plates,  Pressure  Vessel,  Alloy  Steel,  High  Strength,  Quenched  &  Tempered  *  31  Aug 
1987 

Plates,  Rolled  Steel,  Shapes,  Sheet  Piling,  &  Bars  For  Structural  Use,  General 
Requirements  For  *  27  Mar  1987 

Plates,  Steel,  For  Pressure  Vessels,  Generalrequircments  For  •  27  Mar  87 . . . 

Platform,  Airdrop,  Type  V  . . . . . . . . 

Platform,  Aluminum  And  Steel,  And  Accessories  (For  Ships  Brows) . . 

Platform,  Cargo,  Aerial  Delivery  A/E29H*!  . . 

Platform,  Exercise  Mat,  Physicol  Therapy  . . . . . . 

Platform,  Po-toon,  Workboat  (Oil  Containment  Boom  Handling)........ . . . 

Plating  ■  N.  el  Cadmium,  Diffused  •  1  Jul  83  . . . . . . . . 

Plating  Aluminum  For  Solderability  Zinc  Immersion  Process  ■  15  Jan  77  . 

Plating  Lead  4.  Indium  *  l  Apr  82  . . . . . . . . . . 

Plating  Magnesium  For  Solderability  Zinc  Immersion  Process  •  16  Jul  79..., . 

Plating  Unit,  Selective  (Brush),  Portable...,. . . . . . . . . 

Plating,  Black  Nickel  (Electrodeposifed)  On  ( rass.  Bronze,  Or  Steel . . . . 

Plating,  Cadmium-titanium  -  15  Oct  79  . . . . . . . 

Plating,  Cadmium  (Electrodeposited)  . . . 

Plating,  Chromium,  Electro-deposited,  (On  The  Interior  Surfaces  Of  20  MM  MK  1 1 
Gun  Barrels) 

Plating,  Chromium,  Hard  Deposit  •  1  Apr  85  . . . 

Plating,  Copper  •  1  Apr  86  . . . . . . . 

Plating,  Copper,  Electroless  (For  Non-conducting  Material. . . . . . 

Plating,  Gold,  For  Thermal  Control  *  1  Oct  84........ . . . . . . . . . 

Pioting,  Gold,  For  Thermal  Control  •  1  Oct  84 . . . . . . 

Plating,  Nickel  Tungsten,  Electrodeposit  On  Aluminum  Alloys,  By  Selective  (Brush) 
Method 

Plating,  Nickel,  Low  Stressed  Deposit «  1  Jan  84 . . .  . . 

Plating,  Silver  &  Rhodium  •  1  Oct  84...,. . . . . . . . . 

Pioting,  Silver,  Nickel  Strike,  High  Sake  *  1  Oct  84 . 

Plating,  Soft  Nickel  (Electrodeposited,  Sulfamate  Both . . . 

Plating,  Tin  Lead  (Electrodeposited.......... . . . . . . . . . 

Plating,  Tin-cadmium  (Electrodeposited) . . . 

Pioting,  Tin,  Immersion  *  l  Oct  82 . . . . . . . 

Platinum  Foil  (Dental).,, . . . . . . . . . 

Platoon  Ecrly  Warning  System  AN/TRS*2()... . . . . . . 

Piayplpe,  Nozzle,  Fire  Hose . . . . . . . . . . . 

PJicomycin  For  Injection,  USP . . . . . . . 

Plier,  Dentol  No.  114,  Johnson  Design....... . . . . . . 

Plier,  Opticians,  Screw  &  Rivet  Peening . . . . . . . 

Plier,  Opticians,  Screw  Cutting... . . . . . . . 

Plier,  Opticians,  Finger  Piece,  5  Inch  . . .............. . . . . . 

Plier,  Opticians,  Endpiece  Gripping . . . . . 

P.Ter,  Opticians,  Rivet  &  Shield  Burnishing  . . . . . . . . 

Plier,  Opticians, temp  Le  Angling....... . . . . . . . . 

Plier,  Opticians,  lens  &  Aligning,  7-1/4  In.  . . .  .«  . . . . ......... 

Plier,  Opticians,  Chipping . . . . . . . . . . . . . 

Piter,  Slip  Joint  (line  Clomp) . . . . . . . . 

Pliers,  Dental  . . .  . . . . . . . . . . . . . 

Pliers,  Dentol  (Stelglitz,  5*3/16  Inches)  ................. . . . . . 

Pliers,  Dentol,  (Bending) . . . . . . . . . . 

Pliers,  Dentol,  Amalgam  Reinforcement  Pin..,-,,,...,.,,,. . . . 

Pliers,  Dental,  Contouring  And  Crimoing,  No.  137 . . . . . . . . 

Pliers,  Diagonal  Cutting . . . . . . . 

Pliers,  Hog  Ring  Stople  (Upholsterer  S),  Broke  Repoir  (Broke  Spring),  And  Hose 
(Wire) 

Pliers,  Jeweler  S . . . . . . . . 

Pliers,  Opticians,  Lens  Axis  Aligning,  6  Inch.............. . .  . . 

Pll»r*  P! i>rj.  Slip  Joint..  . . . . .  . . . 

Pliers,  Retaining  Ring  .....  „  . . . . . . . . .  .. ...... 

Plotter  Combat  Mission,  PLU-6/C  (Air  Navigation)  . . . . . 

Plotter  Mk  19  Mods  0  Through  . . . . . . . 

Plotter,  Rectangular  Coordinates,  (Cocrdmafogroph) .......  . . . . 

Plotting  Board  Ml-122(  ) . . . . . ...... . . . . . . . . 

Plotting  Board,  Flash  Ranging,  Fire  Control,  M5A2E2  And  M18  . . . . 

Plotting  Board,  Tactical  Display  (Synchro,  24  Inch) . . . . . . . . 

Plotting  Board,  Ml7„... . .  . . . 

Plotting  Board,  Tactical  Oisplay,  PT*429/A  . . . . . . .  „ . . 

Plotting  Board,  Indirect  Fire,  M16  W/e  . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  A533A/533M-82 

9515 

SH 

25  Jan 

85 

MR  SH 

l 

MIL-P-52101D 

5420 

ME 

1)  Mar 

83 

ME 

ASTM  A827-85 

9515 

MR 

05  Moy 

86 

MR  OS 

20 

ASTM  A786-81 

9515 

SH 

24  Sep 

84 

MR  SH 

ASTM  F786-82 

4515 

MB 

15  Aug 

87 

MD  MS 

03 

ASTM  A537/A537M-84 

9520 

YD 

17  Jun 

85 

MR  YD 

99 

ASTM  A517/A517M-87A 

9515 

MR 

02  Dec 

87 

MR  YD 

99 

ASTM  A6/A6M-87A 

9515 

MR 

10  Jun 

87 

MR  SH 

ASTM  A20/A20M-87 

9515 

MR 

15  Jul 

07 

MR  SH 

MIL-P-44115 

1470 

Gl 

21  Ocl 

83 

GL  AS 

99 

MIL-P-23210D 

2090 

YD 

05  Mar 

84 

ME  YD 

L 

MIL-P-83037A  (1) 

1670 

82 

18  Feb 

82 

99 

A-A-51896 

6530 

MB 

24  Apr 

87 

MD  MS 

03 

l 

MIL-P-29191A 

1945 

YD 

13  Jan 

89 

YD 

AMS  2416F-83 

MFFP 

MR 

09  Aug 

84 

MR  AS 

20 

AMS  2420B-77 

MFFP 

MR 

13  Moy 

77 

MR  AS 

20 

AMS  2415E-82 

NOTICE  2 

MFFP 

MR 

26  Aug 

82 

MR  AS 

20 

AMS  24218-79 

NOTICE  2 

MFFP 

MR 

30  Mar 

88 

MR  AS 

20 

MH-P-80249A 

NOTICE  1 

3426 

IP 

17  Mar 

87 

Al  SH 

99 

L 

MIL-P-18317 

MFFP 

OS 

22  Dec 

54 

OS 

AMS  2419A-79 

MFFP 

MR 

30  Mar 

88 

MR 

20 

NOTICE  2 

QQ-P-416E 

MFFP 

/AS 

18  Apr 

86 

MR  AS 

20 

L 

MIL-P-T9419A 

1005 

AS 

9  Ncv 

60 

AS 

AMS-2406G-85 

MITP 

AT 

17  Jul 

85 

AT  AS 

20 

AMS  24180-84 

MFFP 

MR 

23  Apr 

86 

MR 

20 

L 

MIL-P-47226 

95GP 

Ml 

30  Aug 

85 

Ml 

AMS  24258-84 

MFFP 

MR 

03  Mar 

85 

MR  AS 

20 

AMS  2425C-84 

MFFP 

MR 

08  Mar 

85 

MR-AS 

20 

L 

MIL-P-47184 

MFFP 

Ml 

12  Jul 

74 

Ml 

AMS  2424C-84 

MFFP 

MR 

08  Mar 

85 

MR  AS 

20 

AMS  2413C-84 

MFFP 

MR 

08  Mar 

85 

MR  AS 

20 

AMS  2410G-84 

MFFP 

MR 

08  Mar 

85 

MR  AS 

20 

l 

Mll-P-27418  (1) 

MFFP 

12 

14  Jul 

67 

12 

MII-P-81728A  (1) 

MFFP 

AS 

28  Mar 

80 

MR  AS 

20 

MII-P-23408B 

MFFP 

AS 

23  Aug 

S3 

MR  AS 

20 

AMS  2409E-82 

MFFP 

MR 

01  Nov 

83 

MR  AS 

20 

QO-P-00428C 

6520 

/DM 

28  Feb 

67 

MD-MS 

03 

L 

MII-P.49115A  (2) 

5895 

CR 

26  Feb 

88 

CR 

MIL-P-12164E 

4210 

ME 

29  Mar 

84 

ME 

99 

A-A-0053619 

6505 

MB 

26  Aug 

88 

MD  MS 

03 

Mll-P-36892 

6520 

DM 

24  Aug 

72 

MD  MS 

03 

A-A-51221 

6540 

/MB 

22  Nov 

85 

MD  MS 

03 

A-A-51222 

6540 

/MB 

20  Nov 

85 

MD  MS 

03 

A-A-J1223 

6540 

/MB 

20  Nov 

85 

MD  MS 

03 

A-A-51117 

6540 

/MB 

12  Nov 

85 

MD  MS 

03 

A-A-51U8 

6540 

/MB 

08  Nov 

85 

MD  MS 

03 

A-A-51119 

6540 

/M8 

14  Nov 

85 

MD  MS 

03 

A-A-51120 

6540 

/MB 

20  Nov 

85 

MD  MS 

03 

A-A-51121 

6540 

/MB 

22  Nov 

85 

MD  MS 

03 

GGG-P-00477A 

5120 

t 

23  May 

67 

MIL-P-37083A 

6520 

DM 

15  Jun 

87 

MD  MS 

03  MB 

A-A-53234 

6520 

/MB 

29  Sep 

87 

MD  MS 

03 

A-A-53409 

6520 

/MB 

21  Mor 

88 

MD  MS 

03  DM 

MIL-P-36855A 

6520 

DM 

27  Jul 

87 

MD  MS 

03 

MIL-P-37361 

6520 

DM 

04  Feb 

77 

MD  MS 

03 

A-A-2330 

5110 

: 

01  Apr 

85 

GGG-P-00474 

5120 

t 

11  May 

67 

GGG-P-00475 

5120 

t 

01  Jun 

64 

A-A-51617 

6540 

/MB 

31  Oct 

86 

MD  MS 

03 

GGG-P-471E 

5)20 

% 

06  Apr 

76 

GGG-P-480E 

5120 

*Gl 

11  Mar 

74 

GL 

99 

l 

Mll-P-87133  (2) 

6605 

71 

11  Apr 

88 

99 

L 

MIL-P-234058 

NOTICE  1 

1260 

OS 

27  Jon 

87 

OS 

MII-P-52307A 

6675 

ME 

07  Apr 

77 

ME 

99 

MIL-P-11220C 

NOTICE  ) 

6660 

CR 

27  Apr 

88 

CR 

99 

l 

MIL-P-45605A  (1) 

1220 

AR 

20  Dec 

69 

AR 

l 

MIL-P-15418C 

6605 

SH 

27  Oct 

61 

SH 

l 

MIL-P-45694 

1220 

AR 

24  Feb 

61 

AR 

L 

MII-P-19441A 

6605 

AS 

15  Jul 

59 

AS 

L 

MIL-P-45069B  (1) 

1220 

AR 

29  Dec 

69 

AR 

531 


ALPHABETICAL  LISTING 


TITLE 


Plotting  Board,  Tactical  Display  PT*396/AS . . . . . . 

Plotting  Board,  XM)9,  W/e . . . . . . . . . . 

Plotting  Board,  flash  Ranging,  fire  Control.  M18 . . . . . . 

Plotting  Boards,  Ship  S  Status  And  Tactical  Display  (Naval  Shipboard  Use)... . 

Plotting  Instrument  Set,  Stereoplotter,  Multiplex  Laboratory,  Packaging  Of..... . 

Plotting  Set,  Theodolite  ML-62 5/GM . . . . . . . . 

Plotting  Sheet,  Polyester  Film,  1,000  Meter  Grid,  1.25,000  Scole  . . . . 

Plotting  Sheet,  Plane  Table  (Unmounted,  While,  Smooth  Surface,  Heavy,  Gridded)  .. 

Plotting  Table,  Anti-submarine  And  Dead  Reckoning  (Nova!  Shipboard)  . . 

Plotting  Table,  Photographic  Film, . . . . . . . . . . . . . 

Plug  &  Bleeder  •  Screw  Thread . . . . . 

Plug  •  Exhaust  Port  Closure,  Aircraft  Engine  (Asg). . . . . . . . . 

Plug  -  Straight  Thread,  (O)  Ring  Seal,  Aluminum  (Inactive  7  June  72 . . . 

Plug  And  Cap,  Tube,  Solder-joint,  Refrigeration................ . . . . . . . . . 

Plug  And  Disc  Assembly,  8597489 . . . . . . . . . . 

Plug  And  Flange  (For  Drum  Closure)  . . . . . 

Plug  Assemblies,  Straight . . . . . . . . . . . 

Plug  Assemblies,  Right  Angle . . . . . . . . . . . . 

Plug  Assembly  &  Instrument  Electrical  (Supersedes  Usaf  Dwg  37A5157) . . . 

Plug  Assembly,  (Sealing  Clamp)  Life  Raft  Repair . . . . . 

Plug  Assembly,  Lifting,  Universal . . . . . . . . . 

Plug  Driver,  Antenna  (Asg) . . . . . . . . . . . . . 

Plug  Flared  Tube.. . . . . . . . . . . 

Plug  For  O  Ring  Gasket. . . . . . . . . . . 

Plug  Set,  Radiator  Test  . . . . . . . . . . . 

Plug  Shipping,  Spark  Plug  Port  (18MM),  Aircraft  Engine....... . . . . . . 

Plug-hexagon  Heod-oil  Cooler  . . . . . . . . . 

Plug-in  Unit  For  Test  Set,  Echo  Simulator  (U)  . . . . . . . . 

Plug,  Air  Inlet . . . . . . . . . . . . . . 

Plug,  8asc,  Training,  Atomic  projectile . . . . . . . . . 

Plug,  Bleeder,  Tube,  Precision  Type . . . . . . . . 

>'ug,  Closing  105MM . . . 

Plug,  Closing,  For  Artillery  And  Mortar  Projectiles . . . . . 

Plug,  Connector  (Typo  5m)  UG&699/U . . . . . . . . . 

Plug,  Connector  (Type  S*m)  UG-692/U  (Inactive  6  Nov  1964) . . . 

Plug,  Connector  (Type  S  M)  UG-693/U  (Inactive  6  Nov  1964) . 

Plug,  Dehydrator,  Humidity,  Indicating  ... . . . . . 

Plug,  Dehydrator,  Humidity  Indicating,  Engine  Cylinder,  18  Mm  Thread . . . 

Plug,  Dehydrator,  Humidity  Indicating,  Engine  Cylinder,  14MM  Thread . . . 

Plug,  Ear,  Hearing  Protection,  Universal  Sbte,  Yellow,  Vinyl  Foam . . . 

Plug,  Ear,  Hearing  Protection  Universal  Size  With  Heodband . . . 

Plug,  Ear,  Hearing  Protection,  Cylindrical  Silicone  Base . . 

Plug,  Ear,  Noise  Protection,  Triple  Flange  . . . . . . . . . 

Plug,  Electric,  Two-wire,  Aircraft  Storage  Battery  . . . . . . . 

Plug,  Electric,  Aircraft  Storage  Battery . . . . . - . . . . . 

Plug,  Electric,  Four  Wire,  Aircraft  Storage  8attery . . . . . . 

Plug,  Electricol  For  Locking  Devices  XM77,  XM85  And  XM86  . . . . 

Plug,  Electricol,  Surface  To  Surfoce,  For  M75E1  Adoption  Kit . . . 

Plug,  Electricol,  12  Pin,  5  Ampere,  125  Volt  Direct  Current  (Symbol  No.  7 18.1 
Plug,  Efecfricol,  4  Pole  Grounded,  100  Ampere,  450  Vo(t,  3  Phase  (Symbol  No. 
1222) 

Plug,  Electrical,  3  Pin  Grounded,  10  Ampere,  450  Volt,  60  Cycle,  Single  Phose 
(Symbol  No.  1257) 

Plug,  Electrical,  4  Pin  Grounded,  10  Ampere,  450  Volt,  60  Cycle,  A.c.,  Symbol  No. 
1258 

Plug,  Electrical,  10  Ampere,  125  Volt,  Single  Pole,  Mole  (Symbol  No.  727.1).. . .... 

Plug,  Electrical,  10  Ampere,  125  Volt,  Double  Pole,  Male  (Symbol  No.  729.1) 
300667 

Plug,  end  Seol,  Electrical  Connector,  Size  16,  20,  And  50  Ohms  Coaxial . . 

Plug,  End  Seal,  For  AML-C-26482,  MIL-C-5015,  MIL-C-81703  And  MIL-C-83723 
Electricol  Connectors 

Plug,  End  Seol,  Electric  Connector . . . . . . . . . . . . . 

Plug,  End  Seol,  Electrical  Connector . . . . . . . . . . 

Plug,  Expansion  . . . . . . . . . . . . . 

Plug,  Expansion-oms  5510  (Asg)  . . . . . 

Plug,  Expansion-oms  4C03  (Asg)  . . . . . . . . . . 

Plug,  Expansion-topered,  Amt  5040  (Asg)  . . . . . . . 

Plug,  Expansion,  Metric,  General  Specification  For . . . . . . . . ..................... 

Plug,  Expansion,  Plain  . . . . . . . . . . . . . 

Plug,  Expansion,  Carbon  Steel,  Metric  . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-P-18987A  (2) 

6605 

AS 

12  Oct 

65 

AS 

L 

MH-P-48602 

1220 

AR 

30  Sep 

76 

AR 

L 

MIL-P-50363 

1220 

AR 

09  Oct 

69 

AR 

L 

MIL-P-2I38IB  (1) 

6605 

SH 

13  May 

63 

SH 

L 

MIL-P-52650A 

6675 

ME 

02  Apr 

75 

ME 

L 

Mll-P-27965 

6660 

13 

21  Sep 

67 

99 

L 

MIL-P-21755C 

7530 

GL 

19  Nov 

84 

Gl 

Mll-P-I 1082C 

7530 

Gl 

30  Apr 

69 

GL 

99 

L 

MIL-P-2314ID  0) 

6605 

SH 

15  Aug 

68 

SH 

L 

MIL-P-19990A  (2) 

6740 

AS 

22  Jul 

77 

AS 

AN814 

4730 

82 

17  Aug 

83 

AS 

99 

REV  14 

MS-29531 

2810 

AS 

20  Nov 

53 

AS 

99 

MS.123120C 

4730 

82 

07  Jun 

72 

AV 

AS 

82 

THRU  123150C 
MS-359248 

NOTICE  1 

4730 

GL 

31  Oct 

86 

Gl 

YD 

99 

L 

MIL-P-70465  (2) 

1315 

AR 

18  May 

86 

AR 

PPP-P-420B  (1) 

8110 

•Gl 

08  Apr 

74 

GL 

AS 

69 

L 

MIL-P-24217/7 

5935 

SH 

05  Sep 

84 

SH 

L 

MIL-P-24217/8 

5935 

SH 

05  Sep 

84 

SH 

AN3116 

5935 

85 

16  Oct 

52 

AV 

85 

REV  2 

MS-27826A 

4220 

SH 

29  Aug 

75 

SH 

L 

MIL-P-70438  (1) 

1320 

AR 

26  Jan 

87 

AR 

MS-25120A 

5985 

AS 

18  Jun 

76 

AS 

85 

AN806 

REV  7 

4730 

82 

16  Apr 

82 

AV 

AS 

99 

L 

MS-182298 

4730 

SH 

30  Oct 

86 

SH 

L 

MIL-P-45570B 

4910 

AL 

27  Aug 

85 

Al 

MS-29509B 

NOTICE  1 

2810 

82 

01  Sep 

86 

AV 

AS 

99 

MS-29522A 

4730 

AS 

03  Feb 

65 

AS 

99 

L 

MIL-P-23108  (1) 

1355 

OS 

09  Aug 

63 

OS 

L 

MIL-P-10129A 

4240 

EA 

19  Mar 

70 

EA 

L 

MIL-P-50834 

1110 

AR 

06  Apr 

87 

AR 

NOTICE  1 

MS-2439IG 

4730 

82 

16  May 

85 

99 

L 

MIL-P-48241  (1) 
NOTICE  1 

1315 

AR 

27  May 

87 

AR 

L 

MIL-P-4643BA 

1315 

AR 

15  Dec 

70 

AR 

L 

MS-35122A 

5935 

CR 

31  Mar 

55 

CR 

L 

MS-351 15A 

5935 

CR 

06  Nov 

64 

CR 

L 

MS-351 16A 

5935 

CR 

06  Nov 

64 

CR 

MIL-P-6131C 

6685 

AS 

31  Jan 

84 

AV 

AS 

99 

MS-27215C 

6685 

AS 

20  Feb 

75 

ME 

AS 

99 

MS-3396 

6685 

AS 

15  Jul 

69 

ME 

AS 

99 

MII-P-37407B 

6515 

MB 

08  Nov 

85 

MD 

MS 

03 

MIL-P-0037564A 
NOTICE  ) 

6515 

MB 

20  Oct 

88 

MD 

MS 

03 

MIL-P-37055  (1) 

6515 

DM 

04  Oct 

74 

MD 

MS 

03 

MIL-P-36714B 

6515 

DM 

06  Oct 

76 

MD 

MS 

03 

L 

MS-3349C 

5935 

AS 

01  Jun 

84 

ER 

AS 

85 

Q 

MIL-P-18148C  (2) 
NOTICE  1 

5935 

AS 

08  Sep 

87 

AV 

AS 

85 

MS-25182G 

5935 

AS 

01  Jun 

84 

AV 

AS 

85 

L 

MII-P-14990A 
NOTICE  1 

1115 

AR 

06  Apr 

87 

AR 

L 

MIL-P-48821 

NOTICE  1 

1135 

AR 

06  Apr 

87 

AR 

L 

MII-P-2726/4A 

5935 

SH 

30  Apr 

68 

SH 

L 

MIL-P-2726/29 

5935 

SH 

30  Jun 

67 

SH 

L 

MIL-P-2726/52A 

5935 

SH 

03  Jul 

86 

SH 

l 

MII-P-2726/53A 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-P-2726/30 

5935 

SH 

30  Jun 

67 

SH 

L 

Mll-P-2726/31 

5935 

SH 

30  Jun 

67 

SH 

L 

MS-27 186B 

5935 

85 

27  Feb 

87 

85 

NOTICE  1 

MS-3I87E 

5935 

AS 

14  Apr 

77 

CR 

AS 

85 

MS-2525IA 

5935 

AS 

18  Sep 

61 

CR 

AS 

85 

MS-274881. 

5935 

AS 

15  Mor 

85 

CR 

AS 

85 

MIL-P-20691C 

5340 

AT 

16  Mor 

87 

AT 

AS 

99 

MS-9379 

5340 

AS 

2  Feb 

62 

AS 

11 

MS-9380A 

5340 

AS 

19  Dec 

66 

AS 

11 

l 

MS-9176 

5340 

AS 

02  Feb 

62 

AS 

DOD-P-70330 

5340 

AR 

16  Aug 

82 

AR 

99 

MS-35648A 

3340 

AT 

09  Sep 

87 

AT 

AS 

99 

DO0-P-70330/1 

5340 

AR 

16  Aug 

82 

AR 

99 

532 


ALPHABETICAL  LISTING 


TITLE 

Plug,  Expansion,  T  pered  Metric . . . . . . . . . 

Plug,  Expansion,  Cres,  Metric . . . . . . . . . . . 

Plug,  expansion,  Aluminum  Alloy,  Metric  . . . . . 

Plug,  Filling,  Portable  Flame  Thrower,  C23 . . . . . 

Plug,  Flareless  Tube  . . . . . . . 

Plug,  Flareless  Tube  •  Mar  1986......... . . . . . 

Plug,  Fusible,  REFRIGERANT-12 . 

Plug,  Fusible,  Refrigerant  12......... . . . . . . . . . 

Plug,  Grounded  For  Submarine  Searchlights . . . . . . . 

Plug,  lifting  (Eyebolt  Type)  For  Projectiles. . . . . . . . 

Plug,  lifting,  Assembling,  Fusible  For  155MM  &  8  Inch  Projectiles . . . 

Plug,  lock  Assembly,  Ports  For,  Assembly  And  Pocking . . . . . . . 

Plug,  MJ  Tiiread,  O  Ring  Seal,  AMS  5640  •  Jan  1986.. . . . 

Plug,  Machine  Thread-arm  4121,  Preformed  Pocking,  Mll-S-8879  Thread . . . 

Plug,  Machine  Thread....... . . . . . . . 

Plug,  Machine  Thread  •  Ams  5646,  Preformed  Packing,  M,l*S*8879  Thread................ 

Plug,  Machine  Thread  drilled,  Ams  4121,  Preformed  Pocking,  MIL-S-8879  Thread . 

Plug,  Machine  Thread,  Magnetic,  (Drain). . . . . . . . 

Plug,  Machine  Thread  -  Drilled,  Ams  5646,  Preformed  Pecking,  MIL-S-8879  Threod  .. 

Plug,  Machine  Threaded  -  ,o,  Ring  Seal  (Inactive  7-2674) . . . . . 

Plug,  Machine  Threod,  O-riny . . . . . . . . . . 

Plug,  Machine  Thread  •  Ams  5646,  Preformed  Packing  (Inoctive  See  MIL-S*8879) . 

Plug,  Mochine  Thread-arm  5646,  Metal  Gasket,  Silver  Plated,  MIL-S-8879  Thread  .... 

Plug,  Machine  Thread,  37  Deg.  Flared . . . . . . . 

Plug,  Neoprene,  Nylon  Stuffing  Tube  (Inactive  Use  Mll-S-19622/14) . . . 

Plug,  Pipe......... . . . 

Plug,  Pipe,  Countersink  Hex  Head . . . . . . . 

Plug,  Pipe,  Hex  Head . . . . . . . . 

Plug,  Pipe,  Magnetic,  Headless,  Iron,  Steel  Or  Aluminum  Alloy . . . 

Plug,  Pipe,  Magnetic-headless,  Aluminum,  Iron  Or  Steel . . . 

Plug,  Plastic  (Heat  Exchanger  Tube) . . . . . 

Plug,  Protective  And  Preservative,  Plastic  (For  Internol  Threads)  . 

Plug,  Retaining,  Threaded  (Inactive  6  Nov  1964) . . . 

Plug,  Shock,  Attenuating  . . . . . . . 

Plug,  Straight  Thread,  O  Ring  Seal,  Steel . . . . . 

Plug,  Telephone  (Type  PJ-292)  And  Accessory  Screws . 

Plug,  Telephone  (Type  PJ-309)  And  Accessory  Screws . . . 

Plug,  Telephone  (Type  PJ-327)  And  Accessory  Screws . . . . . 

Plug,  Telephone  (Type  PJ-500B  And  PJ-540R)  And  Accessory  Screws . 

Plug,  Telephone  (Type  PJ-636)  And  Accessory  Screws . 

Plug,  Telephone  (Type  U-384/U)  5  Conductor,  Single . . . . . . . 

Plug,  Telephone  (Type  PJ-047B  And  PJ-047R)  And  Accessory  Screw . . . 

Plug,  Telephone  (Types  PJ-051B  And  PJ-051R)  And  Accessory  Screws  . . . . 

Plug,  Telephone  (Type  PJ-054B  And  PJ-045R)  And  Accessory  Screws . . . 

Plug,  Telephone  (Types  PJ-055B,  PJ-055R  And  PJ-055M)  And  Accessory  Screws . 

Plug,  Telephone  (Type  PJ-C68)  And  Accessory  Screws . . . 

Plug,  Telephone  (Type  PJ-291)  And  Accessory  Screws.... . 

Plug,  Telephone,  And  Accessor;  Screws,  General  Specification  For . . . 


Plug,  Telephone,  And  Accessory  Screws  (Screws,  Terminol  And  Shell) . 

Plug,  Tube  Fitting,  Threaded,  Floreless  Type,  Hydraulic  . . . . 

Plug,  Tube,  Precision  Type  . . . .  . . . . . . . . . . 

Plug,  Venting,  Electrolyte  Access  Hole,  Cell,  Aircraft  Alkaline  Storoge  Battery,.....,. 
Plug,  Venting,  Gravity  Controlled,  Efcctrolyte  Accss  Hole,  Cell,  AucroO  Leud  Acid 
Storage  Battery 

Plugger  Set,  Plastic  filling.  Dental  . . . . . . . . . 

Plugger,  Amolgom,  Dentcl,  Back  Action,  University  Of  Minnesota,  No,  4  . . 

Piuggcr,  Amalgam,  Dental  (Morkley) . . . . . . . . . . 

Plugger,  Air'  "gam.  Dental  . . . . . . 

Plugger,  Plastic  Dental,  (Glick  NO,1) . . . . . . 

Pluggtrs,  Pulp  Canal,  Endodontic  . . . . , . . . . 

Plugs  &  Cable  Assemblies,  External  Power,  Aircraft,  230/400  Volt,  400  Hertz  ...... 

Plugs,  Ear  (Hearing  Protection,  Cylindrical,  With  Cord) . . . . 

Plugs,  Eor,  Hearing  Protection,  Universal  Size,  Single  Flange  With  Headband  ........ 

Plugs,  Electrical,  Training,  For  M74  Warhead  Section . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

DS-21445 

5340 

n 

01  Mar 

84 

YD 

11 

DOD-P-70330/2 

5340 

AR 

05  May 

88 

AR 

99 

NOTICE  1 
DOD-P-70330/3 
NOTICE  1 

5340 

AR 

05  May 

88 

AR 

99 

L 

MIL-P-10585A  (1) 

1040 

EA 

10  Sep 

53 

EA 

NOTICE  2  (MU) 
MS-21913E 

4730 

AS 

26  Jun 

81 

AV 

AS 

99 

NOTICE  1 

MA  2035-86 

4730 

AV 

IS  Jun 

87 

AV 

MS-169938 

5340 

Gl 

22  Jun 

78 

Gl 

YD 

99 

MII-P-21769A 

5340 

GL 

31  Jan 

69 

Gl 

YD 

99 

l 

MS-17402 

NOTICE  1 

6150 

SH 

02  Jun 

86 

SH 

l 

MIL-P-20442B  (2) 

1320 

AR 

10  Aug 

81 

AR 

t 

MIL-P-308758  (1) 

1320 

MB 

03  Dec 

85 

AR 

L 

MIL-P-63295  (1) 
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ALPHABETICAL  LISTING 


TITLE 

Plugs,  Pipe,  Bra»  Or  B  onxe,  Threaded,  Square  Head  &  Square  Socket,  250  Lbs  & 
125  lbs 

Plugs,  Telephone  (Type  PJ-711,  PJ-778)  3  Conductor,  Single,  Double . . . 

Plumb  Bob  . . . . . . . . . . . . . . 

Plumbing  Fixtures  And  Accessories,  Packaging  01 . . . . . . . . 

Plumbing  fixture  Setting  Compound . . . . . . . 

Plumbing  Fixtures  (Bathtubs)  (Detail  Specification)  . . . . . . . . 

Plumbing  Fixtures  (Lavatories)  (Detail  Specification) . . . . . 

Plumbing  Fixture,  Enameled  Cast  Iron  •  15  Sep  1979........ . . . . . 

Plumbing  Fixtures  (General  Specification)  . . . . . . . . . 

Plumbing  Fixtures  (Water  Closets)  (Detail  Specification) . . . . . 

Plumbing  Fixture  (Urinals,  Land  Use)  (Detail  Specification)  . . . . 

Plumbing  Fixtures,  Vitreous  China  *21  Jun  82 . . . . . . . 

Plumbing  Fixtures,  Stainless  Steel,  (Designed  For  Residential  Use)  *  24  Feb  76.......... 

Plumbing  Fixtures  (Sinks,  Kitchen,  Service,  &  Laundry  Trays)  (Detail  Specification).... 

Plumbing  Fixtures  (Drinking  Fountains)  (Detail  Specification).. . 

Plumbing  Fixtures  (Shower  Bath  And  Emergency  Eye  And  Face  Wash  Outfits) . 

Plumbing  Fixture  (Accessories,  Land  Use)  (Detail  Specification)...........,.... . . . 

Plumbing  Fixtures  (Medical  Facilities,  land  Use)... . . . . . . 

Plumbing  Tool,  Aluminum  Pressure  Chamber . . . . 

Plummer  Tool  "rigger  Actuated . . . . . . . . . . 

Plunger,  Delay  Ml,  Parts  For  . . . . . . . . . . . . 

Plunger,  Deloy,  Ml,  Loading,  Assembling,  And  Pocking.  . . . . . . . 

Plywood  (Construction  &  Industrial) . . . . . . 

Plywood  -  Fire  Retardant  Treatment  By  Pressure  Processes  •  1984....... . . . 

Plywood  -  Preservative  Treatment  By  Pressureprocesses  (1985)... . . . 

Plywood  And  Veneer,  Aircraft  Flat  Panel..... . . . . . . . 

Plywood  In  Compression,  Testing  -  2  Jul  76 . . . . . . . . . . 

Plywood,  Construction  &  Industrial  -  May  1984 . . . . . . . . 

Plywood,  Flat  Panel . . . . . . . . . . . . . 

Plywood,  Hardwood,  Decorative  . . . . . . . . . . . 

Plywood,  Metal  faced . . . . . . . . . 

Plywood,  Packaging,  Packing,  And  Marking  Of . . . . . . 

Plywood,  Ship  And  Boat  Construction . . . . . 

Plywood,  Toughness  Of  -  2  Jul  82 . . . . . . . 

Pneumatic  Bag,  Aircraft,  Lifting,  12  Ton  Capacity,  Type  F-2  . . . . . 

Pneumotic  Power  Systems,  High  Pressure  (Request  For  Issue  Other  Than  DOD  Must 
Be  Sent  Via  ASD/ENES,  Wright-potferson  AFB  OH  45433-6503) 

Pneumatic  Systems,  Bleed-air,  For  Surface-effect  &  Hydrofoil  Craft  *  Nov  84  . . 

Pneumatic  System  Components,  Aeronautical,  Genero!  Specification  For  (Asg) .......... 

Pneumotic  Systems  For  Surface-effect  And  Hydrofoil  Croft,  Bleed  air  ■  Nov  1984 . 

Pneumotic  Tired,  Rough  Terrain,  10,000  Pound  Copocity  At  48  Inch  Load  Center . 

Pneumatic  Tool  Outfit,  600  CFM,  Compressed  Air,  Packaging  Of.... . . . 

Pneumotic  Types  For  Transport  Vehicles  (Edition  1) . . . . . 

Poacher,  Egg  (Aluminum) . . . . . . . 

Pocket  Planning  Set  And  Refill . . . . . . . . . . . 

Pocket,  Ammunition,  Magazine,  2  Clips,  .45  Col.,  Automatic  Pistol,  leother . . 

Pocket,  Ammunition  Mogozine,  9  MM. . . . . . . . . . 

Pocket,  Ammunition  Magozine,  Military  Police . . . . . . 

Pocket,  Ammunition  Mogozine . . . . . . . . . . . 

Pocket,  Ammunition  Mogozine,  Enlisted  Men  S,  M-1923 . . . . 

Pocket,  Parachute  Pock,  Log  Record  And  Manual  . . . . 

Pocket.ommunitfon  Magozine,  9MM  (Two  Clip)....... . . . . . . . 

Pod  Troy  Subassembly,  Simulating  Set...., . . . . . 

Point  And  Point  Assortments,  Pulp  Canal,  Dental,  Standardized,  Silver . . . . . 

Point  Assortment,  Pulp  Conal,  (Paper,  Absorbent) . . . . . . 

Point  System,  Fluorescent,  For  Aircrot  Application  (ASA) . . . . . 

Point,  Pulp  Canol,  Dental,  Standardized  Gulto  Percho . . . . . 

Point,  Pulp  Cano!,  Dental,  Standardized,  Guifo  Percha  . . . . . . 

Point,  Pulp  Canol,  Dental  Auxiliary,  Gutta  Percho  . . . . . 

Pointer,  Dfol,  Standard  Design  Of  Aircraft  Instrument . . 

Pointer,  lecture  . . . . . . . . . 

Pointer,  Torch  . . . . . . . . . . . . . 

Points  Designation  Template  For  Air  Photography  (Edition  No.  3)  . . . . . . . 

Points,  Pulp  Canal,  Dental,  Paper. . . . . . . . . . . . 

Poker . . . . . . . . . . . . . 

Polariscope,  Ophthalmic  lens . . . . . . . . . . . 

Polarity  Test  Plug . . . . . . . . . . . 

Pole  Contacts,  Non  Sensitive  Pushbutton  Switch  Single  *  28  Oct  1988 . . 
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ALPHABETICAL  LISTING 


TITLE 

Pole  Section,  Tent,  Upright,  And  Adapter,  Tent  Pole . . . . . . . . . . . . 

Pole,  Beach,  Pane!  Marker,  Meta!  . . . . . . . . 

Pole,  Folding  Cot,  Insect  Bar . . . . . . . . . . . . . . 

Pole,  Range,  Metal,  With  Case  . . . 

Pole,  Structural  Wooden,  For  High  Frequency  (HI)  Antennas........... . . . 

Pole,  Tent,  Light  Meta),  Special . . . . . . . . 

Pole,  Tent,  Telescopic,  Adjustable  5  Feet  To  9  Feet,  Magnesium  . . . . . 

Pole,  Tent,  Telescopic,  Adjustable,  Aluminum . . . . . . . . 

Pole,  Tent,  Upright  And  Ridge  . . . . . 

Poles  -  Preservative  Treatment  By  Pressure  Processes. . . . . . .... 

Poles  In  Service,  A  Guideline  For  The  Physical  Inspection  •  1972..... . . . 

Poles,  lodgepole  Pine,  •  Preservative  Treatment  By  The  Full  Length  Thermal  Process .. 

Poles,  Ski,  Steel  Shalt,  Monadjustable . . . . . . 

Poles,  Western  Larch,  -  Full  length  •  Preservative  Treatment  By  Thermal  Process 
(1983) 

Policies  &  Procedures  Governing  The  Air  Transportation  Of  Dongerons  Cargo 
(Edition  2)  (For  Issue  Other  DOD  Req  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO, 
Wash  OC  20330-5058) 

Policy  &  Procedures  For  Engineering  &  Design  Criteria  Monuol  Preparation  . . . 

Policy  &  Procedures  For  Project  Drawing  &  Specification  Preparation..... . 

Polish,  Automobile  (Liquid  &  Paste) . . . . . . . . . 

Polish,  Automobile,  Liquid  And  Paste . . . 

Polish,  Furniture  . . . . . . . . . . . . 

Polish,  Metal  (Brass)...... . . . . . . . 

Polish,  Metal  (Silver)  . . . . . . . . . . . . . 

Polish,  Metal,  Aluminum . . . . . . . . . . 

Polish,  Metal,  Liquid,  Mirror,  Searchlight,  Non-freezing  Type, . . . . . . . 

Polish,  Plastic  . . . . . . . 

Polish,  Shoe,  Paste . . . . . . . . . . . . . 

Polish,  Shoe,  Paste.... . . . . . . . . . . . . 

Polisher  Cleaner  Tarnish  Preventive,  SILVER  . . . . . . . . . . . . 

Polisher/grinder,  Metalluricol  Specimen,  Laboratory . . . . . . . . . 

Polisher,  Electric,  Portable  . . . . . . 

Polisher,  Floor,  Electric  (Commercial  Type).. . . . . . 

Polisher,  Floor,  Electric,  Concentrated.welght  Single  Brush  (Commercial  Type) . 

Polisher,  Floor,  Electric,  Divided  Weight  (Commercial  Type)  . 

Polisher,  Floor,  Electric,  Concentrated  Weight  Two  Brush  (Commercial  Type)  . 

Polisher,  Portoble,  Electric  . . . . . . . . . . 

Polishers,  Dental;  Mondrels,  Dental  Handpiece . . . 

Polishing  Compound,  Dental . . . . . . . 

Polishing  Machine,  Automotive  Crankshaft  And  Cam  Shofl . . . . . . . 

Polyakylene  Glyol  Heat  Treot  Quenchon!  -  15  Apr  80........ . . . . . 

Polybutadicne  -  Polyethylene  Copolymer  Sheets,  Virgin  And  Borated  (Issue 
Controlled,  Requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via  The 
Preparing  Activity  Of  The  Spec) 

Po!ybutodicnc,-Linear,  Carboxyl  Terminated . . . . . . . . 

Polychlorotrifluoroethylene  Tubing,  Unplasticized  -  15  Jul  77.... . . . . . 

Polychlorotrifluoroethylene  Film,  Unplasticized  •  15  Jul  77. . . . . . . . 

Polychlorotrifluoroethylene  (Pctfe),  Unplasticized  •  1  Jul  85 . ... . . . 

Polychlorotrifluoroethylene  Sheet,  Molded,  Unplosticized  »  15  Jul  77 . . . 

Polyelectrolyte,  Cationic,  liquid . . . . . . . . . . . . . . 

Polyester  Rope  (3  S frond  Hawserlaid)  (Prepared  Under  Project  Z«16.2.1) . 

Polyether  Cushioning  Motcriol  Foam-In-place,  Flexible  . . . . . . 

Polyethylene  Bogs,  Sheet,  &  Tubing,  Green  (Issue J  Controlled,  Requests  By  Other 
Than  DOD  Act  Must  Be  Submitted  Via  The  Preparing  Act  Of  The  Spec) 
Polyethylene  Plastic-Sheets,  Virgin  And  Borated  (Issue  Controlled  requ.sts  By  Other 
Than  Dod  Actys  Must  Be  Submitted  Via  The  Preparing  Acty  Of  The  Spec) 
Polyethylene  Sheeting  For  Cpnstruction,  Industrial,  &  Agricultural  Applications 
Standard  Specification  For 

Polyfluoroethylenepropylene  Film  &  Sheet  -  1  Oct  1985  . . . . ..... 

PoIyisobutyIcnc  (For  Ordnance  Use)....,.... . . . . . . . . . . 

Polyisobutylcne/ oil  Gel  . . . . . . 

Polymer  Matrix  Composites . . . . . . . . . 

Polymer,  liquid,  Polybutodicnc,  Corboxy  Terminated . . . . . 

Po!;mc.-!c  Mcrcrlc!:  Sheri  Term  Prcpe'iy  Evs,yo,»P'»s  29*  S*p»-19  d7  (Second 
Edition) 

Polymeric  Materials,  Synthetic,  Recommended  Practice  For  Determining  Resistance 
Of,  To  Fungi  «  13  Apr  70  (Rccpproved  1980) 

PolymenVMatcriols  *  Long  Term  Propcry  Evaluation*  *  19  Sept  1987  (Second 
Edition) 

Polymeric  Materials  To  High  Energy  Radiation,  Exposure  Of  »  20  Sep  66 .................. 

Polymeric  Materials  -  Use  In  Electrical  Equipment  Evaluations  28  Sept  1987 
(Second  Edition 

Polymeric  Materials  ■  Fabricated  Ports  *  12  May  1983  (Fourth  Edition  . . . 

Polymeric  Materials  *  Industrial  laminates.  Filament  Wound  Tubing,  Vulcanized 
Fiber,  &  Materials  Used  In  Printed  Wiring  Bocrds  »  18  Nov  1985  (First  Ed.) 
Polymeis  &  Copolymers,  Vinyl  Chloride,  Total  Chlorine  In  -  12  Sep  55 . . . 
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ALPHABETICAL  LISTING 


TITLE 

Polymers  By  Thermal  Analysis,  Standard  Test  Method  For  Heats  Of  Fusion  & 
Crystolization  Of  *  28  Nov  83 

Polymers  Semicrystolllne  By  The  Hot  Microscopy  Method  Melting  Point  -  26  Nov  82 
Polymers,  Transition  Temperatures  Of,  By  Thermal  Analysis  -  29  Jan  82.. . 

Polymyxin  B  Bacitracin  Ointment  . . . . . . 

Polymyxin  B  Sulfate,  Sterile,  USP. . . . . . 

Polyoxyethylene  Gfycol  (Request  For  Issue  Other  Than  OOD  Must  8e  Sent  Via 
Preparing  Activity  .  Commanding  Officer,  Naval  Ordnance  Station 
Standordiiation/documentation  Div.  (524),  Indian  Head,  Md  20640-5000 

Polypropylene  Cores,  Strand  Centers  And  Substrands  For  Wire  Rope . . . 

Polysobutylene  Binder, . . . . . . . . . . . 

Polystyrene  Molding  &  Extrusion  Materials  -  26  Jun  81............. . . . 

Polystyrene,  Unmodified  (For  Use  As  A  Binder  In  Explosives). . . 

Polytetrafluoroethyfene  (PTFE)  . . . . . . . 

Polytetrofluoroethylene  Ports  &  Coatings  &  Polyamide  Ports  (Rel  To  Other  Than 
DOD  Req  Prior  Appr  Of  NAVSEASYSCOMD) 

Polytetrofluoroethylene  (PTFE)  Sheet,  Gloss  Cloth  Reinforced  -  1  Oct  85 . . . 

Polytetrafluoroethyfene  Extrusions,  Normal  Strength,  As  Sintered,  Radiographically 
Inspected  •  1  Oct  84 

Polytetrofluoroethylene  Bonding  Preparation,  Surface  Treatment  Of  *  1  Oct  81  . . 

Polytetrofluoroethy  Resin  Coating  Low  Build,  370  Deg  •  400  Deg  C  (700  Deg  •  750 
Deg  F)  Fusion  -  1  Apr  83 

Polytetrofluoroethylene  Resin  Coating  High  8uifd,  370  Deg  *  400  Deg.  C  (700  Deg 
•750  Deg  F)  Fusion  •  1  Apr  83 

Polytrifluorochloroethylene  Unplasticized  •  1  Jul  57  . . . . . . . 

Polyurethane  Elastomer  8Inder  (For  Use  In  Ammunition)  . . . . . . . 

Polyurethane  Foom,  Rigid,  For  Packaging  And  Encapsulation  Of  Electronic 
Components 

Polyurethone  Foom,  Rigid  Or  Flexible,  For  Packaging  . . . . . . 

Polyurethane  Foam  Kit,  Rigid . . . . . . . . . . 

Polyvinyl  Acetate  Aqueous  Emulsion  (PAAE)  (For  Use  In  Ammunition) . 

Polyvinyl  Alcohol,  Granular  (Metric).... . . . . . . . . . . 

Polyvinyl  Alcohol  Ophthalmic  Solution . . . . . . . . . 

Polyvinyl  Chloride  (For  Use  In  Pyrotechnics) . . . . . 

Poncho,  Wet  Weather . . . . . 

Poncho,  Wet  Weather,  Heavy  Duty . . . . . . . . 

Ponton  Boat,  Half  Section,  Aluminum  Hull,  Spoon  Bow . . . . . . . 

Ponton  Boots,  Aluminum,  For  Floating  Footbridge  . . . . . . 

Ponton  Float,  Pneumatic,  Three-tube  Holf  Float,  12*TON  Capacity . . 

Pontoon,  Deck  Fittings  &  Outfitting  Accessories,  Detoil  Sppcification  For . . . 

Pontoon,  Drydoek  Equipment,  Miscellaneous  Fittings  &  Accessories,  Detail 
Specification  For 

Pontoon,  Joining  Fittings,  Tools,  &  Cages,  Dcloil  Specification  For...... . . . . . 

Pontoon,  Steel,  Sectionol,  P  Series,  Detail  Specification  For . . . 

Pontoons,  Steel,  Sectional,  (P)  Series.  Including  Fittings  And  Tools  (For  Coupling 
Into  Flooting  Structures) 

Pop&volue&fest  Bench  Assembly . . . . . . . 

Popcorn,  Unpopped  . . . . . . . . . . 

Porcelain  Enameling,  Steel  Sheet  For  •  1  Aug  80 . . . . . 

Porcelain  Enamel  Products  And  Household  Appliances,  Electrical  And  MecHanicol  * 
Requirements  For  Packaging  Of 

Pork  Chop,  Dehydrated,  Uncooked,  Flaked  And  Formed . . . . . . . 

Pork  Chops,  Dehydrated,  Uncooked . . . . . . . . 

Pork  In  Borbccue  Sauce,  Thermostcbilized,  Troy  Pack . . . . 

Pork  In  Barbecue  Souce,  Thermosfabilized,  Troy  Pock . 

Pork  Potties,  Precooked,  Dehydrated,  for  Meal,  Ready  To  Eat . . . . 

Pork  Sausage  Links  In  Brine,  Thermostcbilized,  Tray  Pock  , . . . . . 

Pork  Sousoge  links  In  Brine,  Thermostcbilized,  Tray  Pock  . . . . . . 

Pork  Slices,  With  Gravy,  Thermostcbilized,  Tray  Pack . . . . 

Pork  Slices,  With  Gravy,  Thermostcbilized,  Troy  Pack . . . . . . . . 

Pork  Sfeok,  Flaked,  Formed,  Breaded,  Frozen . . . . 

Pork  With  Rice  In  Borbeque  Souce  *  Smoke  Flavoring  Added,  Thcmostobilized,  For 
.UesL  Keady-ta  cat 

Portable  Blood  Warmer . . . . . . . . . . . 

Portfolio,  Double-pocket,  Presentation  . . . . . . . . . . . 

Portfolio,  Envelope,  Slide  Fasten?'  (Artificial  leather) . . .  .... ...............  . . . 

Portfolio,  Envelope,  Leather,  Arlificol  Leather,  Slide  Fastener . . . . . 

Portfolio,  Plastic . . . . . . . . . . . 

Portrayal  Of  Navigation  Grid  Information  Reqvest  For  Issue  Other  Than  Dod  Must 
Be  Sent  Via:hq  Uscf/xoxx  (Iso)  Wosh  Dc  20330-5058 
Ports  (Edition  No.  4)  (Rel  To  Other  Than  DOD  Ref  To  HO  USAF/XOXX-lSO  Wosh, 
Ox.  20330-54581 

Position  &  Azimuth  Determining  System  (PADS)  AN/USO-70  (U)  ......  . . . . 

Position  Indicating  Assemblies,  Electrical,  Wheels  And  Flops  ....  .... 
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ALPHABETICAL  LISTING 


TITLE 

Position  Of- Pilot  Operated  Novigotion  &  Radio  Controls  (Edition  4)  (Req  Other 
Than  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

Position  Of  Pilot  Operated  Navigation  And  Radio  Controls  In  Fixed  Wing  Aircraft 
(Rel  To  Other  Than  Dod  Act  Rcqpr  Appr  Of  CNM,  Mat  09B21,  Wash,  D.c. 

20360 

Position  Reference  System  For  Aeronautical  Charts  led  2)  Other  Than  Dod  Refer  To 
Hq  Usaf/xoxx-Iso  Wash,  Dc  20330-5058 

Position  Reference  Systems  For  Aeronautical  Charts  Request  For  Issue  Other  Than 
Dod  Mustbe  Sent  Vias  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058 

Positioner,  Step  (For  Torpedo  Mk  37  Mod  2) . . . . . . . . 

Positioner,  Welding,  Table  Type,  Gear  Driven  . . . . . . . 

Positioners,  Welding,  Rotating  Table  Type,  Cantilever  A*m  Design  . . . 

Positioners,  Welding,  Heodstock,  Toilstock,  And  Combination  Types . . 

Positioning  Set,  Surgical . . . . . . . . . . . . 

Post,  Aiming,  M1A2. . . . . . . . . . . . . . 

Post,  Binding  (Noninsulated),  Type  P306NC01, . . . . . . . . 

Post,  Binding,  Electrical  (Insulated  And  Uninsulated)  General  Specification  For . . . 

Post,  Binding,  Electrical  (Insulated)  Types  P801FA01  To  PB01FA04,  Inclusive  . 

Post,  Binding,  Electrical  (Uninsulated),  Types  PB02DC01  &  PB02DC02  . . . 

Post,  Binding,  Electrical  (Uninsulated),  Types  PB03KC01  &  PB03KC02.. . . . ..... 

Post,  Binding,  Electrical  (Uninsulated),  Type  PB04DB01  . . . . . . 

Post,  Binding,  Electrical  (Uninsulated),  Type  PB05NC01 . . . . . . . . 

Post,  Binding,  Electrical,  Waterproof  (Insulated),  Types  PB08NA01  &  P808NA02 . 

Post,  Binding,  Electrical,  Waterproof  And  Nonwaterproof  (Uninsulated),  Types 
PB09NC01  To  PB09NC07,  Inclusive 

Post,  Binding,  Electrical,  Waterproof  (Insulated),  Types  PB10NA01  &  PB10NA02 . 

Post,  Binding,  Waterproof  (Insulated),  Type  PB07FA01  . . . . . 

Post,  Orilllng. . . . . . . . . . . . . . . 

Post,  Electrical-mechanical  Equipment,  Swage  Type,  Metric  •  Jan  1983. . . . 

Post,  Electricol-mechanicol  Equipment,  Stud  Type,  Metric  •  Aug  1985  . . . . 

Post,  Electrical  Mechonicol  Equipment  -  Dec  1974  W/dod  Exceptions . . . . 

Post,  Electricol-mechanicol  Equipment,  Swage  Type,  Metric  •  Jon  83...... . 

Post,  Electricol-mechanicol  Equipment,  Swage  Type,  Metric  •  Aug  85  . . . 

Post,  Electricol-mechanicol,  Internal  Thread  Type,  Metric  -  Aug  85 . . . 

Post,  Electrical  Mechanical  Equipment,  Swage  Type,  Metric  -  Aug  85 . . . 

Post,  Electricol-mechanicol  Equipment,  Internal  Thread  Type,  Metric  -  Aug  85 . . 

Post,  Fence,  Metal,  Drive-type,  Spadeless  . . . . . . 

Post,  Handrail  And  Approoch. . . . . . . . . . . 

Post,  Handrail,  Footbridge  . . . . . . 

Post,  Ledger  And  Binder,  Screw-type . . . . . . . . . . . . . . . 

Post,  Ledger  And  Binder,  Screw  Type  . . . . . 

Post,  Screw,  Metal. . . . . . . . . . . . 

Postal  Organization  For  The  NATO  Forces  In  Wartime  (Edition  3)  (Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Postomplifier  Control- Driver,  Video  AM-6924/UA  . . . . . . . 

Pot,  Cooking,  Aluminum,  Rcctangulor . . . . . . . 

Pot,  Cooking,  Corosion  Resisting  Steel,  With  Cover  . . . . . . . 

Pot,- Cooking,  With  Covers  &  Splash  Plate . . . . . . 

Pot,  Cooking,  16-Quart,  Stainless  Steel . . . . . . . . 

Pot,  Melting,  (Nonelectric,  Solder  Style) . . . . . . . . 

Pot,  Melting,- Electric,  Portable.... . . . . . . . . . . . 

Pot,  Pan  &  Utensil  Washers  •  DEC-80  . . . . . . . . . 

Pot,  Smoke,  Floating,  HC,  M4A2. . . . . . . . . . . . 

Pot,  Smoke,  Floating,  He,  M4A2  Components  For ........ — . . . . . . . 

Pot,  Smoke,  Floating,  HC,  M4A2..... . . . . . . . 
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Powder  Moteriols  For  Flome  And  Plasma  Sprayed  Coatings 
Motybdenum-oluminum-nickel  AHoy,  Type  I,  Class  2,  Composition  Bb 
Powder  Moteriols  For  Flame  And  Plasma  Sprayed  Coatings  Copper-aluminum 
Composite,  Type  I,  Closs  2,  Composition  Ee 
Powder  Moteriols  For  Flome  And  Plasma  Sproyed  Coatings 
Molybdenum-nicket-oluminum,  Type  I,  Class  2,  Composition  Ff 

Powder,  Block . . . . . . . . . . . . . . . 

Powder,  Block,  Sodium  Nitrate... . . . . . . . . . . 

Powder,  Copper  99.0  Min  Cu  As  Fabricated  •  1APR  85  . . . . . . ........ 

Powder,  Fuze  . . . . . . . . . . . 

Powder,  Igniter,  Cleon  Burning  (For  Use  In  Chorges,  P/opell.ng,  MPA),  M4A2  & 
XM119E4  For  )55MM  Howitzer) 

Powder,  Ignition,  Gosless,  AO  A . . . . . . . . . 

Powder,  Metol,  Atomized  (For  Use  In  Ammunition) . . . 

Powder,  Molding  Compound  Explosive  (P8X) . . . . . . . 

Powder,  Molding,  Pbx  9010....................... . . . . . . . 

Powder,  Molding,  Pbx  9404,..,,.......,, . . . . . . . . 

Powder,  Photoflosh.............. . . . . . . . 

Powder,  Photoflosh........................ . . . . . . . . . . . . 

powrt»r  Plosmo  Sj>fov  56  SCO  -  25  5CR  -  10.-5NI  -  7.5V/  *  1  Jon  86........................ 

Powder,  Plasma  Spray . . . . . . . . . . . . . 

Powder,  Plasma  Spray  95NI  *  5A1  -  1  Jan  86 . . . . . . . . 

Powder,  Plasma  Spray  Nickel  Aluminum  Powder,  Type  I,  Composition  G,  Class  2  .... 

Powder,  Propellant,  Cordite  N . . . . . . . . . . . 

Powder,  Propellant,  Ballistics  Of,  For  3  INCH/50  Coliber  Gun  . . . 

Powder,  Propellent  (For  Ammunition,  20MM)AA(GUN)„, . . . . 

Powder,  Sulfurless  Meal  . . . . . . . . . . . 

Powders,  Granular  Metol,  Standard  Test  Method  For  Sieve  Analysis  Of  -  28  Feb 
1986 

Power  Adopter  Assembly  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  ... 
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Power  Cable  Assemblies . . . . . . . . . . . . 

Power  Control  B. . . . . . . . . . . . 

Power  Controller,  Solid  State,  General  Specification  For . . . 

Power  Controller,  Solid  State,  Genera!  Specification  For . . . . . 

Power  Controller,  Dc  Load  Switching,  Spst,  Normal  Open,  1' Ampere. . . . . 

Power  Controller,  Indicator  Driver  Spst,  Normal  Open,  500  Milliamperes . . . . 

Power  Controller,  Dc  load  Switching  Spst,  Normal  Open,  10  Amperes.... . . . 

Power  Converter  For  AN/V$G*2 . . . . . . . . . . . . . 

Power  Oivider/combiners,  N-way,  0  Degress,  To  5  ............. . . . 

Power  Divider/combiners,  Quadrature,  Rectangular,  Pc  Pins  . . . . . . 

Power  Divider/combiners,  Quadrature,  To  5  . . . . . . 

Power  Divider/combiners,  Quadrature,  Slriplinc  . . . . . 

Power  Divider/comfciners,  2  Way,  180  Degrees,  SMA  Connectors  . . 

Power  Divider/combiners,  N  Way,  0  Oegrees,  Flat  Pack . . . 

Power  Divider/combiners,  N  Woy,  0  Degrees,  Rectangular,  Pc. Pins. . . . . 

Power  Oivider/combiners,  N  Woy,  0  Oegrees,  Sma  Connectors  . . 

Power  Oivider/combiners,  N^way,  0  Oegrees,  TNC  Connectors . . . 

Power  Oivider,  N  Way,  0  Degrees,  SMA  Connectors  . . . . . . 

Power  Divider,  N>way,  0  Degrees,  Flat  Pack  . . . . . . 

Power  Oivider,  3  Port  Quadrature,  Solder  Terminals . . . . . . 

Power  Oivider,  4  Port  Quadrature,  Plug  In  Terminals........................ . . . 

Power  Divider,  4  Port  Quadrature,  Solder  Terminals . . . . . . . . . 

Power  Divider,  4  Port  Quadratures,  N  Connectors . . . . . . . 

Power  Divider,  4  Peri  Quadrature,  Sma  Connectors  . . . . . . . 

Power  Dividers,  Power  Combiners,  And  Power  Divider/combiners,  Selection  Of . 

Power  Dividers,  Quadrature,  Flat  Pack . . . . . . . . . . 

Power  Drive,  Train,  Mk  61  Mod  2  Power  Drive,  Elevation,  Mk  62  Mod  2  Chassis, 
Amplifier,  Id  272613 

Power  Module  Assembly  For  Test  Set,  Electronic  System,  M137 . . . . . 

Power  Package . . . . . . . . . 

Power  Package,  Emergency  AC/DC  Generator,  Ram  Air  Turbine  Driven . . . 

Power  Plant  Vibration  Isolator,  Design  And  Installation  Requirements . 

Power  Plant,  Diesel  Engine,  Trailer  Mounted  200  KW,  60  Hertz,  AN/MJQ*11A.. . 

Power  Plant,  Electric,  Diesel  Engine  Drive,  Trailer  Mounted,  3  KW,  60  Hertz, 
AN/MdQ-32 

Power  Plant,  Electric,  Trailer  Mounted,  Diesel  Engine,  60  Kw,  50/60  Hertz, 
AN/MJQ-12A 

Power  Plant,  Electric  Diesel  Engine,  Trailer  Mounted  10KW,  400  Hertz,  AN/MJQ-25 
Power  Plant,  Electric,  Diesel  Engine,  Trailer  Mounted  5  Kw,_60  Hertz,  AN/M JQ*  16,. 
Power  Plonf,  Electric,  Trailer  Mounted,  Diesel  Engine,  10  KW,  5 0/60  Hertz, 
AN/MJQ-18 

Power  Plont,  Electric,  Trailer  Mounted:  Diesel  Engine,  30  KW,  50/60  Hertz, 
AN/MJQ-10A 

Power  Plont,  Electric,  Trailer  Mounted,  Diesel  Engine,  15  Kw,  400  Hertz, 
AN/MJQ'15 

Power  Plant,  Utility,  Must  Hospital  System . . . . . 

Power  Point  •  20  Sep  66  (Reapproved  78)  . . . . . . . . . . . 

Power  Receptacle,  Aircraft,  Electronic  Test  Equipment,  Wiring  Of . 

Power  Source,  Piezold  (Lucky) . . . . . . . . . 

Power  Supplies,  Metollic  Rectifier,  Cathodic  Protection,  Reserve  Fleet  (Inactive  For 
New  Design) 

Power  Supplies,  Type  Iv  (Torpedo  Testing) . . . . . . . . . 

Power  Supply  (Plate  Supply*timer  Unit  PE* 244*)  . . 

Power  Supply  (Thermal)  Mork  123  Mod  0 . . . . . . . . . 

Power  Supply  Assemblies  For  Fascom  Electronic  Assemblies.................... . . . 

Power  Supply  Assembly  LD546974  (For  Afterbody  Test  Set  Mk  442  Mod  0  And 
Electrical  Cable  Jest  Set  Mk  444  Mod  0) 

Power  Supply  Assembly,  Nixie.......... . . . . . . . 

Power  Supply  Assembly  For  Mines,  M713A1/M74  lAl,  System............ . 

Power  Supply  Assembly  (Unit  2)  11748133 . . . 

Power  Supply  Constant  Frequency,  For  Clocks . . . . . 

Power  Supply  Diode  And  Capacitor  Assembly. . . . . . . . . . . 

Power  Supply  GCU-45/A  . . . . . . . . . . . 

Power  Supply  ECU*23/A  . . . . . . . . . . . . . . 

Power  Supply  For  Test  Set  Mark  281  Mod  0  . . . . . . . . . 

Power  Supply  Mark  112  Mod  1..,,.., . . . . . . . 

Power  Supply  Mark  20  Mod  1. . . . . . . . . . 

Power  Supply  P  P(  (/URC*9 . . . . . . . . . . . . . . . 

Power  Supply  PP-1 104{  )/G . . . . . . . . . . 
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Power  Supply  PP-258 1C/A  . . ........................... . . . 

Power  Supply  PP-2953(  )/U . . . 

Power  Supply  Pi>-4763(  )/GRC . . . . . . . 

Power  Supply  PP-1588(  )/MPQ*4A . . . . . . . . 

Power  Supply  PS  217  For  Fuze,  Proximity,  T361 . . . . . . . . 

Power  Supply  PP7816/0KT-59  . . . . 

Power  Supply  PP*6224(  (/u . . . . . . . . . . . 

Power  Supply  PP-2581  (*)/o . . . . . . . . . . 

Power  Supply  PP*6148(  (/u  . . . . . . . . . . 

Power  Supply  Subassembly,  10525745  . . . . 

Power  Supply  18  Millimeter,  MicroChannel  Wcfer . . . . 

Power  Supply  25  Millimeter,  MicroChannel  Inverter  . . . . . . 

Power  Supply.  10512499 . . . . . . . . . 

Power  Supply.  High  Voltage,  24  Volt  Direct  Current . . . . . . . . . 

Power  Supply.  10548336  (Klystron)....... . . . . . . . . . 

Power  Supply,  Cautery  Apparatus . . . . . . . . . . 

Power  Supply,  Cathodic  Protection,  Automatic  Constant  Current  Type,  Inactive  Fleet 
Power  Supply,  Cathodic  Protection,  Automatic  Hull  Potential  Type,  Inactive  Fleet..... 

Power  Supply,  Chemical  Agent  Automatic  Alarm,  ABCA*M  10 . . . . 

Power  Supply,  D.c.,  For  Oxygen  Generator........,..,.,,,. . . . . . . . . 

Power  Supply,  Direct  Current  PP-6099(  (/APX-72  . . . . . . 

Power  Supply,  Electrodiagnostic  Instruments  110  Volt,  60  Cycle,  Ac . . . . 

Power  Supply,  Guided  Missile  &  Guided  Missile  Kre  Control  System  Support . 

Power  Supply,  Guided  Missile  launchers.  Single  Types  PP-2401B/A,  PP*2401C/A, 
PP-2401D/A,  PP-4285/A,  PP-4286/A,  &  Composite  Type  PP-4506/A  & 

PS-10373C 

Power  Supply,  High  Voltage  (For  Torpedo  Mark  37  Mods  2  And  3).,., . . 

Power  Supply,  High  Voltage,  Solid  State,  24  Volts,  Direct  Current . 

Power  Supply,  High  Voltage,  Solid  State  24  Volts,  Direct  Current  . 

Power  Supply,  Hydraulic  And  Electric,  Portoble  . . . . . 

Power  Supply,  Low  Voltage:  11746916 . . . . . . . 

Power  Supply,  Metollic  Rectifier  Guided  Missile  Fire  Control,  Novol  Shipboard . . 

Power  Supply,  Metallic  Recitifer  Type,  General  Specification  For . 

Power  Supply,  Metollic  Rectifier,  Naval  Shipboard . . . . . 

Power  Supply,  Metallic  Rectifier,  Helicopter  Starting  And  Servicing  . 

Power  Supply,  Metallic  Rectifier,  Missile  Testing . . . . . 

Power  Supply,  Multivoltoge,  Direct  Current  (For  Torpedo  Test  Set  Mark  281  Mod 
1) 

Power  Supply,  PP4812/VPS-2,  10548440  . 

Power  Supply,  Rectifier,  Interior  Communications  And  Fire  Control  Noval  Shipboard 
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Power  Supply,  Rectifier  (For  Torpedo  Mark '37  Mod  0)m(,  2,  And  3) . 

Power  Supply,  Teletypewriter,  Low  level . . . . . . 

Power  Supply,  Teletypewriter  PP*1767  (  (/ug . . . . . 

Power  Supply,  Teletypewriter  PP4473()/UG  . . . . . . . . 

Power  Supp>y,  Transistorized,..,, . . . . . . . . . 

Power  Supply,  Transistorized,  12&KILOVOLT  . . . . . . . . . . 

Power  Supply,  Transformerrectifier,  Aircraft,  General  Specification  For . . 

Power  Supply,  Transistorized,  16&KILOVOLT  . . . . 

Power  Supply,  Uninterruptible,  Solid  State  (Navol  Shipboard)  . 

Power  Supply,  Variable  Output  (0  To  50  Volts,  0  To  5  Amperes) . . . . 

Power  Supply,  10559345  (Pfn  Charge)  . . . . . . . . . 

Power  Supply,  10516158  (Transistorized)  . . . . . . 

Power  Supply,  10527250 . . . . . . . . . 

Power  Supply,  11834450  (Klystron  Beam) . . . . . . . 

Power  Supply,  28  Volt,  Type  B>9. . . . . . . . . . 

Power  Supply,  28V  DC  Input,  15V  4  Cycle  3  Phase  Output,  Type  MC*1 . . 

Power  Supply,  9333063  . . . . . . . . . 

Power  Tool  Cleaning,  Surface  Preparation  Specification  No.  3  *  1  Nov  82.. . 

Power  Unit  (For  Torpedo  Mk  46  Mod  1), . . . . . . . . . 

Fewer  Unit  A*r<’roft,  Auxiliary,  Gas  Turbine  General  Specifications  For . . 

Power  Unit  Assemblies,  8289242  And  8619600 . . . . . . . . . . 

Power  Unit  Auxiliary,  S-3A  Aircraft  Equipment  . . . 

Power  Unit  Test  Set  (For  Torpedo  Mk  46  Mod  1  . . . . . . . . . 

Power  Unit,  Aircroft  Auxiliary  Gas  Turbine,  Type  I,  Navy  Model  No.  P*7 . . . 

Power  Unit,  Hydraulic., . . . . . . . . . . . 

Power  Units,  Aircraft  Auxiliary,  Gos*turbIne*type,  General  Specification  for  (A$g).». 

Power,  Distribution  Panel,  Alternating  Current,  F*4  Aircraft,  Specification  For... . . 

Practices  For  Respiratory  Protection  «  22  May  80  . . . . . . . 

Prazosin  Hydrochloride  Capsules,  Usp  . . . . . . . . . . . . 

Pre*oiling  And  Pressure  Fill  Tank  3-GAllON  Capacity,  Type  PON-6. . . . . . 

Preamplifier,  Traveling  Wave  Tube  AM-6965/DLQ-3B(V)  . . . . . . 

Preamplifier,  Video  AM>6923/UA  . . . . . . . . . . 
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TITLE 

Precipitator  (Electrostatic),  Vent  Fog, shipboard  Use..,...,..,..... . . . 

Precision  Components..... . . . . . . . . . . . . . 

Precision,  High-melting-point,  Cartridge  Fuze  Links  Us*d  On  Aircraft  (Edition  1 
W/amd  1) 

Precleaner,  Air  Purifier,  M1A1  . . . . . . . . . . 

Precleaner,  Air  Purifier,  Mioi . . . . . . . . . . . 

Preclusion  Of  Ordnance  Hazards  In  Electromagnetic  Fields,  General  Requirements 
For 

Prednisolone  Acetate  Ophthalmic  Supens  Ion, . . . . . . . . . 

Prednisolone  Sodium  Succinate,  Sterile,  Veterinary  . . . . . . . . 

Prednisolone  Sodium  Phosphate  Ophthalmic  Solution,  Usp  . . . . . . 

Prednisone  Tablets,  Usp  . . . . . . . . . . 

Preferred  Electric  lamps  For  Signalling  Purposes  On  Naval  Vessels  Of  NATO 
Countries  (Edition  No.  4)  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
COMNAVSEASYSCOM  Code  56Z22) 

Preferred  Incandescent  And  Fluorescent  Electric  lamps  For  lighting  Purposes  On 
Naval  Vessels  Of  NATO  Countries  (Edition  No,  4)  (Reques  For  Issue  Other  Than 
DOD  Must  Be  Sent  VIA  COMNAVSEASYSCOM  Code  56Z22) 

Preferred  Magnetic  Tape  Standards  For  The  Exchange  Of  Digital  Geographic  Info 
(Edition  No,  1) 

Preferred  Metric  Units  For  General  Use  By  The  Federal  Government..., . . . 

Preferred  Metric  Units  For  Aerospace  •  21  Mor  78  . . . . . . . . 

Preferred  SI  Units  For  Machine  Tools  *  1979.. . . . . . . . 

Preferred  Values  •  Dec  70  . . . . . . . . 

Preflushing  Machine,  Dish . . . , . . . . . . . . . . 

Preflushing  Machine,  Dish . . . . . . . . . . . 

Preform  Densification  High  Pressure  Rigidized  Graphite  Fiber,  3*D  Fine  Weave 
Orthogonal,  Processing  Of  (Issue  Controlled-requestj  By  Other  Than  Dod 
Agencies  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec) 

Preform,  Graphite,  Fiber,  3D  Orthogonal,  2*2*3,  Fineweave  (Noforn  Sub}  To  Special 
Export  Controls,  Trans  To  Foreign  Govts/nationols  W/prior  Approval  Of  Af  Mats 
lab,  Wpafb,  Oh) 

Preform,  Rigidized,  Graphite  Fiber,  3D  Orthogonal,  2*2*3  Fineweave,  Cvd  Infiltrated 
(Issue  Controlled*  Requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via 
The  Preparing  Activities  Of  The  Spec.) 

Preform,  Rigldizotion  Of,  Graphite  Fiber,  3D  Orthogonal,  2*2*3,  Fineweave,  Cvd 
Processing  Of  (Issue  Contro!led*requests  By  Other  Than  Dod  Activities  Must  Be 
Submitted  Via  The  Preparing  Activities  Of  The  Spec.) 

Preform,  Rigidized  Of  Graphite  Fiber,  3D  Fine-weave  Pierced  Fabric,  Processing  Of 
(Issue  Controlled-requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Via 
The  Preparing  Activities  Of  The  Spec.) 

Preform,  Rigidized,  Graphite  Fiber  3D,  Fineweave  Pierced  Fabric  . . 

Preformed  Flexible  Elastomeric  Cellular  Thermal  Insulation  In  Sheet  &  Tubular  Forms 
*  26  Nov  82 

Preparation  And  Handling  Of  Industrial  Plant  Equipment  For  Shipment  And  Storage 

Preparation  For  Delivery  Requirements  For  Desks,  General  Office,  Steel........ . . 

Preparation  For  &  Installation  Of  Rivets  &  Screws,  Rocket  &  Missile  Structure . . 

Preparation  For  Delivery  Requirements  For  Templates,  Triangles,  Curves,  Protractors 
And  Related  Drafting  Aids 

Preparation  For  Delivery  Requirements  For  Storage  Sections,  Overfife,  Steel . . 

Preparation  For  Delivery  Requirements  For  Partitions,  Office,  Steel . . . . . 

Preparation  For  Delivery  Requirements  For  Chairs,  Metol  And  Plastic,  Office . . 

Preparation  For  Delivery  Requirements  For  Tables,  Steel,  General  Office  . . 

Preparation  For  Delivery  Requirements  For  Desks,  Steel,  Flat  Top,  Contemporary 
Style 

Preparation  Of  Aluminum  Alloys  For  Electroplating  . . . . 

Preparation  Of  Drawing  For  Optical  Elements  And  Optical  Systems,  General 
Requirements  For 

Preparation  Of  Household  Goods  &  Unaccompanied  Baggage  For  Shipment, 
Storage,  Intra  City  &  Intro  Area  Movements 
Preparation  Of  Statement  Of  Work  (Sow) . . . . . . . . . . . . 

Prepolymers,  Isocyanate  Groups  In  Urethane  Materials  Or  ■  26  Jun  1987.... . 

Prepreg,  Carbon  And  Graphite,  By  Solvent  Extraction,  Resin  Content  Of  -12  Dec  67 

Preservation  And  Packing  Of  Rocket  And  Missile  Systems  Equipment,  For  Shipment,. 

Preservation  Solution  Concentrate,  Sonar  Sea  Chest  Validated  Mar  74 . . . 

Preservation,  Methods  Of . . . . . . . . . 

Preservation,  Packaging,  And  Pocking  Of  Rubber  And  Nylon  FuelrOil,=And 
Woter&alcohol  Cells 

Preservation,  Packaging,  And  Packing  Levels . . . . . . . . 

Preservation,  Packaging,  And  Packing  Of  Propellers,  Propeller  Spares,  And  Porpeller 
Accessories 

Preservative  Coating,  Rubber,  For  Rubber  Surfaces . . . . . 

Preservative  Coating,  Canvas . . . . . . . . . . . 

Preservative  Oil,  Contact  And  Volatile  Corrosion-inhibited.............. . . . . 

Preservative  Treatment,  Plywood  (Ship  And  Boat  Use)  . . . . . 

Preservative  Treatment  By  Pressure  Processes  *  1985.............................. . . 

Preservatives,  Oil-borne,  Anolysis  Of,  Standard  Methods  For  -  1986 . 

Preservatives,  Waterborne,  &  Fire  Retardant  Formulations,  Standard  Methods  For 
Anolysis  Of  *  1986 
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Preservatives,  Waterborne,  Standards  For  •  1986  . . . . . . 

Preserves  (Or  Jams),  Fruit . . . . . . . . . . . 

Press  Brake,  Hydraulically  Operated,  Sheet  &  Plate,  Computer  Numerically 
Controlled  (CNC) 

Press  Brake,  Power  Operated,  Mechanical,  Sheet  And  Plate  . . . . .. . 

Press  Brake,  Power  Operated,  Hydraulic,  Sheet  And  Plate . . . . . 

Press  Section,  Topographic  Reproduction  Set,  Truck  Mounted,  Packing  Of ................ 

Press,  I  HI  Frame,  Vertical,  Hydraulic,  Electric  Motor  Driven  . . . . . . ......... 

Press,  Connecting  Rod  Straightening,  Hydraulic  . . . . . . . . 

Press,  Denture  Flask . . . . . . . . . . . . 

Press,  H  Frame,  Vertical,  Hydraulic,  Air  Driven  . . . . . . . . . . 

Press,  Hydraulic,  Portable,  With  Dies  For  Swcglng,  500-TON, 

Gasoline-engine-driven 

Press,  Hydraulic,  Vertical,  C  Frame,  Electric  Motor  Driven . . . . . 

Press,  Hydraulic,  Straightening,  Gap  Type,  Vertical,  Electric  Motor  Driven  . . . 

Press,  laminating,  Protective  Covering  . . . . . . . . . . . . 

Press,  Mechanical,  Single  Point,  Straight  Side  . . . . . . . 

Press,  Mechonical,  Power  Oriven,  Open-back-inclinable  (Obi)  Single  Crank ...........  .... 

Press,  Pneumatic,  (C)  Frame,  Vertical,  Arbor  . . . . . 

Press,  Reassembly,  Weapons  Trainer  A/E27K*!  And  Associated  Adopter.................. 

Press,  Specimen  Preparation,  Laboratory  ........................ . . . . . . . 

rrctsboard.  Colored  . . . . . . . . . 

Presses,  Arbor,  Hand  Operated  . . . . . . .  . . 

Presses,  Mechonical  Power,  American  National  Standard  Safety  Requirements  For 
The  Construction,  Core,  &  Use  Of  ■  1982 

Presses,  Mechanical  Straight  Sided,  Tie  Rods,  Multiple  Point,  Non-gcored  Type . . 

Presses,  Swaging,  Wire  Rope  Fittings,  Hydraulic  Powered,  Electric  Motor  Driven  ...... 

Pressing  Equipment,  Trouser,  Automatic,  Rotating  Noval  Shipboard  . . . . 

Pressure  Cartridge  Parts  For  And  Loading,  Assembling  And  Pocking . . 

Pressure  Cartridge  Assembly  Loading,  Assembling  &  Packing . . . . . . 

Pressure  Control  Unit,  For  M 10  8  Mechanized  Flame  Thrower . . . . 

Pressure  Drop  Test  For  Fuel  System  Component  S  -  25  Jun  66 . . . 
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Printed  Circuit  Ca'd,  Ml  &  MlEl  Tank  Turret  Network  Box,  TNB  A4  . . . 

Printed  Ciuuit  Card,  Ml  K  M161  Tcnk,  Gene'ol  Specification  For . . . 

Printed  Wrring  Assemblies  . . . .  . . . . . . . . . . .. 

Printed  Wiring  Board .»«».»  . . . . . . . . . 

Printed  Wiring  Board  ...............  . . .  . . . . 

Printed  Wl/mg  3oards . . . . . .... . . . .  .  . 

Printed  Wiring  For  Electronic  equipment  ....  ........  . . . . . . . . 

Printed  Wiring,  Flexible  And  Rigid  Flex  .  . . . . . . . . ...... 

Printer,  Cnntc'f.  Photographic  PH*649(  )/U . . . .............. . . 

Printer,  Contact,  Photographic  Contmovs  EN-6B  . . . . . . . . 

Printer,  Contact,  Photographic  EN*100(  ) . . . . . . . . . . 

Prints',  High  Speed,  Digital  Data,  TT6?4(V)/UG. . . . - . . . ...... 

Printer,  Photographic,  Automatic  Focus,  4  Bv  5  Inch,  Type  EN*52{  ( . . . 

Printer,  Projection,  Photogrcpmc  En*36(  )  . . . . .. . . 

Printer,  Projection,  Photographic  . . . . . .  - . 

Printer.  Reduction,  oMeoplotte''  Mvlt-^bx  ...  . . . . . «. . 

Printing  And  Stationery  Paper,  Packaging  And  Pocking  Of . .  . . . 

Printing  Plant  Annex,  Special  Warfare,  $emi*f»oi!er  Mounted  . . . . 

Printing  Pfe**!,  Sp-jcrai  Warfare,  ScmlTcilcr  Mooted  •  .  . . . . 

Prir.tlrg  Plant,  Special  Warfare,  TrorsporfoWe,  (Ughtweighr)  ModN  800 . ...... 

Printing  Press,  Offset,  Wefc*fei  Special  Warfare  .... . . « . 

Printing  Prc.„,  Offset,  Utho*  j  »ic  ..-’oto?  Driven,  24  By  30  Inch  Maximum  Sheet 
Size) 

Printing  Presses,  .'Crprvw  (Phten  Kress) ..  . . . . . 

Printing  Production  Of  Technical  Mcnvcb,  General  Requirements  For . . . . . . 

Prm^g  Set,  Rubber  Type  . . . «...  ...  «... . 

Printing,  DupKcoting,  And  Took  Binding  Equipment,  Pockoging  Of  . . 

Prism  Bor,  Oohtholmic  ....  . . . - . 

Prism  Set,  Opr.tholmologicob  Berers  ..... .  . . . «.  . . . . . 

Priiir.  Set,  Ophthalmic  . .  .  . . . . . . 

Probe  And  S So  Assembly,  TOW-? '£6 . . .  . . . . - . 

P/obe  As-enfcfy.  Battery  Temperance  . . .  . «. . 

Probe  light  Kit,. Inspection  . . . .  ...... ...  . . . . . 

Probe  Totol  Temperature.  DeiceoWe  ..  . .  ............  . . . . . 

Prate,  Bullet,  rTcherr,  S  Inch  , . . . .  -  . . . .  . . . 

P»<»tc,X»ush  Sensor.  RH,  FZU-45/S  A^d  IH,  F/U-46/B  And  Probe,  Air-pic*  re, 

B 

Probe,  Gsrserol  Operating  .-all). . . . . . . .  ..... . .  . . ...* 

Probe,  Nerve  Locator  •  Stimulator  . .  . . . . . . . 

6robe,  *odioc  D7*590{  )/PDi.-56^ . «„ . .  . . . 

Probe,  Total  Temperature,  PcIcpoBt  .........  . . 

D*obe,  To,. r  Tern  pasture,  Type  MA>1 ......... .  ...... ................. 

Probe,  With  Bye,  General  Operating...,  ..  ...  . . . . 

P'obcnoc-d  7cbfetS,  Uip  „«.n..nq.n.b  ..... .....................  . . .  . . . . . . 

probes.  Capacitor  Type,  Fuel  **3u<.ntity  Goge,  General  Spoctfication  For....... ........ 

Probes.  Ctdy  Current  Unshielded,  Single  Coil,  Absolute  . . . . . . . 

Probes,  Periodontal  ...  . . . .  . . . . . . 

Probes,  Periodontal  ..  . . . . . . . . .  .  . . 

Prohucof  Tablets . s.  ...» . . . .  . .  . . . . . . ....... 

Pruzcmamide  Hydrochloride  CaprulC'S,  OZP  . . .«.« . «...  ..... 

Prcwmnmide  »tydroch‘  .ride  Tablet.  (i»04jp»rea  *eleoie).„ . . ... . .  «... .  .... 

Protetfv'c  for  (VJbrofion  And  Analysis  Of  Trt<e  Concoii.M^nls  In  Abater  i 
SricHmg  Oxygen  By  litf;3f.»d  Spectroscopy 

Fzo<ed*e  For  Determining  Portmlc  Size  Porlicte  Size  Distribution,  And  PoA'd 
Dirsity  Of  Powdered  Materials 

PfOsTsdere  For  M-i.  jzy  Trains  Crossing  Frcn.Hf*  (edition  3)  (Rev  Other  Thou  DOD 
R<ri  To  OS  AMC,  Attn  AMCICP'AA*N,  5  Eisenhower  Avt.,  Alexandria,  Vo 
22333-0001) 


DOCUMENT 


NUMBER 

FSC  1 

PREP 

DATE 

CUSTODIAN 

NAT-STD-2879  (3) 
STANAG 

ISD*. 

AM 

17  Jim 

86 

Q-3TO-637  (1) 

ISDA 

AM 

27  Jul 

81 

hiAT-STD-2879  (3) 

ISDN 

NM 

09  Jul 

82 

AiR-Stn  10'38C 

ISDF 

05 

03  Apr 

79 

NAT.S1O-3703  (3) 

SSDF 

06 

09  Nov 

87 

MII-P-14U5C 

4740 

ME 

03  Jun 

77 

ME  99 

L 

MI1-M0476C 

6740 

Cl 

12  Apr 

84 

CR 

IRC  03508-77 

5999 

ER 

06  Jul 

78 

ER  EC  17  ES 

IPC  D352-C5 

5999 

ER 

18  Sep 

85 

ER  EC  17  ES 

IPC  SM840A-83 

599, 

ER 

25  Aug 

83 

ER  EC  85 

. 

MIL-P-62341/1A 

T240 

AT 

19  Due 

86 

AT 

1 

MIL-P-6234I/2A 

T2i 

Al 

19  Dec 

86 

AT 

L 

MH-P-62341/3A 

1240 

AT 

19  Dec 

86 

AT 

( 

MIL  P-62341A 

1240 

AT 

19  Det 

86 

AT 

l 

MIL-P-46843B  (3) 

5999 

Ml 

C8  Jun 

79 

Ml 

l 

MIL-P-63 176  (2) 

NUORAR 

16  Dec 

77 

AR 

L 

Mll-P-48534  (2) 

NUORAR 

16  Dec 

77 

AR 

0 

MIL-f’-551100 

5999 

ER 

31  Dec 

84 

ER  EC  85 

MIL-STO-J75E 

NG.'ICE  L 

5999 

EC 

31  Dec 

84 

ER  EC  85 

MIL-P-50384C  (1) 

I  >25 

85 

19  Aug 

88 

AR  EC  85 

MIL-P-I0095E 

6740 

CR 

07  Jun 

85 

CR  AS 

MH-P-26767C  (1) 
NOTICE  1 

<5740 

CR 

17  Mar 

38 

CR  AS  99 

L 

MIL°-S5594A 

6740 

CR 

12  Nov 

84 

CR 

L 

74IL-P-28808A 

5815 

EC 

30  Apr 

87 

EC 

MIL-P-7041O 

6740 

AS 

25  Feb 

77 

ER  AS  99 

l 

MIL- P-55 157  A 

6740 

CR 

16  Mor 

77 

CR 

MIL-P  10250c 

6740 

CR 

08  Apr 

85 

CR  AS 

l 

MII-P-14257C 

6675 

M  E 

22  Feb 

77 

ME 

PPP-P-25P 

INT  AMD  S  (GS) 

7530 

•Gl 

02  Jon 

7b 

Gl  SA  99 

L 

MU-P-4347IJA  (1) 

3610 

G. 

03  Sep 

76 

GL 

K 

MIL-P-43484A  (2) 

3610 

Gl 

13  Sep 

77 

Gl 

L 

AVL-P-43155F  <l) 

3610 

GL 

29  Aug 

.85 

GL 

L 

M'L-P-43<77A 

NOTICE  T 

3610 

Gl 

23  Oct 

87 

GL 

l 

MIL-P-52434B 

3610 

ME 

11  Jo  > 

79 

ME 

Mll-P-432288 

3610 

Gl 

17  Nov 

77 

GL  SA  99 

MU-P-3875CA  <T) 

TMSS 

16 

70  Aon 

88 

TM  SA  16  CS 

GG-P-65IS 

7520 

% 

20  Sep 

74 

MIL-P-3434C 

351C 

ME 

29  Mor 

81 

ME  SA  99 

A  A  5303  i 

6540 

MB 

29  Jjn 

87 

M0  MS  03 

MIL-PS5378 

6515 

DM 

08  Feb 

65 

MD  MC  03 

A-A-550T9 

6540 

MB 

19  Jun 

87 

MD  MS  03 

f„ 

Mll-P-43498  (2| 

>336 

AR 

28  N.v 

88 

AT 

L 

Mll-P-©?i24  (I) 
NOTICE  1 

6685 

AT 

07  Mcy 

r 

Al 

MIUM200JD 

42-t0 

ME 

29  Mor 

T> 

ME  OS  99 

MIL-P-2/723E 

6685 

82 

15  Mar 

85 

AS  99 

MIL-P-36659  <1! 

6515 

DM 

28  Apr 

70 

MD  MS  03 

l 

MU-P-85459  (2) 

1336 

AS 

01  Jun 

87 

AS 

A-A-51490 

6515 

MB 

03  lei, 

37 

(40  MS  03 

A-A-53759 

6515 

MB 

28  fob 

89 

MD  MS  03 

L 

MIL-P-49392 

NOTICE  I 

4665 

CR 

29  Jim 

88 

CR 

L 

MS-27198 

6685 

32 

01  Fvb 

62 

99 

MIL-P-257268  13) 

6685 

82 

05  Ap< 

67 

AS  99 

,M'L-P-36056A 

6515 

DM 

09  Jur. 

/t 

M0  MS  03 

MIL-P  37643 

(7,05 

DM 

24  Apr 

73 

M0  MS  03 

L 

MIL-P-22871A 

6480 

AS 

Ian 

62 

AS 

L 

Mll-P-85585 

6495 

AS 

CA  Dec 

e2 

A3 

MIL-r*37?2U 

6520 

DM 

,7  Cct 

76 

MIL-P-34477A 

020 

DM 

19  Fcfc 

76 

MD  MS  03 

A-AM077 

6335 

'MB 

21  Nov 

85 

MO  MS  03 

MIL-P-37477 

6505 

OM 

30  N.-.v 

76 

M0  MS  03 

A-A  53153 

6505 

MB 

19  Acg 

87 

M0  MS  03 

l 

Mll.STCM.%4A 
NOTICE  1 

ip-30 

48 

15  Mry 

86 

68 

23  TAN  1980 
MIL-STO-T733 
NOTICE  1 

1370 

AT 

18  7pr 

83 

AR  OS  18 

N/.V-STD-Sl/l  (3) 

0'Sf  STMT  c 

tSOA 

C3  0ci 

83 

ALPHABETICAL  LISTING 


DOCUMENT 

TITLE  NUMBER  FSC  PREf>  DATE  CUSTODIAN 


Procedure  for  Providing  Restricted  Areas  FornATO  Military  Aircraft  White  Using 

NAT-STD-2952  (.') 

ISDA 

Al 

24  Nov 

88 

Mi'itcry  Airfields  Of  Other  NATO  Nations  (Edition  1)  (Req  Other  Than  DOD  Ref 

To  US  AMC,  AMClCP*AA*N,  5001  Eisenhower  Ave,,  Alexandria,  Vo  22333*0001) 

DIST  STMT  C 

Procedure  for  Protecting  Aircrew  During  Routine  Operations  In  CofdcKmate  (Req 

AIR-STD-61/44 

ISDF 

06 

30  Jul 

86 

For  Issueother  Than  DOD  Must  Be  Sent  Via:  HQ  Usaf/xOXX  (ISO)  Wash  DC 
20330-5058 

ADV  PUB  61/44 

Procedure  for  Reporting  &  For  Initiol  Disposition  Of  Unsatisfactory  Medical 

NAT-STD-290/  (2) 

ISDA 

Al 

24  Feb 

89 

Material  &  Diugs  (Edition  2)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn: 
AMCICP*AA*N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333-0001 

DIST  STMT  C 

Procedure  For  Reporting  &  Initial  Disposition  Of  Unsatisfactory  Medical  Materiel 

Q-STD-287  (1) 

ISDA 

AM 

29  Jun 

84 

(Edition  Mo.  2) 

Procedure  For  Submittal  And  listing  Of  Industry  Specifications  And  Standards  In 

L  ANA-BULL  446 

MISC 

n 

17  Jul 

63 

11 

Ana  Bulletin  No.  1 47 

Procedure  For  The  Use  &  Handling  Of  Freight  Containers  For  Military  Supplies 

NAT-STD-2926  (1) 

ISDA 

AM 

05  Dec 

88 

(Edition  1)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn,  AMCICP-AA-N,  5001 
Eisenhower  Ave.,  Alexandria,  Va  22333-0001) 

DIST  STMT  C 

Procedure  For  The  Employment  Of  Helicopters  In  The  Anti  Armour  Role  (Editior  No. 

3) 

Procedure  For  The  Transfer  Of  Standard  Internal  Ballistic  Performance  (Release  To 

NAT-STD-2355  (2) 

ISDA 

AM 

05  Aug 

85 

Q-STD-647 

ISDA 

AM 

31  Mor 

82 

Other  Than  DOD  Activities  Requirles  Prior  Approval  Of  DARCOM,  DRCDE-1) 
(ABCA647) 

Procedure  For  The  Statistical  Comparison  Of  External  Ballistic  Performance  Of  Shell 

NAT-STD-4106  (1) 

ISDA 

AM 

08  Dec 

86 

■edition  No.  2 

Procedures  For  Aircrew  And  Airlifted  Personnel  In  Tactical  Air  Transport  Operations 

NAT*STD*3464  (4) 

ISDF 

06 

09  Mar 

88 

(Request  Other  Than  Dod  Must  Request  Via  Hq  Usaf/xoxx(iso),  Wash  Dc 

20330*5058  (Ed  3) 

DIST  STMT  C 

Procedures  For  Conducting  A  Shipboard  Electromcgnetlc  Interference  (Emi)  Survey 

L  MIL-STD-1605 

EMCS 

SH 

20  Apr 

73 

SH 

(Surface  Ships) 

Procedures  For  Calibration  Of  In-flight  Respiratory  Data  Acquisition  Equipment . . 

AIR-STD-61/41 

ISDF 

06 

16  Aug 

85 

Procedures  For  Development  Of  Depot  Technical  Data . . . . . 

DOD-STD-1768 

MISC 

14 

14  Dec 

81 

14 

Procedures  For  Document  Facsimile  Transmission . . . . . . . 

FED-STD-1063 

TELE 

DC 

04  Apr 

82 

CR 

EC 

90 

Procedures  For  Dealing  With  Prisoners  Of  V/ar  (Pw)  . . . . . . 

QSTD-523  (1) 

ISDA 

AM 

02  Jun 

82 

Procedures  For  Dealing  With  Prisoners  Of  War  (Pw)  (Edition  NO.4)  Release  To 

NAT-STD-2044  (4) 

ISDA 

AM 

04  Aug 

80 

Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (DrcVd) 

Procedures  For  Disposition  Of  Allied  Patients  By  Medicol  Installation  (Edition  4) 

NAT-STD-2061  (5) 

ISDA 

AM 

30  Jun 

88 

(Other  Requests  Refer  To  US  AMC,  Attn  -  AMClCP-AA-N,  5001  Elsenhower 

Avenue,  Alexandria,  VA22333-0001) 

DiST  STMT  C 

Procedures  For  Installation,  Inspection,  Maintenance,  And  Repair  Of*  Absorber, 

l  MIL-STD-2184 

5640 

SH 

04  Nov 

85 

SH 

Reflector,  And  Decoupler  Acouitfc  Materials  (Request  For  Issue  Other  Than  OOD 

Must  Be  Sent  Via  Prep  Ad  •  Comd.,  NAVSEASYSCOM,  SfcA  55Z3,  Dept  Of 

Navy,  Wash  DC  20362-5101 

Procedures  For  logistic  Support  Between  NATO  Navies  8.  Naval  Port  Information  - 

NAT-STD-1200  (1) 

ISDN 

SH 

18  Dec 

86 

ALP-1  (D) 

Procedures  For  Marshalling  Helicopters  In  Airmobile  Operations  (Release  To  Other 

Q-STD-585  (2) 

ISDA 

AM 

23  Nov 

83 

Than  Dod  Agencies  Must  Be  Approved  By  HO  DARCOM  (DRCIRD)  (ABCA  585) 
Procedures  Fcr  Morsholllng  Helicopters  In  Multinational  land  Operations  (Edition 

NAT-STD-2351  (2) 

ISDA 

AM 

09  Jun 

86 

No.  2)  (Rel  To  Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ,DARCOM 
(DRCIRD) 

Procedures  For  Military  Road  Movement  Across  Notional  Frontiers  (Issued 

NAT-STD-2176 

ISDA 

AM 

09  Aug 

78 

Controlled-releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 

Darcom  (Drcird) 

Procedures  For  Performing  A  Foilurc  Mode,  Effects  &  Criticality  Analysis  . . 

MII-STD-1629A 
NOTICE  2 

RCU 

AS 

28  Nov 

84 

CR 

17 

Procedures  For  Preparation  Of  Programmed  Tapes  And  Cards  . . . . 

l  MIL-P-83497A 

IPSC 

24 

07  Aug 

81 

24 

Procedures  For  Quality  Assurance  &  Configuration  Control  Of  kbm  Weapon  System 

1  Mll*STD*1767A 

14GP 

14 

15  Jun 

88 

14 

Technico!  Publicction/doto 

Procedures  For  Requesting  Repair  &  Recovery  Of  lond  Military  Technical  Equipment 

QSTD-171 

ISDA 

AM 

01  Jun 

83 

(Edition  2)  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,_Mot  09B21) 
Procedures  For  Steam  Purity  Measurement  Naval  Propulsion  Boilers . . . 

l  MIL-STO-1362A 

4410 

SH 

06  Jul 

87 

SH 

Procedures  For  Submission  Of  Application  For  Approval  Of  Non  Standard  General 

L  MIL-STD-1387D 

6625 

SH 

06  Jul 

88 

SH 

Purpose  Electronic  Test  Equipment 

Procedures  For  The  Determination  Of  Propellant  Charge  Temperofurc  Corrections 

NAT-STD-4098 

ISDA 

AM 

14  May 

84 

(Edition  No.  3)  (Rel  To  Other  Than  DOD  Act  Req  Pr!  Appr  Of  CNM,  MAT 

09B21,  WASH,  D,c.  20360) 

Procedures  For  The  Functional  Cot  eradiation  Of  Guided  Missile-Electrical  And 

Mll-STD-1249 

4935 

Ml 

25  Jul 

66 

Ml 

OS 

99 

Electronic  Test  Function  Item* 

Procedures  For  The  Treatment,  Acceptably  And  Provision  Of  Potable  Wafer  In  The 

NAT-STD-2885  (3) 

ISDA 

AM 

27  Oct 

82 

Field  (Release  To  Othjr  Thun  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Prcird) 

O,ocedures  For  Tracing  Air ! Arc'  Missing  Air  Corgo  (Rel  To  Other  Than 

AIR-STD-44/45B 

ISDF 

06 

25  Sep 

84 

DOD  Act  Req  Pr  Appr  Of  CNM  MAI  07021,  Wash  D.c, -20360) 

Procedures  For  Tracing  Air  Transported  fiagjage  &  Misslrg  Air  Transported  Cargo 

NAT-STD-3740  (6) 

ISDF 

C6 

25  Oct 

88 

(Ed  2)  (Rel  To  Other  Than  D',d  Act  Req  pri  Appr  Of  Hq  Usaf/xoxiC  (Iso)  Wash, 

Dc  20330*5088) 

NAT 

Procedures  In  The  Event  Of  Downed  Hel;cop!«r*  (Edition  No.  2  W/omends  1  oo  2) 

NAT-STD-2861  (3) 

ISDA 

AM 

06  Aug 

85 

(Rel  To  Other  Than  DOD  Ael  Req  Pri  Appi  Ol  CNM,  MAT  09821,  WASH,  D.e. 
20360) 

Procedures  To  Be  Employed  In  The  E»ent  Of  Downed  Helicopter  (Rel  To  Other 

Q-S>D-586 

ISDA 

AM 

29  Apr 

83 

Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  Mat  09B21)  Abca  586 

Procedures  Used  In  Establishing  Ballistic  Standard  Apmunltion  (Release  To  Other 

Q-STD-646 

ISDA 

AM 

16  Jen 

81 

Thon  Dod  Agencies  Musf  Be  Approved  By  Hq  Dorcom  ^Drcird)  (Abca  646) 
Procedures  With  Respect  To  Change  Adjustor  nt  For  Velocity  For  Standardized  Gun 

NAT-STD-4097  (3) 

ISDN 

NM 

20  Sep 

67 

Ammunition  (Edition  I) 


548 


ALPHABETICAL  LISTING 


TITLE 

Process  For  Borrier  Cooling  Of  Anti-friction  Bearings  . . . . . 

Process  For  Cleaning  Hydrazine  Systems  &  Components . . 

Process  For  Soldering  Accident  Dosimeter  To  Film  Badge  Holder  For  Rodiac 
Detecting  Element 

Process  Oil  (For  Use  With  Ammunition)........,.... . . . 

Processed  Photographic  Films,  Plates,  &  Papers,  Photographic  Filing  Enclosures  For 
Storing,  Requirements  For  *  10  Apr  78 

Processing  Machine,  Radiographic  Paper  And  Developer  Assembly,  110  Volt,  50*60 
Cycle,  Ac 

Processing  Machine,  Photographic  Film  (Ammonin  Process,  Continuous  Tone, 
42-INCH) 

Processing  Machine,  Radiographic  Paper  And  Developer  Assembly  . . 

Processing  Machine,  Radiographic  Film,  Automatic  . . . .  . . . 

Processing  Machine,  Photographic  Film  &  Paper,  EH-29(  )..... . . . . . . 

Processing  Machine,  Photogram.netric  DIoposiiive  Plates . . . 

Processing  Set,  Data,  AN/UYK-20(V)  And  AN/UYK-20X(V) . 

Processing  Unit,  Dental  Resins  . . . . . . . . 

Processor,  Signal,  Sight,  Helicopter  Head  Up  Subsystem,  M76  . . . . . 

Processor,  Signal,  Fire  And  Flight  Air  Data  Subsystem,  Helicopter  And  Armament: 

Ml  43 

Prochlorperazine  Maleate  Tablets,  Usp . . . . . 

Prochlorperazine  Edisylote  Injection,  Usp  . . . . . 

Prochlcrperazinz  Maleate  And  Ispromaide  Iodide  Capsules  . . . . 

Producing  Films  Of  Uniform  Thickness  Of  Paint,  Varnish,  &  Related  Products  On 
Test  Ponels  *  29  May  1987 

Product  Assurance  Program  Requirements  For  Fiber  Optic  Components . . 

Product  Assurance  Program  Requirements  For  Contractors............. . . . 

Product  Cleonliness  levels  And  Contamination  Control  Program . . 

Product  Definition  Doto,  Dictionary  Of  Terms  For  Computer  Aided  Preparation  Of 
(Inc!  Engineering  Drawings)  -  1975 

Product  Definition  Data,  Digital  Representation  For  Communication  U»  21  Sep  81 

Products,  Round  Forest,  Standard  Volumes  Of  1978  . . . . 

Profile  Dimensions  Of  Flanges  For  V-bond  Couplings  For  Piping  &  Ducting  (Ed  4) 
(Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc 
20330-5058) 

Profile,  Refractive  Index,  Refracted  Ray  Method  -  Jon  84  . . . . 

Proforma  For  Artillery  Fire  Plan  (Edition  No.  5)  Release  To  Other  Than  DOOD 
Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD) 

Proforma  For  Artillery  Fire  Plon  (Based  On  NATO  Stanog  2031)  (Release  To  Other 
Than  DOD  Act  Req  Pri  Approval  Of  CNM,  MAT  09B-21,  Wash.  D.c.  20390 

Program  Managers  Guide  For  The  Standard  Electronic  Modules  Program . . 

Programmer,  Aircraft  Weapons  Release  Set  MX-7016(*)/AWE-1 . . . . 

Programmer,  Range  8.  Airfrome  Separation  Mark  3  Mod  1  (Inactive)... . . . 

Projectil,  Bombs,  Rockets,  And  Guided  Missile  Warheads,  Inert  Parts,  Manufacture 
Of 

Projectile  Assembly  For  Cartridge,  Smoke,  WP,  81  MM,  M375AI  . . 

Projectile  Assembly,  Nuclear  8  Inch  Training,  M173 . . . . . . . 

Projectile  Atomic  Explosive  8  Inch,  M422  Shipping  Assembly  . . . . 

Projectile  Cubes,  Fragment-simulating . . . . . . . . 

Projectile  For  Cartridge,  105&MIIUMETER,  M360,  Gb&filled,  Without  Fuze  “And 
Burster 

Projectile  Fcr  Cartridge,  81&M1UIMETEP  Mortar,  Smoke,  M370,  Wp  Filling 
Assembly 

Projectile  load,  Smoke,  Wp,  5  Inch  54  Caliber,  Mk  14,  Loading  Assembly . . . 

Projectile  load,  5  Inch  54  Caliber,  Wp,  MK14,  Filling  Assembly . . . . . 

Projectile  load,  6  Inch  4/  CAL2BER,  WP,  MK  13  Filling  Assembly..... . . 

Projectile  Metol  Ports,  less  Ball  Assembly,  With  Fuze,  Pd,  M536..... . . . ..... 

Projectile  105MM  Heat  T  MP,  M456A2  Metol  Ports  Assembly  . . . . . 

Projectile  105 MM,  TPDS-T,  M737  Metol  Parts  Assembly . . . 

Projectile  155MM:  XM864  Metol  Paris  For  Bose  Burner  Assembly........ . . 

Projectile  155MM:  XM864  Propellant  Grain . . . . . . . 

Projectile  155MM  Illuminating  M485A2  Accessories  For,  And  Assembling  And 
Packing  .  - 

Projectile  30MM,  High  Explosive  Duol  Purpose,  M789,  Metal  Parts . . . . 

Projectile  30MM,  Target  Practice  For  Cartridge  30MM,  M788  . . . 

Projectile,  AP-T,  ?0MM,  M318A1  Metal  Parts . . . . . . 

Projectile,  Calibers  .22,  .30,  .50  And  20  Mm  Frogment&simuloting  . . . 

Projectile,  Guided,  155MM,  XM712,  Control  Actuotor  Assembly  For...................  ..... 

Projechle,  Guided,  155MM,  M7 12 . . . . . . . 

Projectile,  Guided,  155MM,  M712  Guidance  Section  For . . . 

Projectile,  Guided,  155MM,  M7 12  Control  Section  For... . . 

Projectile,  Guided,  155MM,  XM712  Roll  Rotcscnsor  For  ..................................... 

Projectile,  Guided,  155  Mm,  XM712,  Thermal  Battery  For . . . .................... 

Projectile,  Guided,  155MM,  XM712,  Warhead  For  . . . . . . 

Projectile,  H.E.,  155MM,  Ml 07  Metol  Parts  Assembly  . . . . 
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MIL-STO-1334B 

3110 

AS 

09  Sep 

85 

AR 

AS 

85 

NOTICE  1 
MIL-STD-1774 

NOTICE  1 

9135 

68 

22  Aug 

88 

Ml 

AS 

68 

l 

MIL-STD-1372A 
NOTICE  ) 

18  JAN  1973 

SOLO 

EC 

12  Oct 

72 

EC 

L 

Mll-P-14796  (2) 
NOTICE  1 

1375 

AR 

18  Nov 

88 

AR 

ANSI  PH1.53-78 

6760 

AS 

04  Apr 

83 

CE 

AS 

16 

MIL  P-36148C 

6525 

DM 

14  Oct 

76 

MD 

MS 

03 

MIL-P-10559A 

6740 

MO 

17  Jun 

55 

MO 

WP 

MIL-P-36541A 

6525 

DM 

16  Jon 

76 

MD 

MS 

03 

A-A-53494 

6525 

/MB 

17  Jur. 

88 

MD 

MS 

03 

L 

MIL-P-55159B 

6740 

CR 

12  Jun 

85 

CR 

l 

MIL-P-52281B 

6675 

ME 

08  Nov 

78 

ME 

l 

Mll-P-28847 

7021 

SH 

27  Jun 

79 

SH 

A-A-53292 

6520 

MB 

01  Dec 

87 

MD 

MS 

03 

l 

MIL-P-70444 

1270 

AR 

30  Nov 

83 

AR 

l 

MIL-P-704B6 

1270 

AR 

30  Jun 

83 

AR 

MIL-P-37563 

6505 

DM 

14  Sep 

77 

MD 

MS 

03 

MIL-P-37592 

6505 

DM 

16  Sep 

77 

MD 

MS 

03 

MIL-P-37253 

6505 

DM 

29  Aug 

75 

MD 

MS 

03 

ASTM  OB23-87 

8010 

MR 

20  Sep 

88 

MR 

SH 

DOD-STD-347 

60GP 

CR 

27  Mar 

85 

CR 

AS 

85 

l 

DOD-STD-2107 

QCIC 

OS 

08  Jul 

86 

OS 

l 

MIL-STD-1246B 

3694 

Ml 

04  Sep 

87 

Ml 

ANSI  Y14.26.3-75 

DRPR 

AR 

15  Aug 

75 

AS 

16 

ANSI  Y14.26M-81 

IPSC 

AR 

15  Jan 

82 

AR 

SH 

02 

AWPA  F3-78 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

NAT-STD-3312  (4) 
NAT 

ISDF 

06 

29  Nov 

88 

EIA  RS455-44-84 

60GP 

CR 

29  Jan 

85 

CR 

AS 

85 

NAT-ST0-2031  (3) 

ISDA 

AM 

17  Jun 

88 

Q-STD-515 

ISDA 

AM 

05  Od 

84 

MIl-HDBK  246A 

5963 

SH 

03  Sep 

82 

El 

SH 

85 

l 

MIL-P-81361 

1280 

AS 

04  Jun 

70 

AS 

l 

Mll-P-82534  (2) 
NOTICE  1 

1340 

OS 

02  May 

69 

OS 

l 

MIL-P-16594A 

1336 

OS 

30  Jun 

55 

OS 

L 

MIL-P-606200 

1315 

AR 

09  Aug 

85 

AR 

l 

MIL-P-63183 

NOTICE  1 

1110 

AR 

07  Apr 

88 

AR 

l 

MIL-P-50833  (1) 

1110 

AR 

22  Sep 

75 

AR 

l 

MIL-P-46125A 

1305 

MR 

11  Apr 

80 

MR 

l 

Mll-P-46541 

1315 

EA 

06  Jun 

61 

EA 

MIL-P-46512A  (1) 

1315 

EA 

26  Jun 

63 

EA 

OS 

Mll-P-23430 

1320 

EA 

11  Sep 

62 

EA 

OS 

L 

MII-P-46658A  (2) 

1320 

EA 

02  Feb 

72 

EA 

L 

MIL-P-14585A 

1320 

EA 

26  Apr 

62 

EA 

l 

Mll-P-50203  (1) 
NOTICE  1 

1310 

AR 

23  Mar 

88 

AR 

l 

MIL-P-63293B  (6) 

1315 

AR 

22  May 

87 

AR 

l 

MIL-P-50791C  (2) 

1315 

AR 

15  Sep 

88 

AR 

l 

MIL-P-70674 

1320 

AR 

04  Apr 

88 

AR 

l 

Mll-P.70505  (2) 

1320 

AR 

20  Jon 

87 

AR 

l 

M1L-P-48249A  (1) 

1320 

AR 

27  Sep 

84 

AR 

L 

DOD-P-63981  (S! 

1305 

AR 

03  Nov 

86 

AR 

l 

DOD-P-63977A 

1305 

AR 

07  Aug 

86 

AR 

M1L-P-60814 

1315 

AR 

17  Apr 

67 

AR 

OS 

l 

M1L-P-46593A  (1) 

1305 

AR 

12  Od 

64 

AR 

L 

MIL-P-63233A  (1) 

1320 

AR 

21  Nov* 

88 

AR 

l 

MIL-P-63223A  (1) 

1320 

AR 

24  Feb 

87 

AR 

L 

MIL-P-63224A  (1) 

1320 

AR 

24  Jul 

87 

AR 

L 

MIL-P-63225A  (2) 

1320 

AR 

18  May 

87 

AR 

l 

MIL-P-63234  (2) 

1320 

AR 

08  Jun 

83 

AR 

L 

Mll-P-63235  (5) 

1320 

AR 

18  May 

87 

AR 

l 

MIL-P-63226  (3) 

1320 

AR 

21  Aug 

87 

AR 

L 

MIL-P-14824B 

1320 

AR 

08  Mar 

89 

AR 

549 


ALPHABETICAL  LISTING 


TITLE 


Projectile,  HE,  155  MM,  XM795  Metol  Paris  Assembly  ................. ...... . . 

Projectife,  HE,  8  Inch  M106  Melal  Parts  Assembly............................ . . . . 

Projectile,  HEP-T,  I06MM,  M346A1  Metal  Parts.. . . . . 

Projectile,  HEP-T  105MM,  M393A2  Metal  Parts.... . . . . . . . 

Projectile,  Heat,  104MM,  M344A1  With  FIN  M8  Meto!  Parts  Assembly................. 

Projectile,  Heat«f$,  90MM,  M431E1,  Metal  Parts  Assembly . . . . 

Projectile,  Hes,  84NCH  M424A1  Meto!  Parts . . . . . . . 

Projectile,  High  Capacity,  Anti  Aircraft,  And  Illuminating . . . . . 

Projectile,  Illuminating,  localized  Heat  Treatment  Of . . . . 

Projectile,  Illuminating,  81MM,  M301A2  Metal  Parts  Assembly  . . . . . . ...... 

Projectile,  Inert  Loaded,  81MM,  For  Cartridge,  Practice  M879  . . . 

Projectile,  Painting,  Marling,  And  Greasing  (By  Projectile  Manufacturers) . . 

Projectile,  Practice,  155MM,  M804  loading.  Assembling  &  Packing . . . ..... 

Projectile,  Practice,  155  MM,  M804  Metal  Parts  Assembly  . . . . . . 

Projectile,  TP*T,  152MM,  XM411E!  Metal  Parts  Assembly.......... . . . . 

Projectile,  TP-T,  105MM,  M468  Metal  Ports  Assembly..., . . . 

Projectile,  Training,  8  Inch,  XM440  Shipping  Assembly  . . . . . . 

Projectife,  Training,  8*INCH  M423,  Shipping  Assembly  . . . . . 

Projectile,  Training,  155MM,  M823  . . . . . . . . . . . 

Projectile,  105MM,  Heat  T,  M622  Metal  Parts........ . . . . . . . 

Projectile,  105MM,  HE,  A\1  &  M760  Metal  Parts  Assembly...™............ . 

Projectile,  105MM  Illuminating  ,  XM314A2E)  Metal  Ports  Assembly  . . . . . 

Projectile,  105MM,  TP-T,  M489  Metal  Ports  Assembly.................................... . 

Projectile,  105MM,  Illuminating,  M314A3  loading  Accessories  For  . . . . 

Projectile,  105MM,  Smoke,  Wp,  M6021,  Filling  Assembly.™................. . 

Projectile,  105MM,  Smoke,  BE,  M84E1  Metal  Ports  Assembly, . . . . . . 

Projectile,  105MM,  Smoke,  Wp,  M60  Metol  Ports  Assembly . . . . 

Projectile,  105MM,  Heat-t,  M456A1  Metol  Parts...... . . . . 

Projectife,  105MM,  WP-T,  M416,  Filling  Assembly . . . . . . 

Projectile,  105MM,  WP,  M416  Metal  Ports  Assembly . . . . . . . 

Projectife,  105MM,  M456A1  Spike  And  Cep  Assembly  . . . . . 

Projectile,  105MM,  TP-T,  M489E1  Metol  Ports  Assembly...... . . . . 

Projectile,  105MM,  Heat-t-mp,  M456A2  Spike  And  Cop  Assembly  . . . 

Projectile,  120MM,  APFSOS,  XM829  Metol  Parts  Assembly,..,.,...,.....,. . 

Projectile,  152MM,  Heot,  M409  Metol  Ports,  Less  Fluted  liner  . . ,™ . 

Projectile,  152MM,  Slug,  Proofing  Metol  Ports  Assembly. . . . . . . 

Projectile,  152MM,  Tp-f,  M411A1  Metol  Ports  Assembly . . . 

Projectile,  155  MM,  Smole,  HC  BE,  M116E2,  Loading,  Assembling  And  Pocking  .. 
Projectile,  155  Millimeter.  XM454,  With  Accessories  Dod  Components  Only. 
Assembly  Of 

Projectile,  155  Millimeter  Howitzer,  M121A1,  VX  NMed,  Without  Fuze  &  Burster .. 

Proiectile,  155  MM,  Smoke,  Wp,  M825,  Ports  For  . ............... . . . . 

Projectile,  155  MM,  AS718/M741  Meollic  Hardware  For,., . . . . . . 

Projectile,  155MM,  Smoke  W?j  M825,  loading.  Assembling,  And  Packaging . . 

Projectile,  155MM,  GB2,  M687,  Without  Conistcr;  DF,  M20 . ™.™...„. . . . 

Projectile,  155MM j  XM864  Body  &  Ogive  Assembly  for,.......™.,,,,..,......,... . 

Projectile,  155MM,  HE*  M483A1  loading,  Assembling  Ar.d  Pocking  . . . . . 

Projectile,  155MM  XM864  Bose  Assembly  For . » . ™.....,,..™..™....„.„,...„..„..,™. 

Projectile,  155-MM,  Gun  And  Howitzer,  M104  And  Ml  10,  WP,  FS,  HD  And  H 
Filling  Assemblies 

Projectile,  155-MIUIMETER  Howitzer,  AM21,  And  Gun,  M122,  Gb  filfed,  Without 
Fuze  And  Burster 

Projectile,  155MM,  Training  M455  Shipping  Configuration  . . . . . .... 

Projectile,  155MM,  Gos,  M121A1  Assembling,  Marking  And  Pocking .................... 

Projectile,  155MM  XM864  Bose  Burner  Assembly  Looding,  Assembling  &pocking  .. 
Projectile,  155MM,  Inert,  M483A1  looding.  Assembling  8.  Pocking 
Projectife,  155MM,  HE,  M483A1  Adopter  For  . . . . . . 

Projectile,  155MM,  He  Re,  M549A1  Aft  (M37  Extruded)  Propellant  Groin  For  .... 

Projectile,  155MM,  Inert  Pxr  6325  (M540  Sim)  Meto!  Ports,  Assembly  . . 

PivjeUlf*,  155MM,  At  M/lo/M/41  tooaing.  Assembling  And  Pocking  Of . . . . 

Projectile,  155MM,  Test,  Non-hoz  M718/M741  Types  looding.  Assembling  & 
Pocking  Of 

Projectile,  155MM,  Test.  M692  looding.  Assembling  And  Pocking . . . . 

Projectile,  155MM,  HEXM795  looding  Assembling  &  Pocking..™.......™... . . 

Projectile,  155MM,  He.  M449A1,  Body  Assembly  For  . . . 

Projectile,  155MM,  HE,  M403A1  Meloll;j:  Hardware  For ,,».,».™™.™..™.™„...... . . 

Projectile,  155MM,  HE,  M483A1  Non  Metallic  Hardware  For™,...™™... . . 

Projectile,  155MM,  Inert  PXR  6325  (M549  (SIM)  looding.  Assembling  &  Pocking. 
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T~ 

DOD-P*63245A  (1) 
NOTICE  1 

1320 

AR 

18  Apr 

88 

AR 

i 

MIL-P-60596A  (5) 
NOTICE  1 

1320 

AR 

18  Apr 

88 

AR 

L 

MIL-P.60521  (5) 

1315 

AR 

21  Dec 

77 

AR 

l 

MIL-P-60574B  (2) 

1315 

AR 

01  Aug 

85 

AR 

l 

MII.P.50308B 

1315 

AR 

25  Feb 

77 

AR 

l 

MIL-P.46490F  (1) 

1315 

AR 

31  Aug 

77 

AR 

l 

MIL-P-50560A 

NUORAR 

28  Oct 

86 

AR 

l 

MIL-P- 18950 

*1320 

OS 

23  Jan 

56 

OS 

l 

MII-P-18949A 

NOTICE  1 

1320 

OS 

05  Jon 

76 

OS 

l 

MIL.P-10590B  (1) 

1315 

AR 

26  Jun 

67 

AR 

L 

Mlt-P.48636 

1315 

AR 

02  Jul 

87 

AR 

l 

MIL-P-18948A  (1) 

1320 

OS 

10  May 

74 

OS 

l 

Mll-P-70447 

1320 

AR 

14  Moy 

84 

AR 

L 

MIL-P-63345A 

1320 

AR 

14  Moy 

84 

AR 

l 

M1L-P-60815A  (3) 
NOTICE  1 

1320 

AR 

20  Jun 

88 

AR 

l 

MIL-P.50793  (1) 

1315 

AR 

22  Mor 

74 

AR 

l 

MIL-P-50890 

1110 

AR 

30  Aug 

71 

AR 

L 

MIL-P-50227A  (1) 
NOTICE  1 

1110 

AR 

13  Mor 

86 

AR 

l 

MIL-P-63357A  (2) 
NOTICE  1 

1320 

AP. 

10  Mor 

88 

AR 

l 

MIL.P-63208B 

1315 

AR 

29  Jon 

85 

AR 

l 

MII-P-60547F 

1315 

AR 

25  Aug 

86 

AR 

l 

MII-P-14852A 

1315 

AR 

18  Apr 

72 

AR 

l 

MII..P-60811B  (1) 

1315 

AR 

14  Apr 

86 

AR 

MIL-P-T4997 

1315 

AR 

15  Oct 

8) 

AR 

l 

MIL-P-51338  (1) 

1315 

EA 

12  Oct 

70 

EA 

L 

MII-P.14R39  (2) 
NOTICE  1 

1315 

AR 

27  Moy 

87 

AR 

l 

MIL-P  60548A  (1) 
NOTICE  1 

1315 

AR 

27  Moy 

87 

AR 

l 

MII-P-60646B  (2) 

1315 

AR 

19  Sep 

84 

AR 

l 

MII-P-60090B 

NOTICE  1 

1315 

EA 

24  Feb 

87 

EA 

l 

MIL-P-606018 

1315 

AR 

16  Mar 

8) 

AR 

L 

MIL.P-70439  (1) 

1315 

AR 

29  Jon 

85 

AR 

l 

MIL-P-63514A  (2) 

1315 

AR 

28  Apr 

88 

AR 

l 

MII-P-63448A 

1315 

AR 

29  Feb 

84 

AR 

L 

MR-P-63510  (1) 

1315 

AR 

30  Oct 

81 

AR 

l 

MIL-P-14825A 

1320 

AR 

03  Apr 

72 

AR 

l 

Mll-P-60628  (1) 

1320 

AR 

24  Feb 

67 

AR 

l 

MII..P.50369A 

NOTICE  1 

1320 

AR 

20  Jun 

88 

AR 

L 

MIL.P-20512D 

1320 

EA 

12  Moy 

87 

EA 

l 

M1L-P-50286A 

1110 

AR 

06  Jun 

77 

AR 

L 

MH.-P-60077A 

NOTICE  1 

1320 

EA 

02  Mor 

87 

E* 

l 

MIL-P-51509A  (1) 

1320 

EA 

17  Sep 

87 

EA 

l 

Mll-P-63985  (1) 

1320 

AR 

05  Jon 

83 

AR 

l 

MII.-P-64007C  (2) 

1320 

EA 

15  Dec 

87 

EA 

l 

MIL-P-51434C 

1320 

EA 

08  Jul 

86 

EA 

L 

MIL-P-70504A  (1) 

1320 

AR 

29  Jun 

87 

AR 

l 

MIL-P-48749D  (1) 

1320 

AR 

05  Oct 

87 

AR 

L 

MII-P706I2  (1) 

1320 

AR 

29  Jun 

87 

AR 

L 

MIL-P-11807C 

1320 

EA 

6  Jun 

57 

EA 

l 

MIL-P-46549A  (2) 

1320 

EA 

05  Aug 

68 

EA 

l 

MII-P-14763A  (1) 

1110 

AR 

16  Oct 

81 

AR 

l 

MIL-P-46412C 

1320 

EA 

29  Jul 

66 

EA 

M1L-P-70506A 

1320 

AR 

04  Apr 

88 

AR 

l 

MIL-P-70476  (1) 

1320 

AR 

09  Sep 

85 

AR 

l 

MU.-P-50979B 

NOTICE  1 

1320 

AR 

18  Apr 

88 

AR 

l 

MIL-P-63203  (2) 

1320 

AR 

17  Nov 

87 

AR 

l 

MII-P-6339/A  (1) 

1320 

AR 

21  Apr 

86 

AR 

L 

MII-P-63238B 

1320 

AR 

01  Moy 

86 

AR 

l 

MIL-P-63430  (4) 

1320 

AR 

30  Apr 

84 

AR 

l 

Mll-P-48870 

NOTICE  1 

1320 

Aft 

06  Jun 

88 

AR 

l 

DODP-63252  (3) 
NOTICE  1 

1320 

AR 

02  Nov 

88 

AR 

l 

Mll-P-50535 

1320 

AR 

07  Dec 

70 

AR 

l 

MII-P-50936A  (2) 

1320 

AR 

20  Apr 

84 

AR 

l 

MIL-P-50944B  (2) 

1320 

AR 

20  Apr 

84 

AR 

l 

Mll-P-63395  (1) 

1320 

AR 

11  Jan 

85 

AR 

550 


ALPHABETICAL  LISTING 


TITLE 

Projectile,  155MM,  He,  M449A1,  Bose  Plug  For  . . . . . . 

Projectile,  155MM,  He.  M449A1,  Hardware  For  . . . . . 

Projectile,  155MM,  He,  M449A1  Loading,  Assembling  And  Pocking  . . . 

Projectile,  155MM,  HE,  Rocket  Assisted  M549  Series,  Motor  Body  Bonding 
Assembling  For 

Projectile,  155MM,  He,  Rocket  Assisted  M549  And  M549A1,  Delay  Assembly  For.... 
Projectile,  155MM,  He,  Rocket  Assisted  M549  And  M549AI,  Delay  Assembly  Parts 
For 

Projectile,  155MM,  M637  Metal  Ports  Assembly  . . . . . . . . 

Projectile,  155MM,  He,  Rocket  Assisted  M549  And  M549A1  Forward  (Ahh) 

Propellant  Grain  Por 

Projectile,  155MM,  He  Rocket  Assisted,  M549  And  M549A1,  Accessories  For  .......... 

Projectile,  155MM,  He,  Ra,  M549  And  M549A1  (With  Warhead  And  Motor  Body) 
loading,  Assembling  And  Packing 

Projectile,  155MM,  Special  Test,  For  M692  And  M731  Loading,  Assembling  And 
Packing  Of 

Projectile,  155MM,  Test,  Non-hazardous,  M718A1/M741A1  Types  Loading, 
Assembling  And  Packing  Of 

Projectile,  155MM,  He,  Rocket  Assisted,  M549  And  M549A1,  Aft  (Ahh)  Propellant 
Groin  For 

Projectile,  155MM,  HE,  Rocket  Assisted,  M549,  Inert,  Simulated  Ports  And  Loading.. 
Projectile,  155MM,  M718A1/M741A1  Types,  Loading,  Assembling  And  Packing  Of., 

Projectile,  155MM,  M693/M731  Plug,  Housing  For . . . . . . 

Projectile,  155MM,  Smoke,  WP,  MHO  Metal  Ports  Assembly..,.. . . . . 

Projectile,  155MM,  HE,  M107  Loading,  Assembling  &  Packing  . . . . 

Projectile,  155MM.  Velocity  Test,  T5U9  . . . . . . . . . . . 

Projectile,  155M*M;  M483A1-M(41-M6 . . . 

Projectile,  155MM,  Smoke,  HC,  BE,  M116E2,  Ports  For  . . . . . 

Projectile,  155MM,  Smoke,  WP,  Ml  10  Loading,  Assembling  &  Packing  . . . 

Projectile,  155MM,  Smoke,  WP,  M110A2  Filling  Assembly . . . . 

Projectile,  155MM,  He.  M692  And  M731,  Non-metollic  Hardworc  For  ...................... 

Projectile,  155MM,  M825  Metal  Parts  Assembly  . . . . . . . . . 

Projectile,  155MM,  Illuminating  M485A2,  Metal  Parts  Assembly  . . . 

Projectile,  155MM,  H.e.  M692  And  M731  loading.  Assembling  And  Pocking  Of  . . 

Projectile,  155MM,  HE,  M692  And  M692  And  M731,  Metallic  Hardware  For... . . 

Projectile,  155MM,  HE,  M692  And  M731  Housing,  Timing  And  Fuzing  For . . . . 

Projectile,  155MM,  GB2,  M687,  Metal  Parts  Assembly  With  Loaded  Ogive . . 

Projectile,  165MM,  HEP  M123A1,  Metal  Parts  . . . . . . . . 

Projectile,  165MM,  Tp  M624,  Metal  Ports . . . . . . . . . 

Projectile,  175  Millimeter,  WP,  XM510EI,  Filling  Assembly . . . . 

Projectile,  175MM,  HE,  M437  Metal  Parts  Assembly . . . . . . 

Projectile,  175MM,  He,  M437  Loading,  Assembling  And  Packing..... . . . . . 

Projectile,  20  Millimeter,  Semi-armor  Piercing,  High  Explosive  Incendiary,  PGU-28/B 

Projectile,  20  Millimeter,  Target  Practice-tracer,  PGU-30/B  . . . . . . . 

Projectile,  20  Millimeter,  Target  Practice  PGU-27/B . 

Projectile,  20MM,  Dummy,  M51A2  . . . . . . . . . . 

Projectile,  20MM,  Target  Practice  Tracer,  M221,  Metol  Parts  . . . . 

Projectile,  20MM,  HEf,  M56A4,  Metal  Parts  . . . . . . 

Projectile,  20MM,  Target  Practice,  M55A3  &  M55A331  . . . . 

Projectile,  20MM,  HE1-T,  M242,  Metol  Parts . . . . . . 

Projectile,  20MM,  HEI,  M56A5,  Metol  Ports  . . . . . . . 

Projectile,  20MM,  HE1T-SD,  M2 46,  Metal  Ports . . . . . . . . . 

Projectile,  20MM,  Target  Practice,  M55A431 . . . . . . . . . . 

Projectile,  20MM,  Tp-f,  M212AI,  Metol  Parts . . . . . . . . 

Projectile,  20MM,  High  Pressure  Test,  M54A1 . . . 

Projectile,  20MM,  Hei,  M97A2,  Metol  Parts  . . . . . . 

Projectile,  20MM,  Armor  Piercing-tracer,  M95,  Meta!  Parts...... . . . . 

Projectile,  20MM,  Target  Practice,  M99A1  . . . . . . 

Projectile,  20MM,  Target  Practice,  M55A2  . . . .  „... 

Projectile,  20MM,  Api,  M53  Metol  Ports . . . . . ......... 

Projectile,  25  Millimeter,  M379  For  Trainer  M32,  Assembly...... ..................... ..o...  ... 

Projcetifo,  4,2  inch  Toclicol  CG,  XM633  »V fu!  Parts  Assembly.....  ..... ............... 

Projectile,  4.2  Inch,  He,  M329A2  Metol  Ports  Assembly,.., ........................ ................ 

Projectile,  4.2  Inch,  Smoke,  M328A1,  WP  Filling . . . . . 

Projectile,  4.2  Inch,  WP,  Smoke,  M328AI  Metol  Ports  Assembly 

Projectile,  4.2  Inch,  Tocticol  CS,  XM633  Loading,  Assembling  And  Packing  (For 
Cartridge,  Tocticol  CS,  XM630) 

Projectile,  4.2  Inch,  Illuminating,  M335A2  Meta!  Ports  Assembly  . . . . .......... 

.rojectifc,  4.2  Inch,  Illuminating,  M335A2  Loading,  Asicmbling  And  Packing 
Projectile,  40MM,  XM577  . . . 

Projectile,  57  MM,  Smoke,  WP,  M308A1,  filing  Assembly 
Projectile,  57MM,  HE,  M306A1,  Metol  Ports  Assembly  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Projectile,  60MM,  WP,  XM722  Body  Assembly  . . . ............... 

projectile,  60MM  Illuminating,  XM721,  Melal  Parts  For.., . . . . . . . . 

Projectile,  60-MM,  Mortor,  M302,  Wp  loading  Assembly  . . . . 

Projectile,  60MM,  HE,  M49A2  Metol  Ports  Assembly  (Ccrbon  Steel)..... . . 

Projectile,  60MM  Metal  Parts  Assembly..,, . .  . . . . . 

Projectile,  60MM,  Illuminating  M383A3  Parts,  loading.  Assembling  &  Packing  . . . 

Projectile,  60MM,  Smoke,  Wp,  M302  Metal  Parts  Assembly . . . . . „.... 

Projectile,  60MM,  HE,  M720  (Or  M888),  Metal  Parts  Assembly  . . . . 

Projectile,  60MM,  H.e„  M49A3  Metol  Ports  Assembly  (Alloy  Steel) . . . . 

Projectile,  64MM,  Riot  Control,  KE  M743  . . . . . . . . . 

Projectile,  8  INCH  HE  M509A1,  Hardware  Metallic  For . . . . 

Projectile,  8  INCH  HE,  RA,  M650  AFT  Worhead  Section  &  Stnppable  Coating 
Assembly 

Projectile,  8  Inch,  MS09A1  Metal  Parts  Assembly  . . . . . . . 

Projectile,  8  Inch,  He,  RA,  M650  Rocket  Motor  Body  Assembly.. . . . . . . 

Projectile,  8  Inch,  HE,  M509A1  loading.  Assembling  &  Packing......... . . . 

Projectile,  8  Inch,  He,  M509E1  Hardware  Non-metollic  For . . . . . . 

Projectile,  8  Inch,  HE.  M509A1  Hardwarenon  Metallic. . . . 

Projectile,  8  Inch,  VX-2,  XM736  Without  Canister,  NM,  XM28,  loading,  Assembly  & 
Packing 

Projectile,  8  Inch,  He.  M404  loading,  Assembling  And  Pocking . . . . 

Projectile,  8  Inch,  He.  M404,  Hardware  For............................ . . . . . . 

Projectile,  8  Inch,  HE,  RA,  M650  Propellant  Grain  For  . . 

Projectile,  8  Inch,  He,  Ro,  M650  Delay  Assembly,  Ports  For...... . . . . 

Projectile,  8  Inch  Dummy,  M845........ . ........ . . . . . . . . 

Projectile,  8  Inch,  He,  Ra,  XM650E5  Delay  Assembly  For . . . . . 

Projectile,  8  Inch,  M424A1  loading  Assebly . . . . . . . . . . 

Projectile,  8  Inch,  M422,  Ports  And  Subassemblies,  Beryllium . . . . . . . 

Projectile,  8  Inch,  HE,  RA,  A\650  Booster  Auxiliary  FA  500  &  Booster  Assembly  PA 
524  For 

Projectile,  8  Inch  He,  Ro,  M650  loading.  Assembling  &  Pocking  . . . . . . . 

Projectile,  8  Inch,  He,  Ro,  M650  Accessories  For  . . . . . . . 

Projectile,  8  Inch,  He,  Ml 06,  loading.  Assembling,  And  Packing  . . . . „ 

Projectile,  8  Inch,  Gas,  M426  Assembling,  Marking  And  Packing . . . . . 

Projectile,  8  Inch,  Chemical  Agent  Gb,  M426,  Without  Fuze  And  Burster,  Filling  Of .. 
Projectile,  88.INCH,  Chemical  Agent  Vx,  M426,  Without  Fuze  And  Burster,  Filling  Of 

Projectile,  8-INCH,  He,  Ra,  M650  Warhead  Section,  Forward..... . - . 

Projectile,  81  Millimeter,  Smoke,  M375,  WP  Filling  . . . . . . . . 

Projectile,  81MM  Smoke,  RP,  M819  Metol  Parts . . . . . . . . . . . 

Projectile,  81MM  Illuminating,  M853A1,  Mctot  Ports . . . . . . 

Projectile,  SIMM,  H.E.,  M374A1  Metal  Parts  Assembly  (Alloy  Steel) . . . 

Projectile,  81MM,  Illuminating,  M301A3  Ports  loading,  Assembling  &  Packing  . . 

Projectile,  81MM,  H.e.,  M374A1  Metol  Parts  Assembly  (Peorlitic  Malleable  Iron). . 

Projectile,  81MM,  H.c.,  M374A1  Metol  Parts  Assembly  (Carbon  Steel) . 

Projectile,  90MM,  Smoke,  WP,M313,  Filing  And  Assembly . . . . . . . 

Projectile,  90MM,  TP*T,  M353  Metol  Ports  Assembly....... . . . . . . ....... 

Projectiles,  20MM  Mark  100  Series,.,. . . . . . . . . . . . 

Projection-Set,  Motion  Pjcfj»r»,  Sound,  16MM  . . . . . . . . 

Projections  For  Aeronautical  Charts  (Ed  3)(W/AMD  1)  Request  Other  Than  Dod 
Must  Send  Reqwcst  Via  Hq  Usof/xoxx(iso),  Wash,  Dc  20330*5058 
Projective,  155MM,  He,  Ro,  M549A1  Forward  (M37  Extruded)  Propellant  Grain  For 
Projector  With  Built  In  Small  Screens,  Method  For  Testing  Optico*  Performance  Of 
Slide  &  Filmstrip  »  19  May  78 

Projector,  Pyrotechnic,  Hand,  M9 ........ . . . . . . . . . . . . 

Projector,  Recticfc  Image,  10547353  . . . . .  ..  ................................ 

Projector,  Reticle  Image,  XM21  . . . . . . . . . 

Projector,  Reticle  Image,  Ml4  . . . . . 

Pfoyrfof  St#fOj»l(>it»f  ($«•  Ot 

Three  Projectors  In  A  Cose  With  Accessories). 

Projector,  Still  Picture,  Overhead,  Attachments  And  Accessories  . . 

Projector,  Still  Picture,  AP  4„, . . . . . . . . . . 

Promethazine  Hydrochloride  Injection,  Usp . . . .................... 

Promethazine  Hydrochloride,  Ipecac  fluidextroct.  And  Potassium  Guoiocolsulfonale 
Elixir 

Promethazine  Hydrochloride,  Chloroform,  Ipecac  FIuid*extroct,  And  Potassium 
Guoiocolsulfonale  Syrup 

Promethazine  Hydrochloride  And  Codeine  Phosphate  Syrup  . . . . 

Promethazine  Hydrochloride,  Ipecac  Fluidextroct  And  Potassium  Guoiocolsulfonale 
Syrup 

Promethazine  Hydrochloride  Tob'ets,  ... 
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ISOF 

06 

12  Jan 

73 

L 

MIDP-63202  (2) 

1320 

AR 

17  Nov 

87 

AR 

ANSI  PH3.64-78 
NOTICE  1 

6730 

AS 

12  May 

87 

ER  AS 

99 

L 

MIDP-20102A 

NOTICE  1 

•1095 

AR 

17  Jun 

88 

AR 

l 

MIDP  50307  (1) 

1270 

AR 

18  Moy 

70 

AR 

l 

MIDP-50775S 

NOTICE  1 

1240 

AR 

30  Jon 

87 

AR 

l 

MIDP-60125A  (4) 

1240 

AR 

25  Feb 

70 

AR 

Mil.o.l055?p 

6675 

ME 

i?  Sep 

7? 

ME 

GG-P-00661B  (2) 

6730 

1 

30  Jon 

73 

MIDP-151270 

6730 

CR 

19  Apr 

84 

CR 

99 

MIDP-37739 

6505 

DM 

24  Apr 

78 

MD  MS 

03 

A-A-50838 

6505 

.MB 

26  Jut 

82 

MO  MS 

03 

MIDP-37315 

6505 

DM 

17  Feb 

76 

MD  MS 

03 

A-A-51079 

6505 

/MB 

21  Nov 

85 

MD  MS 

03 

AUDP-37714 

6505 

DM 

17  Dec 

76 

MD  MS 

03 

MIDP-37673 

6505 

DM 

26  Sep 

77 

MD  MS 

03 

552 


ALPHABETICAL  LISTING 


TITLE 

Proof  Telling  Of  Small  Arms  (ABCA  334)  (Rel  To  Other  Than  DOD  Ad  Req  Pri 
Appr  Of  CNM,  MAT  09821,  Wash,  DC,  20360) 

Prop,  Mouth,  Dental,  Rubber . . . . . . . . . . . 

Propanediol  (Metric)  1,2  . . . . . . . . . . . 

Propanediol,  1,  2  (Metric) . . . . . . . . . . 

Propantheline  Bromide  Tablets,  Usp . . . . . 

Proparacoine  Hydrochloride  Ophthalmic  Solution,  Usp....,..,...,...., . . . 

Propellant  And  Explosive  Systems,  Aircraft  Crew  Escape  Request  Forissue  Other 
Than  Dod  Must  Be  Sent  Via:  Asd/enes,  Wright*potter$on  Afb  Oh  45433*6503 

Propellant  Artillery . . . . . . . . . 

Propellant  CTBN  23-17. . . . 

Propellant  Charge  Assembly  For  Rocket,  Practice,  35MM  Subcoliber,  M73 . 

Propellant  Charge  Assembly  Rocket,  High  Explosive,  66MM,  M72A1,  With  Coupler.. 
Propellant  Charge  Nuclear  Component. . . . . . . . . . . . . . . . 

Propellant  Charge,  Nuclear  Component,  Training........ . . . 

Propellant  Charge,  Rocket,  For  Demoliton  Kit,  Cratering,  M180  . . . . . . . 

Propellant  Extruded,  25  MM,  Armor  Piercing  Incendiary  (API),  PGU-20/U  . . . 

Propellant  Feed  System,  Rocket  Propulsion,  General  Specification  For  . . . . 

Propellant  For  Small  Arms  Ammunition . . . . . 

Propellant  For  20MM  Ammunition . . . . . . . . 

Propellant  For  20MM  Aircraft  Gun  Mark  12  . . . . 

Propellant  Grain  M753  8  Inch  Projectile  . . . . . . . ... 

Propellant  Groin,  MK  43,  Mod  1 . . . . . . . . . . . 

Propellant  Grain,  Mork  93  MOD  O . . . . . . . . . . 

Propellant  Grains,  NOSOL-318  . . . . . . 

Propel'ant  Groin,  Igniter.. . . . . . . . . . . . . . 

Propellant  Mt  Type  It  (Master  Lot)  For  Use  In  Charge,  XM72 . . . 

Propellant  M30  For  Use  In  Cartridge  105MM,  APFSDS-T,  M833 . . . . 

Propellant  Mi  For  Use  In  Charge,  Propelling,  XM211...., . . . 

Propellant  Mi  For  Use  in  Charge,  Propelling,  XM164,,,..., . . . 

Propellant  Mi  For  Use  In  Charge,  Propelling,  155MM,  M3AI  . . . 

Propellant  Ml  For  Use  In  Charge,  Propelling,  M4A2 . . . 

Propellant  Ml  For  Use  In  Cartridge,  105MM,  TPDS-T,  M724A1 . . . 

Propellant  Ml  For  Use  In  90MM  Cartridges . . . 

Propellant  MlO  For  Use  In  Cartridges,  For  57MM  Rifle,  M18  And  M18A1 . 

Propellant  MlO  For  81MM  Mortar  Propelling  Charges . . . . . . . 

Propellant  M14  For  Use  In  Cortridc,  105MM  Tp*t,  M490A1  . 

Propellant  M26  (T28)  For  Use  In  Increment  XM90E1  For  81MM  Mortar . 

Propellant  M26  For  Use  In  Cartridge,  Anti  Personnel  XM581  For  106MM  Rifle 
M40A1 

Propellant  M26A1,  For  Use  In  Change  Propelling  M189  . . . . 

Propellant  M30A1  For  Use  In  155M  Propelling  Chorges . . . . 

Propellant  M30  For  Use  In  Cartridge,  105MM,  Apds-t,  M728 . . . 

Propellant  M30  For  Use  In  105MM  Cartridge,  Heal-!,  M 622... . . . 

Propellant  M30  For  Use  In  Cartridge  105MM,  APFSOS-T,  M735,  M735A1.  And 
XM774 

Propcllont  M30  For  Use  In  Cartridge,  90MM,  Anti  Personnel,  XM580  For  Guns  M36 
&  M41 

PropeJIont  M30  Fo?  Use  In  Cartridges,  Tp-t  M353A1  And  Ap-t  M318A1E1  For 
90MM  Guns 

Propellant  M30  For  Use  In  Cartridge,  105MM,  Heal.t,  M456A)  HeaM-mp, 
M456A1E2  And  Tp-t,  M490 

Propellant  M30  For  Uscm  Charge,  PROPEUING,105MM,  M200 . . . . 

Propellant  M30  Type  I  For  Use  In  Chorge,  XM72,  Zone  III.,..,,...., . . . . . . 

Propellont  M30A1  (M30E1)  For  Use  fn  Charge,  Propelling,  105MM,  XM176,  For 
Cartridge,  HE,  XM548  For  Howitzer  M101,  M102  &  M1C8 

Propcllont  M30A1  For  Use  In  Charge,  Propcl'ing  XM201E2... . ......... 

Propcllont  M30A1  For  Use  In  Chorge  Propelling  M203  . . . . 

Propellant  M30A2  For  Use  In  Chorge  Propelling,  Ml 88  And  M188E1  For  8  Inrh 
Projectiles 

Propcllont  M30E1  For  Use  In  Propelling  Chorge  M85  And  XM121  For  105MM 
Howitzer 

PropePont  M31E1  For  Use  In  Chorge  Propelling  M18862  For  8  Inch  Projectiles . 

Propcllont  M5  For  Use  In  Chorge,  Propelling,  XM178  For  90mm  Recoilless  Rifle  ...... 

Propellont  M6  For  Use  In  Chorge  Propelling,  M 119,  155MM...,„ . 

Propellont  M6  For  Use  In  Cartridge,  90MM,  TP-T,  M353, ................ . . . ...... 

Propellont  M6  For  Use  In  Chorge,  Propelling,  (Green  Bog)  175MM,  XM124 . . 

Propcllont  M6  For  Use  In  Cartridge,  90MM,  Apcrs,  XM580E1  For  Guns  M36  & 

M4I 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Q-STD-334 

ISOA 

AM 

21N™ 

83 

A-A-51287 

6520 

/MB 

18  Dec 

85 

MD 

MS 

03 

MIL.P.83800A  (2) 

6810 

68 

13  Nov 

84 

OS 

68 

l 

DOD-P-82670 

6810 

OS 

02  Dec 

80 

OS 

MIL-P-37657 

6505 

DM 

22  Sep 

77 

MD 

MS 

03 

MIL-P-37793 

6505 

DM 

24  Aug 

78 

MD 

MS 

03 

MIL-P-87220  ()) 

1377 

n 

15  Apr 

86 

11 

MIL-P-270A 

1375 

AR 

02  Feb 

59 

AR 

OS 

L 

MIL.P.85364  (1) 

1340 

AS 

06  Mar 

86 

AS 

L 

MIL-P.50981A  (1) 

1340 

Ml 

12  Sep 

77 

Ml 

L 

MIL.P-60009A 

1340 

Ml 

01  Nov 

74 

Ml 

L 

MIL-P-48194 

NOTICE  1 

1145 

AR 

06  Mar 

86 

AR 

l 

Mll-P-50838 

1110 

AR 

08  Sep 

7) 

AR 

l 

MIL-P-50202A  (6) 

1340 

AR 

i0  Jun 

88 

AR 

L 

Mtl-P-85661 

1305 

AS 

22  Jul 

85 

AS 

l 

MIL-P-27409  (1) 

2845 

12 

16  Jun 

69 

12 

l 

MIL-P-3984G  (3) 

1376 

AR 

06  Mar 

84 

AR 

l 

MIL-P.81994 

1376 

AS 

16  Moy 

75 

AS 

L 

MII-P.18942A  (3) 
NOTICE  2 

1376 

OS 

25  Aug 

71 

OS 

l 

MIL-P-63159 

1110 

AR 

0/  Apr 

88 

AR 

NOTICE  1 
MII-P-188UA  (2) 

1340 

Ml 

02  May 

83 

Ml 

Mll-P-85759 

1376 

AS 

01  Aug 

86 

MIL-P-82739  (1) 

1377 

OS 

01  Mor 

88 

OS 

L 

Mll-P-82691  (1) 

1340 

OS 

21  Aug 

81 

OS 

l 

Mtl-P-14768  (1) 
NOTICE  1 

1145 

AR 

08  Apr 

87 

AR 

l 

MII-P-635I5A  (2) 

1376 

AR 

10  Oct 

86 

AR 

L 

MIL-P-63347 

NOTICE  1 

1376 

AR 

30  Jon 

87 

AR 

L 

MIL-P-48348 

1375 

AR 

24  Oct 

74 

AR 

L 

MIL-P-60416A  (1) 
NOTICE  1 

1376 

AR 

07  Nov 

88 

AR 

L 

MIL-P-60397B 

NOTICE  1 

1376 

AR 

21  Moy 

87 

AR 

L 

MIL-P-48I54B  (2) 

1376 

AR 

20  Oct 

86 

AR 

l 

Mll-P-48759 

NOTICE  1 

1375 

AR 

28  May 

87 

AR 

L 

MIL-P-48051A 

1375 

AR 

04  Jun 

75 

AR 

L 

MII-P.48130A  (1) 

1376 

AR 

15  Mor 

84 

AR 

L 

MIL  P-63517  (2) 

1376 

AR 

05  Jun 

37 

AR 

L 

Mll-P-46993 

1376 

AR 

15  Nov 

63 

AR 

L 

Mll-P-60375 

NOTICE  1 

1376 

AR 

27  Jul 

66 

AR 

L 

MIL-P-50472A 

1376 

AR 

01  Mor 

78 

AR 

L 

MILP-48349 

NOTICE  1 

1376 

AR 

21  Mor 

88 

AR 

L 

MII-P-48266A 

NOTICE  I 

1375 

AR 

28  Moy 

87 

AR 

L 

MIL-P-63301 

NOTICE  1 

1376 

AR 

20  Jun 

82 

AR 

l 

MIL-P.63105B  (1) 
NOTICE  1 

1376 

AR 

25  Apr 

88 

AR 

L 

Mll-P-60382  (1) 
NOTICE  1 

1376 

AR 

25  Apr 

88 

AR 

L 

MIL.P-469998 

NOTICE  1 

1376 

AR 

28  Moy 

87 

AR 

l 

MIL-P.46458F  (2) 

1376 

AR 

27  Sep 

84 

AR 

L 

Mll-P-70539  (1) 

1376 

AR 

29  Oct 

87 

AR 

L 

MIL-P-14769 

1145 

AR 

01  Nov 

68 

AR 

L 

Mll-P.60422  (1) 
NOTICE  1 

1376 

AR 

25  Apr 

88 

AR 

L 

Mll-P-48366  (1) 

1375 

AR 

30  Sep 

74 

AR 

L 

Mll-P-483678 

NOTICE  1 

1375 

AR 

22  Mor 

88 

AR 

L 

MIL-P-48181C 

1375 

AR 

28  Jon 

77 

AR 

L 

MII-P.46651B  (!) 
NOTICE  1 

1376 

AR 

28  Moy 

87 

AR 

L 

MII-P-63341A 

1376 

AR 

01  Sep 

79 

AR 

L 

MIL-P-60358  (1) 
NOTICE  1 

1376 

AR 

25  Apr 

88 

AR 

L 

MII-P-I4940B  (I) 
NOTICE  1 

1376 

AR 

07  Occ 

80 

AR 

L 

MllP-60359 

1376 

AR 

08  Mor 

66 

AR 

L 

MIL-P-60384  (2) 

1376 

AR 

25  Mor 

71 

AR 

L 

Mll-P.60417 

1376 

AR 

14  Feb 

67 

AR 

553 
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ALPHABETICAL  LISTING 


TITLE 


Propellant  M6  For  Uje  In  Cartridge,  90MM,  Canister,  M3 77..,.., . I 

Propellant  M6  For  Use  In  Charge,  Propelling,  155MM,  M119A2.. . I 

Propellant  M6  For  Use  In  Cartridge,  105MM  APERS-T,  M494,,,,,,...,,., . . I 

Propellant  M6  For  Use  In  Cartridge  105MM,  HEP-T,  M327 ........................................  I 

Propellant  M6  For  Use  In  Charge  Propelling,  175MM,  M199  &  M86A2B1  .....  . .  L 

Propellant  M9  For  Use  In  Increments  M90  &  M90A1  For  81MM  Mortar.... . . .  L 

Propellant  M9,  Flake  (For  Use  In  Ignition  Cartridges)  L 

Propellant  M9,  Flake  (For  Use  In  40MM  Cartridges)  .  I 

Propellant  Powder  For  Use  In  Base  Grain,  AHH . . . . . . . . .  t 

Propellant  Powder  {For  Use  In  Base  Grain  OGK)  . . . . . . .  I 

Propellant  Pressurizing  Agent,  Nitrogen . . . . . . . . . . . . 

Propellant  Pressurizing  Agent,  Helium . . . . . . . . . .  L 

Propellant,  Ball,  25  MM,  Armor  Piercing  Incendiary  (API),  PGU-20/U . . . .  L 

Propellant,  Ball  Powder  For  Cartridge,  105MM.HE,  XM7 10.. . . . .  t 

Propellant,  Cannon,  Noco . . . . . . . . . .  L 

Propellant,  Composite,  Cast,  X-60  . . . . . . . . . . . .  I 

Propellant,  Composite  ADC-109... . . . . . . . . .  L 

Propellant,  Deuterium . . . . . . . . . . . . 

Propellant,  Double  Base  Sheet,  Type  N-5., . . . . . . . .  L 

Propellant,  Double  Bose  Sheet,  M36 . . . . . .  L 


Propellant,  Fluorine. 


Propellant,  Grain,  Inhibited  . . . . . 

Propellant,  High  Density  Synthetic  Hyd'ocarbon  Type,  Grade  JP-9  And  JP-10  . .  I 

Propellant,  Hydrazine  -  Uns-dimethylhydrozme  (50  Percent  N2H4  •  50  Percent 
Udmh) 

Propellant,  Hydrazine  Woter  (70  Per  Cent  Hydrazine  *30  Per  Cent  Water). . .  L 

Propellant,  Hydrazine . . . . . . . . . . . . . 

Propellant,  Hydrazine  Uns  Dimcthylhydrozine  50/50  8lend  . . .  L 


Propellant,  Hydrogen  .  ...  ........... .............. ........ 


Propellant,  H8  . . . . . . . . . . . . 

Propellant,  Igniter,  X-62  . . . . . . . . . . . .  L 

Propellant,  Isopropyl  Alcohol . . . . . . . . . .  I 

Propellant,  Jet  Engine,  T-h  Dimer,  Grade  RJ*4 . . . . . . .  I 

Propellant,  Kerosene.............. . . . . . 

Propellant,  Liquid  Neon  . . . . . . . . . . . . .  I 

Propellant,  liquid . . . . . . . .  I 

Propellant,  Mi  For  Use  In  Charge . . . . . . . . . . .  L 

Propellant,  Mixed  Hydrazine  fuel,  MHF*5  . . . . . . . . . . . .  L 

Propellant,  Mixed  Oxides  Of  Nitrogen . . . . . .  . 

Propellant,  Mixed  Hydrazine  Fuel,  MHF-6  . . L 

Propellant,  Mixed  Hydrazine  Fuel,  MHF*3  . I 

Propellant,  Monomethylhydrozinc . . . . . . . . . . 

Propellant,  Ml  For  Use  In  Charge  Propellmg  M2  (While  Bog)  For  8. Inch  Howitzer  ..  I 

Propellant,  Ml  For  Use  In  105MM  Cartridges . . . . . . . .  L 

Propellant,  Ml  For  Use  In  Chorge,  Propelling,  M67  For  105MM  Howitzer  . .  L 

Propellant,  Ml,  For  Use  In  Charge  Propelling  Ml  (Green  Bog)  For  8  Inch  How,*tzer..  L 

Propellant,  M 10  (For  Use  In  Specioi  Apptiialions) . . . L 

Propellant,  M 10  For  60MM  Mortar  M204  propelling  Chorge . L 

Propellant,  M17*  For  Use  In  Cartridges,  76MM,  Ap-t,  M339  fc  76MM,  Tp*»,  L 

M340A1 

Propellant,  M2  And  M5  . . . . . . . . . . . .  L 

Propellant,  M2  For  Use  In  165MM  Cartridges  . I 

Propetfant,  M2  Far  M5  Subsystem  Ammunition . . . . .  I 

Propellant,  M26  (T28)  For  Use  In  Cartridges  M344  And  M346,  In  106MM  Rifles .  I 

Propellant,  M30  For  Use  In  Cartridge,  105MM,  Apds*t,  M392A2  . .  I 

Propellant,  M30  For  Use  In  Cartridges  76MM,  AP-T,  M339  &  TP-T,  M340A 1 .  L 

Propellant,  M30A1  For  Use  In  Charge,  Proof,  I55MM,  PXR-5297  l 

Propellant,  M30A1  For  Use  In  Chorge,  Proff,  155MM,  PXR-6255  . L 

Propellant,  M3J(T34),  For  Use  In  Charge  Propelling  M45,  For  Projectiles  M356  And  L 
M357,  For  120MM  Gun,  M58 

Propellonl,  M5  (For  Use  In  Specioi  Applications) . . . L 

Propellant,  M5,  For  Use  In  And  Cartridge,  90MM,  Heal,  M371  And  M37! El,... ........  L 

Propellant,  M6  For  Use  In  Cartridge,  Connlster  76MM,  M363 . I 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MlL-P-60465 

1376 

AR 

27  Jun 

67 

AR 

1 

MU-P.63404 

1376 

AR 

11  Sep 

80 

AR 

J 

MIL-P-48231 

1375 

AR 

02  Aug 

73 

AR 

MlL-P-48058 

1375 

AR 

18  Apr 

72 

AR 

MIL-P-46230C 

1375 

AR 

16  Dee 

88 

AR 

NOTICE  1 

MIL-P-60029B  (l) 

1376 

AR 

10  Apr 

86 

AR 

NOTICE  1 

MII-P-60398B 

1376 

AR 

29  Jan 

88 

AR 

«IL*P*50206  (2) 

1376 

AR 

21  Mor 

88 

AR 

NOTICE  1 

MII-P-60432C 

1376 

AR 

27  Apr 

87 

AR 

NOTICE  1 

MII-P-60463B 

1376 

AR 

25  Apr 

88 

AR 

NOTICE  1 

MIL-P-27401C 

9135 

68 

22  Aug 

88 

Ml 

AS 

68 

NOTICE  l 

MU-P-27407A  (1) 

9135 

68 

17  Jun 

88 

68  j 

Mll-P*85662 

1305 

AS 

22  Jul 

85 

AS 

MIL-P-63084 

1376 

AR 

23  Feb 

77 

AR 

M11-P-19264A 

1376 

os 

04  Sep 

59 

OS 

NOTICE  1 

MI1.-P-85J48A 

1370 

AS 

26  Mar 

86 

AS 

MIL-P-83405 

1340 

13 

01  May 

73 

13 

MIL-P-87897 

9135 

68 

22  Aug 

88 

Ml 

AS 

68 

NOTICE  1 

Mil-P.17689 

1340 

os 

30  Jul 

53 

os 

MIL-P-48357A  (1) 

1376 

AR 

13  Jun 

88 

aR 

NOTICE  ) 

MIL-P-27405  (2) 

9135 

68 

•>2  Aug 

88 

Ml 

AS 

68 

NOTICE  1 

M11.P-60852A 

1377 

os 

21  Ocl 

70 

AR 

OS 

MIL-P-87107C 

9135 

11 

21  Feb 

89 

IT 

NOTICE  1 

MIL-P-27402B 

9135 

68 

22  Aug 

88 

Ml 

AS 

68 

NOTICE  1 

MIL-P-87930 

9135 

68 

25  Ocl 

77 

68 

MIL-P-26536D 

9135 

68 

27  Jul 

87 

68 

MSl.STD.1775 

9135 

68 

22  Aug 

88 

68 

NOTICE  i 

MU.P-27201B 

9135 

68 

22Aug 

88 

Ml 

AS 

68 

NOTICE  ! 

MIL-P-23929A 

1375 

AR 

12  Ocl 

64 

AR 

OS 

99 

Mll-P  85489 

1420 

AS 

06  Ocl 

81 

AS 

Mll-P-87931 

9135 

68 

16  Dec 

77 

68 

MII-P-8C522B  (1) 

9535 

AS 

14  Nov 

86 

A0 

68 

MIL-P-25376C  (2) 

9130 

20 

15  Jun 

82 

ME 

AS 

20 

MIL-P.87932 

9135 

68 

11  Ju> 

78 

68 

MIL-P-48333 

1376 

AR 

27  Apr 

87 

AR 

NOTICE  1 

MIL-P-469VC 

.376 

AR 

05  May 

88 

AR 

NOTICE 

MIL-P-81507 

9135 

AS 

14  Nov 

66 

MIL-P-27408A 

9135 

68 

15  Ocl 

71 

Ml 

AS 

68 

M1L-P-81726 

9135 

AS 

23  May 

69 

Mll-P-81342 

9135 

AS 

10  Dec 

65 

MIL-P-27404B 

9135 

68 

22  Mo/ 

79 

Ml 

AS 

63 

MU.-P.46699B  (1) 

1376 

AR 

r)  May 

84 

AR 

MIL-P-46252C 

1376 

AR 

04  Apr 

77 

AR 

MIL-P-603I8B 

1375 

AR 

02  Apr 

74 

AR 

Mll-P-46698 
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ALPHABETICAL  LISTING 


TITLE 


Provisions  For  Evaluating  Quolity  Of  Hoods,  Cold  Weather,  Extreme  Cold  Weather 
And  Flyers 

Provi.ions  For  Evaluating  The  Quality  Of  Spare  Parts  For  Mechanical  &  Textile  End 
Item 

Provisions  For  Evoluoiing  Quality  Of  Caps,  Garrison,  Men  S  . . .................. . 

Provision*  For  Evaluating  Quality  Of  Cloth  Coveralls . . . . . . . . 

Pre  visions  For  Evoluoiing  Quolity  Of  Ceps,  Garrison,  Women  S . . 

Prjpellont  M30  For  Use  !n  Cartridge,  Heat*!,  M431  For  90MM  Guns . . 

P.veudoephedrine  Hydrochloride  Tablets,  N.f. . . .  . . 

Psychrometer . . . . . . . . 

Pjychromefer,  Hand,  Electric,  Aspirating,  MM50/UM  And  Corryingcose, 
Psychrometer,  CY-123S/UM 

Psychrometer,  Shng  . . . . . . . . . . . 

Psychromelers.... . . . . . . . . . . . * . . 

Psyllium  Hydrophilic  Mucilloid  With  Dextrose . . .  . . . 

Public  Address  Set,  Type  AN/UIQ*7  . . . . . . . . 

Public  Address  Set  AN/UIH-6(  (  )units  Of(  . . . . 

Public  Address  Set  (Reproducing  Equipment  MC*3^  •  And  Public  Address  Set 
AN/UIH-2 

Public  Address  Set,  AN/U1Q-10 . . . 

Publications.  Planned  Maintenance  System,  For  Training  Devices..... . . . 

Publications,  Technical,  Instruction. type.  Preparation  Of . . . . . . 

Pudding  Bor  (Operational  Ration  Component) . . . . . . . 

Pudding,  Chodate,  Thermostabilized,  Troy  Pack...... . . . . 

Pudding,  Chocolate,  Thermostabilized,  Troy  Pack . . . . . . 

Puddings,  Canned . . . . . . . . . . . 

Puddings,  Chocolate,  Chocolat  Peppermint,  And  Vanilla,  Powder  (For  Oral  Liquid 
Feeding) 

Puller  Attachment,  Mechanical,  And  Puller  Set,  Mechanical . . . 

Puller  Kit,  Mechanical . . . . . . . . . . . . . 

Pu  -  os! . . . . . . . . . . . 

Puller,  t  .  . . . 

Puller,  Fuse,  (S-shope) . . . . . . . 

Puller,  Mechanical.  Watch  And  Clock  Hand  . . . . . . . 

Puller,  Nod,  Hand . . . . . . . . . „ . . 

Pulley  *  Control,  Antifriction  Bearing . . . . . . . . . . . . 

Pulley,  Groove,  Antifriction-bearing,  Grease-lubricated,  Aircraft  . . . . . 

Pulley,  Groove,  Fractional  Horsepower  . . . . . . . 

Pulley,  Groove,  Secondary  Control,  Aircraft . . . . . . . . . . . 

Pulley,  Groov?,  Flight  Control,  Aircraft  . . . . . . . . . . . 

Pulley,  Groove,  Heavy  Duty,  Control,  Aircraft . . . . . . . . 

Pulley,  Industrial  (Multiple  Drive)  Standard  Deep  And  Narrow  Groove..., . . 

Pulley,  Mountain  Rescue,,...........,,, . . . . . . . 

Pulmonary  Exercise  Unit,  Plastic . . . . . . . . . . . . . . 

Pulmonary  Exercise  Unit . . . . . . . . . . . . 

Pulmonary  Exercise  Unit . . . . . . . . . . . 

Pulp  Protector,  Dentol,  Zinc  Cxide  And  Eugenol  . . . . . . . . . 

Pulp  Protector,  Dental  . . . . . . . . . . . . 

Pulse  Shpper.  10548801 . . . . . . . 

Pumice,  Ground,  AbrosWe . . . . . . . . . . . . 

Pump  &  Hydraulic  Hand . . . . . . . . 

Pump  &  Hydraulic  Hand,  Type  3000  . . . . . . . . . 

Pump  And  Filler,  Prescription  8ottIe . . . . . . . 

Pump  And  Heater,  Fuel  Oil  ......  . . . . . . . . . . 

Pump  And  Pumping  Units,  Centrifugal,  Power-driven,  For  Water  Pockaging  Of 

Pump  Assembly,  Bilge,  Electric  Motor  Driven,  Direct  Current,,.. . 

Pump  Assembly,  Fuel,  Electrically  Driven,  Aircraft  Heater..., . . . . 

Pump  Assembly,  Flammable  liquid.  Centrifugal,  SeM  Priming,  2  Inch  100  GPM  At 
100  Feet  Totol  Dynamic  Head 

Pump  Assembly,  Oil,  Starling  Engine  . . . . . . . . . 

Pump  Centrifugal,  Sump,  Pneumatic- Motor  Driven,  210  GPM  At  25  Foot  Totol  Head 

Pump  Pressure,  Oil  &  Free  Air,  Type  MA&2  . . . . . . . . . 

Pump  Pressure,  Oil  A  free'AV,  Type  MA&3  . . . . . . . 

Pump  Unit  Centrifugal,  Soil  Water  Engine-Driven  . . . . . . . 

Pump  U.iit,  Alternating  Pressure  Paint  Pod,  Physiocotheropeutic  . . 

Pump  Unit,  Centrifugol,  Portable,  Self  Primming,  Power  Driven  (Dewatering, 
Contractor  And  Trash  T/pe) 

Pump  Unit,  <.cnmtugot,  Ven^ov.Sump,  Electric  Motor  Driven,  Automata, 
Wet*pit*type 

Pump  Unit,  HydrovLc,  Electric  Motor  Driver.  Fixvd  Displacement . . 

Pump  Unit,  liquid  Vfj'vjOi,  Poyr«rr-Drivef».,«...,« . . . . . «... 

Pump  Unit,  V/afer  Circulation,  Cizctric  Malar- Driven  Skid  Baled  Mounted 
Pump  Units,  Centrifugol,  Water,  Horizontal,  General  Service  And  Boiler  feed; 

electric  Motor  Or  Steam  Turbine  Driven 
Pump-engine  System,  Cc?. ttffugc!,  Wcfer-gaieKrefuel  Ojl,  Skid  Base  Mounted. 
Pump,  Acid,  Hand  . . . . . . . . . . 

Pump,  Automotive  fuel  Dispensing,  (Service  Station).  . . . 

Pump,  Bucket,  lybricctfon,  H?nd  Operated  . . . . . . . . , 
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ALPHABETICAL  LISTING 


TITLE 

Pump,  BucWt,  Lubricating,  .fand-operuted  . . . . 

Pump,  Centfifiguol,  fuel  Booster,  Aircraft,  Genera!  Specification  For.........,,..,.........,,, 

Pump,  Centrifugal,  Decontaminating  Apparatus  . . . . . . 

Pump,  Centrifugal,  Electrical  Motor  Driven,  Shallow  Wei!  {For  Woter)  . . . . 

Pump,  Centrifugal,  4  loch  And  6  Inch,  Gasoline  Engine  And  Diesel  Engine  Driven, 

For  Wafer 

Pump,  Centrifugal,  Electric  Motor  Driven  (For  Woter) . . . . 

Pump,  Centrifugal,  Close  Coupled,  Navy  Standard  For  Use  On  Novel  Ships . 

Pump,  Centrifugal,  Self  Priming,  Diesel  Engine  Driven,  Wheel  Mounted,  6  Inch,  1500 
GPM  At  60  Frv-t  Head 

Pump,  Cent’ifugol,  Sewage  Service  For  Use  On  Naval  Ships......... . . . . 

Pump,  Centrifugal,  Water,  Gasoline  Engine  Driven,  2-1/2  Inch,  Skid  Mounted,  200 
GPM  At  300  Fact  Total  Head  Auxiliary  Priming 

Pump,  Centrifugal,  Per  pherol  Type,  Miscellaneous  Naval  Shipboard  Service..,.. . 

Pump,  Centrifugal,  Water,  Oiesel  Engine  Driven,  4  Inch,  600  GPM  At  50  Feet  Total 
Head 

Pump,  Centrifugal,  Self-PRIMING,  Frarre-MOUNTED  1-1/2  Inch,  65GPM  At  50 
feet  Total  Head  (For  Water) 

Pump,  Centrifuged,  For  Petroleum  Products,  Diesel  Engine  Driven,  Seif  Priming,  Skid 
Mounted,  Single  Stage,  6  Inch,  Grooved  Adopters,  245  GPM  At  205  Feet  Head 
To  1?20  GPM 

Pump,  Centrifugal,  Boiler  Feed,  (Multi  Stage)  . . . . . . . 

Pump,  Centrifugal,  Submarine  Trim  And  Drain  (Scries  Type  Only) . .  . . . 

Pump,  Centrifugal,  Portable,  Submersible*,  Unsealed  . . . . . . . 

Pump,  Centrifuge!,  Boiler  Feed,  Single  Stage . . . . . . . . 

Pump,  Centrifugal,  Water  Circulating,  Electric  Motor  Driven  . . . . . 

Pump,  Centrifugal,  Gasoline  Engine  Driven  Portable,  fire  Fighting  Service  . 

Pump,  Centrifugal,  Condensate,  Feed  Booster  Arid  Distilling  Plant . . . . . . 

Pump,  Centrifugal,  Gosoline-engine-drivcn,  60  G.P.M . . . . . . . . 

Pump,  Centrifuge!,  Main  Condenser  Circula'Ytg,  Novel  Shipboard . . . . 

Pump,  Centrifugal,  Petroleynvpipeline,  Diesei-engine-driven,  Skid-mounted,  2-STAGS, 
6-INCH,  500  GpmrAI  555  foot  Head  To  1,400  Gpm  At  2/5  Foot  Head 

Pump,  Circulating,  120/230  Volt,  50/60  Hz  AC  . . . . . . . . . 

Pump,  Concrele  Placing,  60  Cubic  Yards  Per  Hour  Minimum  Output  Capacity.  Trailer 
Mounted,  Ded 

Pump,  Deep  Well,  Packaging  Of . . . . . . . . 

Pump,  Dental  (Moutbrinse)-.-. . . . . . . . . . 

Pump,  Ejector,  Air  Yeh-cle  Fuel,  Generol  Specifications  For . . . . . 

Pump,  Engine  Priming,  Hand  Driven,  (Nonaircraft)  Engine . . . . . 

Pump,  Enteral  Feeding . . . . . . . 

Pump,  Fog  Oil,  Smoke  Generator,  M4 . . . . . . . 

Pump,  Fag  Oil,  Smoke  Generator,  M4... . . . . . . . . 

Pump,  Foe! . . . . . . . . . . . . . . . 

Pump,  Fuel  Electrical,  24  Volt  D.c . . . . . . 

pump.  Fuel  Transfer,  Aerial  Refueling,  General  Specification  For..., . . . 

Pump,  Fuel,  Elecfricol.  24  Volts  D.c.  25  G.p.h.  Capacity  . . ....... 

Pump,  Fuel,  Electricolfy  Operated,  24  Volt  DC,  In  TcnlrType.... . ....... . . 

Pump,  Hand,  Air. . . . . . . .  . . . . .  .................. 

Pump,  Hydraulic  Rom,  Hand  Driven,  10,000  PSl... . .. . . . . . . . 

Pump,  Hydraulic  Rom,  Hcnd  Driven . . . . . . . . 

Pumj. ,  Hydroulic,  Electric  Major  Driven,  Yarioble  Delivery,  General  Specification  For 

Pump,  Hydraulic,  Power  Driven,  Fixed  Displacement  . . — . . . . . 

pump,  Hydroulic,  Variable  Delivery,  Generol  Specification  For  . . . . . 

Pump,  hflotiog-deffoliog,  Hand-operated,  Air,  Sir.glc-cylinderPIunger  - . . . 

Pump,  Inflating,  Moocul . . . . . . . . . . . 

pump,  Inflating,  Manual,  (For  Rubber  Tires)...,,...,.. . . . . 

Pump,  lubricant  Transfer  (Hand)  . . . . . . . . . . . . 

Pump,  Monuol,  Engine  priming . . . . . . . . 

Pomp,  Peristaltic. . . . . . ........... . . . . . . . 

Pump,  Pipe!,  Automatic  . . . . . . * . . . . . . 

Pump,  Positive  Displacement,  Mqin/’port  Use,  Mam  Boifer  fuel-Servico,  Nova) 
Shipboard  Use 

Pomp,  Positive  Displacement,  Rotary  . . *  . . . . . . . 

Puctp,  Reciprocotirig,  Power  Driven,  Diaphragm,  Gasoline  Engine  Driven,  Wheel 
Mounted 

Pump,  Reciprocating,  Hand  Driven  Single  Acting  . . . .  . ....... 

Pump,  Rotary,  Fuel  Oil  Transfer,  Power  Driven  . . . . . . . 

-  Pomp,  Rotary,  Mend  Driven,  And  Motor,  Hydraulic  Remote-Valve  Operation,  Naval 
Shipboard  Use 

pump,  Rototy,  Power-driven,  Fuel,  Aircraft  (Toper  Threaded  Ports). . . . . 

Purpo,  Rotary,  power  Driven  Fuel  Oil,  Skid  Base  Mounted  . . . 

Pomp;-Rotary,  Power  Drive.  -J)  Gpm  Copocify  Mobile  ,  Type  MC5-2 . . 

Pump,  Rofary,  Power  Driven,  Viscous  Liquids.,,,,,.. . . . . 

Pcmp/Rolory,  Power  Driven,  20  Gpm  Cop.,  Two  Wheeled  Hand  Cart,  Type  MC&l,. 

Pump,  Rotary,  Power  Driven,  Naval  Shipboard  Main  luoncat«g  Oil  Service  . . 

Pump;  Rolmy,  Power  Driven,  Misceolansous  . . . . . . 

Pomp,  Sec  Wafer . .  . . . . . .  ....... 

Pump,  Submersible,  Axicl  flovv.  Elective  Motor  driven,  46  GPM  At  6  Ft  Head  (For 
Water) 

Pump  Sylir.ge . . . . . .  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Pomp,  Vocuum,  Compound,  Rotary,  Motor  Driven,  12  Cfm  . . . . . . . 

Pump,  Vacuum,  Poiitive  Displacement,  Air  Rotary  Vane.,, . . . 

Pump,  Vacuum,  Positive  Displacement,  Electric  Motor  Driven.......... . . . . 

Pump,  Vocuum,  Positive  Displacement,  Air  Rotary  Vane,  Type  1,  Cost  Iron... . . . 

Pump,  Vacuum,  Positive  Displacement,  Air  Rotary  Vane,  Type  2  Cast  Aluminum........ 

Pumping  Assemblies,  Asphalt,  Bulk  Transfer . . . . . . . . . . . 

Pumping  Assemblies,  Deep-well,  Electromotor-driven...,...,.., . . . . 

Pumping  Assembly,  Flammable  Liquid,  Bulk  Transfer,  Centrifugal,  50CPM  At  100 
Feet  Total  Head,  Diesel-engine-driven 

Pumping  Assembly,  Flammable  Liquid,  Bulk  Transfer,  600  Gpm  •  Diesel  Engine 
Driven 

Pumping  Assembly,  Liquid  Bulk  Transfer,  Diosel-engine-driven,  350  Gpm  Capacity, 
275  Total  Heed,  Wheel  Mounted 

Pumping  Assembly,  Flammable  Liquid,  Bulk  Transfer,  Trailer  Mounted  A/M32R-22 
Diesel  Engine,  600  Gpm 

Pumping  Assembly,  Flammable  Liquid,  Bulk  Transfer  PMU-27/M  . . . . 

Pumping  Assembly,  Wafer,  Wheel  Mounted,  Diesel  Engine  Driven,  Self  Priming 
Centrifugal,  6  Inch,  600  GPM  At  350  Feet  Tofol  Head 
Pumping  Unit,  Centrifugal,  Diesel-engine-driven,  Self-priming,  600  GPM  At  150  PSI 
And  1250  GPM  At  180  Feet  Total  Head 
Pumping  Unit,  Frame  Mounted,  1-1/2  Inch,  Electric  Motor  Driven,  35GPM  At  25 
Feet  Total  Head 

Pumping  Unit,  Hydraulic  AF/M27M-1  And  F/M27M-2......... . . . . . 

Pumping  Units,  Condensate,  Heating,  And  Pumping  Units,  Vacuum,  Heating  .............. 

Pumping  Units,  Hydraulic  MX-3196/APQ-83  And  MX-3197A/APQ-83 . . . 

Pumping  Units,  Sewage,  Duplex,  Centrifugal,  Automatic,  Wet  Pit  Type,,,. . ,... 

Pumps  (Including  Primemovers  &  Support  Item  S);  Packaging  Of. . . . 

Pumps  And  Motors,  Power,  Oil  Hydraulic  (Novel  Shipboard  Use) . . . . 

Pumps,  Centrifugal,  Electric  Motor  Driven,  Positive  Prime,  Petroleum  Products, 

Airfield  Defueling  And  Receivir.j 

Pumps,  Centrifugal,  2-INCH,  Gasoline  Or  Diesel  Engine  Driven . . . . . 

Pumps,  Centrifugal,  Miscellaneous  Service  Naval  Shipboard  Use . 

Pumps,  Centrifugal,  Multistage,  Vertical,  Electric-motor-driven  (For  Liquid 
Hydrocarbon  Fuels) 

Pumps,  Centrifugal,  Cargo  Oil  Service,  Naval  Shipboard  Use . . . . . 

Pumps,  Heat,  Water-source,  Standard  For  *  Mar  1985  . . 

Pumps,  Reciprocating,  Direct-acting  &  Power  Oriven  (Inactive  For  New  Design) . . 

Punch  And  Die,  Grornmot  Inserting . . . . . 

Punch  And  Die,  Knockout . . . . . . . . . 

Punch,  Cutting  . . . . . . . . . . . . . . . 

Punch,  Cutting,  Revolving  Head . . . . . . . . . . . 

Punch,  Paper  (Office  Type),  Light  Duty . . . .  . . 

Punch,  Paper,  Hand  Held  (Heavy  Duty) .............. . . . . . 

Punch,  Paper,  Hand  Held  (2  Inch  Reach) . . . . . . . 

Punches  And  Dies,  And  Punch  And  Die  Sets— metal  Cutting,  Hand,  And  Punch,  Clip, 
Sheet  Metal 

Punches  And  Dies,  Grommet  Inserting . . . . . . . . . . . 

Punches,  Center,  Coopers  ,  Drive  Pin,  Aligning,  And  Prick. . . . . 

Punching  Machine,  Paper,  Electric  Motor  Driven  . . . . . 

Punching  Machine,  Pope r,  Electric  Motor  Driven  . . . . . . . . 

Punching  Machine,  Metol,  Turret  Type,  Hand  Operated . . . . 

Punching  Machine,  Metol,  Single  End  Type,  Numerically  Controlled..... . 

Punching  Machine,  Meld,  Dowcr  Driven,  Turret  Type  . . . . . . 

Punching  Machine,  Metol,  Power  Driven,  Single  End  Type. . . . 

Punching  Maching,  Turpet  Type,  Numerically  Controlled  . . 

Punching,  Shearing,  Notching,  And  Coping  Machines,  Metol,  Power  Driven . 

Puncture  U  Stiffness  Of  Paperboard,  &  Corrugated  A  Solid  Fiberboard  -  13  Sen  68 

Purging  Kit,  Converter  System,  liquid  Oxygen  KMU&78-E.. . . . . . 

Purging  Unit,  Air,  Liquid  Oxygen  Storage  Tanks  GSU-62/M. . . 

Purification  Unit,  Tronsportoble,  Hydraulic  Fluid  (Nasal  Shipboard  Use)  . . 

Purifier,  Air,  M2A1, . . . . . . . . . 

Purifier,  Air,  M2A2 . . . . . . . . . . . 

Purifier,  Air,  M2A2...., . . . . . . . . 

Purifier,  Centrifugal,  Oil,  Novol  Shipboard . . . . . . . . . 

Purifier,  CenHfugol,  Jet  Fuel,  Novol  Shipboard, . . . . . . . . . 

Purifier,  Solid  Ejecting  (Self  Cleaning),  Centrifugal,  Fuel  &  lube  Oil . . . . . . 

Pursuit  Deterrent  Munition,  Hand  Emplaced  Mine  (Pdm),  M86  Molded  Assembly  For 

Pushbutton  Switches  Of  Certified  Quality  -  9  Jon  1987,........,,.., . . . . . 

Putty,  Linseed  Oil  Type,  (For  Wood  Sash  Glazing) . . . . . . . . . 

Putty,  Linseed-oil  Type,  (For  Wood-sash-glazing) . . . . 

Putty,  Purc-linsced-oil,  For  Wood-sash  Glozing  . . . . . 

Putty,  Sealing  (For  Bolted  Steel  Storage  Tanks)  . . . . . . 

Putty,  Zinc  Chromate,  General  Purpose  . . 

Pyrantel  Pamoate  Oral  Suspension,  Ujp. . . . . . . . . 

Pyrclhrum  Extract. . . . . . . . 

Pyrimethamine  Toblets,  Usp  . . . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Pyrometer,  Irtdko flog.  Thermocouples . . . . . . . . . 

Pyrometer,  Optica! . . . . . . . . . . , 

Pyrometry  ■  1  ion  1987 .............  . . . . . . . 

Pyrotechnic  First  Fire  Compositions  . . . . . . . 

Pyrotechnics,  Method  Of  Determination  Of  Candle-power  And  Color  Value.... . 

Pyrotechnics,  Sampling,  Inspection  And  G  . . . . . 

Pyrotechnics,  Specification  For  White  And  Colored  Composi*ions . . . . . . 

Pyrrobutamme  Phoiphate,  Cyclopentumine  Hydrochloride,  And  Mcthopyrilene 
Hydrochloride  Capsules 

Pyrvinium  Pomoote  Tablets,  Usp. . . . . . . . . . 

Q-meter  TS-617/U... . . . . . . .. . . . . . 

Quad-output  Switching  Power  Supply  . . . 

Quadrant,  Fire  Control,  XM14  . . . . . . . . . . . 

Quadrcnt,  Fire  Control,  Gunner  S  MlAl .....  . . . . 

Quadrant,  Fire  CONTROLS  15  . . . . . . . . . . . 

Quadrant,  Fire  Control,  Elevation,  M13  Series*.............. . . . . . 

Quadrant,  Fire  Control,  XM17.. . . . . . . . . . . . 

Quadrant,  Fire  Control,  XM 18  . . . . . . . 

Quadrant,  Fire  Control.  Elevation  M14E1. . . . . . . . 

Quadrant,  Gunner  S,  M1A1E1.. . . . ..................... . . . . . . . 

Quadrant,  Range,  M4A1  . . . . . . . . . . 

Qualification  Of  Aircraft,  Missile  &  Aerospace  Fusion  Welders . . . . . 

Quality  Assuronce  Procedures  For  Demolition  Stores,  &  Accessories  (Release  To 
Other  Than  Dod  Activities  Requires  Prior  Approvo!  Of  Hq,  DARCOM  (DRCIRD) 
(ABCA  583) 

Quality  Assuronce  For  Weapons  And  Support  Material.... . . . . 

Quality  Assuronce  Terms  And  Definitions..  . . . . . . . . . 

Quality  Control  Of  Metol  Wrought  Products  except  Forgings  Procured  To 
Non-governmentol  Specifications 

Quality  Control  Of  liquid  Missile  Propello.^s  At  Control  Storcge  Points.... . . . 

Quality  Control  System  Requirements . . . . . . . . . . . . . . . 

Quality  Control  Of  Goseous  And  liquid  Aviator  S  Breathing  Oxygen  At  Aircraft 
Contractor  Facilities 

Quality  Control  And  Reliability  *  Sampling  Procedures  And  Tobies  For  life  And 
Reliability  Testing  (Based  On  Exponential  Distribution) 

Quality  Control  Procedures  For  High  Density  Foies,  Grades  JP-9,  JP*10,  PF»1  & 

RJ-4  At  Contractor  facilities 

Quality  Control  And  Reliability  -  Statistical  Procedures  For  Determining  Validity  Of 
Suppliers  Attributes  Inspection  Of 

Quality  Ofwood  Members  For  Containers  And  Pallets.  . . . . 

Quality  Program  Requirements..... . . . . . . . . . . 

Quality  Standards  For  Aircraft  Pneumatic  Tires  And  Inner  Tubes . . . 

Quality  Standards  For  Computer  Output  Microfilm  -  71  . . . . 

Ouolity  Stondords  For  Potable  Water  . . . . . . . . . . . 

Qualify  Surveillonce  Handbook  For  Fuels,  lubricants.  And  Related  Products  ( 

Request  For  Issue-Other  Thon  DOD  Must  Be  Sent  Via  Defense  Fuel  Supply 
Center,  ATTNs  0F5C*Q,  Cameron  Station,  Alexandria,  Vo  22304-6160 
Quantitative  Description  Of  Obscuration  F actors  For  Electro-optical  A  Millimeter 
Wave  Systems  (Metric) 

Quantitative  Extraction  Of  Bitumen  From  Bituminous  Paving  Mixtures  •  8  Jon  81 ...... 

Quartz,  Fused,  Optical  Grade  . . . . . 

Quartzite  (Ground)  (for  Use  In  Ammunition)....- . . . . . . 

Quartzite  Aggregate  . . . . . . . . . . . 

Quick  Release,  Personnel  Parachute  Harness  MXU*683(V)l/P  . . .„ . . 

Quick  Release,  Type  B-2A  . . . . . . . . . . . . . . 

Quicklime  For  Structural  Purposes  *  30  Nov  79  (Reopproved  1984) . . 

Quicklime,  Hydrofed  lime,  &  limestone.  Physical  Testing  Of,  Standard  Test  Method 
For  -  30  Jc*'  1987 

Quickmatch  . . . . . . - . . . . . . . . . . . . 

Qutrtldt'.g  G'uvoiwle ToWels  . . . . . . . . . . . . 

Qulnidfne  Polygolacturonale  Tablets.... . . . . . . . . . . . 

Quinidine  Polygolcctuionale  Tablets . . . . . . . . . 

Qulnidfne  Sulfate  Toblets,  Modified . . . . . . . . . . 

Quinidine  Sulfate  Tablets,  (J.s.p.  . .  . . . . . 

Quinonedioxime,  Commercial  Grade  . . . . .  . . . . 

RASP,  Antrum  (Wiener,  Trocar  Tip) . . . . . . . 

RDX . . . . . . . . . .. . . 

RDX  Desensitized . . . . . . . . . . . . . . 

RDX/ESfANE  (PBX-O280)  Molding  Powder  (For  Use  In  Ammunition) ,.... . 
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AR 

27  Apr 

87 

AR 

MIL-P-20464 

1370 

AR 

26  Nov 

51 

AR 

MIL-STD-1234 

NOTICE  3 

28  MAY  1973 

1370 

AR 

28  May 

73 

AR  AS 

99 

L 

M1L-P-20334A 

1370 

AR 

15  Feb 

47 

AR 

MIL-P-37262 

4505 

DM 

17  Nov 

75 

M0  MS 

03 

MIL-P-37510 

4505 

DM 

15  Dec 

74 

MD  MS 

03 

MIL-Q-10194D 

4425 

82 

08  Sep 

49 

SH 

99 

A-A-50764 

4130 

82 

14  Apr 

86 

ER 

99 

l 

MIL-Q-46387A  (2) 

1290 

AR 

08  Nov 

88 

AR 

l 

MIL-Q-I2713D  (1) 

1290 

AR 

16  Aug 

76 

AR 

l 

MIL-Q-46315C  (2) 

1290 

AR 

15  Oct 

87 

AR 

l 

MIL-Q-45618F 

1290 

AR 

26  Mar 

71 

AR 

l 

Mll-Q-48355  (3) 

1290 

AR 

05  Oct 

87 

AR 

L 

Mlt-Q-48356  (2) 

1290 

AR 

29  Nov 

85 

AR 

l 

MIL-Q-50385  (1) 

1290 

AR 

17  Aug 

84 

AR 

L 

MIL-Q-50386 

1290 

AR 

16  Jun 

70 

AR 

L 

MIL  Q-12793A 

1290 

AR 

19  Apr 

63 

AR 

MIL-STD-1595A 
NOTICE  1 

THJM 

20 

30  Jul 

87 

MR  AS 

20 

Q-STD-583 

ISOA 

AM 

15  Jan 

81 

l 

MIL-Q-4S970A 

QCIC 

AR 

01  Oct 

75 

AR 

MIL-STD-109B 

QCIC 

10 

04  Apr 

69 

EL 

10 

l 

Mll-Q-226316  (2) 

OCIC 

AS 

27  Moy 

46 

AS 

MIL-STD-I597A 

9135 

68 

16  FeL 

87 

68 

FED-STD-368A 

MISC 

» 

10  Dec 

79 

L 

MIL-STD-I551B 

6830 

68 

27  Apr 

01 

68 

l 

MIL-HDBK  108 

QCIC 

OS 

29  Apr 

60 

OS 

l 

MH-STD-1770A 

9135 

68 

23  Jon 

87 

68 

l 

MIL-HDBK  109 

QCIC 

AR 

06  Mo y 

60 

AR 

Mll-STO-731 

NOTICE  1 

12  OCT  1970 

8115 

ME 

12  Oct 

70 

ME 

SA 

6? 

MIL-Q-9858A  (2) 

QCIC 

05 

08  Mar 

85 

AR 

NM  05 

MIL-STD-698B 

2620 

AV 

16  Sep 

88 

AV 

AS 

99 

NOTICE  1 

NMA  MS  1-71 

EDRS 

16 

30  Apr 

75 

ER 

AS 

16 

ABC-STD-23B 

ISDN 

SH 

16  Aug 

77 

MIL-HDBK  2000 

9>GP 

PS 

01  Jul 

87 

GL 

SA 

23 

DOD-HDBK  1/8 

MISC 

ER 

25  Jul 

86 

ER 

ASTM  D2 172-81 
NOTICE  1 

5610 

YD 

12  Jun 

87 

CE 

YD 

99 

l 

MIL-Q-47057 

6650 

Ml 

10  May 

74 

Ml 

l 

Mll-Q-50531 

NOTICE  1 

1345 

AR 

20  Moy 

88 

AR 

L 

M'il-Q-23774 

5610 

OS 

25  Jun 

63 

OS 

l 

MIL-Q-87152  (2) 

1670 

82 

28  Dec 

83 

99 

M1L-Q-43015D 

147C 

GL 

20  Nov 

87 

GL 

AS 

NOTICE  1 

ASTM  C5-79 

5610 

YD 

25  Jon 

80 

EA 

YD 

99 

ASTM  Cl  10-87 

5610 

YD 

05  Sep 

88 

EA 

YD 

99 

L 

MIL-G-37SB 

INT  AMD  1  (PA) 

1370 

AR 

30  Aug 

63 

AR 

MIL-Q-J/280 

6503 

DM 

18  Nov 

75 

MD 

MS 

03 

A-A -51262 

6505 

/MB 

12  Dev 

85 

MD  MS 

03 

MIL-Q-37779A 

6505 

DM 

01  Jun 

78 

MD  MS 

03 

l 

Mll-Q-37808 

6505 

DM 

17  Aug 

77 

DM 

MIL-Q-37379 

6505 

DM 

04  Jun 

76 

MD  MS 

03 

Ini  AMD  1  (DM) 
MIL-Q-51093A 

6810 

Ml 

24  Oct 

80 

Ml 

OS 

A-A-0053396 

6505 

MB 

19  Feb 

88 

MD 

MS 

03 

MIL-R-398C  (4) 

INT  AMD  5  (AR) 

1376 

AR 

12  Ju! 

77 

AR 

OS 

99 

l 

Mll-R-13742  (1) 

1376 

AR 

25  Apr 

72 

AR 

L 

M1L-R-48878  (3) 

1376 

AR 

27  May 

80 

AR 

560 


ALPHABETICAL  LISTING 


TITLE 


RDX/VINYL  Chloride  Copolymer  Explorive  Competition  (PBX  9407)  (For  Use  In 
Ammunition) 

Robbits,  Chilled  Or  Frozen,  Ready  To  Cook . . . . . . . . . 

Robies  Vaccine,  Veterinary,  Modified  Live  Virus..................... . . . . . . . . 

Racepinephrine  Inhalation  Solution,  USP  . . . . 

Raceway  And  Fittings,  Metallic,  Underfloor  . . . . . . . 

Raceway,  Steel,  Rigid..... . . . . . . . . . . . 

Raceways  &  Fittings,  Surface  Metal,  Standard  For  (Tenth  Edition)  -  28  Moy  85........ 

Rack  Assembly,  Cone,  Airport  Morker  Light. . . . . . . . 

Rack  Set,  Baking  For  Cabinets,  Gasoline,  Field  Range  M1937  And  M1959 . 

Rack-bin  Assembly,  Pharmaceutical  Storage . . . . . . . . . . . 

Rack,  Battery  Charging...... . . . . . . . 

Rock,  Bomb  Ejector,  Aircraft,  Aero  7A  And  Aero  7B  Series  . . . . . . 

Rack,  Bomb  Ejector,  Aircraft  BRU-4/A . . . . . . 

Rack,  Bomb  Ejector,  Aircraft,  Aero  20A  And  Aero  20B  Series....... . . . 

Rack,  Bomb  Ejector,  Aircraft,  BRU-10,  BRU*ll,  And  8RU09  Series . 

Rock,  Bomb  Ejector,  Aircraft  MAUM2B/A  . . . . . . . 

Rock,  Bomb  Ejector.  Aircraft,  BRU-20,  8RU-21,  BRU-22,  BRU-23,  BRU-24  And 
BRU-25  Series 

Rack,  Bomb  Ejector,  Aircraft  MAU-50/A  . . . . . . 

Rack,  Bomb  Ejector,  Aircraft,  Aero  27A . . . . . . . 

Rock,  Bomb  Ejector,  Aircraft  MAU-40/A . . . . . . . 

Rack,  Bomb,  Aero  65A  Series  . . . . . . 

Rack,  Bomb,  Aircraft,  BRU-12/A  . . . . . . . . 

Rack,  Bomb,  Aircraft,  Type  MA&4A....... . . . . . 

Rack,  Bomb,  Aircraft,  BRU-14  And  6RU-15  Series . . . . . 

Rack,  Bomb,  Multiple  Practise  A/a  37B-3  . . . . . . 

Rock,  Bomb,  Multiple  Ejector,  A/A37B-6  Series  And  Triple  Ejector,  A/A37B-5  Series 

Rack,  Breed,  Baker  Si  10-  Shelf,  Knockdown  Type  . . . . 

Rack,  Bread,  Bakers,,  One  Wire  Shelf,  Folding  Type  . . . . . . . 

Rack,  Card . . . . . . . . . . . . . 

Rock,  Commerical  Dishwashing  .  27  Jan  84... . . . . . . . 

Rack,  Cutlery . . . . . . . . . . . 

Rack,  Delivery  And  Storage  Food  Container . . . . . 

Rock,  Display,  Book,  (Wood) . . . . . . . . . . 

Rack,  Display,  Book,  (Wood) . . . . . . . . . . . 

Rack,  Distributor,  Desk . . . . . . . . . 

Rock,  Drying  laboratory . . . . . . . . . . . . . . . 

Rack,  Drying,  Bedpan  And  Urinal . . . , . 

Rack,  Drying,  Clinical  Utensils . . . . . . . 

Rack,  Drying,  Laboratory . . . . . 

Rock,  Drying,  Radiographic  Film.... . . . . . . . . . 

Rack,  Electrical  Equipment  (Rack  MT-452/F  &  Rock  MT-53/F)  . . . . . 

Rack,  Flare  CY2617/ALA-17 . 

Rack,  Funnel,  Laboratory . . . . . . . . . . . . . 

Rock,  Funnel,  Laboratory  . . . . . . . . . . . 

Rack,  Hemostatic  Clip  (Me  Kenzie)  . . . . . . . 

Rack,  Insert,  Baking  And  Roasting  Pan . . . . . . . 

Rock,  Instrument  Sterilization . . . . . . . . . 

Rock,  Integrated  Avionics,  Forced  Air  Cooled,  General  Specification  For  . 

Rack,  Moilbog,  Folding  Type,  Metal,  6&BAG  Capocity  . . . . . 

Rock,  Milk  Container,  Mobile  And  Rocks,  Egg  Container,  Mobile  . . . . 

Rack,  Mobile  (For  Roll-through  Refrigerators  And  Roll-through  Food  Warmers). . 

Rock,  Module,  Test  Equipment . . . . . . . . . . 

Rock,  Pipe! . . . . . . . . . 

Rock,  Pipet, . . . . . . . . . 

Rack,  Pipet . . . . . . . . . 

Rack,  Pipet  Washer . . . . . . . . . . . . . . . 

Rock,  Pipet,  Washer . . . . . . . . . . 

Rack,  Sedimentation,  Blood  . . . . . . 

Rack,  Storage  MK19  (XM15  . . . . . . . . 

Rock,  Storage  Small  Sow  (M13) . . . . . . . 

Rack,  Storage,  Loaded.pallet,  Galvanized . . . . . . . . 

Rock,  Storoge,  Loaded  Pallet . . . . . . . . . . . 

Rack,  Storoge,  Loaded  Pallet . . . . . . . . . . . . . . 

Rock,  Storage,  Mixer  Bowls  And  Attachments,  Mobile................. . . . . 

Rock,  Stcrcgc,  Motion  PicfO'O.  Fi'r . 

Rack,  Storage,  Pipe  And  Bor  Stock,  Single  And  Double-Face,  Adjustable  Cantilever 
Arms 

Rock..  Storage,  Solid  Shelf,  Gcntrol  Purpose  ............................... . . . 

Rock,  Storoge,  Small  Arms;  M14. . . . . . . . 

Rock,  Storage,  Small  Arms....,.., . . . . . . . . . . . 

Rock,  Suture  Needle . . . . . . . . . . . . . . 

Rock,  Test  Tube  laboratory  . . . . . . . . . . . 

Rock,  Test  Tube,  laboratory..................  . . . . . 

Rack,  Test  Tube,  laboratory . . . . . . . 

Rock,  Test  Tube,  Laboratory,  Polypropylene,.,...,,.......,,.,..,,. . . . . . . 

Rock,  Test  Tube,  Laboratory  Wintrobe,  Enameled  Steel,  JO  Tube  . . . 

Rock,  Test  Tube,  Laboratory, . .  . . . . . . . . . . 

Rock,  Test  tube.  Laboratory,  Polypropylene... . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-R-63419 

1376 

AR 

05  Feb 

"87 

AR 

NOTICE  1 

PP-R-21E  (1) 

8905 

-GL 

12  Sep 

77 

Gl 

SA 

50 

MIL-R -37430 

6505 

DM 

20  Sep 

76 

MD 

MS 

03 

A-A-0053358 

6505 

MB 

14  Feb 

88 

MD 

MS 

03 

W-R-36D 

5975 

t 

25  Nov 

83 

L 

MIL-R-46837A 

5975 

Ml 

05  Nov 

86 

Ml 

Ul  5-85 

5975 

YD 

19  Jul 

85 

ER 

YD 

85 

L 

MIL-R-52002A 

6210 

ME 

01  Dec 

71 

ME 

MIL-R-43658A 

7360 

Gl 

19  Sep 

83 

Gl 

YD 

99 

A-A-53099 

6530 

MB 

31  Aug 

87 

MD 

MS 

03 

l 

MS-25390 

6140 

AS 

27  Mor 

59 

AS 

L 

MIL-R-22622A 

1095 

AS 

25  Apr 

80 

AS 

L 

MIL-R-38980A 

1095 

18 

25  Mor 

70 

18 

L 

MIL-R-22623A  (1) 

1095 

AS 

15  Sep 

80 

AS 

L 

Mll-R-819398  (1) 

1095 

AS 

06  Feb 

84 

AS 

Q  L 

MIL-R-38953C  (1) 

1095 

84 

08  Oct 

76 

99 

L 

MIL-R-85320  (1) 

1095 

AS 

19  Aug 

80 

AS 

Q  L 

MIL-R-38956C  (2) 

1095 

84 

19  Ocl 

76 

99 

l 

Mll-R-85325  (1) 

1095 

AS 

19  Aug 

80 

AS 

Q  l 

MIL-R-38957C  (2) 

1095 

84 

19  Ocl 

76 

99 

L 

MII-R-19445A 

1095 

AS 

1  Sep 

59 

AS 

L 

MIL-R-81839  (1) 

1095 

AS 

21  Dec 

83 

AS 

L 

MIL-R-9409B  (2) 

1095 

84 

11  Mor 

82 

99 

L 

MII-R-8I965A  (1) 

1095 

AS 

01  Nov 

76 

AS 

L 

MIL-R-23818 

1095 

AS 

15  Aug 

64 

AS 

l 

MIL-R-85323  (1) 

1095 

AS 

20  Aug 

80 

AS 

A-A-501 10 

7320 

Gl 

31  Mar 

87 

Gl 

YD 

99 

MIL-R-1983G 

7320 

Gl 

23  Ocl 

87 

Gl 

99 

A-A-51516 

7110 

/MB 

03  Jul 

86 

MD 

MS 

03 

ASTM  F  861-83 

7320 

YD 

31  Moy 

85 

GL 

YD 

99 

MIL-R-40607D 

7320 

Gl 

17  Jun 

86 

Gl 

YD 

99 

L 

MIL-R -43567A 

7330 

GL 

o 

5 

o 

X 

78 

GL 

AA-R-20A 

7110 

% 

1  Jul 

59 

AA-R-0020B 

7110 

» 

07  Jon 

72 

A-A-1030 

7520 

•/. 

11  Moy 

81 

MS-36394 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

RR-R-0015A 

6530 

/DM 

29  Sep 

66 

MD 

MS 

03 

MIL-R-36037B 

6530 

DM 

25  Ocl 

67 

MD 

MS 

03 

NOTICE  2  (DM) 

MS-36399 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

GG-R-25 

6525 

/DM 

7  May 

53 

MD 

MS 

03 

MIL-R-10964A 

5975 

ER 

18  Mar 

52 

ER 

SH 

t 

MII-R-60040C 

1370 

AR 

15  Moy 

87 

AR 

NOTICE  1 

MS-36380 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36407 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MIL-R-36128A 

6515 

DM 

17  Dec 

69 

MD 

MS 

01 

MIL-R-40141C 

7330 

Gl 

22  Sep 

70 

Gl 

SA 

99 

A-A-53090 

6530 

MB 

31  Aug 

87 

MD 

MS 

03 

L 

MIL-R-85725 

5975 

AS 

25  Jul 

86 

AS 

MIL-R-40634  (1) 

7110 

Gl 

24  Nov 

67 

GL 

99 

MIL-R-43979A  (1) 

7320 

Gl 

25  Jun 

87 

Gl 

99 

MIL-R-43399A  (1) 

7320 

Gl 

27  Feb 

87 

Gl 

YD 

84 

NOTICE  1 

L 

MS-3503 

5975 

AS 

24  Moy 

70 

AS 

MS-36391 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36392 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36401 

6640 

EA 

27  Jul 

82 

EA 

MS 

99 

MS-36393 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS -36400 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MS-36413 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

L 

Mll-R-70553 

1095 

AR 

14  Jen 

86 

AR 

L 

MIL-R-70502  (2) 

1095 

AR 

01  Jul 

88 

AR 

L 

A-A-50103 

7125 

Gl 

27  Mor 

37 

Gl 

AA-R-0045 

7125 

t 

27  Jon 

69 

A-A-501 04 

7125 

Gl 

27  Mor 

87 

Gl 

L 

Mll-R-438708 

7320 

GL 

26  Nov 

86 

Gl 

99 

MII-R-20648C 

6760 

CR 

22  Sep 

83 

CR 

99 

MIL-R-43775  (1) 

7125 

GL 

12  Jul 

72 

Gl 

SA 

99 

AA-R-00169I 

7125 

•Gl 

29  Dec 

72 

Gl 

99 

L 

MIL-R-48628 

1095 

AR 

02  Ocl 

87 

AR 

MII-R-3211G 

1095 

AR 

16  Feb 

77 

AR 

99 

MIL-R-36/87  (1) 

6515 

DM 

01  Mor 

73 

MD 

MS 

03 

NNN-R-0055  (1) 

6640 

/DM 

30  Jun 

71 

MD 

MS 

03 

MS-36385 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

A-A-51000 

6640 

/MB 

08  Aug 

85 

MD 

MS 

03 

Mll-R-36837 

6640 

OM 

31  Moy 

72 

MD 

MS 

03 

A-A-50805 

6640 

/MB 

17  Apr 

81 

MD 

MS 

03 

MS-36386 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MIL-R-003 6837A 

6640 

DM 

25  Ocl 

72 

MD 

MS 

03 

561 


ALPHABETICAL  LISTING 


TITLE 

Rock.  Test  Tube,  Laboratory  Folding,  Aluminum . . . . . . 

Rack,  Test  Tube,  Laboratory  Wassermon  Type..................................................... . 

Rack,  Test  Tube,  Laboratory . . . ..................................... . . . . . 

Rack,  Test  Tube,  Laboratory  Steel  Wire,  Rigid  Type  . . 

Rock,  Test  Tube,  Laboratory,  Epoxy  Coated  Wire,  40  Tube... . . . . . . . 

Rock,  Test  Tube,  Laboratory,  Wintrobe,  Enomeled  Steel,  10  Tube . . . 

Rack,  Thermometer . . . . . . . . . . . . 

Rack,  Tray  Bussing,  Mobile......... . . . . . . . . . 

Rock,  Utensil  (For  Six  Urinals  And  Three  Bedpans)  . . . . . . . . . 

Rack,  Vertical, . . . . . . . . 

Rock,  Wearing  Apparel,  Steel  . . . . . . . . . . . 

Rack,  Wearing  Apparel,  Steel  . . . . . . . . . . . . . 

Rack,  Wearing  Apparel,  Steel . . . . . . . . . . . . . . 

Rack,  Weight  Set,  Storage . . . . . . . . . . 

Rack,  X-ray  Film  Hanger.. . . . . . . . . 

Racks,  Food  Container,  Mobile...... . . . . . . . . . . , 

Racks,  Food  Service  Tray. . . . . . . . . . „ 

Racks,  Milk  Container, mobile  And  Rocks,  Egg  Container,  Mobile. . . . . 

Racks,  Panels,  &  Associated  Equipment  -  28  Nov  77....................... . . . 

Racks,  Rubber  Stamp . . . . . . . . . . . 

Racks,  Rubber  Stamp . . . . . . . 

Racks,  Storage,  looded  Pallet . . . . . . . 

Rocks,  Wearing  Apparel  (Semi-concealed). . . . . . . . . . 

Rodor  Altimeter  Warning  Set  AN/APQ>107(*) . . . 

Radar  Bombing  Equipment  AN/APA-16 . . . . . . . 

Rodor  Bombing  Equipment  AN/APA-16,  Bench,  Pre-flight  &  Flight  Test  Instructions 
For 

Radar  Data  Distribution  Groups  AN/GPA-106()  (Rodor  Site)  AN/GPA*107(V) 
(Operations  Site) 

Radar  Doppler  Systems  Data  Transmission  For  (Edition  1)  . . . 

Radar  Engineering  Design  Requirements,  Electromagnetic  Compatibility . . . 

Radar  Equipment,  United  States  CH-1  1  Mar  79 . . . . . . . . . 


Radar  Frequency  Bonds,  IEEE  Standard  letter  Designations  For  -  30  Nov  76  . . 

Rador  Identification  Transponder  Set  AN/APX-71A..... . . . . . ... . 

Radar  Indicators  For  Novol  Surface  Ships,  Submarines  And  Shore  Installations . 

Rador  Interrogator  Set  AN/TPX-19,  20,  26  &  27  Packaging  &  Pocking  Of  (Inactive 
For  New  Design 

Rador  Outputs,  Naval  Ship  And  Shore  Standard  For  . . . 

Radar  Recognition  Set,  AN/APX-7 . . . . . . . . . 

Rodor  Set  AN/APS-82. . . . . . . . . . . . . . 

Rador  Set  AN/PPS-5(  )  (Units  Of) . . . 

Radar  Set  AN/APS-96 . . . . . . . . . . . 

Rodor  Set  AN/APN-117  . . 

Rador  Set  An/ops  116 . . . . . . . 

Rodar  Set  AN/APS-45A  . . . . . . . . 

Radar  Set  AN/PPS05(  ( . . . 

Rador  Set  An/sps-(  (,». . . . . . . . . . . 

Radar  Set  AN/VPS-2.  10549058  (Range  Only  Radar).,. . . . . . . . . 

Radar  Sets  AN/APS-115B  And  AN/APS-122 . . . 

Radar  Slgnol  Detecting  Set  AN/APR*39(V)1  (Release  To  Other  Than  DOD 
Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE-1)  (ABCA  644) 

Rodor  Transponder  AN/DPN-78(( . . . . . . . . . 

Rador  Transponder  AN/DPN-77(( . . . . . . . . . . . 

Rador,  Ground  Surveillonce,  Very  Short  Range  (Release  To  Other  Than  Dod 
Activities  Requires  Prior  Approval  Of  Hq  Dorcom,  Drcird) 

Radioc  Calibrator  AN/UDM-2(  )  . . . . . . . . 

Radiac  Calibrator  Set  AN/UDM-7(  ( . . . . . . . . . . 

Rodiac  Detector  DT>236()/PD . . . . . . . . . . . . 

Rodioc  Repair  Facility  (Mobile),  AN/MDM-1  ()„, . . . . . . 

Radiac  Set  AN/PDR-43  . . . . . . . . . 

Radiac  Set  AN/GDS-1  . . . . . . , 

Radiac  Set  AN/PDR-65  . . . . . . . . . . . 

Radiac  Set  AN/PDR-45(  ( . . . . 

Radiac  Set,  AN/PDR-69................. . . . . . . . . 

Rodioc  Set,  AN/PDR*27(;( . . . . . . . 

Radioc  Set,  A  N/PDR -63  ((........ — . . . . . 

Radiocmeter  -  IM-135(  (/pd . . . . . . . . . . 

Radiocmeter  •  IM*143(  (/pd . . . . . . . . . . . 

Radiocmeter  -  IM-107{  (/pd....... . . . . . . . . . 

Radiocmeter  IM*174(  )/PD, . ............. . . . . . . . . . . . 

Rodiacmeter  IM-93/UD  Radiocmeter  IM-147/PD  . . . . . 

Radiocmeter  IM-9{  (/pd . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-36I63A 

4440 

EA 

20  Jun 

69 

EA 

Mf 

MS-36171B 

4440 

EA 

11  Feb 

88 

EA 

MS 

03 

MIL-R-37208 

4440 

DM 

05  Feb 

76 

MD 

MS 

03 

MS-36172A 

4440 

EA 

20  Jun 

69 

EA 

MS 

99 

MIL-R-37640 

4440 

DM 

09  Feb 

77 

MD 

MS 

03 

M1L-R-37624 

4440 

DM 

30  Sep 

77 

MD 

MS 

03 

MS -34408 

4440 

EA 

26  Jul 

82 

EA 

MS 

99 

MIL-R-42825B  (2) 
NOTICE  1 

7320 

Gl 

23  Oct 

87 

GL 

SA 

99 

RR-R-1S 

4530 

/DM 

11  Jan 

51 

MD 

MS 

03 

L 

MS-14125F 

5975 

AS 

09  Dec 

75 

AS 

AA-R-40 

7195 

•/. 

23  Apr 

57 

A-A-IB 

7195 

t 

01  Nov 

82 

AA-R-0040C 

7195 

i 

31  May 

74 

A-A-53220 

4530 

MB 

29  Sep 

87 

MD 

MS 

03 

GG-R-0025B 

4525 

/DM 

27  Jun 

73 

MD 

MS 

03 

A-A-40071 

7330 

/GL 

31  Dec 

84 

GL 

A-A-50126 

7320 

GL 

28  Jui 

87 

Gl 

99 

A-A-50019B 

7320 

/Gl 

18  Mor 

88 

Gl 

99 

E 

EIA  RS310C-77R82 

5975 

SH 

08  Oct 

82 

ER 

SH 

85 

A-A-561 

7520 

*/. 

01  Jul 

81 

GG-R-42B 

7520 

t 

08  Aug 

74 

MIL-R-61001 

PACK 

S  M 

30  Mor 

89 

SM 

SA 

69 

A-A-294A 

7195 

t 

01  Nov 

82 

L 

MIL-R-2401IA 

5841 

AS 

15  Mor 

65 

AS 

L 

MIL-R-18895A 

1285 

AS 

29  Jun 

55 

L 

Mll-R-18984 

1285 

AS 

13  Jul 

55 

l 

MIL-R-24098 

5840 

EC 

15  Sep 

64 

EC 

NAT-STD-5013  (5) 

ISDF 

06 

10  Aug 

84 

MIL-STD-469 

NOTICE  1 

30  MAR  1947 

EMCS 

SH 

30  Mar 

67 

CR 

SH 

MIL-HDBK  1428 

PART  1 

•5840 

99 

15  Dec 

73 

EL 

SH 

99 

VOL  1 

IEEE  521-74 

58GP 

99 

13  May 

83 

ER 

99 

L 

MU-R-23757C 

5895 

AS 

03  Feb 

75 

AS 

L 

MIL-R-22940A 

5840 

SH 

08  Jan 

87 

SH 

L 

MIL-R-11809B 

PACK 

CR 

11  Aug 

72 

CR 

l 

MII-STD-751A 

5840 

SH 

03  Sep 

87 

SH 

MIL-R-5532E  (1) 
NOTICE  1 

5895 

AS 

23  May 

88 

AS 

11 

L 

MIL-R-19829 

5841 

AS 

15  Mor 

57 

L 

MIL-R-55348A 

NOTICE  1 

5840 

CR 

29  Jan 

88 

CR 

L 

Mll-R-21371 

5841 

AS 

15  Aug 

58 

L 

MIL-R-21079 

5841 

AS 

01  Oct 

57 

AS 

l 

MIL-R-81448B 

5841 

AS 

26  Oct 

78 

AS 

l 

MIL-R-7957B 

4  FEB.  1942 

5841 

AS 

01  May 

57 

AS 

L 

MIL-R-49124A 

NOTICE  1 

5840 

CR 

16  Feb 

88 

CR 

L 

Mll-R-24510 

5840 

SH 

30  Apr 

75 

SH 

l 

MIL-R-5C.51A 

1285 

AR 

30  Aug 

85 

AR 

L 

MIL-R-81858  (1) 

5841 

AS 

22  Jul 

77 

AS 

Q-STD  444 

ISOA 

AM 

08  Mor 

82 

Q  l 

MIL-R-81113B 

5840 

AS 

20  Nov 

72 

AS 

QL 

MII-R-23844B 

5895 

AS 

20  Nov 

72 

AS 

Q-STD-481 

ISOA 

AM 

05  Apr 

79 

t 

MIL-R-55350A 

4445 

EL 

09  Jun 

81 

EL 

L 

MIL-R-24245 

4445 

SH 

07  Nov 

44 

SH 

l 

Mll-R-49421 

4445 

CR 

25  Jon 

82 

CR 

L 

Mll-R-23260  (2) 

4445 

SH 

06  Feb 

67 

EC 

MIL-R-22307C 

4445 

SH 

04  Sep 

74 

EC 

99 

L 

Mll-R-38988  (1) 

4445 

15 

13  Oct 

72 

15 

L 

MIL-R-23837A 

4445 

SH 

20  Dec 

65 

EC 

L 

MIL-R-24084B 

4445 

SH 

16  Moy 

72 

SH 

L 

MIL-R-38987 

4445 

15 

12  Apr 

72 

15 

L 

MII-R-24061B 

4445 

SH 

10  Jul 

72 

SH 

L 

Mll-R-24264 

4445 

EC 

30  Jan 

67 

EC 

L 

MIL-R-24037/4A 

4445 

EC 

09  Jun 

67 

EC 

L 

MIL-R-24037/JA 

4445 

EC 

21  Dec 

84 

EC 

L 

MIL-R-24037/3 

4445 

SH 

29  Moy 

64 

SH 

l 

MII-R-55415B 

4445 

CR 

06  Aug 

84 

CR 

MIL-R-I3029B  (2) 

4445 

CR 

01  Feb 

88 

CR 

MIL-R-24037/1A  (1) 

4465 

SH 

07  Aug 

70 

EL 

EC 

99 

562 


ALPHABETICAL  LISTING 


TITLE 

Radiacmeter,  Air  Particle  Detector,  IM-192/WDQ  (Noform  Subj  Spec  Export 
Control  &  Eo  Trans  To  Foreign  Govt/nalionols  Made  Only  W/prior  Approval 
Ofnavelec  Sys  Comd) 

Radiacmeter,  IM-239/WDQ . . . . . . . . 

Radiocmeler,  Pocket-sized,  Digital  Air  ...  Dosimeter . . . . 

Radiacmeter,  Quartz  Fiber  Self  Indicating,  General  Specification  For . . 

Radiacmeter,  Quartz  Fiber  Self  Indicating  Rodiocmeter  .  IM-181(  (/pd ..................... 

Radiol  Lip,  Testing  Of  -  Nov  78 . . . . . . . 

Radiation  Pattern  Measurement,  Output  Far  •  Field  -  Sep  83  . . . 

Radiation  Pattern  Measurement,  Output  Far  Field  •  Sep  83....... . . . 

Radiation  Source,  Infrared,  2.2  KW  Searchlight,  Infrared,  28  Volt,  110  Ampere.. . 

Radiation  Source,  Infrared  For  Searchlight,  Infrared,  AN/VSS-3  . . . 

Radiation,  Electromagnetic,  Potentially  Hazardous,  At  Microwave  Frequencies, 
Techniques  &  Instrumentation  For  The  Measurement  Of  -  1973 

Radiator,  Engine  Cooling,  Industrial . . . . . . . 

Radiator,  Engine  Coolant . .  . . . . . . . . . . 

Radiator,  Engine  Cooling,  Industrial . . . . . 

Radiator,  Heoting,  Baseboard  Panel,  Steam  And  Hot  Water . . . . 

Rad-aton  Engine  Coolant,  Tube  &  Fin  Type . . . . . . . 

Roa’io  And/or  Navigational  Aid  Failure  Procedures  For  Operational  Air  Traffic 
(OAT)  Flights  (Edition  No  4)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO  Wosh.  D.c.  20330-5058) 

Radio  Communication  System,  Airborne  (Request  For  Issue  Other  Thandod  Must  Be 
Sent  Vlai  Asd/enes,  Wright-patterson  Afb  Oh  45433-6503 

Radio  Data  Link,  Sound  Ranging  AN/GRA-114  (System  Of)  . . . . . 

Rodio  Frequency  Transmission  line  Assembly  CG-1013/U  (Units  Of),.... . 

Radio  Frequency  Spectrum  Characteristics,  Measurement  Of..... . . . . 


Radio  Frequency  Connector  Interfaces  For  Mll-C-3643,  Mll-C-3650,  MIL-C-3655, 
MIL-C-25516,  MIL-C-39012,  MIL-C-49142,  MlL-A-55339,  ANDMIL-C-83517 
Rodio  Frequency  Circulators  And  Isolators  Selection  Of....... . . 

Radio  Group,  VLF,  LF,  MF,  And  HF  . . . . . 

Radio  Navigation  Receiving  Set,  Omega,  AN/BRN-7,  AN/SRN-17.. . . . . . 

Rodio  Receiver  R-392{  )/URR . 

Radio  Receiving  Set,  AN/ARN-82  (ABCA-312) . . . . . . . 

Rodio  Receiving  Set  An/ARN-XX . - . . . 

Radio  Relay  Equipment,  Transhorizon  (Tropospheric  Scatter)  AN/TRC-97, . . . 

Rodio  Repeater  Set  AN/TRC-138A . . . . . . . . . . . 

Radio  Repeatei  i  '9C-174  . . . . . . . . . . . . . . 

Radio  Set  AN//  **socioted  Components,  Bench,  Preflight  And  Flight 

Test  Of 

Rodio  Set  AN/A  Of) . 

Radio  Set'AN/ARC  ociated  Components,  Installation  Of . . . 

Radio  Set  AN/ARC-V3.  H  , . . . . . . . . 

Radio  Set  AN/ARG13K  )  (Unils  ^i) .  . 

Radio  Set  AN/ARC-1 16(  ) . 

Rodio  Set  AN/ARC-1 14{  ) . . . . . 

Rodio  Set  AN/GRC«144(  )  (Units  Of)  &  Indicator,  Antenno  Alignment  ID*1708( 
)/GRC 

Radio  Set  AN/GRC-106(  )  (Units  Of) . .... 

Rodio  Set  AN/GRC-1090  (Units  Of) . . . 

Radio  Set  AN/GRC*50(V)  (Unils  Of) . . . . . 

Rodio  Set  AN/PRC-77(  )  (Units  Of) . . . 

Radio  Set  AN/PRC-104(V)  . 

Rodio  Set  AN/TRC-68(  )  (Units  Of) . . . 

Rodio  Set  An/ARC-44  (Components  Of) . . . . . . 

Rodio  Set  An/TRC-29  . . . . . . . . . . . . . . . 

Radio  Set  AN/ARC-150(V)1  . 

Radio  Set  AN/ARC-94 . . . . . . . ... 

Radio  Set  AN/ARC- 142 . . . . . . . . . . . . 

f>sd!c  Ssi  AN  'ARC-38A  . . . . ..... 

Radio  Set  AN/ARC-143B . . . . . 

Rodio  Set  AN/ARC-161 . . . . . . 

Radio  Set  AN/GRC-103  (V)  1 . . . 

Rodio  Set  AN/GRC-103  (V)  2 . . . . . . . . . . . 

Radio  Set  AN/GRC-103(V)4 . . . . . 

Radio  Set  AN/GRC-103(V)3 . . . . . . . . 

Rodio  Set  An/pRC*70(  (  And  )UNirS10F(, . . 

Radio  Set  AN/PRC-77  (ABCA  467)  (Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird) 

Rodio  Set  AN/PRC-90 . . . . . . . . . . . ...... 

Rodio  Set  AN/PRC-126 . . . . . . — ..... 

Rodio  Set  AN/SRC-40  Digital  Data  Transmitter  Terminal 


DOCUMENT 


NUMBER 

rsc 

PREP 

DATE 

CUSTODIAN 

l  MIL-R-28760A 

6645 

SH 

03  Jun  77 

SH 

L 

MlL-R-28381  (2) 

6665 

SH 

31  Jon 

86 

SH 

AA-50745 

6665 

82 

30  Aug 

87 

EA 

SH 

99 

MIL-R-24037A  (4) 

SUPP  1 

6665 

SH 

21  Dec 

84 

ER 

EC 

L 

MIL-R-24037/6C 

6665 

EC 

30  Mar 

72 

EC 

SAE  J1 10078 

5330 

AT 

30  Sep 

81 

AT 

99 

EIA  RS455-47-83 

60GP 

15  Jul 

85 

CR 

AS 

85 

EIA  RS455-47-83 

60GP 

CR 

15  Jul 

85 

CR 

AS 

85 

MIL-R-52446E 

4230 

CR 

21  Jon 

76 

CR 

EC 

99 

MIL.R-55344B 

5855 

CR 

26  Mar 

76 

CR 

EC 

ANSI  C95.3-73 

EMCS 

EC 

01  Sep 

72 

CR 

EC 

11 

MS-357738 

2930 

ME 

08  Apr 

66 

ME 

99 

L 

Mll-R-62259 

2930 

AT 

28  Sep 

80 

AT 

MIL-R-45306C 

2930 

ME 

03  May 

83 

ME 

99 

L 

MII-R-17772C 

4520 

YD 

17  Dec 

82 

YD 

L 

Mll-R-62532 

2930 

AT 

lOOct 

86 

AT 

NAT-STD-3530  (2) 

ISDF 

06 

01  Aug 

88 

L 

Mll-R-87245 

5821 

11 

29  Aug 

86 

L 

Mll-R-49449 

1290 

CR 

08  Apr 

85 

CR 

L 

MIL-R-12170A 

5820 

CR 

11  Sep 

62 

CR 

MII-STD-449D 

NOTICE  2 

NOTICE  1 

EMCS 

EC 

18  May 

76 

CR 

EC 

10 

MIL-STD-348 

5935 

CR 

25  Mor 

86 

CR 

EC 

85 

Mll-STD-2113 

NOTICE  1 

5985 

EC 

27  Ocl 

87 

ER 

EC 

85 

L 

MIL-R-28887 

5320 

EC 

05  Oct 

84 

EC 

L 

MIL-R-28819  (1) 

5825 

EC 

03  Jon 

83 

EC 

L 

MIL-R-55054A  (3) 

5820 

CR 

05  Apr 

65 

CR 

Q-STD-312 

ISDA 

AM 

31  Jon 

75 

L 

MII-R-85690A 

5826 

AS 

19  Feb 

85 

AS 

MIL-R-28704 

5820 

EC 

05  Sep 

69 

EC 

99 

L 

MIIR-49276A 

5820 

CR 

16  Aug 

88 

CR 

L 

MIL-R-49210A 

5820 

CR 

08  Feb 

85 

CR 

L 

MILR-13427A 

5821 

CR 

24  Jul 

68 

CR 

L 

MIL-R-55256A 

5821 

CR 

05  Apr 

65 

CR 

L 

Mll-R-14304 

NOTICE  1 

5821 

CR 

14  May 

86 

CR 

L 

MIL-R-55241A  (2) 
NOTICE  1 

5821 

CR 

31  Jul 

86 

CR 

L 

MIL-R-55563  (1) 

5821 

CR 

24  Sep 

70 

CR 

L 

MIL-R-55664A 

NOTICE  1 

5821 

CR 

31  Jul 

86 

CR 

L 

Mll-R-55662 

5821 

CR 

02  Ocl 

70 

CR 

L 

Mll-R-55333  (1) 

5820 

CR 

08  Feb 

78 

CR 

L 

MIL-R-55238C 

NOTICE  1 

5820 

CR 

28  May 

86 

CR 

L 

MIL-R-55242  (4) 

5820 

CR 

05  Jul 

67 

CR 

L 

MII-R-55219B 

NOTICE  1 

5820 

CR 

28  Moy 

86 

CR 

L 

MIL-R-55499B  (1) 

5820 

CR 

17  Mor 

87 

CR 

L 

Mll-R-29418  (1) 

5820 

MC 

18  Nov 

86 

MC 

l 

MIL-R-550I6B  (3) 
NOTICE  1 

5820 

CR 

06  Jun 

86 

CR 

L 

MII-R-12483B  (5) 
NOTICE  1 

5821 

CR 

14  Moy 

86 

CR 

L 

MIL-R-13963A  (1) 

5820 

CR 

23  Aug 

60 

CR 

L 

MIL-R-83316 

5821 

84 

11  Aug 

71 

99 

L 

Mll-R-23016  (3) 

5821 

AS 

15  Dec 

64 

AS 

L 

MIL-R-81627 

582! 

AS 

01  Jul 

71 

AS 

L 

MIL-R-22604  (3) 

5821 

AS 

07  Jon 

63 

AS 

L 

Mll-R-816288  (2) 

5821 

AS 

08  Mor 

79 

AS 

l 

Mll-R-81686  (1) 

5821 

AS 

07  Apr 

75 

AS 

Mll-R-49023 

5820 

CR 

21  Jon 

74 

CR 

99 

MIL-R-49024 

5820 

CR 

21  Jon 

74 

CR 

99 

L 

Mll-R-49100  (1) 

5820 

CR 

03  Jul 

85 

CR 

L 

MIL-R-49185 

5820 

CR 

17  Aug 

78 

CR 

L 

Mll-R-49118 

5820 

CR 

25  Mor 

77 

CR 

Q-STD-467 

ISDA 

AM 

31  Jon 

79 

MII-R-8U93A  (1) 

5820 

82 

18  Jon 

84 

AV 

AS 

99 

MIL-R-49304 

5820 

CR 

20  Sep 

88 

L 

Mll-R-81462 

5821 

AS 

Cl  Nov 

72 

AS 

563 


ALPHABETICAL  LISTING 


TITLE 


Radio  Set  AN/SRG23A . - . . . . . 

Radio  Set  AN/URG80(V)5 . . . . . 

Radio  Sel  AN/URG94(V) . . . . . 

nadio  Set  AN/URC-35(  ( . . . . . 

Radio  Set  Control  Grovp  (Control  Group  AN/GRA-6  (Components  For)  Inactive 
For  New  Design 

Radio  Set  Control  Group  AN/GRA*39(  )  (Units  Of)...,.... . . . 

Radio  Set  Group  OA-l387(  )/GRC  (Units  Of) . . .  . . . . 

Radio  Set,  (Non-tactical  Radio  Equipment)  (Components  Of) . . . . 

Radio  Set,  AN/ARC-1 15(  ) . .  . . . 

Radio  Sel,  AN/GRC-103{  )  (V)  Basic  . . . . 

Radio  Set,  AN/ARC-39 . . . 

Radio-Set,  AN/GRC-103  (Edition  No.  2)  (ABCA-233)  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom,drcird) 

Radio  Set,  Portable,  Search  And  Rescue  Operation  AN/PRG96(  )......... . 

Radio  Set:  AN/PRG68A  . . . . . . . . . . . . 

Radio  Set:  AN/PRG75B  . . . 

Radio  Sets  AN/VRC-24(  )  (Units  Of)  &  Control,  Radio  Se*  C-1439  (  )/U  . 

Radio  Sets  AN/ARG51A,  AN/ARC-51B,  AN/ARC-51AX,  And  AN/ARC-51BX . 

Radio  Sets  AN/ARC-159  And  AN/ARC-159(V) . 

Radio  Sets  AN/GRC-144()  (V)3  And  (V)4  . . . 

Radio. Sets  AN/SRC-20A  And  AN/SRC-21A  (Including  Radio  Sel  AN/URC-9A  And 
Radio  Set  Control  C-3866/SRC) 

Radio  SETS.AN/VRC-12  Series  (Abca  161)  W/amds  1,  2  And  3 . . 

Radio  Teletypewriter  Jet  AN/GRG142(  )  In  S-318  Shelter . . . 

Radio  Teletypewriter  Set  AN/GRC-142  &  AN/GRC-122(  ) . 

Radio  Terminal  Assemblage  AN/TRC-175  . . . . . . . . . . 

Radio  Terminal  Set  AN/TRC-173 . . . . . . . . . . . . 

Radio  Transmitter  Radio  RT.1250A/ARC . . . . . . 

Radio,  Squad,  Receiving  And  Transmitting  (Units  Of)  . . . . . . . 

Radioactive  Source  Set,  M3A1  . . . . . . . . . 

Radioactive  Source,  Cobalt  60,  Gamma,  M1A1 . . . . . . . . 

Radioactive  Test  Sample,  Krypton  85,  MX7338/PDR-27R  . . . . . 

Radiographic  And  Visual  Soundness  Requirements  For  Coboll-chromium  Alloy  liners 
(For  Small  Arms  Barrels) 

Radiographic  Inspection,  Qualification  Of  Equipment,  Operators  And  Procedures. . 

Rodlographic  Inspection  For  Soundness  Of  Welds  In  Steel  By  Comparison  To 
Graded  ASTM  6  390  Reference  Radiographs 
Radiographic  Inspection,  Soundness  Requirements  For  Fusion  Welds  In  Aluminum 
And  Magnesium  Missile^ Components 

Radiographic  Inspection,  Soundness  Requirements  For  Aluminum  And  Magnesium 
Castings  (ror  Snoll  Arms  Ports) 

Rodlographic  Inspection,  Classification  &  Soundness  Requirements  For  Steel  Castings 

Radiographic  Testing,  Standard  Guide  For  -26  Oct  1984  . . . 

Radiographic  Testing  -  Volume  5  . . . . . . . . . . . 

Rodiographic  Testing,  Controlling  Quality,  Sfandord  Method  For  28  Feb  86.. . . 

Radiographic  Testing  Requirements  For  Solid  Propellonts . . . . . 

Rodlographic  Testing  Requirements  For  Cast  Explosives . . . . . . 

Radiological  Survey  (Edition  3)  (Rel  To  Other  Than  DOD  Act  Req  Prappr  Of  CNM, 
MAT  09B21,  Wash,  D.c.  20360 

Rodiopacity  Of  Plastics  For  Medical  Use  -  26  Oct  79  . . . . . — . . 

Radiosonde  Baseline  Chech  Set  AN/GMM-1  (Components  Of)  (Inactive) . . . 

Radiosonde  Set  AN/AMT>4(  )  (Units  Of)(inactive) . . . 

Radiosonde  Set  AN/AMT-13  (  ( . . . . . . . . . 

Rodiosonde  Test  Set  TS-1348  ()  GMM-1  (Inoc’ive  For  New  Design . . . . . . 

Radiotelephone  Procedures  For  The  Conduct  Of  Artillery  Fire  (Edition  No.  2). . 

Radiotelephone  Procedures  For  The  Conduct  Of  Artillery  Fire  (Edition  No.  2) 
(Release  To  Other  Thon  DOD  Agencies  Must  Be  Approved  Byhq  Darcom 
(DRCIRD) 

Radishes,  Fresh,  Ready-to-use . . . . . . . . . . 

Rcditcr,  Keating,  Steel,  mullifin  Type  . . . . . . 

Radome  CW-364/DPN-24 . 

Radome  CW-860/GPS<  ( . 

Radome,  General  Specification  For  . . . . . . . . 

Radomes,  Foam  Sandwich,  Polylmide/quartz  Cloth  Construction  -Jul  85  . . . . 

Raft,  Waste  Oil  (Donut)................... . . . . . . . . . 

Rag,  Wiping,  Cotton  And  Cotton  Synthetic . . . . . . . 

Rags,  Wiping  (Cotton  And  Cotton-synthetic) . . . . . . . . . . 

Rail  Anchor,  Railway  . . . . . . . . . . . . 

Rail  launched  Missile/launcher  Interface  For  Aircraft  (Edition  1)  (Req  For  Issue 
Other  Thon  DOD  Must  Be  Sent  ”io  HQ  USAF/XOXX-ISO,  Wash  D.c. 
20330-5058) 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

Mlt-R-28812 

5820 

EC 

18  Mor 

75 

EC 

L 

Mlt-R-28823  (3) 

5820 

SH 

04  Nov 

77 

SH 

l 

Mlt-R-28848  (2) 

5820 

EC 

16  Dec 

85 

EC 

l 

M1L-R-28707C 

5820 

EC 

28  Oct 

77 

EC 

l 

Mll-R-130288 

NOTICE  1 

5820 

CR 

11  Jul 

86 

CR 

99 

L 

MII-R.55154B  (1) 

5820 

CR 

30  Mo y 

85 

CR 

l 

MIL-R-55698A 

5820 

CR 

21  Jon 

72 

VS 

Mlt-R-1 15396  (2) 

5820 

CR 

25  Jon 

60 

CR 

99 

l 

MIL-R-55663 

NOTICE  1 

5821 

CR 

31  Jul 

86 

CR 

L 

MIL-R-55656  (2) 
NOTICE  1 

5820 

CR 

28  Mo/ 

86 

CR 

l 

M1L-R-I9506  (3) 

5821 

AS 

25  Jun 

62 

AS 

Q-STD-233  (2) 

ISDA 

AM 

01  Dec 

78 

l 

MIL-R-28713A 

5820 

EC 

07  Feb 

79 

EC 

l 

Mlt-R-294018 

5820 

MC 

31  Mor 

86 

MC 

l 

MIL-R-82196B 

5820 

MC 

06  Jun 

86 

MC 

MIL-R-55002B  (3) 
NOTICE  1 

5820 

CR 

28  Mo/ 

86 

CR 

99 

l 

MIL-R-22659D 

NOTICE  1 

5821 

AS 

19  Jun 

87 

AS 

l 

MiL-R-818778 

NOTICE  1 

5821 

AS 

15  Apr 

88 

AS 

l 

Mll-R-49226 

5820 

CR 

18  Nov 

80 

CR 

L 

MIL-R-24182A 

5820 

EC 

22  Nov 

71 

EC 

Q-STD-161 

ISDA 

AM 

01  Dec 

78 

L 

MIL-R-55587 

5815 

CR 

08  Feb 

68 

CR 

l 

MIL-R-55347B  (1) 

5815 

CR 

22  Nov 

88 

CR 

L 

MIL-R-492298 

5820 

CR 

16  Aug 

88 

CR 

l 

MIL-R-49209A  (1) 

5820 

CR 

29  Dec 

86 

CR 

l 

MIL-R-85664  (1) 

5821 

AS 

07  Jul 

87 

AS 

l 

MIL-R-55444A  (1) 

5820 

CR 

03  Nov 

75 

CR 

L 

MII-R-51080A  (1) 

6665 

CR 

10  Dec 

86 

CR 

L 

MII-R-51081A  (1) 

6665 

CR 

10  Dec 

86 

CR 

L 

Mll-R-51305 

6665 

EA 

09  May 

69 

EA 

MII-STD-1257A 
NOTICE  1 

NDTI 

AR 

15  Jol 

87 

AR 

OS 

99 

l 

MIL-R-11470A 

NOTICE  1 

NDTI 

MR 

26  May 

87 

MR 

MIL-STD-12648 
NOTICE  2 

NDTI 

MR 

18  Jon 

89 

MR 

AS 

11 

l 

Mll-R-45774  (2) 

NDTI 

Ml 

01  May 

79 

Ml 

l 

MIL-STO-139A 

NDTI 

AR 

05  Jon 

65 

AR 

l 

MIL-STD-1265A 

NDTI 

MR 

28  May 

87 

MR 

ASTM  E94-84A 

NDTI 

MR 

19  Apr 

85 

MR 

YD 

IS 

MIL-HD8K  728/5 

NDTI 

MR 

16  Dec 

85 

MR 

AS 

20 

VOLUME  5 

ASTM  El 42-86 

NDTI 

MR 

01  Apr 

88 

MR 

AS 

11 

l 

Mll-STD-1166 

NOTICE  1 

1375 

Ml 

14  Jon 

83 

Ml 

MIL-STD-746A 

NDTI 

OS 

31  Jul 

63 

AR 

OS 

99 

NAT-STD-2112  (3) 

ISDA 

AM 

14  Jon 

85 

ASTM  f 640-7 9 

6515 

DM 

15  Apr 

81 

MD 

MS 

03 

l 

MIL-R-10879D  (2) 
NOTICE  1 

6660 

CR 

09  Aug 

82 

CR 

L 

Mll-R-55672 

NOTICE  1 

6660 

CR 

04  May 

72 

CR 

L 

Mll-R-381628  (1) 

6660 

80 

03  Moy 

79 

99 

l 

Mlt-R -55216 

6625 

CR 

19  Feb 

63 

CR 

NAT-STO-2867  (6) 

ISDA 

AM 

12  Moy 

86 

Q-STD-246  (1) 

ISDA 

AM 

23  Feb 

83 

HHH-V-1867/7 

8915 

•GL 

10  Jul 

74 

Gl 

SA 

50 

MIL-R-1I723D 

4520 

YD 

17  Dec 

86 

YD 

99 

L 

MIL-R-I9293A 

5820 

AS 

14  Aug 

67 

l 

MIL-R-385228  (2) 

5985 

80 

11  Sep 

84 

99 

MIL-R-7705B 

•5840 

11 

26  Feb 

88 

AV 

AS 

11 

NOTICE  1 

AMS  39I2A-85 

5680 

AS 

27  Aug 

85 

AS 

20 

L 

MIL-R-28666D 

1945 

YD 

03  Jul 

86 

YD 

DDD-R-30G 

7920 

% 

05  Jul 

83 

A-A-2522 

7920 

t 

04  Moy 

87 

Mll-R-520653  (1) 

2250 

ME 

12  Dec 

84 

ME 

YD 

NAT-STD-3842  (1) 

ISDF 

06 

12  Aug 

87 

564 


alphabetical  listing 


TITLE 


Rail.  Tee,  Railway,  Relayer  Rail . . . . 

Raifcar  looding  Of  Hazardous  Materials  Airframe  MK  4  MOD  0,  Or  MK  5  MOD  0, 
Or  MK  8  MOD  Odor  (ASSROC)  Incontainer  MK  321  MODO  Or  1 
Railcar  Loading  Of  Hazardous  Materials  Guided  Missile  BGM*71A*1  (Tow)  In 
Adopter  ADLM86/E  Unit  Load  For  Underway  Replenishment 
Railcar  Loading  Of  Hazardous  Materials  Bomb,  2000  Lb  MK84  Mod  3  (Thermally 
Protected)  In  Unit  Load  Adapter  Mk  79  Mod  0  With  Saddles  Fleet  Issue  Ur;» 

Load 

Railcar  Loading  Of  Hazardous  Materials  Warhead,  Torpedo  Mk  16  Mod  6  Domestic 
Unit  Load 

Railcar  Loading  Of  Hazardous  Materials  Cartridge,  76MM/62  Cal  Or  Charge, 
Clearing,  76MM/62  Cal  In  Pallet  Adapter  Mk  121  Mod  O  Fleet  ls<ue  Unit  Load 
Railcar  Loading  Of  Hazardous  Materials  Bomb  Mk  82  And  Mods  (500  Lb.)  On 
Bomb  Pallet  MHU-149/E  Air  Force  Unit  Load  TPO  01-006-5657 
Railcar  Loading  Of  Hazardous  Materials  Dispenser  And  Bomb,  Aircraft  CBU*MK  20 
And  Mods  (Rockeye  II)  Or  CBU-55/B,  CBU-55A/B  Or  CBU-72/B  (FAE)  Or 
CBU-59B  fAPAM)  In  Container,  CNU-238/E  Fleet  Issue  Unit  Lood 
Railcar  Loading  Of  Hazardous  Materials  Dispenser  And  Bomb,  Aircraft 
C6U*59(T*1)/B  Training  In  Container  MK  427  Mod  1  Fleet  Issue  Unit  Load 
Railcar  Loading  Of  Hazardous  Materials  Rocket  Motor  Mk  52  And  Mods  (Sporrow) 
Or  Rocket  Motor  Mk  53  Mod  1  Or  Mk  78  Mod  0  (Shrike)  Fleet  Issue  Unit  Lood 
Railcar  Loading  Of  Hazardous  Materials  Airfoil  Group,  MXU-641/B,  F/mk  83  Bomb 
Fleet  Issue  Unit  Load 

Roiicor  Loading  Of  Hazardous  Materials  Smokeless  Power  For  Connon  In  Packing 
Box  MK7  And  Mods 

Railcar  Loading  Of  Hazardous  Materials  Airframe  Mk  4  Mod  0,  MK5  Mod  0,  Or 
Mk  8  Mod  OOOR  1  (Assroc)  In  Container  Mk  321  Mod  0  Or  1 
Railcar  Loading  Of  Hazardous  Mole'iols  Mine,  Underwater  MK  60  MOD  0  In  Skid 
MK  24  MOD  0 

Rotl :ar  Loading  Of  Hazardous  Materials  Cartridge,  4.4  Inch,  Chaff,  MK  171  Type, 
MK  173,  MK  178,  MK  179  (RBOC)  In  Pellet  Adopter  MK  132  MOD  0  Fleet  Issue 
Unit  Load 

Railcar  Loading  Mine,  Underwater,  MK  55  &  MODS,  Configerotion  C  &  D  In  Crate 
MK  55  MOD  1  With  Crate  Adapters  MK  1 12  MOD  0 
Railcar  Loading  Mine,  Underwater  MK65  Mod  0  &  Mods  In  Skid  MK25  Mod  2 . 


Railcar  Loading  Cose,  Underwater  Mine  Mk  25  And  Mods  In  Crate  Mk  25 . 

Railcar  Loading  Torpedo  Mk  44  And  Mk  46  Assemblies  In  Container  Mk  197  Mod  1 
Railcar  Loading  Dispenser  And  Bomb,  AlrcraftcBU’MK  20  And  Mods  (Rockeye  II  In 
Container  CNU-319/E  Unit  lood  Underwoy  Replenishment 
Roiicor  Loading  Of  Hazardous  Materials  Bomb,  Cluster,  CBU*55/B,  CBU-55A/B  Or 
CBU-72/B  (Fuel  Explosive)  In  Container  CNU-208/E  Fleet  Issue  Unit  Load 
Railcar  Loading  Of  Hazardous  Materials  Propellant  Groin  Mk  88  Mod  0  In  Pallet 
Crote  Mk  107  Mod  0  Domestic  Unit  load 
Railcar  Loading  Of  Hazardous  Materials  Bomb,  General  Purpose,  Ml  17  (750  Lb) 

Air  Force  Unit  Load 

Railcar  loading  Of  Hazardous  Materials  Wing  Assembly  Mk  /  Mod  2  And  Fin 
Assembly  Mk  32  Mod  2  For  Guided  Weapon  Mk  5  Mod  4  (Walleye  li)  In 
Container  CNU-150/E  Fleet  Issue  Unit  lood 
Railcar  loading  Of  Hazordous  Materials  (Charge,  Propelling  8  INCH/55  Cartridge 
Tank  Mk  11  Mod  0  Or  Mk  13  Mod  0  In  Adopter  Mk  76  MODO  Fleet  Issue  Unit 
Lood 

Roiicor  Loading  Mine,  Underwater,  MK55  &  Mods,  Configuration  ,b,  ,c,  &  ,d.  In 
Crate  MK55  Mod  1 

Roiicor  loading  Of  Hazordous  Materials  Mine,  Underwater  Mk  52  And  Mods  In 
Crote,  Underwater  Mint*  Mk  52  Mod  0 

Railcar  Loading  Of  Hazardous  Materials  Bomb,  General  Purpose,  Mk  82  And  Mods 
(500  lb)  Air  Force  Unit  Load  Tpo  1325*294*4152  Revision  R  Through  A*a 
Roiicor  loading  Of  Hazordous  Materials  Bomb,  500  Lb.  Mk  82  Mod  2  (Thermolly 
Protected)  On  Pollet,  MHU022/E  Fleet  Issue  Unit  lood 
Roiicor  Loading  Of  Hazardous  Materials  Bomb,  Cluster,  Mk  20  And  Mods  (Rockeye 
11)  In  Container  CNU-208/E  Fleet  Issue  Unit  Lood 
Railcar  loading  Of  Hazardous  Materials  Bomb,  General  Purpose,  Mk  84  Mods  0,  1, 
And  2  (2000  lb.)  In  Unit  load  Adopter  Mk  79  Mod  0 

Roiicor  loading  Of  Hazardous  Materials . . . . . . . 

Railcar  Loading  Of  Hazardous  Materials  Bomb,  General  Purpose,  Mk  81  Mod  0 
(250  lb)  In  Pallet,  Bomb,  Mk  8  Mod  0  Fleet  Issue  Unit  Lood 
Raiicar  Loading  Of  Hu<ufuOvj  Materia!;  Projectiles  5/5‘ 1  In  Pa,,et  Adopter  Mk  11 
And  Mods  Fleet  Issue  Unit  Load 

Roiicor  Loading  Of  Hazardous  Moterlols  Rocket  Motor  MK-16  And  Mods  Or  Mk  71 
Mod  0  (Zuni)  In  Container  Mk  38  Mod  0  Fleet  Issue  Unit  Load 
Railcar  loading  Of  Hazardous  Materials  Rocket  Motor  Cluster  IAU-10/A, 
LAU*10A/A,  lAU*10B/A  Or  LAU*10C/A  launcher  (Zuni)  In  Unit  Load  Adopte; 
MK58  Mod  1  Fleet  Issue  Unit  Lood 

Railcar  Loading  Of  Hazardous  Materials  Adaption  Kit  Mk  28  Mod  1  In  Container 
Mk  182  Mod  1 

Railcar  looding  Of  Hazardous  Materials  Torpedo  Mk  44  Mod  0,  ASROC  In 
Container  Mk  187  Mod  1 

Railcar  loading  Of  Hazardous  Materials  Rocket  Motor  Mk  1  Mod  0  Or  Mk  37 
Mod  0  (ASROC)  In  Container  Mk  178  Mod  0 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-R-3911D 

2250 

ME 

02  Oct 

85 

ME  YD 

L 

Mll-STD-1320/185 

8140 

OS 

04  Jan 

78 

OS 

l 

MH.-STD-1325/197 

8140 

OS 

30  Moy 

80 

OS 

L 

MIL-STD-1325/175 
NOTICE  1 

8140 

OS 

05  Nov 

75 

OS 

L 

Mll-STD-1325/176 
NOTICE  1 

8140 

OS 

01  Oct 

87 

OS 

L 

MIL-STD-1325/177 
NOTICE  1 

8140 

OS 

03  Jun 

75 

OS 

L 

MIL-STD-1325/178 

8140 

OS 

14  Dec 

76 

OS 

L 

Mll-STD-1325/179 
NOTICE  1 

8'40 

OS 

03  Sep 

82 

OS 

L 

MIL-STD-1325/180 
NOTICE  1 

8140 

OS 

23  Feb 

89 

OS 

L 

MIL-STD-1325/182 
NOTICE  1 

8140 

OS 

23  Feb 

89 

OS 

L 

Mll*STD*)325/183 
NOTICE  1 

8140 

OS 

23  Feb 

89 

OS 

L 

MIL-STD-1325/184 

8140 

OS 

01  Oct 

76 

OS 

L 

Mll-STD-1325/185 

8140 

OS 

07  Oct 

76 

OS 

L 

Mll-STD-1325/186 

8140 

OS 

20  Sep 

77 

OS 

L 

MIL-STD-1325/188 

8140 

OS 

24  Jun 

77 

OS 

L 

MIUSTD'1325/189 

8140 

OS 

26  Sep 

77 

OS 

l 

MIL-STD-1325/191 
NOTICE  1 

10  SEP  1981 

8140 

OS 

10  Sep 

81 

OS 

L 

MU.-STD-1325/192 

8140 

OS 

14  Dec 

77 

OS 

MH..STD0325/193 

8140 

OS 

05  Jon 

78 

OS 

L 

MIUSTD-1325/196 
NOTICE  1 

8140 

OS 

03  Sep 

82 

OS 

L 

MIL-STD-1325/169 

8140 

OS 

18  Jan 

74 

OS 

L 

MIL.STD-1325/170 

8140 

OS 

22  Jan 

74 

OS 

L 

MIL‘STD'1325/171 

8140 

OS 

27  Aug 

74 

OS 

L 

MIL-STD-1325/172 
NOTICE  1 

8140 

OS 

01  Mar 

89 

OS 

L 

Mll-STD-1325/83 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS. 

Mll-STD-1325/84 

8140 

OS 

20  Jon 

83 

OS 

L 

MIL-STD-1325/86 
NOTICE  1 

8140 

OS 

01  Mar 

89 

OS 

l 

MIL-STO-1325/150 

8140 

OS 

07  Sep 

73 

OS 

L 

MIL-STD-1325/157A 

8140 

OS 

07  Sep 

73 

OS 

l 

MIL-STD-1325/168 

8140 

OS 

18  Jon 

74 

OS 

L 

Mll-STD-1325/85 
NOTICE  1 

NOTICE  2 

8140 

OS 

01  Mar 

89 

OS 

L 

MIL-STD-1325A 

8140 

OS 

02  Mar 

76 

OS 

L 

MIL.STO.1325/9 

8140 

OS 

18  Jon 

74 

OS 

L 

MIL-STC-1325/15 
NOTICE  1 

8140 

OS 

01  Mar 

89 

OS 

L 

Mll-STD-1325/37 

8140 

OS 

30  May 

74 

OS 

L 

MIL-STD-1325/39A 

8140 

OS 

07  Jun 

74 

OS 

l 

MIL.STO-1325/55 
NOTICE  1 

NOTICE  2 

8)40 

OS 

01  Mar 

89 

OS 

l 

Mll-STD.1325/56 
NOTICE  1 

8140 

OS 

01  Mar 

89 

OS 

L 

Mll-STD-1325/59 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

565 


ALPHABETICAL  LISTING 


TITLE 


Roilcor  looding  Of  Hazardous  Materials  Cartridge  5  INCH/54  In  Tank  Mk  14,  Mk 
14  Mod  1,  Mk  21  Mod  0  Or  Reduced  Mk  14  Fleet  Issue  Unit  Load 

Railcar  Looding  Of  Hazardous  Materials  Explosive  Section  Mk  1  Mod  l  In  Creat 
Mk  101  Mod  1  Fleet  Issue  Unit  Load 

Roilcor  loodtng  Of  Hazardous  Materials  Typical  Carfoading  Procedures  For 
Pollelized  Unit  Loads  {2  Rows  Across  Car) 

Roilcor  Loading  Of  Hazardous  Materials  Typical  Corloading  Procedures  For 
Palletized  Unit  Loads  (3  Rows  Across  Car) 

Railcar  Loading  Of  Hazardous  Materials  Typical  Partial  Upper  Layer  Bracing  Of 
Unit  Loads  In  All  Metal  Boxcars 

Roilcor  Loading  Of  Hazardous  Materials  Dispenser  And  Bomb,  Aircroft  CBU-59/B, 
Complete  (APAM)  Or  Dispenser  And  Bomb,  Aircroft  CBU*59(T-1)/B  Training  IN 
Container  MK  427  Mod  0  Fleet  Issue  Unit  load 
Railroad  Tie  Inserter  And  Extractor,  Wheel  Mounted,  Self-propelled, 
Dtesel-englne-driven 

Ralls,  Carbon  Steel  Tee  -  27  Jan  84  . . . . . . . 

Rails,  Side,  Platform.  Airdrop . . . . . . . . 

Railway  Car  Spotter,  Self-propelled,  Ged  Or  Ded . . . . . . . . 

Railway  Cor,  Box,  End  &  Side  Doors,  56  1/2  Inch  Goge,  70  Ton,  8  Wheel,  For 
Domestic  Service 

Rcilway  Car,  Flat,  Depressed  Center  Heavy  Doty,  150  Ton,  Domestic  Service... . 

Railway  Car,  Flat,  Depressed  Center  56  1/2  Inch  Gage,  Heavy  Duty,  140  Ton,  12 
Wheel,  Domestic  Service 

Railway  Car,  Flat,  56*1/2  Inch  Goge,  Heavy  Duty,  140  Ton  Capacity,  Domestic 
Service 

Roilv/ay  Cor,  Gcndolo,  High  Side  56*1/2  Inch  Gage,  50  Ton,  8  Wheel  (Welded), 
Domestic  Service 

Railway  Car,  Hopper,  56  •  1/2  •  Inch  Gage,  100  Ton,  8  Wheel,  Domestic  Service.... 
Railway  Cor,  Tank,  Petroleum,  20,000  Gallon,  56  1/2  Inch  Gage  8  Wheel,  Domes*ic 
Service 

Railway  Car,  Tank,  Sulfuric  Acid,  DOM11A100-W*2  13,350  Gallon,  8  Wheel, 
Domestic  Service 

Railway  Cars,  Flat,  56  1/2  Inch  Goge,  250  Ton,  24  Wheel,  Domestic  Service  . 

Railway  Cars,  Trailers  Momfenonce,  56*1/2-  Inch  Gage,  5*TON,  4-WHEEl,  Domestic 
Service 

Railway  Motor  Cars,  Maintenance  8-MAN,  3000  lb  load  Capacity,  56  1/2  Inch 
Gauge 

Railway,  Maintenance-of-way,  56*1/2  Inch  Gage  . . . . 

Railways  (Edition  No.  3) . . . . . . . . . . . 

Rain  Removal  System,  Aircroft  Windshield,  Jet  Air  Blast . . . . . 

Rain  Repellent  Fluid  Application  System  Aircraft  Windshield . . . 

Rain  Repellent,  Glass  Window  And  Windshield,  For  In  flight  Application . 

Raincap,  For  Air  Cleaner  Intake,  For  Industrial  Engines . . 

Raincoat,  Mon  S  (Foul  Weather) . . . . . . . . . . 

Raincoat,  Man  S  (Enlisted) . . . . . . . . . . . 

Raincoat,  Man  S,  Quarpel . . . . . . . . . . . 

Raincoat,  Man  S,  With  Removable  Liner . . . . . . . . . 

Raincoat,  Man  S,  Lightweight,  Polyurethane  Coated . . . . . . . 

Raincoat,  Man  S,  Lightweight,  Coated . . . . . 

Raincoat,  Man's,  W/removoble  liner  (Cg). . . . . . . . 

Raincoat,  Mans,  lightweight.  Blue . . . . . . . . . . . . 

Raincoat,  Womon  S  (Enlisted) . . . . . . . . . 

Raincoat,  Women's,  W/removab!e  liner  (Cg)  . . . . . . . . . 

Rake  (Asphalt,  Road). . . . . . . . . . . . . 

Rake,  Hand  (Gorden  And  lawn) . . . . . .  . . . . . . 

Ram,  Hydroulic,  10,000  PSl . .  . . . . . . . 

Ramp,  looding  Vehicle  (General  Purpose  Type)..... . . . . . 

Ramp,  loading  Vehicle  (Dockboard),  Counterbalanced,  Mechonical,  Adjustable, 
20,000  Pound  Capacity 

Ramp,  Looding  Vehicle . . . . . . . . . 

Ramp,  Looding,  Vehicle,  Portable,  Four  Section  12,000  Pound  Capacity . . . 

Ramp,  Mobile,  lift  (  Dock) . . . . . . . . . . . . . . . 

Ramp,  Raft . . . . . . . . . . . . . . 

Range  And  Accessory  Outfits,  Field,  Gasoline . . . . . . 

Range  Facilities  &  Miscellaneous  Troing  Facilities,  Other  Than  Buildings  . . . . 

Resge  ffedcr/ftre  Control,  M17C1C . . . . . 

Range  Finder,  Fire  Control,  XM24 . . . . . . . . . 

Ron'  Finder,  loser,  AN/VVA-1  . . . . . . . . 

Range  Pot  Assembly.  10553423........... . . . . . . . 

Range-finder,  Fire  Control,  M17C........ . . . . . . . . 

Range,  Electric,  Naval  Shipboard...................... . . . . . . . 

Range,  Electric,  Domestic. . .  . . . 

Range,  Electric,  Commercio!  (W;*h  Or  Without  Broiler) . . . . . 

Range,  Gas  (Commercial),  Heavy  Duty . . . . . . . . . . 

Range,  Gas,  Commercial . . . . . . . . 

Range,  Gas,  Domestic  . . . . . . . . . . 

Range,  Oil  Burning  (Suitable  For  Use  With  Kerosene,  Diesel  Fuel,  £.  No.  2  Fuel  Oil) 

Range,  Packaging  And  Packing  Of....... . . . . . . 

Rangefinder  Mark  75  Mod  1  . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MIL-STD-1325/164 
NOTICE  1 

20  DEC  1976 

8140 

OS 

01  Jul 

73 

OS 

L 

Mll-STD-1325/97 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

L 

Mll-STD-1325/100 

8140 

OS 

07  Feb 

75 

OS 

L 

MIL-STD-1325rl01 
NOTICE  1 

8140 

OS 

26  Feb 

75 

OS 

L 

MIL-STD-1325/102A 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

l 

MIL-STD-1325/144 
NOTICE  1 

8140 

OS 

01  Mar 

89 

OS 

L 

MIL-R-29230 

2230 

YD  ' 

23  Mor 

84 

YD 

ASTM  Al-84 

2250 

YD 

09  Jul 

84 

ME 

YD 

99 

MIL-R-43804 

1670 

GL 

28  Aug 

72 

GL 

AS 

99 

MIL-R-23314E 

2210 

YD 

28  Jun 

85 

ME 

YD 

99 

l 

MIL-R-52760A 

2220 

ME 

24  Feb 

77 

ME 

L 

MIL-R-52768  (1) 

2220 

ME 

27  Feb 

75 

ME 

l 

MIL-R-52719 

2220 

ME 

05  Oct 

71 

ME 

l 

MIL-R-52968D 

2220 

ME 

22  Nov 

88 

ME 

MIL-R-3074D 

2220 

ME 

28  Sep 

79 

ME 

YD 

99 

Mil-R-53059  (1) 

2220 

ME 

06  Jul 

87 

ME 

l 

MIL-R-52757B 

2220 

ME 

IS  Feb 

86 

ME 

l 

MIL-R-52S07C 

2220 

ME 

03  Aug 

82 

ME 

L 

MIL-R-52805A 

2220 

ME 

28  Mor 

80 

ME 

L 

MIL-R-10572C  (1) 

2230 

ME 

10  Dec 

84 

ME 

A-A-50218 

2230 

ME 

15  Dec 

83 

ME 

YD 

84 

A-A-50214 

2230 

ME 

03  Aug 

83 

ME 

YD 

84 

NAT-STD-2257  (2) 

ISDF 

06 

15  Dec 

86 

L 

MIL-R-81367  (1) 

16GP 

AS 

10  Jun 

74 

AS 

L 

Mll-R-81589  (1) 

16GP 

AS 

15  Jon 

69 

AS 

Q 

MIL-R-81261A  (1) 

6850 

AS 

07  Jon 

76 

AV 

AS 

11 

MS-51381" 

2940 

ME 

20  Jul 

64 

ME 

99 

l 

Mll-R-17  1) 

8405 

NU 

13  Mor 

86 

NU 

l 

Mll-R-82. 

8405 

NU 

28  Mor 

79 

NU 

L 

MIL  R-435...C 

8405 

Gl 

15  Jan 

88 

Gl 

l 

MIL-R-87I10A 

8405 

11 

04  Feb 

88 

11 

l 

MIL-R-26975  (1) 
NOTICE  1 

8405 

MC 

23  Oct 

87 

MC 

L 

MIL-R-29103B  (1) 

8405 

NU 

20  Apr 

83 

NU 

L 

MIL-R-24918A 

8405 

NU 

15  Nov 

88 

NU 

L 

MII-R-38213B  (1) 
NOTICE  1 

8405 

11 

14  Feb 

89 

11 

l 

MIL-R-82292B 

8410 

NU 

28  Mor 

79 

NU 

MILR-24919A 

8410 

NU 

15  Nov 

88 

NU 

GGG-R-0080 

NOTICE  (1) 

5120 

t 

05  Mor 

65 

GGG-R-96E 

3750 

% 

06  Jun 

78 

MIL-R-524I1B 

4320 

ME 

18  Dec 

8/ 

ME 

99  CS 

l 

MIL-R-82200A 

3990 

SA 

25  Jul 

30 

SA 

D-R-1928 

3990 

-ME 

15  Mo- 

78 

ME 

SA 

99 

l 

MIL-R-528998 

3990 

ME 

08  Jul 

86 

ME 

L 

MIL-R-40080C 

3990 

ME 

21  Mo  y 

75 

ME 

l 

A-A-50095 

3990 

GL 

26  Feb 

87 

Gl 

l 

MIL-R-52105C 

5420 

ME 

06  Dec 

79 

ME 

MIL-R-14601F  (1) 

7360 

GL 

14  Dec 

88 

GL 

YD 

99 

Mll-HDBIC  1027/3A 

MISC 

YD 

31  Jon 

89 

L 

Mll-K-46Jyi 

1240 

AR 

07  Od 

63 

AR 

L 

MIL-R-46358A  (1) 

1240 

AR 

29  Jul 

66 

AR 

l 

Mll-R-14864  (2) 

1240 

AR 

30  Moy 

72 

AR 

L 

MIL-R-50761 

1270 

AR 

24  Sep 

71 

AR 

l 

MIL-R-45677  (1) 

1240 

AR 

23  Feb 

62 

AR 

l 

MIL-R-21211A 

7310 

SH 

6  Nov 

61 

SH 

W-R-101F  (2) 

7310 

t 

31  Dec 

70 

MIL-R-I1295H  (3) 

7310 

GL 

07  Nov 

80 

GL 

YD 

99 

MIL-R-2357H 

7310 

GL 

30  Sep 

85 

GL 

YD 

99 

A-A-J0064 

7310 

/GL 

14  Od 

83 

GL 

99 

S-R-44D 

7310 

1 

1 1  Aug 

70 

l 

MIL-R-18967C 

7310 

YD 

20  Doc 

82 

YD 

M1L-R-11337F  (1) 

7310 

GL 

15  Apr 

75 

GL 

YD 

99 

l 

MIL-R-22040  (2) 

1240 

OS 

27  Jon 

87 

OS 

566 


ALPHABETICAL  LISTING 


TIT16 

Rangefinder,  Fire  Control,  loser:  11743101 . . . . . 

Rangefinder,  Fire  Control,  AN/VVG»1(  )  11738801............. . . . . . 

Rangefinder,  Fire  Control,  M17A1  . . . . . . . 

Ranges  Of  Nalo  Ultra  Violet  (Uv)  White  Colour  For  The  Camouflage  Of  Military 
Equipment  In  Snow  Environments  (Issue  Controlled-releose  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom)drcIrd( 

Ranges,  Convection  Oven,  Electric  . . . . . . . . . . 

Ranges,  Electric  Industrial . . . . . . . 

Ranges,  Gas  (Donestic).,... . . . . . 

Ranges,  Oil  Burning  (Heavy  Duty,  Mechanical  Type  Burners,  No.  2  Or  Heavier  Fuel 
Oil) 

Ranitidine  Hydrochloride  Injection  . . . . . . . . . . . 

Rasp  Hond,  Shoe,  Half  -round . . . . . . . . . . . 

Rasp,  Buffing,  Tire,  Tread.. . . . . . . . . . . . . . 

Rasp,  Hond,  Cabinet  . . . . . . . . . 

Rasp,  Hand,  Horse,  Plain,  Regular  . . . . . 

Rasp,  Hond,  Wood. . . . . . . . . . 

Rasp,  Nasal  (lewis.  Fine)........................... . . . . . . 

Ratchet,  Clamp,  Three  Piece  -  31  Oct  1956 . . . . . . . . . 

Rate  Integrating  Gyro  . . . . . . . . . . 

Rate  Integrating  Gyro  MS  3391  . . . . . . . . 

Rote  Of  Fuel  Flow  Indicators  (Ed.  1)  (Req  For  Issue  From  Other  Than  DOD  &  DOD 
Contractor  Must  Be  Sent  Via  HQ  USAFZXOXX(ISO)  Wash.,  D.c.  20330-5058 

Rating  Microetched  Steel  -  23  Feb  79  . . . . . . 

Ration  Supplement,  Aid  Station.. . . . . . . . . . 

Ration  Supplemment,  Beveroge  Pock  (Use  ll-B-35023) . 

Ration,  Cold  Weather,  Assembly  . . . . . . . . . . 

Ravioli,  Meat,  in  Sauce,  Conned  . . . . . . . . . . . 

Rowin  Set  AN/GMD-H  )  (Units  Of)  (Inactive) . 

Rozor,  jofety.  And  Blades,  Razor  » . . . . . . . . . . 

Razor,  Surgicol  Preparation  (For  Field  Use)  -  . . . . . 

Rozor,  Surgical  Prcporolion . . . «... . . . . . . 

Razor,  Surgical  Preparation  . . . . . . . . 

Rdx/kel  i  Resin  Molding  Power  (For  Use  In  Ammunition) . . . 

Read  Amplifier,  1052658*' . . . . . . 

Reader  Microform  (1.24  Source  Document  &  1.48  Com  Microfiche) . . . . 

Reader-printer,  Microfilm,  Dry  Process,  M4-5  fixed  Ratio,  35MM  Roll  Film  And 
Aperture  Cords,  Shipboard  Use 

Reader/printer  Microform  1.24  Source  Document  &  1.48  Com  Microfiche  . 

Reader,  Microhemalocrit  . . . . . . 

Reader,  Microhematocrit,  Sprio)  Type  . . . . . . . . . . 

Readout,  Incandescent  Type,  Style  I  Segmented,  Dot  Motrix/segmented,  Bor  Matrix 
Incandescent  lomp/isoloticn  Diode,  Type  R06 
Reodout,  Segmc  H  Style  I  (Rfi  Shielded,  Moisture  Sealed,  High  Impact  Shock) 
Type  R02 

Readouts,  Incandescent  Type  . . . . . . . . 

Readouts,  Segmented,  General  Specification  for, . . . . . 

Reody  Access  In  Transport  Aircraft  (With  Amendment  1)  . . . . . . . . 

Reagent  Wote-  -  28  Jan  77  (Reopproved  1983) . . . . . . . . . . 

Reagent,  Solvent,  &  Test  Papers  For  Sampling  &  Analyzing  Kit,  M33  . . . . . . 

Reagent,  Standard,  Water  Test  Chemicals  (Metric) . . . 

Reamer  >  30  Sep  1983..., . . . . . . . . . . 

Reamer,  Hond  And  Machine,  Arbors,  Shell  Reomer,  And  Pilots,  Adjustable  Hand 
Reamer 

Rear  Area  Security  (Edition  4) . . . . . . . . . 

Rear  Cover  (For  Torpedo  Mark  37  Mod  2  And  Mod  3  (Inactive  For  New  Oeslgn . 

Rear  Cover  Assembled  Unit  (For  Torpedo  Mark  37  Mods  O  And  1) . 

Rear  Wheel  Splosh  &  Slone  Throw  Protection  •  Jan  69. . . . ... 

Rebreothing  Bog,  Gos  Anesthesia  Apporotus,  Disposable  . . . . 

Rebuilt  Tire  *  Aircraft,  loborotory  Quality  Assurance  Requirements . . . . 

Receiever,  Oxygen  Mask,  Assembly  Of  . . . . . . . . ..... 

Receiver «  Tronsmit»t‘r  Radio  Set  AN/APX-100(V) . . . . 

Receiver  Assembly,  Nitrogen,  For  IAU-7  Scries  launchers . . . . . . . 

Receiver  Group,  SimuloJoi  Padioc,  ORill4(  )/T„„ . . . . . . . . 

Receiver  Transmitter,  loser,  10559281  . . . . . . . . . 

Receiver  Transmitter  RT-1183(  (/GRA.114....,.,......,,.,,, . . . . . . . . . «... 

Receiver  T'Cnsnitler  RT*1 185(  (/GRA*1 14... . . . . . . . . ... 

Receiver  Transmitter,  Radio  RT  246(  )/V RC  &  Receiver  Transmitter,  Radio  RT  524( 
J/VRC 

Receiver  Transmitter  «  RT-1209/URC  . . . 

Receiver  Transmitter,  loser,  RM021(  )/VVG-1,  11738821  . . . . .  . ........ 

Receiver  TVossmiitcr  RM184(  (/GRA*I14 . . . «... . . . . 

Receiver-comparator  R-l407(  (/urq  . . . . . . . . . . 

Receiver-transmitter,  Radio  RT-1324A/ARC,  RM327A/ARC  &  RT-H07/ARC,,....-.,.,. 
Receiver-transmitter  Radio  RT-546/ASQ-19,  RT*546A/ASQ*19,  RT-853/ASQ'19 
And  RT-546B/ASQ-19 


DOCUMENT 


NUMBER 

FSC 

PREP 

date 

CUSTODIAN 

l 

MIL-R-48595A  (1) 
NOTICE  1 

1240 

AR 

09  Nov 

87 

AR 

l 

Mll-R-50749  (1) 

1240 

AR 

17  Nov 

76 

AR 

l 

MIL-R-46345A  (2) 

1240 

AR 

13  Dec 

76 

AR 

NAT-STD-2835  (V) 

ISDA 

AM 

16  Jan 

78 

MIL-R-43954A 

7310 

SH 

11  Jun 

85 

SH 

A-A-50035 

7310 

GL 

27  Sep 

82 

GL 

YD 

99 

S-R-0044E 

7310 

t 

21  Jul 

77 

MIL-R-11038E 

7310 

Gl 

14  Jun 

73 

Gl 

99 

A-A-0051878 

6505 

MB 

12  Mar 

87 

MD 

MS 

03 

A-A-2328 

5110 

t 

27  Sep 

85 

l 

MIL-R. 1456TA 

4910 

AV 

07  Jun 

71 

AV 

A-A-2326 

5110 

$ 

27  Sep 

85 

•VA-2327 

5110 

t 

27  Sep 

85 

A-A-2329 

5110 

» 

27  Sep 

85 

A-A-53804 

6515 

MB 

06  Jon 

89 

MD 

MS 

03 

NAS  398-56 

4730 

CS 

11  Sep 

79 

AS 

l 

MS-3391 

1430 

AS 

01  Aug 

68 

AS 

Ql 

MIL-R-23750A  (1) 

1420 

AS 

28  Feb 

83 

AS 

NAT-STD-3872  (4) 

ISDF 

06 

30  Sep 

87 

ASTM  E381-79 

9640 

MR 

11  Apr 

79 

MR 

SH 

11 

MIL-R-1041D 

8970 

Gl 

03  Mar 

67 

GL 

SA 

50 

Mll-R-43650  (1) 
NOTICE  3 

8970 

Gl 

31  Dec 

87 

Gl 

SA 

50 

l 

MIL-R-44277 

8970 

GL 

30  Sep 

87 

A-A-20048 

8940 

•DP 

31  Jan 

83 

GL 

SA 

50 

MIL-R-10159E 

6660 

CR 

30  Sep 

69 

CR 

AS 

01 

NOTICE  1  (ER) 
GG-R-60C 

8530 

V. 

09  Apr 

65 

MII-R-36540B 

6515 

MB 

OS  No. 

85 

MD 

MS 

03 

GG-R-001308A 

6515 

/DM 

28  Apr 

69 

MD 

MS 

03 

A-A-30100A 

6515 

t 

01  Jul 

86 

l 

MIL-R -48270  (1) 
NOTICE  1 

1376 

AR 

05  May 

88 

AR 

l 

Mll-R-40199  (5) 

1220 

AR 

22  Apr 

70 

AR 

A-A-1608 

6730 

J 

19  Jan 

82 

l 

Mll-R-24125 

6730 

SH 

04  Jon 

65 

SH 

A-A-1681 

6730 

» 

19  Jon 

82 

A-A-53872 

6640 

MB 

24  Mar 

39 

MD 

MS 

03 

Mll-R-37198 

6630 

DM 

08  Jul 

75 

MD 

MS 

03 

Mll-R-28803/6 

6210 

EC 

02  Jul 

86 

EC 

99 

MIL-R-28803/2 

6240 

11 

15  Apr 

77 

EL 

EC 

11 

Q 

MIL-R-39027A 

SUPP  1 

6625 

OS 

23  Jun 

70 

ER 

OS 

Q 

MIL-R-28803 

6240 

11 

21  Mar 

75 

EL 

EC 

11 

AIR-STD-44/29A 

ISDF 

06 

02  Oct 

78 

ASTM  D1 193-77 

6810 

ME 

28  Dec 

78 

ME 

SH 

11 

l 

MII-R-51197B 

6665 

EA 

15  Sep 

76 

EA 

l 

DOD-R-23679F 

6810 

SH 

08  Aug 

86 

SH 

ANSI  894.2-83 

3455 

IP 

26  Jan 

89 

Al 

SH 

99 

GGG-R-180E  (1) 

*5110 

/Al 

13  Jon 

87 

AL 

99 

NAT-SID-2079 

ISDA 

AM 

17  Dec 

79 

l 

Mll-R -82507A 

NOTICE  1 

1355 

OS 

31  Oct 

86 

OS 

L 

MII-R-81158A 

1355 

OS 

14  Mar 

66 

OS 

SAE  3682-69 

2540 

AT 

30  Sep 

81 

AT 

99 

Mll-R-377258 

6515 

MB 

23  Jun 

81 

MD 

MS 

03 

l 

MS-3377A 

2620 

AS 

09  Jun 

75 

AS 

Q  l 

MIL-R-83866 

1660 

82 

IP  Jul 

74 

99 

L 

Mll-R-818768 

5821 

AS 

04  Oct 

88 

AS 

L 

MII-R-81202D 

1055 

AS 

03  Feb 

81 

AS 

L 

Mll-R-55403 

NOTICE  1 

6665 

CR 

14  Sep 

88 

CR 

L 

MIL-R-14865  (2) 

1240 

AR 

12  Jul 

73 

AR 

l 

Mll-R-49111 

1290 

CR 

09  Feb 

78 

CR 

l 

MIL-R -491 13 

1290 

CR 

09  Feb 

78 

CR 

l 

MIL-R-55100D 

5820 

CR 

29  Feb 

72 

CR 

L 

MIL-R-29421 

5820 

MC 

22  Oel 

85 

MC 

l 

Mll-R-50746  (1) 

1240 

AR 

17  No. 

76 

AR 

L 

MIL-R-49112 

1290 

CR 

09  Feb 

78 

CR 

Ql 

MIL-R-24195  (3) 

5820 

EC 

30  Jon 

70 

EC 

l 

MIL-R-85665 

5821 

AS 

07  Jul 

87 

AS 

l 

Mll-R-22762  (5) 

5821 

AS 

12  Aug 

68 

AS 

567 


ALPHABETICAL  LISTING 


TITLE 


RecelveMronjmilter,  Rode  RT»860/VPS*2.  10548089  . . . . 

ReceWeMfonimitter  Radio  RT-542/ASQ  And  RT-542A/ASQ.. . . . . . . 

Receiver.tronvmitter,  Radio  RT-736(*)/ASQ-88  And  Decoder,  Poise 
KY.53U*)MSQ.88 

Rece5ver»tran$mitfer  Radio  RT*559/ASQ*58  And  RT-559A/ASQ*58 . . . 

Receiver.tronsmiller,  Radio  RT.793/ASQ  And  RT-793A/ASQ  . . . . 

Receiver-transmitter,  Radio  RT-547(*)/  ASCM9  And  Decoder,  Poise 
KY-312(*)MSQ.19 

Receiver-transmitter,  Radio  RT-859(  (/APX*72  Mountings  MT-3809)  {/APX‘72  And 
MT-3948)  (/APX-72 

Receiver,  Advanced  Sonobuoy  Communication  Link,  AN/ARR-78(V)  (2)  S-3B 
Configuration 

Receiver,  Control,  Subassembly  . . . . . . . . . . 

Receiver,  Infrared  (Viewing  Set),  AN/SAR-7(  { . . . . . . . . . 

Receiver,  Liquid  Refrigerant  12 . . . . . . . . . . . . . . . 

Receiver,  Liquid  Refrigerant  . . . . . . . . . . . . 

Receiver,  Low  Frequency,  Medium  Frequency,  And  High  frequency  Communications .. 

Receiver,  Programmable  Scanning  Communications  . . . . . . . 

Receiver,  Radar  R-U75/VPS-2,  10548338.... . . . . . . . 

Receiver,  Radar  Augmenfor  R-1623/APN  Modulator,  X-band  Beacon  MD-817/APN 
And  Antenna,  Ka-band  Rcdar  AS-2406/APR 

Receiver,  Radio  RO05H  (/urr  . . . . . . . . . . . . 

Receiver,  Radio  R-1651/ARA . . . . . . . . . . . . . . 

Receiver,  Radio  RO047A/A . . . . . . . . . .  . . . . 

Receiver,  Radio  R-1041B/ARN . . . . . . . . . . . 

Receiver,  Radio  (Radio  Receiver  R-390/URR  . . . . . 

Receiver,  Radio  R-1419(  )/GR..„, . . . . . . . . . . . . . . 

Receiver,  Radio  R*1418(  )/GR.„ . . . . . . . . . . . . 

Receiver,  Radio  R  44 2(  )/VRC . . . . . . . . . 

Receiver,  Range  Safety,  Command . . . . . . . . . . 

Receiver,  Range  Safety,  Commond  Type  I,  Class  1,  Style  A1 . . . 

Receiver,  Range  Safety,  Command  Type  II,  Class  1,  2,  3,  Style  Cl,  C2,  C3,  C4,  C5„ 

Receiving  Set.  Electronic  Countermeasures,  AN/WLR-11(.) . . . 

Receiving  Set,  Loran  AN/ARN-78  . . . . . . 

Receiving  Set,  Radio  AN/TRQ-23(  ) . . . . . 

Receiving  Set,  Radio  AN/ARR-69  And  AN/ARR-69A  . . . 

Receiving  Set,  Radio  AN/URR-71  . . . . . 

Receiving  Set,  RADIO-AN/WRR-30 . 

Receiving  Set,  Radio,  AN/URR-27 . . . . . . . . . 

Receiving  Set,  Radio  AN/URR-70  &  Kit,  Accessory  MK-1517/UR . . . . . 

Receiving  Set,  Radio  AN/ARR-41  . . . . . . . . 

Receiving  Set,  Radio  AN/APN-70B  . . . . 

Receiving  Set,  Radio  AN/URR-35  . . . . . . . 

Receiving  Set,  Satellite  Signal,  AN/SSR-lA . . . . . . . 

Receiving-decoding  Group  AN/ARA-63  . . . .  . . . . . . . . 

Receptacle.  &  Airspeed  Tube  Electrical . . . . . . . . . . . . 

Rectptade  And  Switch,  Electrical,  Enclosed  15  Ampere,  125  Volt,  Interlocking, 
Grounded  (Symbol  No  900,1) 

Receptacle  And  Switch,  Electrlcol,  15  Ampere,  125  Volt,  Bloded  Type,  Grounded 
(Symbol  No.  919) 

Receptacle  Assembly  (Union  Type), . . . . . . . 

Receptacle  Assembly  (Mid  Flange,  Bolted,  Union  Type) . . . . . . . . 

Receptacle  Assembly  (Mid  Flonge,  Locknut,  Union  Type) . . . 

Receptacle  Assembly  (Welded  Type)  . . . . . . 

Receptacle  Assembly  (Flanged  *  Welded  Type)  . . . . . . . 

Receptacle  Assembly  (In  line  Type) . . . . . . . . . 

Receptacle  Assembly  (Mid-ffongo  Bolted  Type)  . . . . . . . . . 

Receptacle  Assembly  (End-flonged  Bolted  Type) . . . . . . . 

Receptacle  Assembly  (Locknut  Flange  Type) . . . . . 

Receptacle  Channel,  ElecMcol,  10  Ampere,  125  Volt,  Bladed  Type,  Grounded 
(Symbol  No.  730.4) 

Receptacle  With  Switch,  Electrlcol,  30  Ampere,  450  Volt,  Alternating  Current,  60 
HZ,  3  Phase,  Interlocking,  Grounded  (Symbol  No  915.1) 

Receptade-Wjfb  Switch,  EtecfrKuJ,  30  Ampere,  450  Voit,  1  Phase,  Interlocking, 
Grounded  (Symbol  No.  916.1) 

Receptacle  With  Switch,  Electrical,  30  Ampere,  250  Volt  Direct  Current,  Interlocking, 
Grounded  (Symbol  No.  917.1) 

Receptacle  With  Switch,  Electrical,  60  Ampere,  208/1 17  Volf,  3  Phase,  Interlocking, 
Grounded  (Symbol  No.  776.1) 

Receptacle,  Adapter,  Electrical,  15-AMPERE,  125-VOLT,  Alternating  Current, 
Grounded  (Symbol  No,  2440.2) 

Receptacle,  Adopter,  Electrical,  15  Ampere,  125  Volt,  AC,  60  To  400  HZ,  Grounded 
(Symbol  No  2439) 

Receptacle,  Canister,  Co  2  Absorbent  . . . . . . . . . 

Receptacle,  Cap  Assembly,  Electrical  (Symbol  No.  1142.1) . . . 

Receptacle,  Connector  (Type  Sm)  UG-697/U  (Inactive  For  Design)  . . 
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Receptacle,  Connector,  U-107/U  . . . . . . . 

Receptacle,  Connector,  (Type  Sm)  UG&694/U  . . . . . . . 

Receptacle,  Connector  (Type  Sm)  UG/695/U  . . . . . 

Receptacle,  Connector,  U-106/U  . . .  ..  . . . . . . 

Receptacle,  Connector  (Type  Sm)  UG&700/U  . . . . . . . . . . 

Receptacle,  Connector  (Type  Sm)  UG&923/U . . . . . . 

Receptacle,  Connector,  (Type  Sm)  UG&698/U  . . . . . 

Receptacle,  Electrical,  Enclosed,  3  Pin  Grounded,  40  Ampere,  450  Volt  Alternating 
Current  (Symbol  Nos.  1145.1,  1145.2  And  1145.3) 

Receptacle,  Electric  Connector  Rocket  Igniter  Assembly . . . . . . . . 

Receptacle,  Electrical,  Watertight,  15  Ampere,  125  Volt,  400  H2,  Btaded  Type, 

Single  Phase,  Grounded  (Symbol  No  1101) 

Receptacle,  Electric,  Aircraft  Storage  Battery. . . . . 

Receptacle,  Electrical,  3-PIN  Grounded,  10-AMPERE,  450-VOLT,  60-HERTZ,  Single 
Phase  (Symbol  No.  1262) 

Receptacle,  Electrical,  4-PIN  Grounded,  10-AMPERE,  450  Volt,  60-HERTZ, 

Alternating  Current  (Symbol  No.  1263) 

Receptacle,  Electrical,  3-PIN  Grounded,  10  Ampere,  450-VOLT,  400  Hertz,  Single 
Phase  (Symbol  No.  1264) 

Receptacle,  Electrical,  4-PIN  Grounded,  10-AMPERE,  450-VOLT,  400  Hertz, 

3-PHASE  (Symbol  No.  1265) 

Receptacle,  Electrical,  4-POlE  Grounded,  60  Ampere,  450  Volt,  3  Phase  (Symbol 
No.  1266) 

Receptacle,  Electrical,  Enclosed,  3-PIN  Grounded,  10-AMPERE,  450  Volt,  60-HERTZ, 
Single  Phase  (Symbol  No.  1267) 

Receptacle,  Electrical,  Enclosed,  4-PIN  Grounded,  10-AMPERE,  450-VOLT, 

60-HERTZ,  Alternating  Current  (Symbol  No.  1268) 

Receptacle,  Electrical,  Enclosed,  3-PIN  Grounded,  10-AMPERE,  450  Volt,  400  Hertz, 
Single  Phase  (Symbol  No.  1269) 

Receptacle,  Electrical,  Enclosed,  4-PIN  Grounded,  10-AMPERE,  450  Vott,  400  Hertz, 
3-PHASE  (Symbol  No.  1272) 

Receptacle,  Electrical,  Totally  Enclosed,  15  Ampere,  125  Volt,  60  HZ,  Bloded  Type, 
Grounded  (Symbol  No  730.1) 

Receptacle,  Electrical,  Enclosed,  10  Ampere,  125  Volt,  3  Phose  Grounded  (Symbol 
No.  741.2) 

Receptacle,  Electrical,  Totally  Enclosed,  15  Ampere,  125  Volt,  400  HZ,  Bloded  Type, 
Single  Phase,  Grounded  (Symbol  No  1100) 

Receptacle,  Electrical,  Enclosed,  3  Pin  Grounded,  50  Ampere,  250  Volt  Alternating 
Current  (Symbol  Nos.  1146.1,  1146.2,  And  1146.3) 

Receptacle,  Electrical,  End  ed,  15  Ampere,  125  Volt,  G  Pole  (Symbol  No.  1098.1) 
Receptacle,  Electrical,  Enclosed,  60  Ampere,  500  Volt,  3  Phase,  Grounded  (Symbol 
No.  746.2) 

Receptacle,  Electrical,  (Bloded)  15  Ampere  With  3  Ampere  Switch,  Type  Dpst,  125 
Volt,  Grounded,  Totally  Enclosed  (Symbol  918.1) 

Receptacle,  Electrical,  Enclosed,  15  Ampere,  125  Volt,  2  Pole,  Grounded  (Symbol 
No.  735.3) 

Receptacle,  Electrical,  10  Ampere,  125  Volt,  Single  Pole,  Panel  Mounted  (Symbol 
No.  775.1) 

Receptacle,  Electricol,  40  Ampere,  125  Volt,  Single  Pole,  Panel  Mounted,  female 
(Symbol  No.  1213.2) 

Receptacle,  Electricol,  40  Ampere,  125  Volt,  Single  Pole,  Panel  Mounted,  Male  Type 
(Symbol  No.  1213.3  -  Red,  Symbol  No.  1213.5  *  Black) 

Receptacle,  Electricol,  15  Ampere,  125  Volt,  60  HZ,  Bloded  Type,  Grounded 
(Symbol  No  1099.1) 

Receptacle,  Electricol,  Enclosed,  4  Pin  Grounded,  40  Ampere,  450  Volt  Alternating 
Current  (Symbol  Nos.  1147.1,  1147.2  And  1147.3) 

Receptacle,  Electricol,  15  Ampere,  125  Volt,  Bloded  Type,  Grounded  (Portable) 
(Symbol  No.  1215) 

Receptacle,  Electrical,  Enclosed,  3  Pin  Grounded,  40  Ampere,  125  Volt  Alternating 
Current  (Symbol  Nos,  1148.1,  1148.2,  And  1148.3) 

Receptacle,  Electricol,  Triple,  50  Ampere,  250  Volt  Direct  Current,  3  Pole  Grounded 
(Symbol  No.  1105,1) 

Receptacle,  Electrical,  Enclosed,  100  Ampere,  250  Volt  Direct  Current,  Bulkhead 
Mounted  (Symbol  No  726.1) 

Receptacle,  Electricol  4  Pole  Grounded,  100  Ampere,  450  Volt,  3  Phase,  (  Symbol 
No.  1221) 

Receptacle,  Electrical,  2  Pin,  40  Ampere,  125  Volt  Direct  Current  (Symbol  Nos. 
756.1  And  756.2) 

Receptacle,  Electrical,  3  Pin  Grounded,  50  Ampere,  250  Volt  Direct  Current  (Symbol 
Nos,  757.1  And  757.2) 

Receptacle,  Electrical,  4  Pm  Grounded,  40  Ampere,  450  Volt  Alternating  t-urrenl 
(Symbol  Nos.  758,1  And  758.2) 

Receptacle,  Electricol,  12  Pin,  5  Ampere,  125  Volt  Direct  Current  (Symbol  No. 
759.1) 

Receptacle,  Electrical,  3  Pin  Grounded,  40  Ampere,  450  Volt  Alternating  Current 
(Symbol  No,  1 141.1) 

Receptacle,  Electricol,  3  Pin  Grounded,  40  Ampere,  125  Volt  Alternating  Current 
(Symbol  Nos.  1144,1  &  1144.2) 

Receptacle,  Electrical  Connector,  25  Ampere,  500  Volt,  3  Phase  Grounded  (Symbol 
No.  722.1) 

Receptacle,  Flying  Boom,  Aerial  Refueling . . . .  . . . 

Receptacle,  Grounding,  Installation  Of . . . . . . . 
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ALPHABETICAL  LISTING 


TITIL 


Receptacle,  Outlet,  Electricol,  Welding,  200AMPER6,  Direct  Curren  T,  Constant 
Polenllo!  (Symbol  No.  770.2) 

Receptacle,  Outlet  Switch,  Electrical,  100  Ampere,  125  Volt,  60  Ampere,  250  Volt, 
Interlocking,  Grounded  (Symbol  No,  772.1) 

Receptacle,  Outlet,  Triple,  Electrical,  Portable,  15  •  Ampere,  125  -  Volt  Alternating 
Current,  Double  Pole,  Grounded,  25-FOOT  Coble  Extension  (Symbol  No,  779) 
Receptacle,  Outlet,  Triple,  Electrical,  40  Ampere,  450  Volt,  60  HZ  Alternating 
Current,  4  Pole,  Portable,  Plastic,  Grounded  (Symbol  Nos  765.6,  765.7,  &  765.8) 
Receptode,  Plug,  Electrical,  15  Ampere,  125/250  Volts,  2  Pole  Grounded  (Symbol 
No.  720.3) 

Receptacle,  Plug,  Electrical,  3-PIN  Grounded,  10  Ampere,  450-VOLT,  400  Hertz, 
Single-phase  (Symbol  No.  1259) 

Receptacle,  Plug,  Electrical,  4-PIN  Grounded,  10  Ampere,  450-VOLT,  400-HERTZ, 
3-PHASE  (Symbol  No.  1260) 

Receptacle,  Plug,  Electrical,  4  POLE  Grounded,  60-AMPERE,  450-VOLT,  3-PHASE 
(Symbol  No.  1261) 

Receptacle,  Plug,  Connector,  Electrical,  10  Ampere,  125  Volt,  3  Phose  Ground 
(Symbol  No.  706.1) 

Receptacle,  Plug,  Electrical,  40  Ampere,  125  Volt,  Single  Pole,  Male  (Symbol  No. 

1214.2  •  Red,  Symbol  No.  1214.5  -  Black) 

Receptacle,  Pfug,  Electrical,  40  Amperes,  125  Volt,  Signol  Pole,  Female  Type 
(Symbol  No  1214.3  Red,  Symbol  No  1214.4  Black) 

Receptacle,  Plug,  Electrical,  100-AMPERE,  250  Volt,  Direct  Current,  3  Pole  (Symbol 
No.  721.1) 

Receptacle,  Plug,  Electrical,  15  Amp,  125  V,  Blrjed  Type,  Grounded  (Symbol  No. 
1218.3) 

Receptacle,  Plug,  Electrical  4  Pin,  60  Ampere,  208/117  Volt,  3  Phose  (Symbol  No 

728.1) 

Receptacle,  Plug,  Electrical,  Connector,  25-AMPERE,  500  Volt,  3  Phose  Grounded 
(Symbol  No.  707.1) 

Receptacle,  Plug,  Electrical,  3  Pin  Grounded,  40  Ampere,  45 0  Volt  Alternating 
Current  (Symbol  No.  1140.1) 

Receptacle,  Plug,  Electrical,  3  Pin  Grounded,  40  Ampere,  125  Volt  Alternating 
Current  (Symbol  No,  1143.1) 

Receptacle,  Plug,  Electrical,  2  Pin,  40  Ampere,  125  Volt  Direct  Current  (Symbol  No. 

715.1) 

Receptode,  Plug,  Electrical,  3  Pin  Grounded,  50  Ampere,  250  Volt  Direct  Current 
(Symbol  No.  716.1) 

Receptacle,  Plug,  Electrical,  4  Pin  Grounded,  40  Ampere,  450  Volt  Alternating 
Current,  60  HZ  (Symbol  Nr  717.1) 

Receptacle,  Portable  Triple  Outlet,  Electrical,  60-AMPERE,  500-VOLT,  3-PHASE 
Grounded  (Symbol  No.  765.3) 

Receptode,  Receptode  Plugs,  Switch  And  Receptacles,  And  Outlets,  General 
Specification  For 

Receptode,  Release,  Comb,  Type  A&2 . . . . . . . . . . . . . 

Receptacle,  Trash  (Plastic,  2  Wheeled,  2-WHEELED,  85  Gollons,  V/ith  lid) . 

Recess  -  Torq-set,  Dimensions  Of  Recess,  Gage,  And  Driver  For . . . . 

Recess,  High  Torque  And  Conical  High  Torque,dimensions  Of  Recess,  Cage,  And 
Driver  For 

Recess,  Phillips,  Dimensions  Of  Recess  And  Gages  30  Jun  82 . . . . 

Recessed,  Ribbed  Torq  Set  Dimensions  Of  Recess,  Gage  &  Driver  For . . 

Recesses-cross,  Low  Torque  Drive,  Dimensions  And  Goge  Dimensions  For . 

Recharge/service  Kit,  Fire  Extinguisher,  Monobromotrifluoromethone  (CF3BR),  Skid 
Mounted,  Electric  Motor  Driven 

Recharger  Assembly,  Portable  Oxygen  (Asg) . . . . . . . . . . 

Recharging  Unit,  Carbon  Dioxide,  Pumping  Method . . . . . . . . . 

Recharging  Unit,  Carbon  Dioxide,  Pumping  Method . . . . . 

Recognition  &  Identification  Of  Forces  On  The  Battlefield  (Edition  No.  4)  (Re!  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 
Recognition  &  Identification  Of  Forces  On  The  Battlefield  (Release  To  Other  Than 
Dod  Agencies  Must  Be  Approved  By_  Hq  Darcom  (Drcird)  (Abca  538) 

Recognition  Training  (Ed  2)  Requests  For  Issue  Other  Than  Dod  Mustbe  Sent  Via: 
U.s.ormy  Security  Affairs  Office,  Attni-Amsoc-mp/s,  5001  Eisenhower  Ave., 
Alexandria,  Vo  22333-0001 

Recoil  Systems  Metric............ . . . . . . . . . 

Recommended  Practice  For  Glass  Ph  &  Reference  Electrodes  •  74 . . . . 

Recommended  Requirements  For  Troinlng  And  Evaluation  Of  Aircrew  In  High 
Svitsr.sd  SgS  Er.vlrcr.msr.f  (Ed  5)  RequciL  Oner  Than  Doa"  Must  Sc  Sent  Via  Hq 
Usof/xo*x(iso),  Wash,  Dc  20330-5058 

Reconnaissance  Cross-servicing  (Edition  1) . . . . . . . 

Reconnaissance  Interoperability  Handbook  (Rel  To  Other  Than  DOD  Act  Req  Pr 
Appr  Of  CNM,  MAT  09B21) 

Reconnoissonce/mopping  Data  Marking............. . . . . . . . . . 

Recorded  Magnetic  Tope  Cartridge  For- Information  Interchange,  4  Track,  6.30MM 
(0.25  In),  63  BPMM  (1600  BPI),  Phase  Encoded  (With  ANSI  X3.56-197 
Recorded  Magnetic  Tape  For  Information  Interchange  (1600  Cpi,  Phase  Encoded) 
(Ansi  X3, 39-19/3) 

Recorded  Magnetic  Tope  For  Information  Interchange  (800  Cpi,  Nrzi,  With  Ansi 
X3.22-1973) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

~ 

MH-R-2726/22A 

5935 

SH 

03  Jul 

36 

SH 

L 

MIL-R-2726/45B 

5935 

SH 

03  Jul 

86 

SH 

L 

MII-R-2726/69B 

5935 

SH 

03  Jul 

86 

SH 

l 

MIL-R-2726/49D 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/50C 

5935 

SH 

03  Jul 

86 

SH 

L 

MII-R-2726/54A 

5935 

SH 

03  Jul 

86 

SH 

l 

MII-R-2726/55A 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/56A 

5935 

SH 

03  Jul 

86 

SH 

L 

MII-R-2726/68C 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/33B 

5935 

SH 

03  Jul 

86 

SH 

L 

M1L-P  2726/34C 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/46A 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/38C 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726C/268 

5935 

SH 

03  Jul 

86 

SH 

l 

MIL-R.2726/24B 

5935 

SH 

03  Jul 

86 

SH 

l 

MH..R.2726/5B 

5935 

SH 

03  Jul 

86 

SH 

L 

MIL-R-2726/6B 

5935 

SH 

03  Jul 

86 

SH 

l 

MIL-R-2726/1A 

5935 

SH 

19  Apr 

68 

SH 

l 

MIL-R-2726/2A 

5935 

SH 

19  Apr 

68 

SH 

l 

MII-R-2726/3B 

5935 

SH 

30  Jul 

71 

SH 

L 

MII.-R.2726/44A 

5935 

SH 

03  Jul 

86 

SH 

L 

MII-R-2726B 

5935 

SH 

03  Jul 

86 

SH 

MIL-R-7052B 

NOTICE  1 

5935 

85 

4  May 

59 

CR  85 

A-A-1496A 

7240 

•Gl 

28  May 

81 

Gl  YD  99 

MS-33781A 

53GP 

AS 

24  Jun 

65 

AR  99 

MS  -33750 J 

53GP 

11 

20  Jun 

88 

AV  AS 

NAS  7100-82 

REV  1 

53GP 

AS 

11  Feb 

87 

AV  AS  11 

MS-14191D 

5305 

AS 

31  Jul 

87 

AS 

MS-9006C 

5305 

AS 

20  Jun 

63 

AR  AS  99 

l 

MII-R-52915A  (2) 

4210 

ME 

10  Nov 

82 

ME 

MS-220328 

NOTICE  1 

1660 

AS 

30  Sep 

87 

AS  99 

l 

Mll-R-9975 

3655 

82 

15  May 

63 

99 

MIL-R-I2S5 

3655 

ME 

08  Apr 

86 

ME  99 

NAT-STD-21.  ) 

ISDA 

AM 

30  Jun 

86 

Q-STD-538 

ISDA 

AM 

15  Jan 

81 

NAT-STD-3732 

ISOA 

AM 

03  Jun 

86 

L 

Mll-HDBK  46778 

10GPAR 

18  Jul 

88 

AR 

SAMA  All. 1-74 

6640 

EA 

23  Dec 

74 

EA  MS  99 

NAT-STD-3827  (4) 

ISDF 

06 

03. Sep 

87 

NAT-STD-3781  (1) 

ISDF 

06 

28  Jun 

88 

AIR-STD-52/22B 

AOV  PUB  52/22 

ISDF 

06 

18  Mor 

86 

MIL-STO-782D 

MISC 

70 

07  Jul 

86 

CR  AS  99 

NOTICE  1 

FIPS-52 

IPSC 

02 

22  Feb 

78 

OM  02 

FIPS-25 

IPSC 

02 

30-Jun 

73 

OM  02 

FIPS-3-1 

IPSC 

02 

30  Jun 

73 

OM  02 

570 


S3 


ALPHABETICAL  LISTING 


TITLE 


Recorded  Magnetic  Tope  For  Information  Interchange,  6250  Cpi  (246  Cpmm), 

Group  Coded  Recording 

Recorded,  Radiosonde  AN/TMQ-5  (Units  Of)  (Inoctive) . . . . . . 

Recorder  •  Reproducer  Set,  Digital  Data,  AN/ASH-33  . . . . . 

Recorder  Assembly  (For  Torpedo  Exercise  Section  Mark  64  Mod  2) . 

Recorder  Processor  Viewer,  Radar  Mapping  RO-495Q/U  . . . 

Recorder  Reproducer,  Acoustic  AN/AQH-4*(V)2 . . . . . . 

Recorder  Reproducer,  Sound  (Magnetic  Tope),  Type  RD-219/U  . . . . 

Recorder  Reproducer  Set,  Sound  AN/UNQ-70  . . . . . . . . 

Recorder  Reproducer  Set,  Sound  A/TNH-23(  )  . . . . . . . . . . . 

Recorder-reproducer,  Sound  (Transcribing  Machine,  Tope,  Mini-cassette)  . . . 

Recorder-reproducer  Set,  Sound,  AN/UNQ-8Q  . . . . . 

Recorder-reproducer,  Sound  (Dicoting  Machine,  Tope,  Portable  Standard  Cassette)  .. 

Recorder-reproducer,  Sound  (Dictating  Machine,  Tape,  Portoble,  Micro-cossette) . 

Recorder-reproducer,  Sound,  Portable,  Magnetically  Coated  Tope. . . . 

Recorder.reproducer,  Sound  (Transcribing  Machine,  Tope,  Micro-cossette)  . . 

Recorder-reproducer,  Sound  (Dictating  Machine,  Tape,  Portable,  Mini-cassette) . . 

Recorder-reproducer,  Sound  (Dictating  Machine,  Tape,  Desk  Top,  Stondord 
Cassette) 

Recorder-reproducer,  Sound  (Transcribing  Machine,  Tape,  Standord  Cassette)  . . 

Recorder-reproducer,  Sound  (Dicotating  &  Transcribibg  Machine,  Combination, 
Standard  Cassette) 

Recorder,  Bathythermograph  Data  RO-308(A)/SSQ-36 . . . 

Recorder,  Code  Matrix  Block  lA-434().„...,....„...„ . . . . . . 

Recorder,  Coordinate  Data  . . . . . . . 

Recorder,  Magnetic  Distortion,  RO-32/ASQ  . . . . . . . . . . . 

Recorder,  Signal  Data  RO-481(  (/TNS-10 . . . . . . . . . . 

Recorder,  Wind  Direction  And  Speed,  RO-2/GMQ . . . . . . . . 

Recording  Equipment,  Carbon-dioxide,  Automatic  (Refer  To  M1L-M-29190A) . 

Recording  Group,  Video  Signal  OA-8962/ASH . . . . . . . . . . . . 

Recording  Of  Data  For  Artillery  Survey  Control  Points  (Rel  To  Other  Thon  DOD 
Activities  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (Edition  1 

Recording  Set,  Signal  Data  A/a  24U-6  . . . . . . . 

Recovery  And  Release  Of  Parachutists  Towed  Behind  Transport  Aircraft  (Chg  1  •  12 
Feb  198 

Recovery  Assist,  Securing  And  Traversing  System  For  lamps  MK  PI  Helicopter . 

Recovery  Pack,  Blood  Cell  Collection . . . . . . . . . 

Recovery  Vehicle,  Full  Tracked,  Medium,  M88A1 . . . . . . . 

Recovery  Vehicle,  Full-tracked,  light.  Armored,  M578  . . . . . . . . 

Recovery  Vehicle,  Full-tracked  Armored,  M578 . . . . . . . 

Recovery  Vehicle,  Full  Tracked,  Medium,  M88A1  Preparation  For  Storoge  & 

Shipment  Of 

Recovery  Vehicle,  Full  Tracked,  Medium,  M88A1 . . . . . . . 

Recovery  Vehicle,  Full-tracked,  light.  Armored,  M578,  Processing  For  Storage  And 
Shipment  Of 

Rectangular  Holes  In  Twelve-row  Punched  Cards  (Ansi  X3.21-1967)  . 

Rectifier  Section,  Topographic  Mopping  Set,  Truck  Mounted,  Packaging  Of . 

Rectifier,  Error  Meter,  Assembly . . . . . . . . . 

Rectifier,  Metallic.  28  VOIT-IOO  Ampere........ . . . . . . 

Rectifier,  Metollic,  Selcn:um  . . . . . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Half  Wove,  Style  RS-10  . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Center  Top,  Style  RS10.. . . 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Bridge,  Style  RS10 . . . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Half  Wave,  Style  RS20 . . . . . 

Rectifier,  Metallic,  Selenium,  Single  Phose,  Center  Top,  Style  RS20 . . . . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Bridge,  Style  RS20  . . . . 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Holf  Wove,  Style  RS30. . . . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Center  Top,  Style  RS30 . . . . 

Rectifier,  Metollic,  Selenium,  Single  Phase,  Bridge,  Style  RS30 . . . . . 

Rectifier,  Metollic,  Selenium  (High  Temperature)  . . . . . . . 

Rectifier,  Silicon,  Direct  Current,  Trainer  Power  Supply,  Type  F*1 . . . . . . 

Red/black  Engineering  Installation  Guidelines . . . . . . . . . 

Reduced  Smoke  Rocket  Motor  p/ocessing  &  Test  Procedures  (Sidewinder)  (Req  For 
Issue  Must  Be  Sent  Via  Commander,  NAVAIRSYSCOM  (PMA-259),  Wash  D.c. 
20361-1259 

Reducer  Coupling,  Tube,  Female  To  Female  Solder-joint,  Refrigeration  . . 

Reducer  Coupling,  Tube,  Mole  To  Femole  Solder-joint,  Refrigeration . . . 

Reducer  External  Thread  Flared  Tube . . . . 

Reducer,  Boss,  Precision  Type.. . . . . . . . . . . 

Reducer,  Cross,  Flared  Tube  >  4  Apr  83. . . . . . . . 

Reducer,  Elbow,  90  Deg.,  Bulkhead,  Flared  Tube  *  4  Apr  83  W/dOD  Exceptions . 

Reducer,  External  Thread,  Flareless  Tube  . . . . . 

Reducer,  External  Pipe  Thread  By- Quick  Disconnect,  Cam&locking  Type,  Male  Type 
Xu 

Reducer,  External  Pipe  Thread  By  Quick  Disconnect,  Com&locking  Type,  Femo’e 
Type  Xiu 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

FIPS-50 

IPSC 

02 

31  Aug 

77 

OM  02 

MII-R-10882D 

NOTICE  1 

6660 

CR 

25  Sep 

69 

CR 

99 

l 

MIL-R-85535  (2) 

5835 

AS 

26  Aug 

86 

l 

MIL-R-238U  (3) 

1355 

OS 

25  Sep 

69 

OS 

l 

MIl-R-49444 

5841 

CR 

30  Jun 

83 

CR 

l 

MII-R-853C8 

5835 

AS 

28  Jul 

83 

AS 

l 

MIL-R-22754 

5835 

SH 

03  Aug 

61 

SH 

Q  l 

MIL-R-21091E  (1) 

5835 

SH 

31  Jan 

84 

SH 

l 

MIL-R-49203  (2) 

5835 

CR 

31  Jan 

89 

CR 

A-A-1694 

7450 

t 

19  Mor 

81 

l 

MIL-R-23412 

5835 

SH 

01  Oct 

62 

SH 

A-A-1620 

7450 

t 

20  Mar 

81 

A-A-1521 

7450 

» 

19  Mar 

81 

l 

MIL-..-22717  (3) 

5830 

SH 

01  Mar 

67 

SH 

A-A-1695 

7450 

1 

19  Mor 

81 

A-A-1622 

7450 

t 

19  Mar 

81 

A-A-1617 

7450 

t 

19  Mor 

81 

A-A-1618 

7450 

t 

19  Mor 

81 

A-A-1619 

7450 

t 

20  Mar 

81 

l 

MIL-R-813558 

6655 

AS 

01  Oct 

68 

AS 

l 

MIL-R-49016  (1) 

6720 

CR 

16  Feb 

82 

CR 

A-A-50737 

6625 

82 

30  No* 

87 

99 

L 

MIL-R-21073A  (1) 

6655 

AS 

14  Aug 

61 

AS 

l 

Mll-R-49122 

1290 

CR 

01  Aug 

77 

CR 

l 

MIL-R-12405D 

NOTICE  1 

6660 

CR 

27  Apr 

88 

CR 

l 

MII-R-17604C 

6630 

YD 

16  Jun 

81 

YD 

l 

MIL-R-85509 

5821 

AS 

11  Sep 

81 

AS 

NAT-STD-2865  (5) 

ISDA 

AM 

10  Nov 

86 

l 

MIL-R-38435B  (2) 

6610 

71 

18  May 

87 

99 

AIR-STD-44/14C 

ISDF 

06 

01  Feb 

83 

l 

M1L-R-85111A  (6) 

1710 

AS 

31  Mor 

87 

AS 

A-A-51496A 

6515 

MB 

05  Oct 

87 

MD 

MS  03 

l 

MS-521353 

2350 

AT 

03  Jul 

85 

AT 

l 

MIL-R-46711D  (1) 

2350 

AR 

06  Jun 

88 

AR 

NOTICE  1 

MS-52252 

2350 

AT 

18  Feb 

86 

AT 

l 

MIL-R-62220B 

PACK 

AT 

12  Dec 

83 

AT 

l 

MIL-R-62195C 

2350 

AT 

01  May 

86 

AT 

l 

MIL-R-46710B 

PACK 

AT 

01  Aug 

84 

AT 

FIPS-13 

IPSC 

02 

01  Oct 

71 

OM  02 

l 

MII-R-52676A 

6675 

ME 

30  Jun 

75 

ME 

l 

Mll-R-22890  (2) 

1290 

OS 

27  Jon 

87 

OS 

MS-171008 

6130 

AT 

24  Mor 

75 

AT 

99 

MlL-R-1 10508 

6130 

ER 

21  Moy 

69 

ER 

SH 

SUPP  1 

Mll-R-1 1050/1 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/2 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/3 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R- 11050/4 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/5 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/6 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/7 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/8 

6130 

ER 

22  Jun 

55 

ER 

SH 

Mll-R-1 1050/9 

6130 

ER 

22  Jun 

55 

ER 

SH 

L 

Mll-R-14224 

6130 

ER 

6  Jon 

56 

ER 

l 

MII-R-6336D 

NOTICE  1 

6130 

80 

04  Feb 

87 

99 

Mll-HDBK  232A 

SLHC 

SC 

20  Mor 

87 

SC 

EC  90 

M11-STO-2126A 

1340 

AS 

02  Oct 

86 

AS 

MS-35923C 

4730 

Gl 

18  Dec 

75 

Gl 

99 

MS-35920C 

NOTICE  1 

4730 

Gl 

31  Ocl 

86 

Gl 

99 

AN919 

REV  9 

4730 

82 

04  Aug 

83 

AV 

AS 

99 

MS-24397F 

4730 

82 

16  Apr 

82 

99 

E 

AS  1036B-83 

4730 

AS 

20  Jul 

84 

AV 

AS 

99  IS 

E 

AS  10388-83 

4730 

AS 

20  Jul 

84 

AV 

AS 

99 

MS-21916G 

4730 

AS 

06  Jun 

88 

AV 

AS 

99 

MS-49001C 

4730 

ME 

16  Jul 

80 

ME 

SH 

99 

MS-49002D 

4730 

ME 

16  Jul 

80 

ME 

YD 

99 

571 


ALPHABETICAL  LISTING 


DOCUMENT 

TIKE  NUMBER  fSC  PREP  0ATE  CUSTODIAN 


Reducer,  Flo'*d  Tube  -  6  Aug  79 . . . . . . . . 

NAS  156479 

REV  1 

4730 

CS 

15  Sep 

80 

Reducer,  Flash  Ml  For  155MM  Gun . . . . . . . . 

1 

MIL-R-60399  (1) 
NOTICE  i 

1320 

AR 

18  Apr 

88 

AR 

Reducer,  Flash,  M3  For  8  INCH  Howitzer  Ml  And  M2  . . . . . . . . . 

L 

Mll-R.48163 

1320 

AR 

24  Aug 

73 

AR 

Reducer,  Male  By  Female  And  Female  By  Male,  Quick  Disconnect,  Cam&locking, 

MS-49000D 

4730 

ME 

16  Jul 

80 

ME 

YD 

99 

Type  X! 

Reducer,  Oxygen  Pressure  . . . . . . . . . . . . . . . . . 

i 

MII-R-I7852C 

1660 

AS 

12  Feb 

82 

AS 

Reducer,  Pipe  Right  Hand  Thread  (150  &  300  Pounds) . . . . . 

MS-39232B 

NOTICE  1 

4730 

YD 

20  Aug 

87 

AR 

YD 

99 

Reducer,  Tee,  Bulkhead  On  Side,  Flared  Tube  •  4  Apr  83  W/dOD  Exceptions  . . . 

E 

AS  10398-83 

4730 

AS 

20  Jul 

84 

AV 

AS 

99 

Reducer,  Tube  *  Straight,  Tube  To  Coss,  Ams  5646  . . . . . . . . 

L 

MS-9769 

4730 

AS 

22  Dee 

71 

AS 

Reducer,  Tube,  targe  Hex,  O-ring,  Flareless  Type,  Hydraulic  . . . 

MS-5I895A 

4730 

AR 

30  Jul 

87 

AP. 

SH 

99 

Reducer,  Tube,  Precision  Type  . . . . . . . . . . . 

MS-24399F 

4730 

82 

20  Jul 

84 

99 

Reducer,  Tube,  37  Degrees  Flared . . . . . . . . . 

MS-51534A 

4730 

AR 

17  Jon 

79 

AR 

OS 

Reducer,  Union,  Bulkhecd,  Flared  Tube  ■  4  Apr  83  W/dOD  Exceptions . 

E 

AS  I037B-83 

4730 

AS 

20  Jul 

84 

AV 

AS 

99 

Reel  •  Tow  Target,  12,000  Foot  Coble  Capacity,  Airborne  . . 

l 

AN8030 

6920 

AS 

7  Jun 

49 

AS 

Reel  And  Hub  For  Magnetic  Recording  Tape,  General  Specification  For . . 

W-R-17SD 

5835 

/SH 

22  Dec 

86 

CR 

SH 

99 

Reel  Unit  R18.I28  (  )-G . 

t 

MIl-R-l  10198 

NOTICE  1 

8130 

CR 

23  Sep 

86 

CR 

Reel,  Automatic  Take-up,  Extension  Cable,  24-VOLT,  D.  C. . . . . . 

l 

MIL-R-10985A 

6150 

AR 

15  Ocl 

56 

AR 

Reel,  Coble  RC-435(  )/U . 

l 

MIL-R-55566C 

8130 

CR 

11  Aug 

86 

CR 

Reel,  Cable,  For  Airfield  And  Heliportlighling  Sets... . . . . . 

l 

MIL-R-52000C 

6210 

ME 

01  May 

78 

ME 

Reel,  Fueling  Hose,  Manually  Operated  . . . . . . . . 

L 

MII-R-15917F  (1) 

4930 

SH 

31  May 

67 

SH 

Reel,  Fueling  Hose,  Aerial,  Refueling,  General  Specification  For  . . . . 

i 

MIL-R-9126A 

1680 

B2 

3  Jul 

61 

99 

Reel,  Hose  And  Cable  . . . . . . . . . . 

l 

MIL-R-52813A 

8130 

ME 

09  Sep 

81 

ME 

Reel,  Hose,  Fire  Fighting,  Manually  Operated  . . . . . . 

l 

MIL-R-24414C 

4210 

SH 

30  Mor 

88 

SH 

Reel,  Hubs,  Fiberglass  &  Metallic,  With  3-INCH  Center  Hole . . . . . 

W-R-175/2D  (1) 

5835 

/SH 

23  Mor 

88 

CR 

SH 

99 

Reel,  Photogrophic  F:fm,  And  Con  Or  Case,  Photographic  Film  Storage  (16MM  And 

MIL-R-214E 

6760 

CR 

20  Sep 

76 

CR 

AS 

99 

35MM  Film 

Reel,  Shoulder  Harness,  Inertia  Lock . . . . . 

Q 

MIL-R-8236E 

1680 

82 

13  Nov 

86 

AV 

AS 

99 

Reel,  Shoulder  Horness,  Inertia  lock . . . 

MIL-R-8236/1B 

1680 

82 

19  Dec 

75 

AV 

AS 

99 

Reel,  Shoulder  Harness,  Inertia  lock . . . . . . . . 

MII-R-8236/2B 

1680 

82 

19  Dec 

75 

AV 

AS 

99 

Reel,  Static  Discharge,  Grounding,  50  Foot,  General  Requirements  For . . . . 

l 

MIL-R-83232B  (2) 

4930 

82 

24  May 

74 

99 

Reel,  Static  Discharge,  Grounding  RMU-20/E,  50  Foot  With  Clip . . . . 

L 

MIL-R-B3232/1A 

4930 

82 

16  Oct 

78 

99 

Reel,  Static  Discharge,  Grounding  RMU-25/6,  50  Foot  With  Connector . . . 

L 

MIL-R-83232/2A 

4930 

82 

16  Ocl 

78 

99 

Reel,  Static  Discharge,  Grounding  RMU-26/E,  50  Foot  With  Plug . . . . 

l 

MII-R-83232/3A 

4930 

82 

16  Ocl 

78 

99 

Reel,  Static  Discharge,  Grounding  RMU-27/E,  50  Foot  Without  Connecting 

L 

M11-R-83232/4A 

4930 

82 

16  Ocl 

78 

99 

Hardwore 

Reel,  Tow-target,  12,OOO  FOOT  Cable  Copocity,  Airborne . . . . 

L 

MIL-R-7172 

1680 

AS 

20  Mor 

51 

AS 

Reel,  Wire,  Firing  Model  1942. . . . . . . 

l 

MIL-R-13873 

1375 

AR 

23  Dec 

54 

AR 

Reeling  Machine,  Cable,  Engine  Driven  . . . . 

l 

MII-R-52562A 

3895 

ME 

06  Jul 

77 

ME 

j  Reeling  Machine,  Cable,  Hand  RL*31  . . . 

l 

MIL-R-12329D  (2) 

3895 

CR 

30  Ocl 

86 

CR 

Reeling  Machine,  Cable,  Motor  Driven  RL-172  (  )/G . . . . . . . 

L 

MII-R-52082B 

3895 

CR 

31  Ju! 

67 

CR 

Reeling  Machine,  Cable,  Hand,  Rl-39 . . . . . . . 

MIL-R-3206B 

3895 

CR 

08  Jul 

69 

CR 

99 

Reeling  Machine,  Cable,  Engine  Driven  Rl  207  (  )/G. . . . . 

i 

MIL-R-52169B 

3895 

CR 

04  Nov 

75 

CR 

Reeling  Machine,  Cable,  Hand,  Adjustable  And  Collapsible . . . 

MIL-R-13442C 

3895 

CR 

01  Aug 

67 

CR 

99 

Reeling,  Mochine,  Coble  Hand . . . . . . . . 

L 

MIL-R-52003D 

3895 

ME 

09  Mor 

88 

ME 

Reels,  Coble  (Reels  DR-5().  DR-7(),DR-8(  ),  RC-453()/G,  RL  159()/U)  . . 

MIL-R-324 1 E 

8130 

CR 

09  Jul 

85 

CR 

YD 

69 

Reels,  Plastic  &  Fiberglass,  With  5/16-INCH  Center  Hole  . . . . . . 

W-R-175/1D  (1) 

5835 

/SH 

23  Mor 

88 

CR 

SH 

99 

.Reels,  Plastic,  Fibergloss,  Metallic,  &  Mefollic  Flange  Phenolic  Hub,  With  3-INCH 

W-R-175/3D  (1) 

5835 

/SH 

23  Mar 

88 

CR 

SH 

99 

!  Center  Hole 

W-R-175/4D  (1) 
W-R-175/6A  (1) 

5835 

/SH 

23  Mar 

88 

CR 

SH 

99 

Reels,  Precision,  Gloss  Flange  With  Aluminum  Hub,  3-INCH  Center  Hole . . . . 

5835 

/SH 

23  Mar 

88 

CR 

SH 

99 

Reels,  Stropping  Coil  And  Trucks,  Hond,  Stropping  Coil . . . . . 

MIL-R-43448A  (1) 

3540 

Gl 

13  Jul 

77 

Gl 

99 

Reference  Chart,  Aircroft  Engine  Accessory  Drive  . . . 

AND  10230 

REVO 

MISC 

82 

23  Nov 

54 

AS 

99 

Reference  Oscillator  &  8517235 . . 

i 

MIL-R-45767A 

4935 

Ml 

13  Ocl 

82 

Ml 

Reference  Photographs  For  Magnetic  Particle  Indications  On  Ferrouscostings 

ASTM  E125  63 

NDTI 

MR 

22  Feb 

88 

MR 

AS 

20 

(Reopproved  R*85) 

NOTICE  2 

Reference  Standards  &  Radiographic  Procedures  For  Partial  Penetration  Steel  Welds 

MIL-STD-1894A 

NDTI 

AT 

17  Ocl 

86 

AT 

20 

Reference  Standards  oo  Radiogrophic  Procedures  For  Partial  Penetration  Aluminum 

L 

MII-STD-1895A 

NDTI 

AT 

20  Ocl 

86 

AT 

Welds 

f  Reference  Volues  For  Use  In  Reporting  Mechonica!  Vibration  levels  . . . . 

L 

ABC-STD-378 

ISDN 

SH 

10  Apr 

72 

Refill  Kit,  Analyzing  Components,  CBR  Agent  Sampling  &  Analyzing  Kit,  M33 . 

l 

MIL-R-51199A 

6665 

EA 

23  Jul 

84 

EA 

Refill  Kit,  Chemical  Agent  Automatic  Alarm,  ABCA-M229  . . . . . 

l 

MIL-R-SI397C 

6665 

EA 

30  Mar 

81 

EA 

Refill  Kit,  Chemicol  Agent  Detector,  V*G  Components,  ABC-M30A1  . . . . 

l 

MIL-R-51237A  (1) 

6665 

EA 

04  Feb 

88 

EA 

Refill  Kit,  M5BA1  Personal  Decontamination  Kit  Training  Aid  . . . . . 

l 

MII-R-5I472A  (2) 

6910 

EA 

16  Ocl 

87 

EA 

Reflector  And  Feed  Assembly,  10548028  &  10556313 . . . . . . 

l 

MII-R-48427A 

1285 

AR 

30  Nov 

79 

AR 

Reflector  Set,  Highway  Warning,  Triangular. . . . .  ............................. 

A-A-2128 

9905 

•Gl 

04  Mor 

83 

Ol 

YD 

99 

Reflector,  Barrel . . . . . . . . . . . . 

MI.-R-2978C 

NOTICE  1 

4933 

AR 

13  Feb 

76 

AR 

OS 

Reflector,  Gunsight  Glass. . . . . . . . . . . . 

Mll-R-67718  (2) 

1270 

AR 

23  Aug 

66 

AR 

OS 

Reflector,  Indicating,  Clearance. . . . . . . . . . 

A-A-2129 

9905 

AT 

21  Feb 

84 

AT 

84 

MII-R-12144F  (1) 
MS-3538/8 

9905 

AT 

16  Sep 
20  Jun 

87 

AT 

99 

r  Reflector,  Indicating,  Clearance  . . . . . . 

9905 

AT 

61 

AT 

YD 

99 

Reflector,  Light,  Parabolic,  30  Inch  Diameter  For  AN/TVS-3  . . . 

l 

MII-R-5235IA  0) 

5855 

CR 

08  Apr 

74 

CR 

MII-R-12216C 

6210 

ME 

20  Dee 

71 

ME 

99 

MIL-R-40075C 

6260 

Gl 

17  Aug 
02  Jul 

82 

Gl 

MC 

99 

Reflector,  Light,  With  Holder  . . - . . . . . . . . 

MII-R-779D 

6230 

ME 

81 

ME 

MIL-R-2728C 

6210 

SH 

05  Dee 

77 

ME 

SH 

99 

t  Reflector,  Parobolfc,  22*1/2  Inch,  For  Searchlight,  Infrared,  28  Vc1*,  110  Ampere...... 

MII-R-52447C 

6230 

CR 

26  Jon 

76 

CR 

EC 

Refractometer.. . . . . . . . . . . 

A-A-52856 

6650 

MB 

15  Mar 

89 

MD  MS 

03 

572 


ALPHABETICAL  LISTING 

DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Refractometer,  Hand,  Aluminum . . . . . . . . . . . . 

MIL-R-37053B 

6650 

DM 

17  May 

78 

MD 

MS 

03 

Refractories,  Carbon  &  Carbon  Ceramic,  Chemical  Analysis  Of  -  28  Dec  81 . . . 

ASTM  C571-81 

9350 

SH 

23  Sep 

85 

ME 

SH 

Refractories,  Castable,  Standard  Classification  For  -  27  Jan  84... . . 

ASTM  C401-84 

5610 

YD 

18  Jan 

85 

YD 

Refractory  Brick  &  Shapes,  Apparent  Porosity,  Water  Absorption,  Apparent  Specific 

ASTM  C20-83 

9350 

SH 

23  Sep 

85 

ME 

SH 

Gravity,  &  Bulk  Density  Of  Burned,  By  Boiling  Water  -  20  Jul  83 

Refractory  Materials,  Pyrometric  Cone  Equivalent  (PCE)  Of  *  30  Nov  79 . . 

ASTM  C24-79 

9350 

SH 

01  Jon 

84 

ME 

SH 

Refrigent  Liquid  Receivers,  Air  Conditioning&Refrigeration  Institute  Standard  For  * 

ARI  495-85 

4130 

/YD 

18  Moy 

87 

ME 

YD 

99 

Refrigerant  Containing  Components  &  Accessories,  Nonelectric  *  5  May  75  . . 

Ul  207-75 

4110 

GL 

30  Apr 

76 

GL 

YD 

Refrigerating  Plants  8.  Systems,  Mechanical;  &  Refrigeration  System  Components  • 

Q  L  MIL-R-16743E  (4) 

4130 

SH 

11  Feb 

66 

SH 

Dichlorodifluoromethcne  TYPE-12  •  Naval  Shipboard 

SUPP  1 

Refrigerating  Unit,  Centrifugal  For  Air  Conditioning...... . . . . . . . . . 

L  MIL-R-24085A  (1) 

4130 

SH 

17  Oel 

75 

SH 

Refrigeration  &  Air  Conditioning  Condensing  &  Compressor  Units  •  12  Aug  74  . . 

UL  303-74 

4110 

Gl 

23  Mar 

76 

GL 

YD 

99 

Refrigeration  And  Cooling  Equipment  (Excluding  Household  Refrigerators)  Packaging 

MIL-R-3593C 

PACK 

ME 

13  Jan 

75 

ME 

YD 

99 

Refrigeration  Mechanical,  Safety  Code  For  >  1978  . . . . . 

AHRAE  15-70 

4130 

YD 

20  Jol 

88 

YD 

Refrigeration  Tube  Fittings  •  1976  . . . . . . 

SAE  J513F-76 

4730 

CS 

12  Mar 

79 

99 

Refrigeration  Units,  Mechanical,  Panel  Type  For  Refrigerator,  Field,  Portable  (150 

M1L-R-12574K 

4110 

Gl 

30  Jun 

80 

GL 

YD 

99 

Cubic  Foot) 

Refrigeration  Unit,  Electric  For  Refrigeration  Container,  Field,  8  X  8  X  10  Foot  . . 

MIL-R-44035 

4110 

GL 

31  Dec 

80 

GL 

MC 

Refrigeration  Units,  Mechanical,  Panel  Type,  Gasoline  Engine  And  Electric  Motor 

MIL-R-10735K  (3) 

4110 

GL 

27  Sep 

79 

GL 

99 

Driven,  For  SemiB. trailer  Refrigerators 

Refrigeration  Units,  Mechanical,  Panel  Type,  3000  Btu/hr  (879  W)  Capacity . 

MIL-R-43031E 

4110 

Gl 

02  Nov 

77 

Gl 

YD 

99 

Refrigeration  Unit,  Mechanical,  Panel-mounted  For  Refrigerator,  Prefabricated,  Panel 

MIL-R-13312N 

4110 

Gl 

25  Moy 

88 

Gl 

YD 

99 

Type 

Refrigeration  Units,  Mechanical  (Remote  Type  (  For  Refrigerator, 

MIL-R-40633C 

4110 

Gl 

23  Sep 

77 

Gl 

99 

Prefabricated, panel  Type 

Refrigeration  Unit,  Electric,  For  Insulated  Military  Von  Containers . . . . 

MIL-R-43891A  (1) 

4110 

GL 

04  Jun 

79 

GL 

YD 

Refrigerotor  And  Related  Equipment,  Packaging  And  Packing  Of  . . . 

MIL-R-12323F 

4110 

Gl 

09  Jun 

75 

GL 

YD 

99 

Refrigerator  Container,  Field,  8  Feet  By  8  Feet  By  10  Feet . . . . . . . 

L  M1L-R-44015  (1) 

4110 

Gl 

06  May 

82 

GL 

Refrigerator,  Electric,  Portable,  Rivet  Storoge  . . . . . .  . 

MIL-R-4582B  (2) 

4110 

82 

27  Nov 

78 

GL 

YD 

99 

Refrigerator,  Freezers,  Prefabricated,  Mechanical,  Commercial,  Wolk  In  . . . 

M1L-R-43900B 

4110 

Gl 

20  Jun 

85 

GL 

SA 

99 

Refrigerator,  Frozen  Food  Cabinets,  &  Combination  Refrigerator  Frozen  Food 

MIL-R-21098E 

4110 

YD 

26  Sep 

85 

Cobinets,  Mechonic.olly  Refrigerated,  Commercial,  Self  Contained,  Navol 

INT  AMD  1 

Shipboard 

Refrigerator,  Mechanical,  Storage  Stand  (For  Bulk  Milk  Dispensers) . 

M1L-R-82047B 

4110 

YD 

22  Oct 

87 

YD 

99 

Refrigerator,  Mechanical,  Commerc.J,  Self-contained,  Reoch-in  And  Pass-through . 

AA-R-200F 

4110 

/GL 

19  Mar 

87 

GL 

YD 

99 

Refrigerator,  Mechanical,  Field,  Portable  Walk  In,  Plug  In  (150  Cubic  Foot)  . . 

MIL-R-12571M 

4110 

GL 

25  Moy 

88 

GL 

YD 

99 

Refrigerator,  Mechanical,  Explosion-proof  . . . . . . . . . . 

MIL-R-43592A  (1) 

4110 

GL 

24  Mor 

81 

GL 

YD 

99 

Refrigerator,  Mechanic^,  Mortuary  . . . . . . . . . . . . . 

MIL-R-2470E  (1) 

4110 

GL 

13  Jon 

82 

Gl 

99 

Refrigerator,  Mechanical,  Biotogicots . . . . 

A-A-0053749 

4110 

MB 

31  Od 

88 

MD 

MS 

03 

Refrigerator,  Mechanicol,  Biological,  Low  Temperature  . . . . 

l  MIL-R-3860E 

4110 

GL 

12  Jun 

75 

GL 

Refrigerator,  Mechonicol,  Commercial,  Portable,  Reach  In,  70  Cubic  Foot  (2  M3) 

MIL-R-43024D 

4110 

GL 

25  Jul 

77 

GL 

YD 

99 

(Less  Mechanical  Unit) 

Refrigerator,  Mechanicol,  Household,  (Electrical,  Self  Contained). . 

AA-R-2UG  (3) 

4110 

•GL 

18  Sep 

75 

GL 

YD 

99 

Refrigerator,  Mechanical,  Household  (Electrical,  Self  Contained) . . . . . 

AAR-0O211H 

4110 

* 

27  Apr 

77 

GL 

YD 

99 

Refrigerator,  Mechanicol,  Biologicols  . . . . . . . . . . . 

MIL-R-36800 

4110 

DM 

29  Oci 

71 

MD 

MS 

03 

Refrigerator,  Prefabricated,  Panel  Type . . . . . . . . 

MIL-R-10932N 

4110 

Gl 

30  Jun 

88 

GL 

YD 

99 

Refrigerators  And  Storage  Freezers,  Food  Service  -  November  1983  . . . . 

NSF  7-83 

4110 

Gl 

19  Feb 

85 

GL 

YD 

99 

Refrigerators,  Mechonicol,  Household  Compoct  (Electrical,  Self  Contained) . . . 

A-A-2010A 

7320 

t 

03  Oct 

83 

Refrigerators.  Mechonicol, mortuary  . . . . . . 

A-A-50056 

4110 

GL 

08  Aug 

83 

Gl 

99 

Refrigerators,  Mechonicol,  Household  (Electric,  Self  Contained)...... . . . . 

A-A-2011 

4110 

t 

01  Jun 

82 

Refrigerators,  Prefabricated,  Panel  Type . . . . . . . . . 

MIL-R -0010932 

4110 

GL 

08  Apr 

86 

GL 

YD 

99 

Refueling  Unit,  Aircraft,  2000  Gallon  Type  MC-1A  . . . . . . . . . . 

l  MIL-R-81394 

2320 

AS 

02  Sep 

66 

AS 

Refuse  Containers,  Hoisting  Units . . . . . . . 

MIL-R-22827D 

3990 

YD 

01  Apr 

83 

ME 

YD 

Refuse  Containers,  Hoisting  Unit,  Tilt-over,  For  Front  Loading  Compaction  Type 

MIL-R-23954D  (1) 

3990 

YD 

05  Mar 

84 

ME 

YD 

Trucks 

Regenerator,  Lithographic  Blanket  . . . . . . . . . . . . . 

0-R-1151B 

6850 

•Gl 

13  Nov 

69 

Gl 

SA 

Regulating  And  Control  Valves  Accuracy.Of  Regulation  Requirement.,... . . . . 

l  MS-18284 

4820 

SH 

06  Jul 

87 

SH 

NOTICE  1 

Regulations  For. Safety  In  The  Tronsport  Of  Ammunition  &  Explosives  By  Military 

NAT-STD-2890 

ISDA 

Al 

24  Sep 

87 

Train  (Edition  2)  (Req  Other  Than  DOD  Ref  To  US  AMC,  AMCICP-AA-N,  5001 

DIST  STMT  C 

Eisenhower  Ave.,  Alexandria,  Vo_2233'1-0001) 

Regulations  For  The  Loterol  Or  End-on  loading  8.  Unloading  Of  Wheeled  Or 

NAT-STD-2943  (1) 

ISDA 

Al 

11  Nov 

88 

Tracked  Military  Equipment  Transported  On  Roilwoy  Wagons  (Edition  l),(Req 

DIST  STMT  C 

Other  Than  DOD  Ref  To  US  AMC,  Attn:  AMClCP-AA-N,  5001  Eisenhower  Ave., 

Alexandria,  Vo  22333-0001) 

Regulations  For  Military  Motor  Vehicle  Movement  By  Rood  (ReIease  To  Other  Than 

Q-STD-539 

ISDA 

AM 

02  Ocl 

80 

Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (DRC1RD)) 

Rcgulctfcns  Fer=The  Secv'iV'Of iM'»litofy=Tro<ked  ^Wheeled  Vehicles  On.Railwoy 

NAT-STD-2173  (2) 

ISDA 

AM 

23  Jan 

87 

Wagons  (Edition  3)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  HO 

DARCOM  DRCIRD) 

Regulations  For-Militory  Motor  A,ehide"Movement  By  Road  (Ed,  No.  4)  (Releose  To 

N  -STD-2154  (2) 

ISDA 

AM 

28  Sep 

79 

Other-Than  Dod  Activities  Requires  Prior  Approyalof  Hq  Darcom  (Drcird) 

Regulator  &  Automatic  Continuous  Flow  Oxygen.....,,.,,.....,.,,.. . . . . 

AN6010 

1660 

71 

06  Jon 

82 

AS 

99 

REV  B 

Regulator  &  10  Gpm  Hydraulic  Pressure  . . . . . . . . . . . 

AN6206 

1650 

AS 

06  Nov 

86 

AS 

99 

REV  4 

Rcgulotor  *  Dilutee  Demand  Oxygen  (Inactive  127»71) . . . 

AN6004 

1660 

AS 

07  Dec 

71 

AS 

99 

REV  4 

Regulator  •  10  Gpm  Hydraulic  Pressure . . . . . . 

L  AN6295 

1650 

71 

7  Apr 

50 

99 

Regulator  Air  Pressure,  Aircraft  Cabin,  General  Specification  For . . . 

L  Mll-R-9345  1 

1660 

AS 

08  Feb 

57 

AS 

573 
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TITLE 


Regulator  Assembly,  Skid  Mounted.  6-INCH.. . . . . . . . . . 

Regulator  Assembly,  1  1 747171. . . . . . . 

Regulator  Aiiemby,  Carbon  Dioxide  Pressure............... . . . . . . 

Regulator  Assembly,  Relay  Assembly,  And  Voltage  Regulator  Assembly:  24-VOLT 
(Nominal  Rating),  100  To  400  Ampere,  Direct  Current  For  Future  Procurements 
Refer  To  MIL-P-62104 

Regulator  Control  Panel,  Aircraft  Direct  Current  Generator,  28  Volt . . . 

Regulator  Kit,  Hoseline . . . . . . . . .  .... 

Regulator  Set,  Voltage,  AC  Generator,  Naval  Shipboard  Use . . 

Regulator  Voltage,  Direct  Current  Generator,  28  Volts,  Solid  State  (Inactive  •  Use 
MIL-R-23761/1) 

Regulator,  Air  Pressure,  Protective  Shelter,  Ml  . . . . . . 

Regulator,  Air,  Demand,  Diver  S . . . . . . . . 

Regulator,  Boiler  Feed  Water,  Automatic . . . . . . . 

Regulator,  Chest  Mounted,  Positive  Pressi  *e,  CRU-82/P  . . . . . . . 

Regulator,  Chest  Mounted,  100  Percent  Oxygen,  Positive  Pressure,  CRU-79/P  . . 

Regu.ator,  Compressed  Air,  High  Pressure  (3500  Pst)  . . 

Regulator,  Current,  Runway  Lighting,  120  Volt,  2  1/4  KW,  AC........... . . . 

Regulator,  Diluter,  Demand  Oxygen,  Pressure  Breathing,  Type  A*14  . . 

Regulator,  Engine  Generator,  24  Volts  D.  C.  150&400  Ampere,  Carbon  Pile  . 

Regulator,  Engine  Generator  . . . . . . . . . . 

Regulator,  Engine  Generator,  Solid  State,  28  Volt,  25  Ampere,  Direct  Current . 

Regulator,  Engine  Generator:  Solid  State  28  Volt,  Shunt  Monitored  Dual  Current 
limit.  Direct  Current 

Regulator,  Engine  Generator,  Solid  State,  28  Volt,  300  Ampere,  Direct  Current ....... . 

Regulator,  Line  Voltage,  Single  Phase,  400  Hertz  A.c.  Novo!  Shipboard . . . . . 

Regulator,  Nitrogen,  Single  Port  . . . . . . . . . . 

Regulator,  Oxygen,  Diluter  Demand,  Automatic,  Pressure  Breathing  . . 

Regulator,  Oxygen,  Demand,  Pressure  Breathing,  Type  A*21 . . . . . . 

Regulator,  Oxygen,  Diluter  Demand,  Automatic  Pressure  Breathing,  General 
Specification  For 

Regulator,  Oxygen . . . . . . . . . . . . . 

Regulator,  Oxygen,  Diluter  Demand . . . . . . . . . 

Regulator,  Oxygen,  Diluter  Demand  D-2A  (Regulator,  Automatic  Diluter  Demand, 
Oxygen,  Pressure  Breathing,  Type  D-2A 

Regulator,  Oxygen,  Diluter  Demand . . . . 

Regulator,  Oxygen  Diluter  Demand  (Asg)  . . 

Regulator,  Oxygen,  Diluter  Demand,  Automatic  Pressure  Brer'hlng,  (Inactive  Use 
Mll.R-  83178) 

Regulator,  Oxygen,  High  Pressure,  Type  MA*1  (Inactive  For  New  Design  After  28 
Jun  1985 

Regulator,  Oxygen,  Acetylene,  Welding  Application  . . . 

Regulator,  Oxygen,  Barometric  Demand,  (Inactive  For  New  Design  No  S/s  Number) 

Regulator,  Oxygen,  Diluter-demond,  Automatic-pressure  Breathing . . . 

Regulator,  Pressure,  Compressed  Gas  . . . . . 

Regulator,  Pressure . . . . . . . . . . . . 

Regulator,  Pressure... . . . . . . . 

Regulator,  Pressure,  Medical  Gas  Administration  Apparatus  . . . . 

Regulator,  Pressure,  Medical  Gas  Administration  Apparatus  . . . . . . . 

Regulator,  Pressure,  Riot  Control  Agent  Disperser . . . . . . . 

Regulator,  Pressure,  Flame  Thrower . . . . . 

Regulator,  Voltage,  And  Control  Panels  Aircraft,  Direct  Current  Generator,  General 
Specification  For 

Regulator,  Voltoge,  Bios  CN-1503/UA . . . . . . . 

Regulator,  Voltoge,  Aircraft  Direct  Current  Generator,  28  Volt . . . . 

Regulator,  Voltoge,  Bias  CN-1559/UA . . . . . . . 

Regulator,  Voltoge  CN-514{  )/GRC . . . . . . . 

Regulator,  Voltage,  10548986 . . . . . . . 

Regulator,  Voltage.  10549008 . . . . . . . . . 

Regulator,  Voltoge.  10548987  . . . . . . . . . . . . 

Regulator,  Voltoge,  10548988 . . . . . . . 

Regulator,  Voltage.  10548034  And  1 1727766 . . . . . . 

Regulator,  Voltoge,  Generator,  Solid  State  28  Volt,  100  Ampere,  Direct  Current, . 

Regulator,  Voltoge,  10548043  And  11727763 . . . 

Regulator,  Voltage,  10539715  . . . . . . . . . . 

Regulator,  11733468  . . . . . . . . . 

Regulator,  15  Volt,  Board  Assembly,  10548959. . . . . . 

Regulator,  15  Volt,  Board  Assembly,  10548958..., . . . . . . 

Regulator,  23  Volt,  Board  Assembly,  10549014. .............. . . 

Regu!ator,  23  Vo!l,  Board  Assembly,  10548960 . . . . . . 

Regulator,  29  Volt,  Board  Assembly,  10548961 . . . . . . . . . . 

Regulator,  33  Volf,  Board  Assembly,  10549016, . . . . . . .... 

Regulator,  33  Volt,  Boarr^  Assembly,  10549015 . . . . . . 

Regulator,  6  Volt,  Board  Assembly,  10548953.... . . . . . 
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TITLE 

Regulator,  650  Amp,  Solid  State . . . . . . . . . 

Regulators,  Compressed  Gas  -  18  June  1984... . . . . . . . . . 

Reinforced  Concrete  Pressure  Pipe,  Steel  Cylinder  Type,  Pretensioned,  For  Water  & 
Other  Liquids  -  14  Jun  1987  W/erratum  1*88 
Relative  Permittivity  (Dielectric  Constant)  8.  Dissipation  Factor  Of  Folyeth)  *  le  By 
Liquid  Displacement  Procedure  *  30  Jan  81 

Relay  &  Relay  Systems  Associated  With  Electric  Power  Apparatus  ■  23  Jun  78 . 

Relay  Assembly  RE&94A-AIC&10 . . . . . . . . . . . 

Relay  Assembly,  Arming,  Magnetic  RYU-7(*)/A24  And  Rock,  Electrical  Equipment 
MTU*6(*)/A24 

Relay  Assembly,  Gun  &  Firing,  Waterproof,  24  Volt  Direct  Current.. . . . 

Relay  Bank,  Bomb  Salvo  Circuit  3  Unit,  28  Volt  DC,  Type  A*1  . . . . 

Relay  Electromagnetic,  50  Amperes,  3  PST,  N.o.  Type  II,  Non  *  Hermetically  Sealed 
Relay  Hybrid  Estb  Rel  DPDT  Low  Level  To  1.0  Ampere  Internal  MOSFET  Drive  With 
Zener  DIODE  Gate  Protection  (Elect! omechonical  Output)  DIODE  Coil 
Suppression  &  Terminal  With  0.100  Grid  Lead  Spacing 

Relay  Panel  RYK.13/A24B-4(V) . . . 

Relay  Panel,  Firing  (For  Torpedo  Mark  37  Mods  O,  0)m(,  1,  2,  And  3) . . 

Relay;  Electromagnetic,  Socket  Mount . . . . . . . 

Relay,  Alternating  Current,  Power  Sensing . . . . . . . . . 

Relay,  Armature . . . . . . . . . . . . . . . . . 

Relay,  Armature . . . . . . . . . . . 

Relay,  Armature,  Exciter-control,  115/200  Volt,  3-PHASE  4.WIRE  400  Cycle,  Type 
H-l 

Relay,  Armature,  For  M75  Adaption  Kit.. . . . . . . . . 

Relay,  Armature,  Type  MA&1  . . . . . . . . 

Relay,  Armature,  Training,  Par  M75  Adoption  Kit  . . . . . 

Relay,  Armature,  Type  A&1  . . . . . . . . 

Relay,  Control,  Naval  Shipboard  . . . . . . . . . 

Relay,  Current,  Type  DO  (115  Volts,  400  Cycle-single  Pole) . . . . 

Relay,  Current,  Type  A-3  (Battery  And  Starter  Circuit) . . . . . . . 

Relay,  Electric,  Permanent  Drive,  50  Amp,  SPDT  (DB)  Double  Moke  Double  Break 
Auxiliary  Contacts  (5  Amp),  Hermetically  Sealed 

Relay,  Electric,  2PDT,  Bracket  And  Socket  Assembly  For . 

Relay,  Electric,  Bracket  And  Socket  Assembly  For . . . 

Relay,  Electrical,  Established  Reliability,  Hermetically  Sealed,  4PDT,  Low  Level  To  2 
Amperes  (0.150  Inch  Terminol  Spacing),  Latching 
Relay,  Electricol,  Hermetically  Sealed,  4.PDT,  10  Amperes  (Inactive  Use  Ms  25271) .. 
Relay,  Electrical,  Established  Reliability,  Hermetically  Sealed,  4PDT,  Low  level  To  2 
Amperes  (0.150  Inch  Terminol  Spacing)  With  Internal  Diode  For  Coil  Transient 
Suppression  &  Reverse  Polarity  Protection 

Reloy,  Electricol,  Hermetically  Seoled,  DPDT,  10  Amperes  . . 

Relay,  Electrical,  Overvoltage  Dc  General  Specification  For  . . . . 

Relay,  Electricol,  Hermetically  Seoled,  DPDT,  10  Amperes  (Inoctive  For  New  Design 
After  18  Feb  1986  -  Use  MIL*R. 5757/23  001) 

Relay,  Electricol,  Overvoltage,  Type  li.  Hybrid,  Seoled . . . . . . 

Reloy,  Electricol,  1  PST  To  4  PDT  Contacts  low  level  To  1/2  Ampere  (Dry  Reed) 
(Inoctive) 

Reloy,  Electrical,  Hermetically  Seoled,  Dpdt,  low  Level  To  1.0  Ampere  (Use 
Mll.R.39016/9) 

Reloy,  Electricol,  Hermetically  Sealed  Spdt,  low  Level  To  0.25  Ampere... . 

Reloy,  Electrical,  Hermetically  Scaled,  Dpdt,  2  Amperes  (Sensitive,  40  Milliwatt) . . 

Relay,  Electrical,  Hermetically  Seoled,  6PDT,  low  Level  And  2  Amperes  .................... 

Relay,  Electricol,  Hermetically,  4  Pdt,  5  Amperes  (Inactive  Use  Ms  25267)  . ... 

Reloy,  Electromagnetic,  Hybrid,  Emi  Suppressed,  General  Specication  For  . . 

Relay,  Electromagnetic,  Type  I  (Including  Established  Reliability  (ER)  Types) 
Permonentmognet  Drive,  10  Ampere,  4  PDT,  AH  Welded,  Hermetically  Seoled 
Relay,  Electromagnetic,  Gencrol  Specification  For . . . . . . . . . . . ... 

Relay,  Electromagnetic,  Type  I  (Including  Established  Reliability  (ER)  Types) 
Permanent  Mognet  Drive,  10  Ampere,  2  PDT,  AH  Welded,  Hermetically  Seoled 
Reloy,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  And  2  Amperes 
(Latching) 

Relay,  Electromagnetic,  Magnetic  Latch,  10  Amperes,  2  Pdt,  All  Welded, 

Hermetically  Seoled  (Inactive  Use  MIL-R-6106/50) 

Relay,  Electromagnetic,  Assembly,  Permanent  Magnet  Drive,  Low  Level  To  10 
Amperes,  2PDT 

Reloy,  Electromagnetic,  Magnetic  latch,  10  Amperes,  4  PDT,  All  Welded, 
Hermetically  Seoled 

Relay,  Electromagnetic,  Hermetically  Seated,  DPDT,  Low  level  &  2  Amperes....... . . 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  To  1.0  Ampere 
Relay,  Electromagnetic,  Socket  Module  Extraction  Tool  . . 
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title 

Relay,  Electromagnetic,  Established  Rcliaoilily,  Dpdt,  low  loveLTo  1.0  Ampere 
(Sensitive  60  Milliwatts)  With  Internal  Diode  For  Coil  Transient  Suppression  And 
Polarity  Reversal  Protection 

Relay,  Electromagnetic,  Assembly,  Magnetic  latch,  10  Amperes,  2  Pdl,  Hermetically 
Sealed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  2  Amperes 
(0200  Inch  Terminal  Spacing)  Coil  Tronsient  Suppressed 
Relay,  Electromagnetic,  Magnetic  latch,  10  Amperes,  4  PDT,  Hermetically  Scaled  .... 
Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  level  To  1.0  Ampere  With 
Internal  Diode  For  Coil  Transient  Suppression 
Relay,  Electromagnetic,  Mognetic  latch.  Permanent  Magnet  Drive,  low  level  To  5 
Amperes,  2  TDT,  All  Welded,  Hermetically  Sealed 
Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  Level  To  1.0  Ampere  With 
Infernal  Diodes  Fo'  Coil  Transient  Suppression  And  Polarity  Reversal  Protection 
Relay,  Electromagnetic,  Magnetic  latch,  Permanent  Magnet  Drive,  low  level  To  5 
Amperes,  4  PDT,  Alt  Welded,  Hermetically  Sealed 
Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  level  To  1.0  Ampere 
(Sensitive,  40  Milliwatts)  With  An  Internal  Diode  For  Coil  Tronsient  Suppression 
Relay,  Electromagnetic,  Magnetic  latch,  Permanent  Magnet  Drive,  low  Level  To  10 
Amperes,  3  PDT,  All  Welded,  Hermetically  Sealed 
Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  level  To  1.0  Ampere 
(Sensitive,  40  Milliwatts)  With  Internal  Diodes  For  Coil  Transient  Suppression  And 
Polarity  Reversal  Protection 

Relay,  Electromagnetic,  25  Amperes,  3PNO,  With  2  Ampere,  1PDT  Auxiliary 
Contacts,  Hermetically  Sealed,  Type  1 

Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  level  To  0  5  Ampere 
(latching)  With  Interna!  Diodes  For  Coil  Transient  Suppression 

Relay,  Electromagnetic,  300  Amperes,  Spst,  No„unseoled  Enclosure . . 

Relay,  Electromagnetic,  Established  Reliability,  Spdt,  Low  level  To  0.5  Ampere 
(Latching)  With  Infernal  Diodes  For  Coil  Tronsient  Suppression  And  Polarity 
Reversal  protection 

Relay,  Elcctrornogneticmognctic  latch,  10  Amperes,  4PDT,  All  Wcldcdhermetically 
Sealed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  To  1.0  Ampere 
(latching)  With  Infernal  Diodes  For  Coil  Transient  Suppression 
Relay,  Electromagnetic,  With  4PDT  Center  OFF5  Ampere  Auxiliary  Contacts,  3PDT, 
135  Ampere  Center  OH  Primary  Contacts,  Type  li  (Unsealed),  Mechanically 
Interlocked 

Relay,  Electromagnetic,  Established  Reliability,  4PDT,  low  level  To  2  Amperes 
(0,150  Inch  Terminal  Spacing) 

Relay,  Electromagnetic  (Type  I),  Magnetic  latch  (With  Internal  Diodes  For  Coil 
Transient  Suppression),  Permanent  Magnet  Drive,  low  level  To  5  Amperes  4PDT, 
All  Welded,  Hermetically  Scaled 

Relay,  Electromagnetic,  Established  Reliability,  Spdt,  low  level  To  1.0  Ampere 
(Sensitive,  40  Milliwolls,  Coil  Operate  Power  At  25  Deg.  C) 

Relay,  Electromagnetic  (Type  I),  Magnetic  latch  (With  Internal  Diodes  For  Transient 
Suppression),  Permanent  Magnet  Drive,  low  level  To  5  Amperes,  2  PDT,  All 
Welded,  Hermetically  Sealed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  To  1,0  Ampere 
(Sensitive,  60  Milliwatts,  Coil  Operate  Power  At  25  Deg.  C) 

Relay,  Electromagnetic  (Type  J),  Magnetic  latch  (With  Internal  Diodes  For  Transient 
Suppression),  Permanent  Magnet  Drive,  low  level  To  10  Amperes,  3  PDT,  All 
Welded,  Hermetically  Sealed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  1,0  Ampere 
(Latching) 

Relay,  Electromagnetic,  Sealed,  With  Dpsfno  And  Dpdt  Contacts,  2  Amperes...,.,.,.... 
Relay,  Electromagnetic,  Established,  Dpdt,  Low  level  To  1,0  Ampere  (Sensitive,  60 
Milliwatts)  With  Internal  Diode  For  Ceil  Transient  Suppression 

Rcloy,  Electromagnetic,  Continuous  Duty,  60  Amp,  3PDT,  Environmentally  Sealed . 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  1  Ampere, 
Terminals  0,100  Inch  Grid  Pottern 

Relay,- Elec fror  agnetic,  Normolly  Open,  Continuous  Duty,  60  Amperes,  3  PST, 
Environmentally  Sealed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  1.0  Ampere  With 
Internal  Diode  For  Coil  Transient  Suppression,  Terminals  0.1L0  Inch  Grid  Pattern 
Relay,  Electromagnetic,  50  Amperes,  $P$T,NC,  With  5  Ampere  SPDT  Auxiliary, 
Hermetically  5co!ed 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  Low  level  To  1.0  Ampere  With 
Infernal  Diode  For  Coil  Tronsient  Suppression  And  Polarity-Reversal  Protection 
Terminals  6. 100-INCH  Grid  Pattern 

Relay,  Electromagnetic  (Including  Established  Reliability  (Er)  Types  Permanent 
Magnet  Drive,  low  level  To  5  Amperes,  2PDT,  All-Welded,  Ko»meticclfy  Sealed 
Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  To  1.0  Ampere 
(latching)  With  Inferno!  Diodes  For  Coil  Transient  Suppression  And  Polarity 
Reversal  Protection 

Relay,  Electromagnetic  (Including  Established  Reliability- (ER)  Types,  Permanent 
Magnet  Drive,  low  leyel  To  Amperes  4  PDT,  All  Welded,  Hermetically) 

Relay,  Elec fromegne tic,  Established  Reliability,  General  Specification  For  .................. 

Relay,  Electromagnetic  (Including  Established  Reliability  (ER)  Types,  Permanent 
Magnet  Drive,  low  level  To  10  Amperes,  3  PDT,  All  Welded,  Hermetically  Sealed 
Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  Low  level  To  2  Amperes 
(0,200  Inch  Terminal  Spacing) 
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Reloy,  Electromagnetic,  Direct  Current,  28  Vo’ts  . . . . 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt.  Low  Level  To  1.0  Ampere, 
(0.100  Inch  Terminal  Spacing) 

Relay,  Electromagnetic,  Relay  Extraction  Tool  . . . . . . . . 

Relay,  Electromagnetic,  Established  Reliability,  Hermetically  Sealed,  4  Pdt,  Low  Level 
TO  2  Ampers  (0.150  Inchtermlnal  Spacing),  La  Tohing,  With  Internal  Diodes  For 
Coil  Transient  Suppression 

Relay,  Electromagnetic  (Type  1),  Magnetic  latch  (Including  Unsuppressed  & 
Suppressed  Coils),  2  Amperes,  1PDT,  Auxiliary  Contacts,  25  Amperes,  3  PNO 
Main  Contacts,  Hermetically  Sealed 

Relay,  Electromagnetic  Established  Reliability,  Hermetica’ly  Sealed,  4PDT,  Low  Level 
To  2  Amperes  (0.150  Inch  Terminal  Spacing),  Latching,  With  Internal  Diodes  For 
Coil  Transient  Suppression  And  Reverse  Polarity  Protection 
Relay,  Electromagnetic,  Permanent  Magnet  Drive,  10  Amperes,  6  PDT,  All  Welded, 
Hermetically  Sealed 

Reloy,  Electromagnetic,  Established  Reliability,  Dpdt,  low  Level  To  2  Amperes 
(0.150-INCH  Terminal  Spacing)  With  Interna!  Diode  For  Coil  Transient 
Suppression 

Relay,  Electromagnetic,  Magnetic  Latch,  25  Ampers,  SPOT,  Hermetically  Seoled ........ 

Relay,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  2  Amperes 
(0.150  Inch  Terminal  Spacing)  With  Internal  Diodes  For  Coil  Transient 
Suppression  And  Reverse  Polarity  Protection 

Relay,  Electromagnetic,  Established  Reliability,  Spdt,  Low  level  To  1  Ampere . 

Relay,  Electromagnetic,  Established  Reliability,  Hermetically  Sealed,  4PDT,  Low-level 
To  2  Amperes  (400  Milliwatts) 

Relay,  Electromagnetic,  Established  Reliability,  4PDT,  Low  level  To  2.0  Amperes 
(0.100  Inch  Terminal  Spacing) 

Reloy,  Electromagnetic,  Established  R '’.ability,  Dpdt,  low  level  To  1  Ampere, 
Terminals  0.1 00-INCH  Grid  Pattern  (Sensitive,  60  Milliwatts,  Coil  Operote  Power 
At  25  Deg.  C)  1/ 

Relay,  Electromagnetic  Est  Reliability  Dpdt  low  level  To  1.0AMP  W/internol  Diodes 
F/coil  Transient  Suppression,  Terminals  0.100  In  Grip  Pattern  (Sensityve  60 
Milliwatts,  Coil  Operate  Power  At  25  Deg-c) 

Relay,  Electromagnetic  Est  Reliability  Dpdt  low  level  To  1.0AMP  W/internol  Diodes 
F/coil  Transient  Suppression  &  Polarity  Rev  Protection,  Term  0.100  In  Grid 
Pattern  (Sensitive  60  Milliwatts  Coil  Opera  Power  At  25  Dec.  C) 

Reloy,  Electromagnetic,  Established  Reliability,  Dpdt,  low  level  To  2  Amperes. 
Termlnols  0.200-INCH  Grid  Pattern  (Sensitive,  100/125  Milliwatts,  Coil  Operate 
Power  At  25  Deg.c)  1/ 

Relay,  Electromagnetic,  Established  Reliability,  DPDT,  low  level  To  2.0  Ampere 
(latching) 

Reloy,  Electromagnetic,  Established  Reliability,  Dpdt  low  level  To  0.5  Ampere  (100 
D.i.p.  Terminal  Spacing)  One  Tenth  Site,  Sensitive,  Bi  Stable,  latching 
Relay,  Electromogneticestoblished  Reliabil  lly,  Dodt,  low  level  To  0.5  Ampere  (100 
D.i.p.  Terminal  Spacing  One  Tenth  Sire,  Sensitive,  Monostable 
Relay,  Electromagnetic,  High  Vibration,  Established  Reliability,  DPDT,  low  level  To 
1.0  Ampere 

Relay,  Electromagnetic,  High  Vibration,  Estob,  Reliob.  DPDT,  low  level  To  1.0 
Ampere  With  Internal  Diode  For  Coil  Transient  Suppression 
Reloy,  Electromagnetic,  Established  Reliability,  Hermetically  Sealed,  4PDT,  Low  level 
T02  Amperes  (0,150  Inch  Tcrminol  Spacing)  With  Internol  Diode  For  Coil 
Transient  Suppression 

Relay,  Electromechanical,  Hermetically  Sealed,  6  Pdf,  5  Amperes  (Inactive  Use  Ms 
25269) 

Relay,  Electronic  24  Volt  DC  . . . . . . „ 

Relay,  Explosive,  XM&10  loading,  Assembling  And  Pocking  . . . . . . . 

Reloy,  Explosive,  XM10  Ports  For....-...,. . . . . . . . ...» . . . 

Reloy,  Explosive,  XM11  . . . . . . . . . . 

Reloy,  Field  Control,  Generator  24  Volt  DC,TYPE  M&2 . . . . . . . 

Relay,  Field  Control,  Generator  28  Volt  Dc,  Type  MD&l  .................... — . . 

Reloy,  Generator  Equalizer  Bus,  Type  A*1  .  . . . 

Relay,  Hybrid  Or  Solid  Stote,  Sensors,  Established  Reliability  General  Specification 
For 

Relay,  Hybrid,  Established  Reliability,  Spdt,  low  level  To  1,0  Ampere  (Sensitive, 

Coil  Operote  Power  At  25  Oca.  C)  (Transistor  Driven)  (Eleclromechonicql  Outout) 
With  Diode  Coil  Suppression 

Relay,  Hybrid,  Established  Reliability,  General  Specification  For  . . . 

Reloy,  Hybrid,  Established  Reliability,  Opdt,  low  Level  To  1.0  Ampere  (Transistor 
Driven)  (Electromechanical  Output) 

Relay,  Hybrid,  Sensors,  established  Reliability,  Type  I,  Class  B,  (Hybrid  AC  Power 
Monitoring  Sensor),  2  PDT,  Low  level  To  10  Amperes,  Hermetically  Seoled 
(Potted),  Vertical  Mount 

Reloy,  Hybrid,  Sensors,  Established  Reliability,  Type  t.  Class  B,  (Hybrid  AC  Power 
Monitoring  Sensor),  2PDT,  low  level  To  10  Amperes,  Hermetically  Sealed 
(Potted),  Horizontal  Mount 

Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  lv  (Undcr/ovcr  Frequency 
Sensor),  Class  B,  2PDT,  Low  level  To  10  Amperes,  Hermetically  Sealed  (Potted) 
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Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  tv  (Under/over  Frequency 
Sensor),  Cass  B,  4PDT,  tow  level  To  10  Amperes,  Hermetically  Sealed  (Potted) 
Rel',/,  Hybrid,  Sensors,  Est,  Reliability,  Type  V  (AC  Phase  Sequence  Scnsor),-Class 
B,  2PDT,  low  level  To  10  Ampers,  Hermetically  Sealed  (Potted) 

Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  V  (AC  Phase  Sequence  Sensor), 
Class  B,  4PDT,  low  level  To  10  Amperes,  Hermetically  Seoled  (Potted) 

Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  I,  Class  B,  (Hybrid  AC  Power 
Monitoring  Sensor),  2PDT,  low  level  To  10  Amperes,  Hermetically  Sealed 
(Potted),  Inverted  Mount 

Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  1,  Class  B,  (Hybrid  AC  Power 
Monitoring  Sensor),  2PDT,lOW  level  To  10  Amper  Es,  Hermetically  Sealed 
(Potted,  Horiiontal  Mount  With  Connector  Termination 
Relay,  Hybrid,  Sensors,  Established  Reliability,  Type  I,  Class  B,  (Hybrid  AC  Power 
Monitoring  Sensor),  3PDT,  low  level  To  10  Amperes,  Hermetically  Seoled 
(Potted),  Horizontolmount 

Relay,  Hybrid,  Time  Celay  (On  Release),  Track  Mounted  Type  lia,  Class  B,  10 
Amperes,  2PDT,  Hermetically  Sealedfixed  Time,  0.1  To  300SECONDS 
Relay,  Magnetic  latch,  25  Amp,  3  Pd  I,  All  Welded,  Hermetically  Sealed . . . 

Relay,  Magnetic  latch,  5  Amp,  6  Pdt,  Class  88,  Sealed,  Hook  Terminals,  Stud 
Mounted  (Asg) 

Relay,  Miniature  6  Pdt . . . . . . . . . . . . 

Relay,  Motor  Driven . . . . . . . 

Relay,  Ml,  loading,  Assembling,  And  Packing . . . . . . . . 

Felay,  M2,  Loading,  Assembling,  &  Packing.  . . . . . . . . 

Relay,  M3,  loading,  Assembling,  &  Packing.  . . 

Relay,  M4,  looding,  Assembling,  &  Packing . . . . . . . . . . . 

Relay,  M5,  Loading,  Assembling,  &  Pocking . . . . . . 

Relay,  M7,  Ports  For  loading,  Assembling  And  Packing . . . . . 

Relay,  Polarized,  Sensitive,  Direct  Current . . . . . . . . 

Relay,  Radio  Frequency  (Couxiol),  Established  Reliability,  Electrical,  Hermetically 
Sealed,  Spdt  And  Dpdt,  Dc  To  1  Ghi 

Relay,  Reed  (Mercury  Wetted),  All  Welded,  0  To  7.5  Volt  Amperes . . 

Relay,  Reed,  Dry,  General  Specification  For  . . . . . . 

Relay,  Reed,  Dry,  Dual  In  line  Package  (Dip),  General  Purpose . . . 

Relay,  Reed,  Dry,  Dual  In  line  Package  (DIP),  latching . . . . . . 

Relay,  Reed,  Dry,  Single  In  linepockoge  (Sip),  General  Purpose . . 

Relay,  Reed,  Dry,  Dual  In  line  Package  (Dip)  General  Purpose,  low  Power  Coil . 

Relay,  Reed,  Mercury  Welted,  DPDT,  low  Level  To  2  Amperes........ . 

Relay,  Reed,  Single  In  line  Package  (Sip)  General  Purpose,  low  Power  Coil . 

Relay,  Selection  And  Application . . . . . 

Relay,  Sensitive  (For  Torpedo  Mark  37  Mods  0,  0)M(,  1,  2,  And  3) . . . 

Relay,  Sensitive  (For  Torpedo  Mark  37  Mod  2) . . . 

Relay,  Solid  State,  Time  Delay  (On  Operate), type  I,  Class  C,  SPST,250 
Milliomperes,  Fixed  Time,  .05  To  500  Seconds 
Relay,  Solid  State,  Generol  Specification  For . . . . . . . 

Relay,  Solid  State,  Hermetically  Sealed,  Isolated,  50  Mo,  40  V,  Ac  Or  Dc,  Analog 
Signal  Switching,  Spst  (N.o.) 

Relay,  Solid  State,  (Ermeticolly  Sealed,  Isolated,  250  Ma,  40  Vdc,  Signal  Switching, 
Spst  (N.o.) 

Relay,  Solid  State,  Hermeticolly  Sealed,  Isolated,  100  Mo,  250  Vdc,  Signal 
Switching,  Spst.(n.o,) 

Relay,  Solid  Store,  Hermetically  Sehled,  Optically  Isolated,  600  Mo,  50  Vdc,  Signal 
Switching,  Spst  (N.o.) 

Relay,  Solid  State,  Hermetically  Seoled,  Optically  Isolated,  Zero  Voltage  Turn  On,  2 
A,  45  •  440  Hz,  Power  Switching,  Spst  (N.o.) 

Relay,  Solid  State,  Sealed,  Opticolly  Isolated,  Zero  Voltoge  Turn  On,_25  A,  250 
Vac,  45  *  440  Hz,  Power  Switching,  Spst  (N.o.) 

Relay,  Solid  State,  Sensors,.  Established  Reliability,  Type  li  (DC  Undervoltage 
Sensors),  Closs  C,  SPST  (NO),  Hermetically  Sealed  (Potted),  Plug-in  Terminals 
Relay,  Solid  State,  Sensors,  Established  Reliability,  Type  li.(dC  Voltoge  Sensor), 
Closs  C,  SPST  (NO),  250  Milliomperes,  Hermetically  Seoled  (Potted),  Plug-in 
Terminal: 

Relay,  Telegraph,  Passive,  Solid  State  (Octal  Bose) . 

Relay,  Telegraph,  Pa»ive,  Solid  State  (255  Base) . . . . . . . . 

Relay,  Telegraph,  Passive,- Solid  Slate, universal  (202  Bose)..... . . . . . . 

Reloy,  Telegraph,  Passive,  Solid  State  Relay,  Electronic,  Special  Purpose  . . . . 

Relay,  Telegroph,  Passive,  Solid-state  General  Specification  For  . . 

Reloy,  Time  Delay  On  Operate,  Type  I,  Closs  B,  10  Amp,  2  PDT,  Hermetically 
Seoled  (Inactive) 
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ALPHABETICAL  LISTING 


TITLE 


Relay,  Time  Delay,  Thermal  General  Specification  For . . . . . 

Relay,  Time  Oelay,  Delay  On  Operate,  Class  B,  Type  I,  Hermetically  Sealed,  Dpdt, 

10  Amperes,  Fixed  Time,  0.1  To  500  Seconds 
Relay,  Time  Delay  On  Release,  Separate  Positive  Control  Type  IIA,  Class  B,  10 
Amp,  2  PDT,  Hermetically  Sealed  (Inavtive) 

Relay,  Time  Delay,  The....,., . . . . . . . . . . . 

Relay,  Time  Delay  On  Operate  Type  I,  Class  B,  10  Amp,  2  PDT,  Hermetically 
Sealed  (Inactive) 

Reloy,  Time  Delay  On  Release,  Positive  Control  Type  IIA,  Class  B,  10  Amp,  2  PDT, 
Hermetically  Sealed  (Inactive) 

Relay,  Time  Delay,  Delay  On  Release,  Class  B,  Type  lia.  Hermetically  Sealed,  Dpdt, 
10  Amperes,  Fixed  Time,  0.1  To  500  Seconds 
Reloy,  Time  Delay,  Delay  On  Operate,  Class  B,  Type  I,  Hermetically  Sealed,  Dpdt, 

10  Amperes,  Adjustable  Time  Delay  (External  Resistor),  0.1  To  500  Seconds 
Relay,  Time  Oelay,  Delay  On  Releose,  Class  B,  Type  lie,  Hermetically  Sealed,  Dpdt, 
10  Amperes,  Adjustable  Time  Delay  (External  Resistor),  0.1  To  500  Seconds 

Relay,  Vacum,  Spdt,  30AMPERES  Rms,  15  Kilovats  (Peak) . . . 

Reloy,  Vacuum,  General  Specification  For . . . . . 

Relay,  Vacuum,  Spdt,  15  Amperes  Rms,  12  Kilovolts  (Peak)  . . 

Relay,  Vacuum,  SPST,  N.o.,  12  Amperes  Dc,  Or  60  Hz  RMS,  10  Kilovolts  f-*ok  DC.. 

Relay,  Vacuum,  SPST,  NC,  DC,  8  Amperes  . . . . . . 

Reloy,  Vacuum,  Spst,  N/c,  15  Amperes  Dc  Or  60  Hz  Rms,  12  Kilovoltsdc  Or  60  Hz 
Peak 

Relay,  Vacuum,  Spdt,  25  Amperes  Rms,  25  Kilovolts  (Peak)  . . . . 

Relay,  Vacuum,  SPDT,  3  Amperes,  Dc  Load  Switching  2.5  Kilovolts  Dc. . . 

Reloy,  Vacuum,  SPDT,  18  Amperes  RMS,  3.5  Kilovolts  Peak  (Carry  Only)  . . 

Reloy,  Vacuum,  SPST,  Latching,  12  Amperes  DC  Or  60  Hz  RMS,  3.6  Kilovolts  DC 
Or  60  Hz  Peok 

R'jlay,  Vacuum,  Spst,  N/c,  12  Amperes  Dc  Or  60  Hz  Rms,  3.6  Kilovolts  Peok . 

Reloy,  Vacuum,  Spst,  N/o,  12  Amperes  Dc  Or  60  Hz  Rms,  3.6  Kilovolts  Peok . 

Reloy,  Vacuum,  SPST,  Latching,  12  Amperes  DC  Or  60  Hz  RMS,  7  Kilovolts  Peak.... 
Reloy,  Vacuum,  Spst,  N/c,  \2  Amperes  Dc  Or  60  Hz  Rms,  10  Kilovolts  Dc  Or  60 
Hz  Peok 

Relay,  Vacuum,  SPDT,  latching,  12  Amperes  DC  Or  60  Hz  RMS,  3.6  Kilovolts  DC 
Or  60  Hz  Peak 

Relay,  Vacuum,  Spdt,  12  Amperes  Dc  Or  60  Hz  Rms,  3.6  Kilovolts  Peak . 

Relay,  Vacuum,  SPDT,  latching,  12  Amperes  DC  Or  60  Hz  RMS,  9  Kilovolts  DC  Or 
60  Hz  Peak 

Relay,  Vacuum,  Spot,  75  Amperes  RMS,  15  Kilovolts  (Peok)  Or  DC, . . . 

Relay,  10  AMP,  2PDT,  Sealed,  Panel  Mounting,  Gloss  O  (Inactive)  . . 

Relay,  10  AMP,  3PDT,  Sealed,  Connector  Mounting,  Claass  O  (Inactive) . . 

Relay,  10  AMP,  3PDT,  Scaled,  Class  O  (Inactive) . . . . . 

Relay,  10  AMP,  1PDT,  Unsealed,  Class  O  (Inactive)  . . . . . . 

Relay,  10  Amp  3  Pdl,  Unteo'ed,  Class  0  . . . . . . . 

Relay,  10  Amp,  2PDT,  Sealed,  Connector  Mounting,  Clcss  0  (Supersedes  Usof  Dwg 
50B6186) 

Relay,  10  Amp,  4  Pdl,  Sealed,  Class  0 . . . . . . . . 

Relay,  10  Amp,  4  Pdt,  Sealed,  Connector  Mounting,  Class  0  (Supersedes  Usof  Dwg 
50B6188) 

Relay,  10  Amperes,  4  PDT,  Type  I  Hermetically  Sealed  . . . . . . 

Reloy,  100  Amp,  2PST,  Unsealed,  Class  0 . . . . . 

Reloy,  100  Amp,  2PDT,  N.o.  Type  H,  Non-hermeticolly  Sealed,  Mechanically 
Interlocked 

Reloy,  100  Amp,  3  Pst,  N.o.  Type  1,  Hermetically  Sealed . . . . . 

Relay,  100  Amp,  IPST,  N.o.  Type  I,  Hermetically  Sealed  . . . . 

Reloy,  100  Amp,  1PST  ,  N.o,  Type  1,  Hermetically  Sealed  . . . . . . . . 

Reloy,  150  Amp,  3PST,  N.O.,  Typo  I,  Coil  And  Contacts  l.ufividuolly  Sealed . . . 

Reloy,  20  AMP,  1PST,  Normally  Closed,  Unsealed,  Class  O  (Inactive)...., . . . 

Relay,  20  Amp,  3  Pst,  Mechanical  Interlock,  (Center  Off)  load  Transfer,  Type  I, 
Hermetically  Sealed 

Relay,  200  AMP,  2PST,  Class  O  Unsealed  (Inactive)  . . . . . 

Relay,  200‘AMP,  IPST,  Type  I,  Hermetically  Sealed, . . . .  . . 

Reloy,  200  Amp,  IPST,  N.o.  Type  1,  Herme'lcolly  Scaled . . . 

Relay,  200  Amp,  Ipst,  N.o.  Type  li,  Non-hermellcally  Scaled........ . . . 

Relay,  200  Amp,  1  PST,  N.o.  Type  111,  Non  Hermetically  Sealed,  Intermittent  Duty 
Relay,  200  Amp,  2PDT,  N.o.  Type  li.  Non  Hermetically  Sealed,  Mechanically 
Interlocked 

Relay,  200-Amp,  1  Psl,  Sealed,  Class  0 .......  . . . . . . . 

Reloy,  25  AMP,  IPST,  Unsealed,  Class  O  (Inactive)..  . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Relay,  25  AMP,  1PDT,  Unieoled,  Class  O  (Inactive)  . . . . . . . . . 

Relay,  75  Amp,  I  Pst,  Sealed,  Clots  0... . . . . . . . 

Relay,  25  Amp,  1  Pst,  Unsealed,  Class  O . . . . . . . 

Relay,  25  Amp,  3PDT,  N.o.  Type  li,  Non-hermelicolly  Sealed  (Mechanically 
Interlocked) 

Relay,  25  Amp,  3PST  N,o.  Type  1,  Hermetically  Sealed  . . . . . . . . 

Relay,  25  Amp,  3PDT,  All  Welded,  Hermetically  Sealed,  Permanent  Magnet  Drive  .... 
Relay,  25  Amp,  3  PST  «  NO,  Type  1,  Hermetically  Sealed,  Hook  And  Screw 
Terminals,  Stud  And  Bracket  Mounted 

Relay,  25  Amp,  3PST,  N.o.  Type  li,  Non-hermetically  Sealed  . . . . 

Relay,  3  AMP,  4PDT,  Seoled,  Panel  Mounting,  Class  O  (Inactive)  Use  MS-25267, . 

Relay,  3  AMP,  6  PDT,  Sealed  Class  B  8  (Inactive  For  Design  14  Aug  81  Use  MS 
25269  OR  MS  25270  ) 

Relay,  3  Amp,  4  Pdt,  Sealed,  Connector  Mounting,  Class  O . . . 

Relay,  300  Amp,  1PST,  N.o.  Type  I,  Hermetically  Sealed  . . . . . . . 

Relay,  400  Amp,  1PST,  Intermittent  Unsealed,  Class  O  (Superseded  By  MS24179).... 

Relay,  400  Amp,  1PST,  N.o.  Type  lii,  Non-h?rmelico!ly  Sealed . . . 

Relay,  5  AMP,  1PST,  Unsealed,  Closs  O  (Inactive)  . . . . . . . 

Relay,  50  Amp,  1PST,  N.o.  Type  li,  Non-hermetically  Sealed  . . . . . . 

Relay,  50  Amp,  1  Pst,  N.o.  Type  I,  Hermetically  Seoled  . . . . . . 

Relay,  50  Amp,  2PDT,  N.o.  li,  Non-hermetically  Sealed,  Mechanically  Interlocked . 

Relay,  50  Amp,  2-3  Pst  N.o.,  Double  Break,  Mechanicol  Interlock  (Center  Off)  Lood 
Transfer,  Type  I,  Hermetically  Sealed 

Relay,  50  Amp,  3  Pst  N.o.  Type  1,  Hermetically  Seoled  . . . . . . 

Relay,  50/25  Amp,  1PDT,  N.o./n.c.  Type  li,  Non-hermetically  Sealed . . 

Relay,  55  Amp,  2PST,  N.o.  Type  li.  Non  Hermetically  Seoled . . . 

Relay,  75  Amp,  3PST,  N.o.  Type  I,  Coil  And  Contacts  Individually  Seoled  . 

Relays  •  Power,  Electrical,  Induction  Type,  Naval  Shipboard  Use . 

Relays,  Electrical,  Hermetically  Seoled,  4PDT,  Low  level  And  2  Amperev  (Inactive 
For  New  Design  After  18  Feb  1986) 

Relays,  Electrical,  Hermetically  Seated,  DPDT,  2  Amperes  (Inactive  For  New  Design 
After  18  Feb  1986) 

Relays,  Electromagnetic,  60  Amperes,  3  PDT,  Magnetic  latch.  Hermetically  Sealed.... 
Reloys,  Electromognetic,  Established  Reliability,  DPDT,  low  Levelto  1.0  Ampere  With 
Internal  DIODES  cor  Coil  Transient  Suppression  And  Polarity  Reversal  Protection 

Relays,  Electromagnetic,  \  PDT  10  Amperes,  Type  I,  Hermetically  Sealed . 

Relays,  Electromagnetic,  (Including  Established  Reliability  (Er)  Types),  Track 
Mounted,  5  Amperes,  2PDT,  Hermetically  Seoled,  Polarized,  Transient  Suppressed 
Coil 

Reloys,  ELECTROMAGNETIC,  400  Amperes,  1PST,N.  C.  Type  II,  Non-hermeticolly 
Seoled 

Reloys,  Electromognetic,  3  Pst  (No),  50  Amperes.  Type  I,  Hermetically  Sealed . 

Relays,  Electromagnet!  . . . . . . . . . 

Reloys,  Electromagnetic,  50  Amperes,  3  PDT  ■  No.,  Center  Off,  Hermetically  Sealed 
Reloys,  Electromognetic,  Established  Reliability,  DPDT,  low  level  To  2  Amperes 
(0.150-INCH  Terminol  Spacing) 

Reloys,  Electromognetic,  60  Amperes,  3  PST  Or  3PDT,  Hermetically  Seoled, 
Permanent  Magnet  Drive 

Relays,  Electromagnetic,  3PDT  Main  Contacts,  4PDT  Auxiliary  Contacts,  135 
Amperes,  1 15/200  Volts,  400  Hertz, gasket  Seoled 

Reloys,  Electromognetic,  10  Amperes,  4PDT,  Type  I,  Plug-in,  Hermetically  Sealed . 

Reloys,  Electromagnetic,  Established  Reliability,  DPDT,  low  Level  To  1.0  Ampere 
With  Internal  DIODE  For  Coil  Transient  Suppression 
Reloys,  Electromagnetic,  10  Amperes,  4PDT,  Type  I,  Solder  Hooks  Hermetically 
Sealed 

Relays,  Electromognetic,  65  Amperes,  1  PNO  Double  Break,  Hermetically  Seoled, 
Type  1 

Relays,  Electromognetic,  1  Pst  (No),  100  Amperes,  Type  I,  Hermetically  Seoled . . 

Relays,  Electromognetic,  Established  Reliability,  SPDT,  low  levelto  0.5  Ampere 
(Latching) 

Relays,  Electromognetic,  10  Amperes,  2PDT,  Type  I,  Hermetically  Seated  . . . 

Relays,  Electromagnetic,  50  Amperes,  115/200  V  AC,  400  HZ,  3PDT,  Side  Stable, 
Hermetically  Sealed 

Relays,  Electromognetic,  10  Amperes,  2PDT,  Type  I,  Hermetically  Seoled  . . . . 

Relays,  Electromagnetic,  50  Amperes,  115/200  V  AC,  400  HZ,  3PST,  Magnetic 
latching.  Hermetically  Sealed 

Relays,  Electromagnetic,  10  Ampers,  4  PDT,  Type  I,  Hermellcolly  Seated.................... 

Relays,  Electromagnetic,  120  Amperes,  1 15/200  V  AC,  400  HZ,  3PDT,  Center  Off 
Main  Contacts,  6PDT  Auxiliary  Contacts,  latching.  Hermetically  Seoled 
Relays,  Electromechanical,  General  Purpose,  Non-hermetically  Seoled,  Plastic 
Enclosure  (Ust  Cover) 
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ALPHABETICAL  LISTING 


title 

Relays,  Electromagnetic,  1000  Ampers,  SPST,  N.O.,  D.B.,  Type  2,  Non-hermeticolly 
Sealed  (And  Mounting  Bracket),  Metric 

Relays,  Electromagnetic,  3  Pst  (No),  12  Amperes,  Type  I,  Hermetically  . . . . 

Relays,  Electromagnetic,  Type  I,  Hermetically  Sealed,  100  Amperes, spst  (N.o.)  With 
Spdt  (Form  Z)  5  Amperes  Auxiliary  Contacts 
Relays,  Electromagnetic  Type  1,  10  Ampere,  4  PDT  (  Inactive  For  New  Design  Alter 
2  Mar  87  Use  MS-27400) 

Relays,  Electromagnetic,  Type  I,  400  Ampere',  With  5  Ampere  Auxiliary  Contacts 
Permanent  Magnet  Drive, 

Relays,  Electromangetic,  5  Amperes,  4  Pdt,  Type  I,  Magnetic  Latch,  Hermetically 
Sealed 

Relays,  Electromagnetic,  (Including  Established  Reliability  (Er)  Types),  Track 
Mounted,  5  Amperes,  4PDT,  Hermetically  Seeled,  Polarized,  Transient  Suppressed 
Coil 

Relays,  Electromagnetic,  3  Pst  (No),  25  Amperes,  Type  I,  Hermetically  Sealed . . 

Relays,  Electromagnetec  (Type  I  ER),  Established  Reliability,  Perm,  Magnet 
Drive,  10  Amperes,  2PDT,  AH  Welded,  Hermetically  Sealed  (Inactive  For  New 
Design  After  24  October  1986.  For  New  Design  Use  MS27401) 

Relays,  Electromagnetic,  6PDT,  5  Amperes,  Type  1,  Magnetic  latch.  Socket 
Mounted,  Hermetically  Sealed 

Relays,  Electromagnetic,  25  Amp,  3PST,  No,  With  2  Amp,  1PDT  Auxiliary  Contacts, 
Hermetically  Sealed,  Permanent  Magnet  Drive,  Type  I 
Relays,  Electromagnetic,  2  Pdf,  5  Amperes,  Typ  I,  Magnetic  latch,  Solder  Terminals, 
Stud  Mounted,  Hermetically  Sealed 

Relays,  Electromagnetic,  (Including  Established  Reliability  (ER)  (Types),  Track 
Mounted,  10  Amperes,  3PDT,  Hermetically  Sealed,  Polarized,  Transient 
Suppressed  Coil 

Relays,  Electromagnetic,  10  Ampers,  2  Pdt,  Type  I,  Magnetic  Latch,  Stud  Mounted, 
Solder  Hooks,  Hermetically  Seoled 

Relays,  Electromagnetic,  Bracketmount . . . . . 

Relays,  Electromagnetic,  5  Amperes,  4  PDT,  Type  I,  Magnetic  Latch,  Solder 
Terminal,  Stud  Mounted,  Hermetically  Sealed 
Relays,  Electromagnetic,  Normally  Closed,  Continuous  Duty,  60  Amp,  3PST, 
Environmentally  Seoled 

Relays,  Electromognetic,  10  Amperes,  4PDT,  Type  I,  Mognetic  latch,  Solder 
Terminals,  Stud  Mounted,  Hermetically  Sealed 

Relays,  Electromagnetic,  50  Amperes,  DC,  SPDT,  Hermetically  Sealed . 

Relays,  Electromognetic,  10  Amperes,  4  Pdt,  Type  I,  Mognetic  latch.  Socket 
Mounted,  Hermetically  Sealed 

Relays,  Electromagnetic,  Permanent  Magnet  Drive,  25  Amperes,  Spdt,  Hermetically 
Sealed 

Relays,  Electromognetic  Type  1.  3  Ampere,  4  PDT  (  Inactive  For  New  Design  After 
2  Mar  87-  No  S/S 

Reloys,  Electromagnetic  (Including  Established  Reliability  (ER)  Types)  . 

Reloys,  Electromognetic,  5  Amperes,  2  Pdt,  Type  I,  Magnetic  latch.  Socket 
Mounted,  Hermetically  Seoled 

Relays,  Electromognetic,  Assembly,  Permomentmagnet  Drive,  10  Amperes,  4PDT . 

Relays,  Electromognetic,  10  Amperes,  2  Pdt,  Type  I,  Magnetic  latch.  Hermetically 
Seoled 

Reloys,  Electromagnetic,  Mounting  Track  For . ,. . 

Reloys,  Electromognetic,  2  PDT,  5  Amperes,  Type  I,  Hermetically  Seoled. . . . 

Reloys,  Electromagnetic  (Type  I  ER),  Established  Reliability,  Permanent  Magnet 
Drive,  10  Amperes,  4PDT,  All  Welded,  Hermetically  Seoled  (Inactive  For  New 
Design  After  24  October  1986.  For  New  Design  Use  MS27400 
Reloys,  Electromognetic,  10  Amperes,  4  Pdt,  Type  I,  Socket  Mounted,  Hermetically 
Seoled 

Reloys,  Electromagnetic,  5  Amperes,  4  PDT,  Type  I,  Solder  Hook,  Hermetically 
Seoled 

Reloys,  Electromognetic,  5  Amperes,  4  Pdt, type  I,  Potted  lead,  Hermetically  Seoled .. 

Reloys,  Electromagnetic,  6PDT,  5  Amperes,  Type  I,  Hermetically  Seoled  . . 

Relays,  Electromognetic,  10  Amperes,  2  Pdt, type  I,  Socket  Mounted,  Hermetically 
Seoled 

Reloys,  Electromognetic,  5  Amperes,  2  PDT,  Type  I,  Socket  Mounted,  Hermetically 
Sealed 

Relays,  Electromagnetic,  6PDT,  5  Amperes,  Type  I,  Socket  Mounted,  Hermetically 
Seoled 

Relays,  Electromagnetic,  5  Amperes,  4rD7,  Type  I,  Socket  Mounted,  Hfirmfiticoll/ 
Sealed 

Relays,  Electromagnetic,  5  Amperes,  6  Pdt,  Type  I,  Potted  lead,  Hermetically  Sealed 
Reloys,  Electromagnetic,  10  Amperes,  4  PDT,  Type  I,  Solder  Hook  Hermetically 
Seoled 

Reloys,  Electromagnetic,  10  Amperes,  J  Pdt,  Type  I,  Potted  lead.  Hermetically 
Sealed 

Reloys,  Electromagnetic,  10  Amperes,  2  PDT,  Type  I,  Solder  Rerminols,  Stud 
Mounted,  Hermetically  Seoled 

Relays,  Hybird,  Established  Reliability,  Spdt,  Low  level  To  1.0  Ampere  (Transistor 
Driven)  (Electromechanical  Output)  With  Diode  Coil  Suppression 
Reloys,  Hybrid  &  Solid  State,  Time  Delay  . . . . . . . . . . 
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Relays,  Hybrid,  Established  Reliability,  DPDT,  Low  level  To  1,0  Ampere  (Sensitive 
Coil  Operate  Power  @  25  Deg.c),  Internal  Mosfel  Driver  With  Zener  Diode  Gate 
Protection  (Electromechanical  Output),  Diode  Coil  Suppression  And  Terminals 
With  0.100  Grid  Lead  S 

Relays,  Hybrid,  Time  Deloy  (On  Operate),  Track  Mounted,  Type  I,  Cess  B,  10 
Amperes,  2DPT,  Hermetically  Sealedfixed  Time,  O.l  To  300SECONDS 
Relays,  Hybrid,  Established  Reliability,  Dpdt,  low  Level  To  1.0  Ampere  (Sensitive, 

Coil  Operate  Power  At  25  Deg.  C)  (Transistor  Driven)  (Electromechanical  Output) 
With  Diode  Coll  Suppression 

Reloys,  Hybrid,  Time  Delay,  On  Pickup,  Type  I,  Class  A,  2  AMPERES, 2PDT,  Fixed 
Time,  0.  06  To  300  Seconds 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  lii  (Ac  Undervoltage  Sensor), 
Class  B,  4PDT,  Low  level  To  10  Amperes,  Hermetically  Sealed  (Potted) 

Relays,  Hybrid,  Time  Delay  (On  Operate),  Class  B,  Type  I,  Hermetically  Sealed, 
DPDT,  10  Amperes,  Fixed  Time,  0.1  To  600  Seconds,  1.718  Inches  X  .530  Inches 
X  1.520  Inc)  es  Envelope  Dimensions 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  I,  Class  B, (hybrid  Ac  Power 
Monitoring  Sensor),  3PDT,  Low  Level  To  10  Amperes,  Hermetically  Sealed 
(Potted),  Inverted  Mount 

Relays,  Hybrid,  Time  Delay  (On  Release),  Class  B,  Type  HA,  Hermetically  Sealed, 
DPDT,  10  Amperes,  Fixed  Time,  0.1  To  600  Seconds,  1  718  Inches  X  .530  Inches 
X  1.520  Inches  Envelope  Dimensions 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  lii  (Ac  Overvoltage  Sensor), 
Class  B,  2PDT,  low  Level  To  Amperes,  Hermetically  Sealed  (Potted) 

Relays,  Hybrid,  Time  Delay  (On  Operate),  Class  B,  Type  I,  Hermetically  Sealed, 
4PDT,  10  Amperes,  Fixed  Time  Delay,  0,1  To  600  Seconds 
Relays,  Hybrid,  Sensors,  Estob.ished  Reliability,  Type  lii  (Ac  Overvoltage  Sensor), 
Class  B,  4PDT,  low  level  To  10  Amperes,  Hermetically  Sealed  (Potted) 

Relays,  Hybrid,  Time  Delay  (On  Release),  Class  B,  Type  HA,  Hermetically  Sealed, 
4PDT,  10  Amperes,  Fixed  Time  Deloy,  0.1  To  600  Seconds 
Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  It,  Closs  B,  Hybrid  Dc  Voltage 
Sensor),  Pdt,  Low  level  To  10  Amperes,  Hermetically  Sealed  Potted 
Relays,  Hybrid,  Time  Delay  (On  Operate),  Class  B,  Type  I,  Hermetically  Sealed, 
4PDT,  10  Amperes,  Adjustable  Time  Delay  (External  Resistor),  0.1  To  600 
Seconds 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  li.  Class  B,  (Hybrid  Dc  Voltage 
Sensor),  4PDT,  Low  level  To  10  Amperes,  Hermetically  Sealed  (Potted) 

Relays,  Hybrid,  Time,  Delay  (On  Release),  Type  li  B,  Class  B,  10  Amperes,  4PDT, 
Hermetically  Sealed 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  lii  (Ac  Undervoltage  Sensor), 
Class  B,  2PDT,  Low  Level  To  10  Amperes,  Hermetically  Sealed  (Potted) 

Relays,  Hybrid,  Time  Delay,  Voltage  Sensitive,  Delay  On  Drop  *  Out,  Closs  A,  Type 
V,  Hermetically  Sealed,  SPDT,  2  Ampere,  Track  Mounted 
Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  I,  Class  B,(hybrid  Ac  Power 
Monitoring  Sensor),  3  Dt,  Low  level  To  10  Amperes,hermeticol!y  Seoled  (Potted), 
Vertical  Mount 

Relays,  Hybrid,  Time  Deloy  (On  Release),  Type  IIA,  Closs  A,  2  Amperes,  2PDT. 

Fixed  Time,  0.100  To  300  Seconds 

Reloys,  Hybrid,  Time  Deloy  (On  Release),  Type  IIA,  Closs  B,  10  Amperes,  4P0T, 
Hermet  Ically  Seoled,  Fixed  Time,  0.100  To  300  Seconds 
Relays,  Hybrid,  Time  Deloy  (On  Operate),  Type  I,  Closs  B,  10  Amperes,  4PDT, 
Hermetically  Sealed,  Fixed  Time,  0.100  To  300  Seconds 

Relays,  Reed  (Mercury  Welted)  General  Specification  For  . . . 

Reloys,  Solid  State,  Time  Delay  (On  Operate),  Type  1  Class  C,  SPSTNO,  300 
Milliomperes,  Fixed  Time,  0.05  To  600  Seconds,  Hermetically  Seoled 
Relays,  Solid  State,  Time  Delay  (On  Operate),  Type  I,  Class  C,  SPST,  250 
Milliomperes,  Variable  Time,  .05  To  500  Seconds 
Relays,  Solid  Slate,  Repeat  Cycle  Timer,  Type  Iv,  Closs  C,  Spit,  250  Milliomperes.... 
Relays,  Solid  State,  Track  Mounted,  Electronic,  Time  Delay  On  Operate,  Type  I, 
Closs  C  SPST,  150  Milliomperes,  Fixed  Time,  50  Milliseconds  To  500  Seconds 
Relays,  Solid  Stole,  Track  Mounted,  Electronic  Time  Delay  On  Release,  Type  IIA, 
Class  C,  SPST,  150  Milliomperes,  Fixed  Time,  50  Milliseconds  To  500  Seconds 
Relays,  Vacuum,  SPDT,  12  Amperes  DC  Or  60  HZ  RMS,  9  Kilovolts  DC  Or  60  HZ 
Peak 

Relays,  Vacuum,  S*pst  (No),  15  Amperes  DC  Or  60  HZ  RMS,  5  Kilovolts  Peak.. . 

Relays,  Vacuum,  SPST  (Nc),  15  Amperes  DC  Or  60  HZ  RMS,  5  Kilovolts  Peak . 

Reloys,  Vacuum,  SPDT,  15  Amperes  DC  Or  60  HZ  RMS,  5  Kilovolts  Peak  . . 

Reloys,  Vacuum,  Spst,  Latching,  15  Amperes  DG  Or  60  HZ  RMS,  5  Kilovolts  Peak  .. 

Reloys,  Vacuum,  Spdi,  Dc.  8  Amperes . . . . . . . 

Release  &  Parachute  Canopy  Quick  Disconnect . . 

Release  Systems  For  The  Ejection  Of  Life  Rafts  From  Naval  Patrol  And  Transport 
Series  Aircraft,  Design  Requirements  For 

Release,  Automatic,  Aircraft  Safely  lop  Belt . . . . . . . . . . . . 

Release,  Bomb  Shackle,  Aero  7A,  Series  And  Release,  Bomb  Rack  Aero  78  Series.... 

Release,  Cargo  Parachute,  Airdrop,  M>1  . . . . . . . . 

Release,  Cargo  Parachute,  Airdrop,  M*2 . . . . . . . . . . 

Release,  Lifesaving  Equipment,  Hydraulic  And  Manual  ............................... . . 

Release,  Parachute  Ripcord,  Automatic,  Types  F-1B  And  FF*  1  . . . . . 

Release,  Two  Points  *  Single  Pull,  Parachutist  S  Equipment  Pack . ....................... 

Reliability  Assurance  Program  For  Electronic  Parts  Specifications..... . . 
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TIKE 

Reliability  Modeling  &  Prediction . . . . . . . . . . . 

Reliability  Prediction  Oi  Electronic  Equipment . . . . . . 

Reliability  Procedures  For  Production  Of  Guidance  &  Control  Section  For  Guided 
Missile  Aim/RIM-7M 

Reliability  Program  For  Systems  And  Equipment  Development  And  Production  .......... 

Reliability  Testing  For  Engineering  Development,  Qualification,  &  Production  . . 

Reliability-centered  Maintenance  For  Aircraft,  Engines  And  Equipment...... . 

Reliability/design  Thermal  Applications  . . . . . . . . 

Reliablity  Progrom  Requirements  For  Space  And  Missile  Systems... . . . . 

Relief  Of  Combat  Troops  (Edition  No.  5)  . . . . . . . 

Relief  Valve  Operating  Characteristics  Versus  Maximum  Operating  Pressure  For 
Liquid  5ervice 

Relief  Valve  Operating  Characteristics  Versus  Maximum  Operating  Pressure  For 
Steam  And  Gas  Service 

Reliner,  Brake  And  Clutch  Riveting . . . . . . 

Remelting,  Magnesium  Ingot  &  Stick  •  3  Mar  80 . . . 

Remolding  Set,  Soil&compoction . . . . . . . . 

Removable  Paints  For  Camouflage  (Edition  2),  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Oarcom)drcird( 

Removal  Tool,  Oil  Filter . . . . . . . . 

Removal  Tools,  Connector  Electrical  Contact  . . . . . . . . . . . 

Remove,  Aircraft  Canopy,  M8A1  Remonufactured  Metal  Ports  Assembly. . . 

Remover,  Acid  Activated,  For  Amine-cured  Epoxy  Coating  Systems . . . ..... 

Remover,  Aircraft  Canopy,  M8A1  Assembly . . . . . . . 

Remover,  Aircraft  Canopy,  M8A2  Assembly.... . . . . . . 

Remover,  Aircraft  Canopy,  P/N  2218-18  Overhaul  Of  . . . . . . 

Remover,  Aircraft  Canopy,  RAU-l/A  Assembly . . . . . . . . . 

Remover,  Aircraft  Canopy.  M9  Remonufactured  Metal  Parts  Assembly  . . . . 

Remover,  Aircraft  Canopy,  RAU-l/A  Metal  Ports  Assembly . . . . . 

Remover,  Aircraft  Canopy  Overhaul,  Modification  &  Conversion  Of  P/N  2218-17 
To  P/N  2218-18 

Remover,  Aircraft  Canopy,  M3A1,  Metol  Ports  Assembly . . . .................... . 

Remover,  Aircraft  Canopy,  M8A2  Metol  Ports  Assembly . . . 

Remover,  Aircraft  Canopy,  M8A1  Metol  Parts  Assembly  (Conversion)... . 

Remover,  Aircraft  Canopy,  M4  And  M5  Metol  Parts  Assembly  . . . . . 

Remover,  Aircraft  Canopy,  M5  Assembly . . . . . . . . . . 

Remover,  Aircraft  Canopy,  M3A1,  Assembly . . . . . . 

Remoter,  Aircraft  Canopy,  M4  Assembly.. . . . . . . . . .... 

Remover,  Aircraft  Canopy,  Ml  A3,  Metal  Parts  Assembly,,. . . . . . . 

Remover,  Aircraft  Canopy,  Ml  A3,  Assembly  . . . . . . . . 

Remover,  Dental  Crown,  Simplex . . . . . . . . . . . 

Remover,  Floor  Polish  (Polymer-type  And  Wax)... . . . . . 

Remover,  Floor  Polish  (Resin  Type  And  Wax)  . . . . . . . 

Remover,  Floor  Polish  (Aerosol,  Heavy  Duty  Floor  Stripper)  . . . . . 

Remover,  Organic  Coating,  Hot  Tonk  Type . . . . . . . . . . 

Remover,  Point  (Alkolhtype  For  Hot  Application) . . . . . 

Remover,  Paint  (Organic  Solvent  Type) . . . . . . . . . . . 

Remover,  Point  And  Lacquer,  Solvent  Type  . . . . . . . 

Remover,  Paint  And  lacquer.  Solvent  Type  . . . . . . . . . . . . 

Remover,  Point,  Tonk  Type,  For  Aircraft  Wheels,  landing  Geor  Components,  And 
Other  Aircraft  And  Age  Components 

Remover,  Paint,  Epoxy,  Polysulfide  And  Polyurethane  Systems.................... . . . 

Remover,  Paint,  Epoxy  And  Polyurethane  Systems,  Tank  Types  Ambient 
Temperature,  For  Aircraft  Wheels  And  landing  Geor  Componts 
Renovation,  Cleaning  And  Glazing  Of  Boke  Pons  . . . 

Rcpoir  And  Rebuilding  Of  Used  Aircraft  Pneumatic  Tires....................... . . . . 

Repair  And  Rehabilitation  Of  Rador  Sets,  General  bpectficoiton  For,,.. 

Repair  Equipment,  Pneumatic  Target,  Packaging  Of. . . . 

Repair  Kit  &  Repair  Kit  Components,  For  Collapsible  Fabric  Tanks,  Drums,  &  Boats .. 
Repa'r  Kit,  CBR  Agon*  Sampling  &  Analyzing  Kit,  M32  64 

Repair  Kit,  C02,  Inflatable  Life  Preservers  ................................  ............................. 

Repair  Kit,  Divers  (MK- 12)..,, ............................. ............ . . . . . 

Repair  Kit,  Glass  Reinforced  Plastic  lominate  ........... 

Repair  Kit,  Hosctmc  . . . 

Repair  Kit,  Inflatable  Craft,  Pneumatic  Floats  And  Boats,  Small,  Packaging  Of . . . 

Repair  Kit,  Inflatable  Shelter,  (Must)  . . 

Repair  Kit,  Metallic  Pipe  And  General  Purpose,  Damage  Control  .......  ...................... 

Repair  Kit,  Puncture,  Pneumatic  Tire........... . . . . . 

Repair  Kit,  Seats,  Expandable  And  Multi-purpose  Shelter  (Must),«,..,M.uU»o.M,..,.,...., 
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TITLE 

Repoir  Kit,  SVi  Military,  All  Terrain . . ............................. . . . . 

Repair  Kil,  $*eel  Measuring  Tope  With  Case . . . . . 

Repair  Kit,  6  Inch  Hosctme . . . . . . 

Repair  Material,  For  Self-sealing  Fuel  Tanks...............  . . . . . 

Repeater,  Telegraph  TH*18{  )/FG  . . . . 

Repeater,  Telephone  (Repeater  AN/TCC*!  1)!NACTIV£  For  New  Design) 

Repeater,  Telephone  TA-287(  )'G . . . .  . . . 

Repeater,  Telephone  (Telephone  Repeater  TP-14)  (  . 

Replenishment  A<  Sea  (Edition  No,  10)  . . . . . 

Replenishment  Connection  For  Potable  (Drinking)  Water . . . . . .  ...... 

Replenishment  Connection  For  Potable  (Drinking  Water)  (Release  To  Other  Than 
Dod  Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Dc  20330-5058) 

Replenishment  Of  Engine  Thrust  Augmentation  Systems. . . . 

Reporting  Engineer  Information  In  The  Field  (Edition  No.  3)  Release  To  Other  Than 
Dod  Agencies  Must  Be  Approved  By  Darcom  (Drcird) 

Reporting  Engineering  Information  In  The  Field  (Release  To  Other  Than  Ood 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird)  (Abco  530) 

Reporting  Nuclear  Detonations,  Radioactive  Follout,  &  Biological  &  Chemical 
Atlocks  &  Predicting  Associated  Hazards  (Based  On  Nato  Stanag  2103)  (Edition 
No.  2)  (ABCA  187) 

Reporting  Nuclear  Detonations,  8io!ogical  &  Chemical  Attacks  &  Predicting  o> 
Warning  Of  Associated  Hazards  &  Hazard  Areas  (ATP-45)  (Edition  No.  5)  (Rel 
Toother  Than  DOD  Act  Req  Pri  Apr  Of  CNM  Mat  0982 1.  Wash,  D.c.  20360) 
Reporting  Of  Data  Used  For  Dimensional  Analysis  Of  Imagery  (Release  To  Other 
Than  DOD  Activities  Requires  Prior  Approval  Of  Hq  (DACCOM)(DRClRD) 
Reporting  Of  Major  Ammunition  Malfunctions  (Edition  No  2)  (Rel  To  Other  Than 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360 

Reproducer-set,  Voice  Wornirg  AN/ASH-19(*) . . . . . 

Reproducer,  Signal  Doto,  AN/GSQ-64  (Reader,  Punched  Tope)  . . . 

Reproduction  Set,  Silk  Screen  Process,  Sign  Reproduction,  Packaging  Of .................. 

Reproduction  Set,  Diazo  Process,  For  Field  Use., . . . . . . . 

Request  Form  For  Imagery  To  Be  Used  In  Imagery  Interpretation  Keys  Production  - 
Chg  1  Dfd  3  Sep  86  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of- KG 
USAF/XOXXOSO)  Wash,  DC  20330-5058 
Requirement  For  Tiedown,  Suspension  And  Extraction  Provisions  On  Military 
Material  For  Airdrop 

Requirement  For  Preparation  Of  Support  Equipment  Depot  level  Rework  Standards 

Requirements  For  Repair  And  Straightening  Ofbronze  Naval  Ship  Propellers  . 

Requirements  For  Nondestructive  Testing  Methods . .  . . . . . 

Requirements  For  Aircroft  Nonnuclear  Survivability  Program  . . . . . 

Requirements  For  Employing  Standard  Electronic  Modules  . . . . 

Requirements  For  Construction  Of  This  Unit  Load  Shall  Consist  Of  This  Document  & 
The  Latest  Issue  Of  Mil-std  1323  (Navy) 

Rescue  Equipment,  Helicopter  (Asg), . . . . . . . . . 

Rescue  Equipment,  Helicopter,  Coble  Grip . . . . . . 

Rescue  Hand  Tool,  Pneumatic  . . . . . . . . . . . 

Reservoir  Assembly,  Simulated  Blood . . . . . . . . . . 

Reservoir  System,  Fobric,  Collapsible,  25,000  BBl,  Petroleum,  Packaging  Of . . . . 

Reservoir,  Air,  Nonshotteroble  Steel . . . . . . . . . . . 

Reservoir,  Suction,  Cfcson-pratl,  Silicone  . . . . . . . . . . . . 

Reservoirs,  Aircroft,  Hydraulic,  Non-seporalcd  Type..... . . . . . . 

Reservoirs,  Aircraft  And  Missile,  Hydraulic,  Separated  Type  . . . 

Reslm,  Polyimide,  Hot  Pressed  O'  pressed  &  Sintered  . . . . . . . . 

Resin  Chemical,  Filament -wound  Glass-fiber-reinforced  Thermoset*  Resistant  Tanks  - 
26  Jun  81 

Resin  Coating,  Unpigmented,  For  Engine  Components  And  Metol  Parts,.,, . . 

Resin  Compound,  Thermosetting,  Room  Temperature  Curing,  For  Metol  Coating  ........ 

Resin  Mortars,  Chemicol*  Resistant  •  28  Jun  1985 . . . . . 

Resin  Solution,  Silicone,  Low-  Pressure  Laminating . . . . ............ 

Resin  Solutions,  Nonvolatile  Content  Of,  Stonard  Test  Method  For  -  29  Nov  1985  .. 

Resin,  Acrylic,  Dentol,  'mpression  Troy  Material . . . . . 

Resin,  Acrylic,  Dental  (Troy  Material)....,......,..., . . . . . . . . . . 

Resin,  Acrylic,  Dentol,  Fibered,  Denture  Base  Material,.... . . . . 

Resin,  Acrylic,  Dental . . . . . . . . . . . 

Resin,  Acrylic,  Dentol . . . . . . . . . . . . 

Resin,  Alkyd  Phenolic . . . . . . . . . . . 

Resin,  i  *k yd,  Solutions . . . . . . . . . . 

Rcs:n.  usjJmg.Epsxy,  Aluminum  Filled  . ........  „  ...... . ........ 

Resin,  Costing,  Fire  Retardant,  Epoxy  Base . . . . . . . . 

Resin,  Chlorinated  Alkyd,  Solution  (Metric) . . . . . . . . . 

Resin,  Epoxy... . . . . . . . . . . - . . . . . . 

Resin,  Epoxy  Bose,  Thixotropic...,,,.................,...........,,,.,..., . . . . . 

Resin,  Epoxy,  Lowviscosity . . . .............. . . . . . . 

Resin,  Epoxy,  low.pressure  Laminating,...,,.,.,,......, . . . 

Resin,  Epoxy,  Trifunctionoi . . . . . . .  . . . 

Resin,  Phenol-formoldehyde,  Laminating . . 

Resin,  Phenolic,  Laminating.....,., . . . . . . 

Resin,  Plostisol  Grade,  Polyvinyl  Chloride..... . . . . 

Resin,  Polyester,  Solutions  . . . . . . . . 

Resin,  Polyester,  Low-pressure  Laminating  . . . . 
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At PHABETICAL  LISTING 


TITLE 

Reiin,  Polyester,  High  Temperature  Resistant,  low  Pressure  laminating,  .................... 

Resin,  Polyester,  low  Pressure  laminating,  Fire-retardant,..,...,....... . . . . . 

Resin,  Polyester,  Bisphenol  •  A  Type  . . . . . . . . . . 

Resin,  Polyether  Urethane  (EU)  Costing,  Flexible,  Solid,  Unfilled,  45  Durometer  A  *  1 
July  1984 

Resin,  Polyether  Urethane  (EU)  Casting  Flexible,  Solid,  Unfilled  *  1  Jut  84  . . . 

Resin,  Polyimide,  laminating  &  Molding,  High  Temperature  Resistant,  370  Deg.e 
(700  Dcg.f),  Unfilled,  Addition  Polymer  •  1  Oct  85 
Resin,  Polyimide,  laminating,  High  Temperature  Resislont,  315  Deg.  C  (600  Deg.  F) 

•  23  Oct  1987) 

Resin,  Polyimide,  Sealing,  High  Temperature  Resistant,  315  Deg.  C  (600  Deg.  F), 
Unfilled  •  1  Apr  83 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyclher  Type,  Durometer  Hardness  55 
,o,  •  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Po«7*.!  Type,  Durometer  Hardness  65 
,a,  -  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  75 
,o,  *  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  PolyelSe*-  Type,  Durometer  Hardness  85 
,o, .  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type  Durometer  Hardness  95 
,a, »  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  55 
,d,  -  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  65 
,d,  -  Jul  76 

Resin,  Polyurethane  Casting  Flexible  Solid  Polyether  Type  Durometer  Hardness  75 
,d,  •  1  Jul  76 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  45 
,a, 

Resms  &  Alkyd  Resin  Solutions,  Standard  Test  Method  For  Fatty  Acid  Content  Of 
Alkyd  *  31  Aug  84 

Resins,  Cured  Reinforced,  Ignition  loss  Of  -(reapproved  1979) . . . . . 

Resins,  Epoxy,  Epoxy  Content  Of  •  27  Apr  73  (Rcopproved  1980)., . . . 

Resistance  Welding  Control  •  1978  . . . . . . . . . . 

Reslster,  Current  Regulating  (Ballast  Tubes)  Type  TJ791K01  . . . . . 

Resistor  &  Thermocouple  lead  Spool . . . . . 

Resistor  And  Rheostats  Navot  Shipboard . . . . . 

Resistor  Networks,  Fixed,  Film,  &  Resistor-capacitor  Networks,  Fixed  Film  *e$istors 
&  Ceramic  Capacitor 

Resistor  Network,  Fixed,  Film  (Externally  Trimmable) . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ190,  8  Pin  Sip . .... 

Resistor  Network,  Fixed,  Film  Style  RZ180,  6  Pin  Sip  . . 

Resistor  Network,  Fixed,  Film  (Externally  Trimmable) . . . .  . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ010,  14  Pon  Dip . . . . . . 

Resistor  Network,  Fixed,  film  (Externolly  Trimmable  . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ020,  16  Pin  Dip . . . . . . . . . 

Resistor  Network,  Thick  Film,  Fixed  &  Trimmable,...,,.. . . . 

Resistor  Network,  Fixed,  Film  Style  RZ030,  14  Pm  Flat  Pack....... . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ040,  6  Pin  Sip...... . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ050,  8  Pin  Sip . . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ060,  10  PIN  Sip  . . . . . ....... 

Resistor  Network,  Fixed,  Film  Style  RZ070,  6  PIN  Sip  . . . . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ080,  8  PIN  Sip  . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ090,  10  PIN  Sip  . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ100,  16  Pin  Ffat  Pack . . . . . . 

Resistor  Variable  Wiccwound,  Power  Type  (Unenclosed)  Style  RP  1  0.. . ....... 

Resistor  Variable,  Wire  Wound  (low  Operating  Temperature)  Style  RA  20  . . 

Resistor  Vorioble,  Wire  Wound  (low  Operating  Temperature  Style  RA30.......... . . 

Resistor  Voriobl*  Wire  Wound  (low  Operating-Temperature)  Style  RA  10  . . . 

Resistor-CAPACtTOR  Network,  Fixed  Film  Resistors  &  Ceramic  Capacitor,  Style 
RZ110,  16  pin  Dip 

Resistar-CAPAOTOR  Network,  Fixed  Film  Resistors,  S  Ceramic  Capa.*to\  Style 
RZ120,  16  Pin  Flat  Pock 

Resistor,  Adjustable,  VArewound  Power...... . . . . . . . . 

Resistor,  Current  Regulating  (Ballast  Tubes)  Type-TJ311MG1„..„. . . 

Resistor,  Current  Regulating  (Ballast),  Type  TJ102101  . . . . . 

Resistor,  Current  Regulating  (Bo’losl  Tubes)  . . . 

Resistor,  Current  Regulating  (8alfost  Tubes),  Typo  TJ601K01..,. . . . 

Resistor,  Decade  ZM.16  (  )/U  . . . . .  .................. 

Resistor,  Fixed  Wire  Wound  (Power  Type)  Styles  RW  10  RW  11  RW  ‘2  RW  13 
RW  14  RW  15  &  RW  16 

Resistor,  Fixed  Film,  (High  Stability)  Genera  Specification  For  ....................... 

Resistor,  Fixed  =Wire  Wo  (Powcr)type)  Styles  RW  20  RW  21  RW  22  RW  23  RW  24 
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AlPHABETJCAL  LISTING 


TITLE 


Retin,  Polyester,  High  Temperature  Resistont,  Low  Pressure  Lominoling,  . . 

Resin#  Polyester,  Low  Pressure  Laminating,  Fire-retardant . . . . 

Resin,  Polyester,  Bisphenot  •  A  Type  . . . . . . . . ........ 

Resin,  Pofyelher  Urethane  (EU)  Coiling,  Flexible,  Solid,  Unfilled,  45  Durometer  A  -  1 
July  1984 

Resin,  Polyether  Urethane  (EU)  Costing  Flexible,  Solid,  Unfilled  *  1  Jul  84  ................ 

Resin,  Polyimide,  Laminating  &  Molding,  High  Temperature  Resistant,  370  Deg.c 
{700  Ocg.f),  Unfilled,  Addition  Polymer  •  1  Oct  85 
Resin,  Polyimide,  Laminating,  High  Temperature  Resistant,  315  Deg.  C  {600  Deg.  F) 

-  23  Oct  1987) 

Resin,  Polyimide,  Sealing,  High  Temperature  Resistant,  315  Deg,  C  (600  Deg.  F), 
Unfilled  •  1  Apr  83 

ResTn,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  55 
,a,  -  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Poi/*k!  Type,  Durometer  Hardness  65 
,a,  •  I  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Potyether  Type,  Durometer  Hardness  75 
,a,  -  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  85 
,o,  *  l  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Potyether  Type  Durometer  Hardness  95 
,o,  *  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Typo,  Durometer  Hardness  55 
,d,  -  1  Jul  76 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  65 
,d,  -  Jul  76 

Resin,  Polyurethane  Costing  Flexible  Solid  Potyether  Type  Durometer  Hardness  75 
,d,  •  1  Jul  76 

Resin,  Polyurethane  Casting,  Flexible  Solid  Polyether  Type,  Durometer  Hardness  45 

,a, 

Resins  &  Alkyd  Resin  Solutions,  Standard  Test  Method  For  Folly  Acid  Content  Of 
Alkyd  ■  31  Aug  84 

Resins,  Cured  Reinforced,  Ignition  Loss  Of  -(reopproved  1979) .................................. 

Resins,  Epoxy,  Epoxy  Content  Of  -  27  Apr  73  (Reopproved  1980)... . «... . . 

Resistance  Welding  Control  .  1978  . . . . . . . 

Resister,  Current  Regulating  (Bollost  Tubes)  Type  TJ791K01  . . . . 

Resistor  &  Thermocouple  lead  Spool . . . . . . . . . . . 

Resistor  And  Rheostats  Naval  Shipboard . . . . . . 

Resistor  Networks,  Fixed,  Film,  &  Resistor-capacitor  Networks,  Fixed  Film  xesistors 
&  Ceramic  Capacitor 

Resistor  Network.  Fixed,  Film  (Externally  Trimmcble) . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ190,  8  Pin  Sip . . . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ180,  6  Pin  Sip  . . . . . . . . . 

Resistor  Network,  Fixed,  Film  (Externally  Trimmoble) . . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ010,  14  Pon  Dip  . . . . 

Resistor  Network,  fixed,  film  (Externolly  Trimmoble  . . . . . . .... 

Resistor  Network,  Fixed,  Film,  Style  RZ020,  16  Pin  Dip........ . . . . 

Resistor  Network,  Thick  Film,  Fixed  &  Trimmoble . . . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ030,  14  Pin  Flat  Pack . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ040,  6  Pin  Sip . . . . . 

Resistor  Network,  Fixed,  Film,  Style  RZ050,  8  Pin  Sip........... . . . 

Resistor  Network,  Fixed,  Film  Style  RZ060,  10  PIN  Sip  . . . . . 

Resistor  Network,  Fixed,  Film  Style  RZ070,  6  PIN  Sip  . . 

Resistor  Network,  Fixed,  Film  Style  RZ080,  8  PIN  Sip  . . . ................................ . 

Resistor  Network,  Fixed,  Film  Style  RZ090,  10  PIN  Sip  . . . 

Resistor  Network,  Fixed,  Film  Style  RZ100,  16  Pin  Ffat  Pock...... . . . 

Resistor  Voriobfe  Wirewound,  Power  Type  (Unenclosed)  Style  RP  1  0......... ............. 

Resistor  Vorioble,  Wire  Wound  (Low  Operating  Tempcrcture)  Style  RA  20 
Resistor  Vorioble,  Wire  Wound  (Low  Operating  Temperature  Style  RA30......«„..,„... 

Resistor  VoriobI*  Wire  Wound  (Low  Operating  Temperature)  Style  RA  10  ... - - 

Resistor-CAPACITOR  Network,  Fixed  Film  Resistors  &  Ceramic  Capacitor,  Style 
RZUO,  16  Pin  Dip 

Resistor-CAPACITOR  Network,  Fixed  Film  Resistors,  8  Ceramic  Copa.<ro%  Style 
RZ120,  15  Pin  Flat  Pock 

Resistor  Adjustable,  Wirewound  Power.  . . . 

Resistor,  Current  Reguloting  (Scllost  Tubes)  Type  TJ31 1M01 
Resistor,  Current  Regulating  (Ballast),  Type  TJ102L01 
Resistor,  Current  Reguloting  (Bo'lost  Tubes) 

Resistor,  Current  Regulating  (8a!fost  Tubes),  Type  TJ601K01 
Resistor,  Decade  ZM-16  (  )/U  . . . . . . . 

Resistor,  Fixed  Wire  Wound  (Power  Type)  Styles  RW  10  RW  11  RW  ’2  RW  13 
RW  14  RW  15  &  RW  16 

Resistor,  Fixed  Film,  (High  Stability)  Genera  Specification  For 

Resistor,  fixed  Wire  Wo  (Power)type)  Styles  RW  20  RW  21  RW  22  RW  23  RW  24 
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ALPHABETICAL  LISTING 


TITLE 


Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB55 . . ...» . . . 

Resistor,  Fixed,  Film,  (Insulated),  Established  Reliability  Style  RLR05 . . 

Resistor,  Fixed,  Wire  Wound  (Accurated),  Style  . . . . . 

Resistor,  Fixed,  Film,  Established  Reliability,  General  Specification  For . . 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB08......... . . . . . . 

Resistor,  Fixed,  Film,  Established  Reliability  Style  RN57  (Inactive  8  July  1970) . 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB57, . . 

Resistor,  Fixed,  Wire-wound  (Accurate),  Established  Reliability  Style  RBR54 . . 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB58, . . . . . . 

Resistor,  Fixed,  Wire-wound  (Accurate)  Established  Reliability  Style  RBR74 . . 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB59. . . . . . . 

Resistor,  Fixed,  Wire-wound  (Accurate),  Established  Reliability  Style  RBR76. . 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB70. . . . . . . . 

Resistor,  Fixed,  Wirewound,  (Accurate),  Established  Reliability,  General 
Specification  For 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB71.... . . . . . 

Resistor,  Fixed,  Wire&wound  (Accurate)  Established  Reliability  Styles  RBR80  And 
RBR81 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB72 . . . . . . 

Resistor,  Fixed,  Wire  Wound  (Power  Type,  Chassis  Mounted),  Established 
Reliability,  Style  RER40,  RER45,  RER50,  And  RER55 

Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB73... . . . . . 

Resistor,  Fixed,  Wirewound  (Power  Type),  Established  Reliability,  General 
Specification  For 

Resistor,  Fixed,  Composition  (Insulated)  General  Specification  For . . . 

Resistor,  Fixed,  Wire-wound  (Power-type),  Established  Reliability, style  RWR71 
(Inactive  For  Design  After  Date  30  October  1985  (SEE6.2) 

Resistor,  Fixed,  Composition  (Insulated),  Style  RC  20  . . . . . 

Resistor,  Fixed,  Wire-wound  (Power  Type),  Established  Reliobility.style  RWR74 
(Inactive  For  Design  After  10  Jul  81  (See  6.3) 

Resistor,  Fixed,  Composition  (Insulated)  Style  RC  32.. . . . . . . . . . . 

Resistor,  Fixed,  Wire-wound  (Power  Type)  Established  Reliability  Stye  RWR78 . 

Resistor,  Fixed,  Composition  (Insulated)  Style  RC  42... . . . . . 

Resistor,  Fixed,  Wire-wound  (Power-type)  Established  Reliability  Style  RWR80,.... . 

Resistor,  Fixed,  Composition  (Insulated),  Style  RC  07  . . . . . . 

Resistor,  Fixed,  Wirewound  (Power  Type)  Established  Reliability  Style  RWR81 . 

Resistor,  Fixed,  Composition  (Insulated),  Style  RC  05 . . . . . 

Resistor,  Fixed,  Wirewound  (Power  Type)  Established  Reliability  Style  RWR84 . 

Resistor,  Fixed,  Wirewound  (Power  Type)  Established  Reliability  Style  RWR 89 .......... 

Resistor,  Fixed,  Wire-wound  (Power  Type)  Established  Reliability  Style  RWR82  ... . 

Resistor,  Fixed,  Composition  (Insulated)  Established  Reliability,  Generol  Specification 
For 

Resistor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR07 .............. 

Resistor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR20.... . 

Resistor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR32...... . 

Resistor,  Fixed,  Composition  (Insuloted),  Established  Reliability  Style  RCR05 . 

Resistor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR42 . 

Resistor,  Fixed,  Wirebouhd  (Power  Type,  Chassis  Mounted),  Established  Reliability, 
Generol  Specification  For 

Resistor,  Packaging  Of........... . . . . . . . . . . . . . 

Resistor,  Selection  And  Use  Of  . . . . . . . . . . 

Resistor,  Thermocouple  lead  Spool  . . . . . . . . 

Resistor,  Vorioble,  Wirewound  (Low  Operating  Temperature)  Generol  Specification 
For 

Resistor,  Vorioble,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated), 
Established  Reliability  Style  RJR26 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  15  . . . 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  16  ...... — . . 

Resistor,  Vorioble,  Nonwire-wound  (Adjustment  Type,  Single  Turn),  Established 
Reliability,  Style  RJR50 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  20  . . 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed),  Style  RP25 . ... 

Resistor,  Vorioble,  Nonwire  Wound  (Adjustment  Type,  lead  Screw  Actuated), 

CSlolmlml  ncl'olililjf  St/'e'R.'WC 

Resistor,  Vorioble  (Wirewound,  Pov/er  Type)  (Unenclosed)  Style  RP  30  . . ...... 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  35  . . 

Resistor,  Vorioble,  Nonwire  Wound  (Adjustment  Type,  lead  Screw  Actuated), 
Established  Reliability  Style  RJR12 

Resistor,  Variable  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  40  Ower  Type) 
(Unenclosed)  Style  RP  40 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  45  ................... 

Resistor,  Vocable,  Wirewound,  Semi-precision,  Generol  Specification  For.................. 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  50  ................. 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  55  ................. 
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TITLE 


Resistor,  Variable,  Wire  Wound  Semi  Precision,  Style  RK 1 1  . . . . 

Resistor,  Voriobte  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  05  . . . . . 

Resistor,  Variable  (Wirewound,  Power  Type)  Enclosed  Style  RP11  . . . 

Resistor,  Variable,  Wire-wound  (Adjustment  Type),  General  Specification  For  . . 

Resistor,  Variable  (Wirewound,  Power  Type),  General  Specification  For. . . 

Resistor,  Variable  (Wirewound,  Power  Type)  (Unenclosed  Style  RP  06  . . . . 

Resistor,  Variable,  Non  Wire  Wound,  Precision,  Style  RQ091 . . . . . 

Resistor,  Variable  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  25  Ower  Type) 
(Enclosed  Style  RP  07 

Resistor,  Variable,  Wirewound,  Precision,  Style  RR0900  . . . . 

Resistor,  Variable,  Non  Wire  Wound,  Precision  General  Specification  For  . . . 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR4000.. . . . . 

Resistor,  Variable,  Wire  Wound,  Precision,  Style  RR4100  . . . . 

Resistor,  Variable,  Non-wire-wound,  Precision,  Style  RQ090 . . . . 

Resistor,  Variable,  Wire-wound,  Precision  Style  RR2002  . . 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR1004 . . . . . . . 

Resistor,  Variable,  Non  Wire  Wound,  Precision  Style  RQ051  . . . 

Resistor,  Variable,  Wire-wound,  Precision,  Style  2RR2104. . . . 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR3601 . . 

Resistor,  Variable,  Non-wire-wound,  Precision,  Style  RQ110... . . . . . . . . 

Resistor,  Varioble,  Wirewound,  Precision,  Style  RR1100  . . . . . . . . . 

Resistor,  Varioble,  Wirewound,  Precision,  Style  RR2000  . . . 

Resistpr,  Varioble,  Non-wire-wound,  Precision,  Style  RQ150. . . . . . 

Resistor,  Vorioble,  Wirewound,  Precision,  Style  RR3000  . . . . . . 

Resistor,  Varioble,  Wire-wound  (Lead  Screw  Actuated),  Established  Reliability 
General  Specification  For 

Resistor,  Variable,  Wirewound,  Precision,  Style  RR1000  . . . . 

Resistor,  Vorioble,  Wire-wound  (Lead  Screw  Actuated),  Established  Reliability  Style 
RTR12 

Resistor,  Variable,  Wirewound,  Precision,  Style  RR2100  . . . . . . . 

Resistor,  Vorioble,  Wirewound  (Lead  Screw  Actuated)  Established  Reliability  Style 
RTR22 

Resistor,  Varioble,  Wire-wound,  Precision,  Style  RR3100 . . . 

Resistor,  Varioble,  Wire  Wound  (Lead  Screw  Actuated),  Established  Reliability  Style 
RTR24 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3200 . . . . . 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Style  RQ200 . 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR3300 . . . . 

Resistor,  Vorioble,  Non-wire-wound,  Precision,  Style  RQ300 . . . 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3400 . . . 

Resistor,  Variable,  Non  Wire  Wound,  Precision,  Style  RQ100 . . . . . . 

Resistor,  Variable,  Wire  Wound,  Precision,  Styty  RR3500 . . . 

Resistor,  Variable,  Non-wire-wound,  Precision,  Style  RQ160 . . . . 

Resistor,  Varioble,  Wire-wound,  Precision,  Style  RR1300. . . . . . . . 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Style  RQ210...., . . . . . 

Resistor,  Varioble,  Wire-wound,  Precision,  Style  RR1400 . . . 

Resistor,  Variable,  Wirewound  (Leod  Screw  Actuated),  Style  RT10 . 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR3600  . . . . . . 

Resistor,  Varioble,  Wire-wound  (Adjustment  Type,  lead-screw  Actuated),  Style  Rt 
22 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR370Q . . . . . . . 

Resistor,  Vorioble,  Wire  Wound  (Adjustment  Type,  Leod  Screw  Actuated),  Style 
RT12 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR3800 . . . . . . 

Resistor,  Variable,  Wire-wound  (Adjustment  Type,  leod-screw  Actuated),  Style  RT24 
(Inoctive  For  Design  Use  MIL-R-39015/3) 

Resistor,  Variable,  Wire-wound,  Precision,  Style  RR3900. . . . 

Resistor,  Vorioble,  Wire-wound  (Adjustment  Type,  lead-screw  Actuated),  Style  RT26 

Resistor,  Varioble,  Wirewound,  Precision  Generol  Specification  For  . . . . . 

Resistor,  Variable,  Wire-wound  (Adjustment  Type,  Lead-screw  Actuated),  Style  RT27 
Resistor,  Variable,  Precision . . . . . . . 

Resistor,  Variable,  Composition,  Generol  Specification  For . . . . . 


Resistor,  Varioble,  linear  Precision,  Toppoble  (ASG),.. . . . . 

Resistor,  Variable,  Composition,  Style  RV5 . . . . . .., . . . . . «... 

Resistor,  Varioble,  Nonwire  Wound  (Adjustment  Types),  General  Specification  For  .. 

Resistor,  Variable,  Nonwire  Wound  (  Adjustment  Type,  lead-  Screw  Actuated)  Style 
RJU  ( Inactive  For  Design,  Use  Ml l- R -22097/2) 


DOCUMENT 


NUMBER 

FSC  1 

PREP 

DATE 

CUSTODIAN 

l 

Mtl-R-39002/3 

5905 

ER 

31  Mor 

80 

ER 

NOTICE  1 

MIL-R-22/15A  (1) 

5905 

EC 

30  Jon 

86 

ER 

EC 

85 

MII-R-22/4B 

5905 

EC 

22  Jon 

65 

ER 

EC 

85 

Q 

MIL-R-27208C  (3) 

SUPP  1A 

5905 

85 

06  Aug 

82 

ER 

EC 

85 

0 

MIL-R-22B  (3) 

SUPP  IA 

5905 

EC 

13  Mor 

73 

,ER 

EC 

85 

Mll-R-22/18 

5905 

EC 

22  Jon 

65 

ER 

EC 

85 

L 

MILR-39023/9  (1) 

5905 

85 

09  Apr 

79 

85 

MIL-R-22/2C 

5905 

EC 

14  Feb 

66 

ER 

EC 

85 

MIL-R-12934/1B  (1) 

5905 

ER 

13  Apr 

79- 

ER 

EC 

85 

Q 

MIL-R-39023A  (1) 

SUPP  1 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MII.R-I2934/31D  (1) 

5905 

ER 

02  Mor 

87 

ER 

EC 

85 

MIL-R-12934/32B  ()) 

5905 

ER 

13  Apr 

79 

ER 

85 

MIL-R-39023/1A  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

l 

MIL-R-12934/33 

5905 

TO 

28  Feb 

75 

TD 

l 

MllR-12934/34 

5905 

TO 

28  Feb 

75 

TD 

MIL-R-39023/I0A 

5905 

ER 

10  Sep 

85 

ER 

85 

Q  L 

MIL-R-12934/35 

5905 

TO 

28  Feb 

75 

TD 

l 

MIL-R-I2934/36 

5905 

TO 

28  Feb 

75 

TD 

MIL-R.39023/2B 

5905 

ER 

24  Moy 

85 

ER 

EC 

85 

MIL-R-12934/2B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-12934/4B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-39023/3A  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MII-R-I2934/5B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

Q 

MIL-R-39015B  (7) 

SUPP  1 

5905 

ER 

18  Dec 

86 

ER 

EC 

85  NA 

MIL.R-12934/6B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

Mll-R-3 9015/IF 

5905 

ER 

08  Jon 

70 

ER 

EC 

85 

MIL-R-I2934/9B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-39015/2G  (2) 

5905 

85 

04  Nov 

77 

ER 

EC 

85 

MII-R-12934/10C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-390I5/3K 

NOTICE  1 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

MU..R.12934/15C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MILR-39023/4A  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

M1L-R-12934/16D  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MII  R-39023/5A  (1) 

5905 

85 

13  Apr 

79 

ER 

EC 

85 

MIL-R-12934/I7C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-39023/6A  (1) 
NOTICE  1 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-12934/18C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-39023/7A  (1) 
NOTICE  1 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R.12934/19B  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-39023/8A  (1) 
NOTICE  1 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

Mll-R-12934/208  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-27208/2E 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-R-12934/27C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MU-R-27208/4G 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MlL-R-12934/280  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-27208/8F 
NOTICE  1 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

MII.R.12934/29C  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MII.R-27208/9E 

5905 

85 

,27  Feb 

87 

ER 

EC 

85 

MII-R-12934/30D  (1) 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

MIL-R-27208/10A 
NOTICE  1 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

Q 

MII-R.12934H  (1) 
SUPPl  1 

5905 

ER 

13  Apr 

79 

ER 

EC 

85 

l 

MIL-R.27208/11B 

5905 

85 

27  Feb 

87 

85 

l 

Mll-R-22528 

NOTICE  1 

5905 

OS 

23  Feb 

89 

OS 

0 

MIL-R-94D  (4) 

SUPP  1 

SUPPL  1A 

5905 

ER 

21  Moy 

86 

ER 

EC 

85 

Q 

MIL-R.8903A 

5905 

AS 

14  Feb 

66 

AS 

85 

MIL-R-94/2C 

NOTICE  1 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

Q 

MII-R-22097F  (5) 

SUPP  1A 

5905 

85 

06  Aug 

82 

ER 

EC 

85 

MIL-R-22097/1G 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 


688 


ALPHABETICAL  LISTING 


TITLE 

Resistor,  Varloble,  Nonwire  Wound  (Adjustment  Type,  lead  Screw  Actuated),  Style 
RJ12  (Inactive) 

Resistor,  Variable,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated),  Style 
RJ22 

Resistor,  Variable,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated),  Style 
RJ24 

Resistor,  Variable,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated),  Style 
RJ26 

Resistor,  Varloble,  Nonwire  Wound  (  Adjustment  Type,  Sinflle  Turn  Style  RJ50  ( 
Inactive) 

Resistor,  Variable,  Composition,  Style  RV6  . . . . . . . . . . 

Resistor,  VarioUe,  Nonwire-wound  Generol  Specification  For . . . 

Resistor,  Variable,  Composition,  Style  RV2  . . . . 

Resistor,  Variable,  Composition,  Style  RV4  . . . . . . . . 

Resistor,  Variable,  Composition,  Style  2RV7  . . . 

Resistor,  Variable,  Metal  Film  (Germet),  Style  RVC4 . . . 

Resistor,  Variable,  Nonwlre&wound,  Style  RVC5 . . . . . . . 

Resistor,  Variable,  Nonwire-wound,  Style  RVC6 . . . . . . . . 

Resistor,  Voltage  Sensitive  (  Varistor,  Metal-  Oxide) . . . . . . . 

Resistor,  Voltage  Sensitive  (Varistors)  Style  RVS10 . . . . . 

Resistors,  Fixed,  Wire-wound  (Accurate),  General  Specification  For . 

Resistors,  Fixed,  Film,  Chip,  Established,  Style  RM0805  (Metric) . 

Resistors,  Fixed,  Film  (High  Stability),  Style  RN75  (Inoctive  For  Design  After  28 
Nov  1977  Use  MIL-R-55182/10) 

Resistors,  Fixed,  Film  (High  Stability),  Style  RN60  (Inoctive  For  Design  After  9  May 
1972  Use  Mll-R-55182/3) 

Resistors,  Fixed,  Wt'rewound  (Accurate)  Established  Reliability,  Style  Rbr  52 . . 

Resistors,  Fixed,  Film  (High  Stability),  Style  RN65  (Inoctive  For  Design  After  9  Moy 
1972  Use  Mll-R-55182/5) 

Resistors,  Fixed,  Wire-wound  (Power  Type,  Chassis  Mounted),  Established 
Reliability,  Styles  RER60,RER65,RER70,  And  RER75 
Resistors,  Fixed,  Film,  Precision,  Established  Reliability  (0.200  MEGOHM  MAX 
Resistance)  (.00221  Pound) 

Resistors,  Fixed,  Wirewound  (Accurate)  Established  Reliability,  Style  Rbr  55 . 

Resistors,  Fixed,  Film,  Precision,  Established  Reliability,  Style  RFP06 . 

Resistors.  Fixed,  Wirewound,  (Accurate)  Established  Reliability,  Style  Rbr  56 . . 

Resistors,  Fixed,  Wirewound  (Accurate)  Established  Reliability,  Style  Rbr  71 . . 

Resistors,  Fixed,  Wirewound  (Accurate)  Established  Reliability,  Style  Rbr  57. . 

Resistors,  Fixed,  Wirewound  (Accurate)  Established  Reliability,  Style  Rbr  75 . 

Resistors,  Fixed,  Wirewound  (Accurate)  Established  Reliability,  Style  Rbr  53 . 

Resistors,  Fixed,  Film,  Chip,  Established  Reliability,  Style  RM0905 . . . . 

Resistors,  Fixed,  Film,  Chip,  Established  Reliability,  Style  RM1105... . . 

Resistors,  Fixed,  Film,  Established  Reliability,  Style  RNR551  . . . . . . 

Resistors,  Fixed,  Film,  Estob.  Reliability  Style  RNR561/  (Inoctive  For  New  Design 
After  19  Nov  1985  -  Use  MlL-R-55 182/1 

Resistors,  Fixed,- Film,  Established  Reliability,  Style  RNR601  . . . . 

Resistors,  Fixed,  Film,  Established  Reliability,  Style  RNR651  . . . . . . 

Resistors,  Fixed,  Film,  Established  Reliability,  Style  RNR701  . . . . 

Resistors,  Fixed,  Film,  High  Voltoge  Styles  RHV10  Thru  RHV21 . . . 

Resistors,  Fixed,  Film,  High  Voltage  Styles  RHV22  Thru  RHV29..... . 

Resistors,  Fixed,  Film,  High  Voltage,  Styles  RHV30  Thru  RHV35 . 

Resistors,  Fixed,  Film,  High  Voltoge,  StylesrHV368  RHV37,  RHV38,  RHV39,  RHV40, 
RHV41,  RHV42,  RHV43,  RHV44,  RHV45,  RHV46,  RHV47 

Resistors,  Fixed,  Film,  Established  Reliability  Style  RNC90  1/ . . . . 

Resistors,  Fixed,  Film,  Established  Reliability,  Style  RNR75I  . . . 

Resistors,  Variable,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated), 
Established  Reliability  Style  RJR24 

Resistors,  Variable,  Nonwlre-wound,  (Adjustment  Type,  lead-screw  Actuated), 
Established  Reliability,  Style  RJR32  (Inactive  For  New  Design) 

Resistors,  Vorioble,  Wirewound  Semi-precision,  Style  RK09,.,., . . . . 

Resistors,  Varloble,  Nonwire-wound  (Adjustment  Type),  Established  Reliability, 
Generol  Specification  For 

Resolver  Transmitter,  Type  26V.11R15N4B... . . . . . . . . 

Resolver  Transmitter,  Type  26V-11R5N4A  T?. . . . . . . . . . . . 

Resolver  Transmitter,  Type  9V-11R41N40A  . . . . . . . . 

Resolver,  Boll,  1  Inch,  Assembly  , . . . . . . . . . . . . 

Resolver,  F.Iectricol,  Selection  Of  . . . . . . . . . 


Resolver,  Electrical,  linear.  General  Specification  For 
Resolver,  Electrical  Type  15R11W4A  . . . 

Resolver,  Electricof,  linear.  Type  26V  0B13554A 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-R-22097/2F  (1) 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-R-22097/3G 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-R-22097/4D 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL.R-22097/SC  (1) 

5905 

85 

28  Sep 

87 

ER 

EC 

85 

NOTICE  1 

MII-R.22097/6E  (I) 

5905 

85 

27  Feb 

87 

ER 

EC 

85 

NOTICE  1 

MIL-R-94K/3J  (1) 

5905 

ER 

27  Apr 

88 

ER 

EC 

85 

Q  MIL-R-23285B  (5) 

5905 

ER 

05  Aug 

75 

ER 

EC 

85 

SUPP  IB 

MIL-R-94/4J 

5905 

ER 

11  Sep 

85 

ER 

EC 

85 

MIL-R-94/5G 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-R-94/6C  (1) 

5905 

ER 

27  Feb 

86 

ER 

EC 

85 

l  MIL-R-23285/IA 

5905 

EC 

22  Nov 

65 

EC 

MIL-R-23285/2D 

5905 

ER 

05  Aug 

75 

ER 

EC 

85 

MIL-R-23285/3C 

5905 

ER 

20  Feb 

74 

ER 

EC 

85 

Mll-R-83530  (2) 

5905 

85 

25  Mar 

88 

ER 

EC 

85 

MIL-R.83530/1  (1) 

5905 

85 

24  Jul 

87 

ER 

EC 

85 

Q  MIL-R.93D  (4) 

5905 

ER 

23  Jul 

82 

ER 

EC 

85 

SUPl  1A 

MIL-R-SS342/7 

5905 

ER 

01  Sep 

87 

ER 

EC 

85 

MIL-R-10509/5H 

5905 

ER 

22  May 

84 

ER 

EC 

85 

MIL-R-10509/U 

5905 

ER 

17  Apr 

85 

ER 

EC 

85 

MIL-R-3900S/1C 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-R-I0509/2H  (1) 

5905 

ER 

28  Jan 

86 

ER 

EC 

85 

MIL-R-39009/1B 

5905 

ER 

22  Apr 

70 

ER 

EC 

11 

MIL-R-122/1B 

5905 

EC 

10  Jun 

85 

ER 

EC 

85 

MIL-R-39005/4D 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MII-R-122C/6B  (1) 

5905 

EC 

05  Jul 

88 

ER 

EC 

85 

MIL-R-39005/5E 

5905 

ER 

28  Moy 

86 

ER 

EC 

85 

MIL-R-39005/6D 

5905 

ER 

30  Oct 

85 

ER 

EC 

85 

MII-R-39005/7A 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-R-39005/9 

5905 

ER 

18  Aug 

88 

ER 

EC 

25 

NOTICE  1 

MII-R-39005/2C 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-R-55342/8 

5905 

ER 

01  Sep 

87 

ER 

EC 

85 

Mll-R-55342/9 

5905 

ER 

01  Sep 

87 

ER 

EC 

85 

M11-R-55182/1M  (1) 

5905 

ER 

04  Sep 

86 

ER 

EC 

85 

NQl  MILR-55182/128  (1) 

5905 

EC 

16  Jul 

87 

EC 

85 

MII-R-55182/3M 

5905 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-R.55182/5J  (1) 

5905 

ER 

07  Sep 

84 

ER 

EC 

85 

MIL-R-55182/61 

5905 

ER 

03  Jul 

85 

ER 

EC 

85 

Mll-R-49462/1 

5905 

ER 

04  Mar 

87 

ER 

EC 

85 

Mll-R-49462/2 

5905 

ER 

04  Mar 

87 

ER 

EC 

85 

MIL-R-49462/3A 

5905 

ER 

27  Apr 

88 

ER 

EC 

85  NA 

l  Mll-R-49462/4 

5905 

NA 

08  Jul 

87 

NA 

MII-R-55182/9D 

5905 

ER 

15  Jul 

83 

ER 

EC 

85  NA 

MIL-R.55182/10B  (1) 

5905 

ER 

07  Sep 

84 

ER 

EC 

85 

MII-R-39035/2E 

5905 

85 

05  Mar 

87 

ER 

EC 

85 

MII-R-39035/7A 

5905 

85 

25  Sep 

84 

ER 

EC 

85 

NOTICE  1 

MU-R-39002/1D  (1) 

5905 

85 

23  Jon 

85 

ER 

EC 

85 

MIL-R-39035B  (4) 

5905 

85 

05  Mar 

87 

ER 

EC 

85 

SUPP  1 

L  MII-R-234I7/23A 

5990 

AS 

05  Nov 

68 

AS 

MU-R-23417/24A 

5990 

AS 

05  Nov 

68 

AS 

85 

MII-R-23417/25A 

5990 

AS 

05  Nov 

68 

AS 

85 

l  Mll-R-22388 

1290 

OS 

10  Mar 

64 

OS 

MII-STD-1451A 

5990 

AR 

25  Apr 

78 

AR 

AS 

85 

NOTICE  1 

25  APR  1978 

Mll-R-50781  (1) 

5990 

AR 

31  Jon 

85 

AR 

AS 

85 

Mll-R.23417/26 

5990 

AR 

19  Sep 

67 

AR 

AS 

85 

NOTICE  1 

MIL-R-50781/1 

5990 

AR 

03  Sep 

75 

AR 

AS 

85 

NOTICE  1 
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TITLE 


Resolver,  Electricol  Type  15R26W4A  . . . . 

Resolver,  Electricol  Type  11R20W4A  . . . . . . . . . 

Resolver,  Electrical  Type  11R20N4A. . . . . . . . . . 

Resolver,  Electrical  Type  11R2N4B . . . . . . . . . . . 

Resolver,  Electrical  Type  1 1R1N4B . . . . . . 

Resolver,  Electrical  Type  11R21N4B..... . . . . . 

Resolver,  Electrical  Type  08R6N4B  . . . . . . . . . 

Resolver,  Electrical  Type  08R3N4B . . . . . . 

Resolver,  Electrical  Type  08R10N4A  . . . . . . . 

Resolver,  Electrical,  General  Specification  For  . . . . . . 

Resolver,  Electricol  Type  11R7N4A.,... . . . . . . . . 

Resolver,  Electrical  Type  11R17N4A . . . . . .......... 

Resolv  r.  Electrical,  AC  For  Use  In  Polaris  fleet  Ballistic  Missile  Weopon  System 
Type  11R20N4R8A 

Resolver,  Electrical,  Ac,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weapon  System 
General  Specification  For 

Resolver,  Electrical,  AC  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weapon  System 
Type  1 1R2N4R100A 

Resolver,  Electrical,  AC  For  Use  In  Polaris  fleet  Ballistic  Missile  Weapon  System 
Type  25R27NBA 

Resolver,  Electrical,  AC  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Type  11R40N4R8A 

Resolver,  Electrical,  AC  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Type  11R99N4R8A 

Resolver,  Electricol,  AC,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Type  1 1R99N4RBX 

Resolver,  Electrical,  AC,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weapon  System 
Type  11R40N4RBX 

Resolver,  Electricol,  AC,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weapon  System 
Type  1 1R2N4R100X 

Resolver,  Electrical,  AC,  Special  Mounting  For  Use  In  Polaris  Fleet  Ballistic  Missile 
Weapon  System  Type  54RU10N8 

Resolver,  Electricol,  AC,  Special  Mounting  For  Use  In  Polaris  Fleet  Ballistic  Missile 
Weapon  System  Type  54RU10N8 

Resolver,  Electricol,  AC,  Speciol  Mounting  For  Use  In  Poloris  Fleet  Ballistic  Missile 
Weopon  System  Type  28RU42N8 

Resolver,  Electricol,  AC,  Speciol  Mounting  For  Use  In  Poloris  Fleet  Bollistic  Missile 
Weopon  System  Type  28RU82N8 

Resolver,  Electricol,  AC,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Type  4TPU47NBA 

Resolver,  Electrical  Type  08R21W4B  . . . . . . . . 

Resolver,  Electrical  Type  08R7N4A . . . . . . . 

Resolver,  Electricol  Type  15R28W4A  . . . . . . . . 

Resolver,  Electrical,  Type  23R3N4A . . . . . 

Resolver,  Electrical,  Type  23R8N4A . . . . . . . 

Resolver,  Electrical,  Type  23R32N4A  . . . . . . . . 

Resolver,  Electrical  Type  23R32W4A . . . . . 

Resolver,  Electrical  Type  23R58N4A..., . . . . . . . . . 

Resolver,  Electrical  Type  23R58W4A  . . . . . . 

Resolver,  Electricol,  AC . . . . . 

Resolver,  Electricol  Type  1IR23W4A . . . 

Resolver,  Electrical  Type  1SR2N4A . . . . . . 

Resolver,  Electricol  Type  15R8N4A . . . . . . . . . 

Resolver,  Electricol,  MK4  Mod  O  . . . . . . . . . . * . . 

Resolver,  Electricol  Type  15R28N4A. . . . . ........... 

Resorcinol . . . . . . . . . . . * 

Resorcinol..... . . . . . . . . . . . . . . 

Resorcinol  Monoocelote  And  Colloidal  Sulfur  Lotion  . . . . 

Respirator  And  Respirator  Assemblies}  Air  line;  Non-powered  Air.purifying  And 
Powered  Air.purifying 

Respirator  Assemblies,  Air  Line,  With  Face  Piece  (Supplied  Air) . . . . .... 

Respirator  Assemblies,  Air  Line,  With  Helmet  (Supplied  Air) . . . . 

Respirator  Assemblies,  Air  Line,  With  Disposable  Hood  (Suplied  Air) . . . 

Respirator  Assembly}  Half  Mask,  Air.purifying,  Chemical  Cartridge  (For  Organic 
Vapors) 

Respirator  Assembly,  Half  Mask,  Air  Purjfing  Particulate  Filter  (For  Dusts,  Fumes,  & 
Mists) 

Respirator  Assembly:  Holf  Mosk,  Air-purifying,  Combination  Chemical  Cartridge  & 
Filter  (For  Point  Spray  &  Organic  Vapors) 
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Mll-R-23417/27 

NOTICE  1 

5990 

AR 

01  Apr 

86 

AR  AS  85 

MIL-R-23417/29 

5990 

AR 

24  Ocl 

66 

AR  AS  85 

MIL-R-23417/30 

5990 

AR 

24  Oct 

66 

AR  AS  85 

MIL-R-23417/31A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MII-R.23417/32A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MIL-R-23417/33A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MII-R-234I7/34A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MII-R-23417/35A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MH.-R-23417/36A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MIL-R-23417A  (1) 

5990 

AR 

31  Jon 

85 

AR  AS  85 

MIL-R-23417/1 

NOTICE  1 

5990 

AR 

01  Apr 

86 

AR  AS  85 

MIL-R-23417/2 

NOTICE  1 

5990 

AR 

01  Apr 

86 

AR  AS  85 

L 

M1L-R-2I530/2D 

5990 

OS 

26  Feb 

62 

OS 

L 

MIDR-21530D  (2) 

5990 

OS 

09  Mor 

65 

OS 

L 

MII-R-21530/1D  (1) 

5990 

OS 

09  Mor 

65 

OS 

L 

MII-R-21530/3D 

5990 

OS 

26  Feb 

62 

OS 

L 

MIL-R-21530/4D 

5990 

OS 

26  Feb 

62 

OS 

L 

MII-R-21530/5D  (1) 

5990 

OS 

09  Mor 

65 

OS 

L 

MIL-R-21530/12A  (1) 

5990 

OS 

09  Mor 

65 

OS 

L 

MIL-R-21530/13A 

5990 

OS 

26  Feb 

62 

OS 

L 

MIL-R-21530/14A  (1) 

5990 

OS 

09  Mor 

65 

OS 

L 

MIL-R-21530/15  (1) 

5990 

OS 

09  Mor 

65 

OS 

L 

MIL.R.21530/16  (2) 

5990 

OS 

09  Mar 

65 

OS 

L 

Mll.R-21530/18  (1) 

5990 

OS 

09  Mar 

65 

OS 

L 

Mtl-R-21530/19  (2) 

5990 

OS 

09  Mor 

65 

OS 

L 

MU..R-2I530/20A  (1) 

5990 

OS 

09  Mor 

65 

OS 

MII-R-23417/37A 

5990 

85 

2B  Apr 

70 

AR  AS  85 

MII-R-23417/38A 

5990 

85 

28  Apr 

70 

AR  AS  85 

MllR-23417/12 
NOTICE  1 

5990 

AR 

15  Sep 

67 

AR  AS  85 

MII.R-23417/13A 

5990 

AR 

17  Nov 

69 

AR  85 

MIL.R.23417/14A 

5990 

AR 

17  Nov 

69 

AR  85 

l 

MIL-R.23417/16A 

5990 

AR 

17  Nov 

69 

AR 

MIL-R-23417/17 
NOTICE  1 

5990 

AR 

22  Sep 

67 

AR  AS  85 

Mll-R-23417/19 
NOTICE  1 

5990 

AR 

22  Sep 

67 

AR  AS  E5 

Mll-R-23417/20 
NOTICE  1 

5990 

AR 

01  Apr 

86 

AR  AS  85 

L 

MII-R-14346A  (3) 

5990 

AR 

26  Ocl 

84 

AR 

MH-R-23417/3 

NOTICE  1 

5990 

AR 

01  Apr 

86 

AR  AS  85 

Mil-R-23417/4 

NOTICE  ) 

5990 

AR 

01  Apr 

86 

AR  AS  85 

MILR-23417/5 

NOTICE  1 

5990 

AR 

19  Sep 

67 

AR  AS  85 

MIL-R-23417/6 

5990 

AS 

23  Dec 

65 

AS  85 

Mll-R-23417/9 
NOTICE  1 

5990 

AR 

15  Sep 

67 

AR  AS  85 

l 

MIL-R-60864 

6810 

AR 

15  Dec 

67 

AR 

L 

MII-R-22578B 

6810 

OS 

19  Feb 

64 

OS 

MIL-R-37342 

6505 

DM 

04  Feb 

76 

MD  MS  03 

GGG-M-125G 

4240 

/YD 

14  Ocl 

85 

EA  YD  99 

GGG-M-125/1B 
NOTICE  1 

4240 

/YD 

17  Aug 

87 

EA  YD  99 

GGG-M-125/2A 
NOTICE  1 

4240 

/YD 

17  Aug 

87 

EA  YD  99 

GGG-M-I25/3A 
NOTICE  1 

4240 

/YD 

17  Aug 

87 

EA  YD  99 

GGG-M-125/4C 

4240 

/YD 

14  Ocl 

85 

EA  YD  99 

GGG;M-125/5B 

4240 

/YD 

14  Ocl 

85 

EA  YD  99 

GGG-M-125/6B 

4240 

/YD 

14  Ocl 

85 

EA  YD  99 

590 
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TITLE 

Respirator  Assembly:  Half  Mask,  Air-purifying,  Combination  Chemical  Cartridge  And 
Filter  (For  Pciticides  And  Organic  Vapors) 

Respirator  Assembly:  Half  Mask,  Air  Purifying  Particulate-filter  (For  Dusts  And 
Mists) 

Respirator  Assemblies,  Air  Line,  Hood  And  Helmet,  (For  Abrasive  Blasting 
Operations) 

Respirator  Assembly,  Helmet  With  Powered  Air  Purifying  Unit . .  . 

Respirator  Assembly,  Helmet  With  Powered  Air  Purifying  Unit  (Portable  Be  x&pack) 

Respirator  Outfit,  Supplied  Air,  Two  Man  . . . . . . . 

Respirator,  Air  Filtering  . . . . . . . . . . . . 

Respirator,  Air  Filtering,  Dust,  ABC-M4  . . . . . . 

Respirator,  Air  Filtering  (Dust  &  Mist) . . . . . . . 

Response  Of  Rigid  Cellular  Plastics  To  Thermal  &  Humid  Aging....... . 

Responsibilities  Of  Air  Transport  Units,  And  Air  Transported  (User)  Units,  For  Air 
Movement  In  Combined  Operations 

Responsibilities  For  Aircraft  Cross-servicing  Ground  Crew  Training  (Ed.  4)  (Request 
For  Issue  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  D.c.  20330-5058 
Responsibilities  For  Aircraft  Cross-servicing  (Edition  No.  7)  (Req  For  Issue  From 
Other  Than  DOD  &  OOD  Cuntroctors  Must  Be  Sent  Via  HQ  U$AF/XOXX(ISO) 
Washington,  D.c.  20330  -5^58 

Responsibilities  Of  Air  Transport  Units  And  User  Units  In  The  Loading  And 
Unloading  Of  Transport  Aircraft  Intactlcol  Air  Transport  Operations  (Edition  No. 

2) 

Responsibility  For  The  Design  &  Provision  Of  Adaptors  Necessary  For  The 
Compatibilty  Of  Air  Cargo  Loading,  Securing,  Unloading  Or  Dropping  System  In 
Fixed  Wing  Aircraft  (Ed  1)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq 
Usof/xoxx  (Iso)  Wash,  Dc  T033O-5O58 

Restaint  Factors  For  Fixed  Wing  Aircraft  (Chg  1  •  12  Feb  1986)  . . 

Restoration  Shipboard  Electronic  Equipment  F,  IN  And  2N  Cognizance . 

Restoration,  Overhaul,  And  Repair  Of  Electronic  Equipment . 

Restorer,  Pulse  Form  TD-206B/G . . . . . . . 

Restorer,  Pulse  Form,  TD-1218  (  )/G . . . . . . . . . 

Restorer,  Pulse  Form,  TD«1219(  )/G  . . . . . . . 

Restraint  And  Parachute  Harnesses  For  Aircrew.,....,.., . . . . . 

Restraint  Set,  Wrist  And  Ankle  . . . . . . . . . . 

Restraint  System,  Aircrewmans . . . . . . . . . 

Restrictions  For  The  Transport  Of  Military  Equipment  By  Roil  On  European  Railways 
(Edition  No.  2) 

Restrictor,  Fluid  Flow  . . . . . . . . . . 

Resusciator  And  Aspirator . . . . . . . 

Resuscitation  Materiel  For  Field  Use  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT,  Wash,  D.c.  20360  (ABCA  677) 

Resuscitation  Tube,  Chemical  Biological  Mask,  Ml... . 

Resuscitator  And  Aspirator,  Intermittent  Positive  Pressure,  Manual  Cycling  . 

Resuscitator,  Cardiopulmonary  . . . . . . . . 

Resuscitator,  Cardiopulmonary . . . . . . . . . 

Resuscitator,  Field,  1)0  Volt,  60  Cycle,  Ac,  Or  24  Volt,  Dc. . . . . . 

Resuscitator,  Hand-powgred . . . . . . 

Resuscitator,  Hond  Operated  Adult  Single  Use.,., . . . 

Resuscitator,  Hand  Operated  . . . . . . . . . . 

Resuscitator,  Hond  Operated  Adult,  Single  Use . . . . . . . . . 

Resuscitator,  Mouth  To  Mask,  Adult,  Single  Use  . . . . . . . 

Resuscitotor,  Mouth  To  Mosk,  Adult,  Single-Use,  10S  . . . . . . . 

Retainer  (Bose),  Electron  Tube,  Heat  Dissipating,  Octal,  T9 . . . 

Retainer  (Bumper)  Moteriol,  Liner,  Trosh  Con.. . . . . . 

Retainer  Assembly,  Sliding  . . . . . . . . 

Retainer-snap  Parachute  Lanyard  . . . . . . 

Retainer,  Battery&automolive  Tactical  Vehicles  . . . . . . . 

Retoiner,  Bridge  Pin  . . . . . . 

Retainer,  Connector,  Rack  And  Panel,  Miniature  . . . . . . 

Retainer,  Floating  Barrel  Nut  «  May  73  W/DOD  Exceptions . . . 

Retainer,  Kingpin,  Fifth  Wheel&universot  . . . . . . . . . . 

Retainer,  Matrix,  Dental,  Tofflemlre . . .  . . . . . . 

Retainer,  Nut,  Ffooting  Barrel,  Metric  >  June-1  y81. . 

Retoiner,  Packing  8ackup,  Continuous  Ring,  Tetrafluoroethylene  . . . . 

Retoiner,  Pocking,  Hydraulic,  And  Pneumatic,  Tetrofluoroethylene  Resin........ . . 

Retoiner,  Packing,  Back-up  Ring,  Leather . . . . . . . . 

Retoiner,  Pocking,  Hydraulic  And  Pneumatic,  Polytetrafluoroethylene  Resin,  (Single 
Turn) 

Retainer,  Packing,  Back-up,  Teflon  . . . . 

Retainer,  Pocking  Backup,  Tetrofluoroethylene,  Straight  Thread  Tube  Fitting  8oss ...... 

Retainer,  Packing  Backup,  Single  Turn,  Tetrafluroreihylenc.. . . . . . 

Retaining  Compounds,  Single  Component,  Anaerobic.... . . . . . . . . 

Retinoscope,  Copeland,  Cord  Type......,.,.,..,,..,,........... . . . . . 

Retractor  Periosteal,  (Prichard  No.  3)  . . . . . . . 

Retractor  Set,  Abdominal  (Double-ended,  Richardson-castmon) . . . . . 

Retractor  Set,  Gcnerol  Operating  . . .  . . . . . . . 

Retractor,  Abdominal  (O'sullivan-o'connor)  . . . . . 
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GGG-M-125/7B 

4240 

/YD 

14  Ocl 

85 

EA 

YD 

"99 

GGG-M-125/8B 

4240 

/YD 

14  Ocl 

85 

EA 

YD 

99 

GGG-M-125/9A 

4240 

/YD 

17  Aug 

87 

EA 

YD 

99 

NOTICE  1 
GGG-M-125/10A 

4240 

/YD 

17  Auj 

87 

EA 

YD 

99 

NOTICE  1 
GGG-M-125/11A 

4240 

/YD 

17  Aug 

87 

EA 

YD 

99 

NOTICE  1 
MII-R-17729C 

4240 

EA 

28  Nov 

72 

EA 

YD 

99 

MIL-STD-609A 

4240 

EA 

30  Mar 

72 

EA 

YD 

99 

MII-R-3308B 

4240 

EA 

30  Apr 

65 

EA 

MC 

A-A-1633 

4240 

*EA 

14  May 

81 

EA 

YD 

99 

ASTM  D2126  87 

9330 

MR 

26  Sep 

88 

MR 

SH 

n 

AIR-STD-44/18E 

ISDF 

06 

12  Dec 

85 

NAT-STD-3812  (1) 

ISDF 

06 

16  Nov 

88 

NAT-STD-3430  (1) 

ISDF 

06 

23  Jun 

8/ 

NAT-STD-3466  (3) 

ISDF 

06 

23  Feb 

87 

NAT-STD-3616  (4) 

NAT 

ISDF 

06 

25  Ocl 

88 

AIR-STD-44/12D 

ISDF 

06 

01  Feb 

83 

Mll-R-24358 

MISC 

SH 

01  Nov 

68 

SH 

MIL-STD-2110 

MISC 

EC 

18  Dec 

86 

EC 

MII-R-55602A  (2) 

5805 

CR 

08  May 

85 

CR 

MIL-R-49236A 

5820 

CR 

30  Oct 

86 

CR 

MIL-R-49237A 

5820 

CR 

30  Oct 

86 

CR 

AIR-STD-6I/2A 

ISDF 

06 

11  Sep 

84 

MII-R-36171C 

6530 

DM 

03  Mor 

77 

MD 

MS 

03 

MIL-R-81729A 

1680 

AS 

01  Aug 

74 

AS 

99 

NAT-STD-2832  (1) 

ISDA 

AM 

31  Aug 

82 

Mll-R-48212 

NUORAR 

12  Mar 

73 

AR 

A-A-51371 

6515 

MB 

31  Mor 

86 

MD 

MS 

03 

Q-STD-677 

ISDA 

AM 

23  Jon 

85 

AM 

MIL-R-5I279C 

4240 

EA 

09  Sep 

88 

EA 

NOTICE  > 

MII-R-36360C 

6515 

DM 

25  Apr 

72 

MD 

MS 

03 

A-A-51603 

6515 

MB 

17  Apr 

87 

MD 

MS 

03 

A-A-0051603 

6515 

/MB 

08  Aug 

86 

MD 

MS 

03 

MIL-R.36563A  (2) 

6515 

DM 

13  Jul 

70 

MD 

MS 

03 

A-A-51735 

6S-. 

/MB 

14  Nov 

86 

MD 

MS 

03 

A-A-0053675 

6515 

MB 

08  Aug 

88 

MD 

MS 

03 

A-A-51581 

6515 

MB 

31  Aug 

87 

MD 

MS 

03 

AA-53625A 

6515 

MB 

24  Mar 

89 

MD 

MS 

03 

A-A-53633A 

6515 

MB 

24  Mor 

89 

MD 

MS 

03 

A-A-0053633 

6515 

MB 

12  Aug 

83 

MD 

MS 

03 

MII-R-24251/8A  (2) 

5960 

EC 

03  Oct 

79 

ER 

EC 

85 

MIL-R-43767 

8105 

Gl 

10  Mar 

72 

Gl 

SA 

99 

MII-R-52224C 

5420 

ME 

08  Jan 

86 

ME 

MS-27767 

1670 

82 

20  Aug 

71 

AS 

MS-53046C 

2590 

AT 

20  Jul 

73 

AT 

99 

MII-R-52243B 

5420 

ME 

12  Sep 

79 

ME 

MS-24696 

5935 

85 

08  Aug 

86 

85 

NOTICE  1 

NAS  578-73 

5310 

AS 

15  Sep 

78 

AV 

AS 

11 

REV  5 

MS-53040A 

2510 

AT 

05  Nov 

63 

AT 

MC  99 

GG-R-14728 

6520 

/DM 

30  Apr 

87 

MD 

MS 

03 

NA  0134  81 

5310 

IS 

23  May 

86 

AR 

11 

MS-27595D 

5330 

82 

06  Jon 

78 

MR 

AS 

99 

MIl-R-879iD~(!; 

5330 

82 

21  Feb 

89 

MR 

AS 

99 

MS-35803A 

5330 

82 

30  Jan 

70 

AV 

AS 

99 

MIL-R-8791/1 

5330 

82 

21  Feb 

89 

MR 

AS 

99 

MS-28782D 

5330 

82 

12  Jun 

58 

AV 

AS 

99 

MS-28773 

5330 

82 

04  Nov 

66 

AV 

AS 

99 

MS-28774J 

5330 

82 

21  Feb 

77 

MR 

AS 

99 

MII-R-46082B  (5) 

8030 

MR 

19  Jon 

88 

MR 

AS 

MIL-R-3722) 

6515 

DM 

30  Aug 

76 

MD 

MS 

03 

A-A-53291 

6520 

MB 

07  Dec 

87 

MD 

MS 

03 

A-A-53786 

6515 

MB 

14  Dec 

83 

MD 

MS 

03 

MIL-R-36906 

6515 

DM 

01  Nov 

72 

MD 

MS 

03 

A-A-53768 

6515 

M3 

15  Nov 

83 

MD 

MS 

03 

591 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Retractor,  Abdominal,  Balfour,  Self-retaining,  6  Blodci  . . 

Retractor,  Abdominal,  (Bolfour,  Self-retoinlmg) 

Retractor,  Abdomlnol  (O’jullivan-o'connor) 

Retractor,  Abdominal  (Lemmon,  Extra  Deep,  Deader,  94/2  Inch  Blade)  , 

Rctrcctor,  Cheek,  light  Angle  (Johnson)  ..... . . . . 

Retractor,  Eyelid,  Nonmagnetic,  Dcsmarrcs,  5*1  '2  Inch 

Retractor,  General,  Senn  . . . . . . . . . 

Retractor,  General  Operating,  Volkmann . . . 

Retractor,  General  Operating..,.  . . .m.„. .......... .. 

Retroctor,  Hemilaminectomy,  Haverficld  scoytlle  And  Blades,  Refractor. 

Interchangeable 

Retractor,  Hysterectomy,  Heaney,  Large.  . . . . . . 

Retractor,  Mastoid,  Wcltloner  .  .....  . . . . 

Retractor,  Mastoid,  Jansen,  3*VS-3  Blunt  Prongs  ..  . . .  ,  ... . . «...  „ 

Retractor,  Nerve  Root,  Love . .  . . . . . .  . . . 

Retractor,  Nerve  Root  (Holier) . . . . . . 

Retroctor,  Oral  Obwegcser  Design..  .  . . . . . . 

Retractor,  Rectal  (Hill  fcrguson)  .  . . .  ..............  . . . . . 

Retractor.  Rectal  (Hill-fERGUSON)  . . . . . . . ....... 

Retractor,  Rib  (Burford-fmochiollo . . . . . . . . . 

Retractor,  Rib  (Tuflier) . .  .  . . . . .  . 

Retractor,  Rib  (Tuflier).,.,,., . . . . . . . . . . . . 

Retractor,  Rib,  Harken . . . . . . . . 

Retractor,  Tissue  (Hibbs)  . . . . .  .. ........ 

Retractor,  Tongue  And  Check  (University  Of  Minnesota)..,..,.... . . . 

Retroctor,  Tracheal,  Hupp .  . . . .  . . . . .  ......... . 

Retractor,  Universal,  Delee . . . . . . . . . . 

Retractor,  Universal,  Dclec  . . . . . . . . . . . 

Retractor,  Vcqinal,  Plastic,  Disposable,  50$, . . . . . . 

Retractor,  Vaginal,  Sims . . . . . . . 

Retractos,  Hip  Joint  (Aufranc  Cobra) . . . . . . . . 

Retransmission  Coble  K*t  MK*456(  )/GRC  (Units  Of)  . . . .  . . . . 

Retread  Tire  »  Aircraft  28  X  7.7  (200  Mph)  Type  Vii  (Navy)  ........................... ...... 

Retread  Tire  •  Aircraft,  44  X  )3  (200  Mph)  Type  Vii  (Novy)  _ ... 

Retread  Tire  -  Aircraft  28  X  9.0  (173  Mph)  Type  Vii  (Navy)  . ................. 

Retriever,  Stirring  Bar . . . . . 

Retro  Reflective  Glass  Beads . . . . 

Retrofit  Kit,  Roller,  Mine  Clearing,  Track  Width,  Tank  Mounted  . . . . . 

Revetment  Kit,  Prefabricated  Modular  Type,  Corrugated  Steel  Panels  . . . . . . 

Review  And  Acceptance  Of  Engineering  Drawing  Packages............... . . 

Revision  Of  Engineering  Drawings  (Req  For  Issue  From  Other  Than  DOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(lSO)  Wash.,  D  c.  20330*5058) 

Revolver,  Caliber  .38  Special  2  And  4  Inch  Barrel,  Six  Shot  . . . 

Revolver,  Caliber  .38  Spcciol,  Double  Action,  5  Shot  And  6  Shot,  Commercial  And 
Military,  General  Specification  For 

Revolver,  Caliber  ,38  Special,  Double  Action,  5  Shot  And  6  Shot,  Commercial .......... 

Revolver,  Coliber  .38  Special,  Double  Action,  5  Shot  And  6  Shot,  Military,,,.,,,.,,,-.,., 

Rf  Transmission  Lines  &  Fittings  (Notice  10)  . . . . . . . . . . . . 

Rheostat  &  Aircraft  Power ........... . . . . . . . . 

Rheostat,  Aircraf*  Power  . . . . . . . . 

Rhodium  Plating,  Elcctrodeposltcd  . . . . . . . . . . . . 

Ribbon  AF  ROTC  Leadership  &  AF  JROTC  Outstanding  Cadet  _ _ ........ 

Ribbon  AF  ROTC  Distinctive  GMC  Cadet  AF  JROTC  Leadership...,. . . . . . . 

Ribbon  Attachment,  Star  . . . . . . . . . . . . 

Ribbon  Attachment,  Clasp,  Good  Conduct  Medal  . . . . 

Ribbon  Attachment,  Clasp,  Campaign  And  Service  Medals,  A,  N,  Me 
Ribbon  Attachment,  Clasp,  Campaign  And  Service  Medals,  N,  Me,  Cg 

Ribbon  Attachment,  Armed  Forces  Reserve  Numerol  . . 

Ribbon  Attachment,  Arrowhead . . . . . . . 

Ribbon  Attachment,  Berlin  Airlift  . . . . . . . 

Ribbon  Attachment,  letter,  W  . . . . . . . .............. 

Ribbon  Attachment,  letter,  A . . . . . . ...................... 

Ribbon  Attachment,  Fleet  Marine  Force  Combat  Insignia . . . 

Ribbon  Alfochment,  Cfasp,  Antarctica  Service  Medal . . . . 

Ribbon  Attachment,  Disc,  Antarctica  Service  Medol...... . . . . 

Ribbon  Attachment,  Additional  Civilian  Awards . . . . .  . . . 

Ribbon  Attachment,  Aaoitionot'onoi  Awards,  Noso 

Ribbon  Attachment,  Numerals,  Strike  Flight,  Novy  And  Air  Medal,  Army 

Ribbon  Attachment,  Pclm,  Vietnamese  Cross  Of  Gallantry..... ..  ..... 

Ribbon  Attachment,  Dote  Bar,  Republic  Of  Vietnam  Campaign  Medal . 

Ribbon  Attachment,  Bravery,  Navy...........................  ............................................ 

Ribbon  Attachment;  Torch,  Army  And  Air  Force,  ROTC.,,,... .........  , 

Ribbon  Attachment,  Additional  Awards  (Lamp),  Rote....,,...,.,. 

Ribbon  Attachment,  Heroism  Wreath . . . 

Ribbon  Attachment,  Operational  Distinguishing  Device,  Coast  Guard 
Ribbon  Attachments,  AFJOTC  Drill  Team  And  Color  Guard  Bars..,. 

Ribbon  Attachment,  AFROTC  Bronze  Cross  . . . . . 

Ribbon  Attachment,  Navy  ,e, .. .............  „ 

Ribbon  Attachments;  Triangle,  Nona . . . .  -  . 


M1L-R-36982 

6515 

DM 
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73 
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DM 

09  Oct 
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MS 
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MS 
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6515 

MB 

18  Nov 
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MS 
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MIL-R-37544 

6515 

DM 

06  Aug 

76 

MD  MS 

03 

A.  A  .53821 

6515 

MB 

08  Feb 
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MD  MS 
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6515 

MB 
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88 

MD  MS 
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A-A-0051940 
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MB 

15  Jun 
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MD  MS 

03 
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6515 

MB 

14  Oct 
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MS 
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6515 

MB 

20  May 

87 

MD 

MS 

03 

A-A-53767 
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MB 
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88 

MD 
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MB 
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6515 

MB 
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MD  MS 

03 
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MS 
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A-A-51737A 

6515 

MB 

01  Jun 

88 

MD 

MS 
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AA-53335 

6520 

MB 

18  Jan 

88 

MD 

MS 

03 

Mll-R-36987  (1) 

6515 

DM 

15  Apr 

74 

MD 

MS 

03 

A-A-0051739 

6515 

/MB 

28  Jan 

87 

MD  MS 

03 

A-A-51729 
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MB 

06  Jul 

88 

MD  MS 

03 

Mll-R-37009 

6515 

DM 

2)  Sep 

73 

MD  MS 

03 

MIL-R-36052A 

6515 
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10  Oct 

68 

MD 

MS 

03 

A-A-51888 

6515 

MB 

19  Feb 

88 

MD 

MS 

03 

l 

MIL-R-55168A  (1) 

5995 

CR 

09  Mar 

72 

CR 

L 

MS-3384A 

2620 

AS 

29  Dec 

81 

AS 

l 

MS-3388A 

2620 

AS 

15  Dec 

82 

AS 

L 

MS-3385A 

2620 

AS 

15  Dec 

82 

AS 

MS-36459 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

A-A-874 

8010 

1 

01  Jan 

80 

L 

Mll-R-53002  (2) 

1095 

ME 

04  Jun 

85 

ME 

L 

MIL-R-28653B 

5450 

YD 

22  Mar 

84 

YD 

MIL-HDBK  288 

DRPR 

MC 

24  Od 

85 

AIR-STD-104/138 

ISDF 

06 

21  Jon 

87 

l 

M1I-R-9979A 

1005 

84 

30  Jul 

69 

99 

D-R-1187C 

NOTICE  1 

1005 

/AR 

18  Apr 

86 

AR 

OS 

99 

DR-1187/ 1 

NOTICE  2 

1005 

/AR 

18  Apr 

86 

AR 

OS 

99 

D-R-l  187/2 

NOTICE  2 

1005 

/AR 

18  Apr 

86 

AR 

OS 

99 

MIL-HDBK  216 

MISC 

EC 

11  Mar 

82 

EL 

EC 

85 

AN3155 

REV  5 

5905 

85 

2  feb 

48 

AV 

85 

Q 

MIL-R-6749 

NOTICE  3 

5905 

AS 

20  Nov 

87 

ER 

AS 

85 

Mll-R-460858 

MFFP 

MR 

24  Apr 

84 

MR 

AS 

20 

MIL-R-11589/209A 

8455 

IH 

28  Feb 

86 

IH 

11 

MIL-R-1 1589/210A 

8455 

IH 

28  Feb 

86 

IH 

11 

MIL-R-41819/7E 

8455 

IH 

30  May 

86 

IH 

NU 

11 

MIL-R-41819/8D 

8455 

IH 

30  May 

86 

IH 

11 

MIL-R-41819/9B 

8455 

IH 

30  May 

86 

IH 

NU 

MIL-R-418I9/10B 

8455 

IH 

30  May 

86 

IH 

NU 

MIL-R-41819/11B 

8455 

IH 

30  May 

86 

IH 

PE 

11 

MIL-R-418I9/12B 

8455 

IH 

30  May 

86 

IH 

11 

MIL-R-4I819/I3B 

8455 

IH 

30  May 

86 

IH 

NU 

1) 

MIL-R-4I819/I4B 

8455 

IH 

30  May 

86 

IH 

NU 

MIL-R-41819/15A 

8455 

IH 

31  Dec 

69 

IH 

NU 

Mlt-R-41819/168 

8455 

IH 

30  May 

86 

IH 

NU 

MIL-R-41819/17B 

8455 

IH 

30  May 

86 

IH 

NU 

11 

MIL-R-4I819/18B 

8455 

IH 

30  May 

86 

IH 

NU 

11 

l 

MIL-R-41819/  19C 

8455 

IH 

30  May 

86 

IH 

l 

MII-R.41819/20B 

8455 

IH 

30  Moy 

86 

IH 

L 

MIL-R-418)9'2)0 

8455 

IH 

30  Moy 

86 

IH 

NU 

Mll-R-41819'228 

8455 

IH 

30  May 

86 

IH 

NU 

11 

MIL-R-4I819/23C 

8455 

IH 

30  May 

86 

IH 

NU 

11 

MIL-R-41819/24B 

8455 

IH 

30  Moy 

86 

IH 

NU 

MIL-R-41819.  25C 

8455 

IH 

29  Sep 

87 

IH 

11 

L 

MIL-R-41819/26A 

8455 

IH 

30  May 

86 

IH 

L 

MIL-R-41819/27A 

8455 

IH 

30  May 

86 

IH 

MIL-R-41819-28A 

8455 

IH 

30  Moy 

86 

IH 

NU 

MIL-R-41819/29A 

8455 

IH 

30  May 

86 

IH 

11 

MIL-R-418I9/30A 

8455 

IH 

30  May 

86 

IH 

11 

MIL-R-41819/31A 

8455 

IH 

30  May 

86 

IH 

NU 

t 

Mll-R-41819'34 

8455 

IH 

04  Mar 

86 

IH 
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ALPHABETICAL  LISTING 


TITLE 

Ribbon  Attachment,  Decoration  And  Medal,  General  Specification  For . 

Ribbon  Attachment,  Legion  Of  Merit,  Chief  Commander  And  Commander..., . . 

Ribbon  Attachment,  Legion  Of  Merit,  Officer  . . . . 

Ribbon  Attachment,  Letter  V  . . . . .  . . . . . . 

Ribbon  Attachment,  Oak  Leaf  Cluster.......,, . . . . . . . . . 

Ribbon  Attachment,  Superior  Cadet  Award,  Rote  . . . . . 

Ribbon  Attachment,  Additional  Civilian  Awards,  Air  Force . . . . .  .... 

Ribbon  Physical  Fitness,  Air  Force  Rote  . . . . . . . . . 

Ribbon  Us  Army  Recruiting  Command  Award  For  Jrotc . . . . . . 

Ribbon;  Commendable  Service  Award, EPA  . . . . . . . . 

Ribbon,  AF  ROTC  Academic  Award  (Six  Weeks  FT)  &  AF  ROTC  Superior 
Performance 

Ribbon,  AF  ROTC  College  Scholarship  Recipient  o.  JROTC  Honor  Unit . . 

Ribbon,  AF  ROTC  Honors  &  AF  JROTC  Meritorious  Unit . . . . . . 

Ribbon,  AF  ROTC  Athletic  Award  (Four  &  Six  Week  FT)  &  AF  JROTC  Ou’standing 
Flight 

Ribbon,  AF  ROTC  Commandant’s  Award  (FT)  &  AF  JROTC  Academic . . 

Ribbon,  AF  ROTC  Marksmanship  Award  (Four  &  Six  FT)  &  AF  JROTC  Service 
Ribbon 

Ribbon,  AF  ROTC  Superior  Performance  &  AF  JROTC  longevity . „ . 

Ribbon,  AFROTC  Category  And  AFJROTC  Summer  leadership  School . . . 

Ribbon,  AFROTC  Recruiting  Award  . . . . . . . . . 

Ribbon,  AFROTC  Outstanding  Flight  And  AJROTC  Achievement..... . . . . 

Ribbon,  AFROTC  Warrior  Spirit  And  AJROTC  Cocurriculor  Activities . . . 

Ribbon,  Accounting  Machine  . . . . . . . . . . . 

Ribbon,  Accounting  Machine  . . . . . . . . . . . . . 

Ribbon,  Achievement  Medal  For  Civilian  Service,  Army  . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodcmic,  N- 1*3 ......... . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2*3  . . . 

Ribbon,  Achievement,  Senior  Rote,  Academic  R-2*4. . . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2*5  . . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2-6  . . . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2*7  . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2*8  . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2*9  . . . 

Ribbon,  Achievement,  Senior  Rote,  Athletic  R*2*10.. . . . 

Ribbon,  Achievement,  Senior  Rote,  Military  R-3-1  . . . . 

Ribbon,  Achievement,  Senior  Role,  Military  R-3-4  . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Military  *3*5  . . . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Military  R*3«6  . 

Ribbon,  Achievement,  Senior  Rote,  Military  R-3-8  . . . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Military  R-3-9  . . . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Military  R*3-10  . . . . . . . 

Ribbon.  Achievement  S  Eniorirotc,  Miscellaneous,  R*4*l . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Miscellaneous,  R»4<2 . . . . . 

Ribbon,  Achievement,  Senior  Rote,  Miscellaneous,  R*4<3 . . . . 

Ribbon,  Achievement,  Senior  Rote,  Miscellaneouss,  R*4>4...... . . . 

Ribbon,  Achievement,  Scnio*  Rote,  Miscellaneous,  R*4>5  . . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  N«l»l . . . . . . 

Riboon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  N*l»2 . 

Gibbon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  . . 

Ribbon,  Achievement,  Junior  ROTC&  NDCC,  Military,  N*3*10 . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3*U  . . . 

Ribbon,  Achievement,  Junior  ROTC  8.  NDCC,  Military,  N-3-12 . . . 

Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Military,  N*3*13  . . . . . . 

Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Military,  N-3-14  . . 

Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Military,  N*3*15  . . . . . 

Ribbon,  Achievement,  Junta*  Rote  And  Ndcc,  Miscellaneous,  N*4*l . . . 

Ribbon,  Achievement,  Junior  And  Ndcc.miscel  loncous,  N*4*3... . . . . 

Ribbon,  Achievement,  Junior  Role  8.  Ndcc,  Academic,  N*1 -5 . . . . . 

Ribbon,  Achievement,  J  . . . . . . . . . . . . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  N-l-7 . . . . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  N»l*8 . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Academic,  N-l-9...... . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodcmic,  N-MO.. . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N-2-l  . . . . .................. 

Ribbon,  Achievement  Junior  Rote  &  Ndcc,  Athletic,  N*2*2  . . . . . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N*2*3  . . . . . .  «... 

Ribbon,  Achievement,  Junior  Role  &  Ndcc,  Athletic,  N*2*4 . . . . . . 

Ribbon.  Achievement,  Junior  Rotc  &  Ndcc,  Athletic,  N-2*5 . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Military,  N*3'l  . . . . . . 

Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Military,  N*3*2  . . . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3>3 . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N*3*4, . . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N*3*5 . . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N*3*6 . . .  . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3*7 . . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCCr  Military,  N*3*8 . . . . 

Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N*3*9 . . . . . . . . 

Ribbon,  Achievement,  Junior  Rota  And  Ndcc,  Miscellaneous,  N*4*5..„ . . 

Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1-1 ......  . . 

Ribbon,  Achievement,  Senior  ROTC,  Academic  R-T -2 . . . . . 

Ribbon,  Achievement,  Senior  ROTC,  Academic  R-l -3 .... 


DOCUMENT 


NUMBER 

FSC 
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DATE 

CUSTODIAN 
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n 
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IH 
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86 

IH 
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n 
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IH 

30  May 

86 

IH 

NU 

u 
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8455 

IH 

30  Moy 

86 

IH 

NU 

99 

L 

MIL-R-41819/5B 

8455 

IH 

30  May 

86 

IH 

MIL-R-41819/6C 

8435 

IH 

30  May 
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Rim  Contour  •  25.00*28  Type  Jii,  Low  Pressure,  Main  landing  Gear  Wheel . 

Rim  Contour  •  5.00  *5  Type  lii,  Low  Pressure,  Helicopter  Landing. Geor  Wheel... . 

Rim  Contours  &  24  X  5.5,  22  X  5.5,  20  X  5.5  And  18  X  5.5,  Type  Vii,  Extra  High 
Pressure,  Lending  Gear  Wheel 

Rim  Contours  ■  22  X  5.5  And  5.5  Type  Vii,  Extra  High  Pressure,  landing  Gear 
Wheel 

Rim  Contours  -26X6.6,  30X7.7,  32X8.8,  34X9.9,  36X11,  38X11,  40X12,  44X13, 

Type  Vii,  Extra  High  Pressure  Main  Landing  Gear  Wheels 
Rim  Contours,  56X16  And  49X17,  Type  Vii,  Extra  High  Pressure,  Mlg  Wheel . . 

Rims,  Curing,  Tire  Mold  Vulcanizer..................... . . . . . . 

Ring  &  Bonding,  Electrical  Connector . . . . . . 

Ring  &  Hydraulic  Gasket  Bock&up . . . . . . . . . . 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MIL-R-11589/268A 

8455 

IH 

28  Feb 

86 

IH 

Mll-'!-115S9/269A 

8455 

IH 

28  Feb 

86 

IH 

NU 

L 

MIL-R-1 1589/3)6 

8455 

IH 

28  Apt 

86 

IH 

L 

MIL-R-11589/155D 

8455 

IH 

28  Feb 

86 

IH 

NU 

MU-R-11589/148D 

8455 

IH 

20  Aug 

86 

IH 

NU 

11 

Mll-R-1 1589/1498 

8455 

IH 

28  Feb 

86 

IH 

NU 

11 

Mll-R-1 1589/150B 

8455 

IH 

28  Feb 

86 

IH 

NU 

11 

MII-R-11589/151C 

8455 

IH 

28  Feb 

86 

IH 

NU 

11 

Mtl-R-ll589/181C 

8455 

IH 

28  Feb 

86 

IH 

NU 

11 

Mll-R-1 1589/173B 

8455 

IH 

28  Feb 

86 

IH 

NU 

11 

MU-R-11589/152C 

8455 

IH 

28  Feb 

86 

IH 

NU 

L 

Mll-R-1 1589/I91A 

8455 

IH 

28  Feb 

86 

IH 

L 

MIL-R-1 1589/153B 

8455 

IH 

28  Feb 

86 

IH 

Mll-R-1 1589/154B 

8455 

IH 

28  Feb 

86 

IH 

NU 

A-A-1824 

9905 

X 

07  Aug 

81 

MII-R-35084A 

8920 

GL 

16  Jun 

66 

GL 

SA 

50 

N-R-351H  (1) 

8920 

/Gl 

19  Dec 

77 

Gl 

SA 

50 

MII-R-44226A 

8940 

GL 

29  Mor 

88 

GL 

SA 

50 

N-R-002146 

8940 

/GL 

24  Sep 

82 

Gl 

MH-R -442/4 

8920 

Gl 

01  Mo/ 

87 

GL 

SA 

50 

N-R-002189 

8920 

GL 

06  Oct 

83 

Mll-R-37558 

6505 

DM 

06  Jun 

77 

MD 

MS 

03 

A-A-2472 

5110 

t 

02  Jun 

86 

A-A-2456 

5110 

t 

02  Jun 

86 

A-A-2457 

5110 

t 

02  Jun 

86 

A-A-2458 

5110 

X 

02  Jun 

86 

A-A-2459 

5110 

X 

02  Jun 

86 

A-A-2460 

5110 

X 

02  Jun 

86 

A-A-2461 

5110 

X 

02  Jun 

86 

A-A-2462 

5110 

X 

02  Jun 

86 

A-A-2463 

5110 

t 

02  Jun 

86 

A-A-2464 

5110 

X 

02  Jun 

86 

A-A-2465 

5110 

X 

02  Jun 

86 

A-A-2466 

5110 

X 

02  Jun 

86 

A-A-2469 

5110 

X 

02  Jun 

86 

A-A-2470 

5110 

X 

02  Jun 

86 

A-A-2471 

5110 

X 

02  Jun 

86 

MIL-R-43323E 

8465 

GL 

26  Sep 

86 

GL 

MC  99 

l 

MIL-R-26672A 

1005 

84 

25  Mor 

70 

99 

MII-R-1167A 

NOTICE  1 

1005 

AR 

17  Jun 

88 

AR 

OS 

99 

L 

MH-R-I4330A 

1005 

AR 

28  Jun 

57 

AR 

OS 

MII-R-1296E 

1005 

AR 

21  Mor 

88 

AR 

OS 

99 

Q -SID-46  (1) 

ISDA 

AM 

25  Apr 

85 

l 

MII-R-4J511C 

NOTICE 

1015 

AR 

12  Feb 

87 

AR 

Mll-R-45001 

PACK 

AR 

24  Jan 

89 

AR 

OS 

99 

NOTICE  1 

Mll-R-3285  (1) 

1005 

84 

19  Aug 

53 

AR 

OS 

99 

L 

Mll-R-639978  (1) 

1005 

AR 

10  Feb 

88 

AR 

MII-R-45587A  (1) 
NOTICE  1 

1005 

AR 

17  Jun 

88 

AR 

MC 

99 

L 

MII-R-12605A 

NOTICE  1 

1010 

AR 

13  Mor 

86 

AR 

MU-R-45979  (1) 

1005 

AR 

18  Aug 

86 

AR 

OS 

MII-K-45012E 

NOTICE  1 

1005 

AR 

17  Apr 

86 

AR 

OS 

99 

L 

Mlt-R-285688  (1) 

3820 

YD 

29  Mor 

85 

YD 

ANSI  C80.5-77 

5975 

YD 

05  Apr 

82 

ME 

YD 

85 

ASTM  D1784-8I 
NOTICE  1 

9330 

YD 

05  Jun 

87 

MR 

YD 

L 

MS-24369A 

1630 

70 

31  Oct 

88 

99 

NOTICE  1 

AND1058) 

REV  C 

1630 

70 

17  Jun 

69 

AV 

AS 

99 

AND  10576 

1630 

70 

04  Nov 

88 

AV 

AS 

99 

REV  C 

AND10583 

REV  B 

1630 

70 

17  Jun 

69 

AV 

AS 

99 

AND  10578 

1630 

70 

17  Jim 

69 

AV 

AS 

99 

REV  B 

MS-24370B 

NOTICE  1 

1630 

70 

31  Oct 

88 

AV 

AS 

99 

AND10582 

1630 

AS 

16  Sep 

49 

AS 

11 

AND10573 

REV  E 

1630 

70 

04  Nov 

88 

AV 

AS 

99 

L 

MS-24368A 

NOTICE  1 

1630 

70 

31  Oct 

88 

99 

L 

MIL-R-45843B 

4910 

AL 

08  Jul 

77 

Al 

AN3111 

5975 

AS 

22  Oct 

48 

AV 

AS 

85 

AN6244 

1650 

AS 

30  Oct 

45 

AV 

AS 

99 

598 


ALPHABhTiCAL  LISTING 


TITLE 


Ring  -  Lock  (inactive) . . . . . . . . . . . . 

Ring  ,v,  Quick  Fit,  Parachute  Harness . . . . . . . . . . . . 

Ring  Assembly.  Electrical  Contact  7665497  . . . . . . . . . . . 

Ring  Back  Up,  Boss  Connection,  Ams  365)  . . . . . . . . . 

Ring  Buoy,  Lifesaving,  Auto  •  Inflatable  . . . 

Ring  Coupling,  Fixed  (Inactive  12-671. . . . . . . 

Ring  Lucky  And  Insulotor  Assembly  For  Cartridge,  1G5MM,  Heat-Tt  M456A1E1  ........ 

Ring  Retaining,  Internal,  Steel  (Asg)  (Inactive  13  June  1960)  . . . . . . 

Ring  Retaining,  External,  ,e,  (Reduced  Section  Type)., . . . . . . . . 

Ring  Rigid  Tube  Connector,  Corrosion  Resistant  Steel  •  5  Jun  78  .............................. 

Ring  Terminal . . . . . . . . . . . . . . . 

Ring-bock-up,  Port  Connection,  AMS3660  Metric................ . . . . . 

Ring-parachute  Harness  (V) . . . . . . . 

Ring-parachute  Harness  (D)  . . . . .  . . . 

Ring-reefing  Parochute . . . . . . . . . . . . 

Ring-reto-nlng,  External,  Steel  (Asg)  (Inactive  |3  June  1960)  . . ...... 

Ring-rigid  Tube  Connector,  Aluminum  •  5  Jun  78 . . . . . . . . . . . 

Ring,  ,v,  Quick  Fit,  Parachute  Harness . . . . . . . . . 

Ring,  Adapter,  For  M75  Adaption  Kit  . . . . . . . . . . 

Ring,  Bearing,  Inner,  For  Needle  Roller  8earing  With  Drown  Outer  Ring . . 

Ring,  Bearing,  Inner,  For  Needle  Roller  Bearing  With  Thick  Outer  Race  . . . . . 

Ring,  Breech,  Steel  Forgings  For . . . . . . . . . 

Ring,  Corgo  Tiedown  (10,000),  Type  III . . . . . . 

Ring,  Cargo,  Tiedown  (25,000  Lb),  Type  IV. . . . . . . . . . 

Ring,  Cervical  Spine  Traction  . . . . . . . . . . . 

Ring,  Connecting,  Rectangular  (Inactive) . . . . . . . . . . . . 

Ring,  Connecting,  Round  . . . . . . . . . 

Ring,  Coupling,  Rotating . . . . . . . . . . . . 

Ring,  Crimping  (For  ABC-M17  Mask) . . . . . . . . . . . . 

Ring,  Crimping  (For  ABC-M17  Mask) . . . . . . . . . . . 

Ring,  Dee . . . . . . . . . . 

Ring,  Dee&&medium...... . . . . . . . . . . . . 

Ring,  Electrical  Contact . . . . . . . . . 

Ring,  Expansion,  Hose,  Brass  . . . . . . . . . . 

Ring,  External  Threaded  (Screw,  Retaining) . . . . . . . . . . . 

Ring,  Flash  Welded  Corrosion  8,  Heat  Resistant  Austenitic  Steels  &  Austenitic  Type 
Alloys  ■  l  Jon  82 

Ring,  Flash  Welded,  Titanium  &  Titanium  Alloys  *  1  Oct  82  . . . . . . . 

Ring,  Gasket,  Back-up,  Teflon  . . . . . . . 

Ring,  Laboratory  Apparatus  Support,  Closed  Type  W/integro!  Clamp........ . 

Ring,  Laboratory  Apporotus  Support,  Closed  Extension  Type.. . . . . 

Ring,  Laboratory  Apparatus  Support,  Open  Type,  W/integral  Clamp  . . . 

Ring,  Lock....... . . . . 

Ring,  Lock,  Flight  Pressure  Refueling  Nozzle . . . . . . . . . 

Ring,  Lock,  Serrated,  Metric..... . . . . . . . . . 

Ring,  Lock,  Serrated . . . . . . . . . . 

Ring,  Lock,  Serrated-high  Strength . . . . . . . 

Ring,  Loose  Leaf  Binder . . . .  . . 

Ring,  Loose-leaf  Binder . . . . . . . . . . . . 

Ring,  Obturating  For  60MM  Mortar . . . . . . . . . . 

Ring,  Parachute  Harness,  Quick-fit,  V  Type  . . . . . . . . 

Ring,  Parachute  Harness,  Accessory  Attaching . . . . . 

Ring,  Piston,  Molybdenum  Facing,  Engine,  Top  Compression . . . . . . . 

Ring,  Potting  Boot,  Electrical  Connector,  Scries  Isi . . . . . . . . . 

Ring,  Retainer,  External . . . . . . . . . . 

Ring,  Retaining  (Tapered  And  Reduced  Section  Type) . . . . . 

Ring,  Retaining  -  Propeller  Hub,  Snap  . . . . . . . . . . . 

Ring,  Retaining,  Round  Section  . . . . . . . . . 

Ring,  Retaining,  External,  E  ,  Reinforced  (Reduced  Section  Type)  . . . . . 

Ring,  Retaining,  Spiral  (Uniform  Cross  Section) . . . . . . . 

Ring,  Retaining,  Externo)  Grip . . . . . . . . 

Ring,  Retaining,  Round  Section,  External,  Closed  Type  . . . . . . . . 

Ring,  Retaining,  External  Interlocking  . . . . . . . 

Ring,  Retaining,  External,  Prong-lock  (Reduced  Section  Type)  .................................. 

Ring,  Retaining,  External,  Heavy-duty  (Tapered  Section  Type).. . . . . 

Ring.  Retaining,  Series  Bnc  Connectors  (Inactive  5-4-73) . . ......................... 

Ring,  Retaining,  External,  Bowed  E  (Reduced  Section  Type)  . . ........... . . 

Ring,  Retaining,  Preferred  For  Design,  listing  Of  . . . . 

Ring,  Retaining,  Internal,  Basic  (Tapered  Section  Type)  . . . 

Ring,  Retaining,  External,  Inverted  (Tapered  Section  Type)  . . 

Ring,  Retaining,  Internal,  Inverted  (Tapered  Section  Type)*...............-.............. . . 

Ring,  Retaining,  External,  Bowed  (Tapered  Section  Type)  ....................................... 

Ring,  Retaining,  Internal,  Bowed  (Tapered  Section  Type) . . 

Ring,  Retaining,  External,  Beveled  (Tapered  Section  Type)  . . ............. 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AN996 

5340 

AS 

15  Apt 

74 

AS 

99 

REV  2 

MS-27765C 

1670 

82 

02  Jan 

86 

GL 

AS 

99 

l 

MIL-R-45633 

1290 

AR 

24  Jun 

59 

AR 

MS-9058C 

5330 

AS 

10  Jun 

69 

AS 

11 

MIL-R-24661 

4220 

SH 

11  Dec 

85 

MS-24128C 

5935 

EC 

06  Dec 

71 

CR 

EC 

85 

L 

MIL-R-48032 

NOTICE  1 

1315 

AR 

27  Mo, 

87 

AR 

L 

MS-90I4A 

5340 

AS 

13  Jun 

60 

AS 

MS-16633A 

5365 

OS 

15  Apr 

69 

AR 

OS 

99 

NAS  595-78 

REV  4 

4730 

CS 

21  Nov 

79 

AS 

MS-75124 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC 

85 

MA  2515-86 

5330 

IS 

16  Jun 

87 

AV 

AS 

11 

MS-22045B 

1670 

82 

06  Dec 

74 

GL 

AS 

99 

MS-22046C 

1670 

82 

26  Aug 

74 

GL 

AS 

99 

MS-27762C 

1670 

82 

20  May 

83 

GL 

AS 

99 

l 

MS-9013B 

5340 

AS 

13  Jun 

60 

AS 

NAS  592-78 

4730 

AS 

03  Apr 

81 

AV 

AS 

11 

REV  4 

MS-701 13B 

1670 

GL 

30  Apr 

86 

GL 

AS 

99 

L 

MIL-R-48813 

NOTICE  1 

1195 

AR 

20  Mo, 

88 

AR 

MS-17130F 

3110 

AT 

28  Sep 

81 

AT 

OS 

99 

MS-51962F 

3110 

AT 

28  Oct 

86 

AT 

OS 

99 

L 

MII-R-10I85C 

FORGMR 

24  Feb 

75 

MR 

MS-21236 

1670 

AS 

01  Dec 

67 

GL 

AS 

99 

MS-21237 

1670 

AS 

01  Oec 

67 

GL 

AS 

99 

A-A-53097 

6515 

MB 

31  Aug 

87 

MD 

MS 

03 

l 

MS -35252 A 

4010 

AR 

24  Mo, 

71 

AR 

MIL-R-2327F  (1) 

5365 

GL 

07  Jul 

77 

GL 

YD 

99 

MS-24120C 

5935 

Ml 

30  Apr 

86 

Ml 

AS 

85 

NOTICE  1 
MIL-R-50068A 

INT  AMD  1  (MU) 

4240 

EA 

30  Sep 

64 

EA 

SH 

99 

l 

MIL-R-0050068D 

4240 

EA 

08  Aug 

83 

EA 

l 

MIL-R-3390F 

5365 

GL 

08  Sep 

88 

GL 

99 

l 

MS-51925B 

5340 

AR 

22  Jon 

71 

AR 

l 

MIL-R-62366A 

2590 

AT 

24  Ocl 

85 

AT 

MIL-R-11521F 

4730 

ME 

08  Ocl 

80 

ME 

SH 

99 

l 

MIL-R-48211 

NUORAR 

10  Mor 

86 

AR 

AMS  74901-82 

5365 

20 

01  Ocl 

82 

MR 

AS 

20 

AMS  7498H-82 

5365 

20 

01  Sep 

83 

MR 

AS 

20 

MS-28783E 

NOTICE  1 

5330 

82 

08  Sep 

86 

AV 

AS 

99 

MS-35944C 

6640 

EA 

10  Nov 

86 

EA 

MS 

99 

MS-35945C 

6640 

EA 

10  Nov 

86 

EA 

MS 

99 

MS-35946C 

6640 

EA 

10  Nov 

86 

EA 

MS 

99 

l 

MS-25086C 

5340 

AS 

02  Feb 

87 

AS 

1 

MS-24360A 

1680 

82 

11  Apr 

60 

99 

DOD-R-63276/2 

5340 

AR 

26  Sep 

77 

AR 

OS 

99 

MS-51990B 

5365 

AR 

19  Jon 

89 

AR 

AS 

99 

MS-51997C 

5365 

AR 

19  Jon 

89 

AR 

AS 

99 

A-A-125A 

7510 

» 

09  Dec 

79 

RR-R-330B 

7510 

% 

01  Sep 

72 

l 

MIL-R-48401A 

1310 

AR 

15  Aug 

77 

AR 

MS-70102C 

1670 

GL 

30  Apr 

86 

GL 

AS 

99 

MS-701238 

1670 

GL 

30  Apr 

86 

GL 

AS 

11 

MS-39348A 

2805 

ME 

22  Feb 

73 

ME 

99 

MS-27485F 

5935 

85 

22  Jul 

88 

CR 

AS 

85 

L 

MS-321 1A 

5365 

OS 

24  Mor 

76 

OS 

MIL-R-21248B 

5365 

OS 

01  Aug 

69 

AR 

OS 

99 

MS -5009 A 

1610 

84 

29  Apr 

81 

AV 

AS 

11 

MIL-R-70337 

5365 

AR 

15  Jon 

88 

AR 

99 

MS-3215 

5365 

OS 

20  Nov 

68 

AR 

OS 

99 

MIL-R-27426A 

5365 

OS 

01  Mo, 

72 

AR 

OS 

99 

MS-90707A 

5365 

OS 

18  Apr 

69 

AR 

OS 

99 

MIL-R-70337/1 

5365 

AR 

15  Jon 

88 

AR 

99 

M3-907GSA 

5355 

CS 

15  Apr 

69 

AR 

OS 

99 

MS-3216 

5365 

OS 

20  Nov 

68 

AR 

OS 

99 

MS-3217A 

5365 

OS 

29  Jon 

69 

AR 

OS 

99 

MS-90144B 

5935 

CR 

04  Moy 

73 

CR 

EC 

85 

MS-16634A 

5365 

OS 

21  Jul 

66 

AR 

OS 

99 

Mll-STD-1756 

5365 

AR 

15  Jon 

79 

AR 

OS 

MS-16625C 

5365 

OS 

13  Aug 

68 

AR 

OS 

99 

MS-16626A 

5365 

OS 

23  Apr 

69 

AR 

OS 

99 

MS-16627A 

5365 

OS 

15  Apr 

69 

AR 

OS 

99 

MS-16628A 

'  5365 

OS 

27  Jun 

69 

AR 

OS 

99 

MS-16629C 

5365 

OS 

13  Aug 

68 

AR 

OS 

99 

MS-16630A 

5365 

OS 

15  Apr 

69 

AR 

OS 

99 

599 


ALPHABETICAL  LISTING 


TITLE 

Ring,  Retaining,  Internal,  Beveled  (Tapered  Section  Type) 

Ring,  Retaining,  External,  Creiccnt  (Reduced  Section  Type), ....... .......... 

Ring,  Retaining,  External,  Basic  (Tapered  Section  Type)  . . . . .................... 

Ring,  Sealing,  8utodIene*ocryIonIlrilc  Rubber  Fuel  Resistant,  Low  Shrinkage  NBR 
Type,  6575  *  1  Apt  86 

Ring,  Sealing,  Fluorocarbon  Rubber  High  Temperature  Fluid  Resistant  Very  Low 
Compression  Set  FKM  Type  85-95  -  1  Jan  83 
Ring,  Sealing,  Fluorocarbon  Rubber  High  Temperature  Fluid  Reslstont,  Very  Low 
Compression  Set  FKM  Type  70  80  «  15  Jul  80 

Ring,  Scoling,  Tubular  Metal,  Corrosion  &  Heal  Reslstont  Steel... . . . ......... 

Ring,  Shear  Seal  M753  8  Inch  Projectile  . . . . . . . . . 

Ring,  Side,  Automotive  Wheel  For  Taclicol  Wheeled  Vehicles  . . . 

Ring,  Split  -  Type  MA-2,  flight  Pressure  Refueling,  Reception  Coupling  (Asg). . 

Ring,  Wiper,  Hydraulic  And  Pneumatic,  Piston  Rod,  Dirt . . 

Ring,  Wiper,  Piston  Rod. . . . . . .  . . . . . 

Ring,  Zeroing  . . . . . . . . . . . . . . . 

Ringer,  Telephone  TA*48/FT.„„„„..,„ . . . . . . . . . . . . . . 

Rings,  Aluminum  AUoy,rol!ed  Or  Forged  1.0  MG-0.6  SI-0.28  Cu  0.20  Cr 
(6061-T651,  6061-T652),  Mechanically  Stress  Relieved  -  15  Jan  77 
Rings,  Aluminum  Alloy  Flash  Welded,  5.6  ZN-2.5  MG.  1.6  CU-0.26  Cr.  (7075773)  . 
15  Jon  76 

Rings,  Aluminum  Alloy,ro!lcd  Or  forged  6.3  CU-0.30  MN-0.18  ZR*0.10V.0.60  Ti 
(2219-T351,  2219*1352)  ■  15  Jon  77 

Rings,  Aluminum  Alloy.rolled  Or  Forged  4.5  CU-0.85  SI-0.80  Mn  0.50MG 
(20147651,  20147652),  Solution  Heal  Treated,  Mechonicolly  Stress  Relieved  And 
Precipitation  Heat  Treated  1  Jan  87 

Rings,  And  Forgings,  Hand,  Aluminum  Alloy,  1.0  MG-0.60  SI-0.28  CU-0.20  Cr 
(60617652),  Solution  Heat  Treated,  Stress  Relief  Compressed,  And  Precipitation 
Heal  Treated  ■  1JAN87 

Rings,  flash  Welded  Titanium  Alloys  •  1  Oct  88  .. . . . . . . . . 

Rings,  Flash  Welded  Aluminum  &  Aluminum  Alloys  -  15  Jul  77  . . . . 

Rings,  Flash  Welded  Non  Austenitic  Corrosion  Resistant  Steels  -  15  Jul  80......... . 

Rings,  Flash  Welded,  Carbon  &  low-olloy  Steels  -  15  Jon  78 . . . . . 

Rings,  Rubber,  For  Asbestos  Cement  Pipe  28  Apr  75  . . . . . 

Rings,  Sealing,  Phosphonitrilic  Fluoroelostomer  High  temperature-fluid  Resistant  65  • 
75FZ  Type  Fz  Type  -  1  Oct  87 

Rings,  Sealing,  Phosphonitrilic  Fluoroelostomer  Hlgh*temperature-fluld  Resistant  75  • 
85FZ  Type  *  1  Oct  87 

Rings,  Shield  Crimp,  For  MS  3419  Bockshell  (Inactive  After  1  JUL  82  Use  MIL 
C85049/26 

Rinse  Additive,  loundry  (Fabric  Softener  And  Antistatic  Agent) . . . 

Rinse  Additive,  Dishwashing,  Concentrated  .... . . . . . . . . 

Rinser  Sanitizer,  Con  . . . . . . . . . . . . . . . . . . . . 

Rinser-sanitizer,  Can...... . . . . . . . . . . . . . . . 

Riot  Control  &  Training  Agents  CS  &  CR............. . . . . . . . 

Riot  Control  Agent  CS1 . . . . . . . . . 

Riot  Control  Agent,  CS  Capsule . . . . . 

Riot  Control  Agent  CR  . . . . . . . . . . . . . . . . 

Riot  Control  Agent,  CR  Solution  . . . . . 

Riot  Control  Agent,  C$2  . . . . . . . . . 

Riot  Control  Agent,  CS  . . . . . . . . . . . . . . 

Rip  Cord,  Parachute,  Personnel  . . . . . . . . . . . 

Ripcord,  Parachute,  Personnel,  General  Specification  For  . . . . . 

Ripping  Tools,  Metal  Drum,  Paving  Breaker . . . . 

Ritodrine  Hydrochloride  Injection  . . . . . . . . . . 

Rivet . . . . , . . . . . . . . . 

Rivet  &  Countersunk  Head,  High  Temperature,  Am*  7229  . . . . . 

Rivet  &  Countersunk  Head,  High  Temper  of  ure,  AMS7232  . . . 

Rivet  &  Universal  Head,  Corrosion  Resistant  Steel . . . . . . . . 

Rivet  &  Universal  Head,  High  Temperature,  AMS7229 . . . 

Rivet  &  Universal  Hoad,  Mild  Steel  . . . . . 

Rivet  &  Universal  Heod,  High  Temperature,  AMS7232 . . . 

Rivet  *  Blind  Protruding  Heod,  Mechonicolly  locked  Spindle,  Bulbed  *  17  Apr  78 
W/DOD  Exceptions 

Rivet  *  Blind  100  Deg  Flush  Heod,  Mechonicolly  Locked  Spindle,  Bulbed  -  17  Apr  78 
V//DOD  Exceptions 

Rivet  »  Blind,  Protruding-Head,  Mechonicolly  Locked  Spindle,  Bulbed  -  1  Aug  G3 
W/dod  Exceptions 
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MS-1663IC 

5365 

OS 

13  Aug 

68 

AR 

OS 

99 

MS-16632A 

5365 

OS 

21  Jul 

5 

AR 

OS 

99 

MS-16624B 

5365 

OS 

08  Nov 

84 

AR 

OS 

99 

AMS  7258A-86 

5330 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  7259*83 

5330 

20 
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83 

MR 

AS 

20 

AMS  7276A-B0 

5330 

20 

01  Sep 

83 

MR 

AS 

20 

AMS  73258*86 

5365 

20 

01  Aug 

86 

MR 

AS 

20 

l  MIL-R-63166 

1110 

AR 

07  Apr 

88 

AR 

NOTICE  1 

MS-53045A 

2530 

AT 

08  Jul 

88 

AT 

99 

NOTICE  1 

MS-2436  IB 

1680 

82 

15  May 

61 

AS 

99 

MS  *28903 A 

1650 

71 

09  Nov 

87 

AS 

99 

Q  Mll*R*5049C 

1650 

71 

16  Aug 

83 

AV 

AS 

99 

MS-90398 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

MII-R-10374B 

5805 

CR 

03  Mar 

86 

CR 

NOTICE  1 

AMS  4312*77 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4174*76 

5365 

AS 

13  Aug 

82 

MR 

AS 

20 

AMS  4313*77 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  43148*87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  4248*87 

FORGAS 

25  Apr 

88 

MR 

AS 

20 

AMS  7498J  88 

5365 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  7488D-77 
NOTICE  1 

5365 

11 

15"Mor 

88 

MR 

AS 

11 

AMS  ’  93H-80 

NOTIc  1 

5365 

11 

15  Mar 

88 

MR 

AS 

1) 

AMS  7496G-78 
NOTICE  1 

5365 

11 

15  Mar 

88 

MR 

AS 

11 

ASTM  D1869-78 
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YD 

26  Jul 

82 

MR 
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99 

AMS  7261/1B-87 
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89 

MR 
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AMS  7261/2B-87 

5330 
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MR 
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GL 
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82 
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82 
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74 

AV 

AS 

99 

-  123750  REV  4 
AN12540) 

5320 

82 

-27  Jun 

74 

AV 

AS 

99 

-  125550  REV  3 
AN12315I 

5320 

99 

27  Jun 

74 

AV 

AS 

82 

■  123300  REV  4 
AN125551 

5320 

82 

27  Jun 

74 

AV 

AS 

99 

-  125700  REV  3 
AN12330) 

5320 

99 

27  Jun 

74 

AV 

AS 

82 

-  123450  REV  4 

6 

NAS  1738*78 

REV  2 

5320 

AS 

30  Jon 

84 

AS 

11 

c 

NAS  1739*78 

REV  2 

5320 

AS 

30  Jan 

84 

AS 

11 

E 

NAS  1768*83 

REV  2 

5320 

AS 

30  Jon 

84 

AS 

11 

600 


ALPHABETICAL  LISTING 


Tine 


Rivet  *  Blind*  Protruding  Head,  locked  Spindle  -  >3  Nov  78  W/DOD  Exception* . 

Rivet  -  Blind,  Protruding  Head,  locked  Spindle  -  31  Aug  84  W/DOD  Exception* 

Rivet  *  Blind*  100  Deg,  Flush  Head,  locked  Spindle  •  31  Aug  1984 . . . * . . 

Rivet  *  Blind,  100  Deyfiush  Head,  Mechanically  locked  Spindle,  Bulbed  »  1  Aug  83 
W/DOD  Exception* 

Sivet  -  Flat  Head,  Hi*  Shear,  Close  Tolerance  Shank  *  Mar  1980  . . . . . 

Rivet  «  Tubular,  Ova!  Head . . . . . . . . . . . 

Rivet  *  Tubular,  ISO  Deg.  Flat  Countersunk  Head..., . . . . . ........ 

Rivet  *  100  Deg,  Countersunk  Head  Corrosion  Resistant  Steel.. . . . . . 

Rivet  For  Safety  Chain  Type  !i.  Class  6,  No,  O . . . . . . . 

Rivet  Sets,  Pneumatic  Tool........ . . . . . . . 

Rivet-blind,  Protruding  Head,  Mechanically  locked  Spindle,  Bulbed  -  11  Apr  85 
W/DOD  Exceptions 

Rivet-blind,  100  Deg.  Flush  Head,  Mechonicolly  locked  Spindle,  Bulbed  -  11  Apr  85 
W/DODEXCEPTIONS 

Rivet-solid,  Countersunk  100  Deg  Head,  A286  Corrosion  Rcsistont  Steel,  Metric  - 
May  79 

Rivet-solid,  Countersunk  100  Deg  Head,  Monel,  Metric  -  Moy  79  . . . . . . . 

Rivet-solid,  Reduced  Countersunk  100  Deg  Head,  A286  Corrosion  Resistant  Steel, 
MET  RIO  MAY-7  9 

Rivet-solid,  Reduced  Countersunk  100  Deg  Head,  Monel,  Metric  •  Moy  79 . . 

Rivet-solid,  Unlversol  Head,  Monel,  Metric  *  May  79 . . . . . . . . . 

Rivet,  Blind  *  Generalpurpose,  Bulbed,  Self  Plugging  Mechan;coUy-!ocked  Spindle  * 
Nov  77 

Rivet,  Blind-countersunk  Head,  Drive  Type . . . . . . . ......... 

Rivet,  Blind,  Drive  Type  . . . . . . . . . . . 

Rivet,  Blind,  High  Strength,  Pull  Type,  Positive  Mechanical  lock,  100  Degrees  Flush 
Heod,  Alloy  Steel,  112  K.s.i.  Fssu 

Rivet,  Blind,  Nonstruclural,  Retained  Mondrei,  Open-end,  Domed  Heod,  Aluminum 
Alloy 

Rivet,  Blind,  Nonstructural,  Universal  Head,  Class  1 . . . . . . . . . 

Rivet,  Blind,  Nonstructural  Type  ... . .  . . . . . . . . . . 

Rivet,  Blind,  Nonstructurol,  100  Deg.  Flush  Head,  Class  2  . . . . . 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel  General  Specification  For . . . . 

Rivet,  Blind,  Nonstruct-irol,  Retained  Mond-ct,  Open  end.  Domed  Head,  Aluminum 
Alloy,  Carbon  Steel,  Corrosion  Resistant  Steel 
Rivet,  Blind,  Nonstructurol,  Retained  Mondrei,  Open-end,  Domed  Head, 

Nickcl-copper  Alloy 

Rivet,  Blind,  Nonstructurol,  Retained  Mondrei,  Open-end,  3D  Domed  Head,  Aluminus 
Alloy,  Carbon  Steel 

Rivet,  Blind,  Nonstructural,  Retained  Mandrel,  Open-end,  100  Deg.  Countersunk 
Head,  Aluminum  Alloy 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open-end,  120  Deg.  Countersunk 
Heod,  Aluminum  Alloy,  Carbon  Steel,  Nickel-copper  Alloy 
Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Closed-end,  Domed  Heod,  Aluminum 
Alloy 

Rivet,  Blind,  Nonstructurol,  Retained  Mondrei,  Closed-end,  120  Deg.  Countersunk 
Heod,  Aluminum  Alloy 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open-end,  Snap  Heod  Aluminum 
Alloy 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  O’sen-end,  120  Deg,  Countersunk 
Heod,  Aluminum  Alloy 

Rivet,  Blind,  Self  Plugging,  Mechanically  locked  Spindle,  Bulbed  *  Aug  83  W/DOD 
Exceptions 

Rivet,  Blind,  Self  Plugging.  Mechonicolly  locked  Spindle  ■  Dec  72  W/OOD 
Exceptions 

Rivet,  Blind,  Structural  Pull  Stem,  Self  Plugging,  Protruding  Head,  Type  I  . . ..... 

Rivet,  Blind,  Structural,  Mechonicolly  locked  &  Friction  Retainer  Spindle,  (Reliability 
Mointainobilityldcsign  &  Construction  Rcq, 

Rivet,  Blind,  Structural  Pull  Stem,  Self  Plugging,  100  Deg.  Flush  Head,  Type  li . 

Rivet,  Blind,  Universal  Heod,  Drive  Type  . . . . . . . 

Rivet,  Hi-sheor  100  Deg.,  Flush  Close  Tolerance  Head,  Sup.  NAS  177  *  Dec  72 
W/dod  Exceptions 

Rivet,  Hi-shcor,  100  Deg.  Heod  Interference  Fit,  Titanium  Alloy  *  Sep  57  W/DOD 
Exceptions 

It*  shcof.  Flat  Head,  F*‘,  T*»n«<«rn- Alloy  *  S*p  57  W/OOD 

Exceptions 

Rivet,  lorge  *  72  (Rccppraved  83) . „« . . . . . . . . 

Rivet,  Protruding  Head,  High*sheer,  Sup.  NAS  178  *  Dec  72  . . . . . 

R«vet,  Sem*  Tubular,  General  Purpose  Metric  *  24  Jul  84.,.,.,,.,.,.„..«»....... . . 

Rivet,  Set,  Hand... . . . . . . 

Rivet,  Slug,  Sleeveless  *  31  Oct  1985  ....... .  . . . . . . . 

Rivet,  Smoil  Solid  -  72  (Rcopproved  83) . . . . . . . . 

Rivet,  So'ld  -  Tinner  S  . . . . . . . ...» . .  ...... 

Rivet,  Solid  -  Universal  Heod,  Ams  7233(ASG)  . . .  . . ,, 

Rivet,  Sold  *  Universe!  Head,  Ams  5737(aSG) 

Rivet,  Solid  *  100  Deg  Flush  Heod  Ams  7235  (Asg).„ . .  ...... . . 
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ALPHABETICAL  LISTING 


TITLE 

Rivet,  Solid  ■  100  Deg  Flush  Head,  Arm  7233<ASG)„ . . . . 

Rive  I,  Solid  Countersunk  Head  Bross  Or  Copper  . . . . . . 

Rivet,  Solid  Universal  Head,  Aluminum  Alloy  &  Titanium  Columbian  Alloy,... . . . 

Rivet,  Solid  100  Deg.  Flush  Shear  Head,  Aluminum  Alloy,  Titanium  Columbian  Alloy 

•  31  Mor  82  W/DOD  Exceptions 

Rivet,  Solid-universal  Head,  Steel,  Carbon,  And  Steel  Corrosion-resistant . . 

Rivet,  Solid-universal  Head,  Brass,  Copper  And  Nickel-copper  Alloy  . . . . 

Rivet,  50UD-100-DEG.  Countersunk  Head,  Corbon  Steel,  Corrosion-resistant  Steel, 
Monel  And  Copper 

Rivet,  Solid,  Aluminum  Alloy,  Gtado  7277,  Tempered  . . . . . . 

Rivet,  Solid,  Belt.. . ....................... . . . . . . . 

Rivet,  Solid,  Button  HcoJ,  Steel  (Inactive) . . . . . . . . 

Rivet,  Solid,  Countersunk  100  Deg.,  Precision  Head,  Aluminum  And  Aluminum  Alloy.. 

Rivet,  Solid,  Countetsunk  100  Deg.  Precision  Head,  Copper,  Metric . . . 

Rivet,  Solid,  Countersunk  100  Deg.  Precision  Head,  Carbon  Steel,  Metric . . 

Rivet,  Solid,  Small  •  Metric  •  8  Sep  83  . . . 

Rivet,  Solid,  Small,  Pan  Head,  Steel,  Annealed  . . . . . . . . 

Rivet,  Solid,  Small  Metric  -  8  Sep  83...... . .......................... . . . . . 

Rivet,  Solid,  Small,  Countersunk  Head,  Steel,  Annealed............................ . 

Rivet,  Solid,  Small;  Rivet,  Split,  Small;  R;vet,  Tubular,  Small  Flat  Washer  (Burr);  And 
Cop,  Rivet,  General  Pnrpose 

Rivet,  Solid,  Tinners . . . . . . . 

Rivet,  Solid,  Universal  Head,  A286  Corrosion  Resistant  Steel  *  Sep  67 . . 

Rivet,  Solid,  Universal  Head,  Corbon  Steel,  Metric . . . . . . . 

Rivet,  Solid,  Universal  Head,  Copper,  Metric  .............................. . . . . . . 

Ri/et,  Solid,  Universal  Head,  Brass,  Metric  (Metric).,........,. . . . . . 

Rivet,  Solid,  100  Deg.  Flush  Head,  A286  Corrosion  Resistant  Steel  *  Sep  67  W/dod 
Exceptions 

Rivet,  Solid,  100  Deg,  Flush  Shear  Head  A2G6  Corrosion  Resistant  Steel  And  Monel 

•  13  Nov  78  W/DOD  Exceptions 

Rivet,  Solid,  120  Deg.- Flush  Interference  Shear  Head . . . . . 

Rivet,  Solid,  120  Deg.  Flush  Interference,  Tension  Type  Head  . . 

Rivet,  Split,  Oval  Heod,  Steel  . . . . . . . . . . . . 

Rivet,  Split,  Ovol  Head,  Brass  . . . . . . . . . 

Rivet,  Steel,  Corrosion  Resistant  18CR  -  9NI  Solution  Heot  Treated  •  1  Oct  85 . 

Rivet,  Steel,  Corrosion  &  Heal  Resistant  18CR  •  10.5NI  *  (Cbooto)  Solution  Heat 
Treated  -  1  Jan  86 

Rivet,  Structure!,  Aluminum  Alloy,  Titanium  Columbium  Alloy,  General  Specification 
For 

Rivet,  Titanium,  Bimetal  95  Ksi  F  Su  General  Specification  For . . . 

Rivet,  Titanium,  Bimetal,  95  KSI  Su,  Protruding  Heod,  Type  1 . . . . . . . . 

Rivet,  Titanium,  Bimetal,  95  Ksi  Fsu,  100  Deg.  Tension  Crown  Head,  Type  li  . . 

Rivet,  Titanium,  Bimetal,  95  Ski  F  Su,  100  Degrees  Reduced  Flush  Crown  Head, 

Type  lii 

Rivet,  Tubular  •  Flat  Heod  . . . . . . . . . . . . . . 

Rivet,  Tubular  (Inactive  Use  MS  16535  And  MS  16536)...... . . . . . . . . . 

Rivet,  Tubular,  100  Deg,  Countersunk  Head . . . . . 

Rivet,  Tubular,  Round  &  Flat  Type  Heod,  Metric  . . . . . . 

Riveted,  Power,  Pneumatic  Hydraulic  Or  Pneumatic  Blind  Rivet  Installation  . . 

Riveter,  Blind,  Hand  And  Heads . . . . . . . . 

Riveter,  Pneumatic,  Jom  And  Hammer,  And  Holder-on,  Portable  . . . . . 

Riveter,  Yoke,  Hond  (Rivet  Squeezer,  Hond)  .... . . . . . 

Riveter,  Yoke,  Pneumotic,  Compression  Type,  Portable,  With  Rivet  Sets . . 

Rivets  And  Rivet  Type  Fasteners  Preferred  For  Design,  listing  Of . . . 

Rivets  For  Broke  linings  &  Bolts  For  Broke  Blocks  -  Jul  68  . . . . . . 

Rivets,  Alloy,  Corrosion  &  Heal  Resistant  74NI-15.5CR  •  8.0FE  -  01  Apr  81 . 

Rivets,  Alloy,  Corrosion  &  Heot  Resistont  52CO  •  20CR  *  ION! .  15W  •  15  Oct  79  „ 
Rivets,  Alloy,  Corrosion  &  Heot  Resistont  47.5NI  •  22CR  *  1.5CO  *  9.0MO  -  0.60W 

•  18.5FE  Solution  Heat  Treated  1  Apr  83 

Rivets,  Blind,  Self  Plugging,  Preparation  For  And  Installation . . . 

Rivets,  8!ind,  Structural,  Mcchonicolly  locked  Spindle  And  Friction  locked  Spindle, 
Generol  Specification  For 

Rivets,  Blind,  Structural,  Universal  Protruding  Heod,  5056  Al  Alloy  Sleeve, 
Mechanically  locked  Alloy  Steel  Spindle  (Type  I,  Style  A,  Class  1) 

Rivets,  Blind,  Structural,  100  Deg.  Flush  Head,  5056  Al  Alloy  Sleeve,  Mcchonicolly 
Locked  Alloy  Steel  Spindle  (Type  I,  Style  A,  Ctoss  2) 

Rivets,  Blind,  Structural,  Universal  Prolrudmg  Head,- Nickel-copper  Alloy  Sleeve, 
Mechanically  Locked  15-7PH  CRES  Spindle,  (Type.l,  Style  A,  Class  1) 

Rivets,  Blind,  Structural,  100  Deg.  Flush  Heod,- Nickel-copper  Alloy  Sleeve, 
Mechanically  Locked  15-7PH  CRES  Spindle  (Type  I,  Style  A,  Class  2) 

Rivets,  Blind,  Structural,  Universal  Protruding  Heod,  5056  Al  Alloy  Sleeve, 
Mechanicolly  Locked  8740  Alloy  Steel  Spindle  Oversize  Diameter  (Type  I,  Styll  B, 
Class  1) 

Rivets,  Blind,  Structural,  100  Deg.  Flush  Head,  5056  Al  Alloy  Sleeve,  Mcchonicolly 
locked  8740  Alloy  Steel  Spindle,  Oversize  Diameter  (Type  I,  Style  B.class  2) 
Rivets,  Blind,  Structural,  Universal  Protruding  Head,  Nickel-copper  Alloy  Sleeve, 
Mechanically  locked  15-7PHCRES  Spindle  Oversize  Diameter  (Type  I,  Style  B, 
Class  1) 

Rivets,  buck  Type,  Preparation  For  And  Installation  Of  . . . . . 

Rivets,  Generol  Purpose  Semi  Tubular  Rivets,  FullTubular  Split  And  Rivet  Cop  •  72,. 
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ALPHABETICAL  LISTING 


TITLE 

Rivets,  Solid,  Alloy,  Corrosion  Resistant  67NI  •  31CU  -  1  Apr  81  . . . . . 

Rivets,  Steel,  Corrosion  &  Heat  Resistant  15CR  -  26NI  ■  1.3MO  *  2.1TI  *  0.30V 
1650  Deg.  F  (900  Deg.  C)  Solution  Heat  Treated  &  Partially  Precipitation  Heat 
Treated  -  15  Oct  79 

Road  And  Paving  Materials,  Sieve  Analysis  Of  Mineral  Ziller  For  -  11  Jan  1985  . 

Rood  Movement  Bid  ?*  Credit  (Edition  2)  (Req  Other  Than  DOD  Ref  To  US  AMC, 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va  22333*0001) 

Road  Tor,  Standard  Volume  Correction  Table  For  •  27  Mar  1987 . . 

Road  Tars,  Sulfonation  Index  Of  -  30  Apr  82  . . . . . . 

Robe,  Dressing  Corduroy,  And  Striped  Seersucker... . . . . . 

Robotic  Obstacle  Breaching  Assult  Tank  (Robot) . . . . . . . . 

Rock,  Bomb,  Aircraft,  Electric,  Type  MB&3A . . . . . 

Rocket  &  launcher  2.75  (Release  To  Other  Than  DOD  Activities  Requires  Prior 
Approval  Of  DARCOM  DRCDE-1)  (ABCA  393) 

Rocket  Engine,  Liquid  Propellant  General  Specification  For . . 

Rocket  Management  Subsystem  M138  . . . . . . . . 

Rocket  Motor  Bulkhead  Assembly  M753  8  Inch  Projectile  . . . . 

Rocke*  Motor  Cluster,  LAU-10/A,  IAU-10/A/A  LAU-10B/A  Or  IAU-10C/A 
Launcher  (ZUNl)  Fleet  Issue  Unit  Load 

Rocket  Motor  Manufacturing  Rocket  Motor  SR110-AD-1. . . . . . 

Rocket  Motor  Mark  25  Mods  0,  1,  &  2......... . . . . . . . 

Rocket  Motor  Mark  23  Mods  2  &  3  . . . . . . . . . 

Rocket  Motor  Ml  19,  Assembly  . . . . . . . . 

Rocket  Motor  SR110-AD-1 . . . . . . . . . . . 

Rocket  Motor,  Aeronautical,  Qualification  Test  For . . . . . 

Rocket  Motor,  Aeionauticol,  Model  Specification  For  (Outline  And  Instructions  For 
Preparation) 

Rocket  Motor,  Aeronautical,  Qualification  Test  For  . . . . . . . . 

Rocket  Motor,  Aeronautical,  Preliminary  Flight  Rating  Test  For . . . 

Rocket  Motor,  Aeronautical,  Acceptance  Test  For  . . . . 

Rocket  Motor,  MK  117  Mod  O . . . . . 

Rocket  Motor,  MK  125  Mod-1... . . . . . 

Rocket  Motor,  Mark  81  Mod  0  (Loaded  Assembly).... . . . . . 

Rocket  Motor,  Mork  30  Mod  1,  Mod  2 . . . 

Rocket  Motor,  Manufacturing  Inert  Parts  For,  General  Specification  For . 

Rocket  Motor,  M42A1,  Booster. . . . 

Rocket  Motor,  XM119  Metoi  Parts  Assembly . . . 

Rocket  Motor,  XM30,  Metal  Ports  For . . . . . 

Rocket  Motor,  2.75  Inch  Rocket,  Mark  40  &  Mods,  Mark  4  &  Mods  Loading, 
Assembling  &  Pocking 

Rocket  Motors,  Identification  Of  Parts  And  Assemblies,  Requirements  For . 

Rocket  Motors,  M5,  M5E1,  And  M88,  Metolporls  For.... . . . . . 

Rocket  Motors,  Surface  launched.  Development  And  Qualification  Requirements  For 
Rocket,  HE,  66MM,  Antitank,  M72A2,  W/coupler  Or  M72A3,  Loading,  Assembly 
And  Packing 

Rocket,  Incendiory,  66  MM  TPA  4  Round  Clip,  M74  OR  M74A1  . . . 

Rocket,  Jet  Assisted  Take  Off  (Joto)  Propulsion  System,  General  Development 
Specification  For 

Rocket,  Practice,  35MM,  Subcaliber,  M73  Ports  For  Loading  &  Assembling . 

Rocket,  2.75  Inch,  Complete  Round,  Assembling,  Packing  And  Testing . 

Rocket,  3.5  Inch,  Heat,  M35,  Practice,  M36,  Motor  Ports  Assembly . . . . 

Rocket,  762MM,  HE,  Warhead  Section,  M144  loading,  Assembling  &  Pocking . 

Rod  &  Bor,  Copper-beryllium  Alloy  (Metric)  -  26  Jul  85 . . . 

Rod  &  Bar,  Copper  Nickel  Silicon  Alloy  -  22  Feb  85. . . . 

Rod  &  Electrodes,  Welding,  Solid  Surfacing  •  25  Apr  80.......... . . . 

Rod  Aluminum  Alloy  2017  . . . . . . . . . . 

Rod  Aluminum  Alloy  5086  . . . . . . 

Rod  And  Bar,  Copper-cobalt-beryllium  (UNS  No.  C17500)  And 
Ccpper-nickel-beryllium  (UNS  No.  07510)  -  28  Nov  1983 

Rod  And  Bar,  Copper  Beryllium  Alloy  •  24  Feb  84......... . . . . 

Rod  And  Bar,  Copper*nIckel*2inc  Alloy  (Nickel  Silver)  And  Copper-nickel  (Metric)  - 
29  Jul  1983 

Rod  And  Clamp,  Insect  Bar  . . . . . . . . . . 

Rod  And  Wire,  Steel  Welding  (For  Aircraft)  . . . . . . . 

Rod  Assortment,  Stirring,  Laboratory,  Gloss  . . . . . . 

Rod  Control,  Solid  Steel  -  Oct  73  W/DOD  Ex................... . . . . . 

Rod  End  &  Threaded,  Aircraft . . . . . . . . . . 

Rod  End,  Threaded,  Alloy  Steel,  Flash  Welding  Type  ■  Sep  73  W/DOD  Excptions,,.. 

Rod  End,  Threaded  linkage.  Rigid  . . . . . . . . . . . 

Rod,  Aluminum  Alloy  5052............................................... . . . . . . . 

Rod,  Aluminum  Alloy  201 4. . . . . . . . . . 

Rod,  Aluminum  Alloy  2024  . . . . . . . . 

Rod,  Aluminum  Alloy  6061 . . . . . . . . . . . . 

Rod,  Aluminum  Alloy  7075, . . . . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Rod,  Aluminum  Alio/  1100 . . . . . . . . . . . . . . " 

Rod,  Aluminum  Alloy  3003. . . . . . . . . . . . 

Rod,  Bor,  &  Shopet,  Phosphor  Bronze  •  25  FEB83 . . . . 

Rod,  Bor,  &  Shapes,  Copper  Silicon  Alloy  ■  27  Jut  84. . . . . . . 

Rod,  Bor,  &  Shapes,  Copper  Silicon  Aioy  (Metric)  27  Jul  84 . . . . . 

Rod,  Bar,  &  Shapes,  Copper  *  26  Jul  85 . . . . . . . . 

Rod,  Bar,  &  Shapes,  Copper  (Metric)  •  28  Nov  83  . . . . . 

Rod,  Bar,  &  Wire,  Nickel-chromium-iron  Alloys  (UNS  N06600  &  N06690)  Standard 
Specification  For  ■  28  Feb  86 

Roa',  Bar,  And  Shapes,  Wrought  Copper  And  Copper-olloy,  General  Requirements 
For  -  27  July  1984 

Rod,  Bor,  And  Shapes  For  Use  In  Screw  Machines,  Free  Cutting  Brass*  22  Feb  1985 
Rod,  Bar,  And  Shapes,  Wrought  Copper  And  Copper-alloy,  General  Requirements 
For  (Metric)  -  27  July  1984 

Rod,  Bar,  And  Shapes  For  Use  In  Screw  Machines,  (Free  Cutting  Brass  (Metric)  *  22 
Feb  1985 

Rod,  Bar,  And  Wire,  Nickle  Copper  Alloy  *  31  Aug  1984  . . . 

Rod,  Cleaning,  For  Small  Arms............ . . . . . . . 

Rod,  Continuous  Thread,  Double  Arming,  Hot  Galvanized,  (Pole  line)  . . . 

Rod,  Continuous  Thread,  Metric . . . . . . . . . . . . 

Rod,  Fluorocarbon,  TFE  *  26  Jun  81.,... . . . . . . . . . . 

Rod,  Gloss . . . . . . . . . 

Rod,  Ground  (With  Attachments).......... . . . . . . . 

Rod,  Insect  Bar..., . . . . . . . . . . . . . . 

Rod,  Irrigator  Supporting . . . . . . . . . . 

Rod,  Irrigator  Supporting.. . . . . . . . 

Rod,  Laboratory  Frame . . . . . . . . 

Rod,  Naval  Brass,  Bar,  &  Shapes  •  28  Nov  83  . . . . . . . . 

Rod,  Naval  Brass,  Bar,  And  Shapes  (Metric)  *28  Nov  83  . . . . . 

Rod,  Phosphor  Bronze,  Bar,  And  Shapes  (Metric)  -  25  Feb  1983  . . . . 

Rod,  Redraw,  Hot  Rolled  Copper,  For  Electrical  Purposes  *  10  Mar  78 . . . 

Rod,  Stabilizing,  Coated  For  2.75  Inch  Rocket  Motor  MK4/MK40  And  Mods . . 

Rod,  Stirring,  Laboratory . . . . . . . . . . . . . . 

Rod,  Stirring,  Laboratory  Polytetraffouroethylene... . . . . . . 

Rod,  Stirring,  Laboratory . . . . 

Rod,  Stirring,  laboratory,  Polytetrofluoroelhylene  . . . . . . . 

Rod,  Stirring,  Laboratory  . . . . . . . . . . . . . . 

Rod,  Tank  Float,  Water  Closet . . . . . . . . 

Rod,  Welding,  &  Electrodes,  Titanium  &  Titanium  Alloy  Bare  -  19  Apr  73 . . 

Rod,  Welding,  Copper  And  Nickel  Alloy . . . . . . . . 

Rodenticide,  Anticoagulant,  Universal,  Concentrate  . . . . . . 

Rodenticide,  Bait,  Anticoogulont.... . . . . . . . . . . . . 

Rods  &  Electrodes,  Zirconium  &  Zirconium  Alloy  Bare -Welding  «  27  Mar  79 . 

Rods  &  Electrodes,  Welding,  Bore,  Nickel  &  Nickel  Alloy  . . . 

Rods  And  Electrodes,  Welding,  Bore,  Copper  Alloy . . . . . . . 

Rods  And  Powders,  Welding,  Surfacing . . . . . . . . . . . 

Rods  Set,  Level........,,,., . . . . . . . . . . . . . . 

Rods,  Level,  Philadelphia  . . . . . . . . . . 

Rods,  Oxyfuel  Gas  Welding,  Iron  &  Steel  *  15  May  60 . . . . 

Rods,  Pultruded,  Graphite  Fiber  Reinforced,  Processing  Of . . . 

Rods,  Stadia  (Folding) . . . . . . . . . . . 

Rods,  Welding,  Copper  And  Copper  Alloy,  For  Oxyfuel  Gas  Welding  . . 

Rods,  Wire,  &  Coorse  Round  Wire,  Carbon  Steel,  Generol  Requirements  For  •  30 
Jul  82 

Roll  Cotton  Tope,  Radiopaque  . . . . . . . . . . . 

Roll  Forming  &  Roll  Bending  Machines  Safety  Requirements  For  The  Construction, 
Core  &  Use  •  1983 

Roll  Pin . . . 

Roll,  Absorbent  Cotton  And  Roll,  Cellulose . . . . . . . . 

Roll,  Brown  And  Serve,  Fresh . . . . . . . . . . 

Roll,  Cutlery,  Canvas  . . . . . . . . . . . ...... 

Re!!,  Field  Breakdown,  Commissary  Outfit . . . . . . . . 

Rolled  Air  Film  &  Air- Framing  Camera  Stondord  fmoge  Formal  Sizes  (Edition  No.  5) 
(Rel  To  Other  Than  DOD  Act  Req  Prior  Appr  Of  CNM.MAT  09821,  Wash,  D.c. 
20360) 

Roller  Assembly,  Bridge  Launching,  40  Ton  Ccpocity  ................... ..................... . 

Roller  Chains,  Transmission,  Attachments  &  Sprockets,  Precision  Power  •  30  Apr  75.. 

Roller  Frame,  Point, . . . . . . . . . . . . 

Roller  Kit,  Roller,  Mine  Clearing,  Track  Width,  Took  Mounted . . 

Roller  Vibrotory,  Self  Propelled  . . . . . . . . 

Roller,  Bandage  . . . . . . . . . . . . . 

Roller,  Bearing,  Ferrous,  Solid,  Sphericol  End. . . . . . . . . . 

Roller,  Bearing,  Needle,  Ferrous,  Solid . . . . . . . . . . 

Roller,  Hand  (Rubber  Roller)... . . . . . . . . . . 
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NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-14261 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

MS -14262 

9530 

AS 

14  Sep 

83 

MR 

AS 

99 

ASTM  B 139-83 

9530 

MR 

11  Oc! 

88 

MR 

SH 

NOTICE  2 

ASTM  698-84 

9530 

MR 

06  Dec 

85 

MR 

SH 

ASTM  B98M-84 

9530 

MR 

06  Dec 

85 

MR 

SH 

ASTM  8133-85 

9530 

MR 

21  Feb 

86 

MR 

SH 

ASTM  B133M-83A 

9530 

MR 

18  Apr 

86 

MR 

SH 

99 

ASTM  8166-86 

9530 

YD 

15  Mar 

86 

MR 

YD 

AS '/A  8249-84 

9530 

MR 

08  Nov 

85 

MR 

AS 

20 

ASTM  B 16-85 

9530 

MR 

13  Sep 

85 

MR 

SH 

ASTM  B249M-84 

9530 

MR 

08  Nov 

85 

MR 

AS 

20 

ASTM  B16M-85 

9530 

MR 

13  Sep 

85 

MR 

SH 

ASTM  8164-84 

9530 

YD 

07  Dec 

84 

MR 

YD 

MIL-R-13577C 

1005 

AR 

18  Apr 

86 

AR 

OS 

99 

NOTICE  1 

MS-357990 

5306 

ER 

20  Od 

87 

ER 

YD 

99 

DOD-R-63543/2  (1) 

5307 

AR 

08  Mo/ 

86 

AR 

AS 

99 

ASTM  D1710  81 

9330 

MR 

06  May 

83 

MR 

AS 

MS-35998B 

6640 

EA 

04  Dec 

85 

EA 

MS 

99 

W-R-550A  (1) 

5975 

/ME 

18  Aug 

77 

ME 

YD 

85 

NOTICE  1  (ME) 

Mll-R-37828 

7210 

DM 

01  Sep 

78 

MD  MS 

03 

RR-R-00560 

6530 

/DM 

01  Apr 

65 

MD  MS 

03 

MIL-R-36025B 

6530 

DM 

17  Sep 

76 

MD  MS 

03 

MS-51418 

6640 

EA 

20  Jul 

83 

MS 

99 

ASTM  821-83B 

9530 

MR 

26  Jul 

84 

MR 

SH 

ASTM  B2IM-83B 

9530 

MR 

08  Feb 

85 

MR 

SH 

ASTM  B139M-83 

9530 

MR 

01  Nov 

85 

MR 

SH 

ASTM  B49-78 

6145 

CR 

08  Aug 

88 

CR 

AS 

85 

NOTICE  1 

MIL-R-48233A  (1) 

1340 

Ml 

22  Aug 

83 

Ml 

MS-36378A 

6640 

EA 

31  Oct 

88 

EA 

MS 

99 

A-A-53682 

6640 

MB 

16  Sep 

88 

MD  MS 

03 

MS-36379 

6640 

EA 

17  Aug 

88 

EA 

MS 

99 

NOTICE  1 

Mll-R-0036579 

6640 

DM 

09  Jun 

69 

MD  MS 

03 

MS-36377A 

6640 

EA 

31  Oct 

88 

EA 

MS 

99 

A-A-249 

4510 

/GS 

25  Nov 

88 

AWS  A5.16-70R73 

3439 

MR 

24  Jon 

83 

MR 

20 

NOTICE  2 

QQ-R-571C 

3439 

/IP 

10  Apr 

69 

Al 

AS 

20 

0-R-00497C 

6840 

*Gl 

24  Feb 

76 

0-R-5000 

6840 

♦SH 

31  Jon 

78 

GL 

SH 

AWS  A5.24-79 

3439 

YD 

12  Jun 

87 

Al 

YD 

99 

NOTICE  1 

A-A-51173 

3439 

IP 

30  Od 

87 

Al 

99 

A-A-51157 

3439 

IP 

30  Jun 

87 

AL 

SH 

99 

MIL-R-17I31C  (1) 

3439 

SH 

21  Aug 

84 

AR 

SH 

20 

A-A-52004 

6675 

ME 

16  Jul 

87 

ME 

MC  99 

A-A-50210A 

6675 

/ME 

18  May 

88 

ME 

YD 

99 

AWS  A5.2-80 

3439 

YD 

05  Nov 

82 

Al 

YD 

99 

MII-R-87120A  (1) 

9330 

20 

30  Jul 

87 

20 

NOTICE  1 

A-A-50211A 

6675 

ME 

05  Feb 

88 

ME 

A-A-51158 

3439 

IP 

02  Jun 

87 

Al 

SH 

99 

ASTM  A510  82 

9505 

MR 

21  Mor 

88 

MR 

SH 

NOTICE  2 

MIL-R-36869 

6510 

DM 

06  Jul 

72 

MD  MS 

03 

ANSI  B1 1.12-33 

3441 

IP 

10  Nov 

83 

AL 

SH 

99 

MS-75119 

5965 

CR 

10  Apr 

87 

CR 

EC 

85 

NOTICE  1 

GG-R-563B 

6510 

/DM 

9  Dec 

57 

MD  MS 

03 

A-A-20071 

8920 

/Gl 

21  Sep 

81 

MIL-R-1982F 

7360 

Gl 

31  Mor 

86 

Gl 

YD 

99 

MH.-R-2461E 

7360 

Gl 

30  Sep 

77 

GL 

MC 

NAT-STD-3178  (1) 

ISDF 

06 

29  Apr 

88 

MII-R-52305A 

5420 

ME 

08  Nov 

73 

ME 

ANSI  829.1-75 

3020 

ME 

08  Jun 

78 

ME 

YD 

99 

A-A-1914 

8020 

t 

08  Aug 

83 

Mll-R-53007  (2) 

1095 

ME 

17  Oct 

85 

ME 

MII-R-52934A 

3895 

ME 

29  Jun 

82 

ME 

GG-R-5718 

6510 

/DM 

24  Moy 

57 

MO 

MS-19065A 

3110 

OS 

04  Mor 

73 

AT 

OS 

99 

Mll-R-22440 

3110 

OS 

2  Jun 

60 

AT 

OS 

99 

GGG-R-00620  (1) 

5120 

I 

13  Nov 

67 

604 


ALPHABETICAL  LISTING 


TITLE 

Roller,  Kit,  Paint . . . . . . . . 

Roller,  Motorized,  Compactor,  Vibratory,  Articulated,  Diesel  Engine  Driven  . . . 

Roller,  Motorized,  Rood,  Diesel  Or  Gasoline  Engine  Driven,  Pockaging  Of.... . 

Roller,  Motorized,  Vibrating  Drum,  Articulated,  Pneumatic  Tire  Driven . . . . 

Roller,  Motorized,  Tandem,  2-AXLE  And  3-AXLE,  Ged  Or  Ded  . . . . . 

Roller,  Motorized,  Pneumatic  Tired,  Airmobile,  9  Wheel  . . . . . . . . 

Roller,  Motorized,  Vibrating,  Tandem....... . . . . . . 

Roller,  Motorized,  Pneumatic  Tired . . . . . . . . 

Roller,  Rubberized,  Pneumatic,  Bridge  Erection . . . . . . 

Roller,  Tandem,  Self  Propelled,  With  Retractable  Transport  Wheels........... . . 

Roller,  Towed,  Open-face  Type,  Two  Drum  . . . . . . . . 

Roller,  Towed,  Pneumatic  Tired,  Hopper  8ody,  Oscillating  Wheels.. . . 

Roller,  Towed,  Sheepsfoot,  Airmobile,  Single  Drum . . . . . . . . 

Roller,  Towed,  Sheepsfoot,  2  Or  3  Drums  In  Line . . . . . . . . 

Roller,  Towed,  Smooth  Drum,  Vibratory,  Airmobile,  Single  Drum............ . . . . 

Roller,  Transom,  Bailey  Bridge . . . . . 

Rolling  Pin,  Wood  . . . . . . . . . . . . . . . 

Rolling  Pin,  Wood  . . . . . . . . . . . . 

Rolls,  Bread,  Fresh  Or  Frozen . . . . . . . . . . 

Rolls,  Tools  And  Accessories,  General  Specification  For . . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  16 . . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  17. . . . . . 

Rolls,  Tools  And  Accessories,  Size  19.......... . . . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  20 . . . . . . . . 

Rolls,  Tools  And  Accessories.  Size  1  . . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  6 . . . . . . . . . . . 

Rolts,  Tools  And  Accessories,  Size  9  . . . . . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  11. . . . . . . . 

Rolls,  Tools  And  Accessories,  Size  13 . . . . . 

Ronger  (Straight,  Lemper t) . . . . . . . . . . . . . 

Rongeur  (Kerrison,  7*112  Inch,  40  Degree  UPBITE)  . . . . 

Rongeur  (Kerrison,  3-3/4  Inch) . . . . . . . 

Rongeur  (Kerrison,  7*1/2  Inch  . . . . . . . . . . . 

Rongeur,  Angular,  Stille,  8  3/4  Inch . . . . . . . . . 

Rongeur,  Curved,  9-3/4INCH  (Leksell) . . . 

Rongeur,  Curved,  Bane,  7  Inch . . . . . . . . . . . . . 

Rongeur,  Curved,  Hartmann,  7*1/4  Inch . . . . . . . . . 

Rongeur,  Straight  (Love-kerrison) . . . . . . . . . . . . . 

Rongeur,  Straight  (Decker,  6  Inches . . . . 

Rongeurs,  Dental  . . . . . . . . . . . . . . . 

Roof  Coatings,  Aspholt  •  28  Nov  75 . . . . . . . . . 

Roof-coating,  Aspholt-base  Emulsion  . . . . . . . 

Roofing  &  Siding  Steel  Sheet,  Zirc  Coated  (Galvohized)  By  The  Hot  D,p  Process 
For  ■  24  Sep  76  (Reapproved  1981) 

Roofing  Coating,  Asphalt  Emulsion . . . . . . . . . . 

Roofing  Felt  (Aspholt,  Mineral  Surfoced) . . . . . . . . 

Roofing  Felt  (Asbestos,  Asphalt  Saturated)  . . . . . . . . 

Roofing  Felt  (Asphalt  Saturated  Bose  Sheet) . . . . . . . . . . 

Roofing  Felt  (Smooth  Surfaced  Asphalt)  . . . . . . . . 

Roofing  Felt  (Asbestos,  Aspholt  Saturated . . . . . . 

Roofing  Felt.  In  Rolls,  Packaging  Of . . . . . . . 

Roofing  Felt,  Aspholt  Prepared,  Smooth  Surfoced  . . . . .  . . . . 

Roofing,  Asphalt  Roll,  (Glass  Felt)  Surfoced  With  Minerol  Granules  30  Mor  84 ...... 

Roofing,  Aspholt  Roll,  Smooth  Surfoced  (Organic  Felt)  •  8  Jon  81(Reopproved 
1984)  (VoKdoted  *  30  Jul  85) 

Roofing,  Venting  Asphot-soturoted  &  Coated  Inorganic  Felt  Bose  Sheet,  Used  In  *  29 
Aug  1986 

Room  Air*  Induction  Units,  Standard  For  •  1981  . . . . . 

Room  Temperature  Tensile  Properties  Of  Casting  *  18  Dec  78  . . . . 

Rope  And  Yarn,  Plied,  Synthetic  fiber . . . . . . . . 

Rope  Polypropylene  . . . . . . . . . . . . . . . 

Rope  Wire,  Stainless  &  Heot  Resisting  Steel  *  30  Jul  82 . . . . 

Rope,  Cotton,  Or  Cotton  And  Polyester. . . . . . . 

Rope,  Extra  High  Strength  Wire,  6  By  19  With  7  By  7  Independent  Wire  Rope 
Center  (For  Aircraft  Launching  And  Related  Applications) 

Rope,  Fibrous,  Plaited,  Polyesfer/polypropytene  Dual  Fiber . . . . 

Rope,  Fibrous,  Double-braided  (Polyester) . . . . . . . . . 

Rope,  Fibrous,  Double  Braided,  Nylon/polyester  Composite  . . . 

Rope,  cibrous.  Double  Brolded,  Continuous  Polyester  Filoment  With  A  Staple  Wra..., 

Rope,  Fibrous,  Polyester/polypropylene  Dual  Fiber  . . . . . 

Rope,  Fibrous,  Plolted,  Continuous  Polyester  Filament  With  A  Staple  Wrap  . . . . 

Rope,  Fibrous, 

Rope,  Kernmontle.... . . . . . . 

Rope,  Manila  And  Sisal . . . 

Rope,  Nylon........................ . . . . . . . . 
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PREP 
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H-R-550B  (1) 

8020 

•SH 

18  Jul 

77 

SH 

99 

L 

MIL-R-29385A 

3895 

MC 

22  Apr 

81 

MC 

MIL-R-3075E 

3895 

ME 

11  Jun 

82 

ME 

YD 

99 

l 

MIL-R-28567C 

3895 

YD 

08  Mur 

89 

YD 

MIL-R-10550F 

3895 

YD 

28  Jon 

89 

ME 

YD 

99 

L 

MIL-R-52453C 

3895 

ME 

31  May 

83 

ME 

L 

MIL-R-24005E 

3895 

YD 

05  Jun 

85 

YD 

99 

MIL-R-22870D 

3895 

YD 

18  Jan 

84 

ME 

YD 

MII-R-14364F 

5420 

ME 

18  Mor 

85 

ME 

MC 

L 

M1L*R  -?23> 

3895 

YD 

13  Apr 

84 

YD 

MIL-R-23I44E 

3895 

YD 

14  Jun 

85 

YD 

99 

MIL-R-HC06C 

3895 

ME 

12  Jan 

68 

ME 

84 

l 

MIL-R-52475B 

3895 

ME 

06  Dec 

82 

ME 

l 

MIL-R-1284E 

3895 

ME 

16  Feb 

82 

ME 

l 

MIL-R-52499C 

3895 

ME 

08  Feb 

83 

ME 

l 

MIL-R-52807A 

5420 

ME 

16  Aug 

82 

ME 

A-A-2368 

7330 

29  Aug 

85 

GL 

SA 

99 

LLL-R-530B 

7330 

♦Gl 

13  Jul 

67 

GL 

SA 

99 

A-A-20053 

8920 

•Gl 

21  Sep 

81 

MIL-R-45804D 

SUPP  1 

5140 

GL 

09  Sep 

75 

Gl 

99 

Mll-R-45804/9 

5140 

GL 

23  May 

88 

Gl 

84 

MIL-R-45804/10 

5140 

GL 

01  Oct 

87 

GL 

99 

NOTICE  1 
MIL-R-45804/12 

5140 

GL 

23  May 

88 

GL 

84 

Mll-R-45804/13 

5140 

Gl 

01  Oct 

87 

GL 

99 

NOTICE  1 
Mll-R-45804/1 

5140 

GL 

01  Oct 

87 

Gl 

99 

Mll-R-45804/2 

5140 

GL 

09  Sep 

75 

GL 

84 

Mll-R-45804/3 

5140 

Gl 

23  May 

88 

GL 

84 

Mll-R-45804/4 

5140 

Gl 

01  Oct 

87 

Gl 

99 

NOTICE  1 
Mll-R-45804/6 

5140 

GL 

23  May 

88 

GL 

84 

A-A-53253 

6515 

MB 

26  Oct 

87 

MD 

MS 

03 

A-A-53517 

6515 

/MB 

03  Jun 

88 

MD 

MS 

03 

A-A-53344 

6515 

• 

14  Jan 

88 

MD 

MS 

03 

A-A-53353 

6515 

MB 

19  Jan 

88 

MD  MS 

03 

MIL-R-37054 

6515 

DM 

10  May 

74 

MD 

MS 

03 

MIL-R-42040 

6515 

MB 

17  Feb 

87 

MD 

MS 

03 

MIL-R-36694  (1) 

6515 

DM 

24  May 

74 

MD 

MS 

03 

MIL-R.36778 

6515 

DM 

21  Jun 

71 

MD 

MS 

03 

A-A-53394 

6515 

MB 

02  Mor 

88 

MD 

MS 

03 

A-A-53675 

6515 

/MB 

06  Sep 

88 

MD 

MS 

03 

GG-R-001549 

6520 

/DM 

21  Nov 

68 

MD 

MS 

03 

ASTM  D2823-75R81 

5610 

YD 

24  Aug 

81 

ME 

YD 

SS-R-1781 

5650 

T 

02  Oct 

72 

ASTM  A36I-76 

9515 

YD 

16  Ocl 

81 

MR 

YD 

99 

A-A-912 

5610 

t 

26  Jun 

80 

A-A-2007 

5650 

•ME 

20  May 

82 

A-A-1705 

5650 

•ME 

20  May 

82 

A-A-1708 

5650 

•ME 

20  May 

82 

ME 

YD 

99 

A-A-1707 

5650 

•ME 

20  May 

82 

ME 

YD 

99 

HH-R-590B 

5650 

t 

28  Jul 

76 

MIL-R-3423D 

5650 

ME 

01  Jut 

81 

ME 

YD 

99 

SS-R-501D 

5650 

1 

20  Jun 

69 

INT  AMD  (2) 

ASTM  03909-84 

5650 

YD 

22  Oct 

84 

YD 

ASTM  D224-81 

5650 

YD 

13  Feb 

81 

YD 

99 

ASTM  D3672-86 
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88 
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SH 
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SH 

Mll-R-43942 
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99 
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99 
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ALPHABETICAL  LISTING 


TITLE 

Rope,  Nylon  (Spun  Yarn) . . . . . . . . . . . 

Rope,  Nylon,  Climbing  Type,... . . . . . . . . . 

Rope,  Nylon,  Double-braided . . . . . . . 

Rope,  Nylon,  Plaited  . . . . . . . . . . 

Rope,  Polyester  . . . . . . . . . . . . 

Rope,  Tent  lay,, . . . . . . . 

Rope,  Yam  And  Twine,  Bast  Fiber . . . . . . . . 

Rosette,  Award  Of  The  President  Of  The  United  States  For  Distinguished  Federal 
Civilian  Service 

Rosette,  Civilian  Award  For  Valor,  Air  Force . . . . . . . 

Rosette,  Command  Civilian  Award  For  Valor,  Air  Force...... . . . . . 

Rosette,  Distinguishedcivilian  Service,  DOD  . . . . . . . . . 

Rosette,  Distinguished  Public  Service  Award,  DOD-., . . . . . . 

Rosette,  Distinguished  Civilian  Service,  Navy . . . . . . . 

Rosette,  Distinguished  Public  Service  Award, novy  . . . . . . . . . . . 

Rosette,  Distinguishedservice  Medol,  Air  Force. . . . . . 

Rosette,  Distinguishedcivilian  Service,  Army,  Non-civil  Service,...., . . . . . 

Rosette,  Exceptional  Civilian  Service  Award, nSA . . . . . . . 

Rosette,  Medol  Of  Honor. . . . . . . . . . . . . . 

Rosette,  Meritorious  Civilian  Service  Award, air  Force  . . . . . . . . 

Rosette,  Meritorious  Civilian  Service  Award  OSD . . . . . 

Rosette,  Meritorious  Civilian  Service  Award,army  . . . . . . . . 

Rosette,  Metal  For  Merit . . . . . . . . . . . . . . . 

Rosette,  Outstanding  Public  Service  Award,  OSD  . . . . . . . . 

Roselle,  Outstanding  Civilian  Service  Award,ormy  (Non-civil)  Service . . . . 

Rosettes,  General  Specification  For . . . . . . . . . . . . . 

Rosin  In  Paper  &  Paperboard  -  30  Aug  74  . . . ....... . . . . . 

Rosin,  Gum,  Wood,  And  Toll  Oil . . . . . . . . 

Rosin,  Iron  In  •  1951  . . . . . . . . . . . . . . 

Rosin,  Qualitative  Tests  For,  In  Varnishes  *  19  Sep  60  (Reapproved  1981) . . 

Rotary  Converter  (Motor  Generator)  PU  134  ()/U,  PU  140  ()/U,  PU  141  ()/U  &  ®U 
143  ()/U  (Inoclive  For  New  Design 

Rotary  Flop  Peenlng  Of  Metal  Parts  . . . . . . . . . . 

Rotary  Switch  And  Harness . . . . . . . 

Rotary  Tool  Kit,  Electric . . . . . 

Rotating  Bond  Blank,  Sintered  Iron . . . . . . . . . . . 

Rotating  Band  Tubing,  Vulcanized  Fiber . . . . . . . . . 

Rotating  Band,  Welded  Overloy,  Ferrous  And  Nonferrous,  For  Projectile  Validated 
Apr  1966 

Rotor,  Turbine,  Cast  Material  Acceptance  Criteria  For . . . . . . . 

Round  Poles  &  Posts  Used  In  Building  Construction  -  Preservative  Treatment  By 
Pressure  Processes  •  1984 

Router,  Electric,  Portoble  . . . . . . . . . . . . 

Router,  Pneumotic. . . . . . . . . . . . . . 

Roving,  Glass,  Fibrous  (For  Prepreg  Tape  &  Roving,  Filament  Winding,  &  Pultrusion 
Applications 

Rubber  . . . . . . . . . . . . . . . . 

Rubber  &  Rubber  Coated  Fabrics  *  Brittleness  Temperature  By  Impact  •  29  Apr  83.... 

Rubber  ■  Deterioration  By  Heating  In  Air  (Test  Tube  Enclosure)  •  27  Mar  81  . 

Rubber  -  Identification  By  Pyrolysis  •  Gas  Chrdmatogrohpy  -  28  Arp  78 . . 

Rubber  >  Properties  Intension . 

Rubber  ■  Standard  Temperatures  For  Testing  . . . 

Rubber  Band . . . . . ,., . . . . . . . . . 

Rubber  Band,  Parochute  Suspension  line . . . . . . . . 

Rubber  Bonds . . . . . . . . . . . . . . . 

Rubber  Cellular  Sheet,  Molded  And  Hand  Built  Shapes,  Latex  Foam  . . . 

Rubber  Chemicals,  Determination  Of  Infrared  Absorption  Characteristics  Of  ■  13 
Sep  68R74 

Rubber  Chloroprene,  Weather  Resistant,  45-55  -  1  Oct  81  . . . 

Rubber  Cooted  Parts  For  Machine  Gun,  7.62MM,  M60„ . . . . . . . 


Rubber  Conditioning  For  Low-temperature  Testing  *  27  March  1987  . . . 

Rubber  Dam,  Dental,.,.. . . . . . .  . . . . . . . . 

Rubber  Deterioration-crack  Growth  27  Nov  87  . . . . 

Rubber  Deterioration-dynamic  Fatigue,  Standard=Test;M*thods  Fo*"  •  Mar  73  ..... 

Rubber  Deterioration  *  Surface  Ozone  Cracking  In  A  Chamber  (Flat  Specimen)  •  31 
Aug  70 

Rubber  Deterioration-crack  Growth  . . . . . . . 

Rubber  Deterioration  In  Carbon-arc  Weathering  Apparatus «  26  Apr  1985 . 

Rubber  Deterioration-surface  Crocking  (Standard  Test  Method)  -  27  Mar  86 . 

Rubber  Deterioration  Surface  Ozone  Cracking  firA  Chamber  (Fiat  Specimen)  ■  9 
Jan  80 

Rubber  Fabricated  Products  For  M 17A  1/M  17A2Majk*... ......... . . . . . 

Rubber  Facing  (For  Rammer  Heads)........., . . . . . . . 

Rubber  For  Mountings  (Unbonded-spool  And  Compression  Types) . 

Rubber  From  Natural  Or  Synthetic  Sources-viscosity  &  Vulcanization  Characteristics 
(Mooney  Viscometer)  Mar  80 
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ALPHABETICAL  LISTING 


TITLE 

Rubber  From  Synthetic  Sources  •  Chemical  •  Analysis  -  25  Mar  83 . . . 

Rubber  Gasket  Material,  45  Durometer  Hardness  . . . . . . . . . 

Rubber  Gasket  Material,  35  Durometer  Hardness  . . . . . 

Rubber  Gasket  Material,  50  Durometer  Hardness  (Maximum) . . . . 

Rubber  Hose  For  Automotive  Air  &  Vacuum  Brake  System  •  27  Mar  81  . . . 

Rubber  Hot  Oil  Resistant,  Synthetic,  High  Swell  45*55  *  1  Apr  83  . . 

Rubber  Identification  By  Infrared  Spectrophotometry  *  25  Mar  83.... . . . . . . 

Rubber  Insulating  Matting  •  31  July  1981  . . . . . . . . . 

Rubber  Insulating  Covers  -  24  Jun  1983 . . . . . . . . . 

Rubber  Insulating  Line  Hose  •  30  Aug  1985  . . . . . . 

Rubber  Or  Plastic  Sheets  &  Assembled  &  Molded  Shapes,  Synthetic,  Foam  Or 
Sponge,  Open  Cell 

Rubber  Product  Chemical  Analysis  *  27  Mar  81 . . . . . . 

Rubber  Products  In  Automotive  Applications  *  28  Nov  1986  . . . . . . . 

Rubber  Products,  Recommended  Shelf  life  . . . . . . 

Rubber  Products,  Hard, testing  *  27  Mar  81  . . . . . . . . 

Rubber  Products,  Terms  For  Visible  Defects  Of  . . . . . . 

Rubber  Products,  Preparation  Of  Pieces  For  Test  Purposes  From  •  30  Mar  84 . . 

Rubber  Products,  Definitions  And  Terms  for  Visible  Defects  Of . . . 

Rubber  Properties  In  Compression  Or  Shear  (Mechanical  Oscil'ogroph)  •  26  Oct  79.. 

Rubber  Properties  In  Tension  •  26  Aug  83  . . . . . 

Rubber  Property  ■  Plasticity  &  Recovery  (Parallel  Plate  Method)  •  28  Oct  83 . ....... 

Rubber  Property  -  Compression  Set  At  Low  Temperaturs  •  26  Oct  79 . . . . 

Rubber  Property  •  Young  S  Modulus  At  Normal  &  Subnormal  Temperatures  *  29  Jon 
82 

Rubber  Property  •  Pusey  &  Jones  Indentation  *  20  Jun  85..... . . 

Rubber  Property  •  Hydrolytic  Stability  •  27  Mar  88 . . . . . . . . 

Rubber  Property  Stiffening  At  low  Temperatures,  Flexible  Polymers  &  Coated 
Fabrics  •  29  Mar  85 

Rubber  Property  •  Vulcanization  Characteristics  Using  Oscillating  Disk  Cure  Meter  - 
27  Mar  81 

Rubber  Property  •  Volume  Resistivity  Of  Electrically  Conductive  &  Antistatic  Products 
-  14  Jun  85 

Rubber  Properly  International  Hardness  •  7  Sep  83 . . . . 

Rubber  Property  ■  Abrasion  Resistance  (PICO  ABRADER),  Standard  Test  Method 
For  -  25  Mar  1983 

Rubber  Property  Abrasion  Resistance  (NBS  ABRADER)  •  29  Jul  83 . 

Rubber  Property-durometer  Hardness  •  21  Apr  85 . . 

Rubber  Property. compession  Set  At  low  Temperatures  •  27  March  1987  . 

Rubber  Property-resilience  By  Vcrticol  Rebound  •  26  Oct  1979 . 

Rubber  Propcrty.odhesion  To  Flexible  Substrate . . . . . 

Rubber  Property.elongotion  At  Specific  Stress  16  Od  87  . . . . 

Rubber  Property.elongation  At  Specific-stress  •  16  Oct  1987 . . 

Rubber  Propcrty*tear  Resistance  -  27  Mar  86  . . . . . 

Rubber  Property-compression  Set  -  27  Sep  85. . . . . . 

Rubber  Property,  Adhesion  To  Rigstrotcs  •  27  Nov  81. . . . 

Rubber  Property,  Effect  Of  Liquids  •  30  Mar  79 . . . . . . . 

Rubber  Property,  Shrinkage  Of  Raw  &  Compounded  Styrene  Butadiene  Rubber 
(SBR),  Standard  Test  Methods  For  ■  24  Feb  84 

Rubber  Seals  Used  In  Flot*plate  Solar  Collectors  -  29  Mar  1985 . . . . . 

Rubber  Sheet,  Chloroprene  Nylon  Fabric  Reinforced  Water  Resistant  •  1  Jul  76... . 

Rubber  Sheet,  Silicone  Glass  Fabric  Reinforced  •  15  Jun  75  . . . . . . 

Rubber  Sheet,  Solid,  Unvutconized,  High  Graphite,  Gasket  Use,  Symbol  2352  . . 

Rubber  Sheet,  Solid,  Synthetic,  Shipboard  Water  Evaporator  Gasketing........ . 

Rubber  Sheet,  Strip,  Extruded,  And  Molded  Shapes,  Synthetic,  Oil  Resistant  . . 

Rubber  Sheet,  Synthetic,  Medium  Soft,  General-purpose  Gasket  Material  (For 
Extreme  Climatic  Conditions) 

Rubber  Sheets  &  Assembled  &  Molded  Shopes,  Cellular,  Synthetic,  Open  Cell 
(Foamed  latex) 

Rubber  Sheets,  Cellular...,.,...,. . . . . . . . . . . . . . 

Rubber  Stamp  Kit,  food  Inspection  . . . . . . . . . 

Rubber  Stamp,  Bond  Type  . . . . . . . . . . 

Rubber  Stomp,  Fixed  Legend  . . . . . .  . . . . . 

Robber  Stamp,  Fixed  And  Removcb’e  Type,  Department  Of  Defense,  Surveillance 
Inspection,  Medical  Service 

Rubber  Stamp,  Fixed  Type,......., . . . . . . . . 

Rubber  Stomp,  Fixed  Type,  Pre-inked................. . . . . . . 

Rubber  Stomp,  Fixed  And  Removable  Type  . . . . . 

Rubber  Stock,  Unvutconized,  Track  Shoes,  Pads,  And  Pin  Bushings . . . 

Rubber  Surgical  Gloves  •  12  Apr  1978  . . . . . . . . . . . . . 

Rubber  Synthetic  Low  Temperature  Resistant  25-35  *  15  Jul  77.... . . 

Rubber  Tile,  Rubbcr-olr-lcad-typc  (Ral),.. . . . . . . . . 

Rubber  Type  Set,  Alphabetical . . . . . . . . . . 

Robber  Type  Set,  Numerical,  Veterinary,  For  Food  Inspection  Stamp  . . . . 

Rubber-deterioration  By  Heat  &  Air  Pressure . . . . . . . . . . 

Rubber-deterioration  By  Heating  In  Air  (Test  Tube  Enclosure)  ........................ ........... 

Rubber-deterioration  By  Heat  &  Oxygen  . . . . ........ 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ASTM  D1416-83 

9320 

MR 

20  Apr 

84 

MR 

MII-R-900F 

5330 

SH 

30  Mar 

73 

ME 

SH 

99 

ZZ-R-710A 

5330 

/SH 

11  May 

67 

ME 

SH 

MII-R-15624E 

5330 

SH 

15  Jul 

66 

AR 

SH 

99 

ASTM  D622-81 

9320 

MR 

15  Apr 

82 

MR 

SH 

99 

AMS  3222F-83 

9320 

AS 

2B  Jun 

85 

AS 

ASTM  D3677-83 

9320 

MR 

20  Apr 

84 

MR 

ASTM  D178-81 

5970 

YD 

10  Aug 

86 

ER 

YD 

85 

ASTM  D1049-83 

5970 

YD 

30  Apr 

87 

ER 

YD 

85 

ASTM  01050-85 

5970 

YD 

17  Aug 

87 

ER 

YD 

85 

Mll-R-200921  (1) 

9320 

SH 

25  Feb 

88 

MR 

SH 

ASTM  0297-81 

9320 

MR 

04  Mar 

88 

MR 

SH 

99 

NOTICE  2 

ASTM  02000  86 

9320 

MR 

13  Apr 

88 

MR 

SH 

99 

MIL-HDBK  695 C 

93GP 

MR 

27  Mar 

85 

MR 

SH 

99 

ASTM  0530-81 

9320 

MR 

23  Jul 

81 

MR 

SH 

99 

MIL-STD-177A 

9320 

SH 

31  May 

88 

MR 

SH 

20 

NOTICE  1 

ASTM  03183-84 

9320 

MR 

25  Oct 

85 

MR 

SH 

82 

FED-STD-00160 

MISC 

t 

05  Jan 

62 

ASTM  0945-79 
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ASTM  02228-83 

NDTI 

AT 

10  Apr 

87 

AT 

20 

ASTM  01630-83 

9320 

MR 

28  Aug 

84 

MR 

99 

ASTM  02240-85 

9320 

MR 

04  Jun 

85 

MR 

SH 

20 

ASTM  D1229-87 

9320 

MR 

16  Oct 

87 

MR 

SH 

99 

ASTM  D2632-79R81E1 

9320 

MR 

26  Mar 

86 

MR 

SH 

99 

ASTM  D413-82R88 

9320 

MR 

01  Jun 

88 

MR 

SH 

99 

NOTICE  2 

ASTM  D1456-86 

9320 

MR 

16  Oct 

87 

MR 

SH 

20 

ASTM  D1456-86 

9320 

MR 

16  Oct 

87 

MR 

SH 

20 

ASTM  0624-86 

9320 

MR 

23  Apr 

86 

MR 

SH 

99 

ASTM  D395-85 

9320 

MR 

30  Oct 

85 

MR 

20 

ASTM  D429-81 

9320 

MR 

07  "Mar- 

88 

MR 

SH 

11 

NOTICE  2 

ASTM  0471-79 

9320 

MR 

27  Nov 

79 

MR 

SH 

11 

ASTM  01917-84 

9320 

MR 

02  Apr 

85 

MR 

ASTM  03667-85 

9320 

YD 

14  Nov 

85 

ME 

YD 

99 

AMS  3273C-76 

9320 

AS 

02  Feb 

77 

MR 

AS 

20 

AMS  3315D-75 

9320 

AS 

12  Sep 

75 

MR 

AS 

20 

MIL-R-2778B 

5330 

SH 

03  Jul 

86 

SH 

NOTICE  1 

MII-R-2I252B 

5330 

SH 

08  Sep 

87 

SH 

MIL-R-27650 

5330 

SH 

24  Sep 

86 

AR 

SH 

MIL-R-14328B 

5330 

ME 

12-Dec 

75 

ME 

MII-R-0020092J 

9320 

SH 

22  Apr 

81 

SH 

,  MIL-R-46089B  (1) 

9320 

Ml 

08  Sep 

87 

Ml 

MIL-R-3842A  (1) 

7520 

Gt 

19  Sep 

68 

Gl 

MS 

99 

ZZ-R-800A 

7520 

% 

31  Mar 

71 

A-A-292 

7520 

t 

12  Oct 

79 

MIL-R  -36967 

7520 

DM 

03  Moy 

73 

MD 

MS 

03 

ZZ-R-804 

7520 

% 

07  Mar 

66 

ZZ-R-001207 

7520 

% 

29  Mar 

72 

ZZ-R-1414 

7520 

% 

31  Mor 

71 

,  Mll-R-46762  (2) 

2530 

AT 

06  Mor 

70 

AT 

ASTM  03577-78AR82 

6515 

MB 

11  Apr 

86 

MD 

MS 

03 

AMS  3204G-77 

9320 

AS 

06  Nov 

78 

MR 

AS 

20 

.  MIL-R-23074B 

9320 

SH 

27  Nov 

64 

SH 

Mll-K-36482 

7520 

DM 

08  Jul 

66 

MD 

MS 

03 

MIL-R-3734B 

7520 

Gl 

06  Aug 

81 

Gl 

MS 

99 

ASTM  0454-88 

9320 

MR 

27  Moy 

88 

MR 

SH 

99 

ASTM  0865-88 

9320 

MR 

27  Moy 

88 

MR 

SH 

11 

ASTM  0572-88 

9320 

MR 

27  Moy 

88 

MR 

SH 

99 

607 


ALPHABETICAL  LISTING 


TITLE 

Rubber-detenorotion  In  An  Air  Oven  . . . . . .  . ........ ... . .  „ 

Rubber-material*,  Equipment,  &  Procedures  For  Mixing  Standard  Compounds  & 
Preparing  Standard  Vulcanized  Sheets 

Rubber,  Butyl  Phosphate  Ester  Resistant  85  -  95  »  15  Dec  74  . . .  ... 

Rubber,  Col’ulor,  Chemically  Blown.. . . . . .  . . . .  .............. 

Rubber.  Chlorinated,  Natural,  Power 

Rubber,  Chloroprene,  Flame  Resistant,  55*65  -  15  Ju!  77  . . . . 

Rubber,  Chloroprene,  Flame*resistant,  65-75  •  15  Jul  77  . . . 

Rubber,  Chforosulfonated  Polyethylere  Elastomer,  Sheet  And  Molded  Shapes,  Ozone 
Resistant 

Rubber,  Electrically  Conductive,  Fuel  Resistant ..  ..  . . 

Rubber,  Ethylene-propylene,  Hydrazine  Resistant  . . . . .  - 

Rubber,  Ethylene  Propylene  (EPDM)  Hydrazine-base  Fluid  Resistant,  75  85  -  1  Jon 
1987 

Rubber,  Ethylene-propylene,  Hydrazine  Resislont,  O  Rings  Sizes  And  Tolerances. . 

Rubber,  Ethylene-propylene,  Ge.ieral  Purpose  . . . . 

Rubber,  Fabricated  Product  . . .  „  . . ...»  . . . . . . 

Rubber,  Fluorocarbon  Elastomer,  Improved  Performance  At  low  Temperatures  . . . 

Rubber,  Fluorocarbon  Elastomer,  Improved  Performance  At  Low  Temperatures, 

O  rings.  Sizes  And  Tolerances 

Rubber,  Fluorocarbon  Elastomer,  High  Temperature,  Fluid,  And  Compression  Set 
Resistant 

Rubber,  Fluorocarbon  Elastomer,  High  Temperature,  Fluid,  And  Compression  Set 
Resistant,  O-rings.  Class  1,  75  Hardness 

Rubber,  Fluorocarbon  Elastomer,  High  Temperature,  Fluid,  And  Compression  Set 
Resistant,  O-RINGS,  Class  2,  90  Hardness 

Rubber,  Fluorosilicone  Elastomer,  Oil  and-fuel-resistant.  Sheets,  Strips,  Molded  Ports, 
And  Extruded  Shapes 

Rubber,  Fluoroniicone  Elastomer,  Oi!-ond-fuel  resistant,  0  RINGS,  Class  1,  Grade  70 

Rubber,  Fluorosilicone  Elastomer,  Oil-and-fucI  Resistant,  O-rings,  Class  3  . . . 

Rubber,  Fluorosilicone  Elastomer,  Oil  And  Fuel  Resislont,  O  Rings,  Class  1,  Grade 
60 

Rubber,  Fluorosilicone  Elastomer,  Oil-  And  Fuel  Resistant,  O  Rings,  Class  1,  Grade 
80 

Rubber,  Hard  (Ebonite),  Natural  Or  Synthetic,  Sheet,  Strip,  Rod,  Tubing,  And 
Molder  Ports. 

Rubber,  Hard,  Testing  fn  Tension  -  14  Jun  85  . . . . — ............. 

Rubber,  Measurement  Of  Dimensions  -  28  Sept  84 . . . . . . 

Rubber,  Polyurethane,  Castable.  Humidify  Resistant . . . . . . . 

Rubber,  Sampling  And  Testing  ..... . - . . . . . ................ 

Rubber,  Sheet,  Solid..................  . . . . 

Rubber,  Silicone,  Room  Temperature  Curing.... . . . . . ................. 

Rubber,  Silicone,  Nonmetollic  Specio)  Shaped  Section . . ................................. 

Rubber,  Silicone  . . . — . . . . . . . . . . . 

Rubber,  Silicone,  Nonmetollic  Special  Shapcdseclion. . . . . . . 

Rubber,  Silicone,  Nonmetollic  Special  Shapedscction . . . . . . . . 

Rubber,  Silicone,  Channel,  Nonmetollic..,,,... . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shapedscction . . . . ....... 

Rubber,  Silicone,  lubricating  Oppression  Set  Resistant,  Electrical  Grade  55*65  *  16 
Oct  78 

Rubber,  Silicone,  General  Pur  Pose  55  65  . . . . . . . . . 

Rubber,  Silicone  Extreme  low  Temperature  Rcsistonl  15*30  *  15  Jan  76.... . . 

Rubber,  Silicone;  Nonmetollic  Special  Shapedscction, . . . . . 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopcdsection  . . . . . . 

Rubber,  Silicone;  Nonmetollic  Speciol  Shapedscction . ................ 

Robber,  Silicone;  Nonmetollic  Speciol  Shapedscction.. . . — . 

Rubber,  Silicone;  Nonmetollic  Speciol  Shapedscction . . . . . . 

Rubber,  Sil  cone;  Nonmetollic  Speciol  Shopedsectlon . . . — ........... 

Rubber,  Silicone;  Nonme’olfic  Special  Shopedsectlon............... .............. 

Rubber,  Silicone;  Nonmetollic  Special  Shopcdsection . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shapedscction  ............................................... 

Robber,  Silicone;  Nonmetollic  Special  Shopcdsection ......  . . . 

Rubber,  Silicone,  Nonmetollic  Special  Shaped  Section, . . . . 

Robber,  Silicone,  Nonmetollic  Special  Shaped  Section.  ...................... . . 

Robber,  Silicone,  Nonmetollic  Special  Shaped  Section,... . . . . 

Robber,  Silicone,  Nonmetollic  Speciol  Shaped  Section...  . . ....... 

Robber,  Silicone,  Nonmetollic  Special  Shaped  Section,.. ....... 

Robbc%  Silicone,  Nonmetollic  Special  Shaped  Section... 

Rubber,  Sihconc,  Nonmetollic  Special  Shaped  Section. — ....... 

Rubber,  Silicone,  Channel,  Nonmetollic........... . . . . 

Rubber,  Silicone,  Channel,  Nonmetollic... . . . . . . .  . 

Rubber,  Silicone,  Channel,  Nonmetollic,.,..,.  .................  . .. 

Rubber,  Silicone,  Channel,  Nonmetollic,....,,,...,. ....... ..  .... 


DOCUMENT 


NUMBER 

FSC  PREP 

date 

CUSTODIAN 

ASIM  D573-88 

9320 

MR 

27  May 

88 

MR 

SH 

99 

ASTM  D3 182-87 

9320 

MR 

!o  Ocl 

87 

MR 

SH 

20 

AMS  3239074 

9320 

AS 

12  Sep 

75 

MR 

AS 

20 

MIL-R-6130C 

9320 

AS 

18  Jul 

80 

GL 

AS 

20 

l 

Mll-R-60671 

1370 

AR 

06  Moy 

88 

AR 

NOTICE  1 

AMS  3243C-77 

9320 

AS 

06  Nov 

78 

MR 

AS 

20 

AMS  3244C-77 

9320 

AS 

06  Nov 

78 

MR 

AS 

20 

l 

M1L-R-81828  (1) 

9320 

AS 

22  Dec 

77 

AS 

l 

Mll-R-8 1090 

9320 

OS 

19  Moy 

83 

OS 

MII-R-83412A 

NOTICE  1 

5330 

20 

30  Jul 

87 

OS 

20 

AMS  32498-87 

5330 

AS 

23  Ocl 

87 

MR 

AS 

20 

l 

Mll-R-33412/1 

NOTICE  1 

5330 

20 

30  Jul 

87 

20 

l 

Mll-R- 83285 

5330 

20 

23  Jul 

70 

20 

NOTICE  1 

MII-R-3065E  (1) 

9320 

MR 

20  Feb 

85 

MR 

99 

l 

Mll-R-83485  (1) 
NOTICE  1 

5330 

20 

23  Apr 

81 

20 

l 

MI1.-R-83485/1 

NOTICE  T 

5330 

20 

C8  Sep 

76 

20 

MIL-R-83248A 

NOTICE  1 

5330 

20 

17  Feb 

84 

MR 

AS 

20 

l 

MIL-R-83248/1A 
NOTICE  1 

5330 

20 

10  Jul 

75 

20 

L 

MII.-R-83248/2  (1) 
NOTICE  1 

5330 

20 

08  Nov 

73 

20 

L 

MII.-R-25P88B 

NOTICE  1 

5330 

20 

30  Jul 

87 

MR 

AS 

20 

L 

MIL-R-25988/  1A 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

L 

Mlt-R-25988/2  (1) 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

l 

Mll-R-25988/3  (1) 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

l 

Mlt-R-25988/4  (1) 
NOTICE  1 

5330 

20 

30  Jul 

87 

20 

l 

MIL-R-45036D  (1) 
NOTICE  1 

9320 

MR 

20  Moy 

88 

MR 

ASTM  D2707-85 

9320 

MR 

19  Aug 

85 

MR 

20 

ASTM  D3767-84 

9320 

MR 

04  Jan 

85 

MR 

SH 

99 

MII-R-83397A 

NOTICE  1 

‘5330 

20 

30  Jul 

87 

MR 

SH 

20 

FED-STD-601 

NOTICE  7 

9320 

/MR 

17  Aug 

76 

MR 

SH 

20 

17  AUG  1976 
A-A-1719 

5330 

*SH 

23  Ju! 

81 

AV 

SH 

l 

Mll-R-47211  (1) 

6850 

Ml 

26  Ocl 

76 

MI 

ZZ-R-765/57 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765C  (1) 

9320 

/MR 

07  Nov 

86 

MR 

AS 

20 

ZZ-R-765/35 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/36 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/1 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/37 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

AMS  3356C-78 

9320 

AS 

20  Feb 

79 

MR 

AS 

20 

AMS  3303G-75 

9320 

AS 

12  Ocl 

79 

MR 

AS 

11 

AMS  3332B-76 

9320 

AS 

12  Aug 

76 

MR 

AS 

20 

ZZ-R-765/38 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/39 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/40 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/41 

9320 

/MR 

21  Feb 

86 

MP. 

AS 

20 

ZZ-R-765/42 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/43 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/44 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/45 

9320 

/MR 

21  Feb 

86 

MR 

AS 

90 

ZZ-R-765/46 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765'47 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765'48 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/49 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/50 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-7 65/51 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/52 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765'53 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/54 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/2 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765'3 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/4 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/5 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

608 


ALPHABETICAL  LISTING 


TITLE 

Rubber,  Silicone,  Channel,  Nonmetollic. . . . . . .  ......... 

Rubber,  Silicone,  Channel,  Nonmctat!ic......»................... . . . . . . 

Rubber,  Silicone,  Channel,  Nonmetallic............*............ . . . . . . . 

Rubber,  Silicone,  Tubing,  Nonmetallic,  Round,  Flexible . . . . 

Rubber,  Silicone,  Round  Section. . . . . . . . . . . . 

Rubber,  Silicone,  Pocking  Materia) . . . . . . 

Rubber,  Silifone,  Packing  Materia!...... . . . . . . . 

Rubber,  Vilkona,  Nonmetollic  Special  Shaped  Section . . . . . . . . 

Rubber,  Silicone,  Gmket  . . . . . . . . . . . 

Rubber,  Silicono,  Nonmetollic  Special  Shaped  Section. . . . . . . 

Rubber,  Silicone,  Gotke!  . . . . . . . . 

Rubber,  Silicone,  Rubber  Shcnt  Solid. . . . . . . . . . . . 

Rubber,  Silicone,  Rubber  Snip . . . . . . . 

Rubber,  Silicone,  Rubber  Strip . . . . . . . . . 

Rubber,  Silicone,  Rubber  Strip  . . . . . . . . . . . 

Rubber,  Silicone,  Nonmetollic  Special  Shaped  Section... . . . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section. . . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shaped  Section . . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shaped  Section . . . . . . . . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shopedsection . . . . . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shaped  Section................. . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section . . . 

Rubber,  Silicone;  Nonmetollic  Spcctol  Shaped  Section.............. . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shaped  Section . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shopcd  Section . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section...., . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section . . . . . . . 

Rubber,  Silicone;  Nonmetallic  Special  Shaped  Section . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section. . . . . . . . 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section . . . . . . 

Rubber,  Synethk,  Special  Shape,  Extruded  . . . . . . . . . . . 

Rubber,  SynetSic,  Tubing  . . . . . . . . . . . 

Rubber,  Synthetic,  Heat  Shrinkable  . . . . . . . . 

Rubber,  Synthetic  Phosphate  Ester  Resistant,  Butyl  Type  35  *  45  •  15  Dec  74 . . 

Rubber,  Synthetic,  Channel,  Extruded . . . . . . . . 

Rubber,  Synthetic,  And  Cork  Composition,  Generol  Purpose,  Soft  01  Jan  1986. . 

Rubber,  Synthetic,  Solid,  Sheet,  Strip  And  Fabricated  Parts,  Synthetic  Oil  Resistant.. 

Rubber,  Synthetic  Ethylene  Propylene  Terpolymer,  General  Purpose  45-55  •  15  May 
73 

Rubber,  Synthetk,  Sheets,  Strips,  Molded  Or  Extruded  Shapes . 

Rubber,  Synthetic,  Sheets . . . . . . . . . . . . . 

Rubber,  Synthetic,  Strip  (Or  Tope)  . . . . . . . . . . . . 

Rubber,  Synthetic,  Rods  (Or  Rounds) . . . . . . . . . . . 

Rubber,  Synthetic,  Sheet,  Strip  And  Molded . . . . . 

Rubber,  Testing  O-rings  ... .........  . . . . . . 

Rubbers,  Synthetic,  For  Chemical  Agent  Compounding . 

Rubbing  Compound,  lacquer  . . . . . . . . . . . . 

Rubbing  Varnish . . .  . . . . . . . . . . . . 

Rubbish  Picker  . . ........................... . . . . . . . . . 

Rudder  Section  Offsets  Coefficients . . . . . . . . . . . 

Ruff,  Porko,  Extended  Cold  Weather . . . . . . . . 

Rule,  Accommodation  Test  &  Test  Card . . . . . . . . . . 

Rule,  Anatomical.-.., . . . . . . . . . . . . . . 

Rule,  laboratory  (Measuring,  Plastic  And  Wood) . . . . . . 

Rule,  line  Guide . . . . . . . . . . . . . . 

Rule,  Measuring  „ . . . . . . . . . . . . . . . . 

Rule,  Measuring,  Ophtholmologicol,  Plastic.  17  Cm,. . . . . . . 

Rule,  Sounding,  Jointed  „ . . . . . . . . . . 

Rule,  Steel,  Machinist  S,  English  And  English-metric  Graduations. . . . 

Ruler,  Droftlng,  Adjustable  Curve  . . . . . . . . 

Ruler,  Endodntic  Instrument  (Finger  Ring,  Right  Handed) . . . . . . . 

Ruler,  Plastic  (Desk) . . . . . . . . 

Ruler,  Steel  (Businessforms) . . . . . . . 

Ruler,  Surgical  (Corrosion  Resisting  Steel) . . . . . . . . 

Ruler,  Wood  (Desk) . . . . . . . . . . 

Ruler,  Wood  (Desk)  ........ ,  . . . 

Rules  For  Achieving  Sub-systems  Interoperability  Between  The  Automated  Tocticol 
Commend  &  Control  Systems  Of  ABCA  Armies  (Release  To  Other  Than  DOD  Act 
Requires  Prior  Approval  Of  DARCOM,  DRCDE-1)  (ABCA  676) 

Rules  For  live  Air  Weapons  Demonstrations  (Edition  No.  2)  (Req  Other  Than  DOD 
Ref  To  HQ  USAFXOXX-ISO.  Wash.  O.c,  20330-5058) 

Rules  For  The  Conversion  Of  United  States  Industrial  Drawings  For  Countries 
Employing  The  Metric  System  (Edition  1) 

Rules  For  The  Conversion  Of  United  States  Aeronauticol  Drawings  (AIR  FRAMES) 
For  Countries  Employing  The  Metric  System  (Edition  1) 

Rules  For  The  Measurement  &  Inspection  Of  Hardwood  &  Cypress  «  1  Jan  86 

Runway  Broking  Conditions  (Edition  1)  .  . . . . . . 

Runway  friction  Standards  (Edition  1),...,..,, ......... .  . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ZZ-R-765/6 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/7 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/8 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/9 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/10 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/D 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/12 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/55 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/13 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/56 

9320 

/MR 

21  Feb 

86 

MR 

AS 

20 

ZZ-R-765/14 

9320 

/MR 
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Sonijory  Standards  For  Milk  Evaporating  And  Drying  Plants . . . . . . . 

Sanitary  Standards  For  Bakeries  . . . . 

Sanitory  Standards  For  Cheese  And  Cheese  Products  Plants  . . . . 

Sanitary  Standards  For  Frozen  Desserts  Plants..... . . . . . . . 

Sanitary  Standards  For  Soft  Drink  Plants.... . . . . 


DOCUMENT 


NUMBER 
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PREP 
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Q-STD-23 

ISDA 

AM 

16  Sep 

83 

L 

MIL-STD-1751 

NOTICE  1 

13GP 

70 

20  Jun 

86 

99 

l 

MII-S-24298A 

4240 

SH 

12  Feb 

69 

SH 

A-A-20030 

8950 

/Gl 

18  Sep 

81 

t 

Mll-S-44149 

8950 

Gl 

25  Sep 

84 

Gl 

A-A-20162 

8950 

/Gl 

24  Jun 

88 

Gl 

SA 

50 

A-A-20091 

8945 
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22  Mor 

83 

Gl 

SA 

50 

l 

MIL-S-15103F 

6695 

SH 

16  Mor 

88 

SH 

MII-S-1186B 

6430 

SH 

30  Ocl 

61 

EA 

SH 

PP-S-31F  (1) 

8905 

•Gl 

26  Ocl 

76 

GL 

SA 

50 

A-A-51202 

6505 

/MB 

27  Nov 

85 

MD 

MS 

03 

A-A-1057 

7350 

* 

20  Sep 

82 

DD-S-50C 

7350 

•Gl 

23  Apr 

73 

Gl 

SA 

l 

Mll-S-14751 

1345 

AR 

10  May 

68 

AR 

AWPA  F5-51 

8030 

MR 

10  Dec 

87 

MR 

99 

A-A-20069 

8940 

•DP 

31  Jan 

83 

Gl 

SA 

50 

MIL-S-10699B  (2) 
NOTICE  1 

6850 

AR 

24  Ocl 

88 

AR 

YD 

68 

A-A-20041A 

8950 

/Gl 

08  Feb 

89 

Gl 

SA 

50 

L 

MIL-S-24I86A  (3) 

6665 

SH 

27  Feb 

85 

SH 

MII-S-2607A 

6695 

DM 

3  Nov 

52 

MD 

MS 

L 

MII-S-27626D  (1) 

6695 

68 

24  Apr 

81 

68 

MS-36499 

6640 

EA 

07  Jan 

83 

EA 

MS 

99 

L 

MIL-S-43012B 

6635 

ME 

24  Aug 

81 

ME 

L 

MIL-S-5120IA  (1) 

6665 

EA 

23  Jul 

84 

EA 

ASTM  D2022-64R80 

6810 

EA 

23  Jun 

82 

EA 

68 

ASTM  D75-82 

5610 

YD 

12  Jun 

87 

YD 

99 

Q-STD-265  (5) 

ISDA 

AM 

31  Mo  y 

83 

L 

M11-S-51028B 

6630 

ME 

01  Ocl 

80 

ME 

l 

MIL-S-51200A  (4) 

6665 

EA 

21  Ocl 

87 

EA 

FED-STD-358 

MISC 

t 

10  Jan 

75 

Q-STD-105  (1) 

ISDA 

AM 

22  Sep 

76 

MIL-STD-105D 

QCIC 

AR 

20  Mor 

64 

AR 

OS 

23 

NOTICE  2 

20  MAR  1964 
MIL-S-43486A 

9925 

Gl 

23  Ocl 

87 

GL 

PE 

28 

NOTICE  1 

A-S-50150 

9925 

GL 

21  Jon 

88 

Gl 

PE 

28 

ASTM  D2419-74R79E1 
NOTICE  1 

5610 

YD 

16  Ocl 

86 

YD 

SS-S-0071B 

5610 

T 

08  Aug 

68 

SS-S-71A 

5610 

t 

28  Aug 

42 

MIL-S-I7726C 

5350 

YD 

12  Dec 

80 

MR 

YD 

99 

L 

Mll-S-22262  (2) 

5350 

SH 

14  Feb 

89 

SH 

L 

MIL-S-18003D 

8430 

NU 

27  Jun 

80 

NU 

A -A -491 

5130 

1 

27  Sep 

79 

A-A-577 

5130 

» 

12  Ocl 

79 

AA-511 

5130 

J 

12  Ocl 

79 

MIL-S-80029D 

3220 

IP 

31  Mar 

88 

ME 

SH 

99 

NOTICE  1 

OO-S-IOIB  (1) 

5130 

•Gl 

05  May 

75 

Gl 

SH 

99 

MIL-S-26753C 

3220 

IP 

10  Dec 

84 

ME 

SH 

99 

NOTICE  1 

OO-S-90C 

INI  AMD  (1) 

5130 

•Gl 

22  Jun 

70 

Gl 

SH 

99 

Q 

00-S001114A 

5130 

i 

01  Jul 

71 

l 

Mll-S-125168 

3220 

ME 

11  Nov 

75 

ME 

A-A-570 

5130 

t 

19  Nov 

79 

A-A-476 

5130 

t 

27  Nov 

79 

MII-S-80020C 

3220 

IP 

27  Sep 

85 

AR 

SH 

99 

ASTM  C616  85 

5610 

YD 

22  Nov 

86 

YD 

MII-S-10385F 

4730 

ME 

28  Jun 

79 

ME 

99 

Mll-STD-4018 

5680 

AS 

26  Sen 

67 

ME 

AS 

20 

L 

MII-S-17917A  (1) 

5680 

AS 

31  Aug 

71 

AS 

MII-S-7998A  (1) 

5510 

AS 

13  Feb 

78 

ME 

AS 

20 

MII-5-9041B 

5680 

AS 

19  Mor 

75 

AV 

AS 

20 

#t»H  c  253925 

9330 

AS 

08  Mov 

68 

AS 

20 

Mll-S-438528 

7310 

Gl 

21  Dec 

84 

Gl 

YD 

99 

MII-STD-667C 

8910 

Gl 

01  Nov 

86 

Gl 

SA 

50 

MII-STD-668E 

69GP 

Gl 

31  Dec 

87 

Gl 

SA 

50 

NOTICE  1 

MII-STD-671C 

NOTICE  1 

8910 

Gl 

06  Nov 

87 

Gl 

SA 

50 

MIL-STD-1105D 

8920 

Gl 

16  Sep 

85 

Gl 

SA 

50 

MII-STD-H62C 

8910 

Gl 

01  Nov 

86 

Gl 

SA 

50 

MIL-STD-1155C 

8910 

Gl 

18  Moy 

82 

Gl 

SA 

50 

NOTICE  1 
MIL-STD-U56C 

8960 

Gl 

01  Ocl 

87 

Gl 

SA 

50 

NOTICE  1 


611 


ALPHABETICAL  LISTING 


TITLE 

Sanitcry  Stondords  For  The  Equipment  *  Melhods  For  The  Handling  Of  Milk  And 
Milk  Product*  In  Bulk  Milk  Dispensing  Operations 

Sanitary  Standards  For  Commissaries . . . . . . 

Sanitary  Standards  For  Icc  Plants  . . . . . . . 

Sanitary  Standards  For  Meat  Processing  Plants  In  Oversea  Areas.................. . . 

Sanitary  Stondords  For  Butter  (And  Related  Products)  Plants  . . . . . 

Sanitation  Standards  For  fish  Plants  . . . . . . . . . 

Sanitizer-detergent,  General  Purpose  (Quaternary  Ammonium  Compound)  . . . 

Sardines,  Canned . . . . . . . . . . . . . . 

Satchel,  Physician  S,  Boston  Style,  Three  Compartment.... . . . . . 

Satchel,  Physicians . . . . . . . . . . . . . . . . . . . 

Sauce  &  Gravy  Mixes,  Dry,  Canned  . . . . . . . . . . . 

Sauce,  Spaghetti,  Meatless  . . . . . . . . . 

Saucepan  (Round,  With  Cover) . . . . . . . . . . . 

Saucepans  . . . . . . . . . . . . 

Saw  Set,  Hand.... . .  . . . . . . . . 

Saw  Set,  Hand . . . 

Saw  System,  Bone,  Electric  . . . . . . . . . . 

Saw,  Abrasive  Disk,  Concrete,  Gasoline  Engine  Driven,  Self  Propelled,  12  To  18 
INCH  Blade 

Saw,  Band  Woodworking . . . . . . . . . . . 

Saw,  Bond,  Cutoff,  Horizontal,  Non-adjustable,  And  Adjustable  Cutting  Angle  . . 

Saw,  Band,  Cutoff,  Horizontal,  And  Combination  Horizontal  And  Vertical . . 

Saw,  Band,  Meat  Cutting...... . . . . . . . . . . . . 

Saw,  Band,  Metal  Cutting,  14  Inch . . . . . . . . . . . . . . 

Saw,  Bone  Cutting,  Autopsy,  Stryker,  1 10  Volt,  Ac-dc  . . . . . . . . . 

Saw,  Bow  And  Crosscut,  One  Man  And  Two  Man  . . . . 

Saw,  Butcher  S,  And  Blade,  Butcher  S  Handsaw . . . . . . . 

Sow,  Chain,  Portable,  Power . . . . . . 

Saw,  Circular,  Gasoline  Engine  Driven,  Portable  . . . . . 

Saw,  Circular,  Portable,  Pneumatic . . . . . . . . . . 

Saw,  Circular,  Portable,  Electric,  3800  Rpm... . . . . . 

Saw,  Circular,  Portable,  Electric . . . . . . . . . . 

Szw,  Circular,  Portable,  Electric,  Meat  Cutting,  8-INCH  Blade . . . 

Saw,  Circular,  Toble  Type,  Woodworking,  Skid-mounted,  Gosoline  Engine-driven, 
20-INCH  Blade 

Saw,  Circular,  Toble  Type,  Woodworking,  Single  Tilting  Arbor,  Floor  Mounted  . 

Saw,  Crosscut,  Hand,  One-man  And  Two-mon . . . . 

Saw,  Finger  Ring  . . . . . . . 

Saw,  Hand . . . . . . . . . 

Saw,  Hond . . . . . . . . . . . . . . . . 

Saw,  Hand,  Crosscut,  24  Inch  Blade . . . . . 

Saw,  Hond,  Finger  Grip,  Survival,  Type  MB-2 . . . . . . . 

Saw,  Hand,  Meat  Cutting,  Reciprocating,  Electric  . . . . 

Saw,  Jig,  Woodworking.......... . . . . . . . . 

Saw,  M249  Blank  Ammunition  Magazine  Assembly  And  Feedstrop  . . . . 

Saw,  Plaster-cost,  Engel . . . . . . . . . . . . . . 

Saw,  Power  Hack,  Portable,  Pneumatic  (2  Inch  To  8  Inch  Pipe  Size  Capacity) . 

Sow,  Power  Hock,  Dry- Cut,  Portable  (3  Inch  Capacity)..................... . 

Sow,  Radial  Overarm,  Woodworking  Trailer  Mounted.... . . . 

Saw,  Rodiol-overworm,  Woodworking  . . . . . . . . . 

Saw,  Reciprocating,  Portable,  Electric,  Vertical  Drive... . . . . . . 

Saw,  Reciprocating,  Portable,  Pneumatic,  Metai-culting . . . . . . . 

Saw,  Reciprocating,  Portable,  Electric,  Heavy  Duty . . . . . . 

Saw,  Reciprocating,  Woodworking,  Pneumatic,  Portob’e  . . . . 

Saw,  Reciprocating,  Portable  Electric . . . . . 

Sawing  Machines,  Metal,  Safety  Requirements  For  The  Construction,  Care  &  Use  Of 
-  1983 

Sawmill,  Circular,  Trailer-mounted,  50  Inch  Blade,  Diesel  Engine  Driven . . . . 

Sawn  Timber  Pdej-Uffd  Po'  Re j’dent'c!  &  CcTTcrcIa!  Building  1925 . 

Saws,  Band/  Cutoff,  Traveling,  Tilting,  Verticol  Column . . . . . . . 

Sows,  Band,  Metal  Cutting,  Vertical,  Contour . . . . . . . 

Saws,  Bond,  Metal  Cutting,  Contour,  Power  Feeding  Table,  19,-26,  35  And  60  Inch 
Throat  Widths 

Saws,  Hole,  Hole  Sow  Arbors,  &  Hole  Saw  Accessories,  Specification  For  -  15  Oct 
85 

Saws,  Power,  Hack,  6-INCH  Through  24-INCH  Workpiece  Copacity . . . 

Saws,  Power,  Hack,  6  Inch  Thru  24  Inch  Workpieces  Copacity  . . . . . 

Scaffolding  Components,  Stee  (Pipe,  Tube,  &  Coupler) . . . . . . . . 

Scale  Conditioner,  Alkaline,  Aircraft  Turbine  Engine  Components  •  1  Apr  1985  ........ 

Scale  Remover  Compound,  Acidic,  Aircraft  Turbine  Engine  Components  . . . 

Scale  Removing  Compound  (Power,  Sulfamic  Add.. . . . . . . . 

Scale  Removing  Compound  . . . . . 
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MIL-STD-175E 

8910 

GL 

06  Nov 

87 
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50 

NOTICE  1 
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SA 
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87 
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82 

GL 

SA 

50 

M11-STD-1482C 
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GL 

SA 

50 

FED-STD-369 
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/GL 

02  Aug 
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GL 

SA 
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A-A-1442 
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87 
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A-A-20133 
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Gl 

SA 

50 

A-A-1980 

7330 

•Gl 
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82 

SA 

99 

A-A-389 

7330 

t 

27  Sep 

79 

GGG-S-75  (1) 

5110 

•GL 

15  Dee 
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GL 

SH 

99 

(INT.  AMD.  2) 

GGG.S  0075A  (1) 

5110 
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66 

MIL-S-42056 
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MS 
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MIL-S.52212G 

3895 
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YD 

MIL-S.80095D 
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IP 
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86 

Al 

SH 

99 

MIL-S-24036D 

IP 

08  Feb 

85 

AL 

SH 

99 

MIL-S.45814D 

4405 

IP 

29  Jun 

87 

AL 

SH 

99 

MU-S.40601D  (3) 

7320 

GL 

30  Sep 

88 

GL 

99 

MII-S-I3875F 

3405 

AL 

05  Feb 
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Al 

Mll-S -36703  (2) 

6515 

DM 
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03 

GGG-S-0064A 
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-GL 
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99 

GGG-S62D 

3695 
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ME 

YD 

99 

A-A-52) 
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GGG-S-63C  (3) 
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/GL 
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Gl 
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99 

A-A-484 
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GGG-S.51D 

5)30 
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GL 

SH 

99 
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A-A-50490 
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YD 

23  Jun 
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MIL-S. 12034D 

3220 

ME 

30  Sep 

75 

ME 

YD 

00-S-236C  (2) 
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/IP 
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87 

ME 

SH 

99 

NOTICE  1 

GCG.S-64  (2) 

5110 

•GL 

20  Aug 

59 

GL 

SH 
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INT  AMD  (3) 

MIL-S-36635A 

6515 

DM 
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75 

MD 
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03 

GGG-S-65A 
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•/. 
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61 
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GGG-S-0065B  (1) 

•5110 

t 
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MIL’S -43032A  (1) 

5)10 

GL 
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87 

GL 

NOTICE  1 

MIL-S-9964A  (2) 

5110 
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88 
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MIL-S-7047) 
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AR 
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GGS-125 
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MIL-S.45578B 
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Al 
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MIL-S-17717E 
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YD 
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79 

MIL-S-4083C 

5130 
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74 
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08  Aug 

67 

GL 

99 

W-S-0090B  (2) 
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SH 
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MU-S.24035B 
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IP 
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SH 
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MII-S-80201B 

3405 

IP 

01  Jun 

81 

Al 

SH 

99 

MII-S.24034E 

3405 

IP 

29  Apr 

88 

Al 

SH 

99 

ANSI/ASME  B94, 54-84 

3455 

IP 

31  Mor 

86 

AL 

SH 

99 

Mll-S-80274 

3405 

1? 

07  Jul 

87 

AL 

SH 

99 

OO-S-240E  (1) 

3405 

/IP 

19  Moy 

77 

Al 

SH 

MII-S-29180A 

5440 

SH 

10  Dec 

81 

SH 

AMS  1380-85 

6850 
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14  Mor 

88 

AV 

AS 

AMS  1382 

6850 

AS 

29  Feb 

88 

AV 

AS 

A-A-198 

6850 

t 

22  Ocl 

81 

P.S-1203 

6850 

•/. 

08  Apr 

77 

612 


ALPHABETICAL  LISTING 


TITLE 

Scale  System, digital,  Delicatessen  . . . . . . 

Scale  Systems,  Prepackaged  Pood . . . . . . . . . 

Scole,  Area  (Transparent  Plastic)  . . . . . . 

Scale,  Beam  Indicating:  Weighing,  Specific  Gravity;  Capacity  0.01  No!  less  Than 
200  Grams,  Three  Or  Four  Weight  Beams  0.01  Gram  Sensitivity 

Scale,  Beam  Indicating,  Egg  Weighing . . . . . 

Scale,  Be'.m  Indicating.  Metric  System,  Counter-mounted . . . . . . 

Scale,  Beam  Indicating  (Bench  Or  Counter  Type) . . . . . 

Scale,  Beam  Indicating,  Weighing,  Sensitive  To  1  Gram  . . . . . 

Scale,  Beam  Indicating,  Weighing,  Specific  Gravity,  Copocity  0.01  To  Not  Less 
Than  200  Grams,  Three  Or  Four  Weight  Beams,  0.01  Gram  Sensitivity 
Scale,  Beam  Indicating  (Portable  Platform,  floor  Type) . . . . . 

Scale,  Dial  And  Beam  Indicating,  Bakers,  Dough  Piece  Checking . . . . . 

Scole,  Dial  And  Beam  Indicating,  Bench  (5  To  200  Pound  Capacity) . . . 

Scale,  Dial  And  Beam  Indicating  . . . . . . . * . . . 

Scale,  Dial  Indicating,  Egg,  Platform  . . . . . . . . 

Scale,  Dial  Indicating  (Dietetic,  500  Gram) . . . . . . 

Scale,  Dial  Indicating,  Autopsy.......... . . . . . . . 

Scale,  Digital,  Platform . . . . . . . . . 

Scale,  Digital,  Overhead,  Monorail  . . . . . . . . . . . . 

Scale,  Drafting  Surveyor  S . . . . . . . . . 

Scole,  Drafting;  Metric  Proportional........ . . . . . . . . . 

Scole,  Drafting,  Enlarging . . . . . . . . . 

Scale,  Drafting,  DecimoMneh  Dimensioning  . . . . . . . . 

Scale,  Drafting,  Architect  S  . . . . . . 

Scale,  Drafting,  Engineers  . . . . . . . . . . . 

Scale,  Drafting,  Mechonicol . . . . . . . . 

Scale,  Drafting,  Combination  English  And  Metric  Measurement  System . . . 

Scale,  Graphical  Firing,  Site,  M58,  M67,  M72,  And  M86 . . . . . . 

Scale,  Graphical  Firing,  HE  M107,  Low  Anglo,  W/ICM,  (155-Q-4)  Chgs  4  &  5, 

(P/N  11785434-16) 

Scole,  Graphical  Firing,  HE  M107,  low  Angle,  W/ICM,  (155-Q-4)  Chgs  6  &  7, 

(P/N  11785434-17) 

Scale,  Graphical  Firing,  HE  M437,  low  Angle,  (175-A-l)  Chg  1  &  2,  (P/N 
11785434-89) 

Scale,  Graphical  Firing,  HE  M437,  Low  Angle  &  High  Angle,  (175-A-l)  Chg  3,  (P/N 
11785434-90) 

Scale,  Graphical  Site,  HE  M437,  (175-A-l),  (P/N  11785434-91) . 

Scale,  Graphical  Firing,  Low  Angle  &  High  Angle,  (14.5-A-l)  Chg  1,  (P/n 
11785434-92) 

Scale,  Graphical  Site,  . . . . . . . . . . 

Scole,  Graphical  Firing,  HE  M107,  low  Angle,  (155-AM-2)  Chg  2  And  4,  (P/N 
11785434-103) 

Scale,  Grophicol  Firing,  HE  M107,  Low  Angle,  (155-AM-2  Chg  5  AND6,  (P/N 
11785434-104) 

Scale,  Grophicol  Firing,  HE  M107,  low  Angle,  N155-AM-2)  Chg  7  And  8,  (P/N 
11785434-105 

Scale,  Grophicol  Firing,  HE  M107,  High  Angle,  (155-AM-2,  (P/N  11785434-106 . . 

Scole,  Grophicol  Site,  HE  M107.  (155-AM-2),  (P/N  11785434-107) . 

Scole,  Grophicol  Firing,  HE  M107,  Illumination,  (155-AM-2)  Chg  2  And  3,  (P/N 
11785434-108) 

Scale,  Graphical  Firing,  HE  M107,  Illumination,  (155-AM-2)  Chg  5  And  7,  (P/N 
11785434-109) 

Scale,  Graphical  Firing,  HE  M107,  low  Angle,  (155-AM-2)  Chg  3,  (P/N 
11785434-110 

Scale,  Graphical  Firing,  HE  M107,  High  Angle,  (155  Q-4),  (P/N  11785434-18) . 

Scole,  Graphical  Firing,  HE  Ml,  Low  Angle,  W/ICM,  (105-H-7)  Chgs  1  oo  3,  (P/N 
11785434-1 

Scale,  Grophicol  Firing,  HE  Ml,  Low  Angle,  W/ICM,  (105-H-7)  Chgs  4  And  5, 

(P/N  11785434-2) 

Scole,  Grophicol  Firing,  Illuminating,  M485,  (155-Q-4)  Chgs  1-8.  3,  (P/N 
11785434-19) 

Scale,  Grophicol  Firing,  Illuminating,  M4 85,  ( 155-0-4)  Cngs  5  &  7,  (P/N 
1 1785434-20) 

Scole,  Grophicol  Site,  HE  M107,  (155-Q-3),  (P/N  -11785434-21) . . . . 

Scale,  Grophicol  Firing,  HE  M107,  Low  Angle,  W/ICM,  (155-AH-3)  Chgs  1  8.  3, 
(P/N  11785434-22) 

Scale,  Grophicol  Firing,  HE  M107,  Low  Angle,  W/ICM,  (155-AH-3),  Chgs  4  8.  5, 
(P/N  11785434-23) 

Scale,  Graphical  Firing,  HE  M107,  Low  Angle,  W/| CM,  (155-AH-3)  Chgs  6  8.  7, 
(P/N  11785434-24) 

Scole,  Grophicol  Firing,  HE  M107,  High  Angle,  (155-AH-3),  (P/N  1 1785434-25) . 

Scale,  Graphical  Firing,  Illuminating,  M485,  (155-AH-3)  Chgs  1  8.  3,  (P/N 
1)785434-26) 
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PREP 
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L 

A-A-50144 

6670 

GL 

06  Jon 

88 

GL 

l 

MIL-S.43147D 

6670 

GL 

30  Jun 

83 

GL 

GG-S-150A 

INT  AMO  (1) 

6675 

t 

21  Sep 

64 

A-A'50223 

6670 

/ME 

23  Sep 

86 

ME 

99 

MIL-S-37043 

6670 

DM 

22  Mor 

74 

MD 

MS 

03 

MIL-S.I9423D 

6670 

YD 

13  Jul 

84 

GL 

YD 

99 

AAA-S-115C 

6670 

/GL 

17  Mor 

71 

GL 

99 

NOTICE  1 
MIL-S-11581B 

6670 

ME 

08  Apr 

76 

ME 

99 

MIL-S- H510E 

NOTICE  1 

6670 

ME 

02  Aug 

88 

ME 

99 

AAA-S-U8D 

6670 

/GL 

27  Feb 

87 

GL 

YD 

82 

NOTICE  T 

Mll-S-n  183F 

6670 

GL 

31  Dec 

85 

GL 

AAA-S-108D 

6670 

/GL 

03  Oct 

77 

GL 

AAA'S'T  12B  (T) 

6670 

/GL 

20  Sep 

77 

GL 

99 

MIL'S-37071 

6670 

DM 

25  Jon 

74 

MD 

MS 

03 

NOTICE  T  (DM) 
AAA'S*!  10B 

6670 

/GL 

14  May 

70 

GL 

MS 

03 

MIL.S-43710A 

6670 

DM 

12  Jun 

75 

MD 

MS 

03 

l 

A-A'50143 

6670 

GL 

06  Jon 

88 

GL 

A-A'50105 

6670 

MB 

27  Mor 

87 

MD 

MS 

03 

GG.S'161/SD 

6675 

/ME 

01  May 

85 

ME 

99 

GG-S-161/13 

6675 

/ME 

01  May 

85 

ME 

YD 

99 

GG-S.I6T/12B 

6675 

/ME 

01  Moy 

85 

ME 

99 

GG-S'161/60 

6675 

/ME 

01  Moy 

85 

ME 

YD 

99 

GG-S'161/IO 

6675 

/ME 

01  Moy 

85 

ME 

YD 

99 

GG.S-161/2D 

6675 

/ME 

01  May 

85 

ME 

YD 

99 

GG.S-161/3D 

6675 

/ME 

01  Moy 

85 

ME 

99 

GG-S-16I/4D 

6675 

/ME 

01  May 

85 

ME 

99 

l 

MIL'S '45635A 

1220 

AR 

16  Dec 

63 

AR 

l 

MIL'S ‘64045/16 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL-S-64045/17 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

l 

MIL'S  >64045/89 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL-S-64045/90 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL'S -64045/91 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

Mll-S-64045/92 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MILS-64045/93 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

l 

Mll'S'64045/95 

1220 

AR 

01  Feb 

87 

AR 

l 

MIL'S-64045/96 

1220 

AR 

01  Feb 

87 

AR 

l 

Mll'S'64045/97 

1220 

AR 

01  Feb 

87 

AR 

l 

MIL'S-64045/98 

1220 

AR 

01  Feb 

87 

AR 

l 

Mll'S-64045/99 

1220 

AR 

01  Feb 

87 

AR 

l 

Mll-S'64045/100 

1220 

AR 

01  Feb 

87 

AR 

l 

MIL-S-64045/10) 

1220 

AR 

01  Feb 

87 

AR 

l 

MIL'S'64045/102 

1220 

AR 

01  Feb 

87 

AR 

l 

Mll-S'64045/18 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

l 

MIL-S-64045/1 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

Mll-S'64045/2 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

L 

MIL-S-64045/19 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL'3'64045/20 
NOTICE  1 

1220 

AR 

55  Od 

88 

AR 

l 

MIL'S-64045/21 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL-S'64045/22 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

MIL-S'64045/23 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

l 

Mll-S'64045/24 
NOTICE  1 

1220 

AR 

15  Od 

88 

AR 

L 

Mll-S'64045/25 
NOTICE  I 

1220 

AR 

15  Od 

88 

AR 

l 

MIL-S'64045/26 

1220 

AR 

15  Od 

88 

AR 

NOTICE  1 
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Scole,  Grophlcol  Firing,  Illuminating,  M485,(155-AH-3)  Chgs  5  &  7,  (P/N 

11785434-27) 

l 

MIL-S-64045/27 
NOTICE  1 

1220 

AR 

15  Jul 

83 

AR 

Scale,  Graphical  Sile,  HE  MI07,  (155-AH-3),(P/N  11785434-28) . 

L 

Mll-S-64045/28 
NOTICE  1 

1220 

AR 

IS  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M483A1,  low  Angle,  (155  AK  2)  Chgs  loo  3  (Pn 
11785434-29) 

i 

MIL-S-64045/29 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

Scale,  Graphical  Firing,  HE  M483A1,  low  Angte,  (155-AK-2)  Chgs  4  &  5,  (P/N 
11785434-30) 

i 

Mll-S-64045/30 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M483A1,  low  Angle,  (I55-AK2)  Chgs  6  oo  7,  (P/n 
11785434-31) 

l 

Mll-S-64045/31 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml,  low  Angle,  W/ICM,  (I05-H-7)  CHGS6  oo  7,  (P/N 

1 1785434-3 

l 

Mll-S-64045/3 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml,  High  Angle,  (105.H-7),  (P-^N  11785434-4) ... .......... 

l 

MIL-S -64045/4 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M314,  (105-H-7)  Chgs  3  oo  4,  (P/N 

11785434-5) 

l 

Mll-S-64045/3 
NOTICE  1 

1220 

AR 

)5  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M314,  (105-H-7)  Chgs  5  And  7,  (P/N 

11785434-6) 

l 

MIL-S-64045/6 
NOTICE  ) 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Site,  He  Mi,  (105-H-6),  (P/n  11785434-7) . . . . . . 

l 

Mll-S-64045/7 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE  Ml,  low  Angle  W/ICM,  (105-AS-2)  Chgl  1  4  3,  (P/N 
11785434-8) 

l 

Mll-S -64045/8 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml,  low  Angle,  W/ICM,  (105-AS-2)  Chgs  4  oo  5, 

(P/N  11785434-9) 

l 

Mll-S-64045/9 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml,  low  Angle,  W/ICM,  (105-AS-2)  CHG5  6  &  7, 

(P/N  11785434-10) 

l 

MIL-S -64045/10 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE  Ml,  High  ANGIE, (105-AS-2),  (P/N  11785434-11) . 

L 

Mll-S-64045/11 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M314,  (105-AS-2)  Chgs  4  &  5,  (P/N 

11785434-12) 

i 

Mll-S-64045/12 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M3l4,(105-AS-2)  Chgs  6  oo  7,  (P/N 
11785434-13) 

l 

MIL-S-64045/13 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

Aft 

Scale,  Graphical  Sile,  HE  Ml,  (I05-AS-1),  (PN  11785434-14) . 

l 

MIL-S-64045/14 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE~M107,  Low  Anglew/ICM,  (155-0-4)  Chgs  1  &  3,  (P/N 
11785434-15) 

i 

Mll-S-64045/15 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M483A1,  High  Angle,  (155-AK-2),  (P/N  11785434-32..,. 

l 

MIL-S-64045/32 
NOTICE  ) 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  M172  (IGP,  High  Angle,  (155-AS-O),  (P/N  11785434-61)  .. 

i 

MIL-S-64045/61 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Sile,  HE  M483A1,  (155-AK-2),  (P/n  11785434-33)  . 

i 

Mll-S-64045/33 
NOTICE  1 

1220 

AR 

15  Ocl 

83 

AR 

Scale,  Graphical  Firing,  HE  M106,  low  Angle,  W/ICM,  (8-J-4)  CHGS1  8.  3,  (P/N 
11785434-62 

i 

Mll-S-64045/62 
NOTICE  1 

1220 

AP 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M106,  low  Angle,  W/ICM,  (8-J-4)  Chg»  4  4  5,  (P/N 
11785434-63) 

i 

Mll-S-64045/63 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE  Ml 06,  low  Angle,  W/ICM,  (8-J-4)  Chgs  6  &  7,  (P/N 
11785434-64) 

l 

Mll-S-64045/64 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M106,  High  Angle,  (8-J-4),  (P/n  11785434-65) . 

i 

Mll-S-64045/65 
NOTICE  ) 

1220 

AR 

15  Oct 

88 

AR 

Scale,  Graphical  Sile,  AE  M106,  (8-J-3),  (P/N  1 1785434-66)  . 

l 

Mll-S-64045/66 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE  M106,  low  Angle,  W/ICM,  (8-Q-l)  Chgs  1  &  3,  (P/N 
1)785434-70) 

i 

MIL-S-64045/70 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml 06,  Low  Angle,  W/ICM,  (8-Q-l)  Chgs  4_&  5,  (P/N 
11785434-71) 

L 

Mll-S-64045/7 1 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  M549A1,  low  Angle,  (155-Al-l)  Chg  7R,  (P/n 

11785434-34) 

i 

MIL-S  64045/34 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scole,  Graphical  Firing,  M549A1,  High  Angle,  (155-Al-l)  Chg  7R,  (P/n 

11785434-35) 

l 

Mll-S-64045/35 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Sile,  M549A1,  (155-AL-l)  Chg  7R,  (P/n  11785434-36 . 

i 

Mll-S-64045/36 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE-M107,  Low  Angle,  W/ICM,  (155-AM-1)  Chgs  2  &  4, 

(P/N  11785434-37) 

i 

Mll-S-64045/37 
NOTICE  ) 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Grophlcol  Firing,  HE  M106,  Low  Angle,  W/ICM,  (8-Q-l)  Chgs  6  &  7,  (P/N 
11785434-72) 

l 

Mll-S-64045/72 
NOTICE  1 

1220 

AR 

15  Oct 

88 

AR 

Scale,  Graphical  Firing,  HE  Ml 07,  Low  Angle,  W/ICM,  (155-AM-l)  Chgs  5  &  6, 

(P/n  11785434-38 

L 

Mll-S-64045/38 
NOTICE  I 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  GroDhicol  FIring,-HE-M107,  low  Annie,  W/ICM,  (155-AM-l)  Chgs  7  ^  9, 

(P/N  11785434-39^ 

l 

Mil-S-64045/39 
NOTICE  1 

1220 

AR 

Ocl 

SB 

AR 

Scole,  Graphical  Firing,  HE  M107,  High  Angle,  (155-AM-l),  (P/N  11785434-40)..,... 

i 

Mll-S-64045/40 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M485,  (155-AM-l)  Chgs  2  &  3,  (P/N 
11785434-41) 

l 

Mll-S-64045/41 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  Illuminating,  M485,  (155-AM-l)  Chgs  5  &  7,  (P/N 
11785434-42) 

L 

Mll-S-64045/42 
NOTICE  ) 

1220 

AR 

15  Ocl 

88 

AR 

Scole,  Graphical  Sile,  HE  M107,  (155-AM-l), (P/N  1 1785434-43) . 

l 

MIL-S-64045/43 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scale,  Graphical  Firing,  HE  M483A1,  low  Angle,  (155-AN-l)  Chgs  3  &  4,  (P/N 
11785434-44) 

i 

Mll-S-64045/44 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 

Scole,  Graphical  Firing,  HE  M483A1,  Low  Angle,  (155-AN-l)  Chgs  5  &  6,  (P/N 
11785434-45) 

i 

Mll-S-64045/45 
NOTICE  1 

1220 

AR 

15  Ocl 

88 

AR 
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Scale,  Graphical  Firing,  HE  M106,  Low  Angle,  W/ICM,  {8*0*1)  Chgs  8  8.  9,  (P/N 
11785434*73) 

Scale,  Graphical  Firing,  HE  M106,  High  Angle,  <8*Q*1),  (P/N  11785434-74).. . 

Scale,  Graphical  Site,  HE  M106,  (8*0*1),  (P/N  11785434*75)......., . 

Scale,  Graphical  Firing,  HE  M650,  low  Angle,  W/XM7538  (8-S-l)  Chgs  1G  &  2G 
(P/N  11785434*79) 

Scale,  Graphical  Firing,  HE  M650,  low  Angle,  W/XM753,  (8*5*1)  Chgs  3G  &  4G, 
(P/N  11785434*80) 

5cole,  Graphical  Firing,  HE  M650,  low  Angle,  W/XM753,  (8*S*1)  Chgs  5G  &  5W, 
(P/N  11705434*81) 

Scale,  Graphical  Firing,  HE  M650,  Low  Angle,  W/XM753,  (8-S-l)  Chgs  6W  &  7V/, 
(P/N  11785434*82) 

Scale,  Graphical  Firing,  HE  M650,  Low  Angle,  W/XM753,  (8*S*1)  Chgs  8  &  9, 

(P/N  11785434*83) 

Scale,  Graphical  Firing,  HE  M650,  Low  Angle,  W/XM753,  (8-S-l)  Chgs  7WR  &  8R, 
(P/N  11785434*84) 

Scale,  Graphical  Firing,  HE  M650,  Low  Angle,  W/XM753,  (8-S-l)  Chg  9R,  (P/N 
11785434*85) 

Scale,  Graphical  Firing,  HE  M650,  High  Angle,  (8-S-l)  Chgs  1  To  9  (P/N 
11785434*86 

Scale,  Graphical  Firing,  HE  M650,  High  Angle,  (8-S-l),  Chgs  7WR,  8R  &  9R  (P/N 
11785434*87) 

Scale,  Graphical  Site,  HE  M650,  (8-S-l),  (P/N  11785434*88) . . . 

Scale,  Graph’col  Firing,  HE  M483A1,  Low  Angle,  (155-AN-l)  Chgs  7  &  8,  (P/N 
11785434  46) 

Scale,  Graphical  Firing,  HE  M483A1,  High  Angle,  (155-AN-l),  (P/N  11785434*47).. 

Scale,  Graphical  Site.hE  M483A1,  (155-AN-l),  (P/N  11785434*48) . 

Scale,  Graphical  Firing,  HE  M549A1,  low  Angle,  (155-AO-O)  Chgs  7R  &  8R,  (P/N 
11785434-49) 

Scale,  Graphical  Firing,  HE  M549A1,  low  Angle,  (155-AO  0)  Chg  8R,  (P/N 
11785434*50) 

Scale,  Graphical  Firing,  HE  M549A1,  High  Angle,  (155-AO-O),  (P/N  11785434*51) 

Scale,  Graphical  Site,  HE  M549A1,  (155-AO-O),  (P/N  11785434*52)  . 

Scole,  Graphical  Firing,  M172  ClGP,  Low  Angle,  (155-AS-O)  Chgs  4G  &  5G,  (P/N 
11785434*53) 

Scole,  Graphical  Firing,  M172  CLGP,  Low  Angle,  (155-AS-O)  Chgs  4W  &  5W,  (P/ 
11785434*54) 

Scale,  Graphical  Firing,  M172  CLGP,  Low  Angle,  ( 155-AS-O)  Chgs  6W  &  7W,  (P/N 
11785434*55) 

Scole,  Graphical  Firing,  M172  ClGP,  Low  Angle,  (155-AS-O),  Chgs  6WG  &  7WG, 
(P/N  11785434*56) 

Scale,  Graphical  Firing,  M712  Glgp,  Low  Angle,  (155*AS*0)  Chgs  7WGAND  8, 

(Pn  11785434-57) 

Scole,  Graphical  Firing,  M172  CLGP,  Low  Angle,  (155-AS-O)  Chg  8G,  (P/N 
11785/34*59) 

Scale,  Grophicol  Silo,  M172  ClGP,  (155-AS  O),  (P/N  11785434*60) . 

Scale,  Hanging,  Dial,  30  Pound  . . ................... . . . . . . . 

Scole,  Measuring,  Typists-.. . . . . . . . . . 

Scale,  Meteorological,  Ml-125,  Ml-17 7,  &  Ml-301  TM... . . . . 

Scole,  Person  Weighing  (Infant) . . . . . . . . 

Scole,  Plotting  .... - ..... — . .  . . . . . . . . . . 

Scole,  Plotting,  Coordinate  (Aluminum,  Square,  1,25,000  Scale  And  1,50,000  Scale, 
Graduated  In  Meters  And  Yord) 

Scole,  Plotting,  Metric . . . . . . . . 

Scole,  Plotting,  Precision,  Centimeter  And  Inches,  With  Case . . . . . . . 

Scale,  Plotting,  Feet  And  Yards  . . . . . . . . . . 

Scole,  Plotting,  Coordinate,  Plastic,  Graduated  In  Yards  And  Meters  In  1-25000  And 
1-50000  Scales 

Scale,  Plotting,  Soil  Survey  . . . . 

Scole,  Plotting,  Meter  And  Yard..,,.,....,.,..,,......-.,....,....,..,...,.... . . 

Scole,  Weighing,  General  Specifications  . . . . 

Scoler,  Dental,  Single.  Ended  — . . . . . . . 

Scaler,  Needle  Type,  Pneumatic,  Porfckle  . . . 

Scales,  Drafting,  And  Scales,  Plotting  (General  Specification)  .......................... — ... 

Scales,  Grophicol  Firing,  General  Specification  For  . . . . „„ 

Scales,  Graphical  Firing,  Fon  Type,  With  Equipment  (For  81MM  &  4.2  In.  Mortars).. 

Scales,  Person  Weighing  . . . . . 

Scofcs,  Spring,  (Suspension  Mounted) 

Scaling  &  Chipping  Tool,  Rotary,  Portable,  Electric,  &  Cutter  Bundies 
Scallops,  Chilled  &  Frozen 
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1220 
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AR 
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88 

AR 

L 
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AR 
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AR 

l 
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NOTICE  1 
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AR 
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AR 

L 

MIL-S-64045/85 
NOTICE  1 

1220 

AR 
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88 

AR 

L 
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AR 
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AR 
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NOTICE  1 
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AR 

15  Ocl 
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AR 
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NOTICE  1 
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AR 
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88 
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AR 
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1220 

AR 
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88 

AR 
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1220 

AR 

15  Ocl 

88 

AR 
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MIL-S-64045/49A 
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AR 
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6675 

/ME 

01  May 

85 

ME 

99 
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88 
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83 

GL 

MS 

A-A-50062 

6670 

GL 
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83 

GL 
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85 

PP-S.1200 

8905 

♦GL 

21  Apr 

80 

Gl 

SA 

50 
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ALPHABETICAL  LISTING 


TiTtE 


Scon  Interface  PL-1408/UA  . ,  . . ....  ...........  ........... 

Scan-interface  PL*1403/UA,  PL-1403A/UA...  ... , 

Scanner  Assembly  For  AN/PAS-7  . , . . 

Scanner,  Mechanical  MX-9872(V) 'UA  . .  .  ... 

Scanner,  Mechanical  MX-9872(V)1/UA  . . . . . . 

Scanner,  Mechanical  MX-9872(V)2/UA  . . . . . . . 

Scanner,  Mechanical  MX*9£72(V)3/UA  . . . . . . . . . . . . . . 

Scanner,  Mechanical  MX-9872(V)4/UA  .  ...  . . . . 

Scanner,  Mecharical  MX*9872(V)5''UA  .  ....  ................................... 

Scanner,  Mechanical  MX-9872(V)6/UA  . . . . . . . 

Scanner,  Mechanical  MX-9872{V)7/UA  . . .  ........................ .........  . . . 

Scanner,  Mechanical  MX»107I7(V)1/U  . . . . . . . . . . . 

Scanner,  Mechanical  MX-10717(V)2/U  . . . . . . 

Scanner,  Mechanicol  MX“10717(V)3/U  . . .  . . . . . .  . . . 

Scanner,  Mechanical  MX'10717(V)4/U  .  . . 

Scanner,  Mechanical  MX-10717(V)5/U  . . . . . . . 

Scanner,  Mechanical  MX*I0717(V)6/U  . . . . . . 

Scanner,  Mechanical  MX-10717(V)7/U  . . . . . . . ....... 

Scanning  For-field,  Fiber  Single  mode,  Measurement  Of  Mode  Field  Diomeler  18 

Dec-87 

Scarf,  Branch  Of  Service,  Bib  Type  .  .........  . . . . . . . . 

Scarf,  Chaplains  . . . . . . . . . . . . . 

Scarf,  Neckwear,  Woman  S  Acrylic  . . . ,  — ..... 

Scarf,  Neckwear,  Wool . . .  . . . . . . . . . . 

Scarf,  Neckwear,  Sage  Green,  Flying,  Tubular  N-18  (Scarf,  Sage  Green,  Flying 
Tubular,  Type  N*1B) 

Scarf,  Neckwear,  Rayon,  Woman  S.. . . . . . . 

Scarf:  Headover,  Wool............ . . . . . . . . . . . . . . . 

Scarifier  Assemblies,  Back-rip,  Earth,  Dozer  Mounted  . . . . . . 

Schedule  Of  Piping,  Valves,  Fittings,  And  Associated  Piping  Components  For  Naval 
Surface  Ships 

Schedule  Of  Piping,  Valves,  Fittings,  &  Associated  Piping  Components  For 
Submarines  Service 

Schematic  Wiring  Diagram  (External  DC  Power  Connector,  Aircraft . . 

Schematic  Wiring  Diagram  (External  Ac  Power  Connector,  Aircraft) . . . . . . 

Scissor,  Bondage,  Angular,  7-1  4  Inch..  . . . . .... 

Scissors-dogger,  Tracheotomy,  University  Of  Kansas  Design,  Curved  Blades,  5-3  16 
Inch  Long 

Scissors,  8andoge,  Angular,  Lister . . . . . . . . . . . . — .... 

Scissors,  Collar  And  Crown . . . . . . . . . . . . . . . . . 

Scissors,  Collar  &  Crown . . . . . . . . . . 

Scissors,  Eor,  (Alligator  Jews)  House  Belfocci . . . . 

Scissors,  Ear,  Serrated  (Joseph)..., . . . . . * . . 

Scissors,  Eye,  (tris.  Strabismus,  Enucleation,  And  Tenotomy)  . . . . .... 

Scissors,  General  Surgery  (Mayo)  . . . . . . . . . . . . 

Scissors,  General  Surgical  (Curved,  Melxenboum) . . . . . . . . . . 

Scissors,  Genero!  Surgical,  Nelson,  9  Inch . . . . . . . . . . 

Scissors,  General  Surgical  (Curved,  Met/enboum)  . . .  . . . . . . . 

Scissors,  Genero!  Surgical,  Straight,  7  Inch . . .  . . . . . 

Scissors,  General  Surgical  (Curved,  Enboum) . . . . . . . . 

Scissors,  General  Surgical,  Straight,  5*1/2  Inches  Long . . . . 

Scissors,  Generol  Surgical,  Curved,  6-1/2  Inch  . . . —  . . .  ... 

Scissors,  Iris,  Curved,  4  7/8  Inch  . . . . . . . . . . . . 

Scissors,  Naso!  (Curved,  Joseph) . . . . . . . . . .  ......... 

Scissors,  Nosol,  Angular,  Knight,  6*1/4  Inch  . . . . . . . . . 

Scissors,  Nosol,  Fomon, . . . . . . . „ . . . . . . . . .  .... 

Scissors,  Oral  Surgical . . . . . . . . . . . — . . . . . . . . 

Scissors,  Tenotomy,  Curved,  Westcotl,  4  1/2  Inch . . . . . . . 

Scissors,  Tenotomy,  Sub-miniature  . . . . . . . . . . ...... 

Scissors,  Wire  Cutting  (Angular)  . . . . . . 

Scoop,  Accelerator.............. . . . . . . . . . . .  ..................... 

Scoop,  Gallstone  (Double  ended,  Mayo) . . . . . . . . . 

Scoop,  Ice  Cream,  Mechanicol . . . . .  . . 

Scoop,  tee  Cream,  Mechanicol . . . . . . .  . . . 

Scoop,  Kitchen . . . . . .  .  . . . 

Scoop,  Kitchen,  Corrosion-resisting  Steel . 

Scooter,  Motor,  Gasoline  Engine  Driven,  Three  Or  Four  Wheel,  Commercial  ............ 

Scooter,  Motor,  Electric  Motor  Driven,  Three  Or  Four  Wheel,  Commercial . . . 

Scope  &  Presentation  Of  Military  Geographic  Information  4  Documentation 
(MGID)  Edition  No,  5  (Req  From  Other  Thon  DOD  4  DOD  Contractors  Must  Be 
Sent  Vio  HO  USAF/XOXX(ISO),  Washington,  O.c.  20330-5058 
Scoring  Set,  Missile,  Non  Cooperative  System  An/DSQ*37(V) 

Scouring  Brick  And  Holder . . . . . . . .  ............... 

Scouring  Bricks  And  Holder  .. .........  . . . . . 

Scouring  Powder  (With  Chlorine  Bleach) . . .  . . . . 

Scouring  Powder  . . . . .  . . . . . . . . 

Scouring  Powder  (Glass  Cleaning) ........ ... ... 

Scouring  Powder  (Glass  Cleaning)  . . . .  ............. ............. 

Scouring  Powder  . . . 

Scropcr  And  Squeegee,  Vehicle  Window  ..... 
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M1L-S-49177A 

5855 

CR 
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MIL-S-49168B 
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82 
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L 

MIL-S-49166/3 
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CR 

04  Aug 

82 

CR 

L 
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5855 

CR 
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82 

CR 

L 

Mtl-S-49166'5 

5855 

CR 

03  Nov 

82 

CR 

l 

MIL-S-49166/6  (1) 
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CR 

29  Mor 

84 

CR 

MIL-S-49166/7 

5855 

CR 

18  Ju! 

88 

CR 

MIL*S  *49301/1 

5855 

CR 
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88 
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CR 
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CR 
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88 
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88 
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L 
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70 

99 
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88 
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L 

MIL-S-29428 

8440 
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87 

MC 

MII-S-20706A 
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ME 
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L 

MIL-STD-777E 
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86 
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MIL.SID-43BE 
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77 

MD  MS  03 

GG-S-001616 
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ALPHABETICAL  LISTING 


TITLE 

Scroper  Troctor,  Eorth  Moving,  Hydraulic  Operated,  14  Cubic  Yard  Minimum  Struck 
Capacity,  DED 

Scraper,  Baker  S  (Plate  And  Bowl)  . . . . . . 

Scraper,  8oker  S  (Plate  And  Bowl)  . . . . . . . 

Scroper,  Bakers  . . . . . . . . . . . . . 

Scraper,  Bcoring.......,.,.,., . . . . . . . . 

Scraper,  Dumper  Body  &  Trailer  Body  -  Capacity  Ratings  •  1  Jun  75  (Reapproved 
Oct  83) 

Scroper,  Eorlhmoving,  Towed,  Hydraulic-operated  . . . . . . . . . . . . 

Scroper,  Elevating,  Self  Propelled,  9  Cubic  Yard  Minimum  Heaped  Capacity, 
Scctionolized  &  Non  Sectionallzed 

Scroper,  installation,  Packing  Gland  Ring . . . . . . . . . 

Scroper,  laboratory.  Rubber  . . . . . . . . . . . . 

Scraper,  laboratory  Triangular  Shaped  . . . . . . . . . . . 

Scraper,  Piston  Rod . . . . . . . . . . . . . 

Scroper,  Ship,  (Paint  And  Scale  Removing) . . . . . . . . . 

Scroper,  Uterine,  Cervicol,  7  Inch . . . . . . . . . 

Scraper.  Wood  And  Glass . . . . . . . . . 

Scraper,  14-18  Cubic  Yard  Mmiumum  Struck  Capacity,  Open  Bowl,  Single  Diesel 
Engine  Driven  Commercial  Construction  Equipment  (CCE) 

Screed,  Vibratory,  Concrete,  Manually  Operated.,.., . . . . . . . . . . . 

Screen  X-ray  intensifying  . . . . . . . . . . . 

Screen,  Bedside . . . . . . . . . . . . 

Screen,  Bedside,  Aluminum.,, . . . . . . . . . . 

Screen,  Flocked  Grid  . . . . . . . . . . 

Screen,  Halftone,  Crossline,  With  Case  . . . . . . . . . . . . 

Screen,  Halftone,  Contact,  For  Photolithography . . . . . . . 

Screen,  Latrine,  Fire,  Woter,  Weother  And  Mildew-resistant  Treated,  O.d . . . 

Screen,  Tangent,  Eye  Examining . . . . . . . . . . 

Screen,  Welding,  Portable,  Vinyl  Coated  Fibcrgloss . . . . . . 

Screen,  X-ray  Intensifying,  Roentgenographic,  for  Diagnostic  Radiography . 

Screen,  X-ray  Protective . . . . . . . . . 

Screen,  X-ray  Protective,  Mobile  . . . . . . 

Screening  Unit,  Aggregate,  Electric  Motor  Driven,  75  Ton  Per  Hour  Capacity . 

Screening,  Chemical  Biological  Filter  . . . . . . . 

Screening,  Nonmetollic,  Insect  . . . . . . . . . . . . * . 

Screens,  Radiographic  Film  Cassette  Intensifying,  Dimensions  For,  American  National 
Standard  For  -  1982 

Screw  &  Bolts  Preferred  For  Design,  listing  Of . . . . . 

Screw  &  Flct  Fillister  Head,  .190&32 . . . . . . . . 

Screw  &  Flat  Fillister  Head,  .250&2B . . . . . . . 

Screw  &  Flat  Fillister  Hcod,  *31258.24 . . . . . . . . . . 

Screw  &  Flat  Fillister,  Drilled  Hcod,  ,1908-32 . . . . . . . . 

Screw  &  Flat  Fillister  Heod,  Drilled  Shank,  .1908.32  . . . . . 

Screw  &  Flat  Fillister  Hcod,  Drilled  Shonk,  ,2508.28  . . . . . . . 

Screw  &  Plot  FitPster,  Drilled  Head  2508.20, . .  . . . 

Screw  8.  Flat  Fillister,  Drilled  Heod,  .2508-28 . . . . . . 

Screw  8-  Flo!  Fillister,  Drilled  Head,  .31258-18...,  . . . .  ......... 

Screw  8.  Flat  Fillister,  Drilled  Head,  .31258.24 . ......  . . 

Screw  8.  Flat  Fillister,  Drilled  Heod,  .3758.16,..., . . . .  .... 

Screw  8-  Flat  Fillister,  Drilled  Heod,  -3758.24,, . . . . .  . .  . . . 

berew  &  Machine,  Drilled  tiUiiter  Heaa.hne  inreao...  ....  . . . 

Screw  8-  Machine,  Drilled  Fillister  Heod.coarse  Thread............. . . ....... . 

Screw  8.  Oval  Fillister  Hcod,  ,1 128<40  Rev„„„  . . . . . . . 

Scfew  &  Ovo)  Fillister  Drilled  Hcod,  -1128.40  . . . . 

Screw  &  Oval  Fillister  Drilled  Head,  .138&32  . . . . ................ .... 

Screw  8.  Oval  fillister  Heod,  .1648-32  . . . . . . . .  ........ 

Screw  &  Ova!  Fillister  Drilled  Heed,  .1648,32  .. .  ........  . . .. . ........ , .... , 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


MIL-S-28632D 

3805 

YD 

25  Feb 

85 

YD 

A-A-277 

7330 

l 

16  Mo/ 

80 

ZZ-S-70A  (2) 

7330 

% 

15  Feb 

73 

MIL-S-17531D 

7330 

Gl 

29  Jol 

70 

Gl 

SA 

99 

GGG-S-113 

5110 

•Gl 

10  Jun 

63 

Gl 

SH 

99 

SAE  J741B-75 

2330 

AT 

30  Sep 

81 

AT 

99 

MIL-STD-1404A 

3805 

ME 

11  Apr 

74 

ME 

YD 

99 

MIL*S*52986 

3805 

ME 

30  Dee 

80 

ME 

MS-33675C 

1650 

71 

01  Sep 

87 

AV 

AS 

99 

NOTICE  1 

NNN.S-00100 

6640 

/DM 

05  Apr 

65 

MD 

MS 

03 

MS-36535A 

6640 

EA 

29  Jon 

88 

EA 

MS 

99 

NOTICE  1 

MS-23776D 

1650 

71 

15  Jun 

88 

AV 

AS 

99 

GGG.S.116B  (1) 

5110 

*GL 

16  Mor 

66 

GL 

99 

INT  AMEND  2 

MINS  *37688 

6515 

DM 

21  Jul 

77 

MD 

MS 

03 

GGG-S118A 

5110 

*Gl 

22  Nov 

63 

Gl 

SH 

99 

(INT.  AMD.  1 

MIL-S-53000 

3805 

ME 

18  Dec 

8) 

ME 

MIL-S-28574B 

3895 

YD 

20  Jun 

84 

YD 

GG-S-00176C 

6525 

/DM 

15  Oct 

73 

MD 

MS 

03 

AA*S*130 

6530 

/DM 

25  Oct 

55 

MD 

MS 

03 

AA-S-00130A 

6530 

/DM 

02  Mor 

66 

MD 

MS 

03 

MIL'S -50080A 

4240 

EA 

18  Aug 

61 

EA 

MIL-5-2438C 

3610 

MC 

31  Jon 

73 

Gl 

MC 

99 

Mll-S-400348  (1) 

3610 

ME 

25  Aug 

80 

ME 

MIL-S-43176C 

8340 

Gl 

07  Oct 

87 

GL 

99 

A-A-53032 

6540 

MB 

29  Jun 

87 

MD 

MS 

03 

MIL-S-13821D 

3431 

Al 

27  Aug 

85 

AL 

GG*S*I76a 

6525 

/DM 

27  Sep 

60 

MD 

MS 

03 

(INT.  AMD.  1) 

A-A-51011 

6525 

/MB 

13  Sep 

85 

MD 

MS 

03 

AA-50890 

6525 

/MB 

13  Jul 

83 

MD 

MS 

03 

MIL-S  *521248 

3820 

ME 

18  Jul 

68 

ME 

MIL'S  *51421  (1) 

4240 

EA 

10  Sep 

86 

EA 

L-S-125B 

8305 

Gl 

12  Nov 

87 

Gl 

SA 

82 

NOTICE 

ANSI  PH  1-50*82 

6530 

M3 

28  Nov 

86 

MD 

MS 

03 

MIL-STD-125IA 

5306 

AR 

15  Sep 

81 

AR 

OS 

AN115401 

5305 

99 

4  Oct 

54 

AV 

AS 

99 

115450  REV  1 

AN115451 

5305 

99 

24  Jul 

63 

AV 

AS 

99 

*  115500  REV  2 

AN11550) 

5305 

99 

4  Oct 

54 

AS 

99 

*  115550  REV  1 

AN1 15801 

5305 

99 

4  Oct 

54 

AS 

99 

115850  REV  1 

AN115601 

5305 

99 

4  Oct 

54 

AS 

99 

■  115650  REV  1 

AN1 15651 

5305 

99 

1  Aug 

55 

AS 

99 

■  115700  REV  2 

AN1 15851 

5305 

99 

4  Oct 

54 

AV 

AS 

99 

*  115900  REV  1 

AN115901 

5305 

99 

4  Oct 

54 

AV 

AS 

99 

-  115950  REV  1 

AN1 15951 

5305 

99 

4  Oct 

54 

AS 

99 

116000  REV  1 

AN1 16001 

5305 

99 

4  0(1 

54 

AS 

99 

AN1 16050  REV  1 

AN1 16051 

5305 

99 

4  Oct 

54 

AS 

99 

*  116100  REV  1 

AN1 16101 

5305 

99 

4  Oct 

5j 

AS 

99 

•  116150  REV  1 

AMS02 

5325 

Ar 

1  .  ...c> 

c*. 

' 

<> 

REV  6 

AN503 

5305 

AS 

11  May 

53 

AV 

AS 

99 

REV  5 

AN  116901 

5305 

,9 

14  Dec 

54 

AS 

99 

•  116912  REV  1 

AN1 16913 

5305 

99 

14  Dec 

54 

AV 

AS 

99 

116924  REV  2 

AN  116961 

5305 

82 

31  Mor 

58 

AV 

AS 

99 

*  117000  REV  2 

AN  117001 

5305 

99 

14  Dec 

54 

AV 

AS 

99 

117040  REV  1 

AN1 17041 

5306 

99 

14  Dec 

54 

AV 

AS 

82 

•  117080  REV  1 


617 


ALPHABETICAL  LISTING 


TITLE 

Screw  &  Ovol  Fillister  Head,  .138&32  . 

Screw  &  Round  Head  Machine  (For  Electricol  Use) . . . . . . . 

Screw  &  Thumb,  Necked  (Supersedes  USAF  DWG,  36A4486  In  Part)  . . . 

Screw  &  Washer  Assemblies  -  1  Apr  65  (Reapproved  83),... . . 

Screw  -  Externally  Relieved  Body  (Inactive) . . . . . . . . 

Screw  •  Installation  And  limitations  For  Usage  Of  Thread  Cutting  And  Thread 
Forming  (Supersedes  And  10087) 

Screw  •  Machine,  Slotted  Hex  Head,  .190*32  . . . . . . . . . 

Screw  •  Washer  Head . . . . . . . . . 

Screw  *  100  Deg.  Flat  Head,  Shoulder  -  15  Sep  75  W/dod  Exceptions . . . . 

Screw  And  Washer  Assembly,  Relay  Socket  Mounting . . . . . 

Screw  Assembly,  Panel . . . . . . . . . . . . . . 

Screw  Flat  Fillister  Head,  Drilled  Shank,  ,375*24  (Inactive  10*26*72) . . . . 

Screw  Flat  Fillister  Head,  .375*24  (Inactive  10-26*72)  . . . . 

Screw  Hexagon  Head,  Recessed,  Full  Thread  •  Jun  73  W/DOD  Exception  . . 

Screw  Machine  Hexagon  Head  Steel  138*40  UNJF*3A  . . . . 

Screw  Machine  Hexagon  Head  Steel  164*36  UNJF-3A . . . . . . 

Screw  Machine,  Automatic,  Single  Sprnd'e  1/2  Inch  Trough  2-3/8  Inch  Spindle 
Capacity 

Screw  Machine,  Cres  AMS  5735,  Double  Hexagon  Extended  Woshcr  Head,  Dr  .a, 
.138*40  (Inactive  4*6  67) 

Screw  Thread  Representation  *  26  Jul  78 . . . . . . . 

Screw  Thread  Standards  For  Federal  Services  . . . . . 

Screw  Thread  Standards  For  Federal  Services  Section  21,  Metric  Screw  Threads . 

Screw  Thread  Standards  For  Federal  Services  Section  16  Microscope  Objective  And 
Noise  Piece,  0.800  -  36AMO 

Screw  Thread  Standards  For  Federal  Services,  Section  17,  Surveying  Instrument 
Mounting  Threads 

Screw  Thread  Standards  For  Federal  Services  Section  22  Metric  Screw  Thread 
Gages  (Metric) 

Screw  Thread  Standards  For  Federal  Services,  Section  23,  Class  5  Interference  Fit 
Screw  Threads 

Screw  Thread  Standards  For  Federal  Services  Section  18  Photographic  Equipment 
Threads 

Screw  Thread  Standards  For  Federal  Services,  Section  19,  Miscellaneous  Threads  .... 
Screw  Thread  Standards  For  Fedcrol  Services,  Section  4,  Controlled  Radius  Root 
Screw  Threads,  Unj  Symbol 

Screw  Thread  Standards  For  Federal  SEV1CES,  Section  5,  Unified  Miniature  Screw 
Threads 

Screw  Threod  Standards  For  Federol  Services,  Section  I,  Nomenclature,  Definitions 
And  letter  Symbols  For  Screw  Threads 

Screw  Threod  Standards  For  Federol  Services,  Section  7,  Pipe  Threads,  General 
Purpose 

Screw  Threod  Standards  For  Federol  Services  Section  8  Dryscol  Pipe  Threads . . 

Screw  Threod  Stondords  For  Federal  Services,  Section  9,  Gos  Cylinder  Valve  Outlet 
And  Inlet  Threads 

Screw  Threod  Standards  For  Federol  Services  Section  10  American  Notional  Hose 
Coupling  And  Fire  Hose  Coupling  Threads 
Screw  Threod  Standards  For  Fedcrol  Services,  Section  11,  Hose  Connections  For 
Welding  And  Cutting  Equipment 

Screw  Thread  Standards  For  Federol  Services  Section  12  Acne  Threads . . 

Screw  Threod  Standards  For  Federal  Services,  Section  13,  Stub  Acme  Threads  ........ 

Screw  Thread,  Insert,  Helical  Coil,  Metric  Series  Free  Running,  Cres  -  1  Mar  1985..., 
Screw  Threod,  Modified,  60  Deg.  Stub,  Double. . . . . . . . . . 

Screw  Threads  (UN  &  UNR  Threod  Form)  Unified  Inch  -  27  April  82  (W/suppI 
ANSI/ASME  B1.1A-84) 

Screw  Threads  Metric  M  Profile  *  5  Aug  83  . . . . . . . . . . 

Screw  Thrto d(,  Cvffitfss  hk.Ii  22  CU  73,  VV/ti.viu  Feu 79  (ncapprovea  31  May 
85 

Screw  Threads,  Controlled  Radius  Root  With  fncreosed  Minor  Dicmeler,  General 
Specification  For 

Screw  Threads,  Internal  Cold  Formed,  Generolspecificotion  For . . . . . . . 

Screw  Threads,  Nomenclature,  Definitions,  And  Letter  Symbols  For  -  2  Nov  1984  .... 
Screw  Threads,  Standard,  Optimum  Selected  Series.  General  Specification  For  . . 

Screw  Threads,  Standard,  Optimum  Selected  Scries  . . . . 

Screw*flot  Fillister  Head,  Drilled  Shank,  .3125*24  (lnoctive  For  Design  26  Oct  1972) 

Screw*mocbinc,  Flat  Head,  82  Degree,  Coarse  Thread. . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

AN  116925 

5305 

99 

14  Dec 

54 

AV 

AS 

99 

-  116960  REV  1 

AN508 

5305 

82 

23  Mar 

84 

AV 

99 

REV  A 

AN254 

5305 

82 

10  Sep 

82 

AS 

99 

REV  3 

ANSI  B18.13-65 

53GP 

AR 

01  Apr 

71 

AR 

SH 

99 

AN255 

5305 

AS 

15  Apr 

74 

AV 

AS 

99 

REV  5 

MS-33749 

5305 

82 

20  Feb 

62 

AR 

AS 

99 

MS-9122A 

5305 

AS 

28  Feb 

84 

AS 

11 

AN525 

5305 

82 

29  Jan 

85 

AV 

AS 

99 

REV  2 

NAS  1299-75 

REV  1 

5305 

AS 

30  Jan 

84 

AS 

11 

MS-25332 

5305 

AS 

01  Nov 

60 

AS 

99 

MS-3498C 

5305 

AS 

24  Jul 

87 

AV 

AS 

11 

AN1 15751 

5305 

11 

26  Oct 

72 

AV 

AS 

11 

•  115800  REV  2 
AN115551 

5305 

11 

26  Oct 

72 

AS 

11 

-AN  115600 

NAS  1096-73 

REV  3 

5305 

AS 

15  Sep 

78 

AV 

AS 

11 

MS-9449A 

5305 

AS 

31  Mar 

86 

AS 

11 

MS-9450A 

5305 

AS 

31  Mor 

86 

AS 

11 

MII-S-23378D 

3416 

IP 

22  Jan 

88 

AL 

SH 

99 

MS-9187C 

5305 

AS 

13  Jul 

87 

AS 

11 

ANSI  Y14.6-78 

DRPR 

AR 

26  Jul 

78 

AR 

AS 

16 

FED-STD-H28 

SUPP  1A 

THDS 

/IS 

31  Mor 

78 

AR 

AS 

99 

FED-STD-H28/21B 

THDS 

/IS 

28  Nov 

84 

AR 

AS 

99 

FED-STD-H28/ 16 
NOTICE  1 

THDS 

/IS 

24  Mor 

88 

AR 

AS 

99 

FED-STD-H28/17A 

THDS 

/IS 

25  Jan 

85 

AR 

99 

FED-STD-H28/22 

THDS 

/IS 

13  Feb 

81 

AR 

AS 

99 

FED-STD-H28/23 

THDS 

IS 

20  Jon 

89 

AR 

AS 

99 

FED-STD-H28/18A 

THDS 

/IS 

10  May 

85 

AR 

AS 

99 

FED-STD-H28/19A 

THDS 

/IS 

18  Feb 

88 

AR 

AS 

11 

FED-STO-H28/4 

NOTICE  1 

THDS 

/IS 

09  Feb 

88 

AR 

AS 

99 

FED-STO-H28/5 

THDS 

/IS 

31  Mor 

78 

AR 

AS 

99 

CHC  NOTICE  1 
FED-STD-H28/1A 

THDS 

/IS 

28  Aug 

85 

AR 

AS 

99 

FEO-STD-H28/7A 

THDS 

/IS 

25  Oct 

84 

AR 

AS 

99 

FED-STO-H28/8A 

THDS 

/IS 

29  Dec 

80 

AR 

AS 

99 

FED-STD-H28/9 

THDS 

/IS 

31  Aug 

78 

AR 

AS 

99 

FED-STO-H28/10 
NOTICE  1 

THDS 

/IS 

24  Mar 

88 

AR 

AS 

99 

FED-STD-H28/11 

THDS 

/IS 

24  Mar 

88 

AR 

AS 

99 

NOTICE  1 
FED-STD-H28/12 
NOTICE  1 

THDS 

/IS 

27  Jun 

88 

AR 

AS 

99 

FEO-STD-H28/13A 

THDS 

/IS 

17  Feb 

89 

AR 

AS 

99 

MA  3279IHRU3281-85 

5340 

AR 

16  Apr 

85 

AR 

AS 

11 

MIL-STD-1373 

NOTICE  2 

THDS 

EC 

08  Apr 

71 

ER 

EC 

ANSI  Bl.1-82 

THDS 

IS 

20  Apr 

84 

AR 

AS 

11 

ASME  B1.13M-83 

THDS 

IS 

28  Nov 

84 

AR 

AS 

11 

ANSI  51.9-73R85 

THDS 

iS 

25  May 

63 

AK 

AS 

U 

MII-S-8879A  (1) 

NOTICE  2  (11) 

THDS 

11 

15  Mar 

73 

AR 

AS 

11 

Mll-S-70335 

NOTICE  1 

THDS 

AR 

10  Apr 

87 

AR 

ANSI/ASME  B1.7M-84 

THDS 

IS 

28  Aug 

85 

AR 

AS 

99  IS 

MII-S-7742B  (1) 

NOTICE  2  (11) 

THDS 

1) 

15  Mor 

73 

AR 

AS 

11 

M1L-S-007742 

THDS 

11 

29  Jul 

88 

AN)  15701 

5305 

11 

26  Oct 

72 

AS 

11 

.  1 15750  REV  2 

AN505 

5305 

AS 

17  Feb 

59 

AS 

99 

REV  3 


618 


ALPHABETICAL  LISTING 


TITLE 


Screw-socket  Heod  Cop,  Foil  Thread,  A-286  Cres  1100  MPA,  Metric  -dec  1979........ 

Screw-thread  Standards  For  Federal  Services  Section  14  Buttress  Screw  THREADS-7 
DEG./45  Deg.  Flank  Angles 

Screw-thread  Standards  For  Federol  Services  Section  15  Rolled  Threads  For 
Screw-shells  For  Electric  Lampholders  And  Lamp  Bases 
Screw-thread  Standards  For  Federol  Services  Section  2  Unified  Inch  Screw  Threads- 
Un  And  Unr  Thread  Forms 

Screw-thread  Standards  For  Federal  Services,  Section  6,  Gages  And  Gaging  For 
Unified  Screw  Threads,  -  UN  And  UNR  Thread  Forms 
Screw-thread  Standards  For  Federol  Services,  Section  20,  Inspection  Methods  For 
Acceptability  Of  UN,  UNR,  UNJ,  M,  And  MJ  Screw-threads 

Screw,  Bone  (Woodruff  Head) . . . . . . . 

Screw,  Bone  (82  Deg.  Countersunk  Head).,,.,,., . . . . . . . . 

Screw,  Bone,  Cancellous............................................... . . . . 

Screw,  Bone,  82  Deg.  Countersunk  Head,  Pilot  Point . . . . . . 

Screw,  Cap  Hexagon  Head  (Finished  Hexagon  Bolt),  Alloy  Steel,  Grade  8 . 

Screw,  Cap-socket  Head,  Flat  Countersunk,  82  Deg.,  Alloy  Steel,  Cadmium  Plated, 
UNC-3A 

Screw,  Cap,  Formed  Hex  Head-metric  *  29  Mar  79  (W/errato  12/80) . 

Screw,  Cop,  Hex  Head,  Fully  Threaded  (Metric)  . . . . . . . 

Screw,  Cop,  Hex  Head  -  Metric  -26  Apr  79  W/errata  (5/81),....., . . . . . 

Screw,  Cap,  Hexagon  (Finished  Hexagon  Bolt),  Heod  Drilled  For  Locking  Wire  Alloy 
Steel,  Grade  8,  UNF-2A 

Screw,  Cap,  Hexagon,  Socket  Button  Head  -  Metric  •  9  Aug  1979 . . . 

Screw,  Cap,  Hexagon  Head  (Finished  Hexagon  Bolt),  Steel,  Grade  5,  UNF-2A  . 

Screw,  Cap,  Hexagon  Head  (Finished  Hexagon  Bolt),  Steel,  Grade  5  UNC-2A. ......... 

Screw,  Cap,  Hexagon  Head  •  Nava!  8rass,  Plain  Finish,  UNC-2A  . . . . . 

Screw,  Cop,  Hexagon  Head,  Naval  Brass,  Plain  Finish,  UNF-2A . 

Screw,  Cap,  Hexagon  Head,  Nickel-copper  Alloy,  Plain  Finish  UNF-2A . 

Screw,  Coo,  Hexagon  Head  ■  Nickel  Copper  Alloy,  Plain  Finish,  UNF-2A  (INACTIVE 
2-15-73) 

Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  Bolt),  Medium  Corbon  Steel,  Plain 
Finish  UNC-2A  (Cancelled  In  Part  Use  Ms  90725) 

Screw,  Cap,  Hexagon  Heod  (Finished  Hexacon  Bolt),  Alloy  Steel,  Plain  Finish, 
UNF-2A  Canceled  In  Pert  After  6  June  1967  (Use  MS90727) 

Screw,  Cap,  Hexagon  (Finished  Hexagon  Bolt),  Steel,  Corrosion  Resisting, 

Passivated,  UNC-2A 

Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  Bolt),  Steel,  Corrosion  Resisting, 
Pcsslvoted,  UNF-2A 

Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  8olt),  Steel,  Grcde  5,  Cadmium 
Plated,  UNC-2A 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexagon  Bolt),  Steel,  Grade  5,  Cadmium 
Plated,  UNF-2A 

Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  Bolt),  Alloy  Steel,  Grade  8,  Zinc 
Coated,  UNF-2A,  Plain  &  Self-locking 

Screw,  Cop,  Hexogon  (Finish  Hexagon  8ol|),  Alloy  Steel,  Grade  8,  Zznc  Coated 
Plain  oo  Self-locking,  UNC-2A 

Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Heod  Dolled  For  Locking 
Wire,  Steel,  Grade  5,  Cadmium  Plated,  UNC-2A,  Plain  And  Self  Locking 
Screw,  Cap,  Hexagon  Head  (Finished  Hexogon  Bolt),  Head  Drilled  For  Locking 
Wire,  Alloy  Steel,  Grade  8,  Zinc  Cooled,  UNF-2A,  Plain  co  Self-locking 
Screw,  Cop,  Hexogon  Heod  (Finished  Hexogon  Bolt),  Head  Drilled  For  locking 
Wire,  Alloy  Steel,  Grade  8,  Zinc  Coated,  UNC-2A,  PJoin  &  Self-locing 
Screw,  Cop,  Hexagon  Head  (Finished  Hexogon  Bolt),  Head  Drilled  For  locking 
Wire,  Steel,  Grode  5,  Cadmium  Plated,  UNF-2A,  Plain  And  Self-locking 
Screw,  Cop,  Hexogon  Heod  (Finished  Hexagon  Bolt),  Head  Drilled  For  locking 
Wire,  Steel,  Corrosion  Resisting,  Passivated,  UNC-2A 
Screw,  Cop,  Hexogon  Heod  (Finished  Hexogon  Bolt),  Heod  Drilled  For  locking 
Wire,  Steel,  Corrosion  Resisting,  Passivated,  UNF-2A 
Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  Bolt),  Shank  Drilled  For  Cotter  Pin, 
Steel,  Grade  5,  Cadmium  Plated,  UNC-2A 
Screw,  Cop,  Hexogon  Heod  (Finished  Hexogon  Bolt),  Shank  Drilled  ror  Cotter  Pin, 
Steel,  Grode  5,  Cadmium  Ploted,  UNF-2A 
Screw,  Cop,  Hexagon  Head  (Finished  Hexogon  Bolt),  Shank  Drilled  For  Cotter  Pin, 
Alloy  Steel,  Grade  8,  Phosphate  Coated,  UNC-2A 
Screw,  Cop,  Hexogon  Heod  (Finished  Hexagon  Bolt),  Shonk  Drilled  For  Cotter  Pin, 
Alloy  Steel,  Grode  8,  Phosphate  Coofed,  UNF-2A 
Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Shank  Drilled  For  Cotter  Pin, 
Steel,  Corrosion  Resisting,  Passivated,  UNC-2A 
Screw,  Cop,  Hexogon  Head  (Finished  Hexagon  Bolt),  Shank  Drilled  For  Cotter  Pin, 
Steel,  Corrosion  Resisting,  Passivated,  UNF-2A 

Screw,  Cop,  Slotted  And  Hexagon  Heod . . . . . . . 

Screw,  Cap,  Socket  Heod  Hexogon,  Alloy  Steel,  Uncooted,  UNC-3A  (Inactive  Use 
MS-16997) 

Screw,  Cap,  Socket  Head  . . . . . . . . . . . 

Screw,  Cop,  Socket  Head,  Alloy  Steel,  UNC-3A  . . . . 

Screw,  Cap,  Socket-head  . . . . . . . ............ 

Screw,  Cap,  Socket  Heod  -  Hexogon,  Alloy  Steel,  Uncooted,  UNF-3A  (Inactive  Use 
MS-16998) 

Screw,  Cap,  Socket  Head-  Metric  Series  -  29  Aug  1986  . . . . 

Screw,  Cop,  Socket  Head  Hexogon,  Alloy  Steel,  Cadm.um  Or  Zinc,  UNC-3A 
(Inactive  Use  MS-16997) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NA  0069-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

FED-STD-H28/14A 

NOTICE  1 

THDS 

/IS 

09  Jun 

83 

AR 

AS 

99 

FED-STD-H28/15A 

THDS 

/IS 

07  Jun 

84 

AR 

99 

FED-STD-H28/2A 

THDS 

/IS 

20  Apr 

84 

AR 

AS 

99 

FED-STD-H28/6A 

THDS 

u 

05  Mor 

85 

AR 

AS 

99 

FED-STD-H28/20A 

THDS 

/IS 

21  Sep 

87 

AR 

AS 

99 

A-A-51533 

6515 

/MB 

08  Jul 

86 

MD 

MS 

03 

A-A-51534 

6515 

/MB 

08  Jul 

86 

MD 

MS 

03 

A-A-51520 

6515 

MB 

11  Feb 

88 

MD 

MS 

03  DM 

MIL-S-36653  (1) 

6515 

DM 

29  Jon 

73 

MD 

MS 

03 

MS-51488 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-24667C 

5305 

AR 

28  Oct 

76 

AR 

SH 

ANSI  B18.2.3.2M-79 

5305 

AR 

29  Mor 

79 

AR 

AS 

99 

DS-51474 

5305 

AR 

12  Aug 

83 

ANSI  818.2.3. 1M-79 

5305 

AR 

26  Apr 

79 

AR 

AS 

99 

MS-51478 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

ANSI  B18.3.4M-79 

5305 

AR 

09  Aug 

79 

AR 

AS 

99 

MS-51490 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51491 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-35309C 

5305 

AR 

12  Dec 

74 

AR 

SH 

99 

MS-353108 

5305 

AR 

15  Feb 

73 

AR 

SH 

99 

MS-35311  A 

5305 

AR 

15  Feb 

73 

AR 

SH 

99 

MS-35312A 

5305 

AR 

15  Feb 

73 

AR 

SH 

99 

MS-352958 

5305 

AR 

09  Jun 

67 

AR 

SH 

99 

MS-35302C 

5305 

AR 

14  Jun 

71 

AR 

SH 

MS-35307D 

NOTICE  1 

5305 

AR 

20  Mo/ 

88 

AR 

SH 

99 

MS-35308E 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-90725D 

NOTICE  1 

5305 

AR 

25  Moy 

88 

AR 

SH 

99 

MS-90726B 

NOTICE  1 

5305 

AR 

25  Moy 

88 

AR 

SH 

99 

MS-90727F 

5305 

AR 

04  Nov 

88 

AR 

99 

MS-90728G 

5305 

AR 

04  Nov 

88 

AR 

99 

MS-51095F 

5305 

AR 

02  Jul 

74 

AR 

SH 

99 

MS-181530 

5305 

AR 

04  Nov 

88 

AR 

SH 

99 

MS-18154D 

5305 

AR 

04  Nov 

88 

AR 

SH 

99 

MS-51096E 

5305 

AR 

15  Jun 

72 

AR 

SH 

99 

MS-51099B 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-511008 

5305 

AR 

01  Moy 

69 

AR 

SH 

99 

MS-51 105D 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-51 106C 

5305 

AR 

01  Moy 

69 

AR 

SH 

99 

MS-51 107B 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-511088 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-511098 

5305 

AR 

01  Moy 

69 

AR 

SH 

99 

MS-51  HOB 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

FF-S-85C  (1) 

5305 

/AR 

27  Feb 

73 

AR 

SH 

99 

MS-35455B 

5305 

AR 

21  Sep 

64 

AR 

SH 

99 

MIL-5-48102 

NUORAR 

10  Mor 

86 

AR 

NOTICE  1 

MS-51484 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

FF-S-86E 

5305 

/AR 

29  Moy 

87 

AR 

SA 

MS-354568 

5305 

AR 

21  Sep 

64 

AR 

SH 

ASME/ANSI  BI8.3.IM-86 

5305 

AR 

25  feb 

87 

AR 

AS 

99 

MS-354578 

5305 

AR 

21  Sep 

64 

AR 

SH 

Old 


ALPHABETICAL  LISTING 


TITLE 


Screw,  Cop,  Socket  Head  {Metric  Scries)  -  18  fed  82  (W/jupplement  6/83)... . 

Screw,  Cop,  Socket  Head  •  Hexagon,  Alio/  Steel,  Codmium  Or  Zinc,  UNF-3A 
(Inactive  Use  MS-16998) 

Screw,  Cap,  Socket,  Button  And  flat  Countersunk  Head,  Alloy  Steel  -  25  April  1986 

Screw,  Cap,  Socket  Head,  Alloy  Steel,  UNF-3A . . . . . 

Screw,  Cap,  Socket  Head,  Undnlled  And  Drilled,  Plain  And  Sell  locking.  Alloy  Steel 
And  Corrision  Resisting  Steel,  UNRF*3A  •  17  Jan  83 
Screw,  Cap,  Socket  Head  *  Hexagon,  Alloy  Steel,  Phosphate,  UNC-3A  (Inactive  Use 
MS-16997) 

Screw,  Cop,  Socket  Head,  Undrilled  And  Drilled,  Plain  And  Self  locking,  Alloy  Steel 
And  Corrosion  Resisting  Steel,  UNRC-3A  •  17  Jan  83 

Screw,  Cap,  Socket  Heod&hexagon,  Corrosion  Resisting  Steel,  UNC&3A... . . . 

Screw,  Cap,  Socket  Head  (Metric  Series)  •  18  Feb  82  (W/supp  A*83).... . . 

Screw,  Cop,  Socket  Head  •  Hexagon,  Alloy  Steel,  Phosphate,  UNF-3A  (Inactive  Use 
MS- 16998) 

Screw,  Cap,  Socket  Head-hexagon,  Corrosion  Resisting  Steel,  UNF-3A...,.,.,..,,, . 

Screw,  Cop,  Socket  Head  •  Hexagon,  Steel,  Corrosion  Resisting,  Passivated, 

UNC-3A  (Inactive  Use  MS*  16995) 

Screw,  Cap,  Socket  Head  And  Screw,  Cap,  Socket  Heod,  Self  locking,  Alloy  Steel, 
Cadmium  Plated,  UNC-3A 

Screw,  Cap,  Socket  Head  And  Screw,  Cap,  Socket  Head,  Self  locking, alloy  Steel, 
Cadium  Plated,  UNC*3A 

Screw,  Cop,  Socket-head-flat  Countersunk,  32  Degrees  Corrosion  Resisting  Steel, 

Unc  ■  3A 

Screw,  Cap,  Socket  Head,  Hexagon,  Drilled  Corrosion  Resisting  Steel  (UNF-3A) . 

Screw,  Cap,  Socket  Head,  Hexagon,  Drilled  Corrosion  Resisting  Steel  (UNC*3A).  .... 
Screw,  Cap,  Socket  Heod,  Hexagon,  Drilled  Alloy  Steel,  Cadmium  Coated 
(UNC-3A). 

Screw,  Cop,  Socket  Head,  Square  160  Ksi,  Uts . . . . . . . 

Screw,  Cap,  Socket  Head,  Hexagon,  Drilled  Alloy  Steel,  Cadmium  Coated 
(UNF-3A). 

Screw,  Captive . . . . . . . . . . . . . 

Screw,  Captive,  100  Deg.  Flush  Head,  Torq-set,  Alloy  Steel,  660  Mpo  Shear,  Metric 
•  5-82 

Screw,  Captive,  100  Deg  Flush  Head,  Torq-set,  A  *286  CRES,  660  Mposhear,  Metric 
-5-82 

Screw,  Captive,  100  Deg  Flush  Heod,  Torq*set,  Titanium,  660  Mpo  Shear,  Metric  • 
May  82 

Screw,  Captive,  Pan  Heod,  Torq-set,  Alloy  Steel,  660  Mpo  Shear,  Metric  ■  Moy  82.. 
Screw,  Captive,  Pan  Head,  Torq-set,  A-286  CRES,  660  MPA  Sheer,  Metric  •  May 
1982 

Screw,  Captive,  Pan  Head,  Torq-set,  Titanium,  660  Mpa  Shear,  Metric  -  May  82 . 

Screw,  Classification  Standard  Reference  Chart  For  Pictorial  Corticol  28  Oct  87  . 

Screw,  Close  Tolerance,  ICO  Deg.  Reduced  Cfvvu'i  Head,  Torq-set,  Alloy  Steel,  660 
Mpa  Shear,  Metric  •  Jul  1980 

Screw,  Close  Tolerance,  100  Deg.  Flush  Head,  Torq-set,  Alloy  Steel,  750  MPA 
Shear,  Metric  -  Jon  1980 

Screw,  Close  Tolerance,  100  Deg  Reduced  Crown  Head,  forq-sot,  A-286  Cres,  660 
Mpa  Shear,  Metric 

Screw,  Close  Tolerance,  100  Deg.  Flush  Head,  Torq-set,  Alloy  Steel,  750  MPA 
Shear,  METRIC  -  Jan  1980 

Screw,  Close  Tolerance,  100  Deg  Reduced  Crown  Head,  Torq-set,  Titanium,  660 
Mpa  Shear,  Metric  -  Jul  1980 

Screw,  Close  Tolerance,  Pon  Head,  Torq-set,  A*286  Cres,  660  MPA  Shear,  Metric  • 
Oct  1978 

Screw,  Close  Toleronce,  Pan  Heod,  Torq-set,  Titanium  Alloy,  660  MPA  Shear, 

Metric  •  Oct  1978 

Screw,  Close  Tolerance,  Pan  Heod,  Torq  Set,  Alloy  Steel,  660  Mpo  Shear,  Metric  - 
Jun  78 

Screw,  Collar,  12-POINT,  External  Wrenching  Unified  Coarse  Thread,  Class  3A . 

Screw,  Collar,  12-POIN7,  External  Wrenching  Unified  Fine  Thread,  Class  3A . 

Screw,  Connector . . . . . . . . . . 

Screw,  Drive....... . . . . . . . . . 

Screw,  Drive,  Round  Head,  Type  U,  Steel,  Carbon,  Cadmium  Plated...... . 

Screw,  Dual  Wrenching,  Hex  Heod/TORQ*SET,  A*286  Cres,  Full  Thread,  1100 
MPA,  Metric  -  Dec  1979 

Screw,  Externally  Relieved  Body,  Flat  Countersunk  Head,  100  Deg,  Cross  Recessed  .. 

Screw,  Externally  Relieved  Body,  Fillister  Head  . . . . . . . 

Screw,  Externally  Relieved  Body......... . . . . . . . . . . 

Screw,  Externally  Relieved  8ody, . . . . . . . . . . 

Screw,  fcxlernoty  Relieved  Body,  Ponheo  D,  Cross-recessed,  Corrosion&resistmg 
Steel,  UNC-2A 

Screw,  Eye . . . . . . . . . . . . 

Screw,  Eye,  Steel  Or  Brass  . . . . . . 

Screw,  Fairing  Washer,  Assembly,  Alloy  Steel,  Torq-set,  Full  Thread,  1100MPA, 
Tensile,  Metric  -  Jul  84 

Screw,  Fairing  Washer,  Assembly,  6AI-4V  Titanium  Alloy,  Torq-set,  Full  Thread, 

1 J00MPA  Tensile,  Metric  *  Jul  1984 

Screw,  Flat  Head  . . . . . . . . . . . 

Screw,  Flat  Head  . . . . . . . . . . . . . . 

Screw,  Heavy  Hex  Head  *  Metric  -  26  Mar  79-. . . . . . 

Screw,  Hex  Flange  Head  -  Metric  -  17  May  79. . . . . . . . 

Screw,  Hex  Head/torq  Set,  Titanium,  Full  Thread,  1100  Mpo,  Metric  -  Nov  80  ... .... 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


ASME  B18.3.1M-82 

5305 

AR 

21  Jun 

82 

AR 

AS 

99 

MS-35458B 

5305 

AR 

21  Sep 

64 

AR 

SH 

99 

ASTM  F835-86 

5305 

AR 

03  Jul 

86 

AR 

AS 

99 

MS-51480 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

E 

NAS  1351-83 

5305 

AS 

20  Moy 

83 

AV 

AS 

11 

REV  7 

MS-35459B 

5305 

AR 

21  Sep 

64 

AR 

SH 

E 

NAS  1352-83 

5305 

AV 

20  May 

83 

AS 

11 

REV  7 

MS-16995D 

5305 

AR 

12  Jul 

74 

AR 

OS 

99 

ANSI/ASME  B18.3.1M-82 

5305 

*AR 

21  Jun 

82 

AR 

AS 

99 

MS-35460B 

5305 

AR 

21  Sep 

64 

AR 

SH 

MS-16996D 

5305 

AR 

12  Jul 

74 

AR 

OS 

99 

MS-354618 

5305 

AR 

21  Sep 

64 

AR 

SH 

99 

MS-16997D 

5305 

AR 

31  Dec 

76 

AR 

AS 

99 

MS-16998E 

5305 

AR 

31  Dec 

76 

AR 

AS 

99 

MS-2467 1C 

5305 

AR 

20  Feb 

74 

AR 

SH 

99 

MS-24673D 

5305 

OS 

09  Nov 

84 

AR 

OS 

99 

M 5*24674 D 

5305 

AR 

09  Nov 

84 

AR 

OS 

99 

MS-24677C 

5305 

os 

05  Apr 

86 

AR 

05 

99 

MS-14188 

5305 

AS 

18  Aug 

78 

AS 

MS-24678D 

5305 

OS 

05  Mar 

86 

AR 

OS 

99 

MS -90402 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

NA  0127-82 

5305 

IS 

27  Moy 

86 

AR 

n 

NA  0128-82 

5305 

IS 

27.  Moy 

86 

AR 

n 

NA  0129-82 

5305 

IS 

27  Mu y 

86 

AR 

ii 

NA  0130-82 

5305 

IS 

27  May 

86 

AR 

ii 

NA  0131-82 

5305 

IS 

27  Mny 

86 

AR 

11  IS 

NA  0132-82 

5305 

IS 

27  Mny 

86 

AR 

11 

ASTM  F544-77R86 

6515 

MB 

15  Aug 

86 

MD  MS 

03 

NA  0123-80 

5305 

IS 

27  Moy 

86 

AR 

11 

N A  0060-80 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

NA  0124-80 

5305 

IS 

27  Moy 

86 

AR 

11 

NA  000060-80 

5305 

IS 

08  Jul 

85 

AV 

11  IS 

NA  0125-80 

5305 

IS 

27  Moy 

86 

AR 

11 

NA  0046-78 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

NA  0047-78 

5305 

IS 

08  Jul 

85 

AV 

11  IS 

NA  0035-78 

5305 

IS 

08  Jul 

85 

AV 

99 

l 

MIL-S-24240/3 

5305 

SH 

30  Dec 

66 

SH 

l 

Mll-S-24240/4 

5305 

SH 

30  Dec 

66 

SH 

l 

MIL-S-50894  (1) 

1195 

AR 

06  Jun 

77 

AR 

MS -90399 

5990 

AS 

06  Jun 

67 

AR 

AS 

11 

MS-21318A 

5305 

AR 

13  Oct 

65 

AR 

99 

NA  0067-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

MS-51494 

5305 

AR 

10  Jul 

84 

AR 

99 

MS-51495 

5305 

AR 

10  Jul 

84 

AR 

99 

l 

MS-17184 

5990 

AS 

20  Sep 

60 

AS 

MS-250878 

5305 

AS 

28  Jun 

82 

AS 

99 

MS  -5 1896 A 

5305 

AR 

21  Jul 

83 

AR 

AS 

99 

FF-S-888 

5305 

/AR 

29  Jun 

77 

AR 

99 

MS-356468 

5305 

AR 

22  Mor 

74 

AR 

99 

NA  0159-84 

5305 

IS 

27  Moy 

86 

AR 

11 

NA  0160-84 

5305 

IS 

27  Moy 

86 

AR 

11 

l 

MS-14065B 

5935 

EC 

30  Apr 

79 

EC 

l 

MS-14066B 

5935 

EC 

30  Apr 

79 

CR 

EC 

85 

ANSI  B18.2.3.3M-79 

5305 

AR 

26  Mor 

79 

AR 

AS 

99 

ANSI  B18.2.3.4M-79 

5305 

AR 

17  Moy 

79 

AR 

AS 

99 

NA  0113-80 

5305 

IS 

08  Jul 

85 

AV 

99 

620 


ALPHABETICAL  LISTING 


TITLE 


Screw,  Hex  Head/torq  Set,  Alloy  Steel,  Full  Thread,  1100  Mpa,  Metric  •  Nov  80  .... 
Screw,  Hex  Head,  Phillips  Recess,  Full  Threod,  Alloy  Steel,  160,000  Psi  Tensile  • 
W/dod  Exception  *  Mar  77 

Screw,  Hex  Head,  Phillips  Recess,  Full  Thread,  A-286  CRES,  160,000  PSI  Tensile  • 
Mar  77  W/DOD  Exceptions 

Screw,  Hexagon  Socket  Flat  Countersunk  Head  Cap  (Metric  Series) . . . . . 

Screw,  Hexagon  Socket  Flat  Countersunk  Head  Cap  (Metric  Series)  -  8  Apr  1983.... 

Screw,  Instrument  •  100  Deg  Flat  Head . . . . . . 

Screw,  Instrument,  Spectacle  Frams,  3  Barrel,.... . . . . . . . . 

Screw,  Instrument  •  Binding  Head.......... . . . . . . . . . . . 

Screw,  Instrument  -  Filister  Head . . . . . . . . . . . 

Screw,  lag,  Hex  Head  -  Metric  •  16  Jun  81  . . . . . . . . 

Screw,  Lag,  Hex  Head-metric  •  16  Jun  81  . . . . . . . . . 

Screw,  Machine  •  Steel,  Drilled  Double  Hexagon,  Extended  Washer,  .138-40 
(MIL.S-8879  Threod)  (Asg) 

Screw,  Machine  •  Flat  Fillister  Head,  Full  Threod  Torq  Set  •  15  May  1986  . . 

Screw,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Cadmium  Plated,  .138-40  UNJF-2A 
Screw,  Machine  •  Flat  100  Degree  Head,  Full  Thread  Torq  Set  *  15  May  86  . . 

Screw,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Cadmium  Plated,  .164-36  UNJF-3A 
Screw,  Machine  ■  Double  Hexagon  Extended  Wosher  Head,  Pd  Shonk,  Steel  Ams 
6322,  Cadmium  Plated,  .138-40  UNJF-3A 
Screw,  Machine  •  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .138-40 
UNJF-3A 

Screw,  Machine  •  Double  Hexagon  Extended  Wosher  Head,  Full  Shank,  Steel  Ams 
6322  Cadmium  Plated,  .138-40  UNJF-3A 
Screw,  Machine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .164-36 
UNJF-3A 

Screw,  Machine  •  Steel,  Drilled  Double  Hexagon,  Extended  Washer,  ,164-36 
(MIL-S-8879  Thread)  (Asg) 

Screw,  Machine  -  Steel,  Double  Hexagon,  Extended  Washer,  .138-40  (MIL-S-8879 
Thread)  (Asg) 

Screw,  Machine  •  Steel,  Double  Hexogon,  Extended  Wosher,  .164-36  (MIL-S-8879 
Thread)  (Asg) 

Screw,  Machine  •  Double  Hexagon  Extended  Wosher  Head,  Full  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .164-36  UNJF-3A 
Screw,  Machine  *  Steel,  Ams  6304,  Diffused  Nickel  Cadmium  Plated,  Hexagon 
Head,  Drilled,  .138-40  UNJF-3A  (Inactive  12-13-72) 

Screw,  Machine  •  Hexogon  Head,  Full  Shank,  Ams  5643,  .138-40  UNJF-3A . . 

Screw,  Machine  *  Hexogon  Head,  Full  Shank,  Titanium  Ams  4967,  .164-36  UNJF-3A 
Screw,  Machine  -  Double  Hexagon  Extended  Washer  Heod,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .164-36  UNJF-3A 
Screw,  Machine  -  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Pd  Shonk, 
Titanium  Ams  4967,  .138-40  UNJF-3A 

Screw,  Machine  *  Double  Hexagon  Extended  Wosher  Heod,  Pd  Shonk,  Cres  Ams 
5643,  ,138-40  UNJF-3A 

Screw,  Machine  -  Double  Hexagon  Exfendcded  Wosher  Head,  Pd  Shonk,  Cres  Ams 
5643,  .164-36  UNJF-3A 

Screw,  Machine  -  Steel,  Hexogon  Head,  Slotted,  UNF-2A  And  UNC-2A . . . 

Screw,  Machine  *  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Pd  Shank, 
Titanium  Ams  4967,  ,164-36  UNJF-3A 

Screw,  Machine  •  Pan  Head,  Structural,  Cross  Recessed  . . . . 

Screw,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  PD  Shonk,  AMS  5731, 
.138-40  UNJF-3A 

Screw  Machine  *  Double  Hexogon  Extended  Wosher  Head,  Drilled,  AMS  5731, 
.164-36  UNJF-3A 

Screw,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 
AMS5731,  Silver  Plated,  .138-40  UNJF-3A 
Screw,  Machine  -  Double  Hexogon  Extended  Wosher  Head,  Drilled,' Pd  Shank, 
AMS5731,  Silver  Plated,  .164-36  UNJF-3A 
Screw,  Machine  «  Hexagon  Heod,  PD  Shank,  Titanium  AMS  4967,  .138-40  UNJF-3A 
Screw,  Machine  -  Hexogon  Heod,  PD  Shonk,  Titanium  AMS  4967,  .164-36  UNJF-3A 
Screw,  Machine  -  Hexogon  Heod,  Full  Shank,  Titanium  Ams  4967,  .138-40  UNJF-3A 
Screw,  Machine  -  Hexagon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titanium  AMS  4967, 
.138-40  UNJF-3A 

Screw,  Machine  *  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Titanium  AMS  4967, 
.164-36  UNJF-3A 

Screw,  Machine  *  Hexagon  Head,  Or/ Jed,  1  Hole,  Full  Shank,  Ams  5731,  .164-36 
UNJF-3A 

Screw,  Machine  -  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shonk,  Cres 
Ams  5643,  .138-40  UNJF-3A 

Screw,  Machine  *  Double  Hexagon  Extended  Wosher,  Drilled,  Ams  5708,  ,164-36 
UNJF-3A 

Screw,  Machine  *  Double  Hexagon  Extended  Washer  Head,  Orillcd,  Pd  Shank,  Cres 
Ams  5643,  .164-36  UNJF-3A 

Screw,  Machine  *  Double  Hexogon  Extended  Washer  Heod,  Pd  Shonk,  Titanium 
Ams  4967  .138-40  UNJF-3A 

Screw,  Machine  -  Double  Hexagon  Extended  Washer  Head,  Pd  Shank,  Titanium 
Ams  4967,  .164-36  UNJF-3A 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

NA  0114-80 

5305 

IS 

08  Jul 

85 

AV 

11 

NAS  1801-77 

5305 

AS 

05  Dec 

80 

AV 

AS 

11 

NAS  1802-77 

5305 

AS 

05  Dec 

80 

AV 

AS 

11 

REV  1 

ASME  B18.3.5M-83 

5305 

AR 

20  Oct 

83 

AR 

AS 

99 

ASME  B18.35M-83 

5305 

AR 

20  Oct 

83 

AR 

AS 

99 

MS-21270A 

5305 

82 

31  Oct 

63 

AR 

SH 

99 

A-A-53589 

6505 

MB 

15  Jul 

88 

MD 

MS 

03 

MS-21271A 

5305 

82 

31  Oct 

63 

AR 

SH 

99 

MS-21268A 

5305 

82 

31  Oct 

63 

AR 

SH 

99 

ANSI  818.2.3.8M-81 

5306 

AR 

16  Jun 

81 

AR 

AS 

99 

ANSI  B18.2.3.8M-81 

5306 

AR 

16  Jun 

81 

AR 

AS 

99 

MS -2 12868 

5306 

AS 

17  Sep 

63 

AS 

99 

NAS  1101-86 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  7 

MS-9939 

5305 

AS 

30  Dec 

70 

AS 

99 

NAS  1102-86 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  8 

MS-9940 

5305 

AS 

30  Oec 

70 

AS 

99 

MS-9912 

5305 

AS 

15  Aug 

69 

AS 

99 

MS-98148 

5305 

AS 

31  Oct 

84 

AV 

AS 

99 

MS -9930 

5305 

AS 

30  Dec 

70 

AS 

99 

MS-9815B 

5305 

AS 

31  Oct 

84 

AV 

AS 

99 

MS-21287B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-212778 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-21278B 

5306 

AS 

17  Sep 

63 

AS 

99 

MS-9931 

5305 

AS 

30  Dec 

70 

AS 

99 

l  MS-9438A 

5305 

AS 

13  Dec 

72 

AS 

MS-97818 

5305 

AS 

09  Ncv 

84 

AV 

AS 

99 

MS-9650B 

5305 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9913 

5305 

AS 

15  Aug 

69 

AS 

99 

MS-9757 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-9730 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-973) 

5305 

AS 

03  Mar 

69 

AS 

99 

l  MS-51849A 

5305 

AR 

15  Oct 

87 

AR 

SH 

99 

MS-9758 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-27039 

5305 

82 

24  May 

62 

AR 

AS 

99 

MS-9554A 

5305 

AS 

22  May 

86 

AV 

AS 

99 

MS -9564 A 

5305 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-9572A 

5305 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-9573A 

5305 

AS 

17  Nov 

69 

AV 

AS 

99 

MS-963  IB 

5305 

82 

15  Aug 

84 

AS 

99 

MS-9632B 

5305 

AS 

15  Aug 

84 

AS 

99 

MS-96498 

5305 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9640B 

5305 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9641B 

5305 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-9499C 

5305 

AS 

23  Nov 

84 

AV 

AS 

99 

MS-9739 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-9704 

5305 

AS 

27  Aug 

7) 

AS 

99 

MS-9740 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-9748 

5305 

AS 

03  Mar 

69 

AS 

99 

MS-9749 

5305 

AS 

03  Mar 

69 

AS 

99 

621 


ALPHABETICAL  LISTING 


TITLE 


Screw,  Machine  •  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Amt  5643,  ,164-36 
UNJF-3A 

Screw,  Machine  *  Hexagon  Head,  Pd  Shank,  Amt  5643  ,164-36  UNJF-3A  . . 

Screw,  Machine  ■  80  Deeg.  And  100  Deg.,  Fiat  Counterjunk  Heod,  Slotted,  Plastic 
(Nylon) 

Screw,  Machine  Drilled  Fillister  Head,  Slotted,  Carbon  Steel,  UNC-2A  . . 

Screw,  Machine  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Amt  5616, 

.138-40  Unjf  3A 

Screw,  Machine  Drilled  Fillister  Head,  Slotted,  Aluminum  Alloy,  UNC-2A  . . . . 

Screw,  Machine  Double  Hexagon  Extended  Wather  Head,  Drilled,  Amt  5616, 

.164-36  UNJF-3A 

Screw,  Machine  Flat  Countersunk  Heod,  82  Deg.,  Crost  Recessed,  Brass,  Black 
Chemical  Finish,  UNC-2A 

Screw,  Machine  Flat  Countersunk  Head,  82  Deg.,  Cross  recessed,  Aluminum  Alloy, 
Anodized,  UNC-2A 

Screw,  Machine  Flat  Countersunk  Head,  82  Deg.,  Gross  Recessed,  Corrosion 
Resisting  Steel,  UNF-2A 

Screw,  Machine  Pan  Head,  Cross  Recessed,  Brass,  UNC-2A  . . . 

Screw,  Machine  Pan  Head,  Cross  Recessed,  Aluminum  Alloy,  UNC-2A  . . . 

Screw,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Hexagon  Head,  .138-40 
UNJF-3A 

Screw,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Hexagon  Head,  .164-36 
UNJF-3A 

Screw,  Machine  Steel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon  Heod, 
.164-36  UNJF-3A  (Inactive  10-26-72) 

Screw,  Machine  Steel  Ams  6322,  Block  Oxide,  Hexagon  Heod,  .138-40  UNJF-3A 
(Inactive  For  Design  26-10-72) 

Screw,  Machine  Steel  Ams  6322,  Black  Oxide,  Hexagon  Head,  .164-36  UNJF-3A 
(Inactive  10-26-72) 

Screw,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Heod, 
.138-40  UNJF-3A 

Screw,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled.  1  Hole,  Hexagon  Heod, 
.164-36  UNJF-3A 

Screw,  Machine&pon  Head,  Cross&recessed,  Aluminum  Alloy,  Anodized,  UNF&2A.... 

Screw,  Machine&pan  Heod,  Cross&recessed,  Brass,  Block  Oxide,  UNF&2A.. . 

Screw,  Machine&steel,  Slotted  Hexagon  Heod,  .1908.32,  Ni&cad  Plate . . . . 

Screw,  Machine&steel,  Slotted  Hexcgon  Head,  .250&28  Ni&cad  Plate  . . 

Screw,  Machine&steel  Ams  6304,  Diffused  Nickel-cadmium  Plate,  Double  Hexogon 
Extended  Wosher  Head,  Drilled,  .164-36  UNJF-3A 
Screw,  Mochlne-  Cres  AMS  5731,  Hexagon  Head,  Drilled,  1  Hole,  .138-40  UNJF-3A 

Screw,  Machine-CRES  Double  Hexogon,  Extended  Washer  Heod,  .138-40  . . . 

Screw,  Machine-cres,  Double  Hexagon  Extended  Washer  Head,  164-36  (Inactive  For 
New  Design) 

Screw,  Machine-cres  Ams  5731,  Hexogon  Head,  .138-40  UNJF-3A..... . 

Screw,  Mochlne-cres,  Double  Hexagon  Extended  Wosher  Head,  Drilled,.  164-36 . 

Screw,  Machine-cres  Ams  5731,  Hexagon  Head,  .164-36  UNJF-3A . . . . 

Screw,  Machine-double  Hexogon,  Extended  Wosherhead,  Corrosion  And  Heat 
Resistant  Steel,  138-40  UNJFA-3A 

Screw,  Mochine-drilled  Fillister  Head,  Slotted,  Carbon  Steel,  Cadmium  Plated, 

UNF-2A 

Screw,  Machine-drilled  Fillister  Head,  Slotted,  Brass,  Black  Chemicol  Finish,  UNC-2A 

Screw,  Mochine-drilled  Fillister  Head,  Slotted,  Bross,  Block  Oxide  Finish,  UNF-2A . 

Screw,  Mochine-double  Hexogon,  Extended  Wosher  Head,  Corrosion  Andheat 
Resistont  Steel,  164-36  UNJF-3A 

Screw,  Mochine-double  Hexogon  Extended  Wosher  Heod,  Corrosion  8.  Heot 
Resistont  Steel,  .164-36  UNJF»3A 

Screw,  Mochine-double  Hexogon,  Extended  Wosher  Heod,  Drilled,  Corrosion  And 
Heat  Resistont  Steel,  .138-40  UNJF*3A 

Screw,  Machine-drilled  Fillister  Heod,  Slotted,  Corrosion  Resisting  Steel,  Passivated, 
UNC-2A 

Screw,  Mochine-double  Hexogon,  Extended  Washer  Head,  Drilled,  Silver  Plated, 
Corrosion  &  Heot  Resistant  STEEL..138-40  UNJF-3A 
Screw,  Mochine-double  Hexogon  Extended  Washer  Heod,  Ams  5616,  .138-40 
UNJF-3A 

Screw,  Mochine-double  Hexogon  Extended  Wosher  Head,  Orilled,  Pd  Shank,  Steel 
Ams  6322,  Cadmium  Plated  .138-40  UNJF-3A 
Screw,  Mo  chine -double  nexogon.  Extended  Wosher  Heod,  Drilled,  Silver  Plated, 
Corrosion  8.  Heot  Resistant  Steel,  ,164-36  UNJF-3A 
Screw,  Mochine-double  Hexogon  Extended  Wosher  Heod,  Ams  5616,  ,164-36 
UNJF-3A 

Screw,  Mochine-double  Hexagon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk,  Steel 
Ams  6322,  Codium  Plated  .164-36  UNJF-3A 
Screw,  Machine-double  Hexagon,  Extended  Wosher  Heod,  Closed  Tolerance  Shonk, 
Corrosion  And  Heot  Resistant  Steel,  .164*36  UNJF-3A 
Screw,  Machine-flat  Countersunk  Heod,  82  Deg.,  Cross-recessed,  Corrosion  Steel 
UNC-2A 

Screw,  Machine-flat  Countersunk  Head  82  Dcg„  Cross-recessed,  Brass,  Black 
Chemicol  Finish,  UNF-2A 

Screw,  Machine-pan  Head,  Cross-recessed,  Corbon  Steel,  Cadmium  Plated  UNC-2A.. 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-9793B 

5305 

AS 

31  Ocl 

84 

AV 

AS 

99 

MS-9804B 

5305 

AS 

31  Ocl 

84 

AV 

AS 

99 

MS-182)  )A 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

NOtICE  ) 

MS-352A5C 

5305 

AR 

06  Mo r 

74 

AR 

99 

MS-9892 

5305 

AS 

21  Apr 

69 

AS 

99 

MS-352778 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

MS-9893 

5305 

AS 

21  Apr 

69 

AS 

99 

MS-35I98C 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS-35202C 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

MS-51960B 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS-35214D 

5305 

AR 

3)  Dec 

87 

AR 

YD 

82 

MS-35218B 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

NOTICE  1 

MS-9516C 

5305 

AS 

22  Moy 

86 

AV 

AS 

99 

MS-95I7C 

5305 

AS 

22  Moy 

86 

AV 

AS 

99 

MS-9293A 

5305 

AS 

26  Ocl 

72 

AS 

MS-9281A 

5305 

AS 

26  Oct 

72 

AS 

MS-9282A 

5305 

AS 

26  Ocl 

72 

AS 

MS-9527 

5305 

AS 

21  Dec 

83 

AV 

AS 

99 

MS-9528 

5305 

AS 

02  Feb 

68 

AV 

AS 

99 

MS-352198 

5305 

AR 

20  Moy 

88 

AR 

SH 

99 

MS-35215C 

5305 

AR 

3)  Dec 

87 

AR 

YD 

82 

MS-9316 

5305 

AS 

16  Moy 

60 

AS 

MS-9317 

5305 

AS 

16  Moy 

60 

MS-9216 

5305 

AS 

10  Dec 

63 

AS 

MS-9498A 

5305 

AS 

17  No- 

69 

AV 

AS 

99 

MS-91778 

5305 

AS 

31  Mar 

88 

AS 

MS-9178B 

5305 

AS 

13  Jol 

87 

AS 

99 

.  MS-9487A 

5305 

AS 

17  No- 

69 

AS 

MS-91888 

5305 

AS 

13  Jon 

88 

AS 

99 

MS-9488A 

5305 

AS 

17  Nov 

69 

AV 

AS 

MS-9694A 

5305 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-35266C 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

MS-35273C 

5305 

AR 

20  Moy 

88 

AR 

AS 

99 

NOTICE  1 
MS-35274C 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

AS 

99 

MS-9695A 

5305 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9555C 

5305 

AS 

06  No- 

86 

AV 

AS 

99 

MS  *97 03 A 

5305 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-35275B 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

AS 

99 

M  S-9712A 

5305 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9883 

5305 

AS 

03  Mor 

69 

AS 

99 

MS -9921 

5305 

AS 

15  Aug 

69 

AS 

99 

MS-9713A 

5305 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-9884 

5305 

AS 

03  Mor 

69 

AS 

99 

MS -9922 

5305 

AS 

15  Aug 

69 

AS 

99 

MS-9722C 

5306 

AS 

24  Feb 

86 

AV 

AS 

99 

MS-5’"  .w 

5305 

AR 

02  Apr 

71 

AR 

SH 

99 

MS-351998 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

MS-35206F 

5305 

AR 

22  Od 

70 

AR 

AS 

99 

622 


ALPHABETICAL  LISTING 


TITLE 


Screw,  Machine-pan  Head,  Crosi-recessed,  Corrosion  Resisting  Steel,  Passivated, 
UNC-2A 

Screw,  Machine-pan  Head,  Cross-recessed,  Corrosion  Resisting  Steel,  UNF-2A . . 

Screw,  Machine-pan  Head,  Cross-recessed,  Carbon  Steel,  Cadmium  Plated,  UNF-2A 
(IN./MM) 

Screw,  Machine-steel  Ams  6304,  Diffused  Nickel-cadium  Plate,  Double  Hexagon 
Extended  Washer  Head,  Drilled,  .138-40  IJNJF-3A 
Screw,  Machine-steel  Ams  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexagon  Head, 
.138-40  UNJF-3A 

Screw,  Machine-steel  Ams  6304,  Diffused  Nickel-cadium  Plated,  Double  Hexagon 
Extended  Washer  Head,  164-36  UNJF-3A 
Screw,  Machine-steel,  Ams  6304,  Diffused  Nickel-cadmium  Plated,  Hexagon  Head, 
Drilled,  .164-36  UNJF.3A  (Inactive  For  Design) 

Screw,  MACHINE-82  Degree  Flat  Countersunk  Head,  Cross-recessed,  Carbon  Steel, 
Cadmium  Plated,  UNC-2 

Screw,  MACHINE-82  Degree  Flat  Countersunk  Head,  Cross-recessed,  Carbon  Steel, 
Cadmium  Plated,  UNF-2A  (IN./MM) 

Screw,  Machine,  Aircraft,  Pan  Head,  Phillips  Recess,  160,000  PSI  Tensile  •  30  Dec 
81  (W/DOD  Exceptions) 

Screw,  Machine,  Flat  Head,  82  Degree,  Fine  Thread  (Inactive  Use  MS-35191, 
MS-35199,  MS-51960  And  MS-35203) 

Screw,  Machine,  Flat  Head  100  Deg,  Plain  And  Self  locking  •  Apr  74  W/DOD 
Exceptions 

Screw,  Machine,  Flat  Countersunk  Head,  Cross-recessed,  Aluminum  Alloy,  Anodize 
Finish,  NF-2A  &  UNF-2A 

Screw,  Machine,  100  Deg.  Flat  Head,  Full  Threaded,  Alloy  Steel  *  Nov  73  W/DOD 
Ex. 

Screw,  Machine,  Fillister  Head,  Coarse  Thread . . . . . . . . 

Screw,  Machine,  Non-magnetic  High  Temperature,  Structural,  100  Deg.  Flush  Head  - 
Aug  61 

Screw,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS  4967, 
.138-40  UNJF-3A 

Screw,  Machine,  &  Screw  Nuts,  Machine,  Slotted  &  Recessed  Head  -  72 
(Rcopproved  83) 

Screw,  Machine,  Fillister  Head,  Fine  Thread... . . . . 

Screw,  Machins,  Aircraft,  Pon  Head,  Phillipsrccess,  Full  Thread,  Alloy  Steel  *  Apr  74 
W/DOD  Exceptions 

Screw,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Arr.s  5643,  .138-40 
UNJF-3A 

Screw,  Machine,  Washer  Head,  Full  Thread,  Phillips  Recess,  Alloy  Steel  •  15  May 
1984 

Screw,  Machine,  Hexagon  Head,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS  4967, 
.164-36  UNJF-3A 

Screw,  Machine,  Slotted,  Cross  Recessed  Or  Hexagon  Head. . . . . . . 

Screw,  Machine,  Hexagon  Head,  Pd  Shank,  Ams  5643,  .138-40  UNJF-3A  . . 

Screw,  Machine,  Hexagon  Head,  Full  Shonk,  Ams  5643,  .164-36  UNJF-3A-.,.. . 

Screw,  Mochinc,  Drilled  Fillister  Heod,  Slotted,  Corrosion  Resisting  Steel,  Passivated, 
UNF*2A( 

Screw,  Machine,  Flat  Countersunk  Heod,  100  Deg,  Cross  Recessed,  UNC-2  A  & 
UNF*?A  (In./MM) 

Screw,  Machine,  Flat  Countersunk  Head,  100  Deg.,  Structural,  Cross  Recessed, 
UNC-3A  And  UNF-3A 

Screw,  Machine,  Drilled  Fillister  Heod,  Slotted,  Aluminum  Alloy,  Anodized,  NF-2A 
And  UNF-2A 

Screw,  Machine,  Pon  Head,  Slotted,  Carbon  Steel,  Cadmium  Ploted,  NC-2A  And 
UNC-2A 

Screw,  Machine,  CRES, BOOM  Support  Assembly . . . . 

Screw,  Machine,  Flat  Countersunk  Head,  Slotted,  Copper-silicon  Alloy,  UNC-2A, 
Nonmagnetic 

Screw,  Machine,  Hot  Countersunk.  Head,  Slotted,  Non-magnetic,  Corrosion  Resisting 
Steel  Possivot 

Screw,  Machine,  82  Deg.  Plot  Countersunk  Head,  Cross-recessed,  Carbon  Steel, 
UNC-2A 

Screw,  Machine,  Drilled  fillister  Head,  Slotted,  Corbon  Steel,  UNC-2A ...................... 

Screw,  Mochinc,  Pon  Head,  Cross-recessed,  Corbon  Steel,  UNC-2A  . . . . 

Screw,  Machine,  Pon  Heod,  Cross-recessed,  Carbon  Steel  UNF-2A . . 

Screw,  Machine,  82_Deg<  Flat  Countersunk  Heod,  Cross-recessed,  Carbon  Steel, 
UNF-2A 

Screw,  Machine,  Steel  AMS  6304,  Diffused  N  Ickel-  Cadium  Plated,  Double 
Hexagon  Extended  Washer  Head,  .138-40UNJF-3A 

Screw,  Machine,  Pon  Heod,  Slotted,  Plastic  (Nylon),  NC-2A  And  UNC-2A . . . 

Screw,  Machine,  Steel,  12  Point  Heod  .138  (Nd,  6)  40,  Block  Oxide  (Inactive 
12-13-72) 

Screw,  Mochine,  Stccl.dri'lcd  12  Point  Heod,  .138  (NO.6J-40,  Cadmium  Plate 
(ASG) 

Screw,  Mochine,  Slotted  Hex  Head,  250-28  (Inactive) . . . 

Screw,  Machine,  Steel,  12  Point  Head,  .138  (No.  6)-40,  Cadmium  Plate  (Inactive),... 

Screw,  Machine,  Panheod,  Self-sealing  O-ring,  Silicone  Rubber,  Integral . . . . 

Screw,  Most  And  Adapter,  Antenna  (Asg) . . . . . . . ...................... 

Screw,  Miniature  -  61  (Rcopproved  83)..., . . . . . . . . . . 
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MS-51957B 

5305 

AR 

01  Apr 

69  " 

AR 

YD 

99 

MS-51958C 

5305 

AR 

11  Feb 

83 

AR 

SH 

99 

MS-35207F 

5305 

AR 
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70 

AR 

AS 

99 

l 

MS-9215 

5305 

AS 
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63 

AS 

MS-9292 

5305 
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65 

AS 

11 

L 

MS-9207 

5305 
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63 

AS 

MS-9439A 

5305 

AS 
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72 

AS 

11 

MS-35190F 

5305 

AR 
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76 

AR 

SH 

99 
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5305 

AR 

28  Jul 

76 

AR 

AS 

99 

E 
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5305 

AS 
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AS 

11  IS 
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5305 
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83 

AV 

AS 

99 
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5305 
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15  Sep 
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AV 

AS 

11 
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5305 

AR 
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76 

AR 

99 
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5305 

AS 
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AS 
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AS 
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AS 
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REV  7 
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5305 

AS 

14  Jun 

74 

AV 

AS 

1) 
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5305 

AS 

03  Mar 

70 

AS 

99 

ANSI  818.6.3-72 

53GP 

AR 

22  Sep 

72 

AR 

SH 

99 
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REV  6 

5306 

AS 
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59 

69 

E 

NAS  600IHRU606-74 
REV  5 

5305 

AS 
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78 

AV 

AS 

11 

MS-9792B 

5305 

AS 
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84 

AV 

AS 

99 

NAS  8302IHRU8304-84 

5305 

AS 

29  May 

86 

AS 

11 

MS-9623 

5305 

AS 

03  Mar 

70 

AS 

99 

FF-S-92B  (1) 

5305 

/AR 
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75 

AR 

99 

MS-9803B 

5305 

AS 

31  Ocl 

84 

AV 

AS 

99 

MS-9782B 

5305 

AS 

09  Nov 

84 

AV 

AS 

99 

MS-35276C 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

SH 

99 

MS-24693F 

5305 

AR 

11  Feb 

83 

AR 

AS 

99 

MS-24694C 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS-35278B 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

MS-352238 

5305 

AR 

15  Jan 

73 

AR 

SH 

99 

MS-51475A 

5305 

AR 

27  Sep 

88 

AR 

EC 

85 

l 

MS-16218B 

5305 

SH 

08  Mo r 

67 

SH 

L 

MS-16219A 

5305 

SH 

19  Aug 

66 

SH 

MS-51481 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51483 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51492 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51493 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51479 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

L 

MS-9206 

5305 

AS 

10  Dec 

63 

AS 

MS-18212C 

5305 

AR 

02  Apr 

75 

AR 

99 

l 

MS-9I89C 

5305 

AS 

13  Jul 

87 

AS 

82 

L 

MS-91838 

5305 

AS 

13  Jul 

87 

AS 

11 

L 

MS-9123A 

5305 

AS 

28  Feb 

84 

AS 

L 

MS-91858 

5305 

AS 
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72 

AS 

82 

MS-3212B 

5305 

OS 

23  Oct 

86 

AR 

OS 

99 

MS-25118 

5985 

AS 

18  Jul 

55 

AS 

85 

ANSI  B18.11-6I 

5305 

AR 

07  Apr 

71 

AR 

SH 

99 

623 


ALPHABETICAL  LISTING 


HUE 


Screw,  Pon  Head  l(i-torq  Receil,  Full  Threadself-locking  Optional  15  May  86 . . 

Screw,  Pan  Hcod,  Crois  Receded,  Full  Thread  •  May  71.................................. . 

Screw,  Pan  Head,  Phillipi  Recess,  Alloy  Steel  Full  Thread,  Self-locking  And 
Non-locking  30  Nov  83 

Screw,  Pan  Heod,  Phillips  Recess,  A-286,  Cres,  Full  Thread,  Self  locking  &  Non 
locking  •  17  Jan  83 

Screw,  Pan  Head,  Torq-set,  Alloy  Steel,  Full  Thread,  1100  MPA,  Metric  -  Oec  1979.. 
Screw,  Pan  Head,  Torq-sel,  A-286  Cres,  Full  Thread,  1100  MPA,  Metric  •  Dec  1979 
Screw,  Pan  Heod,  Torq-set,  Titanium  Alloy,  Full  Thread,  1100  MPA,  Metric  •  Dec  79 
Screw,  Pan  Head,  Assembled  Washers  -  15  Sep-75  W/DOD  Exceptions  . . . 

Screw,  Self  locking,  250  Deg,  F,  Cylindrical  Head  Hexagonal  Wrenching  Socket, 
Alloy  SteeL  160  Ks«  Ftu  (Socket  Heod  Cap  Screw)  (Asg) 

Screw,  Self  locking,  Flat,  100  Deg.  Head,  Full  Thread  -  28  May  82  W/dOD 
Exceptions 

Screw,  Self-locking,  250  Deg.  F,  Cylindrical  Head,  Hexagonal  Wrenching  Socket, 
Corrosion  Resisting  Steel,  80  Ksi  Ftu  (Socket  Head  Cop  Screws)  (Asg) 

Screw,  Self-locking  pan  Head,  Shear  Torq  SET15  May  86.... . . . . . . 

Screw,  Self-locking,  250  Deg  F.,  Steel,  55  Ksi  Flu,  100  Deg.  Flat  Heod,  Cross 
Recessed 

Screw,  Self-locking  ■  Flat  Fillister  Head,  Full  Threod  -  15  May  86  . . . . . 

Screw,  Self-locking,  250  Deg.  F.,  Steel,  55  Ksi  Ftu,  Ponhead,  Cross  Recessed . 

Screw,  Self-locking  Flat  100  Deg  Head,  Sheortorq  Set  15  May  86. . . . . . 

Screw,  Shoulded,  Hex-socket  Head  .375,.500,.625  UNC-3A,  Unploted  . . 

Screw,  Shoulder  Socket  Head,  Hexagon,  Alloy  Steel,  Ccdmium  Plated,  UNC-3A . 

Screw,  Shoulder,  Hexagon  Socket-head  &  Slotted-head . . . 

Screw,  Shoulder,  Slotted-head,  Corrosion-resistant  Steel. . . . . . 

Screw,  Shoulde',  Hexagon  Socket  Head-metric  18  Jul  79,.... . . . . . . . 

Screw,  Shoulder,  Socket-head,  Hexagon,  Corrosion*  Resistant  Steel  . . . 

Screw,  Shoulder,  Hexagon  Socket  Head-  Metric  Series  -  19  Sept  1986  . 

Screw,  Slotted  Hex  Head. . . . . . . . 

Screw,  Slotted  Heod  Cep,  Square  Set  Screw  &  Slotted  Heodles  Set  Screws  1972 
(Reopproved  83) 

Screw,  Structural,  Aircraft . . . . . . . . . 

Screw,  Tapping  -  Threod  Forming,  Type  Ab,  Flat  82  Deg.  Countersunk  Heod,  Cross 
Recessed 

Screw,  Tapping  -  Thread  Cutting,  Types  D,  F,  G  Dr  T,  Flat  82  Deg.  Countersunk 
Heod,  Cross  Recessed,  Carbon  Steel 

Screw,  Topping  ■  Thread  Cutting,  Types  Bf  And  Bl,  Approximate  Hole  Sires  For . 

Screw,  Topping  •  Threod  Cutting,  Type  Bf  Or  Bt,  Pon  Head,  Cross  Recessed,  Corbon 
Steel 

Screw,  Topping  «  Thread  Forming,  Type  Ab,  Hexagon  Heod,  Slotted  . . 

Screw,  Topping  «  Threod  Cutting,  Type  D,  Hexagon  Head,  Slotted . . . . . . 

Screw,  Topping  And  Drive . . . . . . . . . . . 

Screw,  Topping  High  Performance,  Thread  Rolling,  Types  Sf,  Sw  And  Tt,  Pan  Heod, 
Cross  Recessed 

Screw,  Topping  High  Performance,  Zone  Hardened  Structural  Thread  Rolling, 
Hexagon  Washer  Heod 

Screw,  Tapping  High  Performance,  Thread  Rolling,  TypesSf,  Sw  And  Tt,  Hexagon 
Washer  Head 

Screw,  Topping  Threod  Forming,  Type  AB,  Panhead,  Cross-recessed . . . . . 

Screw,  Topplng&threod  Cutting,  Types  D,  F,  G,  Or  T,  Pon  Head,  Cross  Recessed, 
Steel,  Corbon,  Cadmium  Plated 

Screw,  Tapping-high  Performance,  Thread  Rolling,  Types  Sf,  Sw  And  Tt,  Flat 
Countersunk  Head,  Cross*  Recessed 

Screw,  Topping.threod  Forming,  Type  Ab,  Pan  Head,  Cross-reccsscd  . . . 

Screw,  Topping-thread  Cutting,  Types  D,f,  G  Or  T,  Flat  82  Deg.  Countersunk  Head, 
Cross-recessed,  Corrosion*  Resisting  Steel 
Screw,  Topping-thread  Cutting,  Type  Bf  Or  Bt,  Pan  Heod,  Cross-recessed, 
Corrosion-resisting  Steel  (Inactive  For  Design) 

Screw,  Topping-thread  Cutting,  Types  D,  F,  G  Or  T  Pan  Head,  Cross-recessed, 
Corrosion  Resisting  Steel 

Screw,  Topping,  &  Metallic  Drive  Screws  (Inch  Series)  Threod  Forming  Sdhreod 
Cutting  -  18  Jun  8) 

Screw,  Tapping,  Threod  Cutting,  Round  Heod,  Machine  Screw  Threod  (Iroctivo  For 
New  Design  After  4  Mor  82) 

Screw,  Topping,  Thread  Forming  -  Types  Ab,  B  And  Bpf  Approximate  Holo  Sizes 
For 

Screw,  Topping,  Threod  Forming  Or  Threod  Cutting,  Round  Hcod,  Sr.aecd  Thd  . . 

Screw,  Topping,  Thread  Cutting,  Types  D,  F,  G,  Or  T  Pan  Heod,  Crcss-rccessed, 
Corbon  Steel 

Screw,  Tapping,  Thread  Forming  Or  Threod  Culling,  82  Deg  Ffot  Head,  Spaced 
Thread 

Screw,  Topping,  Thread  Cutting-types  D,  F,  G,  And  T  Approximate  Hole  Sizes  For .. 
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NAS  1214-86 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  8 

NAS  1635-71 

5305 

AS 

14  Jun 

74 

AV 

AS 

11 

NAS  8000THRU800-83 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  2 

NAS  8100THRU8106-83 

5305 

AS 

20  Mo y 

83 

AV 

AS 

11 

NA  0089-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

NA  0068-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

NA  0090-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

NAS  I301-75R82 

5305 

AS 

20  May 

83 

AV 

AS 

11 

REV  1 

MS-21262B 

5305 

AS 

20  Feb 

63 

AS 

99 

NAS  I189REV9-82 

5305 

AS 

20  May 

83 

AV 

AS 

11 

MS-21295A 

5305 

AS 

20  Feb 

63 

AS 

99 

NAS  1 171THRU1 178-86 
REV  7 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

MS-21093B 

5305 

AS 

30  Sep 

77 

AS 

99 

NAS  1191-86 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  8 

MS-21090A 

5305 

AS 

11  Sep 

67 

AS 

99 

NAS  1 161THRU1 168-86 

5305 

AS 

11  Feb 

87 

AV 

AS 

11 

REV  9 

MS-21301A 

5306 

ER 

21  Dec 

87 

ER 

YD 

99 

MS-51975C 

5305 

AR 

30  Oct 

84 

AR 

OS 

99 

M1L-S-21472C 

5305 

AR 

31  Oct 

88 

AR 

OS 

99 

MS-51575 

5305 

AR 

09  Oec 

88 

AR 

AS 

99 

ANSI  B18.3.3M-79 

5305 

AR 

18  Jul 

79 

AR 

AS 

99 

MS-51576 

5305 

AR 

09  Dec 

88 

AR 

OS 

99 

ASME/ANSI  B18.3.3M-86 

5305 

AR 

25  Feb 

87 

AR 

AS 

99 

MS-75043B 

6140 

ER 

26  Mor 

68 

ER 

ANSI  B  18.6.2-72 

5305 

AR 

22  Sep 

72 

AR 

SH 

99 

MIL-S-7839B  (3) 

5305 

82 

06  Mor 

84 

AV 

AS 

99 

MS-51862A 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

YD 

99 

MS-24627C 

5305 

AR 

15  May 

75 

AR 

99 

MS-24633B 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

99 

MS-24625C 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

99 

MS-51850 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

MS-51851 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

FF-S-107C  (2) 

5305 

/AR 

01  Sep 

70 

AR 

99 

MS-51863 

5305 

AR 

31  Aug 

70 

AR 

SH 

1! 

MS-51871 

5305 

AR 

29  Sep 

72 

AR 

SH 

99 

MS-51869 

5305 

AR 

29  Sep 

72 

AR 

SH 

99 

MS-51486 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-24629C 

NOTICE  > 

5305 

AR 

20  May 

88 

AR 

99 

MS-51870 

5305 

AR 

29  Sep 

72 

AR 

SH 

99 

MS-51861A 

5305 

AR 

20  May 

88 

AR 

YD 

99 

MS-24628C 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS-246260 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS-24630C 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

99 

ANSI  818.6.4-81 

5305 

AR 

11  Jon 

82 

AR 

99 

AN504 

MISC 

AS 

04  Mar 

82 

REV  6 

MS-24632B 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

AN530 

5305 

AS 

17  Feb 

59 

AV 

AS 

99 

REV  6 

MS-51485 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

AN531 

5305 

AS 

17  Feb 

59 

AS 

99 

REV  5 

MS-24634B 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 


624 


ALPHABETICAL  LISTING 


TITLE 

Screw,  Toppirg,  100  Deg.  flat  Head,  Spaced  Thread  (Aig)  . . . 

Screw,  Wood., . . . . . . . . . . . . 

Screw,  Wood,  (Inch  Series)  •  23  Nov  81............................................. . . . . 

Screw,  Wood,  Flat  Head,  Crotwecejjed,  Steel  And  Bro»  . . . . . . . . 

Screw,  Wood,  Flat  Head,  Slotted,  Steel  And  Brass . . . . . . 

Screw,  Wood,  No.  14,  2-INCH,  Round  Head  Hot  Galvanized  (Pole-line)  . . 

Screw,  Wood,  Round  Head,  Slotted,  Steel  And  Brass  . . . . 

Screw,  Wood,  Round  Head,  Cross-recessed,  Steel  And  Brass  . . . . . . . . 

Screw,  Wood,  Slotted  Round  Head,  Austenitic  Corrosion  Resisting  Steel,  Non 
Magnetic 

Screw,  Wood,  Slotted,  Flat  Countersunk  82  Deg.head,  Copper  Silicon  Alloy, 
Nonmagnetic 

Screw,  Wood,  Slotted  Ovol  Head  82  Degree,  Austentic,  Corrosion-resisting  Steel, 
Nonmagnetic 

Screw,  Wood,  Slotted  Round  Head,  Copper  Silicon  Alloy,  Nonmagnetic.... . . . . 

Screw,  Wood,  Slotted  Flat  Head  82  Degree,  Austenitic,  Corrosion-resisting  Steel, 
Nonmagnetic 

Screw,  100  Deg.  Flush  Head,  Hi-torque  Recess  . . . . . . . . . 

Screw,  100  Deg.  Flush  Head,  Torq  Set,  Alloy  Steel,  Full  Thread,  1100  Mpa, 
Metric-dec  79 

Screw,  100  Oeg.  Flush  Head,  Torq  Set,  Titanium  Alloy,  Full  Thread,  1100  Mpa, 
Metric  *  Dec  79 

Screw,  100  Deg.  Flush  Head,  Torq-set,  A-286  Cres,  Full  Thread,  1100  MPA,  Metric  - 
Dec  1979 

Screw,  100  Deg,  Close  Tolerance  Flat  Head,  160,000  P5I  *  Nov  73  W/DOD 
Exceptions 

Screw,  100  Deg.  Flush  Head,  Torq-set,  A-286  Cres,  Full  Thread,  1100  MPA,  Metric  * 
Dec  1979 

Screwdriver  And  Screw  Starter,  Hond . . . . . . . 

Screwdriver  Recesses  (High  Performance)  Edition  No.  2  (Rel  To  Other  Thn  DOD  & 
DOD  Contractors  Must  Bo  Sent  Via  HQ  USAF/XOXX(ISO)  Wosh.,  D.c. 
20330-5058) 

Screwdriver,  Electric,  Portable,  Battery  Powered  . . . 

Screwdriver,  Jewelers,  (Swivel  Knob,  Interchangeable  Blades) . . . . 

Screwdriver,  Rotchc*,  Right  Angle  Offset,  Right  And  left  Hand  Turning . ...... . 

Screws,  Alloy  Steel  Socket-head  Cap  (Metric)  *  3)  Aug  1984. . . . . . , 

Screws,  Hex  Flange  Metric  -23  Mar  84  . . . . .  . . . . 

Screws,  Hex  Flange  Heavy  Metric  •  23  Mar  84  . . . . . . . . . 

Screws,  Machine-metric  *  23  July  1985  . . 

Screws,  Machine,  Pan  heed.  Cross  Recessed,  Self  Sealing,  Integral  FluorosiKcone 
O-iting,  Plain  And  Self  locking 

Screws,- Machine,  Self  Seoling,  Integral  O-ring  . . . . . 

Screws,  Steel  D'ill,  For  The  Application  Of  Gypsum  Board  •  26  Aug  83. . . . . 

Screws,  Topping,  Thread  Forming  &  Thread  Cutting-metric  »  3  Feb  86  . . . . 

Scriber,  Diamond  Point  . . . . . . . ....... 

Scriber,  Machinists . . . . . . . . . . . . 

Scrubbing  Machine,  Pavement  Self-propelled,  Rider  Operated . . ,™, . .... . . 

Scrubbing  Machine,  Floor,  Electric  (Battery  Powered) 

Scrubbing  Machine,  Self-propelled  Heavy. Duty,  Cylindrical  Brush  Opposed  Direction 
Type 

Scupper,  Overboard  Discharge,  Marine  Hardware................ . . . 

Sea  Anchor  . . . . . . . . 

Sea  Morker  Pocket,  Inflatable  Survival  Equipment . . . 

Sea  Rescue  Kit,  Droppable., . . . . . . . . . , . . . . 

Seo!  -  O  Ring,  AmS  72 70,.,,,.. . . . . . ..... 

Sea!  Assembly  »  3/8  Inch  Conduit1  Boss . . . . . . . 

Seal  Plain,  Rubber,  (Hot  Air  Resistant  400  Deg  F)  Mold-fn  Groove  . . . . . 

Seal  Ring,  Aluminum,  Flat,  Metric  . . . . 

Seal  Ring,  Aluminum,  Flat,  Metric  . . . . . 

Seal  Ring,  Pressboard, flat.  Metric  . . . . . . . 

Seal  Ring,  Steel,  Flat,  Metric  . . . . . . . 

Seal  Ring,  Vulcanized  Fiber,  Flat,  Metric  . . . . . 

Seal,  Aluminum,  Fluid  Connection  Fitting,  Low  Pressure 

See*.  A''**pWe»e5«  (S*lf4ocking)  . . . . . 

Seal,  Antipilferage  . . . . . 

Seal,  Boll,  Monitoring-Port  M753  8  Inch  . . . . . . . . 

Seol,  Cres,  Nickel  Plated,  Fluid  Connection  Fitting,  High  Pressure 
Seal,  Engine  Shroud. 

Seol,  Graded,  Borosilicate  To  Quortt 

Seal,  Graded,  Borosilicate  Glass  To  Copper  Tubing  ........... 

Seol,  Hand  Impression  ....... .».n..„.,n.,..ni.R,n„„„H„„«.«  . . ......... 

Seol,  Metallic,  leod  And- Wire  ......... 

Seal,  Oil,  Plain  Or  Plain  encased*,,.,,,,....,,,.,.,.. 

Seal,  Plain  Encased,  Single  Seoling  Member,  Face  Type  . . . 

Seal,  Plain  Encased,  Single  Seoling  Member,  Spring  loaded 

Seel,  Plain  Encased,  Dual  Seal,  Spring  Loaded  . . . 
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PREP 
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MS-21207A 

5305 

AS 

“290^7“ 

72 

AS 

99 

FF-S-lllO 

5305 

VAR 

27*  Aug 

74 

AR 

YD 

99 

ANSI  B18.6.1-81 

5305 

AR 

06  Apr 

82 

AR 

SH 

99 

MS-35492E 

5305 

AR 

15  Aug 

74 

AR 

YD 

99 

MS-35494E 

5305 

AR 

15  Aug 

74 

AR 

YD 

99 

MS-35795 

5305 

AS 

19  Nov 

56 

El 

AS 

99 
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5305 

AS 

30  Jan 

84 

AV 

AS 

11 

REV  & 

NA  C091-79 

5305 

IS 

08  Jul 

85 

AV 

99 

NA  0092-79 

5305 

IS 

08  Jul 

85 

AV 

99 

NA  0070-79 

5305 

IS 

08  Jul 

85 

AV 

99  IS 

E 

NAS  517-73 

REV  3 

5305 

AS 

15  Sep 

78 

AV 

AS 

11 

NA  000070-79 

5305 

IS 

08  Jul 

85 

AV 

11  IS 

GGO-S-121E(l) 

5120 

•GL 

25  Mar 

76 

Gl 

99 

NAT-STO-3802  (3) 

ISDF 

06 

27  Nov 

87 

A-A-630 

5130 

t 

27  Nov 

79 

GGG-S-1808 

5120 

% 

23  Apr 

73 

GGG-S- I408A 

1NT  AMD  (2) 

5120 

•Gl 

15  Mor 

73 

Gl 

SH 

99 

ASTM  A574M  84 

5305 

AR 

19  Aor 

85 

AR 

AS 

99 

ASME  B18.2.3.4M-84 

5305 

AR 

30  Jan 

85 

AR 

AS 

99 

ASME  B18.2.3.9M-84 

5305 

AR 

30  Jon 

85 

AR 

AS 

99 

ANSI/ASME  B18.67M-85 

5305 

AR 

08  Nov 

85 

AR 

SH 

99 

MS-3213A 

5305 

OS 

30  Apr 

77 

AR 

OS 

99 

l 

MII-S-82496A 

5305 

AR 

30  Apr 

77 

OS 

ASTM  0002-83 

5305 

YD 

21  Ocl 

85 

AR 

YD 

99 

ANSI/ASME  B18.6.5M-86 

5305 

AR 

21  Apr 

86 

AR 

AS 

99 

MII-S-15825A  (1) 

NOTICE  1 

5120 

Gl 

20  Mo/ 

87 

Gl 

84 

GGG-S-131E  (1) 

5120 

•Gl 

24  Feb 

66 

Gl 

SH 

99 

MIL-S-38725A 

3825 

84 

03  Feb 

67 

AT 

99 

00-S-255A  (1) 

7910 

t 

18  Aug 

80 

MIL-S-0038725 

3825 

84 

14  Jon 

89 

99 

L 

MS-15172A 

2040 

SH 

2  Jun 

59 

SH 

L 

MIL-S-23086 

2040 

CG 

08  Nov 

61 

CG 

MII-S-179B0D 

NOTICE  1 

6850 

AS 

23  Jun 

87 

AR 

AS 

68 

l 

MII-S-25393B  (1) 

4220 

02 

31  Aug 

65 

99 

ANI23951 

5330 

82 

24  Dec 

64 

AV 

AS 

99 

.  124050  REV  2 

AN3067 

REV  3 

5330 

82 

9=Jul 

54 

99 

l 

MS-271978 

5330 

82 

09  Jun 

72 

99 
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ALPHABETICAL  LISTING 


TITLE 

Seal,  Plain  Encased.  Dual  Seeling  Members,  Opposed,  Spring  loaded  . . . 

Seal,  P<ain  Encased.  Spring  Loaded,  flanged  Type... . . . . . . 

Seal,  Plain  Encased,  Single  Sealing  Member,  Spring  loaded.  Shouldered  Case . . 

Seal,  Plain  Encased,  Single  Seal,  External  Type,  Spring  Loaded  . . . 

Seal,  Plain  Encased.  Dual  Seal,  Internal  Seal  Spring  loaded  . . . . . . . . 

Seal,  Plain  Encased.  Dual  Sealing  Members,  Opposed,  One  Seal  Spring  Loaded  . 

Seal,  Plain  Encased,  Dual  Seal,  External  Seal  Spring  loaded...... . . . . . . . 

Seal  Plain  Encased.  Duo!  Seals,  One  Seal  Spring  Loaded,  Shouldered  Case . . . 

Seal,  Plain  Encased.  One  Felt,  Plus  One  Leather  Or  Synthetic  Elastomer  Sealing 
Member  Spring  Loaded 

Seal,  Plain  Encased,  One  Felt  And  One  Leather  Or  Synthetic  Elastomer  Sealing 
Members,  Spring  loaded,  Shouldered  Case 

Seal,  Plain  Encaseddluld,  Radial,  Single  Fell  Sealing  Member,  Internal  Type . 

Seal,  Plain  Encased-fluid,  Radiol,  Single  Felt  Sealing  Member,  External  Type  . . .... 

Seal,  Plain  Encased,  Single  Felt  Sealing  Member,  Internal  Type,  Shouldered  Case. . 

Seol,  Plain  Encased,  Single  Sealing  Member,  Extended  Case . . 

Seal,  Plain  Or  Seol,  Plain  Encased,  Non-spring  loaded,  Single  Sealing  Member.. . 

Seal,  Plain,  And  Seal,  Plain,  Encased,  Fluid,  Radial,  Single  And  Multiple  lip  Seal.  .... 
Seal,  Plain,  Rubber,  (Minus  65  To  Plus  350  Deg  F  Fuel  Resistant)  Mold  In  Groove.... 
Seof,  Plain,  Rubber,  (Minus  65  To  Plus  160  Deg  F  Fuel  Resistant),  Mold  In  Groove  .. 
Seal,  Plain,  Rubber,  Synthetic  Oil  Resistant,  (Minus  65  To  Plus  275  Deg  F),  Mold  In 
Groove 

Seel,  Rf  And  Pressure....,.,,., . . . . . . . . . . . 

Seol,  Ring . . . . . . . . . . . . . . . 

Seol,  Rubber  Extrusions,  Non  Cellular  . . . . . . 

Seol,  Security . . . . . . . . . 

Seal,  Shalt,  Mechanical,  low  Pressure  Type,  Sell  lubricating,  for  General  Purpose 
Centrifugal  Pumps 

Seal,  Siurry,  Design,  Testing,  &  Construction  Of,  Standard  Practices  For  -11  Sept 
1984 

Sealant,  Joint,  Two  Component,  Jet  Blast  Resistant,  Cold  Applied,  For  Portland 
Cement  Concrete  Pavement 

Sealant,  Joint,  Non-jet-fuel-reristant,  Hot-applied,  For  Portland  Cement  And  Asphalt 
Concrete  Pavements 

Sealants,  Elastomeric  Joint  -  25  July  1986..... . . . . . 

Sealants,  Joint,  Jet-fuel-resistant,  Hot-applied,  For  Portland  Cement  And  Tar 
Concrete  Pavements 

5eoter  Holder,  Capillary  Tube . . . . . . . 

Sealer  Surface  (Latex  Block  Filler) . . . . . . . . . . . . 

Sealer  Surface,  Pigmented  Oil,  For  Plaster  And  WoKboord  . . . . . . . . 

Sealer-holder,  Capillary  Tube  . . . . . . . . . . . . 

Sealer,  Deck  Covering . . . . . . . . . . . . . 

Sealer,  Heat,  Seam  Tope  &  Patch,  Anti  Exposure  Coverall . . . . . 

Scaler,  Joint,  Sewer,  Mineral-filled,  Hot-pour. . . . . . . . . . 

Sealer,  Sanding,  Lacquer  Type  (For  Wood  Furniture)  . . . . . . . 

Sealer,  Steel  Strapping,  Hand,  Non-powered. ........ . . . . . . . 

Sealer,  Surface  (Vornish  Type,  Wood  &  Cork  Floors)  . . . . . . . . 

Sealer,  Surfoce  Renewer  For  Wood  And  Seoler  For  Concrete . . . . 

Sealer,  Surface,  For  Knots  . . . . . . . . . 

Seoler,  Surface,  Varnish  Type,  Floor,  Wood  Or  Cork  . . . . . . 

Seoler,  Surface,  Floor,  Water  Emulsion  Type . . .  . . . . . . . 

Sealer,  Surfaces  (Sanding) . . . . . . . . . 

Seoler,  Water  And  Weather  Resistant,  For  Aspholt,  Concrete,  And  Masonry 
Surfaces 

Sealer,  Weld  Through  for- Overlapping  Surfaces . . . . . . 

Sealing  And  Coating  Compound,  Corrosion  inhibitivc  . . . . . 

Sealing  And  Packaging  Machine,  Plastic  Film......... . . . . . . . 

Sealing  Compound  (Elastomeric  Joint  Seolants)...... . . . . . 

Sealing  Compound,  Deck  Polyurethane  (Polyether  Bose) . . . . . 

Sealing  Compound,  Noncuring,  Low  Consistency,  Silicone,  Groove  Injection,  For 
Integral  Fuel  Tanks 

Sealing  Compound,  Electrical,  High  Strength,  Accelerator  Required................. . . 

Sealing  Compound,  Aluminum  Structure,  Pressure  And  Weather  Seoling,  Low 
Density 

Sealing  Compound,  Topcoat,  Fuel  Tank,  Buno-n  Type  . . . . 

Seoling  Compound,  Low  Temperature  Curing,  Quick  Repair,  Integral  Fuel  Tanks  And 
Fuel  Cell  Cavities 

Sealing  Compound,  Integral  Fuel  Tank  &  Fuel  Cell  Cavities,  Intermittent  Use  To  360 
Deg  f  ( 18^  Ueg  V.) 

Sealing  Compound,  Electrical,  Silicone  Rubber,  Accelerator  Required.... . . 

Sealing  Compound,  Noncurlhg,  Polysulfide,  Groove  Injection,  For  Integral  Fuel  Tanks 

Sealing  Compound  Butyl  Rubber  Sealant  (For  Use  In  Ammunition)  . . . . . 

Sealing  Compound,  Non  carcinogen  Curing  Polyurethane  (Polyelher  Based),  Electric 
Connectors  And  Electric  Systems 

Sealing  Compound,  Synthetic  Rubber,  Hose  Cover  Repair . . . . . 

Sealing  Compounds,  Quick  Repair,  Low  Temperature  Curing  Polysulfide,  For  Aircraft 
Structures 

Seating  Compound,  Non-curing,  Polysulfide  Bose . . . . . . . 

Seoling  Compound,  Gasket,  Hydrocarbon  Fluid  And  Water  Resistant  . . . . . . 

Sealing  Compound,  Adhesive.  Curing  (Polysulfide  Base)  . . . . . . 

Sealing  Compound,  Dipcoating  . . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Sealing  Compound,  Polysulfide,  Accelerator  Required,  For  Aircraft  Structures ............ 

Sealing  Compound,  Preformed  (Metric) . . . . . 

Sealing  Compound,  Aluminum  Integral  Fuel  Tanks  And  Fuel  Cell  Cavities,  Low 
Adhesion,  Accelerator  Required 

Sealing  Compound,  Temperature-resistant,  Integral  Fuel  Tanks  And  Fuel  Cell 
Cavities,  High-adhesion 

Sealing  Compound,  Polyurethane  Foam  . . . . . . . . . 

Sealing  Compound,  Polysulfide  Rubber,  Electric  Connectors  And  Electric  Systems, 
Chemically  Cured 

Sealing  Compound,  Pulpcanal,  Dental  . . . . . . . . 

Sealing  Compound,  Thread  And  Gasket,  Fuel,  Oil,  And  Water  Resistant . . 

Sealing  Compound,  Firewall . . . . . . . . 

Sealing  Compound,  Joint  And  Thread,  High  Temperature  . . . . 

Sealing  Compound,  Joint,  Two  Component,  For  Bolted  Aluminum  Or  Steel 
Petroleum-storage  Tanks 

Sealing  Compound,  Environmental,  For  Aircraft  Surfaces..... . . . . 

Sealing  Compound,  Noncuring,  Polybutene  . . . . . . . . . . 

Sealing  Compound,  Boiler  Costing  . . . . . . . . . . . . . 

Sealing  Compound,  Rubber  Base,  Two  Component  (For  Calking,  Sealing,  &  Glozing 
lr.  Building  Construction) 

Sealing  Compound,  Inert  (For  Use  In  Ammunition) . . . . 

Sealing  Compound,  Elastomeric  Type,  Multi-component  (For  Calking,  Seoling,  And 
Glazing  In  Buildings  And  Other  Structures) 

Sealing  Compound  (Wood  Bedding),  Fortified.... . . . . . 

Sealing  Compound,  Synthetic-rubber  Base,  Single  Component,  Chemically  Curing 
(For  Caulking,  Seoling  And  Glazing  In  Building  Construction) 

Sealing  Compound  Single  Component,  Butyl  Rubber  Based,  Solvent  Release  Type 
(For  Buildings  And  Other  Types  Of  Construction) 

Sealing  Compound,  Elastomeric  Type,  Single  Component  (For  Calking,  Seoling,  And 
Glazing  In  Buildings  And  Other  Structures) 

Sealing  Compound,  Pipe  Joint  And  Thread,  lead  Free  General  Purpose . . 

Seoling  Compound,  Silicone  Rubber  Base  (For  Calking,  Seoling,  And  Glazing  In 
Buildings  And  Other  Structures) 

Seoling  Compound,  Asbestos . . . . . . . . . 

Sealing  Compoung,  Preformed  Plastic,  For  Expansion  Joints  &  Pipe  Joints . . . 

Sealing  Condition  Of  Ammunition  Primer  Tube  Flash  Holes . . 

Sealing  Irons  And  Sealing  Plates,  Electric,  Manually  Operated  . 

Seoling  Kit  For  Preservation  Of  Ends  Of  Disconnected  Cobles . . 

Sealing  Machines,  Heat,  Hot  Jaw  And  Continuous . . . . . . . . 

Sealing  Machines,  Electrical  Impulse  (Jaw  Type) . . . . . . . 

Sealing  Material  For  Metal  Container  Seams . . . . . 

Sealing,  locking  And  Retaining  Compounds,  Single-component . . . . . 

Sealing,  Lubricating,  And  Wicking  Compounds,  Thread  locking,  Anaerobic,  Single 
Component 

Seals,  Intertube  For  launcher  Tube  Mark  4  Mods  0,  1,  2  And  3  And  Mark  8  Mods 
0  And  1 

Seals,  Strapping  (Heovy  Duty,  Steel,  Flat) . . . . . . . 

Seamer  Sheet  Metol,  Hand  . . . . . . . . . . . . . 

Seamless  &  Welded  Unolloyed  Titanium  &  Titanzum  Alloy  Welding  Fittings  -  5  Oct 
84 

Seamless  &  Welded  Titonium  &  Titanium  Alloy  Tubes  For  Condensers  &  Heat 
Exchangers 

Seamless  Copper  Water  Tube,  Standard  Specification  For  29  Jul  88  . . . . . 

Search  &  Rescue  Avionic  System  (SARAS)  (Edition  I)  (Rel  To  Other  Than  DOD 
Refer  To  HO  USAF/XOXX-ISO  Wash,  DC  20330-5058 
Search  &  Rescue  •  ATP-10  (C)  Edition  7  (Req  For  Issue  Other  Than  OOD  &  Their 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  D.c  20330-5058 

Seorchlight,  Incandescent,  7-INCH  Sealed  Beam  lamp  For  Small  Boats . . . . 

Searchlight,  Incandescent  lomp  And  Mercury-xenon  Vopor  lamp.  Signaling, 

T2-INCH 

Searchlight,  Incandescent,  Signaling,  8-INCH . . . 

Searchlight,  Infrared  28  Volt,  SO  60  Ampere  AN/VSS-3  . . . . . 

Seasonal  Efficiency  Of  Unitary  Air  Conditions  &  Heot  Pumps  -  1983  . . . 

Seat  Cushion  Insert,  Polyurethone  foom.  Plastic,  Generol  Specificaiion  For. . . . . 

Seat  System.  Upward  Ejection,  Aircraft,  General  Specification  For . . . . . 

Seat  System-crosh-resistance.non-eiection.aircrew.generol  Specification  For, . . 

Seat,  Aircraft  . . . . . . . . . . . . . . . . . 

Seat,  Aircraft,  Troop,  Wall-style . . . . . . . . . . 

Seot,  Aircrew,  Adjustable,  Airc-ofl  General  Specification  For  . . . 

Seat,  Aircrew,  Adjustable,  Swivel,  Type  ££.! . . . . 

Seot,  Crew,  Downward  Ejection,  Aircraft. . . . . 

Seat,  Hull  Drain  Poppet  Valve:  Vehicular,  3  Inch  . . . . . . . . . 

Seal,  Individual  Equipment  Operator,  And  Seat,  Personnel,  For  Combat  Vehicle. 

Seot,  Outlet-volvc,  Aluminum-base-alloy  Diecosling  For  Outlet  Valve,  05  ................ 

Seat,  Outlet-valve,  Aluminum-bose-alloy  Diecasting  for  Outlet  Valve,  05  ............... 

Seot,  Passenger,  Cobin  Folding  . . . . . . . . . 
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TITLE 

Seat,  Passenger,  Aft  Facing,  Transport  Aircraft . . . . 

Seat,  Troop,  Variable  Seating  Width. . . . . . . . . . . . . 

Seat,  Water  Closet . . . . . . . . . . 

Scots,  Helicopter  Cabin,  Crashworthy,  General  Specification  For  191181 . 

Seawalls,  '‘ulkheads,  And  QuoywalU  . . . . . . . . . 

Secobarbital  Sodium  Capsules,  Usp  . . . . . . 

Second  Order  Attitude  Reference  System  (SOARS)  An/oSN-116 . . . . . 

Section,  Exercise,  Torpedo,  Mark  64  Mod  2  (For  Torpedo  Mark  37  Mods  2  And  3) 
(Inactive  For  New  Design) 

Security  Doctrine  (Edition  No.  1)  Request  For  Issue  Other  Than  DOD  Must  Be  Sent 
Via  U.s.  Army  Security  Affairs  Office,  Attnj  AMSAC-MC/S,  5001  Eisenhower  Ave 
,  Alexandria,  Va  22333-0001 

Seeds,  Agricultural . . . . . . . . . . 

Select  Unit,  Ammunition,  11732600  . . . . . . . . 

Selection  And  Installation  Of  Regulating  And  Control  Valves  For  Novol  Shipboard 
Use 

Selection,  Application,  &  Inspection  Of  Ele  Ctric  Overcurrent  Protective  Devices  • 

Mar  84 

Selection,  Installation  And  Troubleshooting  Of  Resistance  Thermocouple  Sensors  ...... 

Selective  (Brush  Plating),  Electrodeposition  . . . . . . . . . 

Selector,  Antenna  C4808/ARC . 

Selenium  Sulfide  lotion,  Usp  . . . . . . . . . . . . . . 

Self  Tapping  Screws-coarse  Thread  (Hole  Sizes  For) . . . . . 

Self  Tapping  Screwi-machine  Screw  Thread  (Hole  Sizes  For)  . . . . 

Semiconductor  Device,  Pockaging  Of..... . . . . . . . . . . . 

Semiconductor  Device,  General  Specification  For  . . . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  low  Power  Type  2N220  . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Switching  Types  2N425, 

2N426,  And  2N427 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  low  Power  Type  2N428  . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  H:  1  Frequency,  25  Milliwatt, 
Type  JAN-2N128 

Semiconductor  Device,  Transistor,  NPN,  Germanium,  Switching  Type  2N167A 
•Inactive  For  New  Design  After  Date  Of  Amd  1) 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  High  Power  Type  2N174A . 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Types  2N342,  2N342A  And  2N343 
Semiconductor  Device,  Transistor,  PNP,  Ermanium,  low  Power  Types  2N404  And 
2N40A 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Power  Type  2N158 . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  low  Power  Type  2N240  . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  High*  Frequency  Type  2N384  .. 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Alloy  Junction  Type  2N123 . 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Type  2N341 . . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  High  Power  Type  2N297A. ....... 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Types  2N333,  2N335, 
2N336,  2N333A,  2N335A,  And  2N336A 
Semiconductor  Device,  Transistor,  PNP,  Germanium  Power  Types  2N539  And 
2N539A 

Semiconductor  Device,  Diode,  Silicon,  Voltage  Reference  Types  IN3154,  1N3155, 
1N3156,  1N3157,  TX1N3154,  TX1N3155,  TX1N3156,  And  TX1N3157 
Semiconductor  Device,  Transistor,  PNP,  Silicon,  Power  Types  2N5003,  2N5005 
JAN,  JANTX  &  JANTYV 

Semiconductor  Device,  Transistor  NPN,  Silicon  Power  Type  2N5926  And  TX2N5926 

Semiconductor  Device,  Transistor  PNP,  Silicon  low  Power  Types  2N4405  And 
TX2N4405 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Power  Types  2N5958,  2N5960, 
TX2N5958  And  TX2N5960 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N5957,  2N5959, 
TX2N5957,  And  TX2N5959 

Semiconductor  Device,  Diode,  Silicon,  Low  level,  Volfoge  Reference  Types 
1N4565A  Through  1N4574A  &  IN4565A-1  Thru  1N4574A-1  JAN,  JANTX, 
JANTX V,  o»  JANS 

Semiconductor  Device,  Silicon,  Multiple  Diode  Array,  Types  1N5768,  1N5770, 
1N5772,  15774  And  1N6100  JAN, JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Frequency  Type  2N5109, 
Non-TX,  TX  And  TXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N5660,  2N5661, 
2N5662,  &  2N5663  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Switching  Types  2N5664, 
2N5665,  2N5666,  &  2N5667  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N5302, 
2N5303,  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6060,  2N6062, 
TX2N6060,  And  TX2N6062 
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TITLE 


Semiconductor  Device,  Transistor,  Npn,  Silicon,  Power  Type  2N6060,  2N6062, 
TX2N6060,  And  TX2N6C62  (Inoctive) 

Semiconductor  Device,  Transistor,  Pnp,  Silicon,  Power  Types  2N5967,  2N5969, 
TX2N5967,  And  TX2N5969 

Semiconductor  Device,  Diode,  Gallium  Arsenide,  Mixer  Type  IN5764,  TN5764M 
And  1N5764MR 

Semiconductor  Device,  Transistor,  Pnp,  Silicon,  High  Power  Types  2N6211, 
TX2N62M,  2N6212,  TX2N6212,  2N6213,  TX2N6213 
Semiconductor  Device,  Field-effect  Transistor,  P-channcl,  Silicon  Types  2N5114 
Through  2N5116  And  TX2N5114  Through  TX2N5116 
Semiconductor  Device,  Diode,  Silicon,  Fast  Recovery,  Power  Rectifier,  Types 
IN5802,  1N5804,  1N5806,  1N5807,  1N5809,  eo  1N5811  Jan, 

Jantx, jantxv.oojans 

Semiconductor  Device,  Diode,  Silicon,  Fast  Recovery,  Power  Rectifier  Types 
1N5812,  1N5814,  1N5816  &  R  Types  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  Silicon,  H'gh  Power,  Three  Phase,  Full  Wave  Bridge  Rectifier 
Part  Numbers  M 19500/483-01  Through  M 19500/483-04 
Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  General  Purpose  TX  & 

Non-TX  Types  1N5835  &  1N5836 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N5966,  2N5968, 
TX2N5966  And  TX2N5968 

Semiconductor  Device,  Diode,  Silicon,  Current  Regulator,  Type  1N5283  Thru 
1N5314  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N5685,  TX2N5685, 
2N5686,  TX2N5686 

Semiconductor  Device,  Diode,  Silicco,  Rectifier  Assembly,  High  Voltage . . . 

Semiconductor  Device,  Transistor,  PNP,  Silicon  Power  Types  2N5683,  TX2N5683, 
2N5684,  TX2N5684 

Semiconductor  Device,  Diode,  light  Emitting  Types  JANIN5765  And  JANTX1N5765 
Semiconductor  Device,  Silicon,  High  Power,  Single  Phase,  Full  Wove  Bridge  Rectifier 
Semiconductor  Device,  Darlington  Transistor,  NPN,  Silicon,  Power  Type  2N6350, 
TX2N6350,  2N6352,  2N6353  And  TX2N6353 
Semiconductor  Device,  Transistor,  PNP,  Silicon  low  Power  Types  2N5415, 
TX2N5415,  2N5416,  TX2N5416 

Semiconductor  Device,  Coupler,  Opto-electronic,  Solid  Stote  4N22,  4N22A,  4N23, 
4N24,  4N24A  Non-TX  And  TXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Types  2N5671,  & 
2N5672,  JAN,  JANTX,  &  JANTXV 

Semiconductor  Device,  Pnpn,  Programmable  Unijunction  Transistor,  Silicon  Jan, 

Jantx,  Jontxv,  Types  2N6116,  2N6117,  2N6118,  2N6137  &  2N6138 
Semiconductor  Device,  Unitized  Dual  Transistor,  NPN  Silicon  Types  2N5793, 
TX2N5793,  2N5794,  TX2N5794,  TXV2N5794 
Semiconductor  Device,  Unitized,  Dual  Transistor,  PNP,  Silicon  Types  2N5795, 
TX2N5795,  TXV2N5795,  2N5796,  TX2N5796,  TXV2N5796 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N6306,  TX2N6306, 
TXV2N6306,  2N6308,  TX2N6308,  TXV2N6308 
Semiconductor  Device,  Diode,  Silicon,  Voltage-reference  Types  IN821,  IN823, 

IN825,  IN 827,  IN829,  TXIN821,  TXIN823,  TXIN825,  TXIN827,  And  TXIN829 
Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Jan  Types  1N1614,  1N16I5, 
1N1616,  1N4458,  1N4459,  IN1614R,  1N1615R,  1N1616R,  1N4458R,  1N4459R 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Type  2N1072  . . 

Semiconductor  Device,  Transistor  Type  2N599 . . . . . . . . . 

Semiconductor  Device,  Diode,  Type  1N560  And  1N561  (Navy) . . . . . 

Semiconductor  Device,  Thyristors  (Controlled  Rectifiers)  Silicon  Types  2N1771A, 
2N1772A,  2N1774A,  2N17/6A,  2N1777A,  TX2N1771A,  TX2N1772A, 
TX2N1774A,  TX2N1776A,  TX2N1777A 
Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N30708  1N3070*!, 

1N4938,  1N4938-1,  JAN,  JANTX,  JANTXV,  And  JANS 

Semiconductor  Device,  Transis’nr,  PNP,  Germanium,  Type  2N1499A  . . 

Semiconductor  Device,  Tronsist  ,  PNP,  Germanium,  Type  2N1853, . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Type  2N1854 . . . 

Semiconductor  Device,  Transistor,  PN,  Silicon,  Unijunction  JAN2N5431  And 
JANTX2N5431 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Amplifier  Type  2N4957  JAN, 
JANTY,  JANTXV  &  JANS 

Semiconductor  Device,  Diode,  Silicon,  ’''onsient  Voltoge  Suppressor,  Types  1N5907, 
1N5629A  Through  1N5665A  JAN,  >*NTX,  JANTXV,  &  JANS 
Semiconductor  Device.  Durlmqton  Tronsutor,  PNP,  Silicon,  Power  Type  2N6051, 
2N6052,  JAN,  JANTX,  &  JANTXV 

Semiconductor  Device,  Darlington  Transistor,  NPN  Silicon,  Power  Types  2N6059, 
Non«TX,TX,  And  TXV 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Ultra  Fast  Recovery,  TX  And 
Non-TX  Tvpes  1N6073  Thru  1N6081 

Semiconduciu'  Device,  Darlington  Transistor,  NPN,  S-licon,  Power  Types  2N6283, 
2N6284,  Not  ’X,  TX  And  TXV 

Semiconductor  Device,  Darlington  Transistor,  PNP,  Silicon,  Power  Type  2N6286, 
2N628/.  Non-lX,  TX,  And  TXV 

Semiconductor  Device,  Diode,  Silicon,  Bipolar  Transient  Voltage  Suppressor  Types 
1N6036A  Through  1N6072A  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  PNP,  Silicon  Power  Types  2N6437,  TX2N6437, 
2N6438,  TX2N6438,  TXV2N6438 
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ALPHABETICAL  LISTING 


TITLE 


Semiconductor  Device,  Transistor#  NPN,  Silicon  Power  Types  2N6338,  TX2N6338, 
TXV2N6338,  2N6341,  TX2N6341,  TXV2N6341 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6671,  &  2N6673, 
JAN,  JANTX,  «.  JANTXV 

Semiconductor  Devic-,  Transistor,  PNP,  Silicon,  Switching  Type  JAN,  JANTX,  & 
JANTXV  2N6593 

Semiconductor  Device,  Field  Effect  Transistor,  P-chcnnel,  Silicon  Types  2N6804, 
2N6806  Jontx,  Jontxv,  And  Jans 

Semiconductor  Device,  Field  Effect  Transistors,  P  Channel,  Silicon  Types  2N6845, 
2N6847,  JANTX,  JANTXV,  &  JANS 

Semiconductor  Device,  Field  Effect  Transistor,  P -channel,  Silicon  Types  2N6849  And 
2N6851  JANTX,  JANTXV,  AndjANS 

Semiconductor  Device,  Field  Effect  Transistor,  P-chonnel,  Silicon,  Types  2N6895, 

2 N 6869,  2N6897  &  2N6898  JANTX,  JANTXN,  &  JANS 
Semiconductor  Device,  Field  Effect  Transistor,  N-chonne),  Silicon  Types  2N6962, 

2 N 6963,  2N6964,  And  2N6965  JANTX,  Jontxv,  And  Jans 
Semiconductor  Device,  Field  Effect  Transistors,  N-channel,  Silicon  Types  2N6966, 
2N6967,  2N6968,  &  2N6969  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Logic-level,  Types 
2N6901  &  2N6903  JANTX,  JANTXU  &  JANS 
Semiconductor  Device,  Transistor,  Pnp  Silicon,  Switching  Type  2N4209  Jontx, 

Jontxv,  And  Jons 

Semiconductor  Device,  Dicde,  Light-emitting  Types  Jontx  IN6497,  IN6498,  IN6499, 
IN6503,  IN6504,  And  IN6505 

Semiconduc  ,r  Device,  Diode,  Silicon,  Power  Rectifier,  Fast  Recov  Ery,  High  Voltage 
1N6512  T.  'ough  1N6519  1N6512U  Through  1N6519U  Jontxv,  Jontxv,  And  Jar,  S 
Semiconductor  Device,  Diode,  Silicon,  Power  Rectified,  Fast  Recovery,  High  Voltage 
TYPES  1N6528  Through  1N6535  Jantx,  Jontxv,  And  Jo  Ns 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6674,  2N6675, 
2N6689  And  2N6690  JAN,  JANTX  And  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6676,  2N6678, 
2N6691  And  2N6693  JAN,  JANTX  And  JANTXV 
Semiconductor  Device,  Darlington  Transistor,  NPN,  Silicon,  Power  Types  2N6300, 
2N6301,  JAN,  TX  And  TXV 

Semiconductor  Device,  Darlington  Transistor,  PNP  Silicon,  Power  Types  2N6298, 
2N6299,  JAN,  TX,  And  TXN 

Semiconductor  Device,  Field  Effect  Transistors,  N-chonnel,  Silicon  Types  2N6756, 
2N6758,  2N6760,  2N6762,  Jontx,  Jontxv,  &  Jans 
Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Types  2N6764, 
2N6766,  2N6768  &  2N6770  JAN,  JANTX  3.  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N5152,  JAN, 

JANTX  &  JANTXV 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Power  Types  2N5151,  2N5153 
JAN,  JANTX  And  JANTXV 

Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Types  2N660  & 
2N6661  Jan,  Jontx,  Jontxv,  &  Jans 

Semiconductor  Device,  Coupler,  Opto  Electronic,  Solid  State  Type  4N47,  4N48, 

And  4N49  JAN,  JANTX,  JANTXV,  And  JANS 
Semiconductor  Device,  Diode,  Silicon,  Fast  Recovery  High  Current  Types  IN6304, 
1N6305,  1N6306  And  Types  JAN,  JANTX,  JANTXV 
Semiconductor  Device,  Diode  Silicon  Transient  Voltage  Suppressor  Types  IN6461 
Through  IN6468  JAN,  JANTX,  And  JANTXV 
Semiconductor  Device,  Diodr  Silicon  Transient  Voltoge  Suppressor  types  IN6469 
Through  IN6476  Jon,  Jontx  And  Jontxv 

Semiconductor  Device,  Diode,  Silicon,  Schottky  Barrier,  Fast  Recovery,  Type  IN6391 
JAN,  JANTY,  &  JANTXV 

Semiconductor  Device,  Diode,  Silicon,  Schottky  Borrier,  Fast  Recovery,  Type  IN6392 
JAN,  JANTY,  &  JANTXV 

Semiconductor  Device,  Held  Effect  Transistor,  N-channel,  Silicon  Types  2N6788, 
2N6790,  2N6792  And  2N6794  JANTX,  Jontxv,  And  JANS 
Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Types  2N6796, 
2N6798,  2N6800  &  2N6802  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  PNP,  Silicon,  Switching,  Four  Transistor  Array  Type 
Ml 9500/558-01,  -02,  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  NPN,  Silicon,  Switching,  Four  Transistor  Array  Type 
Ml 9500/559*01,  -02,  Jon,  Jantx,  And  Jontxv 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Type  2N5339  JAN, 
JANTX,  And  JANTXV 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N5614,  1N5616, 
1N5618,  1N5620,  1N5622  TX  And  TXV 

Semiconductor  Device,  Field-effect  Transistor,  N-chonnel,  Silicon  Jan,  Jantx,  Jontxv, 
And  Jans 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Fast  Recovery  Types 
1N5615,  1N5617,  1N5619,  1N5621,1N5623,  JAN,  JANTX,  JANTYV  &  JANS 
Semiconductor  Device,  Unitized,  Dual  Field  Effect  Transistor,  N  Channel,  Silicon 
Types  TX  And  Non-TX  2N5545,  2N5546  And  2N5547 
Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Types  2N4091, 
2N4092,  And  2N4093,  And  TX2N4091,  TX2N4092  And  TX2N4093 
Semiconductor  Device,  Diode,  Silicon  JAN1N5624  Through  JAN1N5627  And 
JANTX  1N5624  Through  JANTX  1N5627 
Semiconductor  Device,  Transistor,  PNP,  Silicon,  High  Power  Types  2N4399, 
2N5745,  JAN,  JANTX,  JANTXV,  And  JANS 
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ALPHABETICAL  LISTING 


TITLE 


Semiconductor  Device,  Diode,  Slltranslent  Voltage  Suppressor  Types  1N5555 
Through  1N5558  &  15610  Through  1N5613  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Diode,  Silicon,  low  Noise  Voltage  Regulator  Types  1N4099 
Thru  1N4135,  1N4614  Thru  IN4627  1N4099-1  Thru  1N4135-1,  1N4614-1  Thru 
1N4627-1  JAN,  JANTX,  &  JANTXV 

Semiconductor  Device,  Diode,  Silicon,  Voitoge-VARIABIE  Capacitor  Types  1N5461B 
Thru  1N5476B  And  1N5461C  Thru  1N5476C  JAN,  JANTX  And  JANTXV 
Semiconductor  Device,  Diode,  Silicon,  Low  Noise  Voltage  Regulator  1N5518B 
Through  1N5546B  And  TX1N5518B  Thru  TX1N5546B 
Semiconductor  Device,  Triode  Thyristor  (8i*directionol),  Silicon,  Types  2N5806 
Through  2N5809 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Types  2N5038, 

2 N 5039,  JAN,  JANTX  And  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Type  2N5927  And 
TX2N5927 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Power  Types  2N3740,  2N3741, 

JAN,  JANTX,  &  JANTXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Hi  Frequency  Power  Types  2N5071 
And  TX2N5071 

Semiconductor  Device,  Diode,  Silicon,  Switching  1N5719  And  TX1N5719  . 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N5711  And  TX1N5711  . 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N5712,  TX1N5712 . 

Semiconductor  Device,  Silicon,  High  Power,  Single  Phase,  Full  Wave  Bridge  Rectifier 
Types  SPA25,  SPB25,  SPC25,  And  SPD25 

Semiconductor  Device,  Transistor,  Types  2N389  And  2N424  (Navy) . 

Semiconductor  Device,  Transistor,  NPN,  Switching  Types  2N3735  And  2N3737 
Non-TX,  TX.  And  TXV 

Semiconductor  Device,  Transistor,  PNP,  Silicon  Switching  Types  2N3762,  2N3762L, 
2N3763,  2N37631,  2N3764,  &  2N3765  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  PNP,  Silicon,  JAN,  JANTX  &  JANTXV  Types 
2N3743,  2N4930  And  2N4931 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  low  Power  Type  JAN-2N398A 
Semiconductor  Device,  Transistor,  PNP,  Gcrmonium,  low  Power  Types  2N650A, 
2N651A,  And  2N652A 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N1047A,  2N1048A, 
2N1049A  And  2N1050A 

Semiconductor  Device,  Transistor,  PNP  Silicon,  low  Power  Types  2  N 1 131  And 
2N1132 

Semiconductor  Device,  Transistor,  PNP,  Germanium  Type  2N1165  . . 

Semiconductor  Device,  Transistor,  PNP,  Silicon  Type  2N1234 . . . . 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Medium*  Power  Types  2N1483, 
TX2N1483,  2N1484,  TX2N1484,  2N1485,  TX2N1485,  2N1486,  TX2N1486 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Types  2N718A, 

2N1613,  &  2N16131  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Type  2N720A, 
TX2N720A,  2N1893  &  TX2N1893 

Semiconductor  Device,  Diode,  Silicon,  RF  Mixer  Type  JAN-1N25WA . 

Semiconductor  D'.  «re,  Transistor,  Pnp,  Silicon  Jon,  Jontx  And  Jontxv  Types 
2N3743,  2N4930  And  2N4931 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Types  2N3902, 
TX2N3902,  2N5157,  And  TX2N5157 

Semiconductor  Device,  Thyristor  (Controlled  Rectifier),  Silicon  Types  2N4199 
Through  2N4206 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Switching  Types  2N914  And 
TX2N914 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N3996  Through 
2N3999,  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Frequency  Types  2N3866  And 
TX2N3866 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  2N3959, 
TX2N3959,  2N3960  And  TX2N3960 

Semiconductor  Device,  Transistor,  Field  Effect,  N  Channel,  Depletion  Mode,  Silicon, 
Type  2N3821  2N3822  2N3823  JAN,  JANTX,  JANTXV  &  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Switching  Type  2N4150, 
2N5237,  2N5238,  2N4150S,  2N5237S,  2N5238S,  JAN,  JANTX,  JANTXV  JANS 
Semiconductor  Device,  Field-effect  Tronsistor,  P*chonnc!,  Silicon  Types  2N2497 
THROUGH2N2500,  TX2N2497  Through  TX2N2500,  2N3329  Through  2N3332. 
And  TX2N3329  Through  TX2N3332 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  High  Power  Typrs  2N3791  & 
2N3792,  JAN.  JANTX,  JANTXV,  8.  JANS 
Semiconductor  Device,  Ironsistor,  NfN,  Silicon,  Power  Types  2N4865,  2N5250, 
2N5251  And  TX2N4865,  TX2N5250,  TX2N5251 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  JAN,  JANTX  And  JANTXV  Types 
2N2034,  2N2858,  2N2859  And  2N291 1 

Semiconductor  Device,  . . . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  low-power  Types  2N2944A, 
2N5945A,  And  2N2946A  JAN,  JANTX,  JANTXV,  And  JANS 
Semiconductor  Device,  Diode,  Silicon,  Votfoge*vanoble  capacitor  Types  IN5139A 
Through  1N5I48A  And  TX1N5139A  Through  TX1N5148A 
Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N3584  And 
2N3585  Non-TX,  TX,  And  TXV 

Semiconductor  Device,  Field  Effect  Tiansistor,  N-chonnel,  Silicon  Types  2N4856 
Through  2N4861  JAN,  JANTX,  JANTXV,  &  JANS 
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ALPHABETICAL  LISTING 


TITLE 

Semiconductor  Device,  Transistor.  PN,  Silicon,  Unijunction  Type*  2N4947,  2N4948 
&  2N4949  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Diode,  Silicon,  High  Voltage  Rectifier  Types  1N5181, 

IN5182,  1N5183,  1N5184  And  TX  1N5181,  TX  1N5J81,  TX  1N5182,  TX 
1N5183,  TX  5184 

Semiconductor  Device,  Transistor,  Npn,  Silicon,  Double-emitter  Types  3N74, 

TX3N74,  3N75,  TX3N75,  3N76,  TX3N76,  3N127,  IX3N127 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Low  Power  Types  2N3019, 

2N3019S,  2N3057A  &  2N3700  JAN,  JANTX,  JANTXV,  AndjANS 
Semiconductor  Device,  Transistor,  Pnp,  Silicon,  Switching  Types  2N3485A, 
TX2N3485A,  2N3486A,  TX2N3486A 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Type  2N3739  And 
TX2N3739 

Semiconductor  Device,  Diode,  Silicon,  Switching  Type  1N4500  And  TX1N4500 ........ 

Semiconductor  Device,  Silicon,  High-voltage  Rectifier  Module  Types  IN5597, 

IN5600,  And  IN5603 

Semiconductor  Devices,  Diode,  Silicon,  Voltage  Regulator  Types  1N4460  Thru 
1N4496  And  1N6485  Thru  1N6491  JAN,  JANTX  JANTXV,  And  JANS 
Semiconductor  Oevice,  Tronsistor,  NPN,  Silicon,  Power  Types  2N3055  And 
TX2N3055 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  HIgh-powcr  Types  2N3715, 

2N3716,  JANTX,  JANTXV,  And  JANS 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  fost  Recovery  1N5415 
Through  1N5420  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  JAN  And  JANTX 
2N3846  And  2N3847 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Types  JAN2N3771, 
JANTX2N3771.  JAN2N3772,  JANTX2N3772 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Type  2N5241,  JAN, 
JANTX  &  JANTXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Type  JAN2N2812, 
JANTX2N2812,  JAN2N2814  And  JANTX2N2814 
Semiconductor  Device,  Thyristor  (Controlled  Rectifier),  Silicon  Types  2N3027 
Through  2N3032,  And  TX2N3027  Though  TX2N3032 
Semiccnductor  Device,  Diode,  Silicon,  Power,  Rectifier,  Generol  Purpose  Types 
1N5550  Through  1N5554  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Unitized,  Dual  Tronsistor,  NPN/PNP,  Complementary  Silicon 
Types  2N3833,  2N4854  Non  TX,  TX  &  TXV 

Semiconductor  Device,  Diode,  Types  1N3644,  1N3645.  1N3646  And  1N3647 . . 

Semiconductor  Device,  Thyristor  (Controlled  Rectifier),  Silicon  Types  2N3091, 
2N3093,  2N3095,  2N3097,  2N3098,  2N3099,  2N3101,  2N3103,  2N3105,  And 
2N3106 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N4376  And  TX1N4376  . . 

Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Switching  And  RF  Amplifier  Types 
2869A,  TX2N869A,  2N4453  And  TX2N4453 
Semiconductor  Device,  Diode,  Silicon,  Matched  Quad  Types  IN4307,  No.vTX,  TX 
And  TXV 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Medium-recovery  Types 
IN4245  Through  IN4249  And  TXIN4245  Through  TXIN4249 

Semiconductor  Device,  Transistor,  Type  2N3013  . . 

Semiconductor  Device,  Tronsistor,  PNP,  Silicon  Type  2N2377 . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Type  2N2378  . . . . . 

Semiconductor  Device,  Tronsistor,  PNP,  Sil  Icon,  Switching  Types  2N2904, 

2N2904A,  2N29  04AI,  2N2905,  2N2905A  ,  &  2N2905AI,  JAN,  JANTX, 

JANTXV,  &  J  Ans 

Semiconductor  Device,  Transistor,  PSNP,  Silicon  Switching  Types  2N2906, 

2N2906A,  2N2907,  And  2N2907A  JAN,  JANTX,  JANTXV  AndjANS 
Semiconductor  Device,  Held  Effect  Transistor,  P*chonnel,  Silicon  Type  2N2606.......... 

Semiconductor  Device,  Diode,  Type  1N93A . . . „ . . . . . . . 

Semiconductor  Device,  field  effect  Tronsistor,  P*chonnel,  Silicon  Type  2N2507 
(Inactive  For  New  Design  After  Dote  Of  Amd  1) 

Semiconductor  Device,  Tronsistor,  Type  2N2608  . . . . . . . . 

Semiconductor  Device,  Field  Effect  Tronsistor,  P  Channel,  Silicon  Type  2N2609  ........ 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  TX  And  Non*TX  Types 
INI  184,  INI  186,  INI  188,  INI  190,  1N3766,  1N3768,  1N1184R,  1NU66R, 
1N1188R,  INI  190ft,  1N3766R  And  1N3768R 
Semiconductor  Device,  Diode,  Silicon  Type  1N1742A  . . . . . 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Low  Power,  Types  2N918  And 
TX2N918 

Semiconductor  Device,  Trcnsistor,  NPN,  Silicon,  Low  Power  Types  2N2708  . . . 

Semiconductor  Device,  Transistor,  Types  2N2631  And  2N2876 . . . 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Fast  Recovery  Types 
1N3885,  1N3886,  1N3888,  1N3890,  1N3891,1N3893,  1N3890R,  1N3891R,  & 
1N3893R  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  JAN  2N5581, 

JAN  TX2N5581,  JAN  2N5582,  And  JAN  TX2N5582 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Types  2N2857  And 
TX2N2857 
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ALPHABETICAL  LISTING 


TITLE 


Semiconductor  Device,  Transistor  Types  2N3253  And  2N3444  . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Switching  Types  2N3467,  2N3467L, 
2N3468,  &  2N34681  JAN,  JANTX,  &  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  2N3506  And 
2N3507  Non-TX,  IX  And  TXV 

Semiconductor  Device,  PNP,  Silicon,  Switching  Types  2N3867,  2N3867S,  2N3868, 

&  2N3868S,  JAN,  JANTX,  &  JANTXV 

Semiconductor  Device,  Diode,  Silicon  Type  IN831A  . . . . . 

Semiconductor  Device,  Diode,  Silicon  Types  1N832B,  JAN,  JANTX,  &  JANTXV . 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  low  Power  Types  2N2604  & 

2N2605  JAN.  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Unitized  Dual-transistor,  NPN,  Silicon  Types  2N2919, 
2N2919L,  2N2920  &  2N2920L  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Diode,  Silicon,  Voltage  Regulator  Types  IN4954  Through 
1N4996,  IN5968,  &  1N5969  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  PNP,  Silicon,  Amplifier  Types  2N3634  Through 
2N3637,  2N3634L  Through  2N3637L  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Diode,  Silicon,  Volt  Reg,  Power  1N3305B-1N3350B, 
1N4549B-1N4554B,  TX1N3305B-TX1N3350B,  TX1N4549B-TX1N4554B, 
1N3305RB-1N3350RB,  1N45449RB-1N4554RB,  TX1N3305RB-TX1N3350RB, 
TX4549RB-TX1N4554RB 

Semiconductor  Device,  Diode,  Silicon,  Fast  Recovery,  Power  Rectifier  TX  And 
Non-TX  Type  1N4942,  1N4944,  1N4946,  1N4947  And  14948 

Semiconductor  Device,  Transistor  Types  2N2996  And  2N2997  . . . . . 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  INI  132  And  1N1132R  . 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Dual  Type  3N93 . . . . . 

Semiconductor  Device,  Diode,  Germanium,  Mixer  Type  IN1838  . . . 

Semiconductor  Device,  Transistor,  NPN,  SILICON,  Amplifier  Types  2N3498, 
2N3499,  2N3500,  2N3501,  2N3498L,  2N34991,  2N35001,  And  2N35011  Jon, 
JANTX,  JANTXV,  And  Jans 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Type  2N3439, 
TX2N3439,  2N3440  And  TX2N3440 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N3441  And 
TX2N3441 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Type  2N3442  . . . . 

Semiconductor  Oevice,  Diode,  Silicon,  Fast  Recovery,  Power  Rectifier  Types  TX  And 
Non-TX  1N5186,  1N5187,  1N5188,  And  1N5190 
Semiconductor  Device,  Transistor  PNP,  Silicon,  low-power  Types  2N 1025,  2N1026 
And  2N1469 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Fast  Recovery  TX  And 
Non-TX  Types  1N3909,  1N3910,  IN3911,  1N3912,  IN3913,  1N3909R, 

1N3910R,  1N3911R,  1N3912R,  And  1N3912R 

Semiconductor  Device  Transistor,  PNIP,  Germanium,  Type  2N2528  (Inactive) . 

Semiconductor  Device,  Transistor,  PNP,  Germanium  Type  2N2834  (Inactive) . . 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching  Types  2N708  And 
TX2N708 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Low  Power  Types  2N2432, 
TX2N2432,  2N2432A  And  TX2N2432A 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N2880,  2N3749, 
JAN,  JANTX,  JANTXV  And  JANS 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching,  Types  2N2369A, 
2N3227,  2N4449  JAN,  JANTX  And  JANS 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Type  JAN-1N1084  . . 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N21WG,  1N21V/GM  And 
1N21WGMR 

Semiconductor  Device,  Diode,  Silicon„mixer  Types,  IN23W6,  IN23WEM, 
IN23WEMR, 

Semiconductor  Devices  Transistor,  PNP,  Silicon,  Switching  Types  2N3250A  And 
2N3251A  JAN,  JANTX,  Jantxv,  And  Jons 
Semiconductor  Device,  Diode  Silicon,  Voltage  Variable  Capacitor  Types  1N4801A 
Thru  1N4815A,  1N4801B  Thru  1N4815B  JAN,  JANTX  &  JANTXV 
Semiconductor  Device,  Transistor  PNP,  Germanium  Types  2N1557A  Thru  2N1560A.. 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  power  Types  2N1553A 
Through  2N1556A 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N3655A,  1N3655AM,  And 
1N36S5AMR 

Semiconductor  Device,  Silicon,  Voltage  Reference  (Temperature  Stable)  Type 
IN430A,  1N430B 

Semiconductor  Device,  Unitized,  Duol  Transistor,  PNP,  Silicon  Types,  2N35TO, 
2N38101,  2N3811,  &  2N38111  JAN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  DIODE,  Silicon,  Switching  Types  1N4153,  1N4 153*1,  & 
1N4534,  Jon,  JANTX,  JANIXU,  &  Jons 

Semiconductor  Device,  Tronsistor,  PNP  Germanium,  Switching  Type  2N3449 ............ 

Semiconductor  Device,  Diode,  Silicon,  Video  Detector  Types  1N358A,  1N358AR, 
1N358AM,  And  1N358AMR 

Semiconductor  Device,  Transistor,  PNP.  Germanium,  High  Power  Type  2N2079A ...... 

Semiconductor  Device,  Trcnsislor,  NPN,  Silicon,  High  Frequency,  Power  Types 
2N3375,  2N3553,  &  2N4440  JAN,  JANTY,  &  JANTXV 
Semiconductor  Device,  Transistor,  Npn,  Silicon,  low-power  T YPE 3 N35  . . . 
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TITLE 


Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  2N2218, 

2N2218A,  2N2218AI,  2N2219,  2N22I9A,  w  2N2219AI  JAN,  JANTY,  JANTXV, 
oo  JANS 

Semiconductor  Device,  Tronslstor,  NPN,  Silicon,  Low  Power,  Types  2N929, 

TX2N929,  2N930,  And  TX2N930 

Semiconductor  Device,  Diode,  Silicon  Types  INI  147  And  INI  149  . . . 

Semiconductor  Device,  TronsWor,  NPN,  Silicon,  Switching  Types  2N2221, 

2N2221A,  2N2222  And  2N2222A  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Diode,  Silicon,  Switching,  Types  IN643,  IN662  And  IN663.... 

Semiconductor  Device,  Tronsistor,  PNP  Germanium  Type  2N98?. . . . . . 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Switching  Types  2N2481  And 
TX2N2481 

Semiconductor  Device,  Tunnel  Diode,  Types  1N3713,  1N3715,  1N3717,  IN3719 
And  JN3721 

Semiconductor  Device,  Unitized,  Dual  Tronsistor,  NPN,  Silicon  Types  2N2060  And 
2N2060L,  JAN,  JANTX.  JANTXV,  And  JANS 

Semiconductor  Device,  Transistor  Type  2N916... . . . . . . . 

Semiconductor  Device,  Diode,  Voltage  Regular  Types  (TX  And  Non*TX)  1N3993A 
Through  14000A  And  The  RA 

Semiconductor  Device,  Transistor  Type  Type  2N744  . . . . 

Semiconductor  Device,  Transistor  Types  2N962  And  2N964  (Navy) . . 

Semiconductor  Devices,  Diodes,  Silicon,  Power  Rectifiers  Types  JAN-1N1130  And 
JAN.1N1131 

Semiconductor  Device,  Diode,  Silicon  Pt  *er  Rectifier  Types  1N1202A,  1N1204A, 
1N1206A,  1N3671A  oo  1N3673A  (Both  A  oo  RA)  JAN,  JANTX,  JANTXV,  & 
JANS) 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N1722, 
TX2N1722,  2N1724  And  TX2N1724 

Semiconductor  Device,  Thyristors  (Controlled  Rectifiers),  Silicon  Types  (Both  TX  And 
Non-TX)  2N2323,  2N2324,  2N2326,  2N2328,  2N2329,  2N2323A.  2N2324A, 
2N2326A  And  22328A 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N2150,  TX2150, 
2N2151,  And  TX2151 

Semiconductor  Device,  Diode,  Silicon,  Matched  Pair  Type  1N4306  Non-TX,  TX,  And 
TXV 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Types  2N464,  2N465,  2N467  .. 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  Low  Power  Type  2N1195  . 

Semiconductor  Device,  Tionsistor,  PNP,  Germanium  Types  2N499  And  2N499A  ...... 

Semiconductor  Device,  Tronsistor,  NPN,  Silion,  Switching  Type  2N560 . . . . 

Semiconductor  Device,  Transistors,  NPN,  Silicon,  Medium  Power,  Types  2N497, 
2N498,  2N656  And  2N657 

Semiconductor  Device,  Transistors,  PH,  Silicon  Unijunction  Types  2N2417A  Through 
2N2422A,  And  TX2N2417A  Through  TX2N2422A 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium  Type  2N705 . . . 

Semiconductor  Device,  Transistor,  PNP,  Germonium  Low  PowerType  2N1142 . .... 

Semiconductor  Device,  Tronsitor,  Type  2N1046  (Navy) . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Germonium  Types  2N1039,  2N1041, 

2 N 2553,  2N2555,  2N2557 "And  2N2559 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifies  Type  1N2153 . ............. . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Power  Types  2N1412  And 
2N1412A 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  low  Power  Type  2N393  .......... 

Semiconductor  Device,  Tronsistor,  Pnp,  Germanium,  Low  Power  Type  2N466, ........... 

Semiconductor  Device,  Tronsistor,  PN°,  Germonium,  Types  2N416  &  2N417 . 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  High  Power  Type  2N665 . . . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Type  JAN-2N526 . . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  low  Power  Type  2N  501 A  . 

Semiconductor  Device,  Tronsistor,  NPN,  Germonium,  low  Power  Type  2N358A . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Low  Power  Type  2N396A . 

Semiconductor  Device,  Tronsistor,  NPN,  Germonium,  Switching  Type  2N388  . . 

Semiconductor  Device,  Tronsistor,  Type  2N422  . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Germonium,  50  Watt  Type  2N1011  . . . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Switching  Type  2N1120...., . 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Types  JAN-2N337  And 
JAN-2N338 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching,  Medium  Power  Types 
2N696  And  2N697 

Semiconductor  Devico,  Tronsistor,  PNP,  Germium  Type  2N537 . . . 

Semiconductor  Device,  Transistors,  NPN,  Silicon,  High  Power  Types  2N1016B, 
2N1016C,  And  2N1016D 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N1124A,  1N1126A, 
1N1128A,  1N3649,  IN3650,  1NJ124RA,  1N1126RA,  1N1128RA,  1N3649R  And 
1N3650R 
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ALPHABETICAL  LISTING 


TITLE 


Semiconductor  Device,  Thyristors  (Contolled  Rectifiers),  Silicon  Types  2N682, 

2N683,  2N685  Through  2N692,  2N5206,  TX2N682,  TX2N683,  TX2N685  Ihrough 
TX2N692,  And  TX2N5206 

Semiconductor  Device,  Tronsistor,  Pnp,  Silicon,  low-power  Types  2N328A,  2N329A, 
2N328AS,  And  2N329AS 

Semiconductor  Device,  Diode,  Silicon,  RF  Mixer  Types  JAN-1N53B,  JAN-1N53BR, 
JAN-1N53BM  And  JAN-1N53BMR 

Semiconductor  Device,  Diode,  Silicon,  Switching,  Type  JAN-1N251  . . . . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Low  Power  Types  2N1224  And 
2N1225 

Semiconductor  Device,  Diode,  Germanium,  Mixer  Type  1N263... . 

Sericonductor  Device,  Diode,  Germonium,  Switching,  Type  JAN-1N276  . 

Semiconductor  Device,  Diode,  Silicon,  Rectifier  Types  1N457,  1N458,  And  1N459 

Semiconductor  Device,  Diode,  Silicon,  Micro  Miniutyre,  Switching  Type  1N3206  . 

Semiconductor  Device,  Thyristor  Type  2N1870A,  2N1871A,  2N1872A,  And 
2N1874A 

Semiconductor  Device,  Diode,  Silicon,  Forward*volfage  Regulator  Type  1N816.......... 

Semiconductor  Device,  Diode,  Germanium  Type  1N270  . . . . . 

Semiconductor  Device,  Diode.  Germonium  Type  1N277  . . . . 

Semiconductor  Oevlce,  Diode,  Silicon,  Power  Rectifiers,  Types  JAN.1N538M, 
JAN-1N540M,  And  JAN1IN547M 

Semiconductor  Device,  Thyristors,  (Controlled  Rectifiers)  Silicon  Types  2N2024, 
2N2025,  2N2027,  2N2029,  2N2030 

Semiconductor  Device,  Thyristor,  Reverse  Blocking,  Silicon  Types  2N1792  2N1793 
2N1795  2N1797  2N1798  2N1799  2N1800  2N1805  2N1806  2N1910  2N1911 
2N1911  2N1913  2N1915  2N19J6  2N2031  JAN  JANTX  &  JANTXV 
Semiconductor  Device,  Diode  Germonium,  Low  levels  Forward-voltage-referrnce 
Type  1M3287 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Types  2NI479,  2N1480.2N148), 
2N1482 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power,  Types  2N1487, 
2N1488,  2N1489  And  2N1490 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Photo  Type  2N986. . . . . 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N3164,  1N3168, 
1N3170,  1N3172,  1N3174,  1N3175,  1N3176,  1N3177,  &  R  Types,  JAN,  JANTX, 
JANTXV 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  low  Power  Type  2N2084  . 

Semiconductor  Device,  Transistor,  Types  2N1173  And  2N1174  (Navy)  ....... . . . 

Semiconductor  Device,  Transistors,  PNP,  Germonium,  Types  2N5G2A  &  2N52B . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  High  Power  Type  2N1358 . . 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  VHF  2N700A. . . . . . . 

Semiconductor  Device,  Diode,  Silicon,  Voltogc  Reg  B  &  RB  Types  1N2970  Thru  77, 
79,  80,  82,  84  Thru  86,  88  Thru  93,  95,  97,  99  Thru  1N3005,  07,  08,  09,  11,  12, 
14,  15,  JAN,  JANTX,  JANTXV  And  JANS 
Semiconductor  Device,  Diode,  Silcon,  Vol  Reg  B&RB  Type 
1N2804.1N2811,-IN28U,  1N2813,  1N2814,  1N2816,  1N2818-1N2820, 
12822-1N2827,  1N2829,  1N283MN2838,  1N2840.1N2846.1N4557-1N4562, 
JAN,  JANTX,  JANTXV 

Semiconductor  Device,  Diode,  Silicon,  Voltage  Regulator  Types  1N3821A  Ihrough 
1N3828A  And  1N3016B  Through  1N3051B-TX1N3821A  Through  1N3828A  And 
1N3016B  Through  TX1N3051B 

Semiconductor  Device  Diode  Silicon  Switching  Type  IN  914  IN  4148  IN  4148-1  6 
IN  4531  JAN  JANTX  JANTXV  &jANS 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Switching  Type  2N1500 . . 

Semiconductor  Device,  Tronsistor,  NPN  Types  2N 1302,  2N1304.2N1306,  21308 
And  PNP  Types  2N1303,  2N1305,  2N 1307  And  2N1309 
Semiconductor  Device,  Diode,  Silicon,  Vol  Reg  Types  1N4370A  Thru  1N4732A, 
1N746A  Thru  1N759A,  1N4307A-1  Thru  IN4372A-1, 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  JAN-1N26B,  JAN*1N26BR, 
JAN-1N26BM  And  JAN.JN26BMR 

Semiconductor  Device,  Diode,  Silicon,  Mixer=Types  IN78C,  1N78CR,  1N78CM, 
1N78CMR,  1N73F,  1N78FR,  iN/UhM,  And  !N7orM« 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Type  2N1411 . . . „ 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium  Type  2N695  (Inactive  For  New 
Design  After  27  Apr  1983) 

Semiconductor  Device,  Tronsistor,  NPN,  Germonium,  low  Power  Type  2N1310  .....  . 
Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Power  Types  2N1042  Thru 
2N1045 

Semiconductor  Device,  Transistor,  PNP,SlllCON,  Low-powcr  Type  2NU18  . . . 

Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Type  JAN*2N1 119  . . . . . 

Semiconductor  Device,  Diode,  Type  1N697  (Navy) . . . . . . . . 
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ALPHABETICAL  LISTING 


TIKE 


Semiconductor  Device,  Silicon,  High  Voltoge  Rectifier  Type*  1N1731A,  1N1733A 
And  1N1734A 

Semiconductor  Device,  Diode,  Silicon,  Voltoge  Regulator  Types  1N962B  Thru 
1N992B,  1N962B-1  Thro  1N992B-1,  JAN,  JANTX,  JANTXV  &  JANS 
Semiconductor  Device,  Diode,  Silicon  Types  (TX  And  Non-TX)  1N483B,  1N485B, 
1N486B,  1N5194,  1N5195,  And  1N5196 

Semiconductor  Device,  Diode,  Germanium,  Type  JAN-1N933 . . . . . . . . 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching,  low  Power  Type  2N706 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Medium  Power  Types  2N1183, 
2N 1183A,  2N1183B,  And  2N1184,  2N1184A,  2N1184B 
Semiconductor  Oevice,  Transistor,  NPN,  Silicon  Type  2N1051  . . . 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  High  Power  Types  2N456B, 
2N457B,  2N458B,  2N1021A,  2N1022A 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  low  Power  Types  2N757A 
2N759A,  And  2N760A 

Semiconductor  Device,  Transistor,  PNP,  Germanium,  Power,  Switching,  Types 
2N1651,  2N1652,  2N1653 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Types  2N1711,  TX2N1711,  2N1890 
And  TX2N1890 

Semiconductor  Device,  Diode,  Germanium,  Switching,  Types  1N3666{1)  And 
1N3666(2) 

Semiconductor  Device,  Diode,  Type  1N995M  (Navy)  . . . . . . 

Semiconductor  Device,  Diode,  Silicon,  Rectifier  Types  TX  And  Non  TX  1N3611, 
1N3612,  1N3613,  1N3614  And  1N3957 

Semiconductor  Device,  Diode,  Type  1N830AM  (Navy)  . . . . . 

Semiconductor  Device,  Diode,  Silicon,  HIgh-conductonce  Type  JAN-1N3207 . . 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N3600,  1N4150, 

TX1N3600,  And  TX1N4150 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N21WE,  1N21WEM,  And 
1N?iwr=MR 

Semiconductor  Device,  Diode,  Silicon  Type  1N31  . . . . . . 

Semiconductor  Device,  Diode,  Silicon,  Video  Detector  Type  1N32  . 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N3064  1N4454  1N4454-1 
&  1N4532  JAN  JANTZ  JANTXV 

Semiconductor  Device  Diode  Silicon  Rectifier  Type  IN  645  IN  647  JAN  &  JANTX 
IN  645-1  IN  647-1  IN  649-1  JAN  JANTX  &  JANS 
Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N3595  And  TX1N3595  ...... 

Semiconductor  Device,  Transistor,  PNP,  Germanium  Type  2N2273M . . . ..... 

Semiconductor  Device,  Transistor,  Npn,  Silicon,  Switching  Types  2N702  And  2N703 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Generol  Purpose  Types 
1N3189,  1N3190,  1N319I,  TX  And  Non-TX  Types 
Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Types  1N3289,  1N3291, 
1N3293,  1N3294,  1N3295,  And  R  Types,  JAN,  JANTX,  JANTXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Type  2N1493  . . . . . 

Semiconductor  Device,  Silicon,  UHF  Mixer  Type  1N82A,  1N82AG  . . . . 

Semiconductor  Device,  Diode,  Silicon,  Voltage  Reference  Types  1N935B,  1N937B, 
1N938B,  1N939B,  1N9408B  TX  And  Non-tX 
Semiconductor  Device,  Diode,  Silicon,  Voltage  Reference  Types  IN941B,  IN943B, 
IN944B,  IN945B,  TXIN941B,  TXIN943B,  TXIN944B,  And  TXIN945B 
Semiconductor  Device,  Diode,  Silicon,  Switching  1N6638,  1N6642,  1N6643, 
1N6638U,  1N6642UAND  1N6643U  Jontx,  Jontxv,  And  Jans 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6249,  2N6250, 
2N6251,  Non-TX,  TX  And  TXV 

Semiconductor  Device,  Transistor,  PNP,_SilIcon,  Switching  Types  2N4261  JAN, 
JANTX,  JANTXV,  &  JANS 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Switching  Types  2N4029  A  2N4033 
Jan,  Jontx,  Jontxv,  &  Jans 

Semiconductor  Device,  Thyristors  (Controlled  Rectifiers)  Silicon  Types  2N6605, 
2N6606,  2N66078  2N6608  Non-TX,  TX  And  TXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N6274,  TX2N6274, 
TXU2N6274,  2N6277,  TX2N6277,  TXU2N62 77 
Semiconductor  Device,  Transistor,  PNP,  Silicon  Power  Types  2N6378,  TX2N6378, 
TXV2N6378,  2N6379,  TX2N6379,  TXV2N6379 
$#m;co"d*KfO'  Oevice,  Dicde  Si.'ican,  SfpoJar  Transient  Vo'fug*  Suppressor,  Types 
IN6102  Thru  1N6137,  1N6102A  Thru  1N6137A,  1N6138  Thru  1N6173,  & 
1N6138A  Thru  1N6173A,  5 AN,  JANTX,  JANTXV,  &  JANS 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N3766,  TX2N3766, 
TXV2N3766,  2N3767,  TX2N3767,  TXV2N3767 
Semiconductor  Device,  Diode,  light  Emitting,  Red  Types  JAN1N6092,  JTX1N6092, 
JAN1N6609  (Clear  lens),  JTX1N6609  (Clear  lens),  And  Panel  Mount  Assembly 
Types  JANM 19500/51901,  JTXM 19500/5 1902,  JANM19500/51903  (Clear  Lens), 
Ard  J TXM 1 9500/5 1 904  (Clear  lens) 

Semiconductor  Devices,  Diode,  light  Emitting,  Yellow  Types  JAN1N6093, 
JTX1N6093,  JAN1N6610  (Gear  Lens),  JTX1N6610  (Clear  lens)  And  Panel  Mount 
Assembly  Types  JANM  19500/52001,  JTXM  19500/52002,  JANM  19500/52003 
(Clear  Lens)  And  JTXM  19500/52004  (Gear  Lens) 
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Semiconductor  Device,  Diode,  light  Emitting,  Green  Types  JAN1N6094, 

JTX1N6094,  JAN1N66 11,  (Clear  lens),  JTX1N6611  (Cleor  Lens),  And  Panel 
Mounted  Assembly  Types  JANM 19500/52 101,  JTXM 19500/52 102, 

J AN M 19500/52103  (Clear  lens),  And  JTXM  19500/52 104  (Clear  lens) 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Frequency  Device  Types,  JAN 
2N6603  And  TXV2N6603,  JAN  2N6604  And  TXV2N6604 
Semiconductor  Device,  Darlington  Transistor,  NPN  Silicon,  Power  Types  2N6383, 
2N6384,  2N6385  Non.TX,  TX  And  TXV 

Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N6546,  TX2N6546, 
TXV2N6546,  2N6547,  TX2N6547,  TXV2N6547 
Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N3879  Non-TX,  TX 
And  TXV 

Semiconductor  Device,  Darlington  Transistor,  PNP,  Silicon,  Power  Types  2N6648, 
2N6649  And  2N6650  Non-TX,  TX  And  TXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6032  And  2N6033 
Non-TX,  TX  And  TXV 

Semiconductor  Device,  Transistor,  Silicon  Type  2N3904  . . . . 

Semiconductor  Device,  Transistor,  Silicon  Type  2N3906  . . . . . . 

Semiconductor  Device,  Diode,  Silicon,  Zener,  Voltage  Regulator,  Solid  Glass 
Noncavity  Construction,  Types  In  6309  Through  IN6355  JAN,  JANTY  &  JANTXV 
Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N5002,  2N5004, 
JAN,  JANTX  And  JANTXV 

Semiconductor  Diode,  Silicon,  High  Voltage,  Type  1N2361 . . . . 

Semiconductor  Diode,  Silicon,  Switching  Type  IN658  . . . . 

Semiconductor,  Device,  Transistor,  NPN,  Silicon,  low  Power  Type  2N2484  JAN, 
JANTX,  JANTXV,  &  JANS 

Semiconductor,  Device  Transistor,  NPN,  Silicon,  low  Power  Types  2N117,  2N118 
And  2N119 

Semiconductor,  Device  Transistor,  PNP,  Germanium,  low  Power  Type  2N331  . . 

Semiconductor,  Device  Transistor,  PNP,  Germanium,  low  Power  Types  2N43A  And 
2N44A 

Semiconductor,  Transistor,  NPN,  Germanium,  Power  Type  2N326  . . . . 

Semiconductor  Device,  Transistor,  Npn,  Silicon  Power  Types  2N3418,  2N34185, 
2N3419,  2N34I95,  2N3420,  2N3420S,  2N3421,  2N3421S  Jon,  Jontx,  Jantxv  & 
Jans 

Semiquantitotive  Determination  Of  Fish  Oil  In  Dry  Oils  And  Drying  Fatty  Acids  By 
Gas  liquid  Chromatography  -  29  Sep  78 

Semirtoifer,  lowbed  Tactical,  12  &  25  Ton  . . . . . . . 

Semitrailer  Chassis,  Intermodal  Cargo  Container  Carrying,  Commercial  &  Container, 
Cargo,  Intermodal,  Demountable,  Commercial 

Semitroiler  $  Van.  10  Ton,  4-WHEEl,  Series . . . . . . . . . 

Semitrailer  Van,  Petroleum  laboratory,  10  Ton,  4  Wheel,  M822 . . . . 

Semitrailer,  Bottom  Dumps  18  To  22  Cubic  Yard  Capacity,  Commercial  . 

Semitrailer,  Bottom  Dump,  18  Cubic  Yard  Minimum  Capacity  . . . . . . . . 

Semitrailer,  Bulk  Cement  Haulcr,commerciol . . . . . 

Semitrailer,  Compressed  Gas  Cylinder.  Hiium,  Commercial . . . . . 

Semitrailer,  Dump,  Commercial,  General  Specification  For  . . . . 

Semitrailer,  Dump,  Commercial  Size  10,  Refuse  Special . . . . . 

Semitroiler,  Dump,  Commercial  Size  12  . . . . . . . . . . 

Semitrailer,  Dump,  Commercial  Size  20  . . . . . . . . 

Semitrailer,  Dump,  Commercial  Size  25 . . . . . . . . . 

Semitroiler,  Expansible!  Exhibition  Von,  12  Ton,  Commercial . . . . . 

Semitrailer,  Flat  Bed,  Breokbulk/contoiner  Transporter,  34  Ton,  M872  . . . 

Semitrailer,  Flotbed  Breokbulk  Container  Transport,  34  Ton,  M872A4 . 

Semitroiler,  Flat  Bed,  Breokbulk/contoiner  Transporter,  34  TON,M872/Al . 

Semitrailer,  Flat  Bed,  Breokbuik/contoincr  Transporter,  22-1/2  Ton,  M871 . 

Semitrailer,  Hopper  Bottom  Dump,  Commercial  Size  30  . . . . 

Semitrailer,  low  Bed,  Construction  Transporter,  40  Ton,  M870 . . 

Semitrailer,  low  Bed,  Heavy  Equipment  Transporter,  60  Ton,  M747  . . . 

Semitroiler,  lowbed,  25  Ton,  4  Wheel,  M172A1  . . . . . . . . 

Semitroiler,  lowbed,  12  Ton,  Hydraulic  lift  Platform,  Commericol . . . . 

Semitroiler,  lowbed.  Wrecker,  12  Ton,  4  Wheel,  40  Ft.  load  Deck,  M270A1.... . . 

Semitrailer,  lowbed,  15  Ton,  4  Wheel,  Patriot,  M974  Scries....... . . . 

Semitroiler,  lowbed,  Wrecker,  12  Ton,  4  Wheel,  25  Ft.  load  Deck,  M269A1 . 

Semitrailer,  low  Bed,  40  Ton  Nominal  Poylood  For  Transportation  Of  Heavy 
Engineer  Construction  Equipment,  M870A2 

Semitroiler,  low  Bed,  Heavy  Equipment  Transporter,  60  Ton,  M747  . . 

Semitroiler,  lowbed.  Commercial . . . . . . . . 

Semitrailer,  lowbed  Missile  Round  Transporter  (Mr I)  And  large  Repair  Ports 
Tronsoortcr  (Dpt),  XM974 

Semitroiler,  lowbed.  Tilt  Deck,  15  To  30  Ton,  4  Wheel,  Commercial....... . . . 

Semitrailer,  Rear  Dump,  Single  Axle  And  Tandem  Axle  . . . . . . 

Semitroiler,  Refuse  Collection,  75  Cubic  Yard,  For  Use  With  Stationary  Compactors 
And  Compoctor,  Stationary,  3  1/2  Cubic  Yard,  For  Use  With  Refuse  Collection 
Semitrailers 

Semitroiler,  Refuse  Collection,  Compaction  Type,  Commcrclol . . . . 

Semitrailer,  Stoke  -  6  Ton,  2  Wheel,  M118A1,  (Military  Design)..,.....,, . . . . . 

Semitrailer,  Stoke,  Commercial,  Drop  Frame,  Tandem  Axle,  20  Ton  . . . . . 

Semitroiler,  Stoke,  12  Ton,  4  Wheel,  M127A2C  . . . . 

Semitrailer,  Stoke,  Commercial.. . . . . . . 

Semitroiler,  Stoke,  Drop  Deck,  V/iih  Hydraulic  loading  Ramp,  Tandem  Axle,  20 
Ton,  Commercial 

Semitrailer,  Stoke,  Semitrailers,  Van,  And  Semitrailers,  Refrigerator,  Military  Design 
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TITLE 

Semi  Ira  tier.  Tactical,  Dual  Purpoje  Breakbulk/ container  Transporter,  22*1/2  Ton, 
M871A2 

Semitrailer,  Tank,  Foe!,  4  Wheel,  5000  Golton,  M131A4 . . . . . . 

Semitrailer,  Tank,  Aircraft  Refueling,  5,000  Gallon,  Turbine  Fuel/ Commercial,.*— . 

Semitrailer,  Tanks  5,000  Gol,  Bulk  Haul,  Self  lood/untood,  M967, . . . . 

Semitrailer,  Tank,  Gasoline  And  Fuel  Oil,  Commercial................................................ 

Semitrailer,  Tonkt  5,000  Gol,  Fuel  Dispensing,  M969 . . . . . . . . . . 

Semitrailer,  Tank,  5000  Gallon,  Bulkhaul  And  Fuel  Servicing,  M967,  M969  And 
M970 

Semitrailer,  Tanks  5,000  Gol,  Fuel  Dispensing  M969A1 . . . . ........ 

Semitrailer,  Tank,  Waste  And  Sludge  Adds,  Corrosive  liquids,  Commercio!  .............. 

Semitroiler,  Tonki  5,000  Gal/Fuel  Dispensing,  Under/overing,  M970A1  . . . 

Semitrailer,  Tonk,  Potable  Water,  2,000  To  5,  500  Gallon,  Commercial  . . . . 

Semitrailer,  Tank;  Bull  Haul,  Self  Load/unlood,  5,000  Gol,  M967A1 . . 

Semitrailer,  Tank,  General  Purpose  Water,  2,000  And  4,000  Gallon,  Commercial . 

Semitrailer,  Tanks  5,000  Gal,  fuel  Dispensing,  Under/overwing,  M970 . 

Semitrailer,  Tank.  Fuel,  4  Wheel,  Military  Design,  M131  Series... . . . .... 

Semitrailer,  Von:  10  Ton,  4  Wheel,  Data  Center,  M971  . . . . . . . 

Semitrailer,  Von,  Electronic  6  Ton,  2  Wheel,  M348A2,  M373A2,  M373A3,  M373A4 
And  M373A5  Series 

Semitroiler,  Von:  10  Ton,  4  Wheel,  Test  Station,  M995.................. . . . 

Semitrailer,  Van,  For  Installation  Of  Special  Equipment,  Military  Vehicles..., . 

Semitrailer,  Von:  Tactical,  4  Wheel,  4  1/2  Ton  M1006,,.. . . . . 

Semitrailer,  Von  Commercial  (Furniture,  Personnel,  Refrigerator,  Cargo,  &  Side 
Curtain)  7  To  35  Ton 

Semitroiler,  Van-cargo,  6  Ton,  2  Wheel,  M119A1 . . . . . . . 

Semitroiler,  Van,  Air  Transportable,  5  1/2  Ton,  Air  Conditioned,  Commercial . 

Semitroiler,  Van  Shop,  Folding  Side,  Air  Conditioned,  6-TON,  4-WHEEl,  M  447C.„. 
Semitrailer,  Von,  Electronic  Equipment  V-189(  )/MSC*25  . . . . . . . 

Semitrailer,  Van,  Repair  Ports  Storage,  6  Ton,  4  Wheel,  M750.. . . . . 

Semitrailer,  Von,  Shop,  22  Foot,  Military  Design,  2  Wheel,  6  Ton,  Ml46... . . . . 

Semitroiler,  Van-cargo,  12  Ton,  4  Wheel,  M128A2C. . . . . . . . 

Semitroiler,  Von:  Electronic,  Tocticol,  6  Ton,  2  Wheel,  26  Ft,  M348A2C . 

Semitrailer,  Van,  Electronic,  Basic  26  Fool  (Military  Design),  M348A2,  6  Ton,  2 
Wheel 

Semitrailer,  Van:  Electronic,  Tactical,  6  Ton,  2  Wheel,  30  Ft  M373A2. . . 

Semitrailer,  Van,  Shop,  Closed  Sides,  Rear  Doors,  6-TON,  2  Wheel,  M508 . . 

Semitrailer,  Van,  Shop-double  Side  Doors,  6-TON, .2  Wheel,  M508C, . 

Semitrailer,  Von,  Mopping,  Expansible,  6  Ton,  4  Wheel,  M313 . 

Semitrailer,  Van-supply,  12  Ton,  4  Wheel,  M129A2C  . . . . . 

Semitrailer,  Van,  Electronic,  6  Ton,  2  Wheel,  Flight  Operations  Control  Center, 
M373A2C 

Semitroiler,  Van  Electronic,  Tactical,  6  Ton,  2  Wheel,  26  ft,  M348A2H  . . . . . 

Semitrailer,  Von,  Electronic,  Military  Model  M348A2F  2  Wheel,  6  Ton,  26  Fool . 

Semitroiler,  Van,  Electronic,  26  Foot,  Military  Design,  2  Wheel,  6  Ton,  M348A2D .... 

Semitroiler,  Von,  Shop,  Folding  Sides,  6  Ton,  4  Wheel,  M447  . . . . 

Sensing  And  Signaling  Device,  Current-time  (Ctj)  (Naval  Shipboard  Use).,......, . 

Sensing  Circuit  Assembly  LD546972  (For  Afterbody  Test  Set  Mk  442  Mod  0  And 
Electrical  Coble  Test  Set  Mk  444  Mod  0) 

Sensitivity  Switch  Mork  5  Mod  1. . . . . . . . . . . . . . 

Sensltometry  &  Grading  Of  Black  &  White  Silver  Halide  Photographic  Papers  For 
Continuous  Tone  Reflection  P/inis  -  18  Jun  81 

Sensor  Group,  Grid  Wire,  DT-545/FSS-9(V),.„ . . . . . . . 

Sensor  Group,  Passive  Ultrasonic,  Receiver  R-1860/FS$-9(V)  &  Processor 
MX-9443/FSS-9(V) 

Sensor  Group,  Ultrosonic  Motion,  Transceiver  RT-1161/FSS-9(V)  &  Processor 
MX*9444/F5S*9(V) 

Sensor  Group,  Vibration,  Detector  DT-546/FSS*9(V)  &  Processor 
MX-9442/FSS-9(V) 

Sensor,  Cont  Angle,  11732800 . . . . . . . . . . . 

Sensor,  Capacitance  Proximity,_DT-548/FS$-9(V) . . . . . . . . . 

Sensor,  Crosswind,  11733251  . . . . . . . . 

Sensor,  Magnetic  Weapon  DT-547/FSS-9(V) . . . . . . . 

Sensor,  TtipUne,  Extended  Range . . . . . . . . 

Separator  System,  Oil  Wafer,  Coalescer  Type,  5  GPM  Copocity  . . .... 

Separator,  Dust . . . . . . . . . . . . . 

Separator,  Dust . . . . . . . . . . . . . 

Separator,  Oil  And  Water,  Compressed  AIR...,., . . . . . . . . 

Separator,  Oil  Water,  Coofescer  Type,  Filter  Elements,  Fluid  Pressure,  Coalescer, 

Oily  Wastewater,  Expendable,  &  Prefilfer  Elements,  Oily  Wastewater,  Expendable 
Separator,  Parachute  Removable  Connector  Link . . . . . 

Separator,  Scrum  And  P/osmo,  100S  . . ....... 

Separator,  Suspension  Line,  Parachute...., . . . . . . . . . . . 

Separator,  Teeth,  Dental,  Elliott,  Curved-Jaw . . . . . . . 

Separator,  Teeth,  Dental,  Elliott,  Curved  Jaw  . . . . . . . . 

Separator,  Teeth,  Dental  . . . . . . . . . . . 
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75 

MD 

MS 

03 

MIL-S-40059D 

1470 

GL 

20  Nov 

87 

GL 

AS 

99 

NOTICE  1 

GG-S-208 

6520 

-DM 

20  Sep 

60 

MD 

MS 

03 

GG-S-00208A 

6520 

/DM 

25  Mar 

69 

MD  MS 

03 

A-A-53387 

6520 

MB 

14  Mar 

88 

MD 

MS 

03 

638 


ALPHABETICAL  LISTING 


TITLE 

Sequential  Timer,  M7,  Assembly. ...................................... . . . . . 

Service  Entrance  Cable............ . . . . . . . . . . 

Service  Equipment.  Reference  Stanford  For............. . . . . . . 

Service  Kit,  Portable  Flame  Thrower,  Riot  Control  Agent  Disperser,  M2 7  . . . . . 

Service  Kit,  Portable  Riot  Control  Agent  Disperser,  M254 . . . . . 

Service  Ribbons,  And  Service  Ribbon  Bars ............... . . . . . . . . 

Service  Set,  Hydraulic  System  MX.9043(  (/AWM*23  )v( . . . . . . . . . 

Service  Suitability  (Flight)  Testing  Of  Rebuilt  Navy  Aircraft  Tires  . . . . . . . 

Service  Unit,  Flame  Thrower,  Truck  Mounted,  M4A2  . . . 

Service  Unit,  Flame  Thrower,  Track  Vehicle  Mounted,  XM45E1  . . . . . 

Service  Unit,  Refrigeration  System  (Must)  . . . . . 

Service,  Links,  Heat  Responsive  For  Fire-protection,  Standard  For  Safety,  Fourth 
Edition  -  18  Nov  1987 

Service,  links,  Heat  Responsive  For  Fire-protection,  Standard  For  Safety  Fourth 
Edition  18  Nov  87 

Services  Operable  From  Stick  Grips  . . . . . . . 

Servicing  Adapter  low  Pressure  Oxygen . . . . . . . . 

Servicing  Adapter  High  Pressure  Oxygen. . . . . . . . . . 

Servicing  Tools  For  Electric  Contacts  And  Connections,  Selection  And  Us*  Of  .......... 

Servicing  Units,  Compressed  Gas,  Mobile  . . . . . . . . 

Servo  Assembly.  10545441  . . . . . . . . . . 

Servo  Drive,  Elevation,  10548062  . . . . . . . . . 

Servo  Drive,  Traverse,  10548052 . . . . . . . . . . . . . 

Servo  Electronics,  10548193  . . . . . . . . . . 

Servo-component,  Precision  Instrument,  Rotating,  Common  Requirements  And  Tests, 
Generol  Specification  For 

Servo,  Anti-ice  . . . . . . . . . . 

Servo,  Cold  Gas..................... . . . . . 

Servomotor  Tachometer-generator,  Type  18SM-RG4D, . . . . . . . . 

Servomotor  Tachometer  Generator  AC  Generol  Specification  For. . . . 

Servomotor  Type  18SM6  (Gcarheaded)  . . . . . . . . 

Servomotor-tachometer  Generator,  Type  15SM-RG4A . . . . . 

Servomotor-tachometer-generator,  Type  15SM-IN4A  (Heat  Compensated)  . . . 

Servomotor,  Generol  Specification . . . . . . . . .  . . 

Servomotor,  Type  Mark  7  Mod  7  . . . . . . . . . . 

Servomotor,  Type  18SM4C  . . . . . . . . . . . . 

Servomotor,  Type  18SM4A . . . . . . . . . 

Servomotor,  Type  11SM4A  . . . . . . . . . . . . 

Servomotor,  Type  26V-08SM4D . . . . . . . . . . . . 

Servomotor,  Type  11SM4C . . . . . . . . . . 

Servomotor,  Type  15SM4D . . . . . . . . . . . ...... 

Servomotor,  Type  18SM4  (7631932  . . . . . . . . . 

Servtorq,  General  Specification  For... . . . . . . . 

Set  Screws,  Metric  Series  Socket  •  16  Oct  86 . . . . . . . 

Set,  Wiring,  MIOAlel. . . . . . . . . . . . . . 

Setscrew  >  Hexagon  Socket,  Flat  Point,  Alloy  Steel,  Cadmium  Plated,  UNF-3A,  Plain 
And  Self-locking  (Inactive) 

Setscrew  <•  Hexagon  Socket,  Cone  Point,  Alloy  Steel,  Cadmium  Plated,  UNC-3A, 

Plain  And  Self-locking  (Inactive) 

Setscrew  Hexagon  And  Fluted  Socket,  Heodicss  . . . . . . . . 

Setscrew  Self  locking  •  Dec  72  W/DOD  Exceptions . . . . . 

Setscrew-hexagon  Socket,  Cone  Point,  Alloy  Steel,  Cadmium  Plated,  UNF-3A,  Plain 
And  Self-locking  (Inactive) 

Setscrew-hexagon  Socket,  Cup  Point,  Corrosion  Resisting  (Chrome-nickel)  Steel, 
Passivated,  UNC-3A  Ploin  And  Self  locking 
Setscrew-hexogon  Socket,  Cup  Point,  Corrosion-resisting  Steel,  Passivated,  UNF-3A, 
Plain  And  Self-locking  (Inactive) 

Setscrew-hexogon  Socket,  Ovol  Point,  Alloy  Sled,  Cadmium  Plated,  UNC-3A- . . 

Setscrew-hexogon  Socket,  Cup  Point,  Alloy  Steel,  Cadmium  Plated,  UNC-3A,  Plain 
And  Self-locking 

Setscrew-hexogon  Socket,  Cup  Point,  Alloy  Steel,  Cadmium  Pfated,  UNF-3A,  Plom 
And  Self-locking  (Inactive) 

Setscrew-hexogon  Socket,  Cone  Point,  Corrosion-resisting  Steel,  Passivoted, 

UNC*3A  And  UNF-3A,  Plain  And  Self-locking  (Inactive) 

Setscrew-hexagon  Socket,  Cone  Point,  Brass,  Black  Oxide,  UNF-3A  ........................ 

SettCfCw  hexegsr.  Socket,  F'cf  Cwrovon-rewting  Steel.  Passivated,  UNC-3A, 
Plain  And  Self-locking  (Inactive) 

Setscrew-hexogon  Socket,  Half-dog  Point,  Corrosion-resisting  $U-N,  Passivated, 
ANC-3A 

Setscrew-hexagon  Socket,  Holf-dog  Pcml,  Corrosion-resisting  Steel,  Passivated, 
UNF'3A  (Inactive) 

Setscrew-hexagon  Socket,  Flat  Point,  Corrosion-resisting,  Possivated,  UNr-34,  Plain 
And  Self-locking  (Inactive) 

Setscrew-hexogon  Socket,  Ovol  Point,  Alloy,  Cadmium  Plated,  UNC-3A  (Inachve)  .... 
Setscrew-hexagon  Socket,  Flot  Point,  Alloy  Steel,  Cadmium  Plated,  UNC-3A,  Plain 
And  Seif-focklng  (Inactive) 

Setscrew-hexagon  Socket,  Holf-dog  Point,  Alloy  Steel,  Codmium  Plated,  UNF-3A 
(Inactive) 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

MlL-S-50764 

6645 

AR 

19  Oct 

71 

AR 

UL  854-87 

6150 

VD 

27  Aug 

87 

ME 

YD 

99 

UL  869-87 

6110 

YD 

06  Nov 

87 

YD 

99 

l 

MIL-S-51244A 

1040 

EA 

26  Feb 

76 

EA 

l 

MIL-S-51371C 

1040 

EA 

06  Mo/ 

87 

EA 

MIL-S-3951C 

INT  AMO  1  (IH) 

8455 

IH 

15  Mor 

89 

IH 

PE 

11 

l 

MIL-S-81775B 

4935 

AS 

06  Dec 

74 

AS 

l 

MS-I4I47A 

2620 

AS 

10  Jun 

83 

AS 

l 

MIL-S-51173A  (1) 

1040 

EA 

20  Mor 

67 

EA 

l 

MIL-S-51261A 

1040 

AR 

28  Jan 

70 

EA 

l 

MIL-S-52744A  (1) 

4130 

ME 

22  Sep 

81 

ME 

UL  33-82 

4210 

YD 

18  Nov 

87 

ME 

YD 

99 

UL  33-82 

4210 

YD 

18  Nov 

87 

ME 

YD 

99 

AIR-STD.10/22J 

ISDF 

06 

22  Nov 

85 

L 

MS-90330 

1660 

AS 

02  Feb 

65 

AS 

l 

MS-90331A 

1660 

AS 

06  Jun 

85 

AS 

l 

MIL-STD-1646B 

5120 

AS 

30  Aug 

83 

CR 

AS 

85 

L 

MIL-S-52881A  (1) 

3655 

ME 

12  Dec 

86 

ME 

l 

Mll-S-50795  (1) 

1285 

AR 

01  Apr 

75 

AR 

L 

MIL-S-506&7  (1) 

1285 

AR 

12  Oct 

73 

AR 

l 

MIL-S-50666  (2) 

1285 

AR 

12  Oct 

73 

AR 

l 

MIL-S-48426A 

1285 

AR 

30  Nov 

82 

AR 

NQ 

MIL-S-81963A 

5990 

AS 

01  Aug 

85 

AR 

AS 

85 

l 

MIL-S-62530 

4130 

AT 

23  Jun 

86 

AT 

L 

MIL-S-85565 

1340 

AS 

05  Aug 

85 

MIL-S-22820/7B 

6105 

AS 

0)  Nov 

72 

AR 

AS 

11 

MIL-S-22820A 

6105 

AS 

03  Mor 

66 

AR 

AS 

L 

M1L-S-22432/35A 

6105 

ER 

03  Aug 

70 

ER 

l 

MIL-S-22820/1B 

6105 

AS 

23  Dec 

76 

AS 

l 

MIL-S-22820/34B 

6105 

AS 

29  Nov 

71 

AS 

NQ 

M1L-S-22432 

6105 

AS 

15  Mor 

63 

AR 

AS 

11 

MIL-S-22432/68 

6105 

AS 

22  Aug 

74 

AR 

AS 

11 

Q 

MIL-S-22432/9D  (1) 

6105 

AS 

15  Jen 

78 

AR 

AS 

11 

MIL-S-22432/11B 

6105 

AS 

22  Aug 

74 

AR 

AS 

11 

MIL-S-22432/17C  (1) 

6105 

AS 

17  Jon 

75 

AR 

AS 

11 

MIL-S-22432/30C 

6105 

AS 

22  Aug 

74 

AR 

AS 

11 

Q 

MIL-S-22432731C 

61G5 

AS 

22  Aug 

74 

AR 

AS 

11 

MIL-S-22432/32C 

6105 

AS 

22  Aug 

74 

AR 

AS 

11 

l 

/.ML-S-22432/34 
NOTICE  1 

6105 

AR 

28  Mor 

86 

AR 

l 

MIL-S -81746 

5990 

AS 

03  Jon 

84 

AS 

ASME  B13.3.6M-86 

5305 

AR 

27  Feb 

87 

AR 

AS 

99 

l 

MIL-S-13544 

1290 

AR 

24  Jun 

54 

AR 

MS-51966A 

5305 

AR 

29  Dec 

72 

AR 

AS 

99 

MS-519738 

5305 

AR 

29  Dec 

72 

AR 

AS 

99 

AN565 

REV  5 

5305 

AS 

23  Jun 

75 

AS 

99 

E 

NAS  1081.72 

REV  7 

5305 

AS 

05  Dec 

80 

AV 

AS 

11 

MS-51974B 

NOTICE  1 

5305 

AR 

29  Dec 

72 

AR 

SH 

99 

MS-51021C 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-51023C 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-51981C 

6305 

AR 

15  Mar 

79 

AR 

AS 

99 

MS-51963C 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-51964E 

NOTICE  T 

5305 

AR 

I5~$ep 

88 

AR 

99 

MS-51038B 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-51040A 

NOTICE  1 

5305 

AR 

20  Mo/ 

83 

AR 

SH 

99 

MS-510293 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-510433 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-510473 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-510318 

5305 

AR 

29  Dec 

72 

AR 

99 

MS-51982A 

5305 

AR 

31  Mor 

72 

AR 

AS 

99 

MS-519653 

5305 

AR 

29  Dec 

72 

AR 

AS 

99 

MS-51976A 

5305 

AR 

20  Mo/ 

88 

AR 

SH 

99 

639 


ALPHABETICAL  LISTING 


TIKE 


DOCUMENT 

NUMBER  FSC  PREP  0ATE  CUSTODIAN 


Scttcrewbexogon  Socket,  Holf-dog  Pom*,  Alloy  Steel,  Cadmium  Plated,  UNC*3A . 

Seltcrew-squore  Hood,  Cup  Polo*,  Carbon  Steel  (Inactive  For  Design)  . . . 

Setscrew,  Fluted  Socket,  Alloy  Steel,  Cadmium  Plated,  NC-3A  (Inactive  9-10  69) ...... 

Setscrew,  Fluted  Socket,  Alloy  Steel,  Cadmium  Plated  UNC*3A.. . . . . 

Setscrew,  Hexagon  Socket,  Cup  POINT.A286  Cres,  Metric  ■  Apr  83. 

Setscrew,  Hexagon  Socket,  Flct  Point  Brass,  Uncooted,  NF-3A  . . .  . . . 

Setscrew,  Hexagon  Socket  And  Spline  Socket,  Headless. . . . . 

Setscrew,  Hexagon  Socket,  Cup  Point,  Alloy  Steel,  UNC-3A . . . 

Setscrew,  Hexagon  Socket-metric  -  14  Aug  79  . . . . . . . . . . . . 

Setscrew,  Hexagon  Socket,  Cup  Point,  250  Deg  F  Sell  locking  Element,  Alloy  Steel, 
Cadium  Plated 

Setscrew,  Hexagon  Socket,  Cup  Point,  250  Deg  F  Self-locking  Element,  Corrosion 
Resisting  Steel,  Passivated 

Setscrew,  Hexagon  Socket,  Flat  Point,  250  Deg  F  Sell-locking  Element,  Alloy  Steel, 
Cadium  Plated 

Setscrew,  Hcxogon  Socket,  Flat  Point,  250  Deg  F,  Self-locking  Element,  Corrosion 
Resisting  Steel,  Passivated 

Setscrew,  Hexagon  Socket,  Cone  Point,  250  Deg  F,  Sell  locking  Element,  Alloy 
Steel,  Codium  Plated 

Setscrew,  Hexagon  Socket,  Cone  Point,  250  Deg  F  Self-locking  Element,  Corrosion 
Steel,  Passivated 

Setscrew,  Hexagon  Socket,  Cup  Point,  Alloy  Steel,  UNF-3A . . . . . 

Setscrew,  Hexagon  Socket,  Concpoint,  Alloy  Steel,  UNC-3A. . . . . . 

Setscrew,  Hexagon  Socket,  Oval  Point,  Alloy  Steel . . . . . . . . 

Setscrew,  Slotted  Heodfess,  Cone  Point  Corbon  Steel,  Cadmium  Plated,  Metric  . 

Setscrew,  Slotted  Headless,  Cup  Point,  Corbon  Steel,  Cadmium  Plated,  Metric.. . 

Setscrew,  Slotted  Headless,  Flat  Point,  Carbon  Steel,  Codmium  Plated,  Metric . 

Setscrew,  Square  Head,  Cup  Point,  Carbon  Steel,  UNC-2A . . . . . . 

Setscrews,  Squore  Head  (Inch)  &  Slotted  Headless  (Inch  &  Metric) . . . . . 

Setting  Device,  Timer.  H4195.,., . . . . . . . . . 

Setting  Mechanism  Assembly  (Training) . . . . . 

Sewage  Comminutor,  And  Associated  Motor,  Controller,  And  Drive  Mechanism  For 
Shipboard  Use 

Sewer  Pipe  &  Fittings  Type  PSM  Pcly(vinyl  Chloride)  (PVQ  •  25  Mar  1988 . . . 

Sewer  Pipe  &  Fittings,  Type  PSP  Poly  (Vinvl  Chloride)  (PVC)  -  29  Mar  1985 . . 

Sewer  Piping,  Composite,  Acrylonitrile-butodiene-styrene  (AB$)  &  Poly(VINYl 
Chloride)  (PVC)  •  27  Feb  1987 

Sewer,  Concrete,  Storm  Drain,  &  Culvert  Pipe  •  1  Apr  82 . . . . . . . . . 

Sewing  Kits  . . . . . . . . . 

Sewing  Machine,  Industrial,  Zigzag,  Single  Needle,  Machines . . 

Sewing  Machine,  Industrial  (General  Specification) . . . . . 

Sewing  Machine,  Industrial,  Buttonhole,  Straight,  Barred  Ends,  Machine . . 

Sewing  Machine,  Industrial . . . . . . . . . . 

Sewing  Machine,  Industrial;  Flatbed,  Single  Needle,  301  Stitch,  Porachute  Repair  .... 

Sewing  Machine,  Industrial,  Flatbed,  Single  Needle,  308  Stitch,  Parachute  Repair  .... 

Sewing  Machine,  Industrial;  Flatbed,  Single  Needle,  308  Stitch,  Porachute  Repair  .... 

Sewing  Machine,  Industrial;  Flatbed,  Double,  301  Stitch,  Parachute  Repair... . . 

Sewing  Machine,  Industrial,  Darning,  Cylinder  Bed,  Single  Needle,  301  Stitch, 
Parachute  Repair 

Sewing  Machines,  Industrial,  Complete  With  Carrying,  Shipping  And  Storage  Cases 

Sewing  Machines,  Industrial,  Flatbed,  Single-needle . . . . . . . . . 

Sewing  Machines,  Industrial,  Flatbed,  Two-ncedle . . . . . . 

5ewing  Machines,  Industrial,  Cylinder  Bed,  Single  Needle,  Machines...... . . . . 

Sewing  Machines,  Industrial,  Post  Bed,  Single  Needle,  Machine  . . 

Sewing  Machines,  Industrial,  Buttonhole  Machine,  Eyelet  End  . . . . . . . 

Sewing  Machines,  Industrial,  Button-sewing  Machine . . . . . . . . 

Sewing  Machines,  Industrie!,  Tacking  Machine  (Detail  Specification)....,,......... . ...... 

Sewing  Machines,  Industrial,  Overcdgc  Machine  (Detail  Specification) . . . . . 

Sewing  Machines,  Industrial,  Overedge  Machine  (Detail  Specification)  . . . . 

Sewing  Machines,  Industrial,  Single-needle  Machine,  Heovy-lcather  Duty... . . . . 

Sextant  -  Aircraft,  PeriscopiC  . . . . . . . . . . 

Sextant,  Aircraft,  PeriscopIc . . . . . . . . . . . 

Sextant,  Bubble  AQIM/A  . . . . . . . . . . . 

SexfOnt,  Marine . . .  . . . . . . . . . 

Shackle-wire  Rope  . . . . . . . . ..................... . . . 

Shackle,  Anchor,  Forged  Carbon  Steel  Sc  Rew  Pin  . . . . . . . . 

Shackle,  8omb,  Mark  8  Mod  5  . . . . . . . . . . . . 

Shockfe,  Bomb.  Mark  8  Mod  2,  Mark  8,  Mod  3.MARK  8,  Mod  4  (Inactive) . . 

Shackle,  Offset  Plate  . . . . . . 


MS-51977C 

5305 

AR 

31  Mar 

72 

AR 

AS 

99 

MS-5I955A 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

SH 

99 

MS-51053A 

5305 

AR 

10  Sep 

69 

AR 

SH 

99 

l 
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5305 

11 

17  Moy 

85 

99 
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5305 

IS 
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86 

AR 

1) 

MS-51033A 

NOTICE  1 

5305 

AR 

20  May 

88 

AR 

SH 

99 

EF.S.200A  (2) 

5305 

/AR 

29  Jul 

76 

AR 

SH 

99 

MS-51476 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

ANSI  B18.3.6M-79 

5305 

AR 

14  Aug 

79 

AR 

AS 

99 

MS-18063A 

5305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-18064A 

5305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-I8063A 

5305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-18066A 

3305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-I8067A 

5305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-18068A 

5305 

AS 

22  Dec 

64 

AR 

AS 

99 

MS-51477 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51482 

3305 

AR 

01  Aug 

84 

AR 

SH 

99 

MS-51489 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

DS-51409 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

OS-51410 

NOTICE  1 

5305 

AR 

20  Moy 

88 

AR 

99 

OS-51411 

5305 

AR 

20  Moy 

88 

AR 

99 

NOTICE  1 

MS -51487 

5305 

AR 

01  Aug 

84 

AR 

SH 

99 

FF-S-2I0B 

5305 

/AR 

16  Jul 

81 

AR 

99 

l 

MIL-S- 14989  (1) 
NOTICE  1 

1190 

AR 

07  Mar 

86 

AR 

l 

MIL-S-50389 

NUCRAR 

10  Apr 

87 

AR 

NOTICE  1 

l 

MIL-S-24603A 

4630 

SH 

05  Oct 

88 

SH 

ASTM  03034-88 

4710 

YD 

27  Sep 

88 

MR 

YD 

ASTM  03033-85 

4710 

/YD 

08  Sep 

86 

ME 

YD 

99 

ASTM  D2680  87 

4710 

YD 

09  Sep 

87 

ME 

YD 

99 

ASTM  C14-82 

5630 

YD 

05  Jun 

87 

YD 

99 

NOTICE  1 

MH-S-3276H 

8315 

GL 

17  Jun 

86 

GL 

99 

00-S-256/5A 

3530 

/Gl 

16  Nov 

78 

GL 

99 

00-S-256F 

3530 

/GL 

16  Nov 

78 

Gl 

99 

SUPP  1 

SUPL  1 

00-S-256/6A 

3530 

/GL 

16  Nov 

78 

GL 

99 

00-S-00256G 

SUPPl  1 

3530 

GL 

11  Jun 

85 

Gl 

l 

00-S-00256/13 

3530 

Gl 

11  Jun 

85 

GL 

00-S-256A/I4 

3530 

/GL 

13  Jun 

86 

GL 

99 

t 

00-S-00256/14B 

3530 

GL 

07  Oct 

88 

Gl 

l 

00-S-00256/15 

3530 

Gl 

11  Jun 

85 

Gl 

L 

00-S-00256/16B 

3530 

/GL 

07  Oct 

88 

GL 

MIL-S-43026D 

3530 

GL 

08  Jun 

81 

GL 

99 

00-S-256/IA 

3530 

/GL 

16  Nov 

78 

GL 

99 

00-S-256/2A 

3530 

/GL 

16  Nov 

78 

Gl 

99 

00-S-256/3A 

3530 

/Gl 

16  Nov 

78 

GL 

99 

00-S-256/4A 

3530 

/GL 

16  Nov 

78 

GL 

00-S-256/7A 

3530 

/GL 

16  Nov 

78 

GL 

99 

OOS-256/8A 

3530 

/GL 

16  Nov 

78 

GL 

99 

00-S-256/9A 

3530 

/Gl 

16  Nov 

78 

Gl 

99 

OO-S-256/IOA 

3530 

/GL 

16  Nov 

78 

Gl 

99 

OO-S-256/1 1A 

3530 

/Gl 

16  Nov 

78 

GL 

99 

00-S-256/I2B 

3530 

'GL 

16’ Nor 

79 

GL 

9? 

l 

MS-2801  IE 

6605 

AS 

31  Jul 

79 

AS 

MIL-S-5807C  (3) 

6605 

AS 

17  Sep 

57 

AS 

99 

l 

Mll-S-21639 

6605 

AS 

15  Dec 

58 

AS 

MIL-5-24656 

6605 

SH 

16  Aug 

85 

ME 

SH 

99 

MS-201 15A 

4030 

82 

17  Nov 

72 

AS 

99 

AN116 

REV  2 

4030 

AS 

20  Nov 

56 

AV 

AS 

99 

l 

MIL-S-23895  (1) 

1095 

AS 

15  Dec 

65 

AS 

M1L-S-7804  (1) 
NOTICE  1 

1095 

AS 

10  Oct 

70 

AR 

AS 

l 

MS-16711 

4030 

SH 

19  Ju 

86 

SH 

NOTICE  1 


640 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Shackle,  Shackle  Fitting,  And  Swivel,  Buoy  . . . . . . . . 

Shackle,  Steel,  General  Purpose  Regular  And  High  Strength  . . . . . . . 

Shackle,  Strap  And  Pin-mooring,  Marine  Hardware  . . . . . . 

Shade,  Roller,  Window,  Rol'er,  Slat,  Cord,  And  Accessories  . . . . . 

Shade,  Window,  (Vinyl),  With  Roller,  Slat,  Ring  Pull  And  Accessories  And  Vinyl  Film 
(In  Piece  Goods) 

Shalt  Assembly  flexible  Drive  With  1/4  Inch  Capacity  Chuck  .................................... 

Shall  Assembly,  Flexible  Metallic  Tachometer  And  Speedometer . . . . . 

Shalt  Assembly,  Flexible . . . . . . . . . . . . . . 

Shaft  Assembly,  Flexible,  Plastic,  Tachometer,  And  Speedometer . . . . . 

Shalt  Ends  «  Propeller . . . . . . . . . . 

Shalt,  Connector,  Rack  And  Panel  Miniature . . . . . . . . 

Shalt,  Control  Knob . . . . . . . . . . . . . . 

Shalt,  Elastic  Torsional  Stress  Analysis  Of . . . . . . . . . . 

Shalt,  Power  Transmission,  Aircraft  Accessory,  Generol  Specification  For . . . 

Shaft,  Steel,  SAE  5140,  5145,  &  5150  Heat  Treatment  Of . . . . . . . 

Shafting,  Flexible  (Core  And  Casing  Complete)  (For  The  Remote  Operation  Of 
Volves) 

Shaker,  Salt,  Or  Pepper..... . . . . . . . . 

Shaking  Apparatus,  laboratory  (Rotating  Type)  . . . . . . . . 

Shaking  Apparatus,  laboratory  Rotating  Type................ . . . . . . . . 

Shaking  Machine,  laboratory,  Slide  (Rotating  Type),  115  Volt,  60  Hz,  Ac . . . 

Shaking  Machine,  Laboratory  Reciprocating . . . . . . . . . . . 

Shoking  Machine,  laboratory  (Rotating  Type) . . . . . . . 

Shaking  Machine,  laboratory,  115  Volt,  60  Hz,  Ac . . . . . . . 

Shaking  Machine,  Wrist  Action . . . . . . . . . . 

Shoking  Machine,  laboratory  Single  Cup,  115  Volt,  50  60  Hz,  Ac  . . . . 

Shoking  Machine,  laboratory,  115  Volt,  60  Hz,  Ac... . . . . . . . . . 

Shoking  Machine,  laboratory,  (Blood  Collecting  Tube)  . . . . . . . . . . . 

Shaking  Machine,  laboratory.  Slide,  115  Volt,  Ac-dc  . . . . . . . . 

Shaking,  Machine,  laboratory.  Single  Cup,  1 15  Volt,  50-60  Hz,  Ac  . . 

Shampoo  (Antidandruff) . . . . . . . . . . . . . . 

Shampoo,  Coal  Tar  Extract,  Salicylic  Acid,  And  Sulfur  lotion  . . . . 

Shank,  Scarifier,  Back>rip,  Bulldozer... . . . . . . . . . . . 

Shank,  Scarifier,  Road  Graders  . . . . . . . . . . . 

Shape,  Day  Signal,  Maritime  . . . . . . . . 

Shcpe,  Day,  Maritime,  Diamond  &  Double  Frustrum  . . . . . . 

Shoper,  Metal  Cutting,  Horizontal,  Plain  And  Universal,  Mechanical,  Heavy  Duty, 

16,  20,  24,  28,  32  And  36  Inch  Stroke 

Shaper,  Metal  Cutting,  Vertical . . . . . . . . . 

Shoper,  Metal  Celling,  Horizontal  Rem,  Hydraulic,  Plain  And  Universal  Table,  Size 
24  And  28 

Shcpcr,  Potato  Mix,  French  Fry . . . . . . . . . . . . . 

Shaper,  Pulse.  10548806 . . . 

Shoper,  Woodworking  . . . .  . . . . . . . . . . . . . 

Shorp-notm  Tension  Testing  With  Cylindrical  Specimens  . . . . . . 

Sharpener,  Pencil . . . . . . . . . . . . . . . . . . . . 

Sharps  Collection  System  . . . . . . . . 

Shove  Kit,  Patient . . . .  .  . . . . .  . . . . . . . . 

Shaver,  Rivet  Head,  Portable,  Pneumatic  Micrometer  Adjustment.,......, . . . . 

Shaver,  Weld,  Porloble,  Pneumotic... .  . . . . . . . . . . . . 

Shoving  Cream  . .  . . . . .  .. 

Shearing  Machine,  Metal  Squaring,  Mechanical  Drive  . . . . . 

Shearing-Machine,  Mctol  Squaring,  Manually  Operated  . . .  ...... 

Shearing  Machine,  Metal  Squaring,  Mechanical  Drive  . . . . . . . . . 

Shearing  Machine,  Rotary,  Ring  And  Circle,  Metal,  Power  Operated  . . . . 

Shearing  Machine,  Meta!  Squaring,  High  Soeed . . . . . . . 

Sheorirg  Machine,  Mctol  Notching,  Power  Driven .  . . . . . . 

Shearing  Machine,  Metol  Squaring,  Hydraulic  Dnvo  . . .  ..... 

Shearing  Machine,  Throatlcss,  Hand  lever  „  ..  . . . . . . 

Shearing,  Nibbling,  And  Forming  Machine,  Universal  „  . . . 

Shears  And  Scissors  ..  ...  ...  .  . . . .  . ..  .............. .......... ........... 

Sheors  And  SCiisOrs ....  , ..  ....  . .  .....  . .  , ...  ........ 

Shears,  Barbers  . . .  . . . . . . . 

Shears,  Construction,  Core  &  Use  Of,  Safety  Requirements  For  The  *  1983  ............. 

Shears,  Gross  Cutting  And  Shears,  Hedge  Trimming  . . .  . . . 

Shears,  Metal  Cutting,  Electric  (Portable) . .  .....  ............... 

Shears,  Metol  Cutting,  C’ectnc  (Portable) . . . . . . 

Shears,  Metol  Cutting,  Pneumatic  ( Portable)  . . . . .  ....... 

Shears.  Mctol  Cutting,  Bench  And  Hand  .. .... 

Shws,  Pruning  (Two  Hand,  lopping  .  . . .  , ......  . . .  ....  . 

Shears,  Pruning  (On*  Ho.vd  Operated)  .  „  ....  .....  . . 

Shoots,  tuning,  Hand,  (One-hand  Operoted)  . . . . . . . 

Sheors,  Pruning,  Hand  (Two-hand  Operated,  lopping)  .  .......... ..... ...........  . . 


MII-S-30506A 

4030 

CG 

15  Sep 

64 

YD 

67 

l 

MU.-S-24214A 

4030 

SH 

20  Jun 

86 

SH 

l 

MS-16833A 

2040 

SH 

7  Jul 

59 

SH 

DDD-S-251D 

7230 

% 

13  Apr 

66 

l-S-001787 

•7230 

t 

09  Mar 

73 

MH-S-4569C 

5130 

84 

23  Oct 

74 

AR 

SH 

99 

MS-51071H 

6680 

AT 

12  Aug 

87 

AT 

MII-S-3644B 

3040 

82 

10  May 

85 

ER 

AS 

99 

MS-52116A 

6680 

AT 

19  Jan 

88 

AT 

YD 

99 

AND10152 

REV-5 

1610 

AV 

10  Jun 

53 

AS 

l 

MS-24699A 

NOTICE  1 

5935 

85 

08  Aug 

86 

85 

l 

MS-33742A 

5355 

AS 

12  Jun 

61 

AS 

l 

Mll-HDBK  776 

CDNCAR 

11  Jul 

88 

AR 

NOTICE  1 

L 

MIL-S-7470A 

NOTICE  1 

1680 

82 

01  Aug 

88 

99 

MIL-STD-1867 

9510 

AT 

13  Jan 

83 

AT 

L 

MIL-S-160598 

3040 

SH 

12  Apr 

6) 

SH 

A-A-1826 

7350 

Gl 

07  Oc» 

82 

Gl 

SA 

99 

Mll-S-3678 

•6640 

DM 

15  Jan 

52 

MD 

03 

MS-36594A 

6640 

EA 

08  Nov 

83 

EA 

MS 

99 

MIL-S-36885A 

6640 

DM 

10  Aug 

78 

MD 

MS 

03 

MS-36595A 

6640 

EA 

08  Nov 

S3 

EA 

MS 

99 

MIL-S-003678A 

INT  AMD  1  (DM) 

6640 

DM 

26  Apr 

72 

MD 

MS 

03 

A-A-50803 

6640 

/MB 

17  Apr 

81 

MD 

MS 

03 

MS-36440 

6640 

EA 

08  Nov 

83 

EA 

MS 

99 

A-A-50804 

6640 

/MB 

17  Apr 

81 

MD 

MS 

03 

MII-S-36971A 

6640 

DM 

03  Jun 

76 

MD 

MS 

03 

A-A-51342 

6640 

/MB 

31  Jan 

86 

MD 

MS 

03 

A-A-50809 

6640 

/MB 

05  Aug 

81 

MD 

MS 

03 

MIL-S-36908A 

6640 

DM 

16  Sep 

76 

MO  MS 

03 

A-A-22 

8520 

t 

28  Nov 

79 

Mll-S-37426 

6508 

DM 

30  Sep 

76 

MD  MS 

03 

MS-39000C 

3830 

ME 

21  Apr 

70 

ME 

99 

MS-39I20A 

3830 

ME 

25  Oct 

67 

ME 

99 

l 

MII-S-29108A 

8345 

NU 

15  Mar 

78 

NU 

l 

MIL-S-29I34A 

8345 

NU 

07  Apr 

81 

NU 

MIL-S-23910S 

3418 

IP 

05  Feb 

87 

AL 

SH 

99 

MIL-S-80001C 

3418 

IP 

20  Jon 

84 

Al 

SH 

99 

MIL-S-23375D 

3418 

IP 

25  Jun 

84 

Al 

SH 

99 

MIL-S-43589C 

7320 

SH 

31  Mar 

83 

SH 

99 

L 

Mll-S-50673 

1285 

AR 

15  Apr 

71 

AR 

MII-S-3788F  (1) 

3220 

IP 

03  Mar 

87 

ME 

SH 

99 

ASTM  E602  81RB6 

95GP 

MR 

07  Mar 

88 

MR 

AS 

NOTICE  2 

A-A-427B 

’520 

% 

14  Nov 

86 

A-A-51625 

<530 

MB 

22  Aug 

86 

MD 

MS 

03 

A-A-51591 

1-530 

/MB 

12  Aug 

86 

MD 

MS 

03 

MIL-S-4243C  (2) 

5130 

84 

22  Oct 

82 

AS 

99 

A-A-509 

5130 

t 

11  Oec 

79 

A-A-18A 

8520 

l 

09  Oec 

79 

Mll-S-80271 

3445 

IP 

30  Sep 

86 

Al 

SH 

99 

Mil  S-23244C  (1) 

3445 

IP 

12  Nov 

85 

Al 

SH 

99 

OO-S-305C  (3) 

3445 

/IP 

19  May 

77 

AR 

99 

Mll-S-800938 

3445 

IP 

29  Dec 

87 

AR 

SH 

99 

MIL-S-80220A 

3445 

IP 

07  Oct 

81 

Al 

SH 

99 

MIL-S-80224 

3445 

IP 

15  Jul 

71 

AR 

SH 

99 

MII-S-80086D 

3445 

IP 

30  Jun 

86 

AL 

SH 

99 

Mil  S-45571B 

3445 

Al 

17  Jon 

86 

Al 

MU-S-80060D 

NOTICE  1 

3445 

IP 

22  Jul 

88 

AR 

SH 

99 

GGG-S-278 

5110 

% 

27  Nov 

56 

(INT. -AMD.  1) 
GGG-S-00T  '8A  (4) 

5110 

t 

01  Mor 

71 

GGG-S-0C.75 

3590 

J 

21  Oct 

65 

ANSI  BH.4-83 

34GP 

IP 

28  Mor 

83 

Al 

SH 

99 

GGG-S-280F  (I) 

3750 

1 

07  Nov 

72 

A-A-50459 

5130 

YD 

24  Moy 

83 

SH 

99 

GGG-S-2B2E 

5130 

: 

13  Nov 

69 

GGG-S-283A 

5130 

% 

01  May 

67 

GGG-S-291F 

5110 

% 

12  Mor 

76 

A-A-243A 

3750 

« 

29  Jun 

84 

ME 

A-A-962 

3750 

* 

21  Feb 

84 

GGG-S-284B 

3750 

t 

15  May 

64 

GGG-S-285B  (2) 

INT  AMD  (4) 

3750 

t 

31  Dec 

64 

GS 


641 


ALPHABETICAL  LISTING 


TITLE 


Shears,  Rib  Cutting  (Stille) . . . . . . . . . ...»  ................. 

Sheath,  Machete  (For  18  Inch  tong,  2  >/ 4  Inch  Wide  Blade)  . . . . . 

Sheath,  Pen  And  Pencil,  Pocket  (Plastic)  . . . . . . . 

Sheath,  Plumb  Bob  With  Arrows  Holder............ . . ...» . . 

Sheathing,  Fibcrboard  Nail  Base  -  27  Fco  1987  . . . . . . . . . 

Sheet  &  Extrusions  -  Lead  Alloy,  93PB  *  6.55B  ■  0.50SN  -  15  Oct  79 . . 

Sheet  &  Film,  FEP  Fluorocarbon  Resin  *  26  June  1981 . . . . . . 

Sheet  &  Plote,  Aluminum  &  Aluminum  Alloy  (Metric)  *  25  Mcr  83  . . . 

Sheet  6  Plate,  Mognesiunvalloy  (Metric)  -  25  Jon  85 . . . . . 

Sheet  &  Plate,  Magnesium  Alloy,  3.0AM.0ZN  (AZ31B-H24)  -  15  Jul  78 . . 

Sheet  &  Plate,  Magnesium  Alloy  14LI  *  1.25A1  (La  141A  -  T7)  -  1  May  68 

Sheet  &  Plate,  Magnesium  Alloy,  3.0A1  •  1.0ZN  (AZ31B-0)  -  15  Jul  78 . . . 

Sheet  &  Strip  *  Magnetic  Alloy,  50NI  *  50FE,  Forming  Grade  -  15  Oct  79 . . 

Sheet  &  Strip,  Copper,  For  Building  Construction,  Standard  Specification  For  -  30 
Ncv  84 

Sheet  &  Strip,  Steel,  High  Strength,  Low  Alloy,  Hot  Rolled  &  Cold  Rolled,  With 
Improved  Atmospheric  Corrosion  Resistance  -  29  Mor  85 

Sheet  And  Plate,  Aluminum  (1060-0)  -  1  Jul  76... . . . . . . 

Sheet  And  Plate,  Aluminum  Alloy  3.5MG  -  0.25CR  (5154-0)  -  1  Moy  69 . 

Sheet  And  Plate,  Aluminum  Alloy,  4.5CU  0.85SI  •  0.80MN  •  0.50MG  (2014;  -T6 
Sheet,  T651  Plate)  »  16  July  1979 

Sheet  And  Strip,  Alloy  Corrosion  And  Heal  Resistant  15CR  *  45NI  -  4W  •  4MO  • 

3TI  ■  1  A1  Consumable  Electrcdcvacuum  Melted  •  15  Jan  60 
Sh^et  Material,  Solar  Energy  (Transmittance  &  Reflectance  (Terrestrial)  Of  -  15  Apr 
71 

Sheet  Molding  Compound;  Low  Shrinkage . . . . . . 

Sheet  Plastic  Polycarbonate  1  May  69  . . . . . . . . 

Sheet  Plastic  Rigid  Poiy  (Vinyl  Chloride)  Stondard  Specification  For  -  26  Jun  81 . . 

Sheet  Sizes  And  Hole-punching  Dato  For  Filler  Paper  And  Forms  Bound  In  Ring, 

Post  And  Prong  Binders 

Sheet  Steel  &  Plate  Low  Alloy,  Heot  Treated  90,000  Psi  (621  Mpa)  &  100,000  Psi 
(690  Mpa)  Yield  Strength  *  15  Dec  74 

Sheet  Steel,  Strip,  &  Plate,  Corrosion  Resistant  22CR  *  13NI  -  5.0MN  -  2.25MO  • 

15  Nov  72 

Sheet  Steel,  Strip,  And  Plate  1.0CR  -  7.5NI  -  4.5CO  *  I.OMO  -  0.09V  (0.29  ■  0.29 
•  0.29  »  0.34C)  Vacuum  Consumable  Electrode  Melted,  Annealed  (ADOPTED1  Apr 
85) 

Sheet  Steel,  Strip,  And  Plate,  Maraging  19NI  -  30.MO  -  1.4TI  -  0.10A1  Double 
Vacuum  Melted,  Solution  Heot  Treated  (Adopted  1  Jan  86) 

Sheet,  Aluminum  Alloy  1100  . . . . . . . . . . 

Sheet,  Aluminum  Alloy,  5.7ZN-2.2MG-1.6CU-0.22CR  v7475*T61)  Solution  & 
Precipitation  Heot  Treotcd  *  1  Oct  85 

Sheet,  Aluminum  Alloy  Alclod  2024  . . . . . . . . . . 

Sheet,  Aluminum  Alloy,  5.77N  2.2MG  -  1.6CU  -  0.22CR  (7475  T761)  *  16  Oct  78 

Sheet,  Aluminum  Alloy  Afctad  7075 . . . . . . . . . . 

Sheet,  Aluminum  Alloy  7075  . . . . . . . . . . 

Sheet,  Aluminum  Alloy  2024  . . . . . . . 

Sheet,  Aluminum  Alloy  6061  . . . . . . . . . . . . . 

Sheet,  Bed  (Polyester/cotton)  . . . . . . . . . . . . . . 

Sheet,  Bed,  Cotton,  White,  Fitted  Style . . . . . . . . . . 

Sheet,  Bed,  Cotton  (Bleached) . . . . . . . . . 

Sheet,  Bed,  Cotton,  And  Polyester  Cotton . . . . . . . . . 

Sheet,  Bed,  Cotton  (Bleached) . . . . . . . . . . . . . . . . 

Sheet,  Bed,  Nonwoven  Fabric,  Disposable . . . . . . . . 

Sheet,  Clod  Two  Sides,  Aluminum  Alloy,  1.25  Mrt  •  0.12  Cu  No.  12*0  Brazing 
Sheet) »  16  July  1979 

Sheet,  Corrugated  Asbestos-cement  *  27  May  1988........,....,,.,.,......, . . . 

Sheet,  For  Printed  Wiring  8oord,  Laminated,  GI  Base  Material,  Glass  Fabric 
Woven,  Polyimide  Resin  Preimpregnoted  (B-stage 

Sheet,  Motel,  Corrosion  Resistant,  Type  304 . . . . . . 

Sheet,  Metol  Copper  Base  Alloy  342.... . . . . . . . . 

Sheet,  Metol  Corrosion  Resistant,  Type  30)., . . . . . . . . . 

Sheet,  Metol  Corrosion  Resistant,  Type  347 . . . . . . . . 

Sheet,  Metal  Corrosion  Resistant,  Type  302....... . . . . 

Sheet,  Metol  Corrosion  Resistant,  Type  304 . . . . . . . . . . . . 

Sheet,  Metol  Corrosion  Resistant,  Type  321 . . . . . . . . . . 

Sheet,  Metol  Corrosion  Resistant,  Type  410., . . . . . . . . . . 

Sheet,  MetoJ  Corrosion  Resistant,  Type  430 . . . . . . . . . 

Sheet,  Metol,  Aluminum  Alloy  5086, . . . . . . . . . 

Sheet,  Metal,  Aluminum  Alloy  5456 . . . . . . . . 

Sheet,  Metol,  Aluminum  Aloy  6061  . . . . . . . 

Sheet,  Metol,  Coated  (Gear  Or  Pigment)  . . . . . . . . . 

Sheet,  Metol,  Corrosion  Resistant,  Type  301 . . . . . . . . 

Sheet,  Metal,  Copper.  Base  Alloy  240  . . . 

Sheet,  Metol,  Corrosion  Resistant,  Type  309  . . . . . 

Sheet,  Metol,  Corrosion  Resisfant,  Type  3)0.......,.........,...,,.,,..,......, . . . 

Sheet,  Mefol,  Corrosion  Resistant  Type  316 . . 

Shv£t,  Metol,  Corrosion  Resistant,  Type  316L  . . . . . . . . 

Sheet,  Metal,  Corrosion  Resistant,  Type  302  . . . . .  . . 

Sheet,  Acetal,  Corrosion  Resistant,  Type  316 . . . . . . 

Sheet,  Metal,  Copper  Bose  Alloy  260  . . . . . . . ....................... 

Sheet,  Metol,  Copper  Base  Alloy  268  . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DA1E 

CUSTODIAN 

A-A-53674 

65)5 

/MB 

06  Sep 

88 

MD 

MS 

03 

MIL-S-2329C 

8465 

Gl 

03  Dec 

75 

GL 

MC 

99 

A-A-183A 

7510 

t 

26  Mor 

80 

MII-S-52420A 

5210 

ME 

10  Jon 

73 

ME 

ASTM  D2277-87 

5640 

YD 

28  Sep 

88 

ME 

YD 

AMS  7721A-79 

9535 

20 

30  Oct 

81 

MR 

AS 

20 

ASIM  03368-81 

9330 

MR 

13  Jul 

83 

MR 

AS 

20 

ASTM  B209M-83 

9535 

YD 

08  Aug 

83 

MR 

YD 

99 

ASTM  B90M-85 

9535 

MR 

31  Jon 

86 

MR 

AS 

AMS  4377E-78 

9535 

AS 

16  May 

83 

AS 

20 

AMS  4386A-68 

9535 

AS 

29  Jan 

71 

MR 

AS 

11 

AMS  4375G-78 

9535 

AS 

16  May 

83 

AS 

20 

AMS  7717A-79 

9535 

20 

30  Oct 

81 

MR 

AS 

20 

ASTM  8370  84A 

9535 

YD 

04  Oct 

85 

MR 

YD 

99 

ASTM  A 606*85 

95)5 

MR 

18  Jun 

85 

MR 

AS 

AMS  4000E-76 

9535 

AS 

26  Jan 

77 

MR 

AS 

20 

AMS  40188-69 

9535 

AS 

29  Jon 

7) 

MR 

AS 

11 

AMS  4029F-79 

9535 

AS 

30  Jun 

85 

MR 

AS 

20 

AMS  6509-60 

9515 

20 

04  Mar 

88 

MR 

AS 

20 

NOTICE  1 

ASTM  E424-7I 

FACR 

YD 

14  Aug 

81 

CE 

YD 

99 

MIL-S-62502 

9330 

AT 

15  Dec 

87 

AT 

AMS  36118-69 

9330 

AS 

29  Jan 

71 

MR 

AS 

1) 

ASTM  D1927-81R88E1 

4710 

YD 

10  Mor 

89 

YD 

99 

Mll-STD.1160 

7530 

Gl 

08  Sep 

66 

GL 

SA 

99 

AMS  63868-74 

9515 

20 

15  Mor 

88 

MR 

AS 

20 

NOTICE  1 

AMS  5861-72 

9515 

11 

15  Mar 

88 

MR 

AS 

11 

NOTICE  1 

AMS  65248-85 

9515 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  6518-86 

95)5 

MR 

0)  Aug 

86 

AS 

20 

MS-14357 

9535 

AS 

22  May 

84 

MR 

AS 

99 

AMS  40848-85 

9535 

AS 

15  Sep 

86 

MR 

AS 

20 

MS-14358 

9535 

AS 

22  Moy 

84 

MR 

AS 

99 

AMS  4085A-78 

9535 

AS 

20  Feb 

79 

MR 

AS 

20 

MS-14359 

9540 

AS 

22  Moy 

84 

MR 

AS 

99 

MS- 14360 

9535 

AS 

22  Moy 

84 

MR 

AS 

99 

MS-1436) 

9535 

AS 

22  Moy 

84 

MR 

AS 

99 

MS -14362 

9535 

AS 

22  Moy 

84 

MR 

AS 

99 

A-A-1433A 

7210 

, 

06  May 

86 

MIL-S -36868 

7210 

DM 

05  -Jun 

72 

MD 

MS 

03 

FED-STD-59 

7210 

1 

16  Jul 

54 

DDD-S-281K 

72)0 

•Gl 

02  Feb 

78 

GL 

NU 

99 

FED-STD-0059A 

7210 

t 

23  Nov 

60 

MH-S-36834B 

7210 

MB 

13  Dec 

88 

MD 

MS 

03 

NOTICE  1 

AMS  4064A-79 

9535 

AS 

30  Jun 

85 

MR 

AS 

ASTM  C221-88 

5640 

YD 

27  Moy 

88 

YD 

99 

Mll-S-13949/138 

5999 

ER 

16  Nov 

88 

ER 

EC 

85 

MS-14508 

9515 

AS 

12  Oct 

87 

AR 

AS 

99 

MS-52031 

9535 

MR 

25  Oci 

84 

MR 

SH 

99 

MS-14455 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14463 

95)5 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14456 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14457 

95)5 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14462 

95)5 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14464 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS- 14465 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-90511 

9535 

YD 

04  Moy 

87 

MR 

99 

MS-90512 

9535 

YD 

04  May 

87 

MR 

99 

MS-90513 

9535 

YD 

04  Moy 

87 

MR 

I’D 

99 

MII-S-10104B 

•9535 

5A 

25  Jun 

59 

EA 

YD 

MS-14506 

95)5 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-52028 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-14458 

9515 

AS 

28  Feb 

85 

MR 

AS 

MS-14459 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14460 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14461 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14507 

9515 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-14509 

95)5 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-52029 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-32030 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

642 


ALPHABETICAL  LISTING 


TITLE 


Sheet,  Metal,  low  Carbon  Steel  (1010)  Cold  And  Hot  Rolled... . . . 

Sheet,  Metol,  Low  Carbon  Steel  (1015)  Cold  And  Hot  Rolled,.... . . . . . . . 

Sheet,  Me  tab  low  Carbon  Steel  (1018)  Cold  &  Hot  Rolled . . 

Sheet,  Metol,tiian!um  ,  0**2  . . . . . . . . . . . 

Sheet,  PTFE  Resin  Molded  •  26  Jun  81  . . . . . . . . . . 

Sheet,  Perforated,  Metal,  Strcight,  Corrosion  Resistant,  Type  304  . . . . . 

Sheet,  Perforated,  Metal,  Staggered  60  Deg.,  Corrosion  Resistant,  Type  30) . 

Sheet,  PJas’ic  And  Plate  Cotton  Fabric  Reinforced  Phenol-formaldehyde  •  J1  Jon  64 
Sheet,  Plastic,  Copper  Faced,  Glass  Cloth  Reinforced  PolytetrafJuoroethylone  -  1  Jan 
86 

Sheet,  Plostic,  Polycarbonate,  Gcnerol  Purpose  »  1  Jan  86  . . . 

Sheet,  Preforated,  Metal  . . . . . . . . . . . . 

Sheet,  Printed  Wiring  Bor-  ‘  laminated,  Bose  Mc’eriol  Bf,  Aramid  N'onwoven, 

Epoxy  Resin,  Flame  Resistant,  Preimpregnafed  (B-stage) 

Sheet,  Printed  Wiring  Board,  'ommate,  Metal-dad,  Bose  Material  Af,  Aramid 
Fabric,  Woven,  Majority  Polyfunctions!,  flame  Resistont,  Epoxy  Resin, 

Copper-clod 

Sheet,  Printed  Wiring  Board,  Laminate,  Base  Ma'ertal  Af,  Aramid  Fabric,  Woven, 
Majority  Polyfunctional,  Flame  Resistant,  Epoxy  Resin,  Pre-impregnoted  (B-stage) 
Sheet,  Printed,  Wiring  Board,  Laminate,  Base  Material  Bf,  Aromid,  Nonwovcn, 

Epoxy  Resin  ,  Flome  Resistont,  Co  Pper  Clad 

Sheet,  Rigid  &  Plate  Materials  Use  For  Electricol  Inunction  -  25  July  1986.,., . 

Sheet,  Stainless  Steel,  And  Strip  For  Surgical  Implants,  Standard  Specification  For  - 
26MAR  82 

Sheet,  Steel,  Carbon,  Medium . . . . . . . . . . 

Sheet,  Steel,  Strip,  &  Plate,  Corrosion  &  Moderate  Heot  Res.  12CR-8.5NI-0.30(CB 
&  To)  -  1.1TI-2.0CU  Consumable  Electrode  Or  Vacuum  Induction  Melted  1525 
Deg.  F  (830  Deg.  C)  Solution  Heat  Treated  -  15  Jon  79 
Sheet,  Steel,  Strip,  &  Plate  0.8CCR  -  1.8NI  -  0.35MO  •  0.20V  (0.33  •  0.38C) 

Special  Grade  «  15  Apr  80 

Sheet,  Steel,  Strip,  &  Plate  1.6SI .  2.1CR  *  0.58MO  •  0.05V  (0.41  .  0.46C)  •  15 
Jan  80 

Sheet,  Steel,  Strip,  &  Plate,  0.80CR  -  1.8NI  -  0.25MO  (0.38  •  0.43CJ  (SAE  4340)  - 
15  Jul  80 

Sheet,  Steel,  Zinc  Coated  (Galvanized)  By  The  Hot  Dip  Process  &  Coil  Coated  For 
Roofing  &  Siding,  General  Requirements  -  30  Sep  83 
Sheet,  Steel,  Zinc  Coc*ed  (Galvanized)  By  The  Ho!  Dip  Process,  Drawing  Quolity  - 
22  Feb  85 

Sheer,  Steel,  Zinc  Coated  (Galvanized)  By  The  Hot  Dip  Process,  Drawing  Quolity, 
Special  Killed  •  22  Feb  85 

Sheet,  Steel,  Zinc  Coated  (Galvanized)  By  The  Hot  Dip  Process,  Commercial  Quolity 
*  22  Feb  85 

Sheet,  Steel,  Zinc  Coated  "" oiv  ,n  zed)  By  The  Hot  Dip  Process,  Lock  Forming 
Quolity  •  22  Feb  85 

Sheet,  Strip  l  ’'late  -  1 .250.1  0.50MD  0.25V  (0.27  -  0.33C)  -  1  Jul  76  . 

Sheet,  Strip  &  Rol'ed  Bor  Copper-beryllium  Alloy  Plote . . . . . . . 

Sheet,  Strip,  &  Plote,  Steel,  0.95CR  -  0.20  Mo  (0.38  *  0.43C)  (SAE  4140) . 

Sheet,  Strip,  &  Plote  *  14.8CR  4.5NI  3.5CU  (Cb  Plus  To)  Cons.  Elec.  Vac.  Arc 
Remedied  -  15  Jen  76 

Sheet,  Str.;*,  &  Plote,  Alloy,  Corrosion  &  Heat  Resistont, 

52.5NM9CR*3.0MO*5.1(C3  Plus  TA)-0.90TI-0.50a1*18F6,  Consumable  Electrode 
Or  Vocuum  Induction  Melled  1950  Deg  F  (1065  Deg.  C)  Solution  Heat  Treated 
i  J  4  81 

Sheet,  Strip,  &  Plate,  Steel,  1.8NI  -  0.80CR  -  0.25MO  (0.3b  •  0.43C)  (SAE  4340) 
Premium  Aircrolt-quolity,  Consumable  Electrode  Melted  •  1  Jul  85 
Sheet,  Strip,  &  Plate,  Alloy,  Corrosion  &  Heal  Resistont  74NI  -  15.5CR  -  8  0FE  *  15 
Cct  80 

ShefLoluminum,  lominoted.  Edge  landed  ■  16  July  1979 . .......  . . . 

S*  eet,mctol,tilanium  Alloy  6AI-6V-2SN  (A  B*3j. . . . . . . . , 

Sheet,metal,titanium  Al*  *  6AL-4V  (AB-1  ).. . . . . ................ . . . . 

Sheeting  And  Tope,  Reflective,  Nonexposed  Lens  . „ . . 

Sheeting  And  Tape,  Reflective,  Open  Type  Secured  Lens,  Adhesive  Backing,  Pressure 
Stf.jitive 

Sheetina  And  Tape,  Reflective,  Adhesive  Backing.  ....... ......  . . .  .... . 

Sheet!  J,  implant  And  Fobocofon,  (Sificoncrubber), . . . . 

Sheeting.  Nonngid  Thermoplastic,  Or  Film  A!  Eievoted  Tcmpcrolure,  Lineor 
Dimenstanol  Chonges  Of »  27  Jon  34 

Sheeting,  Rigid  "Plastic  Or  Poms  By  Means  Of  A  Tup  (Fulling  Weight),  Standard 
Test  MBlSodt  For  Impact  Resistance  Of  -  27  Jul  84 

Sheeting,  Styrene  Butadiene  >  28  Jan  1983 . . . . .  ... 

Sheeting,  Vulcanized  Rubber,  For  Pond,  Canal,  &  Reservoir  Lining  *  74  Apr  81  . .... 

Sheets,  Flo!  Asbestos  Cemen'  *30  Sep  7/  (Reopproved  *984)  .........  . . . . 

Sheets,  Flat  Transparent  Surtace  lrre?u'oritie>  Of  *  28  Feb  1986  . . . . 

Sheets,  Phenolic  l^-ninofed.  Punching  Ouoil'v  Of  *  30  Nov  *  784  .................. 

Sheets,  Rods,  And  Tubes,  Vutcamxed  Fibre  Used  For  CJufmai  Insulation  -  30  Jar, 

Shelf . . . . . . . . . . . . „ . . . . 

Shelf  Box,  Stationary  Storage  &  Oi'otay  Bin . . .  . . 

Shelf.  Cargo  S  >pporf,  Pcckboord,  Pressed  Steel  . . . 

SMf,  Filing  ..  ... ,  ...  „ 

Shell  Blanks.  -Svei,  High-tensile  (Torpedo  ,1  . . . . . . .  . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-52042 

9515 

MR 

28  Nov 

84 

MR 

AS 

99 

MS-52043 

9515 

MR 

28  Nov 

84 

MR 

SH 

99 

MS-52044 

9515 

MR 

28  Oct 

84 

MR 

AS 

99 

MS-14520 

9535 

AS 

09  Nov 

87 

MR 

AS 

99 

ASTM  D3293-8) 

9330 

MR 

30  Mar 

88 

MR 

SH 

11 

NOTICE  2 

MS-14514 

9515 

AS 

12  Oct 

87 

AR 

AS 

99 

MS-14515 

9515 

AS 

12  Oct 

87 

AR 

AS 

99 

AMS  3607C-64 

9330 

AS 

29  Jon 

71 

MR 

AS 

11 

AMS  3598C-86 

9330 

AS 

30  Sep 

86 

MR 

AS 

20 

AMS  3911C-86 

9330 

AS 

21  Oct 

86 

MR 

AS 

20 

MIL-S-12875B 

9515 

EA 

04  Mor 

69 

EA 

SH 

MIL-S-13949/23A 

5999 

ER 

20  Sep 

88 

ER 

EC 

85 

MIL-S-13949/15B 

iy>7 

ER 

12  Oct 

88 

ER 

EC 

85 

M1L-S-13949/16A 

■99 

ER 

12  Oct 

88 

ER 

EC 

85 

MIL-S-I3949/22A 

5999 

ER 

15  Aug 

88 

ER 

EC 

85 

ASTM  D229-86 

9330 

MR 

07  Aug 

87 

MR 

SH 

ASTM  F56-82 

6515 

MB 

28  Mor 

88 

MD 

MS 

03 

MS-90505 

9515 

YD 

29  Jon 

85 

MR 

YD 

99 

AMS  5S60A-79 

9515 

20 

31  Mor 

80 

MR 

AS 

20 

AMS  6433C-80 

9515 

11 

15  Mar 

88 

MR 

AS 

11 

NOTICE  1 

AMS  6406C-80 

9515 

11 

15  Mar 

88 

MR 

AS 

11 

NOTICE  1 

AMS  63590-80 

9515 

20 

27  Feb 

81 

MR 

AS 

20 

ASTM  A75S-83 

9515 

YD 

24  Jun 

85 

MR 

YD 

ASTM  A528/A528M-85 

9515 

YD 

13  Jun 

85 

MR 

YD 

99 

ASTM  A642/A642M-85 

9515 

YD 

13  Jun 

85 

MR 

YD 

99 

ASTM  A526/A596M-85 

9515 

YD 

17  Jun 

85 

CE 

YD 

99 

ASTM  A527/A527M-85 

9515 

YD 

14  Jun 

85 

MR 

YD 

99 

AMS  6385C-76 

9515 

20 

2*  Mor 

77 

MR 

AS 

20 

ASTM  B194-87 

9535 

MR 

16  Oct 

87 

MR 

SH 

AMS  6395085 

9515 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5862A-76 

9515 

20 

25  Mar 

77 

MR 

AS 

20 

AMS  5597B-8) 

9515 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  6454A-35 

9515 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  55402-60 

9535 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  4012D-79 

9535 

AS 

29  Ju! 

80 

MR 

AS 

20 

MS-14516 

9535 

AS 

09  Nov 

87 

MR 

AS 

99 

MS-14517 

9535 

AS 

09  Nov 

87 

MR 

AS 

99 

1-S-300C 

9390 

• 

20  Mor 

79 

Mll-S-33946 

9390 

84 

09  Sc, 

69 

99 

CCC-S-00320 

8305 

t 

18  Nov 

63 

A-A-51923 

6515 

MB 

08  Apr 

87 

md  ms 

03 

ASTM  D 1204-84 

9330 

MR 

02  Oct 

•5 

MR 

SH 

20 

ASTM  D 3029-84 

5S30 

MR 

08  Nov 

34 

V..T 

SH 

11 

ASTM  04225-83 

9330 

MR 

20  Oct 

88 

MR 

AS 

11 

ASTM  D3253-8) 

9320 

YD 

24  Aug 

S’ 

CE 

YD 

99 

ASTM  C720-77 

5640 

YD 

06  Felr 

79 

YD 

99 

ASTM  0637-86 

9330 

MR 

07  Aug 

87 

MR 

SH 

20 

ASTM  0617-84 

9330 

MR 

02  Oct 

85 

MR 

SH 

20 

ASTM  D7 10-01 

39’0 

20 

"2  Mor 

35 

MR 

AS 

20 

MS-141388 

5975 

AS 

'5  Aor 

81 

AS 

A-A-669 

8115 

• 

'.2  Mo/ 

32 

Gl 

69 

Mii-s-ie-.'C 

8465 

Gl 

C4’Scp 

81 

Gl 

NU 

99 

AA-S-00300A 

7520 

, 

17  Feb 

47 

MIL-5-18533A 

1355 

OS 

10  Mor 

76 

OS 

643 


ALPHABETICAL  LISTING 


hue 

Shell  For  Cortridge,  4.2-INCH  Morter,  M2,  M2  Alternate,  M2A1  And  M2A1 
Alternate  HD  Filing  Ajjembly 

Shell,  Electrical  Connector  For  7,  9,  14,  20,  26,  34,  42,  And  50  Contact  Connectors 

Shell,  Electrical  Connector,  Plug,  Rectangular,  Polarizing  . . . . . . 

Shell,  Electrical  Connector,  Series  C  Connectors...... . . . . 

Shell,  Electrical  Connector,  Receptacle,  Rectangular,  Polarizing  . . . . . 

Shell,  Electrical  Connector  *  Romp  Power,  416/240  Volts  . . 

Shell,  Fixed,  Chemical,  M64  For  75-MM  Guns,  M312  For  76-MM  Guns,  M313  For 
90-MM  Guns,  And  Shell,  Semi-fixed,  Chemical,  M64  For  75-MM  Howitzers,  M60 
For  105-MM  Howitzers,  Assembling,  Marking,  And  Packing. 

Shell,  Howitzer,  105-MM.  M60,WP,  FS,  HD,  And  H  Filing  Assembly,... . . . . 

Shell,  Illuminating,  155-MM,  M118A1  And  M118A1B1  loading  Assembly  For. . 

Shell,  lluminating,  M314  For  105MM  Howitzers,  M2  And  M4  loading,  Assembling 
And  Packing 

Shell,  Telemetry,  T5123E1  . . . . . . . . 

Shell,  Test  (Inert)  155MM,  T5106E2  And  E3  Assembly  . . . . 

Shell,  Test,  Fuze  Telemetry.,........,.,...,.,,,.,............... . . .  ............ 

Shellac  Solution  (For  Use  In  Ammunition)  . . . . . . 

Shellac  V^mish,,., . . . . . . . . . . 

Shellac,  Cut  . . . . . . . . . 

Shelter  Electricol  Equipment  S-583(  )/TRC-151(V) . 

Shelter  And  Entrance  Assembly  -  Chemical  Biological  Shelter  System,  Inflatable . 

Shelter  And  Handling  System,  A/E99K-1  . . . . . . . . . 

Shelter  Assemblies,  10  Foot  &  20  Foot,  Electromagnetic  Inte.ference  . . 

Shelter  Assembly,  Knockdown  . . . . . . . 

Shelter  Assembly,  10  Foot  Rigid,  General  Purpose . . . . . 

Shelter  Assembly,  Rigid,  General  Purpose . . . . . . 

Shelter  Electrical  Equipment  S-330(  )/TRC-117(V). . . . . . .... 

Shelter  Facility,  Electrical  Equipment,  S-371(  )/MSC-31A . , . . . 

Shelter  Facility,  Electrical  cquipi  tnt,  S-372(  )/MSC-32A . . . . . 

Shelter  Half,  Tent . . . . . . 

Shelter  System,  Collective  Protection,  Chemical  Biological,  Inflatable,  Trailer 
Transported,  M51  (ABCA-451) 

Shelter  System,  Collective  Protection,  Chemical  Biological,  Inflatable,  10  Man,  Trailer 
Transported,  M51 

Shelter,  Complexing  Kit  For . . . . . . . 

Shelter,  Electricol  Equipment  S-280()/G . . . . . . . . . . 

Shelter,  Electrical  Equipment  S-298(  )/TRC-l  10(V)  . 

Shelter,  Electrical  equipment  (With  Or  Without  Equipment),  Packaging  Of . 

Shelter,  Electricol  Equipment  S-392(  )/TTC*29, . . . 

Shelter,  Electricol  Equipment  S-393  (  (/TRC-138  . . . . . . 

Shelter,  Electrical  Equipment  S*336(-)/TRC*112.. . . . . 

Shelter,  Electrical  Equipment  S*391(  )/TGC-30  . . . 

Shelter,  Electrical  Equipment  S-301/TCC-61, . . . . 

Shelter,  Electrical  Equipment  S-348(  )/T$C*58 . . . . . . . . 

Shelter,  Electricol  Equipment  S-584(  )/TRC-152(V)  . . . . 

Shelter,  Electrical,  Equipment  S-487()1TSM*55(V) . . . . . . . 

Shelter,  Electricol  Equipment  S-561(  )/TCC-41(Y) . . . . . 

Shelter,  Electricol  Equipment  S-53S(  (/TSQ-84  . . . 

Shelter,  Electricol  Equipment  S-541(  (/7TC-38)V(  . . . . . . . . . 

Shelter,  Electricol  Equipment  S-250  (  )/G  . . . . . . 

Shelter,  Electrical  Equipment  S-403(  )/TSC-76 . . . . . 

Shelter,  Electricol- Equipment  S-404(  )/MSC . . . 

Shelter,  Electricol  Equipment  S-338(  )/TRC*121 . . . . . . . . . 

Shelter,  Eleetricol  Equipment  S-419(  )/TCC-73(V) . . . . — . . 

Shelter,  Electricol  Equipment  S-368(  )/MGC-9A  . . . . . . 

Shelter,  Electricol  Equipment  S-302(  )/TCC-62 . . . . . . 

Shelter,  Electricol  Equipment  S-412(  )/TCC*72... . . . . . . . . . 

Shelter,  Electrical  Equipment  S>333(  )/TCC- 65. . . . 

Shelter,  Electrical  Equipment  S-335(  )/TRC-113 . . . . . 

Shelter,  Electricol  Equipment  S-390(  )/TRC»!45(V) . . . . . . 

Shelter,  Electricol  Equipment  S-381{  J/TCC-69. . . . . . . . 

Shelter,  Electronic  Equipment  S-639/G  &  S-640/G . . . . . . . . 

She’ter,  Electronics  Maintenance  Complex  (EMC);  10  Ft.  Eleclromognetic 
Interference,  20  Ft.  Electr  •t'^nnellc  Interference,  10  Ft.  R1GID-20  Ft.  Rigid 

Shelier,  CqoIpittfM,  »V»olt«puf|.v»e  . . . 

Shelter,  Expandablefor  Medical  Unit  Self-contained,  Transportable  (Must).... . 

Shelter,  Individual  Multipurpose  (Imps),, . . . . 

Shelter,  Inflatable,  With  Airlock  And  Connector,  Corridor,  Inflatable  (Must) . . 

Shelter,  Inflatable,  One  Section  Assembly  (Must)... . . . . . . . . 

Shelter,  Joining  Corridor  For . . . . . . . . . 

Shelter,  Multi-purpose  (Must)....., . . . . . . . . . 

Shelter,  Tactical,  Expandable,  Two  Side . . . . . . . . . . . . . 

Shelter,  Tactical,  Non  Expandab'e  . . . . .  . . 

Shelter,  Tactical,  Expandable,  Cne  Side.... . . . . . 

Shelters,  Fabrication  Of  Sandwich  Panels  For  light  Weight  Portable  -  1  Apr  83... . 

Shelving  Kit,  Storage  And  Desplay,  Wood  For  Boxes,  Shlpplng.-Mclal  (Cenex  And 
Milvan) 
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MIL-S-13065C  M) 

13)5 

EA 

21  Nov 

60 

EA 

MC 

MS -14072 

5935 

EC 

03  Apr 

78 

CR 

EC 

85 

MS-18203E 

5935 

EC 

02  Aug 

82 

CR 

EC 

85 
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74 
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ALPHABETICAL  LISTING 


TITLE 

Shelving  Unit,  Three  Step,  Display . . . . . . . . 

Shelving,  Storage  And  Display  Steel,  Clip  Type...................... . . . 

Shelving,  Storage,  Stationary  And  Mobile,  Food  Service... . . . 

ShjMng,  Storage  And  Display,  Steel,  Interchangeable,  Nut  And  Boll  Type . 

Shelving,  Storage  And  Display,  Steel,  Boltless . . . . . . 

Sherbet  Cup  (Glass).,.. . . . . . . . . . . . 

Sherbet  Cup,  Stainless  Steel . . . . . . . 

Shield  For  Use  With  MS90362  External  Power  Receptacles. . . . 

Shield  Termination,  Solder  E,  Insulated.heat-shrinkoble,  Environment  Resistant 
General  Specification  For 

Shield  Termination,  Solder  Style,  Insulated,  Heat  Shrinkable,  Fnvjronment  Resistant 
For  Cables  Having  Tin  Or  Silver  Plated  Shields  (Class  1) 

Shield  Termination,  Solder  Style,  lnsulated,heat  Shrinkable,  Lr.v.  Ronment  Resistont 
With  Preinstalled  Leads  For  Cables  Having  Tin  Cr- Silver  Plated  Shields  (Class  I) 

Shield,  Arc  Viewing,  Hand  Held . . . . . . 

Shield,  Electrical  Connector  For  7,  9,  14,  20,  26,  34,  42,  50  &  75CONTACT 
Connectors 

Shield,  Electrical  Connector  For  7,  9,  14,  20,  26,  34,  42  And  50  Contact 
Connectors 

Shield,  Electrical  Connector  For  Size  66  And  104  Contact  Connectors  . . 

Shield,  Electrical  Connector  For  7,  9,  14,  20  And  26  Rack  And  Panel  Contact 
Connector 

Shield,  Electricol  Connector  For  Size  34,  42,  50  And  75  Rack  And  Panel  Contact 
Connector 

Shield,  Electron  Tube,  Heot  Dissipating,  7  And  9  Pin,  Miniature  (Clam  Shell) . 

Shield,  Electron  Tube,  Heat  Dissipating,  Octal  T16  (Split  Shell)... . . . 

Shield,  Electronic  Tube,  Retainer  (Bose)  Heot  Dissipating,  7  And  9  Pin,  Miniature  .... 

Shield,  Electron  Tube,  Heat  Dissipating,  7  And  9  Pi »,  Miniature  (Split  Shell)  . . 

Shield,  Electron  Tube,  Heat  Dissipating,  7  And  9  Pin,  Miniature  (Open  Sides) . . 

Shield,  Electron  Tube,  Heat  Dissipating,  7  And  9  Pin,  Miniature  (Retrofit  Type  Only) 

Shield,  Electron  Tube,  Heat  Dissipating,  Octal  T9  (Split  Shell) . . . 

Shield,  Electron  Tube,  Heot  Dissipating,  Octal  Til  (Split  Shell . . . 

Shield,  Electron  Tube,  Heat  Dissipating,  Octol  T12  (With  Tube  Base  Diameter  1.50 

Inches)  (Split  Shell) 

Shield,  Electron  Tube,  Heot  Dissipating,  Octal  T12  (With  Tube  Base  Diameter  1.70 
Inches  (Split  Shell) 

Shield,  Electron  Tube,  Heat  Dissipating,  Octol  T 12  (With  Tube  Bose  Diameter  1.65 
Inches)  (Split  Shell) 

Shield,  Erasing,  Draftsmen  S  . . . . . . . . . 

Shield,  Erasing,  Typist  . . . . . . . . . . 

Shield,  Expansion  (Caulking  Anchors,  Single  Lead)  . . . . . 

Shield,  Expansion,  Noil,  Expansion,  And  Noil,  Drive  Screw  (Devices,  Anvhorir.g, 
Masonry) 

Shield,  Expansion  (Log  Shield).... . . . . . 

Shield,  Expansion  (Self  Drilling  Tubular  Expansion  Shell) . . . . . 

Shield,  Expansion  (Noil  Anchors),....... . . . . . . . 

Shield,  Eye  Surgery . . . . . . . . . . . 

Shield,  Eye,  Surgicol,  Fox... . . . . . . .  . . 

Shield,  Gonadal,  X*ray  Protective  . . . . . . . . . . 

Shield,  Heot,  Distilling  Flask,  Compressed  Asbestos  And  Cement . . 

Shield,  Heot,  Distilling  Flask . . . . . . . . . . . 

Shield,  Operational  For. Ammunition  Operations,  Criteria  For  Design  Of  And  Tests 
For  Acceptance 

Shield,  Pipe,  Spoce  Heater..... . . . . . . . . . 

Shield,  Protective,  Aircraft  And  Missiles . . . . . . 

Shield,  Rad  Hoz  l  /20MM  Cartridges  Holder,  Rad  Hoz  Shield . . . . 

Shield,  Retoiner  (Base),  Electron  Tube,  Heot  Dissipating,  Octol,  T12........ . . . 

Shield,  Retainer  (Base),  Electron  Tube,  Heot  Dissipating  Octal,  T 1 4  And  T16, . . 

Shield,  Retainer  (Bases),  And  Adapters,  Electron  Tube,  Heat  Dissipating,  General 
Specification  For 

Shlefd,  Retainer  (Base)  Electron  Tube,  Heat  Dissipating,  Octal,  Til  . . 

Shield,  Retainer  (Base),  And  Adapter,  Electron  Tube,  Hect  Dissipating,  7  And  9  Pin, 
Miniature 

Shield,  Stov»p!p».  Tent  . . . . . . . . 

Shielded  And  Confined  Mild  Detonating  Cord  Assemblies . . . . 

Shielded  fg..ition  Cobles  For  Wheeled  Tactical  Vehicles  (Edition  2,  Pt  2).... . 

Shielded  Sparking  Plugs  For  5  MM  Lead)  For  Wheeled  Tactical  Vehicles  (Edition  1, 
Pt  1) 

Shielding  Gasket,  Electricol,  EMI/RFi  Circular  Strip  ,040  Thru  .250  Diameter . . 

Shielding  Gasket,  Electrical  EMI/RFI  O-rlng  Standard  . . . . . . . . 

Shielding  Gasket,  Electrical,  EMI/RFI  Solid  (D)  Shaped  Strip  . . 

Shielding  Of  Magnetron  Tubes  &  Magnets  For  Air  Shipment................ . . . 

Shim  Stock,  Laminated.. . . . . . . . . . 
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A-A-50099 

7125 

GL 
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87 

GL 

AA-S-1048 
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MS-24133J 
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EC 
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79 

CR 

EC 

85 

MII-S-24251/1A  (2) 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

NOTICE  1 

MIL-S-24251/16A  (2) 

5960 

EC 

13  Oct 

87 

ER 

EC 

85 

MIL-S-24251/2A  (2) 

5960 

EC 

03  Oct 

79 

ER 

EC 

85 

MIL-S-24251/3A 

5960 

EC 

01  Jul 
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ER 

EC 

85 
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EC 
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ER 

EC 
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NOTICE  1 
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5960 

EC 

13  Od 

87 

ER 

EC 

85 

NOTICE  1 

MII-S-2425I/I3A  (2) 

5960 

EC 

13  Od 

87 

ER 

EC 

85 

NOTICE  1 

GG-S-321D 
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09  Mar 

72 

1-S-281C 
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99 

FF-S-325 
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99 
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AS 
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65 
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MIL-S-24251/1JA  (2) 
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EC 
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EC 

85 
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EC 
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ALPHABETICAL  LISTING 


HUE 


Shim,  Ores,  Metric  . . . . . 

Shim,  Metric.  Genera)  Specification . . . . . . . . 

Shim,  Miniature  Anchor  Nut  •  Apr  63  W/dod  Exceptions . . . . 

Shims,  Filled  Resin  Compound  *  1  Oct  1983  . . . .  . . 

Shims,  Filled  Resin  Compound  liquid  -  Oct  83.... . . . . . . 

Shims,  Filled  Resin  Compound,  Prccatolyzed  Sheet  -  1  Oct  83  . ............ 

Shims,  Filled  Resin  Compound,  liquid  Prccatolyzed  -  1  Oct  83 . . . . . 

Shims,  Molded,  Filled  Resin  Compound  And  Sheet  Prepreg . . . 

Shingle,  Roofing  (Glass  Felt)  . . . . . . . . . . . 

Shingles,  Asbestos  Cement,  (Roofing)  . . . . 

Shingles,  Asphalt  Class  A,  Surfaced  With  Mineral  Granules  •  24  Sep  82  . . 

Ship  Compartment  Standard  Nomenclature  . . . . . . . ..... 

Ship  Control  Console  And  Combination  Equipments  (Novel  Shipboard  Use) . . . 

Ship  Control  Order  And  Indicating  Equipment  Self  Synchronous  (Naval  Shipboard 
Use) 

Ship  Information  Book,  Preparation  Of  (Metric) . ................. . . . 

Ship  limiting  Draft  Mark . . . . . . 

Ship  Space  Classification  System . . . ................................................. 

Ship  Structural  Symbols  For  Use  On  Ship  Orawlngs  . . . . 

Ship  Whistle  Sound  Output . . . . . . . 

Sh'pboard  Bonding,  Grounding,  And  Other  Techniques  For  Electromagnetic 
Compatibility  And  Safety 

Shipboard  Guided  Missile  launching  System  Safety  Requirements,  Minimum . . 


Shipboard  Hautdown  Coble  End  Fitting  For  Helicopter  Wire  Recovery  Assist  Systems 
(Edition  No.  1) 

Shipboard  Power  Demand  Factors  450  Volt . . . . . . 

Shipping  &  Storage  Container,  Rocket,  XM626 . . . . . 

Shipping  &  Storage  Container,  Cartridge  7.62MM,  M52 7... . . . . 

Shipping  &  Storage  Container,  Cartridge,  20MM,  XM528E1 . . 

Shipping  &  Storage  Container,  Fuze,  XM573  . . . . . ... 

Shipping  And  Storage  Container  Cartridge,  20MM,  M548  . . . . . . 

Shipping  And  Storage  Container  For  Warhead  Section,  M544  Parts  And  Assembly 
For 

Shipping  And  Storage  Container,  XM543E1  . . . . . . . . . 

Shipping  And  Storage  Container,  XM612  Parts  And  Assembling................. . 

Shipping  And  Storage  Container,  Warhead  Section,  M511 . . . . 

Shipping  And  Storage  Container,  Warhead  Section,  M544  Spare  Ports  For. . . 

Shipping  And  Storage  Container,  XM542  . . . . . . 

Shipping  And  Storage  Container,  Cartridge,  30MM,  XM592 . . . . . 

Shipping  Box  And  Table........ . . . . . . . 

Sfvpping  Containers  &  Systems,  Standard  Practice  For  Performance  Testing  Of  28 
Feb  1986 

Shipyard  Inspection  And  Cleaning  Procedures  For  Submarines... . . . . . 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  (Part  1)  Navigation 
Center  Ssbn  598  Closs 

Shipyard  Inspection  And  Cleaning  Procedures  For  Submarines  Part  2  Missile  Control 
Center  SSBN  598  Class 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  (Part  3)  Missile 
Comportment  Ssbn  598  Closs 

Shipyard  Inspection  And  Cleaning  Procedures  For  Submarines  Port  13  Missile 
Compliment  SSBN  60S  Class 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  Part  4  Navigation 
Center  SSBN  616  Closs 

Shipyard  Inspection  And  Cleaning  Procedures  For  Submarines  (Part  5)  Missile 
Control  Center  Ssbn  616  And  640  Classes 
Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  Pert  6  Missile 
Compartment  SBN  616  And  640  Classes 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  (Port  7)  Navigation 
Center  Ssbn  627  Class 

Sh’pyc'd  Hpection  And  Cfesrrg  Procedures  For  Submarine:  Pcrt  S  Mhiilc  Contra! 
Center  SSBN  627  Class 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  (Part  9)  Missile 
Comportment  Ssbn  627  Class 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  Port  10  Novigotion 
Center  SSBN  640  Class 

Shipyard  Inspection  And  Cleoning  Procedures  For  Submarines  (Port  11)  Novigotion 
Center  Ssbn  608  Closs 

Shipyard  Inspection  And  Cleoning  Procedures  For  Sjbmonnes  Part  12  Missile 
Control  Center  SSBN  608  Closs 

Shirt,  Cold  Weather,  Field,  Wool/nylon,  Olive  Green  108  ..................................... 

Shirl,_Co!d  Weather,  Polyester  Fibcrpife.... . . . . . . . . . . 

Shin,  Disposable  . . . . . . . . . 


DOCUMENT 


number 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

OOD-S-63544/1 
NOTICE  1 

5365 

AR 

10  Mo y 

88 

AR 

l 

DOD-S-63544 

NOTICE  1 

5365 

AR 

10  Moy 

88 

AR 

E 

NAS  1195-63 

5365 

AS 

14  Jon 

74 

AV 

AS  11 

AMS  3726-83 

9330 

AS 

28  Sep 

84 

MR 

AS  20 

AMS  3726/1-83 

9330 

AS 

28  Sep 

84 

MR 

AS  20 

AMS  3726/2-83 

9330 

AS 

28  Sep 

84 

MR 

AS  20 

AMS  3726/3  83 

9330 

AS 

28  Sep 

84 

MR 

AS  20 

l 

MIL-S-83474 

9330 

20 

27  Feb 

76 

20 

A-A-2201 

5650 

t 

31  Oel 

84 

SS-S-291D 

5650 

J 

22  Jol 

68 

ASTM  D3018-82 
NOTICE  1 

5650 

YD 

31  Mor 

88 

ME 

YD  99 

L 

MIL-STD-I624A 

1990 

SH 

10  Aug 

84 

SH 

L 

Mll-S-17422  (6) 

2030 

SH 

02  Mor 

87 

SH 

l 

Mll-S-17299  (4) 

2030 

SH 

13  Moy 

58 

SH 

DOD-STD-2139 
NOTICE  2 

TMSS 

SH 

02  Feb 

88 

SH 

l 

MS-18291 

2040 

SH 

05  Nov 

71 

SH 

l 

DOD-STD-2150 

1990 

SH 

23  Mor 

84 

SH 

M1L-STD-2JB 

DRRR 

SH 

10  Moy 

84 

AR 

SH  16 

l 

MS-18298 

6350 

SH 

07  Apr 

72 

SH 

l 

MIL-STD-1310E 

EMCS 

SH 

18  Aug 

87 

SH 

L 

Mll-STO-1658 

NOTICE  3 

30  JUN  82 

1440 

OS 

30  Jun 

82 

OS 

NAT-STD-1274  (3) 

ISDN 

NM 

29  Sep 

86 

l 

MS-18299 

NOTICE  1 

6145 

SH 

24  Jul 

87 

SH 

l 

MIL-S -53041 

8140 

ME 

15  Aug 

84 

ME 

t 

Mll-S-60560 

8140 

AR 

23  Aug 

66 

AR 

l 

Mll-S-60285  (1) 

8140 

AR 

17  Feb 

67 

AR 

l 

MIL-S-60386B 

NOTICE  1 

8140 

AR 

24  Mor 

87 

AR 

MIL-S-23389B 

NOTICE  1 

8140 

AR 

15  Jul 

88 

AR 

99 

l 

MIL-S-48164A  (1) 

8140 

AR 

07  Apr 

78 

AR 

L 

Mll-S-48893 

NUORAR 

07  Jul 

77 

AR 

l 

Mll-S-48741  (5) 
NOTICE  1 

8140 

AR 

24  Mar 

87 

AR 

L 

MIL-S-48525 

NUORAR 

16  Dec 

75 

AR 

l 

MIL-S-48756 

NOTICE  1 

8140 

AR 

24  Mor 

87 

AR 

l 

MIL-S-48891 

NUORAR 

07  Jul 

77 

AR 

l 

Mll-S-50312 

8140 

AR 

01  Oel 

69 

AR 

l 

MIL-S-3474 

6640 

EA 

23  Apr 

51 

EA 

ASTM  04169-86 

PACK 

SM 

16  Jun 

86 

SM 

AS  69 

l 

MIL-STD-1682 

1905 

SH 

27  Oel 

76 

SH 

l 

Mll-STO-1682/1 

1905 

SH 

27  Oel 

76 

SH 

l 

MIL-STD-1 682/2 

1905 

SH 

27  Oel 

76 

SH 

l 

MIL-STD-1682/3 

1905 

SH 

27  Oel 

76 

SH 

l 

MIL-STD-1682/13 

1905 

SH 

27  Oel 

76 

SH 

L 

Mll-STD-1682/4 

1905 

SH 

27  Oel 

76 

SH 

l 

MIL-STD-1682/5 

1905 

SH 

27  Oel 

76 

SH 

l 

Mll-STD-1682/6 

1905 

SH 

27  Oct 

76 

SH 

l 

MIL-STD-1682/7 

1905 

SH 

27  Oel 

76 

SH 

i- 

m'-  STO- 1602-O 

«AAr 

SH 

27  Cel 

76 

3K 

1 

MIL-STD-1682/9 

1905 

SH 

27  Oel 

76 

SH 

l 

Mll-STD-1682/10 

1905 

SH 

27  Oel 

76 

SH 

l 

MIL-STD-1682/ 11 

1905 

SH 

27  Oel 

76 

SH 

L 

Mll-STO-1682/12 

1905 

SH 

27  Oel 

76 

SH 

M1L-S-10858H 

8415 

GL 

07  Jon 

83 

Gl 

NU  99 

M11-S-44163B 

8415 

GL 

27  Jon 

89 

Gt 

NU 

l 

MIL-S-87021B 

8415 

NU 

23  Jon 

85 

N1 

646 


ALPHABETICAL  LISTING 


TITLE 


Shirt#  Girl  S«  Junior  R.O.T.C............ . .. . . . . . . . . . . 

Shirt,  Mon  S  (Potyester/cotton,  Tropical,  Short  Sleeve) . . . . . . . . . . 

Shirt,  Man  S,  Khakr,  With  Quarter  Length  Sleeve  . . . . . 

Shirt,  Mon  S,  Long  Sleeve,  Polyester/cotton,  Army  Green  415,  Ouroble  Press  . . . 

Shirt,  Mon  S,  Polyester/cotion,  Durable  Press . . . . . . . . 

Shirt,  Man  S,  Polyester  And  Wool,  Long  Sleeve  . . . . . 

Shirt,  Man  S,  Short  Sleeve,  Polyester/cotton,  Army  Green  415,  Durable  Press.......... 

Shirt,  Mon  S,  Short  Sleeve,  Polyester-cotton  (Durable  Press)...... . . 

Shirt,  Mon  S,  Wool-polyester,  Tropical,  Blue . . . . . . . . . 

Shirt,  Mans  (And  Womans;  Long  Sleeve) . . . . . . . . 

Shirt,  Mans  (And  Womens;  Short  Sleeve) . . . . . . . . . . . 

Shirt,  Mans  &  Womens  (Long  Or  Short  Sleeve)  . . . . 

Shirt,  Operating,  Surgicof,  Mon  S,  Cotton,  Quarter  length  Sleeves,  Style  &  .... . 

Shirt,  Operating,  Surgical,  Mon  S,  Cotton-polyester,  Static  Resistcn!  . . . 

Shirt,  Operating,  Surgical,  Man  S,  Cotton,  Sleeveless,  Style  A'. . . 

Shirt,  Sleeping,  Heat  Rctentolive  And  Moisture  Resistant,  Nylon/lriacetate,  Tricot 
Knit 

Shirt,  Utility  (Ouroble  Press) . . . . . . . . . . 

Shirt,  Utility,  Mon  S,  Polycstcr/cotton  (Cg) . . . . . . . . 

Shirt,  Utility,  Woman  S,  Potyester/cotton  (CG).. . . . . . . . . 

Shirt,  Woman  S,  Working,  Khoki  (Long  Sleeve)  . . . . . . 

Shirt,  Woman  S,  Short  Sleeve,  Polyester/cotton,  Army  Green  415,  Durable  Press  .... 

Shirt,  Woman  S,  Dress,  White  (Short  Sleeve) . . . ...» . . . ...» . . 

Shirt,  Woman  S,  Long  Sleeve,  Polyester/cotton,  Army  Green  415,  Ouroble  Press...... 

Shirt,  Woman  S,  Dress,  Blue  (Long  Sleeve) . . . . . . 

Shirt,  Woman  S,  Polyester/cotton  . . . . . . . . . . 

Shirt,  Womon  S,  Open  Notch  Collar. . . . . . . . . . . . . . 

Shirt,  Woman  S,  Wool,  Field . . . . . . . ...» . . . 

Shirt,  Woman, s,  Polyester-cotton  (Duroble  Press),  Blue  1550 . . . . . 

Shirt,  Women  S  Utility,  Duroble  Press  . . . . . . . 

Shirt,  Women  S,  Polycstcr/cotton,  Long  And  Short  Sleeves  . . . . . 

Shirt,  Women  S,  Maternity,  Long  And  Short  Sleeves....... . . . . . . 

Shirts,  Men  S:  long  &  Short  Sleeves,  Polyester/cotton  (Duroble  Press) . . . 

Shirts,  Men's:  Long  Sleeve . . . . . . . 

Shirts,  Utility,  Mens,  Chambroy  . . . . . . . . . . . . 

Shirts,  Utility,  Womens  Chombroy  . . . . . 

Shirts,  Women’s:  Short  And  Long  Sleeves,  Polyester/cotton  (Duroblo  Press).... . . 

Shock  Absorber,  Direct  Acting . . . . . . . . 

Shock  And  Vibration  Terminology  . . . . . . 

Shock  Mount  M-447,  M-448,  M-449  And  Brocket  FT-512  . . . . . . . 

Shock  Tests,  HI  (High  Impoci)  Shipboard  Machinery,  Equipment  &  Systems, 
Requirements  For  Novy 

Shoe  Assembly,  Trestle..,..,.,...,. . . . . . . . . . 

Shoe  Repair  Shop,  Equipment  . . . . . . . . . 

Shoe  Repair  Shop,  Trailer  Mounted . . . . . . . . . 

Shoe,  Gymnasium,  Heavy  Duty  . . . . . . . . . . . . 

Shoe,  Molders  . . . . . . ...» . «... 

Shoe,  Nonsporking,  Safety,  High . . . . . . . . . . . . 

Shoe,  Safety  (Chukko)  . . . . . . . . 

Shoe,  Safety,  Ladder ...........  . . . . . . . . . . . 

Shoe,  Submarine  Deck  . . . . . . . . . . . 

Shoes,  Boskctboll,  For  Reconnaissance . . . . . . . 

Shoes,  Conductive  ................... . . . . . . . . 

Shoes,  Conductive  . . . . . . . . . . 

Shoes,  Conductive  (Mens  Safely),..,.,....,..,....,.. ....................  . . . 

Shoes,  Electrical  Hazards,  Protective,  Oxford,  Men  S  . . . 

Shoes,  Electrical  Hazard  Protective  (Mens  Sofery). . . . . . . 

Shoes,  Electrical  Hazards  Protective,  High,  Men  S . . . . ..................... 

Shoes,  For  Wood  Piles  . . . . . . .  ................................ 

Shoes,  Men  S  Dress  Oxford............ — . . 

Shoes,  Safety  (Mens  High  Top) . . . . . 

(M»««  m.. 

Shoes,  Sofcty,  Ladder  And  Leveling  Devices,  ladder  . . . . ................. 

Shoes,  Swim,  Coro)  . . . . . . . . . 

Shoes,  Women  S  . . . . . 

Shop  Equipment,  Organizational  Repair,  Truck  Mounted  . . . 

Shop  Equipment,  Cartographic  Instrument  Repair,  field  Maintenance,  Packaging  Of,. 
Shop  Equipment,  Battery  Servicing,  Shelter  Mounted  AN/TSM-133 
Shop  Equipment,  Gencrcl  Purpose  Repair,  Semitrailer  Mounted  , 

Shop  Equipment,  Contact  Maintenance,  Truck  Mounted. .  . . ....... 

Shop  Equipment,  Electronic  Repair,  Semi  Trailer  Mounted,...,..... ......... 

Shop  Equipment,  Electrical  Repair,  Semitrailer  Mounted  .... 

Shop  Equipment,  Woodworking,  Trailer  Mounted  ....... 


DOCUMENT 


NUMBER 

FSC  PREP 

DATE 

CUSTODIAN 

L 

MII-S.43963A 

8410 

GL 

07  Jon 

83 

GL 

MIL-S-17618H 

8405 

NU 

30  Sep 

88 

NU 

L 

MIL-S-19984D 

3405 

MC 

03  Aug 

84 

MC 

L 

MII-S-44039B 

8405 

GL 

29  Jun 

88 

GL 

l 

MIL-S-43939  (1) 

8405 

Gl 

21  Mar 

77 

GL 

L 

MIL-S.29149C 

8405 

NU 

12  Jul 

88 

NU 

l 

MIL'S  *440413 

8405 

GL 

30  Jun 

88 

GL 

MIL-S-83333A 

CG 

06  Mar 

75 

NU 

L 

MIL-S-831S4A  (1) 

11 

26  Feb 

88 

it 

NOTICE  1 

A-A-1783 

8415 

t 

29  Moy 

81 

A-A-1786 

8415 

1 

29  Mo y 

81 

A-A-1626 

8405 

X 

02  Jun 

81 

MIL-S-37130 

6532 

DM 

27  Feb 

75 

MD  MS 

03 

Mll-S-37039  (1) 

6532 

DM 

16  Moy 

75 

MO  MS 

03 

MIL*S  *37129 

6532 

DM 

09  Jan 

75 

MO  MS 

03 

MIL-S-433570  (1) 

8415 

GL 

03  Apr 

87 

GL  NU 

99 

MIL-S-43929B  (1) 

8405 

11 

26  Feb 

88 

GL  NU 

IT 

NOTICE  1 

L 

MIL*S*87046A 

8405 

SA 

11  Dec 

86 

SA 

L 

MIL-S-24923 

8410 

NU 

29  Jul 

85 

NU 

l 

MIL-S-87073 

8410 

NU 

15  Jul 

80 

NU 

L 

MIL-S-44090B 

8410 

GL 

29  Mar 

88 

GL 

L 

MIL-S-870S5A  (1) 

8410 

NU 

26  Moy 

88 

NU 

L 

MIL-S-44093A  (1) 

8410 

GL 

11  Jon 

89 

GL 

L 

MIL'S  *37056A 

3410 

SA 

27  Nov 

85 

SA 

L 

MIL-S-43505D 

8410 

GL 

10  Sep 

82 

GL 

L 

MU-S-87091B 

8410 

NU 

13  Dec 

86 

NU 

MIL-S-43502C 

8410 

GL 

05  Sep 

85 

GL  NU 

L 

MIL-S  *832008 

8410 

11 

30  Sep 

88 

11 

NOTICE  1 

L 

MIL-S'87169  (1) 

8410 

11 

30  Sep 

88 

11 

NOTICE  1 

l 

MIL-S-29368C 

8410 

MC 

02  Jun 

88 

L 

MIL-S-29388A 

8410 

MC 

23  Oct 

87 

NOTICE  1 

MIL-S-87214A 

8405 

11 

17  Oct 

86 

NU 

11 

l 

MIL-S-3649F 

8405 

MC 

23  Oct 

87 

MC 

NOTICE  1 

L 

MtL-S-870608 

8405 

NU 

19  Feb 

88 

NU 

L 

MIL-S-87061C 

8410 

NU 

19  Feb 

88 

NU 

MIL-S-87225 

8410 

11 

20  Sep 

85 

11 

L 

MIL'S-62494 

2540 

AT 

26  Dec 

84 

AT 

L 

ABC-STD-20 

ISDN 

SH 

22  Aug 

55 

l 

Mll'S'12100 

5340 

ER 

8  Jul 

52 

ER 

L 

MIL-S-901D 

ENVR 

SH 

17  Mar 

89 

SH 

L 

MIL-S-52300C 

5420 

ME 

21  Sep 

83 

ME 

MIL-S-1123E  (1) 

3520 

GL 

12  Mar 

71 

Gl 

99 

MIL'S*40615D  (1) 

3520 

Gl 

26  Jon 

79 

GL 

99 

MIL-S-43961A  (2) 

8430 

GL 

05  Jan 

82 

GL  NU 

11 

M1L-S-82245C 

8430 

NU 

27  Oct 

82 

GL  NU 

MIL-S-4182IH 

8430 

GL 

12  May 

88 

GL  N'J 

99 

MIL-S.21894F 

8430 

NU 

01  Sep 

82 

NU 

99 

A-A-19S2 

5440 

•ME 

15  Mor 

82 

ME 

MS-39327 

3830 

ME 

03  Jun 

68 

ME 

99 

A-A-50357A 

8430 

/NU 

31  Jon 

85 

NU 

99 

L 

MIL'S'2I2S7C  (1) 

8430 

MC 

25  Jun 

87 

MC 

NOTICE  1 

A-A-50359A 

8430 

/NU 

12  Jun 

84 

NU 

99 

MIL-S-3794E 

8430 

NU 

21  Apr 

82 

NU 

99 

A-A-1605 

8430 

t 

18  Aug 

81 

MII-S.43897B 

8430 

GL 

05  Dec 

83 

GL  NU 

99 

A-A-1890 

8430 

t 

18  Aug 

81 

MIL-S.43860C 

8430 

GL 

30  Sep 

86 

GL  NU 

99 

RR-S-331C 

5680 

•YD 

15  Aug 

85 

YD 

MII-S-I3192P 

8430 

Gl 

30  Jun 

88 

2 

j 

O 

11 

A-A-1804 

8430 

t 

12  Moy 

81 

A'A'1767 

8430 

l 

12  Moy 

81 

RR-S-1862 

5440 

l 

24  Mor 

75 

INI  AMO  (1) 

L 

MIL-S'196723  (1) 

8430 

SH 

01  Mor 

85 

SH 

MIL-S-21711E  (1) 

8435 

NU 

19  Oct 

83 

GL  NU 

99 

l 

MIIS-45537E 

4940 

Al 

29  Jul 

85 

AL 

L 

MILS-3419B 

6675 

ME 

21  Feb 

68 

ME 

L 

MIL-S'49442 

49 40 

ER 

20  Jul 

84 

ER 

MIL-S.45538D 

4940 

AL 

07  Apr 

87 

AL  YD 

L 

MIL.S-45855E 

4940 

AL 

14  Mor 

88 

AL 

L 

MII-S.52377C  (1) 

4940 

Al 

11  No. 

.85 

AL 

l 

MIL-S-523300 

4940 

AL 

13  Jon 

89 

AL 

L 

MIL-S-52339E  (3) 

3220 

ME 

09  Mor 

89 

ME 

647 


ALPHABETICAL  LISTING 


TITLE 


Shop,  Electronic,  Semitroiler  Mounted  AN/ARM-189(  )  &  AN/ASM-190(  . . 

Shop,  Electronic,  Shelter  Mounted  AN/ASM- 146(  )  &  AN/ASM-147(  . . . . 

Shore*,  Damage  Control,  Automatic,  Adjustable  Telescoping  Steel  . . . . 

Short  Support,  Coble,  Electrical  Connector  (for  Class  E  And  K  Connectors) 

(Inactive) 

Short  Take-off  &  landing  (STDl)  Airfield  Marking  (Edition  No.  1). . . . 

Short-bor,  Fracture  Toughness  Of  Metallic  Materials,  Determination-  Of  I  July  81..,, 

Shortening  Compounds . . . . . . . . . . . . . . 

Shorts,  Men  S,  Polycster/cotton  . . . . . . . . 

Shot  Peening  -  1  Jan  1982  . . . . . . . . — . . . . . 

Shot  Peening  Of  Metal  Ports.... . . . . . . . . . . . . . 

Shotcrete,  Fiber  Reinforced,  State-of-the-art  Report  On  -  1984,..,,,, . . . . . 

Shotcrete,  Nozzlcmen,  Guide  To  Certification . . . . . . 

Shotcrcting,  Recommended  Practice  For  -  Jun  83......  . . . . . 

Shotgun,  12  Gage,  Riot  Type  . . . . . . . . 

Shoulder  Board  AFROTC  Cadets . . . . . . . 

Shoulder  8oords  &  Sleeve  Insignia  (Coast  Guard)  . . . . . . 

Shoulder  Boards  &  Insignia,  Branch  Of  Service . . . . . . . . 

Shoulder  Cord,  Infantry,  Blue . . . . . . . . . 

Shoulder  Strop,  Side  Arm,  Military  Police,  leather.  Block . . . . . . . 

Shoulder-designed  For  45  Deg  And  90  Deg  Swivel  Nut  Hose  To  Tube  Adopters, 
Reusable,  Hydraulic,  Fuel  And  Oil  lines 

Shovel,  Scoop,  Spade,  Snow  Pusher,  And  Telegraph  Spoon . . 

Shower  Head,  Ball  Joints............... . . . . . . . . 

Shower  Head,  Boll  Joint  (Integral  Flow  Control) . . . . . . . . 

Shower  Heads  And  Outfits  (Shipboard  Use) . . . . . . . . . . 

Shower  Poll,  Collapsible,  Cotton  Duck,  5-GAllON  Copocity,.,..,,.,... . . . . 

Shower  Receptors  And  Shower  Stolls,  Plostic.omcncon  Notional  Standard  For  -3 
Nov  87 

Showfcr  Unit,  Safety,  Rocket  Propellant  Neutralizer,  100  Gallon  Water  Took,  And 
Two  Air  Cylinders,  W/heoting  Provisions, 

Shredding  Machine,  Office  Type,  Classified  Wastepopcr,  Security  . . . . . 

Shrimp,  Canned . . . . . . . . . . . . . . 

Shrimp,  Dehydrated,  Cooked  — . . . . . . . . . . . 

Shrink  Film/stretch  Film  In  Military  Pockoging  . . . . . . 

Shrinking  And  Stretching  Machine,  Sheet  Metal,  Manual  And  Power  Operated  . 

Shroud,  Rclloon  (Ml-424)(/U) . . . 

Shunt,  Instrument,  External,  50-MILllVOlT,  Style  Msa . . . . . . 

Shunt,  Instrument,  External,  50  Millivolt  (lightweight  Type) . 

Shunt,  Instrument,  Exfernol,  50-MlLllVOLT,  Sfyl,  Msb . . . . . . . 

Shunt,  Instrument,  External,  50-MILllVOlT,  Style  Msc  . . . . . . . 

Siamese  Connection,  Fire  Hose  (Plain;  Cloppered;  Pumper  Suction;  Water  Thief) . . 

Siomeso  Connection,  Fire  Hose  (Wyes  Plain,  Two  And  Three  Way  Hydrant) . . 

Siccors,  Corneol,  Castroviejo  . . . . . . . . . 

Siding  (Shingles,  Clapboards,  And  Sheets)  Asbestos-ccmcnt  . . . . . . 

Siding,  Fiber,  Semidense  Mineral  -  28  Jul  78  (Reopproved  84.... . . . 

Sieve  Precision  Electroformed  *  29  May  70  . . . . . . . 

Sieve,  Flour  (Aluminum) . . . . . . . . . . . . . . 

Sieve,  Test . . .  . . . . . . . . . . 

Sieve,  Wire-cloth,  For  Testing  Purposes  -  18  Feb  81  . . . 

Sieves,  Perforated  Plate  For  Testing  Purposes  -  10  Dec  80  .......... . . . . . 

Sifter,  Flour,  Hcnd  . . . . . . . . . . . . . . . 

Sifter,  Flour,  Hond  . . . . . . . . . . . . 

Sifting  Machine,  flour.  Electric  (For  Field  Bokcries) . . . . . . 

Siftirg  Machine,  Flour,  Electric.. . . . . . . . . . . . . . 

Sight  Assembly,  Front........... . . . . . . . . . . . . 

Sight  Assembly,  10527236................ . . . . . . . . . . . 

Sight  Reduction  Tobies  (CH*1  -  15  Mor  79) . . . .  . . . 

Sight  Reflex  M24C . . . . . . . . . . . 

Sight  Unit,  M34  Series.................... . . . . . . . 

Sight,  Bore,  Optical  M45....~ . . . . . . . 

Sight,  Bore,  Optlcol,  M45E1  . ......... — . . .. . 

Sight,  Bore,  Reflecting,  XMM5E1....,.,..,. . . . . . . . . 

Sight,  Computing,  M19A1  . . . . . . . . . . . 

Slgbf,  Cumpviii'v,  M3 8,  rotkuylny  Of, . . .  ... ...  .  .......... 

Sight,  Helicopter,  Head  UpSubjystem,  M76  . . . . . . . . . . 

Sight,  Infinity  M44  And  M44C. . . . . . . . . . . 

Sight,  Infinity,  8635466  ............................................................................................ 

Sight,  Infinity,  M44C  . . . .  . . . . . . 

Sight,  lead  Computing,  Automatic,  M38  ...................................................... . . . 

Sight,  lead  Computing,  M61,  11747062  . . . . . 

Sight,  M4  (With  Carrying  Case)  . . . . . . . 

Sight,  M6 . . . . . . . . 

Sight,  Night  Vision  Individual  Served  Weapons  AN/PVS-2 . . . 

Sight,  Reflex,  Helicopter,  M60A1 . . . . . . . . . . 

Sight,  Reflex,  M18 . . . . . 

Sight,  Reflex,  M18  &  XM75., . . . . 
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ALPHABETICAL  LISTING 


HUE 


Sight,  Reflex,  M73 . . . . . . . . . . . . 

Sight,  Reflex,  XM70E1 . . . . . . . . . . 

Sight,  Rifle  Grenade  Launcher,  M15 . . . . . . . ......... 

Sighting  Station . . . . . . . . . . . . . . . . . . 

Sighting  System  Antioscillation  XM58  . . . . . . . 

Sightunit,  M53A1 . . . . . . . . . . 

Sightunit,  M64. . . . . . . . . . . . . 

Sightunit:  M64A1 . . . . . . . . . 

Sfghunlt,  M53... . . . . . . . . . . . . . . . 

Sigmoidoscope,  Electric,  Distal  And  Proximal  Lighting,  63  Fr . . . . 

Sign  (Electricalfy  Powered,  Exit)..... . . . . . . . . . . . . 

Sign  (Non-powered,  Exit).,-.....,.... . . . . . . . . . . 

Sign  (Self-illuminating,  Exit) . . . . . . 

Sign  And  Marker,  Aluminum,  Mined  Area  Marking . . . . . . 

Sign  Box,  Inferior  Illuminated,  Electric  (4  Inch  By  15  Inch  Message)  . . . 

Sign  Kit,  Vehicle  Class . . . . . . . . . . . 

Sign  Making  Kit,  Portable  . . . ....................................... . . . . 

Sign,  Follow  Me,  Truck  Mounting.... . . . . . 

Signal  Dato  Converter  Mk  72  Scries . . . . . . 

Signal  Generator . . . . . 

Signal  Generator . . . . . . . . . 

Signal  Kit,  Personnel,  Distress,  A/P25S-5A  . . . . 

Signal  Light,  Pistol  Cartridge,  Mk  2  (White)  Mk  2  (Green,  &  Mk  2  (Red)  (  Inactive 
For  New  Design) 

Signal  Miniature  Practice  Bomb,  Mk  4  Mod  3  And  Mod  4  . . . . . . . 

Signol,  Emergency  Warning,  General  Specification  For . . . . . . 

Signol,  Emergency  Warning  (Bell)  . . . . . . . . ..... 

Signol,  Emergency  Warning  (Horn)  . . . . . . . . . . . . . . 

Signol,  Emergency  Wcrnlng  (Horn  With  A  Projector)  . . . . . . . 

Signal,  Illumination,  Ground  Parachute,  Red  Star  M126A1,  White  Star,  M127A1  & 
Green  Star,  M195,  Parts  &  Loading,  Assembling  &  Pocking 
Signol,  Illumination,  Ground,  Green  Stor  Cluster  M125A1,  Red  Star  Cluster  M158, 

&  White  Star  Cluster  M159,  Parts  &  Loading,  Assembling  &  Pocking 
Signol,  Illumination  Red  Star,  Distress,  Parachute,  M131  Parts  And  Loading, 
Assembling  And  Pocking 

Signol,  Illumination,  Aircraft  Double  Stor  AN-M37A2  Through  AN-M42A2  Ports, 

And  Loading,  Assembling  And  Packing 

Signol,  Illumination,  Aircraft  Tracer,  Double  Star  AN-M53A2  Through  AN-M58A2 
Ports,  And  Loading,  Assembling  And  Pocking 
Signol,  Illumination,  Aircraft,  Single  Stor  AN/M43A2,  AN/M44A2,  And  M45A2, 
loading,  Assembling,  And  Packing 

Signol,  Rocket,  Pistol,  Mk  1  Mods  0,  1,  2,  3,  4,  And  Mk  2  Mods  0  And  1 . 

Signol,  Smoke  &  Illumination,  Aircraft  Mark  6  Mod  3 . . . 

Stgncl,  Smoke,  Ground  XM202  Thru  XM205  Red,  Yellow,  Green  And  White  Parts 
For  And  Loading  Assembling  And  Pocking 

Signol,  Smoke,  Ground,  Hand  Held  Parachute,  Green  Smoke,  M128A1,  Red  Smoke, 
M129A1,  £.  Yellow  Smoke,  M194  Ports  &  loading,  Assembling  &  Packing 

Signol,  Underwater  Sound,  Mark  82  Mod  0  And  Mark  128  Mod  1 . . . . 

Signol,  Underwater  Sound  (Sus)  Mark  84  And  Mods . . . . . . . 

Signol,  Underwoter  Sound,  Mark  61  Mod  0  And  Mark  64  Mod  0..... . . . . 

Signol,  Warning,  Audible,  For  Headset,  Type  MA-1...„ . . . . . 

Signals  For  Runwoy  Party  When  Disengaging  An  Aircroft  After  A  Hook  Coble 
Arrestment  -  Chg  1  Dtd  14  Aug  1986  (  Rcq  For  Issue  Other  Than  DOD  Must  Be 
Sent  Vio  HO  USAF/XOXX  (ISO)  Wash  DC  20330-5058 
Signofs  Used  By  A»r  Traffic  Service  Units  For  Control  Of  Pcdestricn  &  Vehicular 
Traffic  In  The  Manoeuvring  Area  Of  Airfields  (Ed.  2)  (Request  For  Issue  Must  Be 
Sent  Via  HO  U5AF/XOXX-ISO  Wash  D.c.  20330-5058 
Signal;,  Illumination,  Aircraft  Double-star  AN-M37A2  Through  AN-M42A2 
(Alternative  Cose)  Ports,  And  loading,  Assembling  And  Packing 

Signboord,  Blank  (For  Temporary  Outdoor  Signs) . . 

Significant  Data  &  Telegraph  Signalling  Conditions  (Edition  No,  1)  . . . 

Significant  Dota  &  Tclcgroph  Signalling  Conditions  (Edition  No.  1)  (Request  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  U.s,  Army  Security  Affairs  Office,  Attn: 
AMSAC’MP/S,  5001  Elsenhower  Ave,  Alexandria,  VA  22333-0001 
Signing  Of  Headquarters  &  Installations  (Edition  5)  (Req  Other  Then  DOD  Ref  To 
US  AMC,  A*ln;  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Va 
22333-0001) 

Signs  For  Contaminated  Or  Dangerous  Areas  . . . . . 

Silica  (For  Use  In  Ammunition).. . . . . . . . . 

Silica  Fabric,  Phenolic  Impregnated  . . . . . 

Silica  Gel  (For  Use  In  Ammunition)  ... ...... 

Silica  Gef,  Iron  Free 
Silica,  Colloidal,  Synthetic  .  ...... 

Silica,  Diatomaceouf,  Unearned 

Silicon  Dioxide,  Microfinc  . . 

Silicon,  Lump  (Foundry)  .......... 
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Silicon,  Powdered,  Technicol . . . . . . . . 

Silicone  Compound,  NATO  Code  Number  $-736 . . . . . . . . 

Silicone  Fluid,  Chlorinated  Phenyl  Methyl  Polysiloxane,  Noto  Code  Number  H-536 .... 

Silicone  Insulated  Electric  Power  And  Control  Cobles . . . . . 

Silicone  Rubber  Sheet,  Gloss  Cloth  Reinforced,  Heat  And  Weather  Resistant  60-80  - 
1  Oct  84 

Silicone  Rubber  Sponge,  Closed  Cell,  Medium,  Extreme  Low  Temperature  -  1  Jan  85 

Silicone  Rubber  Sponge,  Closed  Cell,  Firm,  Extreme  Low  Temperature  -  1  Jan  85 . 

Silicone  Rubber  Sponge,  Closed  Cell,  Medium . . . . . . . . 

Silicone  Rubber  Sponge,  Closed  Cell,  Firm  *  1  Jon  85.  . . . . . 

Silicone  Rubber,  1000  PSI  (6.9  Mpa)  Tensile  Strength  45-55  *  Jul  76 . 

Silicone  Rubber,  General  Purpose,  45-55  -  15  Jun  75 . . . . . . . 

Silicone  Rubber,  1000  PSI  (6.9  Mpa),  Tensile  Strength  55-65  -  Jul  76 . . . . 

Silicone  Rubber,  General  Purpose,  65  75  -  15  Jun  75  . . . 

Silicone  Rubber,  General  Purpose,  75-85  -  15  Jun  75 . . . . . . . . 

Silicone,  Rubber,  General  Purpose,  35  45  -  15  Jun  75 . . . . . 

Silver  •  Copper  •  Codium  -  Nickel  Alloy............... . . . . . . . 

Silver  And  Silver  Alloy . . . . . . . . . . . 

Silver  Nitrate  Applicators . . . . . . 

Silver  Plating  Copper  Strike,  Low  Bake  -  1  Oct  83 . . . . . . . . 

Silver  Plating,  Electrodeposited,  General  Requirements  for . . . . 

Silver  Recovery  Units,  Electrolytic . . . 

Silver-gelatin,  Microfilm  Of  Documents,  First  Generation,  Practice  For  Operational 
Procedures/  Inspection  &  Quality  Control  Of  *  24  Jon  1983 
Silver,  Brazing  Filler  Metal,  54AG  -  40CU  -  5.0ZN  -  1.0NI  1325  •  1575  F  Melt. 
Range  *  1  Jun  74 

Silver,  Bracing  Alloy  60AG  -  30CU  -  10SN  •  15  Mar  66..,., . , . . . . . . 

Silver,  Brazing  Alloy  63AG  -  28.5CU  -  6.0SN  -  2.5NI  -  15  Mar  66  .......................... 

Simethicone  Tablets,  N.f . . . . . . . . . . . . 

Simmons  Citrate  Agar,  Dehydrated . . . ............................ . . . 

Simple  Moil  Transfer  Protocol  . . . . . . . 

Simulant  Agent,  BG-1  . . . .  . . . . . . . 

Simulator  Own  Ship  S  Motion  (Osmos)  (Novel  Shipboard)  . . . . . 

Simulator  Projectile  Airburst  (Liquid  Cherr.icol  Agent)  L1A2  (SPAl). . . 

Simulator,  Antenna  Position,  SM-154(  )1MPQ-4A ..... . . . . . 

Simulator,  Arrhythmia,ecg  . . . . . . . . . 

Simulator,  Arrhylhmio.electrocardigrcm  . . . . . . . 

Simulator,  Atomic  Explosion,  M)42  Forts  For  And  looding.  Assembling  And  Packing 
Simulator,  Booby  Trcp,  Flash  M117  Ports  for  And  Leading,  Assembling  And 
Packaging 

Simulator,  Booby  Trap,  Illuminating  Ml  18,  Parts  For,  And  loading,  Assembling  And 
Pecking 

Simulator,  Booby  Trap,  Whistling,  Ml  19,  Pcrts  For  Ar.d  Looding,  Assembhng,  And 
Packing 

Simulator,  Detector  Tickets,  Chcmiccl  Agent,  Training,  M256  . . . . . . 

Simulator,  Flash  Artillery  Parts,  And  lood.'ng,  Assembling  And  Packing...... . . 

Simulator,  flash.  Artillery,  M21,  Performance  Specification  For . . . 

Simulator,  Hand  Grenade,  M116A1  Ports  For,  And  Loading,  Assembling  And 
Pocking 

Simulator,  lounching,  Anti  -  Tank,  Guided  Missile  &  Rocket,  M22  Performance 
Specification  For 

Simulator,  Launcher  And  Missile  Mork  6  Mod  2  . . . . . .  . . 

Simulator,  Potient . . . . . . . . . . . . 

Simulator,  Projectile,  Ground  Burst,  MI15A2  Parts  For  And  Looding, -Assembling  /nd 
Pocking 

Simulator,  Projectile,  Airburst,  Liquid  (Spol)  Mil  . . . . . . . . 

Simulator,  Projectile,  Air  Burst,  M74A1  Ports  For  And  Looding,  Assembling  And 
Pocking 

Simulator,  Rodor  Signal  SM-697/UPQ-5  . . . . . . . . 

Simulator,  Recognition  Signal,  $M-140(  )/TPX  . . . . . . . . . 

Simula  tor.  Selector,  Bomb-rocket  Dispenser  SMU-75/A . . . . . 

Simulator,  Switch  Box,  8omb  And  Rocket  Dispenser  SMEJ*64/A  . . . . . 

Simulator,  Target  Kill,  Ports  For  And  Looding,  Assembling  And  Pocking  . . . . 

Simulator,  Target  10558244, . . . . . . . . . . 

Smcoiidc  For  Injection  . . . . . . . . . . . . . . 

Single  &  Mujliilevei  Continuous  Sampling  Procedures  8.  Tobies  For  Inspection  3y 
Attributes  (Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of 
DARCOM,  DRCDEO)  (ABCA  340) 

Single  And  Multilevel  Continuous  Sampling  Procedures  And  Tables  For  Inspection  By 
Attributes 

Single  And  Multi  level  Continuous  Sampling  Procedures  And  Tobies  For  Inspection 
By  Attributes  Functional  Curves  Of  The  Continuous  Sampling  PJons 


Single  Filament  Materials,  High  Modulus,  Tensile  Strength  &  Young  5  Modulus  For  - 
28  Feb  75  (Reopprovcd  1982) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-S-230C 

NOTICE  1 

6810 

EA 

06  Mor 

89 

EA 

os 

Q 

MIL-S-8660C  (1) 

6850 

AS 

01  Apr 

87 

MR 

AS 

20 

Q 

MIL-5 -81087C  (!) 

9150 

AS 

29  Jun 

84 

ME 

AS 

20 

L 

ABC-STD-56 

ISDN 

SH 

07  Nov 

72 

AMS  3320F-84 

9320 

AS 

22  Apr 

85 

MR 

AS 

20 

AMS  31938*85 

9320 

AS 

03  Jul 

85 

MR 

AS 

20 

AMS  31948-85 

9320 

AS 

03  Jul 

85 

MR 

AS 

20 

AMS  31950-85 

9320 

AS 

03  Jul 

85 

MR 

AS 

20 

AMS  3196D-85 

9320 

AS 

03  Jul 

85 

MR 

AS 

20 

AMS  3345C-76 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  3302E-75 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  3346C-76 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  3304E-75 

9320 

AS 

15  Jut 

82 

MR 

AS 

20 

AMS  3305F-75 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  330IE-75 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

l 

MIL-S-22215A 

9535 

AS 

17  May 

68 

AS 

MIL-S-132828 

9545 

MR 

13  Jul 

73 

MR 

AS 

99 

l 

MIL-S-37465 

6505 

DM 

13  May 

76 

DM 

AMS  2412F-83 

MFFP 

MR 

23  Dec 

85 

MR 

AS 

20 

QQ-S-365D 

MFFP 

/MR 

03  Jun 

85 

MR 

SH 

L 

Mlt-S-24530 

4940 

SH 

03  Mor 

76 

SH 

ANSI,  AIIM  MS23-83 

EDRS 

16 

02  Jun 

86 

ER 

AS 

16 

AMS  4772D-74 

3439 

AS 

15  Jul 

75 

MR 

AS 

23 

AMS  4773A-66 

3439 

AS 

29  Jon 

71 

MR 

AS 

11 

AMS  4774A-66 

3439 

AS 

29  Jon 

71 

MR 

AS 

11 

U-M-210A 

6505 

'DM 

09  Apr 

76 

MD 

MS 

03 

MIL-S-36113A 

6505 

DM 

11  Jul 

72 

MD 

MS 

03 

MIL-STD-1781 

IPSC 

DC 

10  Moy 

84 

CR 

OM  90  DC 

L 

MII-S-50C038 

1380 

EA 

04  Moy 

84 

EA 

L 

MIL-S-23821A 

6930 

SH 

20  Sep 

65 

SH 

Q-STO-446  (2) 

ISOA 

AM 

22  Apr 

85 

L 

MIL-S-55226A 

6625 

CR 

14  Moy 

86 

CR 

NOTICE  1 
a-A-51225 

6910 

/MB 

09  Dec 

85 

MD 

MS 

03 

A-A-53813 

6910 

MB 

31  Jan 

89 

MD 

MS 

03 

l 

MIL-S-46528E  \\) 

1370 

AR 

26  Nov 

74 

AR 

L 

M!l>$.1052IK 

1370 

Aft 

04  Jan 

83 

AR 

l 

Mll-S-'0555H  (1) 

1370 

AR 

06  Oct 

81 

AR 

L 

MIL-S-10522K  (1) 
NOTICE  1 

1370 

AR 

13  Oct 

88 

AR 

L 

MIL-S-5I4b2A  (3) 

6910 

EA 

21  Oct 

87 

EA 

L 

MIL-S-20441C 

NOTICE  1 

1370 

AR 

15  Moy 

87 

AR 

l 

MIL-S-634330 

1370 

AR 

20  Jon 

89 

AR 

l 

MIL-S-10057H  (1) 

1370 

AR 

26  Moy 

88 

AR 

l 

MIL-S-63523A 

1370 

AR 

20  Sep 

85 

AR 

L 

Mll-S-81127 

MISC 

OS 

12  Aug 

64 

OS 

A-A-51792 

6515 

MB 

31  Aug 

87 

MD 

MS 

03 

l 

MII-S-10058M  (1) 

1370 

AR 

29  Nov 

85 

AR 

MIL-S-51528 

1370 

EA 

09  Moy 

88 

L 

MIL-S-20517H 

1370 

AR 

04  Jan 

84 

AR 

L 

Mll-S-81977 

NOTICE  1 

6625 

AS 

21  Mar 

88 

AS 

L 

MIL-S-55160 

5895 

CR 

01  Feb 

62 

CR 

L 

Mll-S-38975  (4) 
NOTICE  1 

1190 

79 

18  Nov 

71 

79 

L 

Mlt-S-38981  (2) 
NOTICE  1 

1190 

79 

18  Sop 

70 

79 

L 

Mll-S-70536 

1370 

AR 

05  Moy 

86 

AR 

l 

MIL-S-50347  (2) 

4931 

AR 

30  Apr 

82 

AR 

A-A-51 122 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

Q-STD-340  (2) 

ISDA 

AM 

03  Sep 

82 

L  MIL-STD-1235C 

QClC 

AR 

15  Mor 

88 

AR 

OS  23 

l  MIL-STD-1235A 

MISC 

AR 

28  Jun 

74 

AR 

PART  1 

NOTICE  1 

10  MAR  1979 

ASTM  D3379-75E 

9420 

MR 

30  Nov 

79 

MR 

99 

650 


ALPHABETICAL  LISTING 


TITLE 


Single  Frequency  Approoches  (Edition  2)  Requests  Other  Thun  000  Musi  Be 
Referred  To  HQUSAF/XOXX(ISO),  Wash,,  D,  C.,  20330-5058 
Single  Number  Noise  Reduction  Of  Henring  Protectors  (Req  For  Issueother  Than 
OOD  Must  Be  Sent  Via:  HQ  USAF/XOXX  (ISO)  Wash,  0c  20330-5058 

Single  Strike  Typewriter  Ribbons . . . . . . . . . . . 

Sink  (Naval  Shipboard  Use),.. . . . . . . . . . . . 

Sink  Service  Unit,  Clinical  laboratory....^. . . . . . . . . . . 

Sink  Unit,  Surgical  Scrub  And  Utensil,  Hospital,  Field  . . . . . . . . . 

Sink,  CEnicol  Laboratory,  Lightweight.... . . . . . . . . . 

Sink,  Photographic  Processing,  Temperature  Controlled  . . . . . 

Sink,  PvSotogrophic  Processing,  And  Smk,  Llthogrophic  Processing . . . 

Sink,  Sanitizing  (Submarine  Service)  . . . . . . . 

Sink,  Service,  Naval  Shipboard  . . . . 

Sinks,  Scullery  Service,  And  Oroinboords . . . . ...» . 

Sintered  Shapes  -  Tungsten  Alloy,  High  Density  »  15  Jan  76 . . . . . . 

Siren,  Electric  Motor  Operated,  Vehicular . . . . . . . . . . . 

Siren,  Electric,  2  T05  HP . . . 

Siren,  Electronic . . . . . . . . . . 

Site  Survey  &  Facility  Design  Handbook  For  Satellite  Earth  Stations . . . 

Site  Survey  Handbook  For  Communications  Facilities............ . . . . . 

Six-output  Switching  Power  Supply  . . . . . . . . 

Sixteen  Bit  Conputer  Instruction  Set  Architecture  •  Chg.  1  Dfd  25  Fef  86  (  Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/X/XX  (ISO)  Wash  OC 
20330-5058 

Sixteen-bit  Computer  Instruction  Set  Architecture............................... . . . 

Size  Morking  For  Operational  Footwear  (Ed.  1W/AMDS.  1-4)  (Rel  To  Other  Than 
DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21  Wash  D.c.  20360) 

Sizes  &  Positions  Of  Starter  Battery  Terminal  Posts  For  Wheeled  Tactical  Vehicles  • 
Part  2  W/omend  1 

Sizes  For  Laboratory  Glassware  •  74. . . . . . . . . . . 

Skeleton,  Human  . . . . . . . . . . . . . 

Sketching  Board,  With  Waterproof  Cover,  Tripod  Mounting . . . . . . 

Sketchmosfer,  Vertical,  With  Case . . . . . . 

Ski,  Military,  All  Rain....... . . . . . . . . 

Skid  Bose,  Wood,  For  Unitization  Of  Boxed  Ammunition  . . . . 

Skid  Components,  Aluminum,  Reusable . . . . . . . . . . 

Skid,  Bomb.  Aero  12B . . . . . . . . . . . . . . . . . . . 

Skid,  launching,  Demolition  Charge,  M3  Parts  And  Assembly  . . . . . 

Skids,  Wood  Export . . . . . . . . . . . . . 

Skids,  Wood  Export . . . . . . . . . . . . . 

Skids,  Wood  For  Export.. . . . . . . . 

Skids,  Wood  With  Cops . . . . . . . . 

Skimmer,  Kitcen . .  . . . . . . . . . 

Skimmer,  Kitchen . . . . . 

Skin  Closure,  Adhesive,  Surgical,  Porous  . . . . . . . 

Skin  Protective  Compounds,  Chemical  Barrier.—. . . . . . . . . 

Skin  Protective  Compounds  . . . . . . . . . . ............ 

Skirt,  Control  Knob  {/  .g)............ . . . . . . . . . 

Skirt,  Womon  S  Dress  (CG)  . . . . . . . . . . 

Skirt,  Womon  S  Maternity... . . . . . . . . . . . 

Skirt,  Womon  $  Polycster/cotton  (CG) . . . . . . . . . . 

Skirt,  Woman  S,  Blue,  Dress  . . . . — . . . . . . . . . . . 

Skirt,  Womon  S,  Classic  Design,  Polyester/woo! . . .  . . . . . . . . 

Skirt,  Womon  5,  Summer,  Warp  Knit  . . . . . . . . ....... 

Skirt,  Women  S,  Service,  White  . . . . . . . . .......... 

Skirl,  Woman  S,  Wool,  Field . . . .  . . . ............... 

Skirt,  Womans,  Belted  . . . . . . . . . 

Skirl,  Women  S,  Evening  Dress,  U,  S,  Marine  Bond  (Musician  S) .............................. 

Skirt,  Women  S,  Summer . . . . . . . . .................... 

Skirt,  Women  S,  Woof,  And  POLYESTER/WOOL . . . . 

Skirt,  Womens,  Evening  &  Mess  Dress . . . . . . . . .......... 

Skirt,  Womens,  Wool,  Polyester/wool . . . . . . . . . . 

Skirts,  Womon  S,  Blue . . . . . . . . . . 

Slab  Zinc  (Spelter),  Chemical  Analysis  Of  *  15  Dec  1977  . . . . . 

Slock,  Utility,  Womens,  Denim  . . . . . . ............ 

Stock,  Womon  S  Maternity  . . . . .  . . . . . 

Slock,  Women  S„„ . . . . . . . . 

Slock,  Women  S,  Cfoss'c  Design,  Polyester  Wool  . . .  . 

Slacks,  Utility,  Woman.s  (Durable  Press)  . . . . . . 

Slacks,  Utility,  Women  S,  Cotton,  OG-107  . . . . . . 

Slocks,  Utility,  Women  S,  WooVField . . . . . . 

Slocks,  Woman  S,  Double  Knit  (CG) . — . .  — .... ............ ...» 

Slocks  Womon  S,  Undress  (CG) ... . . . . . . . . 

Slocks,  Woman*!,  Maternity  Work  Uniform  . . . . . . 

SfacKS,  Women's,  Belted., ......  ............  „  . . ... ... 

Slacks,  Women’ss  Hospital  Duty  On.form  (Hdu) ............  . . . , 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-3642  (4) 

ISDF 

06 

27  Sep 

87 

AIR-STD-61/48 

DIST  STMT  C 

ISDF 

06 

30  Jol 

86 

A-A-416A 

7510 

i 

09  Nov 

86 

L 

MIL-S-2041A  (1) 

4510 

SH 

21  Mor 

66 

SH 

Mll-S-37505 

6545 

MB 

09  Jan 

89 

MD 

MS 

03  DM 

MIL'S  *37321 

6545 

DM 

05  Dec 

75 

MD 

MS 

03 

Mll-S-37721 

NOTICE  1 

6545 

MB 

09  Jon 

89 

MD 

MS 

03 

MIL-S-1356SD 

6740 

ME 

17  Moy 

77 

me 

MIL-S-12781C 

•3610 

ME 

11  Dec 

79 

ME 

SA 

99 

L 

MIL-S-23566A  (2) 

4510 

SA 

22  Apr 

69 

SA 

L 

MIL-S-21438  (1) 

4510 

SH 

31  Mar 

69 

SH 

MIL-S-19114D 

4510 

YD 

02  Mor 

87 

YD 

99 

AMS  7725A-76 

9540 

20 

25  Mor 

77 

MR 

AS 

20 

MIL-S-3485D 

6350 

ME 

21  Aug 

84 

me 

99 

MIL-S-503B 

6350 

82 

28  Apr 

88 

YD 

99 

A-A-50796 

6350 

82 

05  Moy 

82 

99 

MIL-HDBK  412 

SLHC 

sc 

20  Moy 

81 

SC 

EC 

90 

MIL-HDBK  420 

SLHC 

sc 

20  Mar 

87 

SC 

EC 

90 

A-A-50759 

6130 

82 

15  May 

86 

ER 

AS 

99 

AIR-STD.50/3A 

CHG  1 

ISDP 

06 

25  Nov 

85 

i 

MIL-STD'1750A 

IPSC 

11 

26  Feb 

88 

11 

NAT-STD-2339  (4) 

ISDA 

AM 

17  May 

{.<1 

NAT-STD-4015/2 

NAT 

ISDA 

AM 

11  Mor 

65 

SAM  A  IA2.1B-78 

6640 

EA 

01  Moy 

78 

EA 

MS 

99 

A-A-53594 

6910 

/MB 

22  Jul 

88 

MD 

MS 

03 

MII-S-3720E 

6675 

ME 

02  Dec 

86 

ME 

99 

i 

MIL-S-101450 

6675 

ME 

15  Aug 

78 

ME 

MIL'S -44300 

8465 

GL 

08  Oei 

87 

GL 

NU 

99 

L 

MIL-S-50786F 

13GP 

Al 

31  Jon 

85 

Al 

L 

MIL-S-99688 

3990 

IP 

07  Dec 

84 

IP 

L 

Mll'S'7759 

1740 

AS 

20  Oct 

51 

AS 

l 

MIL-S-46631C  (2) 

1375 

AR 

20  Moy 

66 

AR 

A-A-1637 

3990 

x 

10  Oct 

80 

A-A'1639 

3990 

X 

10  Oct 

80 

A'A-879 

3990 

t 

07  Apr 

81 

PPP.S'1853 

3990 

•GL 

10  Dec 

74 

GL 

SA 

99 

A-A-1072 

7330 

X 

29  Jul 

80 

RR-S-4108 

7330 

*GL 

21  Aug 

74 

GL 

SA 

99 

MIL-S-37164 

6510 

DM 

03  Jon 

75 

MD 

MS 

03 

A-A-50169 

6850 

GL 

26  Jol 

88 

GL 

P-S'41 1A 

6850 

/GL 

01  Moy 

67 

GL 

MS 

68 

MS-25164E 

5355 

AS 

2 4  Nov 

64 

AS 

11 

L 

MIL-S-870O5C 

8410 

NU 

03  Aug 

88 

NU 

L 

MIL-S.29376A 

NOTICE  1 

8410 

MC 

01  Jen 

88 

MC 

L 

MIL'S -87006A 

8410 

NU 

08  Sep 

82 

NU 

L 

MIL-S-29122D 

8410 

NU 

18  Oct 

88 

NU 

L 

MII-S-44102A  (1) 

8410 

GL 

29  Dec 

86 

GL 

i 

Mll-S'43996 

8410 

GL 

27  Jun 

79 

GL 

l 

MIL-S-29120A 

8410 

NU 

31  Dec 

75 

NU 

l 

MIL-S'43488C 

8410 

GL 

20  Moy 

88 

GL 

L 

MIL'S -87053C 

8410 

NU 

08  Aug 

88 

NU 

i 

MIL-S-29394A 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

MIL'S'43602B 

8410 

GL 

06  Feb 

78 

GL 

NU 

11 

* 

MIL'S -4012SE 

8410 

GL 

22  Sep 

81 

GL 

MII-S-B21263 

NOTICE  1 

8410 

MC 

23  Oct 

87 

MC 

L 

MH.S-21087F  (2) 

8410 

MC 

03  Jon 

85 

MC 

t 

MIL-S-83234C 

8410 

11 

01  Jon 

88 

11 

ASTM  E40-77 

NOTICE  1 

6810 

EA 

27  May 

88 

EA 

SH 

68 

i 

MII-S-87063A 

8410 

SA 

11  Jun 

84 

SA 

i 

MIL-S-29377A 

NvTiCc  » 

8410 

MC 

27  Moy 

83 

MC 

i 

MIL-S-29364C 

8410 

MC 

Oi  Sep 

85 

MC 

i 

Mll'S'44092B 

8410 

GL 

0*  Apr 

87 

GL 

i 

MIL'S'87171  (1) 
NOTICE  1 

8410 

11 

3J  Sep 

88 

11 

l 

MIL'5'435240 

8410 

GL 

21  Mor 

78 

GL 

MII-S-43526C 

8410 

CL 

29  Dee 

83 

GL 

11 

L 

Mll'S'87012C 

8410 

NU 

02  Aug 

88 

NU 

l 

Mll'S-87013D 

8410 

NU 

03  Aug 

88 

NU 

MIL'S'441 10A 

8410 

GL 

21  Apr 

87 

GL 

11 

i 

MII-S-87054C 

8410 

NU 

29  Sep 

83 

MU 

MILS-.I4292 

8410 

GL 

30  Jon 

87 

GL 

11 

651 


ALPHABETICAL  LISTING 


TIRE 

Slocks,  Women! ^Musicians  . . . ... . . . ... 

Slacks,  Womens . . . . . . . . . . . . . 

Stocks,  Womens . . . . . . . . . . . . . 

Stag,  Stone  &  Grovel,  Crushed  for  Bituminous  Paving  Mixtures  . . . . . 

Sled,  Scow  j,  Type,  Plastic  . . . . . . . . . 

Sled,  Submarine  Pipeline,  Launching,  And  Assembly,  Tcrminot,  Submarine  Pipeline  .... 

Steeping  Bag  System,  For  Extreme  Cold  Weather  (ECWSS) . . . . . . . 

Steeping  Bog-container,  Parachute  Bailout  SRU*  15/P ...... . . . . . . 

Sleeping  Bog,  Arctic  Survival,  Containerized,  Pressure  Vacuum  Pocked . . 

Steeping  Bag,  Cold  Weather  Aircraft  Survivolkit  (Vacuum  Packed)  . . . . 

Sleeping  Bag,  Extreme  Cold  Weather  Sleeping  System  (ECWSS) . . . . . 

Sleeping  Bag,  Extreme  Cold  Weather  (Down  And  Polyester  Batting  . . . 

Steeping  Bag,  Intermediate  Cold,  Synthetic  Filled..... . . . . . . . 

Sleeve  (Grommet),  Hard  Seat,  Reduced  Head,  Swaged,  Countersunk,  Panel  Fastener 
Sleeve  (Grommet),  Hard  Seat,  Tension  Head,  Swaged,  Countersunk,  Panel  Fastener 

Sleeve  »  Type  MA*2,  Flight  Pressure  Refueling,  Reception  Coupling . . 

Sleeve  And  Grain  Assembly . . . . . . 

Sleeve  And  Grain  Assembly  (CKU-2/A  Rocket  Catapult  . . . . 

Sleeve  Assembly  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  Cmdr,  U.S. 

Army  Chemical  Research,  Development  And  Engineering  Center,  ATTN: 
SMCCR-SPT-S,  Aberdeen  Proving  Ground,  MD  21010*5423 

Sleeve  Bolt . . . . . . . . . . . . . 

Sleeve,  Bayonet,  Series  C  Connectors . . . . . 

Sleeve,  Circle  Bond  (Silicone  . . . . . . . . . . . . . . . 

Sleeve,  Clinch,  Tube  Fitting,  Flareless  Type,  Hydroulic  . . . . . . . . . 

Sleeve,  Compression,  Tube  Fitting,  3 7  Degrees  Flared . . . 

Sleeve,  Compression,  Tube&hose  Fitting&automotive  Air  Brake  Hose  Adopter.. . 

Sleeve,  Coupling,  Pori  Of  Series  C  Connectors . . . . . . . 

Sleeve,  Coupling,  Ffareless . . . . . . 

Sleeve,  Encosement,  Nylon,  Knitted  . . . . . . . . . . . 

Sleeve,  Fastener,  Grooved,  100  Deg.  Flush  Head,  1/32  Oversize . . . . . 

Sleeve,  Fostener,  Grooved,  Protruding  Head  Sheer  And  Tension,  1/32  Oversize  . 

Sleeve,  Fostener,  Grooved,  100  Deg.  Flush  Head,  1/64  Oversize . 

Sleeve,  Filter  Element,  Water  Purification  Units . . . 

Sleeve,  Flared  Tube  Fitting . . . . . . . . . . . . . 

Sleeve,  Hose  Assembly,  Fire  Protection  *  1  Apr  1984  . . . . . 

Sfeeve,  Hose  Assembly,  Heat  Shrinkable  -  Jun  68  W/dod  Exceptions . 

Sleeve,  Hose  Coupling . . . . . . . 

Sfeeve,  Hose  Coupling . . . . . . . . . . . 

Sleeve,  Locking... . . . . . . . . . 

Sleeve,  Plastic,  Histopathological  Specimen  . . . . . . 

Sleeve,  Sealing,  Crimp  Slice,  Transparent,  Heat  Shrinkable,  High  Temperature 
Altitude  Immersion  Seol 

Sleeve,  Serving  (Inactive  8-15-66)  . . . . . . 

Sleeve,  Strain  Relief,  Heat  Shrinkable  . . . . . . . . . . . 

Sfeeve,  Support,  Antenna,  External  Thread  (Asg) . . . . . . . 

Sleeve,  Support,  Antenna,  Internal  Thread  (Asg) . . . . 

Sleeve,  Swaging  Wire  Rope.. . . . . . . . . 

Sleeve,  Swivel-piloted  O-ring,  Tube  Connection,  Brazing,  Ams  5645  (Asg) . . . . 

Sleeve,  Swivel  piloted  O-ring  Tube  Connection,  Brazing,  Ams  5646 . 

Sleeve,  Termination,  Electrical,  Low  Temperature,  Fluxed  Solder  Preform,  Heat 
Shrinkoble 

Sleeve,  Termination,  Electrical,  Fluxed  Solder  Perform,  Environment  Resistant,  Heat 
Shrinkoble 

Sfeeve,  Wire  Splicing,  Single  Tube,  General  Specification  For . . . . . . 

Sleeves,  Compression,  Tube  Hose  Filting  Sofety  Sleeve  Type  (Inactive  Use  MS 
51825) 

Sleeves,  Fostener,  Grooved,  100  Deg.  Flush  Full  Head,  Tension,  1/64  Oversize  . . 

Sleeves,  Fastened,  Grooved,  Design  And  Usage  Limitations  For  . . . . . . 

Sleeves,  Fastener,  Grooved,  100  Deg.  Flush  Reduced  Head,  Shear,  1/32  Oversize.... 
Sleeves,  Fastener,  Grooved,  Protruding  Head,  Shear  And  Tension,  1/64  Oversize  .... 
Sleeves,  Fastener,  Grooved,  100  Deg.  Flush  Reduced  Head,  Shear,  1/64  Oversize.... 

Sleeves,  Fostener,  Grooved,  100  Deg.  Flush  Full  Heed,  Tension,  1/32  Oversize . . 

Sleeves,  Fastener,  General  Specification  For . . . . . . . . . . 

Sleeving,  For  Identification  Marking,  Heal  Shrinkoble,  General  Specification  For . 

Sleeving,  for  Identification  Marking  Heat:Shrinkab!e,  Polyolefin,  Flexible . . . . 

for  ldfnt?^cc,'0'*'McrkIr5.  Hcct  Sh/?~kcb!?,Pc!yY.","y!"da  Ffucrida,  flexible 

Sleeving,  Textile,  Braided,  Polyamide . . . . . . 

Slicing  Machine,  Bun . . . . . . . . . . 

Slicing  Machine,  Bun  . . . . . . . . . . . 

Slide  Assembly,  Equipment . . . . ............... . . . . . . . . 

Slide  Bar,  Parachute  Harness,  Quick  Fit-Elector  Snap  (Asg)  . . . . 

Slide  Fostener  Units,  Laced  Boots.... . . . . . . . . 

Slide  Microscope  (Plain,  Frosted  End) . . . . . . . . 

Slide,  Microscope,  Boerner  Test...... . . . . . . . . . . 

Slide,  Microscope,  (Frosted  End,  8eve!ed  Edge) . . . . . 

Slide,  Microscope......... . . . . . . . 

Slide/  Microscope.......... . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITIE 

Slider  Assembly  For  Armament  Subsystem,  Helicopter,  20MM,  M97E1-&  M97E2 . . 

Sling  Assembly,  Head  Handling,  762MM,  Rocket  XM6- . . . . 

Sling  Assembly,  Vehicle  Lifting  . . . . . . . . . . . 

Sling  Assembly,  Flaking  Box,  lifting . . . . . . . . . . . . . . 

Sling  Assembly,  Flaking  Box,  lifting  6  Inch  Hoselino  . . . . . . . . . 

Sling  System,  Helicopter  External  Cargo,  40,000  Pound  Capacity . . 

Sling,  Aircraft,  Generol  Specification  For . . .  . . . . 

Sling,  Bog  And  Case  Carrying,  ST-33. . . . . . 

Sling,  Bag  And  Case  Carrying,  Communications  Equipment . . . . . . . 

Sling,  Bag  And  Case  Carrying,  ST-35............ . . . . . . . . 

Sling,  Beam  Type,  H426A . . . . . . . . . 

Sling,  Cargo,  Net,  Nylon  Webbing  . . . . . . . . . 

Sling,  Cargo,  Paulin . . . . . . . . . . . . 

Sling,  Carrying,  Bog  And  Case..... . .  . . . . . . . . . . . 

Sling,  Endless,  Wire  Rope  (Grommet  Type) . . . . . . . . 

Sling,  Engine  And  Transmission,  Motor  Vehicle  (Mechanical  Tilting  . . . 

Sling,  Flagstoff.  leather,  White,  With  Brass  Socket . . . . . . . . . 

Sling,  Flagstaff . . . . . . . . .  . . . . . 

Sling,  Head  . . . . . . . . . . . . . . . 

Sting,  Head  . . . . . . . . . . . . . 

Sling,  Multiple  leg,  Vehicle  (Shipboard  Loading). . . . 

Sling,  Multiple  leg,  5/8  Inch  BV6  Foot  Chain,  With  Special  Hooks  &  Ring. . 

Sling,  Multiple  leg  (Chain)..,.. . . . . . . . . . . . . 

Sling,  Pallet  . . . . . . . . . . . . . . . . . 

Sling,  Survivor  S  Rescue . . . . . . . . . . . . . . . 

Sling,  Sword,  Shoulder.  Nylon  Webbing,  White  Nylon  Sword  Sling  . . 

Sling,  Universal,  Individual  load  Carrying....... . . . . . . . . . . . . 

Slinging  &  Tiedown  Provisions  For  lifting  &  Tying  Down  Military  Equipment  . 

Slinging  &  Tiedown  Provisions  For  lifting  &  Tying  Down  Military  Equipment 
(Release  To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of  DARCOM, 
u  1) 

Slings,  N-^rgo  Net  (Nylon  Or  Manila)  . . . . . . . . . 

Slings,  Endless,  Fiber  Rope  And  Nylon  Webbing  . . . . . . . . 

Slings,  Multiple  Leg,  And  Chain  Assembly,  Single  Leg,  For  Medium  Ccbleway  . 

Slings,  Top-lift,  Family  Of  Slings  . ..... . . . . . . . 

Slip  Ring  Assembly  Mark  7  Mod  0  (Gun  Fire  Control  System  Mark  68) . . . . 

Slip  Ring  Assembly . . . . . . . . 

Slip,  Tent  line  . . . . . . . 

Slippers,  Convalescent  Patients.. . . . . . . . . . . . 

Slippers.  Convalescent  Patients,  Polyurethane  Foam,  Disposable  . . . 

Slotted  Metol  Framing,  Angles  And  Panels . . . . 

Slotted  Templote,  Radiol  Arm,  Photogrammetric  Set  Validated  Dec  1975  . . 

Slotting  Tool,  Commutator,  Hond,  And  SlotterAnd  Scroper,  Commutator,  Hand........ 

Smoll  Arms  Ammunition  (9  Mm  Parobellum)  (Edition  No  2)........ . . . 

Small  Arms  Ammunition  (7.62MM)  Release  To  Other  Than  DOD  Agencies  Requires 
Prior  Approval  Of  HO,  DARCOM,  ORCIRD 
Smoll  Arms  Ammunition  (7.62  Mm)  (Edition  No.  3)  (Release  To  Other  Than  Dod* 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Smallpox  Vaccine,  Usp  Freeze  Dried,  For  Jet  Gun . . . . . . . . . 

Smallpox  Voccine,  U.s.p.  . . . . . . . . . . . 

Smock,  Dental  Operating . . . . . . . . . . 

Smock,  Food  Inspector  S . . . . . . 

Smock,  Generol  Purpose  . . . . . . „ . . . . . 

Smock,  Man  S,  Generol  Purpose . . . . . . . . . . . 

Smock,  Medical  Assistcn!  S,  Man  S,  White,  Cotton-polyester,. Durable  Press  . . 

Smock,  Physician  S,  Mon  S,  White,  Cotton-polyester,  Durable  Press,... . . . 

Smoke  Pot,  Floating,  SGF2,  AN-M7A);  Components  For  . . . . . . . 

Smoke  Pot,  f  looting,  SGF2,  AN-M7A1  . . . . . . . . 

Smoke  Pot,  HC,  30  Pound,  ABC-M5  Components  For  . . . . . . . 

Smoke  Pot,  HC,  30  Pound,  ABC-M5  . . . 

Smoke  Pot,  Oil,  SGF2,  M6  . . . . . . . . . . . . . 

Smoke  Pot,  30  Pound,  HC,  M5,  Components  For.................. . . . . 

Smoke  Pot,  30-POUND,  HC,  MS.. . . . . . 

Smoke,  Specific  Optical  Density  Cl,  Generated  By  Solid  Motcriols  For  Aerospace 
Applications,  Standard  Test  Method  For  •  28  Dec  1984 

Snap  Assembly  *  Parachute  Chest  Type  Pack  Connector  . . . . . 

Snop  Assembly  Poroclv;t£  Connect??.  lockifij^Type.., . . . . . 

Snap  Assembly,  Parachute  Static  i*nu  . . . . . 

Snap  Hook  •  Coiled  Spring,  Porcchute  Puick  Fir  . . . . . . 

Snap  Hook  •  Coiled  Spring,  Porcchute..,........,......,,.,.,.......,...,.,..,....,,,.,..,,,,,.,.,,,,., . . 

Sncp  Hook  *  Quick  C3fiftector,.Pcroc*»ut<^Korne»„.., . . . „ 

•Snap  Hook,  Cost  Body,  Fixed  loop  Eye  With  Rollef,  Flat  Spring  Closure,  Narrow 
Mouth 

Snap  Hook,  Cast  Body,  Fixed  loop  Eye  With  Roller,  FtaV  Spring  Oonre,  Wide 
Mouth 

Sr-op  Hook,  Co»l  8edy,  Fixed  Eye,  Sliding  Boll  „  . . . 

Snap  Hook,  Cost  Body,  Swivo!  Eye,  Sliding  Boll  Closure.,,.,,,..  . . . 
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NU 

99 

MIL-S-36293A 

6532 

DM 

12  Nov 

69 

MD  MS 

03 

MII-S-37080A 

6532 

DM 

08  Sep 

76 

MD 

MS 

03 

MIL.S-21041C 

7125 

84 

06  Jon 

75 

Gl 

YD 

99 

MIL'S'l  1039E 

6675 

ME 

02  Aug 

78 

ME 

99 

l 

MIL-S.17709C 

5110 

Gl 

28  Oct 

77 

Gl 

NAT-SID-409O  (}) 

ISDA 

AM 

11  Apr 

86 

Q-STD-123 

ISDA 

AM 

06  Mar 

81 

NAT'STD-2310  (2) 

iSDA 

AM 

13  Apr 

82 

l 

Mll-S'3782) 

6505 

DM 

25  Jul 

77 

DM 

MIL-S -37352A 

6505 

DM 

29  Od 

76 

MD  MS 

03 

MIL-S-36573B  (2) 

6532 

DM 

24  Mar 

75 

MD 

MS 

03 

l 

MIL-S-1820G 

8415 

Gl 

18  Dec 

86 

GL 

MII-S-2124J 

8415 

Gl 

31  One 

85 

GL 

NU 

99 

A-A-120 

8415 

-J 

20  Sep 

79 

MIL-S-0037951 

6532 

DM 

03  Feb 

84 

MD 

MS 

03  DM 

MIL-S'37442 

6532 

DM 

12  Nov 

76 

MO  MS 

03 

l 

MIL-S'51537 

1365 

EA 

16  Oct 

87 

EA 

MIL'S'512358  (1) 

1365 

EA 

26  Jon 

08 

EA 

OS 

L 

MIL-S003793C 

1365 

EA 

16  Jul 

81 

EA 

L 

M'l'S>0013183C 

1365 

EA 

20  May 

86 

EA 

MIL-S'l  1141F 

T365 

EA 

07  do 

69 

EA 

A3 

99 

MIL-S'37»3B 

1365 

EA 

16  Dec 

59 

EA 

OS 

Mll-S-131838  <1) 

1365 

EA 

27  May 

86 

EA 

cs 

99 

ASTM  Fftl 4-843 

9330 

MR 

14  Nov 

85 

MR 

MS-701 19A 

1670 

GL 

l.TDec 

74 

GL 

AS 

MS-701 17A 

1670 

GL 

06  Nov 

74 

GL 

AS 

99 

.V.S'705208 

1470 

GL 

39  Ap- 

84- 

Gi 

AS 

11 

MS-22043A 

1670 

82 

17  Ji/ 

75 

Gl 

AS 

99 

MS-22044B 

1670 

GL 

28  Dec 

83 

GL 

AS 

99 

MS-22042A 

1670 

82 

11  Apr 

75 

GL 

AS 

99 

MlL-S'43770/3 

5340 

GL 

12  fob 

83 

Gl 

YD 

99 

NOTICE  1 

MIL-S'43770/4 

5340 

GL 

12  Feb 

80 

GL 

YD 

99 

NOTICE  1 

MIL'S'43770/5 

5340 

GL 

!2  Feb 

88 

GL 

YD 

99 

NOTICE  ) 

Mll'S'43770/6 

334b 

Gl 

12  Feb 

88 

Gl 

YD 

99 

NOTICE  1 


055 


ALPHABETICAL  LISTING 


TITLE 

Snop  Hook,  Coil  Body,  fixed  Loop  Eye,  Trigger  Closure...... . . 

Snap  Hook,  Cost  Body,  Loop  Eye  Swivel  . . . . . 

5nap  Hook,  Cost  Body,  Round  Eye  Swivel . . . . 

Seep  Hook,  Cost  Body,  Fixed  loop  Eye  W/o  Roller,  flat  Spring  Closure,  Wide 
Mouth 

Snap  Hook,  Cost  Body,  Fixed  loop  Eye  W/o  Roller,  Tlot  Spring  Closure,  Light  Duly 

Snop  Hook,  Cast  8od;’,  Fixed  Round  Eye  W10  Roller,  flat  Spring  Closure 

Snop  Hook,  Ccst  Body,  Fixed  loop  Eye  W/o  Roller,  Flat  Spring  Closure,  Narrow 
Mouth 

Snop  Hook,  Cost  Body,  Open  Eye,  Sliding  Bolt  Closure  ,  ..... 

Snop  Hook,  Parachute  lonyard  . . . . . .  ..................... 

Snap  Hook,  Quick  Release....... . . . . ...c.......... ............ . . 

Snop  Hook,  Wire  Body,  Fixed  Loop  Eye,  Side  Retaining  Closure  . . . . . . 

Snop  Hook,  Wire  Body,  Fixed  Loop  Eye,  Flat  Spring  Closure,  With  Retainer . ..... 

Snop  Hooks  General  Specification  For...,. . . . . . . 

Snop  Link,  Mountain  Piton,  Locking  . . . . . . . . . . 

Snop,  Connector  «  Parachute  Chest  Type  Pock........ . . . . 

Snap,  parachute  Harness  fcjector . .  . . . . . . . . . . 

Snap,  Parachute  Harness  Quick  Fit  Ejector  . . . . . . . .............. 

SncpFmk,  Mountain,  P«ton  . . . . . . . . . .  ................ 

Snore,  tot,  Krause . . . .  . . . . . . . . . 

Snore,  Reftokrf rankcldt . . . . . . . 

Snare,  Tonsil,  Tyding  . . . . . . . ................................... 

Snow  Rcrnovol  Units,  Self  Propelled,  Diesel  Engine  Driven,  40  Tons  Per  Minutn 
Copoeity 

Snow  Remcvol  Unit,  Rotory,  Truck  Mounted,  Diesel  Engine  Driven,  1500  Tons  Per 
Hour  Capacity 

Snow  Removal. U.v'f,  Truck  Mounting  MXU*51t/E  High  Speed  Capacity 

Snow  Sweeper,  Towed,  Rotary,  Airbknt  . . . . . . . . 

Snowmobilesj  Gasoline  Engine  Driven,  Commcrciol . . . . . . 

Snowplow,  Railway,  Push,  Wedge  Type,  locomotive  Pilot  Mounted....... . ......... 

Snov/plow,  Truck  Mounting,  Power  Reversible  Blade  MXU»512/£  . . . . . 

Snowplow,  Truck  Mounted)  Displacement  Type,  36.COO  GVWR,  A  By  4 ...... 

Snowplow,  Truck  Mounted,  Underbody  MXX*513/S32U  . . . . . . . . 

Snowplow,  Truck  Mounting,  Rollover  MXU*5l4/6  . . 

Snowplow,  Vehicle  Mounting,  Straight  Blade,  Reversible,  V  Blade,  &  ftollove'  Blade.. 

Snc-wshoes,  Trail,  Magnesium  . . . . . . , . . . . . 

Soop  &  Socp  Product,  Sampling  &  Chemical  Analysis  Of,  Standard  Methods  For 
25  May  84 

Soap  And  Soop  Products  ((ndodmn  Synthetic  Detergents)  Scmp'ing  And  tosllng ...... 

So  op  Holder,  Disposable  . . . . . . . . . 

Socp,  Antimicrobial . . . . . . . . . —  .. 

Soop,  Antimicrobial  . . . . . . . . . . . . . . . . 

Soop,  Borax  (Powdered) . . . . . . . . . . . . 

Soap,  Borax  (Poweted) . . . - . . . . . . . 

Soap,  CMp  -  28  Noy  1974  . . . . . . . . . . . . 

Soop,  Floor,  liquid  And  Paste  . . . . . . . . . . 

Soop,  Grit  (Coke  Pumice  Soap) . . . . . . . . . 

Soop,  Grit  (Coke  Pumice  Seep)....,.... . . . . . . 

Soop,  Grit  (Paste  With  Mineral  Scrubber)...., . . . . . 

Socp,  Grit  (Pojto  With  Minerol  Scurbber,  And  Power  With  Vegetable  Scrub ber) ...... 

Soap,  l Q\indr/  (Neutral).,., . . . .  . . . — .. 

Soop,  Laundry  (Neutral  And  Built) . . . . . . .„ . . ........ 

Soop,  Laundry,  Bor  . . . . .  . . . . .  . . . 

Soap,  laundry.  Bor  . . .  . . . . . 

Soap,  Powdorcd  (Nono'koline  Soop  Powder) .  28  Nov  7 A 

Soap,  Saddle  (Leather  Goods)..,. . . . . .  .......................... 

Soop.  Scounng  vCcfce),..., . ........... . . . . . . . . — 

Soop,  Securing  (Cok«  Form).  And  Soap,  Seagoing,  Alkolirnr  (Powder  fotm) 

Soop,  Scrubbing,  AlkcW  (Powder).. . . . . . 

Soop,  Tiolet  (liquid  And  Poste)  . . .  . 

Soop,  Tlolal  (White  Floolina  Co'xo)  «...  ........ 

Soop,  Toilet  (?o»  Soft  And  tford  Wolrr  Use)  . . . . . . 

Soop  Toilet  'Milled  Coke).... . . . .  — ... 

Soopr  Toilet  (Powdered)  „  . . 

Soap,  Toilet  (For  Soft  And  Hard  Water  Use)  . . . . . 

Soapbox,  Plastic...,..—.... . . . . . . 

Sock,  Cotton  . . . . . .  .... ............... 

Sock,  Tlyers,  Anf/exposuro  CWUS7/P-.  . . . 

Sock,  Mon  5,  Nyfon  Antf  CaPon.  Ribbed,  Stretch  Type . . 

Sock Acrylic  Ny  Lon,  Ribbed,  btf»Hk  Typo  .. .  ........... 

Socket  •  Relay,  Electrical,  8  CON7AC?S,5  Amps  (Asg) 

Lock«|  (l*ad,  Electronic  Components)  (Type  lb,  So’der  Wire  Towel).,..,.,....,..,,,,...-.,., 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-S-43770/9 

5340 

GL 

~F~ 

88 

GL 

YD 

99 

NOTICE  1 

MH-S-43770/7 

5340 

GL 

12  Feb 

88 

GL 

YD 

99 

NOTICE  ) 

Mtl-S-43770-8 

5340 

Gl 

12  Feb 

88 

GL 

YD 

99 

NOTICE  1 

MU-S-43770/10 

5340 

GL 

12  Feb 

88 

GL 

YD 

99 

NOTICE  1 

Mll-S-43770/11 

5340 

GL 

12  Feb 

88 

GL 

YO 

99 

NOTICE  1 

Mll-$.43770')2A 

5340 

GL 

12  Feb 

88 

Gl 

YD 

99 

NOTICE  1 

MIL-S-43770/ 13 

5340 

Gl 

12  Feb 

88 

GL 

YD 

99 

NOTICE  1 

M1L-S-43770/I4 

5340 

GL 

12  Feb 

88 

\- 

YD 

NOTICE  1 

MS-27756 

1670 

82 

20  Jun 

69 

AS 

99 

MS-70099C 

5340 

GL 

IS  feb 

85 

GL 

AS 

MII-S-43770/2A 

5340 

Gl 

28  Jon 

77 

Gl 

YD 

99 

MIL-S-43770/ 1 A 

5340 

GL 

12  Feb 

88 

Gl. 

YD 

99 

NOTICE  1 

MIL-S-43770  (3) 

5340 

GL 

27  Jon 

77 

GL 

YO 

99 

SUPP  1 

A'A-50041 

8465 

GL 

21  Dec 

82 

GL 

NU 

99 

MS-70121C 

1670 

Gl 

30  Apr 

86 

Gl 

AS 

99 

MS-22017C 

1670 

AS 

21  May 

70 

GL 

AS 

99 

MS-22018C 

1670 

AS 

21  Mo, 

70 

GL 

AS 

99 

MIL-S-1478F 

3465 

GL 

31  Dec 

85 

GL 

NU 

99 

MIL-S-37057 

6515 

DM 

29  Apr 

74 

MD 

MS 

03 

MIL-S-37II8A 

6515 

DM 

27  Apr 

76 

MD 

MS 

03 

MIL-S  *36771 A 

6515 

DM 

19  Aug 

75 

MD 

MS 

03 

MIL-S- 1704IG 

3825 

YD 

29  Apr 

85 

ME 

YD 

99 

MIL-S-52699B 

3825 

ME 

30  Aug 

76 

ME 

MIL-S-83119 

3830 

84 

25  Oct 

68 

99 

M1L-S-0027I7U 

3825 

84 

10  Jan 

89 

99 

MIL-S -62352 

2340 

AT 

03  Feb 

83 

AT 

YD 

99 

MU-S-T2115A 

2230 

ME 

25  Npv 

74 

ME 

Mll-S-83120 

3830 

84 

25  Ocl 

68 

99 

MH-S-17794E 

3825 

YD 

10  Jun 

85 

ME 

YD 

MIL-S-C3121A 

3825 

84 

31  Jon 

89 

99 

MlL-S-83122 

3830 

84 

25  Ocl 

68 

99 

MU-S.52520A  (1) 

3830 

ME 

14  Feb 

74 

ME 

MIL-S-43272E 

8465 

Gl 

13  Aug 

84 

Gl 

NU 

99 

ASTM  0460-84 

6810 

EA 

22  Apr 

86 

EA 

68 

EEO-STO-536A 

7930 

•GL 

09  Moy 

75 

GL 

SH 

A-A-296 

4510 

/GS 

25  No, 

88 

P-S-6T9C 

6508 

t 

06  Aug 

79 

A'A-882 

5508 

J 

07  Feb 

80 

A*A*1543A 

8520 

•GL 

14  Mo y 

82 

GL 

99 

P-S-625E 

8520 

•GL 

23  Dec 

74 

GL 

99 

INI  AMD  (1) 

ASTM  D496-74R79 

7930 

Gl 

21  Aug 

79 

GL 

99 

P-S-560B 

7930 

% 

14  Mur 

75 

A-A-146 

8520 

t 

03  Jul 

79 

A-A-46A 

8520 

J 

27  Nov 

79 

A'A-43A 

8520 

1 

14  Apr 

80 

P-S-577C  (1) 

8520 

% 

23  Mcr 

77 

A'A-19'3 

7930 

t 

17  Aug 

84 

P-S-1792  0) 

/930 

•GL 

20  Jun 

75 

GL 

99 

A-A-I375A 

7930 

» 

07  Mo y 

SO 

PS-591H 

7930 

•Gl 

10  Feb 

76 

GL 

99 

INI  AMD  (l) 

ASTM  0498-74779 

7930 

GL 

21  Aug 

79 

GL 

99 

P-S609C  (1) 

7930 

*GL 

13  Moy 

73 

GL 

99 

A-A-45 

79S0 

1 

’6  Sep 

80 

F-S-571F  (1) 

7930 

•GL 

06  Aug 

73 

Gl 

99 

A-A-44 

7930 

t 

19  Sep 

79 

P-S-6247 

8520 

•GL 

23  Apr 

80 

GL 

99 

A.A.JQ 

8520 

J 

25  icp 

79 

A-A-51 

8520 

1 

04  Sep 

79 

A-A-48 

8520 

) 

21  Sep 

79 

A-A-50 

8520 

1 

15  Nov 

79 

P  S-617D  (1, 

8520 

/GL 

30  Dec 

7J 

O' 

99 

MILS-1491D 

8530 

Gl 

19  Aug 

77 

GL 

SA 

99 

A-A-114 

64-, 2 

1 

09  Nov 

79 

Mll-S-87212  IU 

8475 

82 

?l  Sep 

84 

GL 

99 

MIL-S-125.-9M 

8440 

Gl 

20  Sep 

84 

GL 

NU 

11 

M1L-S-24917 

8440 

NU 

09  Jon 

85 

NU 

IT 

MS-253228 

5935 

AS 

01  Mcr 

63 

AS 

85 

MII-S-83505/3C 

5935 

65 

30  Nov 

87 

ER 

EC 

85 

654 


ALPHABETICAL  LISTING 


TITLE 

Socket  (Lead,  Electronic  Components)  (Type  I,  Soldcrless  Wrap) . . . . . 

Socket  (Lead,  Electronic  Components)  (Type  Iv,  Solder  Cop)  . . ......... 

Socket  (Lead,  Electronic  Components)  (Type  V,  Other) . . . . . 

Socket  And  Accessories  For  Plug-in  Electronic  Components  General  Specification  For 

Socket  And  Accessory*  For  Plug-in  Electronic  Components  (Vibrator,  Top  Or 
Bottom  Mounting,  Saddle  Type,  7  Contact,  Radio!) 

Socket  And  Accessories  For  Plug-in  Elec'ronic  Components  (Reloy,  Top  Mounting, 

14  Contact,  Rodiol) 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Saddle  Type  Without  Shield  Base,  7  Contact,  Redid) 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Top 
Mounting.  Saddle-  Type  Without  Shield  Base,  9  Contact,  Rodiol) 

Socket  And  Accessories  For  Piag-ift  Electronic  Components  (Electron  Tube,  Bottom 
Mounting,  Saddle-type  Without  Shield  Base,  7  Contact,  Radial) 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Bottom 
Mounting,  Saddle  Type  Without  Shield  Base.  9  Contact,  Radial) 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Socket-relay,  Electrical, 
20  Contact,  5  Amperes) 

Socket  And  Accessories  For  Plug-m  Electronic  Components  (Electron  Tube,  Bottom 
Mounting,  Saddle  Type,  8  Contact,  Radiol) 

Socket  And  Accessories  For  Plug-m  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Saddle  Type  With  Shield  Bose,  7  Contact,  Rodiol) 

Socket  And  Accessories  For  Plug-m  Electronic  Components  (Electron  Tube,  Top 
Mountlrg,  Saddle  Type  With  Shield  Bose,  9  Contort,  Radiol) 

Socket  And  Accessories  For  Plug-m  Electronic  Components  (Crystal,  Top  Or  Bottom 
Mounting,  2  Contact,  In  line) 

Socket  And  Accessories  For  Plug-m  Electronic  Components  (Socket-reloy,  Electrical, 

16  Contact,  5  Amperes) 

Socket  Cop,  Shoul  for  &  Set  Cctevs  (  Inch  Series)  -  7  Aug  1986)., . . 

Socket,  (lead.  Electronic  Comooncnrs)  (Typo  V»,  Soldei  Jess  Spring  Contact)  221278 

Socket,  (teod,  Electronic  Components)  Oenercl  Specification  For  . . 

Socket,  (Lead,  Electronic  Components)  (Type  !'<,  Printed  Circuit)  . . . . . . . 

Socket,  Adopter,  Hose  To  Tube,  Reusable,  Hydraulic,  Fuel  And  Oil  Lines.  3/16 
Through  3/4  Inch  Tubing  Siie 

Socket,  Adapter,  Hose  To  Tube,  Reusable,  Hydraulic,  Fuel  And  Oil  Lines.  1  Through 
2  Inches  Tubing  Size 

Socket,  Chip  Carrier,  General  Specification  . 

Socket,  Crystal  (foertive  Use  Mll*S  *12883/4) . . . . . . . . 

Socket,  Crystal  SO-200  . . . . . . . . . . . . 

Socket,  Electron  Tube  (With  Soddfe) . . . . .  . . . 

Socket,  Hose  Coupling . . . . . . . . .  . . . . 

Socket,  Hose  Coupling . . . . . . . . . . 

Socket,  Hose  Fitting  Ami  5639  Cres  Steel . . . . . 

Socket,  Plug  In  Electronic  Components,  Round  Style,  Genera!  Specification  For . . 

Socket.  Plug  In  Electronic  Components,  (8  Pm,  Dual  In  line.  Right  Angfo  leads) ........ 

Socket,  Plug  In  Electronic  Components,  Round  Style  #T07,  Low  Profile)........... . . 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T05,  Press  To  Fit) . . 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T08)  . . «... . . . 

Socket,  Plug  In  Electronic  Components,  Round  Style  (R052)  .................................... 

Socket,  Plug  Irr  Electronic  Components.  Round  Style  (T01S),  . . . . 

Socket  Plug  h  Electronic  Components,  Round  Style  (1010, Offset).. . . . 

Socket,  Plug  In  Electronic  Components,  Round  Style  (7060). ................................. . 

Socket,  Plug  In  Electronic  Components,  Round  Stylo  (T05.  With  Retom.ng  Ring) 
181278 

Socket,  PJug-in  Electronic  Components,  Socket  For  Mil*R*6106  &  M1l*R*63726 
Relays,  Square  Pattern 

Socket,  PJug-in  Electronic  Components  (6  Pin,  Dual  In-line)  . . . . . 

Socket,  Plug-m  Electronic  Components,  Socket  For  Mtl*R-61Q6vf(e5cy$  ...................... 

Socknt,  Plug-in  Electronic  Component*,  (8  Pin,  Dual  In-line) . . . . . 

Socket,  Plug-in  Electronic  Components  (Socket  Relay,  10  Amperes,  20  Contacts  4  By 
6  Pattern) 

Socket,  Piug-m  Electronic  Components,  (14  Pin,  Duol  In  line).....—...  ......  ...  .............. 

Socket,  Plug-ir>  Electronic  Component  (Sockel-rclay,  25  Amperes,  11 
Contnds-sqjcrc  Pattern) 

Sccktf,  Fiug-m  Electronic  Compo,*»nt,  (4$  Pm,  Duol  In-ime)  . . . . 

Sockoi,  Plug-in  Electronic  Components,  <64  Pm,  Duel  In*U,nc)„„«......  . . . 

Socket,  Piug-m  Electronic  Components,  Single  in-lmo,  low  Profile  (For  Smglc-in-ime 
Packages 

Socket,  Plug-in  Electronic  Components,  (18  Pin,  Duol  Inline).................,........ . 

Socket,  Plug-in  Electronic  Components,  (22  Pm,  Dual  In  Jme),— . . . . 

Socket,  PJug-in  Electronic  Components,  (28  Pin,  Due*  In-line),— 

Socket,  Plug-in  Electronic  Components,  (24  pin,  Duol  In-fme) 

Socket,  Plug-in  Electronic  Components,  (36  Pm,  Duol  In-line)—  .... 

Socket,  Plug-in  E’ectron.c  Components,  (40  Pin,  Duol  In  line).,. ....... .... ................. ... 

Sf.ckft,  Push  In  Electronic  Components,  (16  Pin,  Dual  Jn  line)  .. .................. 

Socket,  Relay,  Elected,  14  CON*ACTS,5  Amps  (Asg)..— 


OOCUMcMT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MILS83505/1D 

5935 

85 

30  Nov 

87 

ER 

EC 

85 

L 

MH-S-83505/4B 

5935 

85 

30  Nov 

87 

ER 

EC 

85 

l 

MIL-S.83505/5C 

5935 

85 

30  Nov 

8? 

ER 

EC 

85 

Cl 

MIL-SI28B3C 

5935 

85 

22  Dec 

83 

CR 

EC 

85 

SUPP  1 

MIL-S.12803/5C 

5935 

CR 

19  Sep 

83 

CR 

EC 

85 

NOTICE  1 
MIL-S-12883/6E 

NOTICE  1 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

MIL-S. 12883/8D 

5935 

CR 

06  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL-S-12B83/9B 

5935 

CR 

06  Sep 

88 

CR 

EC 

85 

NOTICE  1 
MIL-S.12883/10D 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 

MILS-12883/  11C 

5935 

CR 

19  Sep 

88 

CR 

EC 

85 

NOTICE  1 

MIL-S12B83.22A  (!) 

5935 

CR 

73  Ma> 
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ALPHABETICAL  LISTING 


TITLE 

Socket,  Relay.  Electrical,  &  Contacts.  10  Amp  (Asg)  ........  . . . 

Socket,  Relay,  Electrical,  16  CONTACT S,5  Amps  (Asg)-.,. . . 

Socket,  Relay,  Electrics*!,  16  Cantor**,  10  Amp,  (Asg)., . 

Socket,  Relay,  Efottnccl,  10  CONTaCTS,10  Amp  (Asg)  .  . . 

Socket,  Relay,  Electrical  14  CONTACTS.IO  Amps 

Socket,  Socket  W'ench  And  Attachments  (For  Power  Driven  Impact  Wrenches)  ........ 

Socket,  Socket  Wrench,  Nonpower,  1/2  Inch  Drive,  Universal  Joint 

Socket,  Socket  Wrench,  Nonpowor,  1/2  Inch  Drive,  8-POINT.... . . . 

Socket,  Socket  Wrench,  Nonpower,  1  Inch  Drive,  1 2-POINT........ . . . . . 

Socket,  Socket  Wrench.nonpower,  1  Inch  Dfiv  £,  6-POINT  ..................  .  . . . 

Socket,  Socket  Wrench, nonpower,  3  4  Inch  Dr  Ive,  12  POINT,  Regulanength 
Socket,  Socket  Wrench,  Nonpower,  3  4  tnch  Drive,  12  Point,  tong  length  ......  .  . 

Socket,  Socket  Wrench, nonpower,  1  '2  Inch  Dr  Ive,  12-POlNT,  long  length, ...  . 

Socket,  Socket  Wrench,  Nonpower,  1  2  tnch  Orjve,  12-POINT,  Regulo  R  length . . 

Socket,  Socket  Wrench,  Nonpower,  3/8  Inch  Drive,  Universol  Joint  ... ....  . ....... 

5ockct,  Socket  Wrench,  Nonpower,  3'8  Inch  Drive,  8  Point  .. 

Socket,  Socket  Wrenci.,  ionpower,  3/8  Inch  Drive,  12-POINT,  tong  length  ,  . 

Socket,  Socket  Wrench,  Nonpower,  3/8  Inch  Or«vo,  12  Point,  Regulorlcngth  . . 

Socket,  Socket  Wrench,  Nonpower,  1/4  tnch  Drive,  4  And  8  Point............... .  ..... . . 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  12  Point,  long  length . . 

Socket,  Socket  Wrench,  Nonpower,  1  4  Inch  Drive,  12  Point,  Regulation^ Ih  ...... 

Socket,  Socket  Wrench,  Manpower,  1/4  Inch  Drive,  6-POlNT,  long  length  . . . 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  6  Point,  Regular  length  . . 

Socket,  Toper  •  Shank  Tool  (Machine)  . . . . . . .  . . . . . 

Socket,  Toper-clonk  Tool  (Machine)  . . . .  . . 

Socket,  Wire  Rope,. . . . . .  .  ........  — . . . . . 

Socket*  And  Accessories  For  Plug-in  Electronic  Component!  {Power  Trannitor,  2 
Contact,  T,  10  Amperes,  TO-3 

Sockets  And  Accessories  For  Plug-In  Electronic  Components  (Transistor,  2  Contact, 

10  Amperes,  10*66 

Sockets  And  Accessories  For  Plug-in  Electronic  Components  (Socket-relay,  5 
Amperes,  14  Contocts-squore  Pattern,  16  Contocts-squore  Pattern 
Sockets  Ar.d  Accessories  For  Plug-m  Electronic  Components  (Socket-relay,  5 
Amperes,  8  Contccts-duoMn-linc,  10  Contacts 
Sockets  And  Accessories  For  Plug-in  Electronic  Components  (Socket-relay,  5 
Amperes,  11  Contacts*  Square  Pattern,  13  Contocts-squore  Pattern) 

Sockets,  Chip  Carrier,  Ceramic,  For  Use  With  Chip  Carrier,  JEDEC,  .050  Center, 
leadless  Types  A,  B,  And  D 

Sockets,  Meter,  Standard  Fo;  (Fif*h  Edition  As  Revised  To  27  Moy  07 .  . . 

Sockets,  Plug  in  Electronic  Components,  (Right  Angle  leads.  For  14  And  16  Pin 
Doohm-Iine  Packages) 

Sockets,  Plug-in  Electronic  Components,  (For  20  Pin  Duol-in  line  Packages) . 

Sockets.  Plug-in  Electronic  Components  (For  32  Pin,  Duol-in  lme  Packages). . . 

Sockots  Plug-In  Electronic  Components,  Dual-in-line  (Dips)  &  Singte-in-line  Packages 
(Sips) 

Sockets,  Turnbucklcs,  And  TurnbucUe  Asscmblies-wire  Rope,  Wedge,  And  Threaded 
lock  Sleeve 

Socks,  Cotton. . . .  „  ....  . . . . . . 

Socks,  Extreme  Cold  Weather  ,, . . . . . . 

Socks,  Men  Ribbed  Knit,  Stretch  Typo.,, . .  . . . 

Socks,  Men  S  Nylon,  Cushion  Sole,  Stretch  Type,  Og  1C6  . . . 

Socks,  Men  S,  Anti-exposure,  Rubber  SRU*25-'P  . . 

Socks,  Men  S,  Cushion  Sole,  Stretch  Type. . . . . . . . . . 

Socks,  Men  S,  Nylon  And  Colton,  Knce-!ength,  Stretch-type . . . . . 

Socks,  Men  S,  Winter  (Wool  And  Colton)  . . . . . . . 

Socks,  Men's . . . . . . . . . . . . . 

Sodo  Ash  (  Sodium  Carbonate)  Standard  Methods  For  Chemical  Analysis  01  *27 
July  1984 

Soda  Ash  (Sodium  Carbonate)  -  Stondard  Methods  For  Chemiccl  Anofysis  Of  *  13 
Sep  68 

Sodo  Ash,  Anhydrous  (Sodium  Carbonate,  Anydrous)  -  30  May  86  . . . . 

Sodo  Fountain  And  Luncheonette  Equipment  -  June  1984  . . . . 

Soda  lime,  USP . . . . . . . . . . 

Soda,  liquid  Caustic,  (Sodium  Hydroxide  Solution),  Standard  Specification  For  31 
Jan  86 

Sodlon  Fluoride,  Usp,  Powder  . . . . . . . 

Sodium  &  Potassium  In  Water  &  Wafer  Formed  Deposits  By  Flame  Photometry, 
Stondard  Te;*  Methods  For  •  29  Oct  83 

Sodium  Acetrlzootc  And  Povidone  Injection . . . . . 

Sodium  Azide,  Technical  (Metric)....................... . . . . . . . . . . . . 

Sodium  Bicarbonate,  Technical. . . . . . 

Sodium  Bicarbonate,  Technical..... . . . . . 

Sodium  Bicarbonate  Tcblets,  USP . . . . . . . 

Sodium  Bicarbonate  Injection,  Usp . . . . . . . . 

Sodium  Blphosphote  And  Sodium  Citrotc  Solution, 

Sodium  Blphosphote  And  Sodium  Phosphcle  Sofutlon . . . . 

Sodium  Bisuifote  (Niter  Coke)  . . . . . . 

Sodium  Bisuifote,  Monohydrafc,  Analyzed  Reagent  . . 

Sodium  Borote,  Dccohyd  . . . . . . . 

Sodium  Carbonate,  Anhydrous............ . . . . . . . 

Sodium  Carbonate,  Anhydrous,  Technical . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Sodium  Carboxymethyl  Cellulose  (Nocmc)  (For  Ammunition  Use).,.,, . . . 

Sodium  Chlorate,  Analyzed  Reagent  . . . . . 

Sodium  Chloride  Tablets  For  Solution,  USP  . . . . . . . . . 

Sodium  Chloride  Tablets...... . . . . . . . . . . 

Sodium  Chloride  Tablets,  Usp . . . . . . . . . . . . . 

Sodium  Chloride  Injec  Tion,  USP,  Partial-  Fill  Bogs  With  Viol  ADDIT1VC  Port  . . 

Sodium  Chloride  Irrigation,  U.s.p.  . . . . . . . . . . 

Sodium  Chloride-sodium  Bicarbonate  Mixture,  4.5  Gm,  2S  . . . . . . 

Sodium  Chloride,  Technical  (For  Ice  Removal)  . . . . . . . 

Sodium  Chloride,  Technical..... . . . . . . . 

Sodium  Chloride,  Technical  (Water  Conditioning  Grade) . . . 

Sodium  Chromate,  Anhydrous,  Technical  . . . . . . 

Sodium  Dichromate,  Dihydrate,  Techanlcal . . . . . 

Sodium  Dioctyl  Sulfosuccinate  . . . . . . . . . . . . 

Sodium  Fluoride  Tablets,  Usp.... . . . . . . . . . 

Sodium  Fluoride  Solution,  Usp  . . . . . . . . . . . . 

Sodium  Hexametaphosphate,  Technical  . . . . . . . . . . 

Sodium  Hydrosulfite,  Anhydrous,  Technical . . . . . . . . 

Sodium  Hydroxide,  Technical . . . . . . . . . . 

Sodium  Hydroxide,  Technical . . . . . . . . . . . . 

Sodium  Hypochlorite  Solution  . . . . . . . . 

Sodium  Hypochlorite  Solution  . . . . . . . . . . . 

Sodium  Melosilicote,  Technical . . . . . . . . . . 

Sodium  Metasilicote,  Technical . . . .  . . . . . . . 

Sodium  Nitrate . . . . . . . . . . . . . 

Sodium  Nitrate,  Technical  (Nitrate  Of  Soda) . . . . . . . . . . 

Sodium  Nitrite,  Technical  . . . . . . . . . . . . . . . 

Sodium  Nitro  Prusside  For  Infusion  . . . . . . . . . 

Sodium  Or  Thosilicate,  Technical . . . . . . . . . 

Sodium  Orthosilicote,  Technical . . . . . . . . . . . 

Sodium  Oxacillin  Capsules,  48$  ,.. . . . . . . . . . . . . 

Sodium  Oxalate,  Technical  (Metric) . . . . . . . . . . . . 

Sodium  Perborate,  Tetrohydratc . . . . . . . . . . . 

Sodium  Phosphate,  Tribosic,  Anhydrous,  Dodecahydrate,  &  Monohydrate,  Technical., 

Sodium  Phosphate,  Monobasic,  Anhydrous,  Technical . . . . . 

Sodium  Phosphate,  Dibasic,  And  Monobasic  Potassium  Phosphate  Solution  . . 

Sodium  Phosphate,  Dibasic,  Anhydrous,  Technical . . . . . 

Sodium  Phosphate,  Monobasic,  Anhydrous  Biological  Grade............ . . . . . . 

Sodium  Polyphosphates,  Technical  . . . . . 

Sodium  Polystyrene  Sulfonate  Suspension  . . . . . . . . . . . 

Sodium  Pyrophosphate,  Anaydrous,  Technical  (Metric)  . . 

Sodium  Pyrophosphate,  Anhydrous,  Technical  (Tctrasodium-pyrophosphotc)  (S/s  By 
DOD.S-51517) 

Sodium  Resinote,  Technical.. . . . . . . . . . 

Sodium  Solicylote  Tablets,  Nf  . . . . . . . 

Sodium  Silicate  Solution., . . . . . . . . . . . 

Sodium  Sulfacetamide  And  Prednisolone  Acetate  Ophthalmic  Suspension,  5CC . ..... 

Sodium  Sulfate,  Anhydrous,  Technical  (For  Ammunition  Use).  . . . . . . 

Sodium  Sulfite,  Anhydrous,  Technical......... . . . . . 

Sodium  Sulfite,  Anhydrous,  Technical,  And  Sodium  Bisulfite,  Anhydrous,  Technical, 
For  Water  Treatment 

Soft  Soldered  Elcctricol  Connections  For  Special  Weapons  Items  Including  Other 
Related  Electronic  Devices 

Soft  Soldered  Elcctricol  Connections  For  Conventional  Weapons  Items  Including 
Other  Related  Electronic  Device;, 

Software  Development  Integrity  Program  (SDIP) . . . . . 

Software  Documentation  Standards  (Rel  To  Other  Than  Dod  Act  Rcq  Pri  Appr  Of 
Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330*5058) 

Software  Quality  Assurance  Program  Requirements . . . . . 

Software  Summory  For  Describing  Computer  Programs  And  Automated  Data 
Systems 

Software  Support  Environment  Acquisition............ . . . . . . 

Software  Support  Environment........ . . . . . . . . . . . . 

$st!-£r Reck  As  Uted  0»*»gn  fc-ConOructton  Evaluation  Of  Agencies 

Engaged  In  The  Testing  And/or  Inspection  Of  «  28  Nov  80 
Soil  &  Rock,  Investigating  &  Sampling  For  Engineering  Purposes  -  18  Dec  69............ 

Soil  &  Soil  Aggregate  Mixtures  Using  5.5‘IB  (2.49  Kg)  Rammer  &  12  In.  (305  Mm) 
Drop,  Moisture  Density  Relations  Of  ■  27  Apr  78 
Soil  &  So»l  Aggregate,  Moisture  Content  Of,  In  Place  By  Nuclear  Methods  (Sholow 
Depth)  -  27  Jon  78 

Soil  &  Sol!  Aggregate,  Density  Of,  In  Place  By  Nuclear  Methods  (Shallow  Depth)  - 
29  Moy  1981 

Soil  &  Soil  Aggregate  Mixtures  Using  10  lb  (4.54  Kg)  Rammer  &  18  In.  (457  Mm) 
Drop,  Moisture  Density  Relations  Of  «  27  Apr  78 
Soil  -  Aggregate  Subbose,  Bose  And  Surface  Courses,  Malcriols  For  -  13  Sep  68  ... 
Soil  Cement  Cylinders,  Compressive  Strength  Of  Molded,  Standard  Tell  Method  For 
-  28  SEP84 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-S-51132A  (1) 

6810 

AR 

22  Apr 

"88 

AR 

NOTICE  1 

MIL*S -51309 

6810 

EA 

04  Dec 

68 

EA 

68 

A-A-0053042 

6505 

MB 

19  Jun 

87 

MD 

MS 

03 

U-S-560B 

6505 

♦DP 

28  Apr 

72 

GL 

SA 

03 

MIL-S-37716 

6505 

DM 

28  Sep 

77 

MD  MS 

03 

A-A-0053332 

6505 

MB 

14  Feb 

88 

MD 

MS 

03 

MIL-S-37486A 

6505 

DM 

25  Moy 

77 

MD  MS 

03 

MIL-S-36594 

6505 

OM 

18  Aug 

69 

MD 

MS 

03 

A-A-1545 

6810 

t 

17  Apr 

81 

O-S-1926 

6810 

X 

01  Mar 

76 

A-A-694B 

6810 

X 

22  Jun 

83 

O-S-508C 

6810 

* 

20  Jun 

85 

EA 

68 

0-S-595B  (1) 

6810 

•OS 

23  Apr 

70 

OS 

MIL-S -8 1 238 

6810 

OS 

11  Mar 

65 

OS 

MIL-S-37320A 

6505 

DM 

07  Sep 

76 

MD 

MS 

03 

MIL-S-37849 

6505 

DM 

30  Dec 

77 

DM 

MIL-S-51078C 

6810 

EA 

25  Apr 

84 

EA 

68 

MIL-S-13985C 

6810 

EA 

01  Feb 

83 

EA 

68 

A-A-895 

6810 

X 

10  Aug 

81 

0-S-598B 

6810 

•EA 

23  Sep 

88 

EA 

SH 

68 

NOTICE  1 

A-A-1427A 

6810 

X 

28  Mar 

83 

O-S-602E 

6810 

* 

24  Feb 

77 

EA 

68 

A-A-1818 

6810 

t 

24  Jul 

81 

O-S-604D 

6810 

•EA 

23  Sep 

88 

EA 

68 

NOTICE  1 

MIL-S-322C 

6810 

AR 

10  Apr 

86 

AR 

OS 

68 

NOTICE  1 

0-S-634B 

6810 

/OS 

14  Dec 

70 

OS 

MIL-S-24521A 

6810 

SH 

20  Jun 

86 

SH 

MIL-S -373648 

6505 

DM 

01  Nov 

76 

MD 

MS 

03 

A-A-1498 

6810 

*GS 

01  Feb 

83 

EA 

68 

R-S-651E  (1) 

6810 

♦EA 

27  Aug 

74 

EA 

68 

Mll-S-36405 

6505 

DM 

04  Mor 

65 

MD 

MS 

03 

JAN-S-210A 

6810 

OS 

23  Oct 

85 

AR 

AS 

MIL-S-14022A  (1) 

6810 

EA 

14  Nov 

83 

EA 

0-S  642F 

6810 

/SH 

17  Feb 

84 

GL 

SH 

68 

MIL-S-I3727B 

6810 

EA 

01  Feb 

83 

EA 

68 

MIL-S -37726 

6505 

DM 

24  Feb 

77 

O-S-6398 

6810 

/SH 

27  Aug 

84 

GL 

SH 

68 

MIL-S -51016A 

6810 

EA 

31  Aug 

88 

EA 

MS 

NOTICE  1 

0-S-635D 

6810 

• 

04  May 

77 

EA 

YD 

68 

A-A-0053174 

6505 

MB 

21  Aug 

87 

MD 

MS 

03 

DOD-S -51517 

6810 

EA 

22  Apr 

86 

EA 

68 

O-S-3778 

6810 

X 

20  Apr 

66 

O-S-607C 

6810 

X 

20  Mor 

67 

MII.-S-37296A 

6505 

DM 

14  Moy 

76 

MD 

MS 

03 

0-S-605D 

6810 

% 

23  Feb 

67 

MIL-S -37153 

6505 

DM 

22  Nov 

74 

MD 

MS 

03 

MIL-S-50004A 

6810 

AR 

08  Apr 

86 

AR 

NOTICE  1 

MIL-S-139438 

6810 

EA 

24  Mor 

83 

EA 

68 

0-S-00650 

6810 

X 

25  Feb 

65 

MIL-S-508263  (1) 

SOLO 

AR 

18  Apr 

77 

AR 

MIL-S-50327A  (1) 

SOLO 

AR 

18  Apr 

77 

AR 

Mll-STD-1803 

MCCR11 

15  Dec 

88 

11 

AIR-STD-50/4 

ISDF 

06 

31  Dec 

88 

AIR 

MIL-S-52779A 

OCIC 

AD 

01  Aug 

79 

AD 

NM 

10 

FIPS-30 

IPSC 

02 

30  Jun 

74 

OM  02 

MIL-HDBK  782 

MISC 

AR 

29  Feb 

88 

OOD-STD-1467 

MCCRAR 

18  Jan 

85 

AR 

ASTM  D3740  80 

5610 

YD 

11  Feb 

85 

ME 

YD 

ASTM  D420-69R9E 

5610 

YD 

05  Dec 

80 

YD 

99 

ASTM  D698-78 

5610 

YD 

29  Oci 

82 

ME 

YD 

99 

ASTM  03017-78 

5610 

YD 

11  Dec 

78 

ME 

YD 

99 

/STM  D2922-81 

5610 

YD 

17  Dec 

82 

ME 

YD 

99 

ASTM  01557-78 

5610 

YD 

16  Oct 

86 

ME 

YD 

99 

NOTICE  1 

ASTM  D124168R79 

5610 

YD 

04  Feb 

85 

YD 

ASTM  01633-84 

5610 

YD 

18  Feb 

85 

ME 

YD 

99 

657 


ALPHABETICAL  LISTING 


DOCUMENT 

NUMBER 


FSC  PREP 


CUSTODIAN 


Soil  Cement  Mixtures,  Compocteo,  Freezing  &  Thowing  Tests  Of  -  30  Jul  82. . . 

Soil  Cement  Mixtures,  Moisture  Density  Relotions  Of  -  1  Oct  82  . . . . 

Soil  Cement  Mixtures,  Compacted,  Wetting  &  Drying  Test  Of  *  30  Jut  82  . . . . . 

Soil  In  Place  By  The  Sand-cone  Method,  Density  Of  -  26  Nov  1982 . 

Soil  In  Place  By  The  Drive-cylinder  Method,  Density  Of  -  28  Nov  83  . . . . 

Soil  In  Ploce  By  The  Rubber  Balloon  Method,  Density  &  Unit  Weight  Of,  Standard 
Te»t  Method  For  -  30  Nov  84 

Soil  Samples  For  Porficle-size  Analysis,  Wet  Preparation  Of,  And  Determination  Cf 
Soil  Constants,  Standard  Practice  For  •  26  July  85 

Soil  Sampling  Kit  . . . . . . . . . . . . . 

Soil,  Laboratory  Compacted,  Bearing  Ratio  -  27  Jun  77 . . . . . 

Soil,  Liquid  Limit,  Plastic  limit,  &  Plasticity  Index  Of,  Standard  Test  Method  For  • 

26  Oct  84 

Soil,  Rock,  &  Soil  Aggregate  Mixtures,  Laboratory  Determination  Of  Water 
(Moisture)  Content  Of,  Standard  Test  Method  Of  -  30  May  80 
Soils  &  Calculation  Of  Relative  Density,  Minimum  Index  Density  Of  •  27  May  83 
(Must  Be  Used  In  Conjunction  With  Astm  D4253-83) 

Soils  For  Engineering  Purposes,  Classification  Of,  Standard  Test  Method  For  ■  25 
Oct  85 

Soils  Using  A  Vibratory  Table,  Maximum  Index  Density  Of  *  27  May  83  (Must  Be 
Used  In  Conjunction  With  Astm  D4254-83) 

Soils,  Amount  Of  Material  In,  finer  Than  The  No.  200  Sieve  *  15  Sep  54  . . 

Soils,  Particle-size  Analysis  Of,  Standard  Method  For  21  Nov  63.... . 

Soils,  Penetration  Test  &  Split  •  Barrel  Sampling  Of  •  11  Sep  84 . . . 

Soils,  Thin  Walled  Tube  Sampling  Of,  Standard  Practice  For  •  17  Aug  83  . . . 

Solar  Cell  Arrays,  Space  Vehicle,  Design  And  Testing,  General  Specification  For . 

Solor  Heating  Of  Buildings  &  Domestic  Hot  Water . . . . . . . . . 

Solder  Bath  Soldering  Of  Printed  Wiring  Assemblies . . . . . . . . 

Solder,  Lead-silver,  94PB  •  5.5AG  -  15  Jun  52  . . . . 

Solder,  Leod-tin  Alloy . . . . . . . . . 

Solder,  Low  Melting  Point  . . . . . . . . . . . . 

Solder,  Paste  •  27  Dec  74 . . . . . . . . . 

Solder,  Rosin  Flux  Core  *  96  Jan  79  (Reopproved  84 . . . . . 

Solder,  Tin  Alloy  Tin  Lead  Alloy  &  Lead  Alloy .............  . . . . . . . . 

Solder,  Tin  Lead  45  Sn  •  55  Pb  •  15  Jan  78 . . . . . . . . . 

Solder,  97.5  PB-1.5  Ag  .  1  Sn  -  1  Dec  53 . . . . . 

Soldering  Gun . . . . . . . . . . 

Soldering  Iron,  Non  Electric  (Coppers) . . . . . . . 

Soldering  Iron,  Electric . . . . . . . . 


Soldering  Iron,  Self  Heating  (Without  Electric  Or  External  Heat) . 

Soldering  Of  Electrical  Connections  And  Printed  Wiring  Assemblies,  Procedure  For.... 

Soldering  Of  Metallic  Ribbon  lead  Materials  To  Solder  Coated  Conductors,  Process 
For  Reflow 

Soldering  Process  Generol  (Non  Electrical)  (Metric)  . . . . . . . 


Soldering  Technology,  High  Quality/high  Reliability....... . . . 

Soldering,  Monuol  Type,  High  Reliability,  Electricol  And  Elecronic  Equipment  , 


Solenoid  For  Machine  Gun,  Caliber  .50,  Fixed  M85  . 
Solenoid,  Arming  Electrical  27  Volt  DC  Push  Type . 


Solenoid,  Electrical,  Horn,  24  Volt  Dc  . . 

Solenoid,  Electricol,  Generol  Specification  For,. 


Solenoid,  Electrical  (Rotary-stepping).........., 

Solenoid,  Electrical,  Gun-firing  Mechanisms  . 


Solenoid,  Electricol,  Class  2  (Machine 
Solenoid,  Electrical,  Class  2  (Machine 
Solenoid,  Electricol,  Class  2  (Machine 
Solenoid,  Electrical,  Class  2  (Machine 
Solenoid,  Electricol,  Class  2  (Machine 
Solenoid,  Electricol,  Class  1  (Cannon), 
Solenoid,  Electrical,  Class  1  (Cannon), 
Solenoid,  Electrical,  Class  1  (Cannon), 
Solenoid,  Electrical,  Closs  1  (Connon), 
Sule<wld,  c’etfncai,  Class  1  ^Cannon), 
Solenoid,  Electricol,  Closs  2  (Machine 
Solenoid,  Electrical,  Class  2  (Machine 
Solenoid,  Electricol,  Closs  2  (Machine 
Solenoid,  Electricol,  Closs  2  (Machine 
Solenoid,  Electricol,  Closs  2  (Machine 
Solenoid,  Electricol,  Closs  2  (Machine 
Solenoid,  Electricol,  Class  1  (Cannon), 
Solenoid,  Electricol,  Class  1  (Cannon), 
Solenoid,  Electricol,  Closs  1  (Cannon), 
Solenoid,  Electricol,  Closs  1  (Cannon), 
Solenoid,  Electrical,  Closs  2  (Machine 
(75F20924  And  7791685) 


Gun)  Col  .30,  24  Volt  DC,  4.5  AMP  MAX..., 
Gun)  Cal  .30,  24  Volt  DC,  4.5  AMP  MAX.... 
Gun)  Col  .30,  24  Volt  DC,  4.5  AM?  MAX..., 
Gun)  Col  .30,  24  Volt  DC,  4.5  AMP  MA*  ., 
Gun)  Col  .30,  24  Volt  DC,  4.5  AMP  MAX... 

90  MM.  24  Volt  DC,  28  AMP  MAX . . 

90  MM,  24-Volt  DC,  28  AMP  MAX . 

90  MM,  24  Volt  DC,  28  AMP  MAX . . 

90  MM.  24  Volt  DC,  28  AMP  MAX . . 

90  MM,  24  Volt  DC,  28  AMP  MAX . 

Gun),  Col  .50,  24  Volt  DC,  3  AMP  MAX . 

Guo),  Col  .50,  24  Volt  DC,  7.7  AMP  MAX  . 
Gun),  Col  .50,  24  Volt  DC,  7.7  AMP  MAX  . 
Gun),  Col  ,50,  24  Volt  DC,  7.7  AMP  MAX  . 
Gun),  Col  .50,  24  Volt  DC,  7.7  AMP  MAX  . 

Gun),  Col  .30,  12  Volt  DC  8  AMP  MAX . 

,  90  MM,  24  Volt  DC  28  AMP  MAX, . 

,  76  MM,  24  Volt  DC,  28  AMP  MAX . 

,  90  MM,  Volf  DC,  28  AMP  MAX. . 

,  76  MM,  24  Volt  DC,  28  AMP  MAX . 

Gun),  7.62  MM,  24  Volt  DC,  8  AMP  MAX 


ASTM  D560-82 

5610 

YD 

17  Dec 

82 

ME 

Y0 

ASTM  D558-82 

5610 

YD 

17  Dec 

82 

ME 

Y0 

ASTM  0559-82 

5610 

YO 

17  Dec 

82 

ME 

Y0 

ASTM  D1556-82E1 

5610 

YD 

16  Dec 

86 

CE 

Y0 

99 

ASTM  02937-83 

5610 

YD 

11  Feb 

85 

ME 

'0 

ASTM  02167-84 

5610 

YD 

24  Apr 

85 

YD 

ASTM  02217-85 

5610 

YD 

20  Dec 

85 

YD 

99 

MIL-S-51210A 

6665 

EA 

15  Sep 

76 

EA 

ASTM  D1883-73R78 

5610 

YD 

05  Dec 

80 

Y0 

99 

ASTM  04318-84 

5610 

YD 

19  Apr 

85 

YO 

ASTM  02216-80 

5610 

YD 

08  Feb 

85 

YD 

ASTM  04254-83 

5610 

YD 

24  Dec 

84 

YD 

ASTM  02487-85 

5610 

YD 

14  Mar 

86 

YD 

99 

ASTM  D4253  83 

5610 

YD 

24  Sep 

84 

ME 

YD 

ASTM  D1140-54R71 

5610 

YD 

22  Sep 

77 

ME 

YD 

99 

ASTM  D422-63R72E1 

5610 

YD 

04  Feb 

85 

YD 

ASTM  01586-84 

5610 

YD 

18  Feb 

85 

YO 

99 

ASTM  01587-83 

5610 

YD 

19  Jul 

84 

YD 

99 

MIL-S-83576 

1820 

19 

01  Nov 

74 

19 

MlL-HDBK  1003/13 

FACR 

YD 

09  Nov 

81 

-0 

MIL-S-46844C 

SOLD 

Ml 

15  Oct 

76 

Ml 

OS 

AMS  4755A-52 

3439 

AS 

25  Apr 

86 

MR 

AS 

20 

MII-S-12204C 

3432 

AR 

04  Jon 

74 

AR 

OS 

20 

MIL-S-627 

SOLD 

AR 

14  Jul 

43 

AR 

ASTM  B486-74R80 

3439 

YD 

10  Oct 

80 

ER 

YD 

11 

ASTM  8284-79 

3439 

YD 

10  Oct 

80 

ER 

YD 

99 

QQ-S-571E  (4) 

3439 

/ER 

16  Aug 

86 

ER 

EC 

11 

AMS  4750B-78 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

AMS  4756-53 

3439 

AS 

25  Apr 

86 

AS 

20 

W-S-564B  (1) 

3439 

/IP 

08  Dec 

86 

Al 

99  IP 

A-A-50971 

3439 

/IP 

01  May 

84 

AL 

SH 

99 

W-S-570A  (2) 

3439 

t 

14  May 

62 

INI  AMO  <5) 

A-A-50963 

3439 

/IP 

21  Mor 

84 

IP 

MIL-STD-1460 

SOLD 

AR 

01  Sep 

73 

AR 

NOTICE  1 

MIL-S-46860B 

SOLD 

Ml 

15  Oct 

76 

Ml 

AS 

11 

OOD-STO-1866 

SOLO 

AT 

21  Aug 

81 

AT 

99 

NOTICE  1 

DOD-STD-200C/18 

SOLD 

AS 

10  Jun 

86 

Ml 

AS 

10  NS 

NOTICE  1 

MIL-S-45743E  (1) 

SOLD 

Ml 

17  Sep 

79 

Ml 

AS 

11 

INT  AMD  4  (Ml) 

MIL-S-63280  (1) 

5945 

AR 

15  Apr 

88 

AR 

MIL-S-4040/4 

5945 

85 

31  Mor 

88 

85 

NOTICE  1 

MS-17981C 

5945 

AT 

16  Feb 

88 

AT 

MIL-S-4040D  (1) 

5945 

85 

15  Apr 

88 

fcr? 

EC 

85 

NOTICE  1 

MlL-S-4040,2 

5945 

EC 

09  Sep 

69 

EC 

MIL-S-12109C 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

SUPP  1 

Mll-S-12109/1 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

MIL-S.12109/2 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

MIL-S-12109/3A 

5945 

AT 

24  Apr 

72 

AT 

OS 

85 

MIL-S-12109/4 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

MIL-S-12109/S 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

Mlt-S-12109/6 

5945 

AT 

31  Od 

68 

AT 

OS 

85 

MIL-S-12109/7 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

Mtl-S-12109/8 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

MIL-S-12109/9 

5945 

AT 

31  Od 

68 

AT 

OS 

85 

M1L-S-12109/10 

5945 

AT 

31  Oct 

68 

AT 

OS 

85 

M!l-S.12109/ll 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

M1L-S-12109/12 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

MIL-S-12109/13 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

Mll-S-12109/14 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

Mll-S.12109/15 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

MIL-S- 12 109/16 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

MIL-S-12109/17 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

Mll-S-12109/18 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

Mll-S-12109/19 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

MIL‘S-12109/20 

5945 

AT 

22  Nov 

68 

AT 

OS 

85 

MIL-5.12109/21 

5945 

AR 

31  Occ 

76 

AR 

85 

658 


ALPHABETICAL  LISTING 


TITLE 

Solenoid,  Firing,  Coliber  ,50  Gun,  28  Volt  Dc,  Type  G&22 ............ . . . . 

Solenoid,  Firing,  D7665749  And  F8208586  . . . . . . . . . 

Solenoid,  Fuse  Arming,  Type  F&i  . . . . 

Solenoid,  Remote  Gun  Firing,  Type  G-9B  . . . . . . 

Soles  And  Heels,  Rubber,  Traction  Tread,  Shoe . . . . . . 

Soles,  Rubber,  Shoe . . . . . . . . . 

Solid  State  X-bond  Source,  10548182. . . . . . 

Solids,  liquids,  &  Gases,  Density  &  Specific  Gravityof*  29  May  70 . . 

Solutions  By  Gas  Chromatogrophy.freeeurethane  Prepolymers  &  Coatings  Toluene 
Diisocyanated  In  -  30  May  80 

Solvent  &  Thinners  Ester  Value  Of  •  25  Jan  85 . . . . . 

Solvent  And  Solvent  Admixtures,  Halogenated  Organic,  Specific  Gravity  Of  *  15 
Apr  71 

Solvent,  Halogenated  Organic,  Amine  Acid  Acceptance  Of  *  28  Jul  78 . 

Solvent,  Halogenated,  Cold  Cleaning  With  -  Nov  81 . . . . 

Solvents  &  Formulation  For  Organic  Preservative  Systems,  Standard  For  •  1984 . . 

Solvents  And  Diluents,  Volatile,  Standard  Test  Method  For  Odor  Of  *  14  Nov  1984 
Solvents  Volatile  For  Use  In  Paint,  Varnish,  lacquer  &  Related  Products  Nonvolatile 
Matter  In  *  22  Aug  86 

Solvents  Volatile  &  Chemical  Intermediates  For  Use  In  Paint  &  Related  Coolings  & 
Material,  Sampling  &  Testing  *  2  Sep  80 

Solvents,  Halogenated  Organic,  8.  Their  Admixtures,  Nonvolatile  Matter  In  •  31  May 
1985 

Solvents,  Hologenoted  Organic,  &  Their  Admixtures,  Specific  Gravity  Of  -  31  May 
1985 

Solvents,  Hydrocarbon,  Aniline  Point  And  Mixed  Aniline  Point  Of  Petroleum 
Products  And  -  27  Aug  1982 

Solvents,  Kauri  *  Butanol  Valve  Of  Hydrocarbon  ■  27  May  83 . . . 

Solvents,  Vacuum  Distillation  Of,  From  Solvent-boie  Paints  For  Analysis  •  29  Oct  76 
(Reapproved  1981) 

Sometrem  For  Injection . . . . . . . . . . 

Sonar  Dome  CW-307C/U  (60  INCH,  Steel) . 

Sonar  Set  AN/BQC-1  . . . 

Sonar  Systems,  Coble,  Terminal,  And  Wire  Tables  For...... . 

Sonar  Test  Set  AN/BOM-1  (Inactive  For  New  Design) . . . 

Sonic  Prop.'.)  Dental,  Portable,  Air  Driven  . . . . 

Sonobuoy  A  . . . . . . . . . . . 

Sonobuoy  A  . . . . . . 

Sonobuoy,  f  -s.  Preservation,  Packaging  And  Packing,  Procedures  For 

Sorbent,  Flootin  >pill  Removal) . . . . . 

Sorbent,  Oil  (t .%  ...  . . . . . . . . 

Sorbent,  Oil  (Peril.  .  . . . . . . 

Sorbent,  Oil  (Roll,  Switp,  Pu  . . . . . 

Sorbitol  Irrigation . . . . . .  . . . . 

Sound  Absorption  And  Sound  Coefficients  By  The  Reverberlion  Room  Method, 
Standard  Test  Method  For  *  15  Jen  &  27  Jul  84 
Sound  And  Thermol  Insulation  For  Aircroft  General  Specification  For  The  Installation 
Of 

Sound  Chambers  And  Cuff,  Blood  Pressure,  Conductive . . . . . . 

Sound  Controlling  (Acousticol)  Tiles  &  Panels  . . . . 

Sound  Pressure  levels  In  Aircraft  (Request  For  Issue  Other  Thon  DOD  Must  V*  Sent 
Via  ASD/ENES,  Wrighl'paHerson  AFB  OH  45433*6503) 

Sound  Systems  *  01  Dec  51 . . . . . . . . . 

Sound  Transmission  Class,  Determination  Of  -  20  Nov  73.........,..,,., . 

Sound,  Ureihrol,  Curved,  Van  buren, . . . . . . . 

Sounds,  (Jrethrol  (Curved,  Lefort) . . . . . . . . . . . 

Sounds,  Urethra)  (Curved,  lefort),...... . . . . . 

Soup  Mixes,  low  Sodium,  Beef*  And  Chicken-  flavored  . . . . . 

Soup,  Cooled  . . . . . . . . . . . . . . . . 

Soup,  Dehydrated,  Green  Pea,  Simmer  Type . . . . . . . . 

Soup,  Dehydrated,  Onion.................................. . . . . . . 

Soup,  Dehydrated,  Chicken-flavored,  With  Noodles........... . . . 

Soup,  Dehydrated,  Beef  Flavored,  With  Noodles  And  Vegetables . . . . . 

Soup,  Dehydrated,  Tomato-vegetable  With  Noodles  . . . . . . . . . . 

Soup,  Instant,  Cream  Of  Potato  And  Cream  Of  Onion  . . . . . 

Soup,  Instont,  Reducedsodium,  Chicken  Noodle . . . . . . 

Soups,  Canned . . . . . . . . 

Sour,  laundry  (Fluoridated)  . . . . . . . . . . 

Sour,  laundry  (Fluoridated)  . . . . . . . . 

Source  Data,  Preparation  Of  (For  Nonnuclear  Munitions  Basic  Information  Manuals, 
loading  Procedures  Monuols,  Disposal  Procedures  Manuals,  Fire  Fighting  And 
Related  Criteria  Manuols.) 
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MII-S-7014C 

5943 

85 
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85 
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MIL’S -6785D 

5945 

85 

31  Mor 

88 

AR 

AS 

85 

NOTICE  1 

MII-S-22777F 

8335 

NU 

18  Oct 

82 

GL 

NU 

11 

MII-S-40043C  (1) 

8335 

Gl 

05  Aug 

87 

GL 

SA 

99 

NOTICE  1 

MIL-S-48431  (2) 

1285 

AR 

07  Nov 

80 

AR 

ASTM  E12-70R81E1 

6810 

EA 

25  Oct 

83 

EA 

68 

A  STM  D3432<80 

8010 

MR 

14  Mor 

88 

MR 

SH 

99 

NOTICE  2 
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EA 
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EA 
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EA 

SH 
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ASTM  02106-78 
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EA 

06  Apr 

79 
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ASTM  STP403A-81 
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17  Mar 
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EA 

SH 

68 

AWPA  P9-84 
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MR 

99 
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MR 
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MR 

SH 
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MR 
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EA 
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•EA 
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EA 

SH 
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ASTM  02111-85 
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•EA 
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87 

EA 

SH 

68 

ASTM  0611-82 
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ME 
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ME 

SH 

20 
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8010 

MR 
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MR 

SH 

20 
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MR 
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79 

MR 

SH 
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MIL-S-35056B 
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18  Feb 
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50 
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Mll-S-387948 
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70 
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83 
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ALPHABETICAL  LISTING 


TITLE 

Source,  LED,  Fiber  Optic,  1290  Nanometer*,  Glass  Pigtailed,  Hermetically  Sealed, 
Dual  In-line  Package  (DIP) 

Source*,  led,  Fiber  Optic,  (Metric)  . . . . . . 

Source*,  Led,  Fiber  Optic,  820*910  Nanometer*  Wavelength  Range,  G!a*s  Pigtailed 
Type  (Metric) 

Soy  Sauce . . . . . . . . . . . . . 

Soybean-casein  Digest  Agor  Medium,  Dehydrated...  . . . . . . . 

Soybean-casein  Digest  Agar  Meduim,  Dehydrated... . . . . 

Space  And  launch  Vehicles  . . . . . . . . . . . 

Spacer  &  Washer,  Procurement  Specification  ter  (Metric)  Jul  87  . . . . . 

Spacer  Assembly,  Survival  Container  Parachute  Support . . . . 

Spacer  For  Charge,  Propelling,  175MM  M*.24  (Cellular  Polyurethane) . . 

Spacer,  For  2.75  Inch  Rocket,  Mark  45  And  Mark  4............................... . . . 

Spacer,  Grain  M753  8  Inch  Projectile  . . . . . . . . 

Spacer,  Grooved,  Self-retaining  Boll,  Aluminum  Alloy  . . . . . . 

Spocer,  Grooved,  Self-retaining  Bolt,  Cres...... . . . . . . . . . 

Spacer,  Ring,  Metric,  General  Specification  For  . . . . . . . 

Spacer,  Ring,  Metric . . . . . . . . . . . . . . . . 

Spocer,  Short . . . „ . . . . . . . . . 

Spacer,  Sleeve  •  For  5MM  Boll,  AMS4901  Or  AMS4921,  (Metric)  Aug  87) . .... 

Spacer,  Sleeve  «  Rivet,  High  Temperature,  Non  Magnetic  •  30  Jun  82  W/DOD 
Exceptions 

Spacer,  Sleeve  *  Rivet  *  30  Jun  82 . . . . . . . . . . . 

Spacer,  Sleeve  ■  Screw  And  Bolt,  High  Temperature,  Non  Magnetic  •  30  Jun  82 
W/DOD  Exception 

Spocer,  Sleeve  •  For  6MM  Bolt,  AMS4901  Or  AMS4921,  (Metric)  Aug  87) . 

Spacer,  Sleeve,  Non  Melollic,  Screw  &  Bolt  -jun  82  . . . . 

Spacer,  Stepped,  Swoge  Type  -  Apr  1985  . . . . . . . . . 

Spacers  -  Screw  &  Bolt-  15  Aug  1985 . . . . . . 

Spade  (Gardening  Type) . . . . . . . . . 

Spaghetti  Sauce  With  Beef,  Powder  (For  Orol  liquid  Feeding) . . . . . 

Spaghetti  With  Mealbollf,  Thermosfobilized,  Troy  Pack . . . . . . 

Spaghetti  With  Meat  Sajce,  Thermostobilized  For  Meol,  Ready-to-eat  . 

Spaghetti  With  Meatbols  In  Sauce,  Thermojtabilized,  Tray  Pack . . 

Spaghetti  With  Meat  Sauce,  Dehydrated,  Cooked . . . . . . . . 

Spare  Ports  And  Maintenance  Support  Of  Spoce  And  Missile  Systems  Undergoing 
Rdt  And  E 

Spares,  Safety  Allowance,  For  T4016  (T310)  Boroswitch  Test  Set.......... . . . 

Spark  Gap  Protector  Tube  JAN-1A1B32 . . . . . . . . . . 

Spark  Plug  . . . . . . . . . . 

Spark  Plug  Thread  Forms  &  Data  (60  Deg.  Thread  Form)  (Other  Than  Aircraft) . 

Spark  Plug,  Heat  Rating  Of,  Method  Of  Classifying  . . . . . 

Spark  Plug,  Heat  Rating  Of,  Method  Of  Classifying . . . 

Spark  Plug,  Shielded,  14MM,  1  Inch  Well  (Other  Than  Aircrofl)  (Iroctive  Use  Ms 
35909) 

Spark  Plug,  Shielded,  Aircroft  Reciprocating  Engine,  Model  T28/R1820A . . . 

Spark  Plug,  Shielded,  18  Mm,  1-1/4  In.  Well  (Other  Than  Aircraft) . . . . . 

Spark  Plug,  Shielded,  14  Mm,  1-1/4  In.  Well  (Other  Than  Aircraft) . . . . 

Spark  Plug,  Shielded  Aircrofl  Reciprocating  Engine,  Model  R1820-82P/C, . . . 

Spark  Plug,  Shielded,  18MM,  1  Inch  Well  (Other  Than  Aircraft)  (Inactive  Use  Ms 
51009) 

Spark  Plug,  Shielded,  Aircrofl  Reciprocating  Engine,  Model  R1820-76B/D  . . 

Spark  Plug,  Shielded,  Aircraft  Reciprocating  Engine,  Model  C/R2800A . . . . 

Spark  Plug,  Shielded,  Aircraft  Reciprocating  Engine,  Model  T34/0470A . . . . 

Spark  Plug,  Shielded,  Aircroft  Reciprocating  Engine,  Model  R1820-76A/C  . . . 

Spark  Plug,  Shielded,  Fine  Wire  Iridium  Electrode,  Type  1,  2,  3,  4,  For  Aircraft 
Reciprocating  Engines 

Spbrk  Plug,  Shielded,  Aircroft  Reciprocoting  Engine,  Detailed  Specification  For  ...... 

Spark  Plug,  Shielded,  Aircraft  Reciprocoting  Engine,  Detoiled  Specification  For  ...... 

Spark  Plug,  Shielded,  Fine  Wire  Platinum  Electrode,  Type  1  For  Aircraft 
Reciprocating  Engines 

Spork  Plug,  Shielded,  Fine  Wire  Platinum  Electrode,  Type  4  For  Aircroft 
Reciprocoting  Engines 

Spork  Plug,  Shielded,  Aircraft  Reciprocoting  Engine,  General  Specification  For  . 

Spatula,  Brain,  Davis,  Molleoble,  7  Inch.. . . . . . . . . . . . . 

Spatula,  Dental  &  Carver,  Dental  (Wax) . . . . . . . . 

Spatula,  Dental,  Cement.,.. . . . . . . . . . 

Spatula,  Laboratory  (  Hard  Rubber), . . . . . . . . . 

Spatula,  Laboratory  (Melol  Blade) . . . . . . . . . . . 

Spatula,  laboratory.  Micro,  Double  Blade . . . . . 

Spatula,  laboratory . . . . . . . . . . . . . 

Spatula,  laboratory  Steel,  Wood  Handle . . . . . . 

Speakers  For  Sound  Equipment,  Retmo  Standard  For  •  Apr  49... . . . . . 

Special  Chart  Folios  For  Merchant  Ships  (Edition  2) . . . . . 

Specfol  Handling  Equipment  . . . . . . . . . . . 

Special  Use  Electromechanical  Switches  Of  Certified  Quolity  -  9  Jun  1986 . . 
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Mll-S-24622/3 
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CR 
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TITLE 


Specification  For  CE  (TETRYL)  For  Deliveries  From  One  NATO  Nation  To  Another 
(Edition  No.  2) 

Specification  For  A  lightweight  40/70  Ammunition  Operational  Box  (Edition  1)  . 

Specification  For  Ce  (TETRYLMABCA-113) . . . . 

Specification  Format  Guide  &  Test  Procedure  For  Single-axis  Laser  Gyros  (Edition 
1)  (Reqfor  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO,  Wash 
DC  20330-5058 

Specification  For  RDX  (HEXOGENE)  For  Deliveries  From  One  NATO  Nation  To 
Another  (Edition  2) 

Specification  For  PETN  (PENTHRITE  For  Deliveries  From  One  NATO  Nation  To 
Another  (Edition  2) 

Specification  For  TNT  (TOllTE)  For  Deliveries  For  One  NATO  Notion  To  Another 
(Edition  2) 

Specification  For  A  40/70  Ammunition  (Edition  2  . . . . . . . 

Specification  For  A  40/70  Ammunition  Operational  Box  (METAL)  For  Naval  Use 
(Edition  1) 

Specification  For  DNT  (DINITROTOLUENE)  For  Propellants  (Edition  1) . . 

Specification  For  DNT  (Dinitrotoluene)  For  Propellants  (Release  To  Other  Thon 
DOD  Activities  Requires  Prior  Approval  Of  HQ  DARCOM,  DRCIRD)  (Edition  2) 
ABCA  134 

Specification  For  Picrite  (NITROGUANtDlNEMABCA-1  14) . . 

Specification  For  Rdx  (HEXOGENEMABCA-115)  . 

Specification  for  Petn  (PENTHRITE)(ABCA-116)..... . . . . 

Specification  For  Ammonium  Nitrate  (For  Use  In  6XPLO$lVCS)-(ABCA-l  17) . 

Specification  For  RDX  (Hexogene)  For  Deliveries  From  One  NATO  Nation  To 
Another  (Edition  No.  3) 

Specification  For  Ammonium  Nitrate  (For  Use  In  Explosives)  For  Deliveries  From 
One  Nato  Nation  To  Another  (Edition  No.  2) 

Specification  For  Tnt  (Tolite)  *ABCA-118( . . . . . . 

Specification  For  Picrite  (Nitrogunidi  Ne)  For  Deliveries  From  One  Nato  Nation  For 
Another  (Edition  No.  2) 

Specification  For  DNT  (Dinitrotoluene)  For  Propellants  W/amends  1,  3  &  4 . . . 

Specification  Practices  . . . . . . . . . . 

Specification,  Preparation  Of  Installation  And  Acceptance  Testing  Of  Electronics 
Equipment  In  Aircraft 

Specification  Types  And  Forms . . . . . . . . 

Specification,  Types  And  Forms,  Navsea  Xws  And  Ws  Series . . . 

Specification,  Types  And  forms.  Military  (Os)  Series  . . . . . . . . . 

Specifications  &  Standards  Of  Non-government  Organizations  Releosed  For  fright 
Vehicle  Design  &  Construction 

Specifications  For  The  Size  Of  Abrasive  Grain  Grinding  Wheels,  Polishing  & 

Generol  Industrial  Uses  -  1976 

Specimen  Collection  Unit,  Urine  &  Stool  . . . . . 

Specimen  Kit,  Sputum  . . . . . . . . . 

Specimen  Kit,  Urine  . . . . 

Specimen  Kit,  Urine  . . . . . . . . 

Specimen  Kit,  Urine  . . . . . . . . . . . . 

Specimen  Kit,  Urine  . . . . . . . . 

Specimen  Kit,  Urine  (Midstream) . . . . . . . . . . . . 

Specimen  Trap,  Mucus . . . . . . . 

Specimens,  Compacted  Bituminous  Mixtures  Using  Porrofin-coated,  Bulk  Specific 
Gravity  &  Density  Of,  Standard  Test  Method  For  •  25  Mar  1988 
Specimens,  Pointed  Or  Coated,  Subjected  To  Corrosive  Environments,  Standard 
Evaluation  Of  *  3  Dec  79 

Spectacle  Frome,  Fronts  &  Temples,  Cellulose  Acetate . . . . . . . 

Spectacle  Fronts  And  Temples,  Cellulose  Acetate . . . . . . . . . 

Spectacle,  Aviator- S,  Neodymium  loser  Protective,  EDU-l/P  (With  Case)  . . 

Spectacle,  loser  Protective  (With  Cose) . . . . . . . 

Spectacles,  Anolglyphic,  Stero-plotter,  Mapping  Equipment  (Red  And  Cyan  Lenses, 
With  Cose). 

Spectocles,  Industrial  (Plastic  Frames) . . . . . . . 

Spectacles,  Industriol(metaI  Frames) . . . . . . . . . . . . 

Spectocles,  Protective,  Dental  Potient,  Green  Lenses . . . . . . 

Spectacles,  Protective,  Dental  Patient,  Clear  Lenses . . . . . . 

Spectinomycln  Hydrochloride,  Sterile,  Usp . . . . . . . 

Spectrometric  Oil  Standards  (Metric)......, . . . . . . . 

Spectrometry  Meosurment  Of  Cooling  Thicknessby  X-roy  «  22  Feb  8S, . . . 

Spectrometry,  Measurement  Of  Coating  Thickness  By  X-ray  *  17  Moy  84 . . 

Spectrophotometer,  Photoelectric................. . . . . . . . . . . 

Spectrophotometers,  Describing  And  Measuring  Performance  Of  -  8  Sep  67 . 

Speculum  Set,  Ear  . . . . . . . . . . . 

Speculum,  Ear  (Boucheron).. . . . . . . . . . . . . . . . . 

Speculum,  Endurol-nosol . . . . . . . . . . . . . 

Speculum,  Eye  (Lancaster)  . . . . . . . 

Speculum^  Eye,  Guyton  Park,  Nonmagnetic,  3-1/2  Inch . . .  ............ 

Speculum,  Eye,  Weeks,  Nonmagnetic,  3  Inch . . .  . . . . . . . . . . 

Speculum,  Nasal,  Vienna,  5-3/4  Inch . . . . . . . 

Speculum,  Septum  (Cottle).......... . . . . . . . . . . 

Speculum,  Voginof  . . . . . . . . . . . . . . 

Speculum,  Vaginal,  Plastic  . . . . . . . . . . 

Speed  Control  Assembly  LD546993  (For  Guidance  Control  Test  Set  Mk  443  Mod  0 
And  Mod  1) 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-4021 

ISDN 

NM 

25  Sep 

62 

NAT-STD-4081 

ISDN 

NM 

06  Nov 

62 

Q-STD-113 

ISDA 

AM 

25  Sep 

73 

NAT-STD-4220 

ISDF 

06 

18  Feb 

88 

NAT-STD-4022 

ISDN 

NM 

14  Sep 

67 

NAT-STD-4023 

ISDN 

NM 

25  Sep 

62 

NAT-STD-402S 

ISDN 

NM 

25  Sep 

62 

NAT-STD-4037 

ISON 

NM 

23  Sep 

63 

NAT-STD-4038  (6) 

ISON 

NM 

25  May 

66 

NAT-STD-4041 

ISDN 

NM 

15  Aug 

60 

Q-STD-134 

ISDA 

AM 

27  Jul 

81 

Q-STD-114 

ISDA 

AM 

25  Sep 

73 

Q-STD-115 

ISDA 

AM 

25  Sep 

73 

Q-STD-1  16 

ISDA 

AM 

01  Nov 

73 

Q-STD-1 17 

ISDA 

AM 

25  Sep 

73 

NAT-STD-4022 

ISDA 

AM 

06  Jun 

83 

NAT-STD-4024  (2) 

ISDA 

AM 

03  Moy 

76 

Q-STD-118 

ISDA 

AM 

25  Sep 

73 

NAT-STD-4026  (1) 

ISDA 

AM 

20  Dec 

77 

NAT-STD-4041 

ISDA 

AM 

15  Aug 

60 

MIL-STD-490A 

CM  AN  10 

04  Jun 

85 

AR 

AS 

10 

MIL-S-S5556A  (1) 

MISC 

AV 

01  Mar 

78 

AV 

MIL-SB3490 

CMAN10 

30  Oct 

68 

AR 

OS 

10 

MIL-S-83490/1  (1) 

MISC 

OS 

31  Jon 

78 

OS 

MIL-S-83490/2  (1) 

MISC 

OS 

31  Jon 

78 

OS 

MIL-BULt  147D 

MISC 

AS 

10  Jun 

86 

AV 

AS 

11 

ANSI  B74.12-76R2 

34GP 

IP 

13  Mar 

84 

AL 

SH 

99 

A-A-51031 

6530 

/MB 

10  Oct 

85 

MD 

MS 

03 

A-A-53319 

6530 

MB 

26  Feb 

88 

MD 

MS 

03 

A-A-51017 

6530 

MB 

13  Sep 

85 

MD 

MS 

03 

MIL-5-37498 

6530 

DM 

26  Oct 

76 

MD 

MS 

03 

A-A-51013 

6530 

/MB 

13  Sep 

85 

MD 

MS 

03 

A-A-53847 

6530 

MB 

24  Mar 

89 

MD 

MS 

03 

A-A-30085C 

6530 

* 

23  Oct 

85 

MD 

MS 

03 

A-A-51662 

6530 

/MB 

19  Sep 

86 

MD 

MS 

03 

ASTM  D1 188-88 

5610 

YD 

04  Nov 

88 

CE 

YD 

ASTM  D1654-79A84E1 

8010 

YD 

19  Sep 

84 

ME 

YD 

MIL-S00379S4A 

6540 

/MB 

16  Mar 

87 

MD 

MS 

03 

MIL-S-36497C 

6540 

DM 

20  Jan 

76 

MD 

MS 

03 

Mll-S -85508  (3) 

8465 

AS 

30  Jul 

87 

AS 

MIL-S-44025  (1) 

8465 

GL 

05  Moy 

81 

Gl 

NU 

MII-S-10539C 

6675 

ME 

27  Sep 

78 

ME 

AS 

A-A-1995 

4240 

•EA 

08  Feb 

83 

AR 

SK 

99 

A-A-1996 

4240 

*EA 

08  Feb 

83 

AR 

SH 

99 

A-A-53236 

6520 

MB 

29  Sep 

87 

MD 

MS 

03 

A-A-51907A 

6520 

MB 

01  Dec 

87 

MD 

MS 

03 

MIL-S-37446 

6505 

DM 

14  Sep 

76 

MD 

MS 

03 

DOD-S-85694 

9150 

AS 

20  Oct 

86 

ME 

AS 

68 

ASTM  8568-85 

MFFP 

MR 

09  Aug 

88 

MR 

AS 

NOTICE  1 

ASTM  8568-84 

MFFP 

MR 

16  Oct 

84 

MR 

AS 

MIL-S-37062B 

6650 

DM 

15  Nov 

77 

MD 

MS 

03 

ASTM  C275-67R77 

6910 

69 

03  Nov 

80 

EA 

SH 

68 

GG-S-605 

6515 

•DM 

29  Aug 

60 

MD 

MS 

03 

A-A-51983 

6515 

MB 

22  Moy 

87 

MD 

MS 

03 

A-A-53523 

6515 

/MB 

17  Jun 

88 

MD 

MS 

03 

A-A-005T905 

6515 

MB 

24  Aug 

87 

MD 

MS 

03 

Mll-S-36649 

6515 

DM 

11  Mar 

70 

MD 

MS 

03 

MIL-S-36684 

6515 

DM 

18  Jun 

70 

MD 

MS 

03 

MIL-S-37052A 

6515 

DM 

19  Dec 

74 

MD 

MS 

03 

A-A-51702 

6515 

MB 

05  Jun 

87 

MD 

MS 

03 

GG-S-604 

6515 

•DM 

8  Nov 

60 

MD 

MS 

03 

MIL-S-37392A 

6515 

MB 

08  Aug 

86 

MD 

MS 

03 

MIL-S-82567  (1) 

4921 

OS 

29  Jun 

71 

OS 

661 


ALPHABETICAL  LISTING 


TIUS 

Speed  Pickup,  Magnetic . . . . . . . . . . . . . . 

Speedometer  Mechonicol  (0000 Km/h).... . . . . . 

Speedometer,  Mechonicol  (0-60  Mph) . . . . . . . 

Speedometer,  Tachometer*,  Flexible  Shaft  Assemblies,  flexible  Shaft  Assembly 
Cores,  Adapters,  And  Transmitters 

Spherical  Nut,  Speciol  . . . . . . . . . . . . . . . 

Spheroidal  Propellant,  M38  For  Use  In  Propelling  Charges  M2 18,  M2 19,  &  XM220 
For  Cartridges,  81  MM,  Smoke,  M819,  Illuminating  M853  &  Practice,  XM879 

Sphygmomanometer,  Aneroid  And  Mercurial . . . . . 

Spices,  Ground  And  Whole,  And  Spice  Blends  . . . . . 

Spike,  Barge  And  Boot.......... . . . . . . . . . 

Spike,  Common,  Wire  . . . . . . . . . . 

Spike,  Track,  Square  Shank . . . . . . . . . . . . 

Spin  System,  Atomic  Warhead  Section,  M30. . . . . . . 

Spinach,  Dehydrated,  Compressed . . . . . . . . . 

Spindle  Noses  For  Tool  Room  Lathes, engine  Lathes,  Turret  Lathes,  &  Automatic 
Lathes  •  1967 

Spineboard. . . . . . . . . . . . . . . 

Spirometer,  Portable,  5.0  Liter . . . . . . . . . . 

Spironolactone  And  Hydrochlorothiazide  Tablets . . . . . . . 

Spironolactone  Tablets,  Ussp . . . . . . . . . . . 

Spitback  Lead  Assembly  For  Fuze,  Point  Detonating,  M759 . . . . . 

Splash  Eliminator,  Filter  Pump . . . . . . . 

Splice  Connectors . . . . . . . . . . . . . . . . 

Splice-permanent  Crimp  Style,  2  Woy  Type  For  Aluminum  Aircraft  Wire,  Class  1 . 

Splice,  Coaxial  Cable.  Electric,  Permanent,  Crimp  Style  Copper,  Insulated, 
Environment  Resistant,  Class  1 

Splice,  Conductor,  Disconnect,  Crimp  Style,  Copper,  Insulated  Bt'rel,  Type  li.  Class 
1  For  105  Deg,  C  Toto!  Conductor  Temperoure 

Sptfce,  Conductor,  Electric,  Disconnect . . . . . 

Splice,  Electric,  Permanent,  Crimp  Style,  Copper,  Insulated,  Environment  Resistonl  .... 
Splice,  Electric,  Permanent,  Crimp  Style  Copper,  Insulated,  Environment  Resistant, 
Clcss  I 

Splice,  Electric,  Permanent,  Crimp  Style  Copper,  Insulcted,  One  Piece,  Environment 
Resistant,  Class  I 

Splice,  Fiber  Optic  Coble  General  Specification  For  (Metric)  . 

Splice,  Fiber  Optic  Cable,  Fiber  Splice  (Metric) . . . . 

Splice,  Fiber  Optic  Coble,  Fiber  Splice  Enclosure  (Metric) . . . . 

Splicer  And  Rewinder,  Photographic  Film  FM*16(  ( . . . . . 

Splices,  Chips,  Terminals,  Terminal  Boards,  Binding  Posts,  Efeclrfcol . 

Splicing,  Coble  Terminal,  Process  For,  Aircraft........... . . . . . . . 

Splicing,  Conductor,  Solderless  Connections,  Procedure  For..,.. . . . . 

Spline  And  Weights  Set . . . . . . . . . 

Spline  Defoils*drive  Pods  And  Accessory  Flanges,  Design  Slandord  For . . 

Spline,  Metric.  Module  Involute  •  Aug  80  . . . . . . . . 

Sphne,  Part  lit.  Metric  Module  Involute  Inspection  *  23  Mar  84., . . . . 

Spling,  Traction-extrication . . . . . . . . 

Splint  Attachment,  Leg,  Pearson . . . . . . . . . . . . . . . 

Splint  Set,  Arch  Wire,dento!  And  Band,  Ligature,  Dental . . . . . 

Splint  Support  And  Footrest,  Leg . . . . . . . . . . . . 

Splint,  Ail  Purpose,  E . . . . . . . . . . . . . . . 

Splint,  Arm  And  Splint,  Leg  (Pneumatic)  . . . . . . . 

Splin<,-  Finger . . . . . . . . . . . . . . 

Splint,  finger,  Aluminum..,,.,........ . . . . . . . . . . . . . 

Splint,  Hand  (Cock  Lip  Wrist)  . .  . . . . . . 

Splint,  Hand. (Mason-alien).. . . . . . . . . . „ . . . . . 

Splint,  Hand,  Mason-alien,  Aluminum . . . . . . . . . . . 

Splint,  Leg,  (Tractton)....... . . . . . . . 

Sp!int,  leg,  Pneumatic,  Adult,  V'-op-around,  Hook  And  Cord  Closure  . . 

Splint,  Leg,  Thomos,  Holf-ring...... . . . . . . . . 

Splint;  Naso!  (Brown  Style)  . . . . . . . 

Splint,  Nasal  (Large,  Brown)  . . . . . . . . . . . . . . . 

Splint,  Orthopedic  Sheet  . . . . . . . . . 

Splint,  Pneumatic,  Adult,  Slip-on  . . . . . . . . . 

Splint/  Pneumatic,  Adult,  Zipper  Closure.... . . . . . . . . . . . . . 

Splint,  Traction-extrication . . . . . . . . . . . . . . 

Spi  it.  Wire,-  Ladder . . . . . . . . . . . . 

Splint,  Wood . . . . . . . . . . . . 

Splint,  Wrap  Around . . . . . . . . . . . . 

Sponge  Or  Exponded  Rubber,  Flexible  Cellular  Materials  •  27  Sep  85  ...................... 

Sponge,  Absoroble  Gfetin,  Usp  . . . . . . . . . . 

Sponge,  Chforoprene  Rubber,  Soft  -  1  Dec  73,.,.. . . . . . . . 

Sponge,  Chloroprene  Rubber,  Medium  •  1  Dec  73............... . . . . . 

Sponge,  Chforoprene  Rubber,  Firm  •  1  Dec  73......... . . . . . . . 

Sponge,  Loofa  . . . . . . . . . . . . . 

Sponge,  Loofa  . . . . . . . . . . . . 
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FSC 

PREP 
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CUSTODIAN 

Mll-S-62413 

2990 

AT 

26  Moy 

88 

DS-52140 

6680 

AT 

28  Sep 

77 

AT 

YD 

MS-390210 

6680 

AT 

25  Jon 

82 

AT 

MIL-S-I02I5F 

6680 

AT 

17  Mor 

87 

AT 

MS-3359 

6615 

AS 

10  Jon 

69 

AS 

MIL-S-70547  (1) 

1376 

AR 

08  Jul 

87 

AR 

GG-S-618D 

6515 

/DM 

30  Jun 

78 

MD 

MS 

03 

EE-S-631J 

8950 

/Gl 

11  Sep 

81 

GL 

SA 

50 

NOTICE  (1) 

MS-90717A 

5315 

AR 

25  Jon 

88 

AR 

YD 

99 

MS-90718A 

5315 

AR 

25  Jan 

88 

AR 

YD 

99 

FF-S-61IA 

2250 

/AR 

26  Jun 

72 

AR 

YD 

99 

MIL-S-14767A 

1115 

AR 

08  Sep 

88 

AR 

NOTICE  1 

Mll-S -43877 

8915 

GL 

31  Dec 

87 

GL 

SA 

50 

NOTICE  3 

ANSI  B5.9-67R72 

34GP 

IP 

12  Dec 

78 

AL 

SH 

99 

MIL-S-379S2 

6530 

DM 

03  Jun 

83 

MD 

MS 

03 

MIL-S-37227 

6515 

DM 

17  Jun 

76 

MD 

MS 

03 

MIL-S-37490 

6505 

DM 

30  Sep 

76 

MD 

MS 

03 

Mll-5-37475 

6505 

DM 

30  Sep 

76 

MD 

MS 

03 

MIL-S-70437  (2) 

1305 

AR 

02  Dec 

85 

AR 

MS -35567 

6640 

EA 

11  Jon 

88 

EA 

MS 

99 

NOTICE  1 

W-S-610D 

5940 

/YD 

1 1  Jun 

84 

YD 

85 

MS-25439A 

5940 

AS 

15  May 

64 

AS 

85 

Mtl-S-81824/3 

5940 

AS 

15  Jun 

84 

ER 

AS 

85 

MS-27429F 

5940 

AS 

14  Nov 

86 

ER 

AS 

85 

MIL-S-6852B 

5940 

AS 

13  Jon 

71 

ER 

AS 

85 

MIL-S-81824  (3) 

5940 

AS 

15  Jun 

84 

ER 

AS 

85 

MIL-S-81824/1 

5940 

AS 

20  Aug 

76 

ER 

AS 

85 

Mll-S -81824/2A 

5940 

AS 

24  Od 

80 

ER 

AS 

85 

DOD-S-24623 

6060 

SH 

25  Mor 

85 

CR 

SH 

85 

OOD-S-24623/1 

6060 

SH 

25  Mor 

85 

CR 

SH 

85 

DOD-S-24623/2 

6060 

SH 

25  Mor 

85 

CR 

SH 

MIL-S-4639E 

6740 

AS 

18  Jon 

79 

AS 

Mil-STD.12778 

5940 

ER 

28  Dec 

83 

ER 

SH 

85 

Mll-S-l'76A  (1) 

5130 

AS 

21  Ap- 

53 

AV 

AS 

99 

MIL-S- 

14GP 

AR 

24  May 

74 

MIl-S-u. 

6675 

ME 

28  Feb 

79 

ME 

99 

MS-3335 

2995 

AS 

08  Dec 

69 

AS 

ANSI  B92.2M-80 

DRPR 

AR 

13  Sep 

88 

AR 

AS 

16 

NOTICE  2 

ANSI  892.2MA-84 

DRPR 

AR 

29  Mor 

85 

AR 

AS 

16 

A-A-0053192 

6515 

MB 

16  Sep 

87 

MD 

MS 

03 

Mll-S-36132 

6515 

DM 

16  Nov 

62 

MD 

MS 

03 

A-A-5I430 

6120 

MB 

20  Moy 

86 

MD 

MS 

03 

MIL-S-36197 

6515 

DM 

05  Moy 

64 

MD 

MS 

03 

A-A-53537 

6515 

/MB 

22  Jun 

88 

MD 

MS 

03 

A-A-51308 

6515 

MB 

12  Mur 

86 

MD 

MS 

03 

A-A-53386 

6515 

MB 

12  Feb 

83 

MD 

MS 

03 

MIL-S-37222 

6515 

DM 

31  Jul 

75 

MD 

MS 

03 

INT  AMD  1  (DM) 

A-A-53456 

6515 

MB 

12  Apr 

38 

MD 

MS 

03 

A-A-51550 

6515 

MB 

14  Jul 

86 

MD 

MS 

02 

M1L-S-36315A 

6515 

DM 

23  A>g 

78 

MD 

MS 

03 

A-A-5351) 

6515 

/MB 

01  Juti 

88 

MD 

MS 

03 

Mll-S-3758) 

6515 

DM 

09  Sep 

77 

MD 

MS 

03 

MIL-S-34040A 

6515 

DM 

10  Dec 

75 

MD 

MS 

03 

A-A-53077 

6515 

MB 

22  Jul 

87 

MD 

MS 

03 

A-A-0051903 

6515 

MB 

13  Apr 

87 

MD 

MS 

03 

A-A-53521 

6510 

/MB 

01  Jun 

88 

MD 

MS 

03 

MIL-S-37499A 

6515 

DM 

21  Dec 

76 

MD 

MS 

03 

Mll-S -37025  (2) 

6515 

DM 

24  Moy 

76 

MD 

MS 

03 

A-A-53192A 

6515 

MB 

22  Jon 

88 

MD 

MS 

03 

GG-S-636B  (!) 

6515 

/DM 

04  Od 

57 

MD 

MS 

03 

GG-S-62IC 

6515 

/DM 

14  Jul 

77 

MO 

MS 

03 

MII-S-34524A 

6515 

DM 

27  Sep 

78 

MD 

MS 

03 

ASTM  01056-85 

9320 

MR 

31  Jon 

86 

MR 

SH 

99 

MIL-S-37092 

6510 

DM 

09  Apr 

75 

MD 

MS 

03 

AMS  3197H-73 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  3198F.-73 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

AMS  3199H-73 

9320 

AS 

15  Jul 

82 

MR 

AS 

20 

JAN-S-1146 

4610 

SA 

27  Jun 

49 

GL 

SA 

99 

JAN-S001146 

7920 

SA 

30  Sep 

64 

SA 

INT  AMD  1 


662 


ALPHABETICAL  LISTING 


HUE 

Sponge,  Metal . . . . . . . . . . . . . . 

Sponge.  Scleral.  Silicone  (lincaff)  . . . . . . 

Sponge,  Scrub  Up,  Antibacterial  Soap  Impregnated  . . . .  . . . . 

Sponge,  Surgical,  Gauze  . . . . . . 

Sponge,  Surgical  . . . . . . . . . . 

Sponge,  Surgical,  Gauze,  (12  PI/,  Double  Pack) . . . 

Sponge,  SurgTcol,_(Nonwoven  Synthetic  Fiber,  Spear  Shaped)  . . . . 

Sponge,  Surgicol,  Gauze  . . . . . . . . . . 

Sponge,  Surgicol,  (Nonwoven  Synthetic  Fiber,  Spea»  shaped).... . . . . . .... 

Sponge,  Surgicol,  Gouze,  12  Ply  (Double  Pack)  . . . . . 

Sponge,  Surgicol,  Nonwoven,  Rayon,  Pattie,  Radiopaque . . . 

Sponge,  Surgical,  (Gauze,  Rodionague)  . . . . . . 

Sponge,  Surgicol,  Gauze,  Tonsil . . . . . . . . . 

Sponge,  Synthetic  . . . . . . . . . . . 

Sponge,  Synthetic  . . . . . . . . . . 

Sponges,  Metal  . . . . . . . . . . 

Sponges,  Surgical  (laparotomy  Sponge) . . . . . . . . 

Spool  -  Photographic  Film,  Aerial . . . . . . . . . . 

Spool,  Film,  Diffusion  Transfer,  Photographic.... . . . . . 

Spool,  16  MM  100  Ft,  16MM  200  Ft,  35MM  1  00  Ft,  8.  70  MM  100  F  T,  For 
Recording  Inst  Ruments  &  For  Microfi  Im  &  Still  Pictures  C  Ameros,  Dimensions 
Fo  R  -  8  Feb  80 

Spools  For  70  MM,  126  MM,  And  240  MM  Rolled  Air  Film  (Rel  To  Other  Thon 
Dod  Act  Req  Pr  Appr  Of  CNM,  MAT  09821,  Wash  D.c.  20360) 

Spoon,  Body  And  Fender. . . . . . . . . . . . 

Spoon,  Food  Service  (Basting,  Straining,  And  Mixing)  . . . . 

Spoon,  Food  Service,  Basting,  Straining  And  Mixing.......... . . . . . 

Spot  Remover,  (For  Removal  Of  Oil  And  Grease  From  Clothing) . . 

SPOTUGHT&24  Volt,  D.  C..... . . . 

Spotlight,  Automotive,  Roof  Mounted  . . . . . . 

Spotli-  I,  Incandescent,  Roof  Hounfed,  Automotive . . . . . . . . . . 

Spotlight,  12-VOlT,  Direct-current . . . . . 

Spotlight,  24  Volt  Direct  Current . . . . 

Spout,  Can,  Flexible . . . . . . . . . . 

Spout,  Pouring  . . . . . . . . . . 

Spray  Bottle,  Plastic  ...» . . . . 

Spray  Equipment,  Aircraft  Windshield,  Anti-icing....... . . . . . . . 

Spray  Gun  And  Accessories,  Paint  And  Dope,  Aircraft  Use.... . . . 

Spray  Gun,  insecticide  Dusting  Powder  And  Con!oi..er,  Powder  . 

Spray  Gun,  Paint,  Heavy  Duty,  Pressure  Feed . . . . . 

Spray  Gun,  Point,  Heavy  Duty,...-,...... . . . . . 

Spray  Gun,  Paint,  Heovy  Duly . . . . . 

Spray  Kit,  Self  Pressurized.. . - . . . . . . . . . . 

Spray  Oufit,  Point,  For  Use  With  Strippoble  Compound . . . 

Spray  Outfit,  Paint,  Airless,  Hydraulic  Pressure,  Portable . . . . . . . 

Spray  Outfit,  Tc  i.\  Portable  . . . . . . . . . . . . . . 

Sproy  Outfit,  Undercooling,  Automotive  . . . . . . . . . 

Spray  Salt  (Fog)  Testing,  Standard  Method  •  26  Apr  85 . . . . . . 

Sprayed  Fire  Resistive  Material  Applied  To  Structural  Members,  Theckness  & 

Density  Of  -  29  Aug  77  (Rcopproved  1982) 

Sprayer  8.  Duster  Units,  Insecticide,  Mist  Dust  Blower  Type,  GED,  30  To  100  Gol/h 
liquid,  30  To  300  IB/H  Dust  (Commercial) 

Sproycr  Duster,  Botk  Pack  Type,  Gcd  Blower  (Commercial) . . . . 

Sprayer,  In*cc»icidc,  Electric  Motor  Driven,  Frame  Mounted  . . . 

Sprayer,  Insecticide,  Trailer  Mounted,  Gasoline  Engine  Driven,  25  Gpm  Capacity . 

Sproycr,  Insecticide,  Frame  Mounted,  Gasoline  Engine  Driven,  Mist  And  Solid 
Stream,  180  GPH 

Sproycr,  Insecticide,  Electric  Motor  Driven,  Hand  Carried,  One  Quart  To 
One*£.*o*holf  Gallon  Copocity 

Sprayer,  Packaging  Of.,.. . . . . . . . . . . . 

Sprayer,  Powered,  ULV,  Portable . . . . . . . . 

Sprayers,  Insecticide,  Manually  Carried  Hand  Operated  Compression  . . . 

Spraying  Unit,  Corrosion  Control,  Trailer  Mounted  A/M32M-18A,.,..,.,., . 

Spraying  Unit,  C!eomng8.deicing&deconlominotlog  Fluid,  Truck  Mounted  AF-S32M&1 

Spraying,  Thermal,  Recommended  Safe  Practices  For  -  1973...., . . . 

Spreader  Bcr,  Held  Sling  . . . . ...» . . . . . . 

Spreader  Bor.  Head  Sling.. . . . . . . . . . . . . 

Spreader,  Aggregate,  Towed  lype,  troction  Powered..... . . . 

Spreader,  Aggregate,  Self-propelled,  Pneumatic-tired,  Ded . . . . . . 

Spreader,  Bone,  Pediatric  (Baby  Inge) . . . . . . . 

Spreader,  Gut  to  Pcrcha,  Dental,,... . . . 

Spreoder,  lifting,  ISO  &  Intermodol  Freight  Contcmcri . .  . . . . . . 

Spreader,  Material,  Power  Driven,  Truck  Mounted,  Commercial.... . . . . 

Spreader,  Sling,  Plate  Type,  Nonadjustoblo . . . . . . . 

Spreader,  Sling,  Telescopic,  Vehicle  lifting,  10  Ton  Capacity  ................ 

Spreader,  Tire,  (Pneumatically  Operated)  . . .... 

Spring  And  Retainer,  Electrical  Terminal,  Spcrk  Plug  Coble  (Other  Than  Aircraft) . . 

Spring  loaded  Mounting  Assembly,  Connector,  Rack  And  Pcncl,  Miniature .......... ..... 

Spring&volve  Assembly,  Poppet,  Hull  Drain  . . .  . . 
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FSC 

PREP 
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CUSTODIAN 

RR-S-615C  (1) 

7920 

*Gl 

01  Feb 

78 

GL 

99 

A-A-53773 

6515 

MB 

01  Dec 

88 

MD 

MS 

03 

A-A-30047A 

6530 

t 

11  Mar 

83 

MIL-S-37023 

6510 

DM 

18  Jan 

74 

MD 

MS 

03 

A-A-0030I20 

6510 

/MB 

08  Jon 

87 

MD 

MS 

03 

A-A-5333IA 

6510 

MB 

13  Mar 

89 

MD 

MS 

03 

A-A-51856A 

6510 

MB 

01  Mar 

88 

MD 

MS 

03 

Mll-S-37172 

6510 

DM 

13  May 

75 

MD 

MS 

03 

A-A-51865A 

6510 

MB 

01  Mo  r 

88 

MD 

MS 

03 

A-A-0053331 

6510 

MB 

16  Feb 

88 

MD 

MS 

03 

A-A-51405A 

6510 

/MB 

15  Jul 

88 

MD 

MS 

03 

A-A-51391 

6510 

MB 

13  May 

87 

MD  MS 

03 

A-A-51257 

6510 

/MB 

22  Dec 

85 

MD 

MS 

03 

L-S-626C 

7920 

*Gl 

02  May 

67 

Gl 

99 

INT  AMD  1  (Gl) 

L-S-00626D 

7920 

1 

15  Jan 

70 

A-A-973 

7920 

X 

07  Feb 

80 

A-A-30104A 

6510 

1 

13  Jun 

84 

MS-26565C 

6760 

70 

05  Apr 

73 

ER 

AS 

99 

L  MS-27541A 

6750 

70 

07  Mar 

86 

99 

ANSI  PHI.33-80 

6750 

AS 

04  May 

83 

ER 

AS 

99 

AIR-STD-52/17C 

ISDF 

06 

04  Nov 

83 

GGG-S-00625 

5120 

t 

06  Mo/ 

64 

A-A-1082 

7340 

•Gl 

23  Jon 

81 

Gl 

SA 

99 

RR-S-617D 

7340 

•Gl 

06  Feb 

74 

GL 

SA 

99 

Mll-S-43910 

6850 

Gl 

10  Nov 

87 

GL 

SH 

99 

NOTICE  1 

MS-5I307C 

6220 

AT 

30  May 

85 

AT 

MC 

84 

A-A-50784 

6220 

/82 

08  Dec 

82 

ME 

YD 

99 

MU-S-45I0E 

6220 

82 

05  Oct 

82 

ME 

YD 

99 

MIL-S-12610D 

6230 

ME 

28  Oct 

75 

ME 

99 

) 

MIL-S-45337C 

6220 

AT 

12  Jon 

85 

AT 

MC 

99 

MIL-S-1285D  (1) 

7240 

ME 

13  Jul 

77 

ME 

YD 

99 

MS-36415 

6640 

EA 

26  Jul 

82 

EA 

MS 

99 

MIL-S -36468A 

6530 

DM 

06  Ocl 

78 

MD  MS 

03 

MII-S-6625A 

6850 

AS 

26  Mar 

53 

AV 

AS 

MIL-S-15847A 

4940 

AS 

10  Aug 

53 

AS 

99 

MIL-S-1837H 

3740 

Gl 

25  Mor 

77 

GL 

YD 

99 

MIL-S -64052 

4940 

Al 

25  Apr 

88 

Al 

MC  99 

Mll'S'12877H 

4940 

Al 

19  Nov 

85 

AL 

MC 

99 

MIL-S-0012877G 

4940 

AS 

06  Apr 

34 

AS 

MIL.S-22805A  (2) 

4940 

AS 

21  Jon 

85 

Al 

AS 

99 

MII-S-14560E 

4940 

Al 

26  Sep 

85 

Al 

l 

Mll'S'81749 

4940 

AS 

21  Nov 

69 

AS 

) 

MII-S-15297G  (2) 

INT  AMD-3  (SH) 

4940 

YD 

05  Jun 

87 

ME 

YD 

99 

OO-S-630D 

4940 

/Al 

06  Aug 

85 

Al 

99 

ASTM  Bl  17-85 

95GP 

MR 

14  Aug 

85 

MR 

AS 

20 

ASTM  E605-77RB2 

5640 

YD 

05  Jun 

81 

CE 

YD 

99 

MIL-S-23923D 

3740 

YD 

21  Jun 

84 

YD 

99 

MIL-S-23891C 

3740 

MD 

30  Jan 

85 

MD  YD 

99 

Mll-S-83961  (1) 

3740 

84 

07  Jun 

78 

ME 

YD 

99 

MIL-S-82068C 

3740 

YD 

26  Ocl 

84 

ME 

YD 

99 

MIL-S-12511G 

3740 

MD 

31  Jon 

83 

MD 

YD 

99 

MIL-S-22308C 

3740 

YD 

10  Ocl 

80 

ME 

YD 

MIL-S-12651F 

PACK 

Mb 

24  Mo/ 

83 

ME 

YD 

69 

MIL-5-53049 

3740 

MD 

30  Jon 

85 

MD 

YD 

99 

MIL-S-14102D 

3740 

MO 

18  Ocl 

82 

MD 

YD 

l 

MIL-S-83189A  (1) 

1730 

82 

24  Nov 

78 

99 

l 

MIL-S-261I0D 

1730 

82 

28  Nov 

83 

99 

AWS  C2.1-73 

MFFP 

SH 

30  Jun 

83 

MR 

SH 

11 

MIL-S-36549 

6530 

DM 

08  Jon 

68 

MD 

MS 

03 

A-A-53321 

6530 

MB 

26  Feb 

88 

MD 

MS 

03 

(iih,5  4*4F  (21 

3895 

ME 

01  Mov 

87 

ME 

YD 

MII-S-23I68D 

3895 

YD 

20  Jun 

84 

YD 

99 

A-A-0053014 

6515 

MB 

08  Sep 

87 

MD 

MS 

03 

MIL-S-36377B 

6520 

MB 

29  Oct 

85 

MD 

MS 

03 

l 

Mll-S-527138  (1) 

3990 

ME 

05  Nov 

85 

ME 

YD 

l 

MIL-S-29208A 

3895 

YD 

27  Mor 

86 

YD 

MIL-S-13U9E 

3940 

ME 

02  Jul 

84 

ME 

99 

l 

MIL-S-52408B 

3940 

ME 

19  Jul 

S3 

ME 

GGG-S-630D 

4910 

/Al 

19  Feb 

86 

AL 

YD 

99 

MS-510158 

2920 

AT 

31  Mor 

78 

AT 

99 

l 

MS-24695 

NOTICE  1 

5935 

85 

08  Aug 

86 

85 

l 

MS-51350A 

2590 

AT 

18  Ocl 

66 

AT 

663 


ALPHABETICAL  LISTING 


:ing 

Spring-connector  Rock  And  Pc  1,  Miniature  . . .  ... . . 

Spring,  Band,  Porochute  Container  Opening  . . . . . . . 

Spring,  Belleville., . . . . . . . . . 

Spring,  Escapement,  Corrosion-resisting . . . . . . . . 

Spring,  Helicol  Torsion .  . . . . . . . . . . . . 

Spring,  Helicol,  Compression  for  loads  Below  20  Pounds . . . . . . 

Spring,  Helicol,  Compression  And  Extension............. . . . . . . 

Spring,  Helicol,  Compression,  Spark  Plug  Coble  Terminal  (Other  Than  Aircraft)  . 
Spring,  Helical,  Aircraft  . . . . . . . . . . . . . . . . 

Spring,  Helicol,  Extension,  For  loads  Below  30  Pounds  . . . . 

Spring,  Helical,  Agehardcnable  Nickel  Chromium  Iron  Alloy  (Issue 
ControNed-'equests  By  Other  Than  Ood  Activities  Must  Be  Submitted  Vio  The 
Preparing  Activity  Of  The  Spec.) 

Spring,  Helical,  Compression,  Mechanical,  Automotive  Air  Brake  Hoso  Adopter  . 

Spring,  Hydraulic,  General  Specification  For . . . . . . . . . 

Spring,  lock  For  Nozzle  Assembly . . . . . . . 

Spring,  Mechanical,  Drawing  Requirements  For  . . . . 

Spring,  Ring  (For  Small  Arms  Application). . . . . . 

Spring,  Standard  Wire,  Helicol  Compression  (For  Small  Arms  Application) . . 

Spring,  Torsion-bar,  Suspension . . . . . . . . . 

Springs,  liquid  For  Shock  Absorber  Missile  launcher  Mark  2  Mod  0  . 

Springs,  Mechanical,  Steel  Wire,  Cold  Drawn  For  -  29  Jut  83. . . . . 

Sprinkler  Head,  180  Degrees  Full  Cone  . . . . . . . . . . 

Sprirkler,  Automatic,  Thermo-sensitive . . . . . . . . . 

Sprinkler,  lawn,  (Surface  Connected) . . . . . . . . . . . 

Sprocket  Wheels  For  Power  Transmission  And  Conveying  Chains  . . 


Squares,  Carpenters,  Diemokcrs,  And  Machinists.... . . . . . . . 

Squeegee,  Floor  And  Window . . . . . . . 

Squeegee,  Silk  Screen . . . . . . . . . 

Squib,  Electric,  Single  Bridge  wire . . . . . . . . . 

Squib,  Electric,  M2,  Ports  For  And  loading,  Assembling  And  Pocking . . . . 

Squib,  Electric,  M3,  Manufacture  And  A'*embly  ......... . . . 

Squib,  Electric,  Mk  7  Mod  0 . . . . . . . 

Squib,  Mark  1  Mod  0  For  2.75  Inch  Rocket...,. . . . . . 

Squib,  Mark  1  Mods  . . . . . . . . . . 

Squib,  One  Ampere,  No  Fire  (  Inactive  For  New  Design) . . . . . 

Squlp,  Electric,  Mark  2  Mods...,. . . . . . . . . . 

Stability  Test  Procedures  And  Requirements  For  Propellants-*  .jbilized  With 
Diphenylamine  Or  Ethyl  Centrolite  Or  A  Mixture  Of  Both  (Edition  No.  2) 

Stabilizer  Additive,  Disel  Fuel . . . . . . . 

Stabilizer,  Barium-codium . . . . . . . . . . . . 

Stabilizer,  Orgamc*lin*»ulfur . . . . . . 

Stain  (Wood,  Solvent  dye  Type) . . . . . . . . . . . 

Stain  Relief,  90  De^.  For  Electric  Connectors  (Inactive) . . . . . . . 

Stoin  Remover,  Tableware,  Oxygen  Releasing  Type . . . . . . . 

Stoin  Remover,  Tablewore,  Oxygen  Releasing  Type,,,. . . . . . 

Stain;  latex.  Exterior  for  Wood  Surfaces  . . . . . . . . . . 

Stain,  Oil  Type,  Wood,  Interior............ . . . . . . . . . 

Stoin,  Oil,  Semi-transporenf,  Wood,  Exterior, . . . . . . . . 

Staining  Pack,  Cytology,.,.. . . . . . . . . . . 

Stainless  Steel  Plumbing  fixtures  (Designed  For  Residential  Use)  American  National 
Sfondord  For  3  Apr  87 

Stair,  Exercise  . . . . . . . . . . 

Staircase,  Aircraft  Boarding,  Mobile,  Type  MA&l . . . . . . . . 

Staircase,  Aircraft  Boarding,  Truck  Mounted  A*$32S*3  . . . . . . 

Stoke  Mounting,  Aircroft  Marker  light......... . . . . . . . . 

Stoke,  Anchor  And  Drive  Cop,  Cobleway,  Medium  . . . . . 

Stoke,  Anchor,  Guy,  Electric  lighting  Set,  Airport  And  Heliport  . . . . . . . 

Slake,  Guy  And  Other  Hardware  For  Antenna  Masts  . . . 

Stake,  Guy,  Antenna  (Slake  GP’2)  . . . . . . . . 

Stoke,  Guy,  Antenna  (Stoke  GP-101/U) . . . . . . . . . 

Stoke,  Guy,  Antenna  (Guy  Stoke  GP'108/U) . .  . . . . . 

Stoke,  Guy,  Antenna  (Guy  Stoke  GP»111/G), .................. . . . , 

Stake,  Guy,  Antenna  . . . . . . . . . . . . 

Stoke,  Sheet  Metolworking,  And  Plate,  Bench  Stakeholder  . . . 

Stake,-Wood  . . . . . . . . . . . . . 

Stoke,  Wood,  Antenna....,,......,,...,....,.,... . . . . . . . . . . . ..., 

Stakes,  Sheet  Metalworking,  And  Plate,  Bench  Stakeholder....,,.,. . . . . . . 
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l 

MS-24697 

5935 

85 

08  Aug 

86 

85 

NOTICE  1 

MS-90296C 

1670 

Gl 

29  Jan 

63 

GL 

AS 

99 

l 

MS-75044A 

6140 

ER 

12  Jon 

68 

ER 

l 

MIL-S -20561 A 
NOTICE  1 

6645 

OS 

29  Oct 

86 

OS 

l 

MIL-S-t  2684  (1) 

5630 

OS 

29  Moy 

86 

OS 

MS-245850 

5360 

AR 

05  Mar 

88 

AR 

OS 

99 

MIL-S-13572C 

5360 

AR 

09  Mor 

88 

AR 

OS 

99 

MS-SI0I4A 

2920 

AT 

03  Nov 

66 

AT 

99 

MIL-S-6715  (2) 
NOTICE  3 

5340 

AS 

15  Mor 

88 

AS 

11 

MS-245860 

5360 

AR 

01  Moy 

78 

AR 

OS 

99 

l 

Mll-S-231920 

5360 

SH 

11  Mar 

86 

SH 

MS-39134C 

4730 

ME 

15  Aug 

80 

ME 

99 

MIL-S-8959  (1) 

1620 

70 

26  Nov 

84 

AS 

99 

l 

MS-90369 

8475 

AS 

27  Apr 

65 

AS 

MIL-STD-29A 

DR  PR 

AR 

01  Mor 

62 

OR 

OS 

11 

L 

MIL-S-45513 

NOTICE  1 

1005 

AR 

17  Apr 

86 

AR 

l 

MIL-S-45527A 

NOTICE  1 

1005 

AR 

17  Apr 

86 

AR 

99 

l 

MIL-S-45387B  (1) 

2530 

AT 

13  Oct 

77 

AT 

l 

MIL-S-21521A  (2) 

1440 

OS 

01  Dec 

64 

OS 

ASTM  A227/A227M-83 

9505 

MR 

28  Dec 

83 

MR 

OS 

99 

NOTICE  2 

MIL-S-24660 

4210 

SH 

10  Oct 

85 

SH 

l 

MIL-S-24686 

4210 

SH 

04  Dec 

87 

SH 

WW-S-6I0B  (1) 

3750 

J 

19  Mor 

76 

MIL-STD-627 

NOTICE  2 

20  SEP  73 

3020 

Ml 

20  Sep 

73 

Ml 

YD 

99 

GGG-S-656C 

5210 

% 

05  Feb 

73 

ZZ-S-666C 

7920 

*/. 

13  Apr 

76 

MIL-S-43252A  (1) 

7920 

Gl 

14  Dec 

77 

GL 

99 

L 

MIL-S -85309  (3) 

1336 

AS 

20  Jon 

87 

AS 

l 

MU-S-45428D  (2) 
NOTICE  1 

1375 

AR 

16  Dec 

88 

AR 

L 

MIL-S-46997  (1) 

1375 

Ml 

14  Nov 

75 

Ml 

l 

MIL-S-81196  (I) 

1375 

OS 

25  Aug 

71 

OS 

l 

MIL-S-14977A 

1340 

Ml 

22  Aug 

83 

Ml 

l 

MIL-S-17923B  (2) 

NOTICE  (1) 

1340 

OS 

17  Mo y 

73 

OS 

l 

Mll-S-81271  (2) 

1375 

OS 

15  May 

73 

OS 

l 

MIL-S-22128A  (2) 

1340 

OS 

20  Aug 

71 

OS 

NOTICE  1  (OS) 
NAT-STO-4H7  (2) 

ISDA 

AM 

05  Jul 

77 

MIL-S-53021A 

6850 

ME 

15  Aug 

88 

ME 

YD 

68 

l 

Mll-S-81269 

6810 

OS 

10  May 

65 

OS 

L 

MIL-S-81246/A 

6810 

OS 

27  Jon 

88 

OS 

A-A-2339 

8010 

t 

26  Nov 

84 

MS-3154C 

5935 

AS 

10  Jun 

82 

CR 

AS 

85 

P-S-730B 

INT  AMD  1 

7930 

*/. 

30  Jun 

76 

A-A-21A 

7930 

1 

19  Sep 

81 

TT-S-001992 

8010 

» 

29  Dec 

75 

TI-S-711C 

8010 

•ME 

01  Jun 

78 

ME 

SH 

IT-S-708A  (2) 

8010 

1 

23  Jun 

77 

A-A-53269A 

6550 

MB 

1 1  Apr 

88 

MD 

MS 

03 

ASME  A112.I9.3M-87 

4510 

VD 

13  Jon 

89 

ME 

YD 

99 

A-A-51589 

6530 

/MS 

12  Aug 

86 

MD 

MS 

03 

l 

MIL-S-2685IB 
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82 
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83 

99 

L 
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1730 

82 
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79 

99 

l 

MS-27280A 

6210 

82 

30  Apr 

84 

99 

l 

MIL-S-52320A 

*5420 

ME 

30  Apr 

71 

ME 

L 

MIL-S-52001B 

6210 

ME 

02  Apr 

87 

ME 

NOTICE  1 

MIL-S-55094 

5975 

ER 

2  Feb 

60 

ER 

85 

SUPP  1 

MS-75014 

5975 

ER 

2  Feb 

60 

ER 

SH 

MS-75015 

5975 

ER 
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60 

ER 

SH 

85 

MS-75016 
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ER 

2  Feb 

60 
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85 

ME  017 

5975 

ER 

2  Feb 

60 

ER 

SH 

85 
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5975 

ER 

2  Feb 

60 

ER 

SH 

GGG-S-00731A 
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l 

03  Aug 

67 

NN-5-73CC 

5510 

I 
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72 
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5120 

*GL 

31  Moy 
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ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  rSC  PREP  DATE  CUSTODIAN 


Stall/poSMtatl/ spin  Flight  Test  Demonstration  Requirements  For  Airplanes . . 

Stamp,  Time  (Electric  Correspondence)  . . . . . . 

Stamping  And  Marking  Equipment,  General  Specification  For..... . . . . . 

Stamping  And  Marking  Equipment,  Stencils . . 

Stamping  And  Marking  Equipment,  Rubber  Stamp,  Hand,  Fixed  Type . . 

Stomping  And  Marking  Equipment,  Rubber  Stomp,  Hand,  Fixed  And  Removeable 
Type,  Food  Inspection,  Veterinary 

Stamping  And  Marking  Equipment;  Rubber  Stomp,  Pocket  . . 

Stamping  And  Marking  Equipment,  Dies,  Metal  Stomping,  Hand  Type  . . . 

Stamping  And  Marking  Equipment,  Dies,  Lumber  Stamping,  Hammer  Type . . 

Stomping  And  Marking  Equipment,  Press,  Lead  Seal,  Hard,  Reversible  Type. . 

Stamping  And  Marking  Equipment,  Press,  Lead  Seal,  Hand,  Nonreversible  Type.. . 

Stand,  Atomic  Warhead  Section,  H4234  . . . . . 

Stand,  Basin . . . . . . . . . . 

Stand,  Basin,  Folding,  Single,  Aluminum... . . . . . 

Stand,  Bed  Service,  (Aluminum) . . . . . . . . 

Stand,  Bed  Service . . . . . . . . . . . . . . . 

Stand.  Bible  &  Missal...... . . . . . . . . . . 

Stand,  Bible  And  Missal.. . . . . . 

Stand,  Booster  Test,  Mk  12  Mod  0  . . . . . . 

Stand,  Cable  Rewind,  Reversible  THU-4/E  . . . . . 

Stand,  Canteen  Cup, . . . . . . . . . 

Stand,  Dictionary,  Wood . . . . . . . . . 

Stand,  Dictionary,  Wood  . . . . . . . . . 

Stand,  Disk,  Dental  ....... . . . . . . . 

Stand,  Distilling  Apparatus,  Laboratory . . . . . . . 

Stand,  Fill-drain,  Coolant  System  MT-4730(  (/ANM*23)V{  . . 

Stand,  Flagstaff.  Wood  . . . . 

Stand,  Folding,  Service  Tray  . . . . . . . . 

Stand,  Irrigator,  Steel,  Folding . . . . . . 

Stand,  Irrigator . . . . . . . . . . . 

Stand,  Laboratory  Apparatus  Support . . . . . . . . . . 

Stand,  Laboratory  Apporotus  Support  (S/s  By  A-A-512U) . 

Stand,  Laboratory  Apparatus  Support,  Metal  Bose,  Rectangular,  General  Purpose  .... 

Stand,  Laboratory  AppatUus  Support . . . . . . . . 

Stand,  Laboratory  Apparatus  Support  Porcelain  Bose,  Rectangular  Shaped . . . 

Stand,  Laboratory  Apparatus  Support  Tripod  Shoped  Base . . . . . . . 

Stand,  lecture.  Aluminum,  Folding  ....  . . . . . . . . 

Stand,  Maintenance,  Automotive  Engine  . . . . . . . . . . 

Stand,  Maintenance,  For  Mine  Dispersing  Subsystem  Aircraft,  M56  . . . . 

Stand,  Mixing  Bowl,  Mobile . . . . . . . . . 

Stand,  Nuc’-or  Projectile  H4280  . . .  ..... ..  . . . . . . 

Stand,  Office  Muchine  (EDP  Terminal,  Dual  Surface).  . . . . . 

Stand,  Office  Machine,  Typewriter,  Steel,  5  Position . . . . . . . . 

Stand,  Office  Machine  (EDP,  Printer)........ . . . . . . . 

Stand,  Office  Machine . . . . . . . . . . . 

Stand,  Pipe  Vise,  And  Vises  And  Stands,  Pipe,.. . .  . . . . . 

Stand,  Pipe  Vise,  And  Vecj  A-.d  Stands,  Pipe... . . . . . . . . . 

Stood,  RADIATOR  Test  And  Repair  . . . . . . . . . . 

Stond,  Shelf,  Corrosion  Resisting  Steel . . . . . . . . . . 

Stand,  Shipboard,  Helicopter  Maintenance  . . . . . 

Stond,  Surgical  instrument.  Adjustable,  Steel,  Olive  Drab  Er  jmcled,  Field . . 

Stond,  Surgical  Instrument  . . . . . . . . . . 

Stond,  Surgical  Instrument . . . . . . . . . . . . . . 

Stand,  Sustaincr  Test  Mk  13  Mod  0  . . . . . . . . . 

Stond,  Test,  Aircroft  Hydraulic  System.  Electric  Motor  Driven,  Typo  MK&1..., . . 

Stand,  Tost,  Aircraft  Hydraulic  Systems,  Non  Portoble...... . . . . . . . . 

Stand,  Typewriter,  Wood...... . . . . . . . . . . . 

Standard  Airborne  Electronic  Data  Transmission  System  . . . . . . . 

Standard  Analogue  Heading  Outputs... . . . . . . . . . . . 

Standard  Atmosphere  Tobies  (CH*l  30  May  1977) . . . . 

Standard  ballistic  Meteorological  McuogeCobio  332) . . . . 

Standard  Calibration  Toble  For  Aeronautical  Pressure  Measuring  Equipment . . . 

Standard  Character  By  Character  Meteorological  Message  Format  (A8CA)  (Rc!#ow 
To  Other  Than  OOD  Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE  ?) 

Standard  Classification  Of  Costobfe  Refractories  *25  Nov  77.............. . . 

Standard  Colours  For  Indicating  lights  (Edition  No,  1) . . . 

Standard  Dimensions  For  Streamline  And  Oval  Tubular  Shopei............,,,,..,.«,,,....~.... 

Standard  Distance  line  Lighting  (Ed.  . . . . . . . 

Standard  Dynamic  Pressure  Calibrated  Airspeed  Tables  For  Aircroft  Equipment  (Rel 
To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09321,  WASH,  D.c. 
20360) 
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MIL-S-83691A 
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SA 
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SA 
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AR 
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53 
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66 
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85 

MD  MS 

03 
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74 

MD  MS 
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L 
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4920 

AS 
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75 

AS 

L 
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72 

MC 
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Gl 

99 
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MD 

MS 
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77 
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85 
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03 
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6640 

/EA 

22  Ocl 

62 

EA 

MS 

99 

MS-36019C 

6640 

EA 

04  Dec 

85 

EA 

MS 

99 

NNN-S-00750A 

6640 

/DM 

07  May 

75 

MD 

MS 

03 

MS-36O20C 

6640 

EA 

04  Dec 

85 

EA 

MS 

99 

MS-36550 

6640 

EA 

04  Dec 

85 

EA 

MS 

99 

MIL-S-43669A 

7195 

Gl 

08  Aug 

74 

GL 

YD 

99 

MIL-S-45004E 

4910 

AL 

27  Apr 

87 

AL 

99 

L 

MH-S-48363 

NOTICE  1 

1345 

AR 
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86 

AR 

MII-S-1980D 

7330 

Gl 

23  Oct 

87 

GL 

SA 

99 

l 

Mll-S-63950 

NUORAR 

25  Jun 

82 

AR 

A-A-2238 

7110 

GL 

08  Oct 

85 

GL 

YD 

99 

MIL-S-3813C 

7110 

Gl 

17  Dec 

69 

Gl 

99 

A-A-2239 

7110 

Gl 

08  Oct 

85 

Gl 

YD 

99 

AA-S-00680E 

7110 

t 

29  Apr 

71 

GGG-S-7405 

5120 

•Gl 

05  Nov 

87 

Gl 

SH 

99 

GGG-S-00740A 

5120 

i 

15  Jul 

65 

MIL-S-4534C  (1) 

4910 

AL 

27  Jon 

89 

AL 

99 

MIL-S-16297A 

6530 

OM 

10  Apr 

61 

MD 

MS 

03 

L 

MIL-S-85376A 

4920 

AS 

01  Feb 

85 

AS 

MIL-S-362808 

6530 

DM 

11  Jun 

75 

MD 

MS 

03 

GG-S-743C 

6530 

/PM 

28  Jul 

75 

MD 

MS 

03 

MIL-S-37223 

6530 

DM 

11  Jun 

76 

MD  MS 

03 

l 

MIL-5-22220 

4935 

OS 

6  Nov 

59 

OS 

MIL-5-26000C 

4920 

82 

01  Apr 

87 

AV 

99 

L 

MIL-S-26716A 

NOTICE  1 

4920 

82 

01  Nov 

88 

99 

AA-S-6B3A 

7110 

% 

29  Aug 

52 

INT  AMD  2 
AIR-STD-19/2 

ISDF 

06 

29  Oct 

80 

AIR-STD-53/108 

ISDF 

06 

15  Mor 

79 

AIR-STD-10/35B 

ISDF 

06 

06  Jon 

69 

0-5T0-339 

ISDA 

AM 

15  Dee 

75 

MIL-SID-859A 

QCIC 

82 

01  Feb 

79 

AV 

AS 

11 

NOTICE  1 

01  FEB  1979 
O-STD-267 

ISDA 

AM 

10  Feb 

82 

ASTM  C40I-77R3E1 

5610 

YD 

10  Aug 

84 

YD 

NAT-STD-4145 

ISDN 

SH 

29  Apr 

86 

MS-33534 

4710 

82 

26  Jon 

53 

AS 

99 

NAT-STO-1328 

ISDN 

SH 

12  Mor 

87 

AIR-STD-10/46A 

ISDF 

06 

03  Jun 

83 

665 


ALPHABETICAL  LISTING 


TIT  " 


Standard  Electrical  Symbol  List  . . . . . . 

Standard  For  Commercial  Electric  Cooking  Appliances  ■  8  Nov  74 . . . . 

Standard  For  Household  Electric  Ranges  *  7  Aug  74  . . . . . . . 

Standard  For  tcboratory  Atmospheric  Conditions  For  Testing  . . . 

Standard  For  Maintenance  Of  Fixed  Aviation  Fuel  Receipt,  Storage  4  Dispensing 
Systems  (Edition  No,  2)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO, 
Wash.  D.c.  20330-5058) 

Standard  For  Preservative  Treatment  Of  Structural  Glued  laminated  Members  4 
laminations  Before  Gluing  Of  Southern  Pine,  Pacific  Coast  Douglcs  Fir,  Hemfir  8. 
Western  Hemlock  By  Pressure  Processes  -  1985 

Standard  For  Primary  Safety  Controls  For  Gas  &  Oil  Fired  Appliances  ■  Sep  75 . 

Standard  For  Rigid  Steel  Conduit  *zinc  Coated  Mar  1983............. . . . 

Sfondord  For  Safety  Commercial  Dry  Cleaning  Machines  (Class  lv)  •  1  Mar  74  . . 

Slondard  For  Stationary  4  Fixed  Electric  Tools  ■  1  Aug  72............ . . . 

Standord  For  The  Preservative  Treatment  Of  Crossarms  8y  Non-pressure  Processes, 
Douglas  Fir,  Western  larch  &  Western  Hemlock  -  1957 

Standard  For  The  Purchase  Of  Treated  Wood  Products  -  1986..... . . . 

Standard  Format  Of  Request  For  Meteorological  Messages  (Release  To  Olher  Than 
Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Abco  386) 

Standard  General  Requirements  For  Electronic  Equipment . . . . 

Slondard  General  Purpose  Electronic  Test  Equipment  Support  Items . . . 

Standard  General  Requirements  For  Safe  Design  And  Operation  Of  Pressurized 
Missile  And  Space  Systems 

Standard  General  Purpose  Electronic  Test  Equipment  . . . . . 

Standard  General  Requirements  For  Color  And  Marking  Of  Army  Matcriol  . 

Standard  Guides  For  Preparation  Of  Proposed  Item  logistics  Data  Records... . 

Standard  lengths  And  Widths,  Metol  Sheets  And  Strips  (Supersedes  AND10115, 
AND101 16,  AND101 17,  AND101 18.AND10120  And  AND10121) 

Standard  list  Of  Gap  Crossing  Information  Requirements  When  Gathering  Data  By 
Means  Of  Aerial  Or  Ground  Survey  (Release  To  Other  Than  Dod  Agencies  Must 
Be  Approred  By  Hq  Darcom  (Drcird)( 

Standard  Method  Of  Writirg  Prescriptions  For  Spectacles  Abco  623  . . . 

Standard  Method  Of  Passing  Degoussing  Information  Between  Nationol  Authorities 
(With  Amendment  2  Thru  12) 

Standard  Method  Of  Writing  Prescriptions  For  Spectac’es  (Issued  ConlroIIed-release 
To  Other  Than  Dod  Agencies  Must  Be  Approved  Byhq  Darcom)dricird( 

Standard  Missile  Interchangeable  Within  NATO  Naval  Forces  (Edition  1)  Request 
For  Issue  Other  Than  DOD  &  DOD  Contractors  Must:Be  Sent  Via  (NO-OP-731 
Wash  D.c.  20350-2000 

Standard  Nato  Safety  Tests  For  Airborne  Pyrotechnic  For  Fixed  Wing  Aircraft  And 
Helicopters  (Edition  1) 

Standard  Procedures  For  Explosion  Testing  rerrous  4  Non  Ferrous  Metallic 
Materials  4  Weldments 

Standord  Procedures  For  The  Emergency  Printing  Of  Nautical  Charts  Published  Sy 
One  NATO  Notion  &  Reprinted  By  Another  (Edition  2) 

Standard  Procedure  For  The  Metallurgical  Exominat  Of  Gas  Turbine  Hot  SecPon 
Airfoil  Components  For  Hot  Corrosion  Degradation  (Metric) 

Standard  Procedure  For  Infantry/armored  Fighting  Vehicle-Target  Indication 
(ABCA-239) 

Standard  Procedures  Prior  To  Infontry/armoured  Fighting  Vehicle  (Afv)  Operations 
(U),  (ABCA-222) 

Standard  Qualification  Welding  Processes  &  Welders  (Piping  &  Tubing)  •  1969 . 

Standard  Qualification  Procedure  •  1941..., . . . . . . . 

Standord  R/t  Phraseology  To  Be  Used  For  Aircraft  (Ed  3)i(Req  For  Issue  Other  Dod 
Musf  Be  Sent  Via  Hq  Usof/xoxx-iso  Washington,  Dc  20330-5058 
Standord  Reception  Station  Arrangements  Designed  To  Support  Up  To  250  Kifo 
Grammes  (550  Pounds)  Transfer  load  Edition  No.  1  W/amds  243  (Rel  To  Other 
Than  DOD  4  DOD  Contractors  Req  Approval  Of  CNO-OP-731,  Wash.,  D.c. 
20350-2000 

Standard  Recommended  Proctice  For  Measuring  Coating  Thickness  By  Magnetic 
Field  Or  Eddy  Current  (Electromagnetic)  Test  Methods  -  17  Oct  69 

Stondord  Requirements  For  Soldered  Electricol  4  Electronic  Assemblies . . 

Standord  Requirements  For  The  Day  Tronsfer  Station  Markers  (Edition  No.  1) . . 

Standard  Scales  For  Topographic  Aeronouticolcharts  Request  For  Issue  Other  Than 
Dod  Mustbe  Sent  Via:  Hq  Usaf/xoxx  (Iso)  Wash,  Dc_20330-5058 
Standard  Scoles  For  land  Mops  4  Aeronautical  Charts  (Edition  No,  2)  (Req  From 
Other  Than  DOD  4  DOD  Contractor*  Mu*»  Be  S?«»=Vis=HQ  USAF'XOXX(fSO), 
Washington,  D.c.  20330-5058) 

Standard  Search  Planning  Data  . . . . . . . . . . . . 

Standord  Ship  Designator  System  (Ed  4)  Other  Than  Dod  Refer  To  CNO-OP-731 
Wash,  Dc  20350 

Standard  Solution  Kit,  Hydrogen  Ion  Meter... . . . . . . . . 

Stondard  Solution  Set,  Hydrogen  Ion  Meter  . . . . . . 

Stondard  Specification  For  An  Asynchronous  Serial  Data  Interface  For  Point  To 
Point  Connections  4  For  Connection  To  Data  Networks  In  NATO  Systems 
(Edition  No,  1) 

Stondord  Specificotionfor  Disposable  Gloss  Micropipets  Adopted  25  Jan  85 . . 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 
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SH 
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19 
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85 

EC 
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82 
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62 
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86 
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88 
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77 
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SH 
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83 

SH 
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87 
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DIST  STMT  D 

ISDN 

Nl 

03  Feb 

89 

MS-36452A 

NOTICE  1 

6630 

EA 

29  Jon 

88 

EA 

MS 

99 

MS-36453A 

6630 

EA 

29  Jon 

88 

EA 

MS 

99 

NOTICE  1 
NAT-STD-4153  (3) 

ISDN 

NM 

28  Jun 

85 

ASTM  E672-85 

6640 

MB 

23  Sep 

86 

MD  MS 

03 
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ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

Standard  Specification  For  A  Sericl  Data  Interface  For  Synchronous  Connections  To 

A  Oata  Netwoik  (Edition  No  1) 

NAT-STD-4156  (1) 

ISDN 

NM 

02  Sep 

85 

Standard  System  Of  Visual  Markings  For  North  Atlantic  Treaty  Naval  Vessels 
(Edition  No.  5) 

NAT-STD-1005 

ISDN 

Nl 

05  Nov 

73 

Standard  Tactical  Air  Navigation  (Tacon)  Signol . . . . . . . 

MIL-STD-291B 

NOTICE  1 

5824 

EC 

12  Dec 

86 

Standard  Target  Acquisition  Meteorological  Message  (ABCA)  (Release  To  Other 

Than  DOD  Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE-1) 

Q-STD-389 

ISDA 

AM 

10  Feb 

82 

Standard  Test  Fluids,  Hydrocarbon. . . . . . . . . . 

TT-S-735A 

INT  AMO  1  (SH) 

9150 

/ME 

31  Aug 

88 

Standard  Test  Method  For  Evaluation  Of  Grease  In  Small  Bearings  30  Aug  74 . 

ASTM  D3374-74R0E1 

9150 

AS 

22  Oct 

84 

Standard  Test  Method  For  Locating  The  Thinnest  Spot  In  A  Zinc  (Galvanized) 

Coaling  On  Iron  Or  Steel  Articles  By  The  Preece  Test  (Copper  Sulfate  Dip)  ■  29 

Oct  73 

ASTM  A239-73E78 

95GP 

YD 

04  Jan 

79 

Standard  Test  Method  For  Volume  Nonvolatile  Matter  In  Clear  Or  Pigmented 

COATING  10/ 15/87 

ASTM  D2697-86 

8010 

YD 

15  Ocl 

87 

Standard  Test  Method  For  Carbon  Black-heating  loss  (Adopted  30  NOV84) . 

AS.M  01509*84 

6810 

EA 

16  J.l 

86 

Standard  To  Achieve  Interoperability  Of  ABCA  Armies  Ultra  High  Frequency 

Combat  Net  Radio  Equipments 

0*STD*263 

PART  3 

ISDA 

AM 

14  Jun 

76 

Standard  Unit  Of  Vertical  Measure  To  Be  Shown  On  land  Maps  (Based  On  NATO 
STANAG  2201)  (ABCA  541)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 

CNM,  MAT  09B21,  WASH,  D.c.  20360) 

QSTD-541 

ISDA 

AM 

18  Jun 

84 

Standard  Unit  Of  Vertical  Measure  To  Be  Shown  On  lord  Mops  (Edition  No.  3 

W/amd  2)  (Req  From  Other  Than  DOD  &  DOD  Contractors  Must  Be  Sent  Via 

HQ  USAF/XOXX(ISO),  Washington,  D.c.  20330-5058 

NAT-STD-2201 

ISDF 

06 

16  Jon 

75 

Standard  Units  Of  linear  Measurement  On  Aeronautical  Charts  And  Flight 

Information  Publication;  Request  For  issue  Other  Than  Dod  Must  Be  Sent  Via:  Hq 
Usaf/xoxx  (Iso)wash,  Dc  20330-5058 

AIR-STD-64E/6D 

ISDF 

06 

18  Apr 

86 

Standard  Visual  Aerodrome  And  Heliport  Traffic  Patterns  And  Associated  R/t 

Phaseology  (Edition  No.  2) 

NAT-STO-3554  (6) 

ISDF 

06 

02  Dec 

85 

Standard  Words  For  Test  Paragraphs  For  Tube  Fittings  &  Tube  Assemblies  •  1  Mar 

83 

Standord  24-VAl'JE  Series  Decade  For  Electronic  Components  Of  5-,  10-,  And 
20-PERCENT  Tolerances 

AIR  1378A-83 

4730 

AS 

23  Jon 

84 

MS-90178B 

5905 

EC 

5  May 

60 

Standard,  Free  Water  Detector . . . . . . . . . 

MIL-S-81282A  (1) 

6640 

AS 

19  Mar 

75 

Standardization  &  Control  Program  For  Ports,  Materials  S.  Processes  Used  In 
Intercontinental  Ballistic  Missile  Weapon  Systems 

MIL-STD-1836 

MISC 

14 

01  Jun 

88 

Standardization  Of  Comoat  Identification  Markings  For  Armored  Fighting  Vehicles 
(Afvs) 

Q-STD-266 

ISDA 

AM 

21  Mor 

73 

Standardization  Of  Proof  Philosophies  8.  Practices  For  ABCA  Guns,  Mortars, 

Ammunition  &  Equipment  Utilized  At  Proof  Ranges  (Rel  To  Other  Than  DOD  Act 

Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

QSTD-670 

ISDA 

AM 

26  Apr 

84 

Standardization  Of  Inpoct  T*$ts  For  Steel  For  Guns  (Based  On  NATO  Stonog 

4020)  (Abca  129)  Ed.  (2  (Release  To  Other  Than  DOD  Activities  Requireie  Prior 
Approval  Of  DARCOM,  DRCDE-1) 

Q-STD-129  (1) 

ISDA 

AM 

02  May 

85 

Standardization  Of  Voltage  Of  Electricol  Systems  In  Tactical  Vehicles  (Edition  No. 

2) 

Standardization  Of  Wrench  Openings  (SI  Metric  Series)  (Rel  To  Other  Than  DOD 

Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD-2601 

ISDA 

01  Aug 

79 

Q-STD-653 

ISDA 

AM 

20  Sep 

83 

Standardization  Of  Proof  Practices  For  Pyrotechnic  Stores  (Release  Outside  Dod 

Must  Be  Approved  By  DARCOM)DRClRD(  (Abca  278) 

Q-STD-278  (1) 

ISDA 

AM 

02  Sep 

80 

Standardization  Of  A  Real-time  High  Order  Computer  Programming  language  For 
Avionics  Systems  Applications  (Edition  1) 

NAT-STD-3912 

ISDF 

06 

20  Dec 

85 

Standardization  Of  Wiv^ch  Opening  (Inch  Series  (Rel  To  Other  Than  DOD  Act  Req 

Pr  Appr  Of  CNM,  Mot  09B21)(6DIT10N  No.  4) 

Q-STD-97 

ISDA 

AM 

12  Mor 

82 

Standardization  Of  2  Inch  Fuze  Holes  And  Fuze  Contours  For  Artillery  Projectiles 

75 MM  And  larger  In  Caliber  Including  81MM,  4,  2  Inches  And  107MM  Mortars 

Q-STD-lOl 

ISDA 

AM 

05  Apr 

66 

Standardization  Of  The  Distinctive  Colour  Of  Clothing  Worn  By  Personnel 

Concerned  With  Operation,  Maintenance  And  Servicing  Of  Aircraft  In  Aircraft 

Corners  (With  Amendments  1  To  3) 

NAT-STO-1050 

ISDN 

Nl 

05  Mar 

62 

Standardization  Of  A  Real  Time  High  Order  Computer  Programming  longuoge  For 
Avionics  Systems  Application  (Rel  To  Other  Than  Dod  Req  Pri  Appr  Of  Hq 

Usaf/xoxx  (Iso)  Wosh  Dc  20330 

AlR-STD-50/5 

AIR 

ISDF 

06 

31  Dec 

88 

Standardization  Of  The  Light  Jocksioy  Outhaul  Rope  And  Associated  Blocks 
(Edition  1) 

NAT.STD-1271  (2) 

ISDN 

NM 

22  Apr 

87 

Standardized  Aircraft  Armament  Terminology  (Ed  1)  Request  Other  Than  Dod  Must 

Send  Request  Via  Hq  UsafZxoxx(iso),  Wash,  Dc  20330-5058 

NAT-STO-3300  (1) 

ISDF 

06 

13  Ocl 

86 

Standardized  Avionics  Terminology  &  Abbreviations  (Ed  1)  Other  Than  Dod  Refer 

To  Hq  Usaf/xoxx-iso  Wash,  Dc  20330-5058 

NAT-STD-3908  (2) 

ISDF 

06 

25  Ocl 

88 

Standardized  Centrifuge  G -stress  Profiles  For  Mcdlcc!  Evaluaticr.  Of  A;rcrsff 

Members  (W/chg  1)  (Rel  To  Other  Thon  OOD  Acty  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  Wash,  D.c.  20360) 

AIR-STO-A1/26A 

ISDF 

06 

25  Nov 

85 

Standardized  Data  list  For  Interoperability  Studies  &  Certification  Of  Aircraft 

Stores 

AIR-STD-20/20 

ISDF 

06 

22  Jan 

85 

Standardized  Data  list  For  Interoperability  Studies  &  Certification  Of  Aircraft 

Stores  On  Fixed  Wing  Aircraft  &  Helicopters  (Edition  No.  2)  (Rel  To  Other  Than 

DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

NAT.STD.3859  (2) 

ISDF 

06 

13  Ocl 

86 

Standardized  list  Of  ABCA  Preferred  Batteries  (Rel  To  Other  Than  DOD  Act  Req 

Pr  Appr  Of  CNM,  Mot  09B21) 

Q.STD-431 

ISDA 

AM 

11  Jon 

84 

Standardized  System  Of  Designating  Days  &  Hours  In  Relation  To  An  Operation  Or 
Exercise  (Edition  No.  5)  (Rel  To  Oth«  r  Than  DOD  Act  Req  Pri  Appr  Of  CNM, 

NAT-STD-1001  (2) 

ISDA 

AM 

25  Jun 

84 

MAT  09B21,  WASH,  D.c.  20340) 


CUSTODIAN 


AV  EC  11 

ME  SH  20 

ME  AS 
MR  YD 

ME  YD 
EA  68 


AV  AS  11 
ER  EC  85 
AV  AS  11 


AM 
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ALPHABETICAL  LISTING 


DOCUMENT 


TIKE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Srondardixed  Wave  &  Wind  Environments  &  Shipboard  Reporting  Of  Seo 

NAT-STD-4194  (3) 

ISDN 

NM 

27  Jun 

85 

Conditions  Ed  1  Other  Than  Dod  Refer  To  Comnovseasyscom  Code  55W3,  Wash, 

Dc  20362  Note:  ANEP05,  fast  Potr  01  Boot,  Ed  1  Supl  1  To  Stonog  4154  Use 

With  4194 

DIST  STMT  D 

Standards  &  Specifications,  Order  Of  Preference  For  The  Selection  Of . . . 

MIL-STD-970 

GDRQ 

01  Ocl 

87 

AR 

AS 

99  DH 

Standards  For  long  Haul  Communications  Switching  Planning  Standards  For  The 

Mll-STD-187/310 

SLHC 

oc 

14  Ocl 

76 

sc 

EC 

90 

Defense  Communications  5ystem 

Standards  For  long  Haul  Communications  Transmission  Planning  Standards  For  The 

MIL-STD-187/320 

SLHC 

DC 

29  Mar 

80 

sc 

EC 

90 

Defense  Communications  System 

Standards  For  long  Haul  Communications  Equipment  Technical  Design  Standards 

Mll-STD-188/342 

SLHC 

DC 

29  Feb 

72 

sc 

EC 

90 

For  Voice  Frequency  Carrier  Telegraph  (FSK) 

Standards  For  long  Haul  Communicotions-equipment  Technical  Design  Standards  For 

MIL-STD-188/344 

SLHC 

sc 

30  Nov 

73 

sc 

EC 

90 

Anolog  End  Instruments  And  Central  Office  Ancillary  Devices 

Standards  For  NBC  Protective  Mask  &  Canister  Screw  Threads  (Release  To  Other 

O-STD-496  (2) 

ISDA 

AM 

25  Jun 

84 

Than  DOD  Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE-1) 

Standards  For  Radioactive  Contamination  limits  In  Water . . . . . . . 

ABC-STD-55 

A8CA- 

ISDN 

SH 

28  Feb 

74 

Standards  For  The  Interoperability  Of  NATO  land  Combat  &  Combined  Operations 

NAT-STD-5621  (1) 

ISDA 

AM 

05  Jon 

87 

Systems  (Edition  No.  1)  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 

U.s.  Army  Security  Affairs  Office,  ATTNi  AMSAC-MC/S,  5001  Eisenhower  Ave., 
Alexandria,  Vo  22333-0001) 

Sfandords  For  Use  When  Measuring  &  Reporting  Radiated  Noise  Characteristics  Of 

NAT-STD-1134  (1) 

ISDN 

NM 

04  Mar 

85 

Surface  Ships,  Submarines,  Helicopters,  ETC,  In  Relation  To  Sonar  Detection  And 
Torpedo  Aquisition  Risk  (Edition  2) 

Standards  Of  Accuracy  For  Pressure  Gauges  For  Aviation  Fuel  Filters  And  Filter 

NAT-STO-3583  (2) 

ISDF 

04 

25  Jul 

84 

Separators  (Edition  No.  2) 

Standards  To  Achieve  Interoperability  Of  ABCA  Armies  High  Frequency  Combat 

O-STD-263 

ISDA 

AM 

14  Jun 

74 

Net-Radio  Equipments 

PART  1 

Standards  To  Achieve  Interoperability  Of  ABCA  Armies  Very  High  Frequency 

Q-STD-243 

ISDF 

AM 

03  Mor 

77 

Combat  Net  Radio  Equipments 

PART  2 

Standby  Power  Supply  Requirements  For  Fixed  Installations  Chg  *  Dtd  14  Aug  1986 

AIR-STD-45/19 

ISDF 

04 

18  De' 

80 

(  Req  For  Inue  Other  Than  DOD  Mutt  B-  Sent  Via  HOUSAF/XOXX  (ISO)  Wolh 

DC  20330-5058 

Standing  Wave  Ratio  Power  Meter,  ME-165(  )/G  . . . . . . . 

i 

Mll-S-55234 

NOTICE  1 

4425 

CR 

06  Jun 

84 

CR 

Stands,  Intravenous*  Irrigation,  Container . . . . . . 

A-A-30050D 

4530 

/MB 

01  Jul 

84 

MD 

MS 

03 

Stands,  Office  Machine  (Traditional  Style)..... . . . . . . . . 

A-A-2082B 

7110 

* 

15  Mar 

84 

Stands,  Office  Machine . . . . . . . . 

A-A-2I22C 

7110 

t 

15  Mor 

84 

Stannic  Chloride,  Anhydrous,  Analyzed  Reagent  . . . . . . 

Mll-S -51294 

4810 

EA 

01  Jul 

48 

EA 

48 

Stannic  Oxide,  Analyzed  Reagent  . . . . . . . . . . 

MIL-S-51270 

4810 

EA 

04  Apr 

48 

EA 

48 

Stannic  Oxide,  Technical  . . . . . . . . . . . . . . . . 

L 

MILS -50005A 

NOTICE  1 

4810 

AR 

13  Sep 

88 

AR 

Stannous  Fluoride,  U.s.p.  . . . . . . . . . . 

MIL-S-37414 

4505 

DM 

04  Jun 

74 

MD 

MS 

03 

Staple  Remover,  Office  Type . . . 

A-A-409 

7520 

% 

14  Oct 

81 

Staple  Removers,  Office  Type  . . . . . . . . 

GG-S-744A  (1) 

7520 

*/. 

08  Aug 

74 

Staple  Unit,  Surgical  (End-to-end  Anastomosis) . . . . . 

A-A-53518 

4515 

MB 

.03  Jun 

88 

MD 

MS 

03 

Staple,  Bone  Fixation....... . . . . . . . . . . 

A-A-0053022 

4515 

MB 

25  Jun 

87 

MD 

MS 

03 

Staple,  Coble,  Electrican  S . . . . . . . . . . . . . 

MS-90719 

5315 

AR 

18  Dec 

42 

AR 

YD 

99 

Staple,  Fence  . . . . . . . . . . 

MS-90720 

5315 

AR 

18  Dec 

42 

AR 

YD 

99 

Staple,  Ground  Wire  . . . . . . . . . . . . . . . . 

M5-21309A 

5315 

ER 

10  Aug 

47 

ER 

YD 

99 

Staple,  Handgrab,  Handle,  &  Stirrup  Rung  •  30  Jul  82  . . . . . . 

ASTM  F783-82 

2090 

SH 

24  Jun 

83 

SH 

Staple,  Paper  Fastening,  Stondord  Duty . . . . . . . . . 

A-A-1019A 

7510 

l 

07  Dec 

87 

Staple,  Wiring,  Electrican  S  . . . . . . . . . . . 

MS-90721 

5315 

AR 

18  Dec 

42 

AR 

YD 

99 

Stapler  And  Tocker,  Paper  Fastening,  Standard  Duty,  Office . . . . . . 

A-A-360A 

7520 

t 

07  Dec 

87 

Stapler,  Box . . . . . . . . . . . . . . . 

MIL-S-43194C 

3540 

Gl 

12  Mar 

74 

GL 

SA 

99 

Stapler,  Heavy  Duty,  Paper  Fastening  . . . . . . . . . . . . 

A-A-873 

7520 

t 

18  Jan 

80 

Stapler,  Skin,  Surgical  (Disposable) . . . . . . . . . . 

A-A-53535 

4515 

/MB 

27  Jun 

88 

MD 

MS 

03 

Stoplers  And  Stoples,  Paper  Fastening,  Office  Type  . . . . 

GG-S-745A 

INT  AMD  (4) 

*7510 

% 

25  Jul 

54 

Stopfers  And  Staples,  Poper  Fastening,  Office  Type  . . . . . . . . 

GG-S-007458  (2) 

•7510 

t 

04  Ocl 

74 

Starch  laundry . . . . . . . . . . 

JJJ-S-701F  (1) 

7930 

*GL 

22  Apr 

75 

Gl 

99 

Starch,  laundry  . . . . . . . . . . . . . . 

A-A-94A 

7930 

t 

13  Dec 

79 

Starches,- Edible . . . . . . . . . . . . 

N-C-541F  (1) 

8920 

/Gl 

29  Mar 

77 

Gl 

SA 

45 

Starches,  Edible  . . . . . . . . . . . . . . 

A-A-2C044 

8920 

GL 

09  Dec 

84 

GL 

SA 

50 

Stars,  Boat  Bow  fnsignio,  Marine  Hardware . . . . . . . . . . . . . 

L 

MS-17004 

2040 

SH 

7  Jul 

59 

SH 

Starter^  Aircraft,  Direct  Cranking,  28  V  Dc . . . . . . . . . 

AN4114 

REV  4 

2925 

AS 

31  Ocl 

47 

AV 

AS 

99 

Starter  Auxiliary  Power  Unit,  Aircraft  Engine,Gas  Turbine  Type,  Detailed 

L 

Mlt-S-85419 

2995 

AS 

01  Ocl 

81 

AS 

Specification  For 

Starter  Battery  Spaces  For  Wheeled  Tactical  Vehicles  (Edition  No.  2)  Port  1 . . 

NAT-STD-4015/1 

ISDA 

AM 

09  Mar 

45 

Storfer  Generator,  Direct  Current,  300  Ampere,  30  Volt,  Wide  Speed  Range,  Class 

l 

MS-181088 

41)5 

AS 

08  Feb 

74 

AS 

A,  Type-3 

Starter  Generator,  30  Volt,  Direct  Current  400  Ampere,  Aircraft  Engine  Driven . 

i 

MIL-S-6162/1C 
NOTICE  1 

4115 

AS 

02  Sep 

88 

AS 

Slarfer-generotor,  30  Volt,  Oirect  Current,  200  Ampere,  Aircrofl  Engine  Driven  ........ 

L 

MIL-S-4142/2A 

4115 

AS 

15  Mor 

85 

AS 

Q 

MIL-S-24547C 

2925 

82 

26  Jul 

85 

AV 

AS 

99 

Starter,  Air  Turbine,  Accessory  Drive  Combination,  Aircraft  Engine,  Genera! 

L 

MIL-S-22518A  (1) 

2995 

AS 

22  Nov 

82 

AS 

Specification  For 

Slarter,-Air  Turbine,  Accessory  Drive  Combination,  Aircraft  Engine,  Model 

i 

MIL-S-2251B/I 

2995 

AS 

19  Mor 

82 

AS 

ATS/AD-1 

Starter,  Air  Turbine,  Accessory  Drive  Combination,  Aircraft  Engine,  Model 

l 

Mll-S-22518/2 

2995 

AS 

19  Mor 

82 

AS 

ATS/AD-2 
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ALPHABETICAL  LISTING 


TITLE 


Starter,  Air  Turbine,  Accessory  Drive  Combination,  Aircraft  Engine,  Model 
ATS/AD-3 

Storter,  Aircraft  Engine,  Hydraulic  General  Specification  For . . . . . 

Starter,  Aircraft  Eng'ne,  Air  Turbine . ........................................ . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A-14-1,.... . . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A*  19  . . . . . . 

Storter,  Aircraft  Engine,  Air  Turbine,  Model  A-19-1...,. . . . . . . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A*21  . . . . . . . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A-22-3... . . . . . . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A*24 . . . . . 

Storter,  Aircraft  Engine,  Air  Turbine,  Mode!  A -24-1 . . . . . 

Storter,  Aircraft  Engine,  Air  Turbine,  Model  A-28  . . . . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A-29 . 

Starter,  Aircraft  Engine,  Air  Turbine,  Mode!  A-30  . . 

Starter,  Aircraft  Engine,  Air  Turbine,  Model  A-31  . . . . 

Starter,  Aircraft  Engine,  Hydraulic  For  T58  Engine................... . . . 

Starter,  Aircraft  Engine,  Hydraulic  For  T64  Engine...... . . . . . 

Starter,  Electric,  Constant  Current,  DC............. . . . . . 

Starter,  Engine  Electrical  24&VOLT,  D.C.,5  1/8&INCH  Frame  Diameter,  Solenoid 
Actuated,  Heavy  Duty,  Long  Frame 

Storter,  Engine,  Air  Turbine  STU-1 6/A . . . . . 

Starter,  Engine,  Electrical,  24-VOLT,  D.c.,  4*1  /2*INCH  Frome  Diameter  Solenoid 
Actuated,  Light  Duty 

Starter,  Engine,  Electricol,  Direct  Cranking,  Aircraft,  28-VOLT  Dc  . . . . . . 

Storter,  Engine,  Electrical,  24-VOlT  D.c.,  3-INCH  Frame  Diameter  Solenoid 
Actuated,  Light  Duty 

Starter,  Engine,  Electrical,  24  Volt,  D.c.,  5-9/16  Inch  Frame  Diameter,  Solenoid 
Actuated,  Heavy  Duty 

Starter,  Engine,  Electrical,  24  Volt  Direct  Current  . . . . . . 

Starter,  Engine,  Electricol,  24  Volt,  D.c.,  5-1/8  Inch  Frame  Diameter  Solenoid 
Actuated,  Heavy  Duty 

Starter,  Engine,  Cartridge  And  Pneumatic,  Shaft  Drive,  General  Specificatu,.  For  .... 

Starter,  Engine,  Electrical  Motor  (Shipboard  Use) . . . . . 

Starter,  Fire,  NP3,  M2 . . . . . . . . . . 

Storter,  Generator,  300  Ampere,  28  Volts,  Direct  Current... .  . . . 

Starter,  Motor,  Across-'.he-line  And  Reduced  Voltage  Types,  AC  Induction,  3/4  To 
100  HP  Manuol  And  Electric 

Starter,  Pneumatic,  Aircraft  Engine  Generol  Specification  For . . 

Static  &  Kinetic  Coefficients  Of  Friction  Of  Plastic  Film  8.  Sheeting  -  Dec  68 
Rcapproved  20  Mar  78 

Static  Acceptance  Test  For  Light  Output  Of  Flash  Munitions....... . . . 


Static  Adjustable  Speed  Control  System  For  A.c.  Induction  Motor  (Adjustable 
Frequency  Type)  Naval  Shipboard 

Static  Lines,  Cargo  Parachutes,  General  Specification  For........... . . . . . 

Static  Proof  Of  Detonators  (Rel  To  Oth'*'-  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09821) 

Static  Proof  Of  Igniferous  Initiators  (Release  To  Other  Than  Dod  Agencies  Must  8e 
Approved  By  Hq  Dorcom,  Drcird)  (Abco  386) 

Static  Proof  Of  Caps  (Other  Than  Small  Arms)  (ABCA  282)  (Rcl  To  Other  Than 
DOD  Act  Req  Pr»  Apr  Of  CNM,  Dept  Of  Navy,  MAT  09B21,  WASH,  D.c.  20360 
Static  Tube  >  Self  Aligning  M  •  74  Trainer,..., . . . . . . . . 

Static  Tube  Container  H-483  . . . . . . . 

Staticol  Classification  Of  Diseases,  Injuries  &  Couses  Of  Death  (Edition  5)  (Req 
Other  Than  DOD  Ref  To  US  AMC,  Amcicp-aa-n,  5001  Eisenhower  Ave., 
Alexandria  Vo  22333-0001) 

Statulo,  Dentol  &  Carver  (Replaced  By  A-A-53224) . . . 

Stay,  Fence  . . . . . . . . . . . . . . . . . . 

Stay,  Metal,  Poperboord  Box . . . . . . . . . . . . . 

Stay,  Metol,  Paperboard  Box . .  . . . . . . . . . . . . 

Steady-state  Thermal  Performance  Of  Building  Assemblies  By  Means  Of  A  Guarded 
Hot  Box,  Standard  Test  Method  For  -  31  July  87 

Steak  Sauce . . . . . . . . . . . . . . . 

Steam  Toble  (Commercial,  Heavy-duty,  Steam-,  Gas-,  Or  Electrically-heated) . . 

Steam  Table,  Hot  Food,  Gas . . . . . . . . . 

S ft a.Tv  Tufbinc Fc '  .‘.‘.cchcnTCG1  Drive  Se'V'ce  -  2 1  hm- 79. . . . . 

Steam,  Sampling  *  03  Oct  69  . . . . . . . . . . . . . . 

Steamers,  Warning  (Ed.  2)  (Reauesl  For  Issue  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO  Wash  D.c.  20330*5058 

Stearic  Add,  Technical  . . . . . . . . . . 

Stee  Bor  Wire,  Shape  &  Forging,  Corrosion  Resisting . . . . . . . 

Steel  (HY-80  &  HY-100)  Bars,  Alloy. . . . . . 

Sled  Aircraft  Quality,  Cleanliness  Magneticpartide  Inspection  Procedure  *  1  Oct  84 
Steel  Alloy  8.  Carbon  Blooms,  Billets,  8t  Slobs  For  Forging  31  Jol  81  . . . 

Steel  Alloy  And  Corbon  Nuts  For  Bolls  For  High  Pressure  8.  High  Temperature 
Service  31  Jol  81 
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ALPHABETICAL  LISTING 


TITLE 

Steel  Alloy  Carburizing,  Bars  And  Billets,  Steel  Nickel-chromium  (3310,  3316  And 
9310),  Aircraft  Quality 

Steel  Alloy,  Carburizing,  Bars  And  Forgings,  Steel,  Nickel  chromium  (3310,  3316, 

And  9310),  Premium  Quality 

Steel  Alloy,  Special  Purpose  For  Ammunition  Components  (HF*1) . . . . ..... 

Steel  And  Iron  Wrought  Products . . . . . . 

Steel  Bar  &  Forging  Corrosion  &  Moderate  Heat  Resistant  16.5CR  2.9M0010N 
Equalized  &  Over  Tempered  1  Apr  81 

Steel  Bar  (Low  Expansion,  Free  Cutting,  36  Percent  Nickel). . ...  . 

Steel  Bar  Compositions  According  To  Section,  Selection  Of  -  «4  Nov  1969  .............. 

Steel  Bar  For  Projectile  Stock . . . . . . . . 

Steel  Bar  For  Projectile  Stock,.,,,,................. . . . . . . . 

Steel  Bar,  And  Wire,  (455)  Corrosion  Resistant,  Precipitation  Hardening  .................. 

Steel  Bar,  Carbon,  Cold  Finished,  Standard  Quality  •  31  Jul  81  . . . . . 

Steel  Bar,  Forgings,  &  Tubing  0.80CR  -  1.8NI  *  0.35MO  *  0.20V  (0.32 . 0  38C)  •  15 
Apr  80 

Steel  Bor,  Forgings,  Tubing,  &  Rings,  Corrosion  &  Moderate  Heat  Resistant  12CR, 
Ferrite  Controlled,  Annealed  (SAE  51410)  Annealed  -  1  Oct  82 
Steel  Bar,  Forgings,  &  Tubing  1.05CR  -  0.55NI  *  l.OMO  •  0,11  (0.45  »0.50C) 

Premium  Quality,  Consumoblt'  Electrode  Vacuum  Melted  *  15  Jon  80 
Steel  Bar,  Forgings,  Tubing,  &  Rings,  Corrosion  &  Heat  Resistant  17CR  *  12NI  • 
2.5MO,  Solution  Heat  Treated  (SAE  30316L)  *  1  Oct  82 
Steel  Bar,  Forgings,  &  Tubing  0.80CR  -  1.8NI  -  0.25MO  (0.49  -  0.55C)  -  15  Jon  80 
Steel  Bar,  Reforging  Stock,  And  Mechonko!  Tubing,  low  Alloy,  Premium  Quolity ...... 

Steel  Bar,  Reforging  Stock,  And  Mechanicol  Tubing,  4340M,  High  Quolity . . 

Steel  Bar,  Reinforcing.. . . . . . . . . . . . . . . 

Steel  Bar,  Reinforcing  (For  Concrete) . . . . . . . . . 

Steel  Bor,  Rod  &  Forging,  Austenitic,  Corrosion  Resistant,  Precipitation  Hardening 
(Subj  Spec  Expoit  Control  &  Ea  Trons  To  Foreign  Govt/notionols  Mode  Only 
W/prior  Approval  Of  Navseo  Sys  Comd) 

Steel  Bor,  Wire,  Forging  Slock,  forgings,  Mechanicol  Tubing,  (431)  Premium 
Quality 

Steel  Borbed  Wire,  Zinc*  Cooled  (  Golvonized)  *  29  Aug  1986..., . . . . 

Steel  Bars  &  Forgings  Nickel-chromium-molybdenum  -  Issue  Controlled  (Requests  By 
Other  Than  Dod  Activities  Must  Be  Submitted  Via  Navol  Seo  Sys  Com.  Sea 
09B2) 

Steel  Bars  &  Forgings,  Maroging  2.0CR  •  10NI  -  8.0CO  -  l.OMO  (0.10  -  0.14C) 
Oouble  Vacuum  Melted,  Solution  Heat  Treated  *  1  JAN1986 
Steel  Bars  &  Forgings,  Corrosion  &  Moderate  Heat  Resistant  12.CR  *  low  Corbon 
(Soe  51416,  51416F)  Free  Machining  *  1  Jul  82 
Steel  Bars  &  Forgings,  Corrosion  Resistant  17CR  -  0.52MO  (0.95  •  1.2CC)  (Sae 
51440C)  1  Jul  87 

Steel  Bars  &  Forgings,  Corrosion  &  Moderate  Heot  Treated,  170,000  Psi  (1170 
Mpo)  Tensile  Strength  •  1  Jul  87 

Steel  Bars  &  Forgings,  Corrosion  Resistant  12CR  -  8.5NI  ■  1.2TI  «  2.0CU  Vacuum 
Induction  Plus  Vacuum  Consumable  Electrode  Melted  Solution  Hcot  Treated, 
Precipitation  Hordenobte  *  1  Jul  88 

Steel  Bars  6.  Forgings,  Corrosion  &  Moderate  Hcot  Resistant,  1K.5CR  •  4.5NI  * 
2.9MO  -  0.1  ON  Solution  Heot  Treated,  Sub  Zero  Cooled,  Equalized,  &  Over 
Temper  -  1  Apr  81 

Sleel  Bors  &  Forgings,  Corrosion  Resistant  18CR  •  9NI  (303PB)  Free  Machining  «  15 
Jon  81 

Steel  Bor*  &  Forging*  0.25MO  (0.35  *  0.40C  (SAE  4037)  -  15  Oct  79 . 

Steel  Bars  And  Forgings  Corrosion  Resistant  (Issue  ControHed-rcqsts  By  Other  Than 
Dod  Activities  Must  Ce  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Steel  Bars  And  Forgings,  Carburizing  1.8NI  -  0.25MO  (0.17  -  0.22C)  (SAE  4620  -  1 
Oct  1985 

Steel  Bars  And  Forging  Stock  (4330)  Vanadium  Modified,  Aircraft  Quality  . . . 

Steel  Bars  And  Forgings,  Corrision  Resistant  17CR  *  0.05MO  (0.95  *  1.20C)  (Soe 
51440F)  Free  Machining  -  I  Jul  1976 

Steel  Bars  And  Forgings,  Low  Alloy,  Heot  Resistant  0.65SI  •  1.25CR  •  0.50MO  * 
0.85V  (0.25  -  0.30C)  *  16  Jul  79 

Steel  Bars  And  Forgings,  Corrosion  Resistant  18  Cr  •  9.5NI  *  050MO  »  0.80A1  Free 
Machining,  Swoglng  Or  Upsetting  -  16  Jul  1979 
Steel  Bars  And  Forgings,  Corrosion  Resistant  18CR  *  9.0NI  (Soe  30303,  30303SE, 
30303MOD)  Free  Machining  •  16  Jul  1979 
Steel  Bars  And  forgings,  Moroging  2.0CR  -  I0NI  *  8.0CO  -  l.OMO  (0.10  -  0.14Q 
Double  Vacuum  Melted,  Solution  Heot  Treated 
StccISor;  And  fviy*ny>  3,0 CR  T.3MO  G,5Gv  (0.36  *  U.4JC)  Premium 
Aircraft-quality  *  1  Jon  1985 

Steel  Bars  Corrosion  Resistant  18CR  *  9.0NI  (Soe  30302)  Cold  Drown,  100,000  Psi 
(690  Mpo)  Tensile  Strength  •  1  Oct  81 

Steel  Bars  Tolerances  low-alloy  -  1  Jon  1983  . . . . . . . 

Steel  Bars  0.90  -  1.30C  *  l  Oct  81  ......... — . . . . . . . 

Steel  Bars  0.95CR  *  0.20MO  (0.38  *  0  43C)  (Soe  4140)  Special  Aircraft  Quolty 
Cleanliness  Normclized  *  1  Apr  87 

Steel  Bors,  Alloy,  Chromium,  High  Carbon  E52100  (Aircraft  Ouolily) . . . 

Steel  Bars,  Alloy,  Cold-  Fmished  -  27  Feb  1987  ......... ............... 

Steel  Bars,  Alloy,  Standard  Gardes  -  29  Jon  1988  . . . 
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ALPHABETICAL  LISTING 


TITLE 


Steel  Bars,  Billets,  Forgings,  Tubing,  (431)  Special  Quoiity  . . . . . 

Steel  Bars,  Carbon,  Cold-finished,  Standard  Quality  -  31  July  1981  . . . . 

Steel  Bars,  Carbon,  Hot  Rolled,  For  Cold  Shoping,  Including  Cold  Extrusion . . 

Steel  Bars,  Carbon  8,  Alloy,  Hot-wrought  8.  Cold  Finished,  General  Requ:rerr  nts 
For  -  31  July  1987 

Steel  Bars,  Carbon,  Aisi  (1095),  Aircraft  Quality . . . . 

Steel  Bars,  Carbon,  Merchant  Quoiity,  M-  Grades  -  29  Aug  1986  . . . . . 

S*eel  Bars,  Carbon  &  Alloy,  Hot-wrought  &  Cold-finished,  General  Requirements  For 
29  JUL88 

Steel  Bars,  Carbon.  Hot-  Wrought,  Special  Quality  -  27  Feb  1987  . . . 

Steel  Bars,  Carbon,  Hot-wrought,  Special  Quoiity  *  31  July  1987 . . . . 

Steel  Bars,  Chrome-vanadium  (6150)  (Aircraft  Quoiity)  (Asg) . . . . 

Steel  Bars,  Corrosion  Resistant  18CR  -  9.0NI  (Sae  30302)  Solution  Heat  Treated  & 
Cold  Drawn  100,000  Psi  (690  Mpa)  Tensile  Strenth  *  1  Oct  87 
Steel  Bars,  Forgings,  Tubing  &  Rings,  Corrosion  &  Moderate  Heat  Resistont  13CR  • 
2.0NI  -  30W,  Annealed  -  1  Jul  82 

Steel  Bars,  Forgings  &  Tubing,  Low  Alloy,  Heat  Resistant,  0.95CR  •  0.55MO  ■  0.30V 
(0.40  •  0.50C)  •  1  Jan  88 

Steel  Bars,  Forgings,  Tubing,  &  Rings,  Corrosion  Resistant  19CR  -  9.5NI  (Soc  3041), 
Solution  Heat  Treated  «  1  Jul  82 

Steel  Bars,  Forgings,  Tubing,  And  Rings,  Corrosion  And  Moderate  Heat  Resistant 
12CR  -  0.12CB  (Sae  51410  Modified)  Ferrite  Controlled  •  16  Jul  1979 
Steel  Bars,  Forgings,  Rings,  &  Extrusions,  Corrosiion  Resistont  13CR  ■  8.0NI  » 

2.2MO  -  1.1  A 1  Vacuum  Induction  Plus  Vacuum  Consumable  Electrode  Melted 
Solution  Heat  Treoted,  Precipitation  Hardenable  *  1  Jan  1985 
Steel  Bars,  Forgings,  &  Tubing,  Corrosion  &  Heat  Resistant  15CR  *  25.5NI  -  1.2MO 

-  2.1TI-  0.006B  -  0.30V  Consumable  Electrode  Melted  1650  Oeg.  F  (900  Deg.  C) 
Solution  &  Precipitation  Heat  Treated  •  1  Apr  1985 

Steel  Bars,  Forgings,  &  Rings,  Corrosion  &  Moderote  Heat  Resistant,  14.5C  •  6.5NI 

*  0.72TI  Solution  Heat  Trec**<!  &  Maraged,  180,000  PSI  (1241  Mpa)  Tensile 
Strength  •  1  Apr  81 

Steel  Bars,  Forgings,  Tubing,  &  Rings,  Corrosion  &  Heat  Resistant  15CR  *  25.5NI  • 
1.2MO  -  2.1TI  •  0.006B  -3.0V  Consumable  Electrode  Melted.  1800  Deg.  F  (980 
Oeg.  C)  Solution  Heat  Treated  •  1  Apr  1985 
Steel  Bars,  Forgings,  &  Tubing,  Corrosion  Resistant  14.5CR  -  4.0MO  »  1,2V  - 
(1.10-1.20C)  Premimum  Quality  For  Bearing  Applications,  Double  Vacuum  Melted 

-  1  Apr  81 

Steel  Bars,  Forgings,  &  Tubing,  Corrosion  Resistant  14CR  •  2.1MO  •  0.30CB  • 
1.0V(U9/K-1.15C),  Premium  Aircraft  Quoiity  For  Bearing  Applications,  Double 
Vacuum  Melted  .  1  Jul  81 

Steel  Bars,  Forgings,  &  Tubing,  Carburizing  1.2CR  -  3.2NI  -  0.12MO  (0.07  -  0.13C) 
(SAE  9310)  •  1  Oct  1985 

Steel  Bars,  Forgings,  &  Tubing  1.2CR  -  3.25NI  «  0.12MO  (0.07  -  0.13C)  (Sae 
9310),  Premium  Aircraft  Quoiity,  Vacuum  Consumable  Electrode  Remelted  »  1  Jul 
82 

Steel  Bars,  Forgings,  &  Rings,  Corrosion  Resistont  15CR  -  20CO  •  2.8MO  Solution 
Heat  Treoted  •  1  Apr  81 

Steel  Bars,  Forgings,  &  Tubing  1.2CR  •  3.25NI  ■  0.12MO  (0.07 . 0.13C)  Sae  9310 
1  Jul  88 

Steel  Bars,  Forgings,  &  Tubing,  &  Rings,  Corrosion  Resistont  15CR  •  6.5NI  » 

0.75MO  ■  0.50  (Cb  oo  To)  •  1.5CU  Solution  Heol  Treated  1  Oct  87 
Steel  Bars,  Forgings,  And  Tubing  0.50CR  *  0.55NI  -  0.20MO  (0.18  •  0.23C)  (Soe 
8620)  -  15  Jon  79 

Steel  Bars,  Forgings,  &  Tubing,  Low-olloy,  Heat-resistant  0.65S1  *  1.25CR  •  0.50MO 

*  0.25V  (0.28  -  0.33C)  1  April  88 

Steel  Bors,  Forg.ngs  And  Tubing  0.50CR  -  1.8N1 . 0.25MO  (0.17  -  0.23C)  (SAE 
4320H)  •  1  July  1985 

Steel  Bors,  Forgings,  &  Ring  0.95CR  -  0.2OMO  (0,28  -  0.33C)  (Sae  4130)  -  1  Jul 
76 

Steel  Bcrs,  Forgings,  &  Tubing,  Low-alloy,  Heat  Resistant  0.95CR  •  0.55MO  -  0,30V 
(0.40  -  0.500)  1  Oct  88 

Steel  Bors,  Forgings,  And  Tubing,  low-olloy.  Heat-resistant  0.95CR  -  0.55MO  » 
0.30V  (0.40  •  050C)  Vocuum  Arc  RcmeJtcd  -  1  Oct  1985 
Steel  Bars,  Forgings,  &  Tubing  0.50CR  *  0.55NI  .  0.20MO  (0.18-0.23C)  (Sae  8620) 
Consumable  Electrode  Vacuum  Melted  1  July  88 
Steel  Bors,  Forgings,  &  Tubing  0.50CR  -  0.55NI  -  0.20MO  (0.18  ■  0-23C)  (Sae 
8620)  Vacuum  Arc  Or  Electroslog  Remitted  1  July  88 
Steel  Bars,  Forgings,  &  Tubing,  0.75Sl-1,0CR-0.58MO{<)  80  0.90C),  Vacuum 
Consumable  Melted  -  15  Jon  78 

Steel  Bc'j.  Fo's-gs,  £  Tub.™*  0  B0CR  -  1.8NI  *  0.25MO  (0.38  -  0.43C  (SAE  4340) 
Vocuum  Consumable  Electrode  Remclted  »  1  Apr  1985 
Steel  Bars,  Forgings,  &  Tubing,  1.6SI  -  0.82CR  -  1.8NI  -  0.40MO  •  0,07V 
(0.41-0.46C) 

Steel  Bars,  Forgings,  And  Tubing  1.6S1  -  0.82CR  *  1.8N1  «  0.40MO  *  0.08V  (0  38  • 
043C)  Consumable  Electrode  Remelted  -  1  Apr  1985) 

Steel  Bars,  Forgings,  &  Tubing  4.1CR  -  3.4NI  -  4.2MO  -  1.2V  (0.11  -  0.15C) 
Premium  Aircraft-quality  For  Bearing  Applications  Double  Vacuum  Melted  -  1  Oct 
1985 

Steel  Bars,  Forgings,  Tubing,  And  Rings  0.78CR  •  1.8NI  -  0.35MO  *  0.20V  (0  33  • 
0,380)  Vocuum  Consumable  Electrode  Melted  *  1  Apr  1985 
Steel  Bars,  Forgings,  &  Tubing  1.0CR  (0.98  -  1.10C)  (Sae  51100)  Consumable 
Electrode  Vocuum  Melted  1  Oct  88 
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MII-S-18732D 
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20 
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MR 

AS 

20 
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AS 
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AS 
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AS 
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11 
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AS 
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20 
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AS 
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AS 
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20 
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MR 

AS 
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AS 
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11 
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ALPHABETICAL  LISTING 


TIKE 

Steel  Bars,  Forging*,  And  Tub-ng  1.45CR  (0,98  -  1J0C)  (SAE  52100)  Premium 
Alrcroft-quohty,  Consumable  Electrode  Vocuum  Melted  -  1  July  1985 
Steel  Bars,  Forgings,  And  Tubing  1.05CR  -  1.1MN  (0.92  -  1.02C)  (Modified  51100) 
Premium  Quality,  Consumable  Electrode  Vocuum  Melted  *  15  Jan  79 
Steel  Bars,  Forgings,  &  Tubing  1.0CR  (0.98  ■  1.10C)  (Sae  51100)  Electroslag 
Rcmelted  1  Oct  88 

Steel  Bars,  Forgings,  &  Tubing  LOCR  (0.98  «  1.10C)  (Sae  51100)  For  Bearing 
Applications  1  Oct  88 

Steel  8ors,  Forgings,  &  Tubing  1.45CR  (0.98  -  1.10C)  (Sae  52100)  For  Bearing 
Applications  1  Oct  88 

Steel  Bars,  Forgings,  Tubing,  And  Rings,  Marogmg  19NI  -  3.0MO  •  ^.4TI  *  0.10A1 
Double  Vacuum  Melted,  Annealed  •  1  Jan  1985 
Steel  Bars,  Forgings,  Tubing,  &  Rings,  1.0CR  •  7,5NI  -  4.5CO  »  l.OMO  •  0.09V  - 
(0.29-0.34C),  Premium  Aircraft  Quality,  Consumable  Electrode  Vacuum  Melted, 
Annealed  -  l  Jul  81 

Steel  Bors,  Forgings,  &  Tubing,  0.50CR  -  0.12MO  (0.89  •  L01C)  For  Bearing 
Applications  1  April  88 

Steel  Bars,  Forgings,  &  Tubing,  0.80CR  (0.90  *  1.03C)  For  Bearing  Applications  1 
Apr  88 

Steel  Bors,  Heat  Treated  (For  20MM  And  30MM  Aircraft  Gun  Borrels)  . . . ..... 

Steel  Bars,  Plates,  Sheets,  8il!et<  And  Reforging  Stock  Type  D6AC . . . . . . 

Steel  Bars,  Rods,  &  Forgings.  High  Carbon,  Martensitic,  Corrosion  Resisting  (Issue 
Control  To  Other  Than  DOD  Req  Prior  Appr  Of  NAVSEASYSCOMD) 

Steel  Bors,  0.95CR  >  0.20MO  (0.28  -  0.33C)  (Sae  4130)  Special  Aircraft  Quolty 
Cleanliness  Normalized  -  1  Apr  87 

Steel  Billet,  Corrosion  Resistant,  Annealed,  Premium  Quality. . . . .  . . . . 

Steel  Costings  For  Valves,  Flanges  &  Fittings  &  Other  Piping  Components  (Visual 
Method)  Quality  Standard  For  -  1985 
Steel  Costings  For  Aerospace  Applications,  Investment,  Sfondord  Reference 
Radiographs  Of  *11  JAN85 

Steel  Costings  Handbook,  Tolerances,  Supplement  3  •  April  81 . . . ...... 

Steel  Costings,  Heav/.walfed  (2  To  4  1/2-IN.  (51  To  114-MM)),  Standard 
Reference  Radiographs  For  -  30  Nov  1984 

Steel  Costings,  Alloy,  High  Yield  Strength  (HY-80  And  HY-100)  . . . 

Steel  Costings,  Sand  0.80CR  -  1.8NI  *  0.35MO  (0.28  -  0.36C)  Anneal)  1  Oct  82  .... 
Steel  Castings,  Sand,  Corrosion  &  Heot  Resistant  15CR  •  4.0NI  ■  2.3MO  •  0.08N, 
Solution  Heat  Treated  -  1  Oct  81 

Steel  Castings,  Investment,  Corrosion  &  Heot  Resistant  19CR  •  12NI  •  1.0  (Cb&to) 
Solution  Heot  Treated  »  1  July  1985 

Steel  Costings,  Sond  &  Centrifugal,  Corrosion  &  Heat  Resistant  18.5C  •  10.5N1  • 
0.90{CB  Plus  To)  .  15  Apr  78 

Steel  Castings,  Sond  And  Centrifugal,  Corrosion  And  Heot  RESISTANT18.5CR  • 
10.5NI  .  0.90(CB&TA)  Solution  Heot  Treated  *  l  Jul  87 
Steel  Castings,  Investment,  Corrosion  Resistant  16CR  •  4.1NI  •  0.28  (Cb&to)  - 
3.2CU  Homogenization,  Solution,  &  Precipitation  Heot  Treated  130,000  Psi  (895 
MPA  Tensile  Strength  -  1  Jan  1985 

Steel  Castings,  Investment,- Corrosion  Resistant  16CR  -  4.0NI  ■  0.28  (Cb&to)  -3.1CU 
Homogenization,  Solution,  &  Precipitation  Heot  Treated  150,000  P*i  (1035  Mpa) 
Tensile  Strength  *  1  Jon  1985 

Steel  Castings,  Investment,  Corrosion  Resistant  16CR*  4.1NI  ■  0.28  (Cb&to)  *  3.2CU 
Solution  &  Precipitation  Heot  Treated  180,000  Psi  (1240  Mpo)  Tensile  Strength  - 
l  July  85 

Steel  Costings,  Investment  0.50CR  •  0.55NI  *  0.20MO  (0.25  •  0.35C)  Normalized  & 
Tempered  •  1  Jan  1985 

Steel  Costings,  Sond  0.65CR  *  0.75NI *  020MO  (0.25  •  0.33C)  (SAE  8630 
Modified)  -  1  Jul  76 

Steel  Costings,  Investment  0.95CR  -  0.20MO  (0.25  -  0.35C)  Normalized  •  1  Apr  82 
Steel  Castings,  Sond  &  Centrifugol,  Corrosion  Resistant  16CR  •  4. INI  ■  0.22 
(Cb&to)  *  2.8CU  Solution  Heot  Treated  *  1  Apr  1985 
Steel  Costings,  Heavy-walled  (4  1/2  To  12  In.  (114  To  305-MM))  Stondord 
Reference  Rodiogrophs  For  *  30  Nov  1984 
Steel  Corrugated,  Structural  Plate,  Zinc  Coated,  For  Field  Bolted  Pipe,  Pipe  Arches 
&  Arches  *  30  Sep  1988 

Steel  Doors  &  Frames,  Recommended  Specifications  Stondord  •  /  Jon  1985...,,..,..,.,. 
Steel  Doors  For  Open  Bock  Strikes  Preparation  Americcn  National  Standard 
Specification  *  Aug  82 

Steel  For  Cold  Heading  &  Cold  Forgmg  Wire,  Stoinless  &  Heat  Resisting  *  27  Feb 
1987 

Steel  Forging  For  Steam  Turbine  Rotors,.., . . . . . . . 

Steel  Forging,  Carbon  And  Alloy  Heat  Treated  . . . . . 

Steel  Forging,  General  Requirements  •  31  July  1987  .  . . . 

Steel  Forging,  General  Requirements  For  31  July  1987 . . . 

Steel  Forgings  , . . . . . . . . . . 

Steel  Forgings,  Corbon&  Aifoy,  For  General  Industrial  Use,  Standard  Specification 
For  *27  Dec  85 

Steel  forgings,  Corbon  &  Alloy  (Use  Controlled  Further  Dissemination  Only  As 
Directed  By  Nova!  Sccsyscom  (Sea  09B2) 

Steel  Forgings,  Quenched  And  Tempered  Vacuum-treated  Carbon  And  Alloy,  For 
Pressure  Vessels  *  29  June  84 

Steel  Forgings,  TubulorFarts  For  Cannon,,.,.,.....,..,..........,.,.,,......,. . . . . . 

Steel  Forgings,  Alloy,  Structural,  High  Yield  Strength  (HY-130) . 
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ALPHABETICAL  LISTING 


TITLE 

Steel  Forgings,  Carbon  And  Alloy,  For  Shafts,  Sleeves,  Couplings,  And  Stocks 
(Rudders  And  Diving  Planes) 

Steel  Forgings,  Alloy,  High  Yield  Strength  (HY-80  AncI  HY-100)  . . 

Steel  Frame  &  Steel  Door  Preparation  For  8orcd  Or  Cylindrical  Locks  Installed  In 
Prehur.g  Insulated  American  Notional  Standard  Specifications  For  -  Oct  85 
Steel  Frame  &  Steel  Door  Preparation  For  Floor  Closers,  Light  Duty,  Center  Hung, 
Single  Or  Double  Acting  Center  Hung,  Single  Or  Double  Acting,  Offset  Hung, 
Single  Acting  American  Notional  Standard  Specification  Fo.  •  Aug  1982 
Steel  Frame  &  Steel  Door  Preparation  For  Offset  Intermediate  Pivot  American 
Notional  Standard  Specification  For  *  Aug  82 
Steel  Frame  &  Steel  Door  Preparation  For  Tubular  Deadlocks  American  National 
Standard  Specification  For  »  Aug  82 

Steel  Frame  Preparation  For  181  Series  &  190  Series  Dead  Lock  Strikes,  American 
National  Standord  Specification  For  *  Aug  1982 
Steel  Framing,  Installation  Of,  Members  To  Receive  Screw  Attached  Gypsum 
Woltboard,  Backing  Board,  Or  Water  Resistant  Backing  8oard  •  9  Feb  82 

Steel  Fusion  Welds,  Standard  Reference  Radiographs  For  -  26  Dec  75.... . . . 

Steel  Gear  And  Pinion  Forgings,  Carbon  And  Alloy,  Heat  Treated,  Naval  Shipboard 
Propulsion  Unit  And  Auxiliary  Turbine 

Steel  Grit, . . . . . . . . . . 

Steel  Grit,  &  Cut  Wire  Shot,  &  Iron  Grit  &  Shot  Blast  Clconing  &  Peening  . . 

Steel  Heat  Treated  Heads,  Alloy  Structural,  High  Yield  Strength  (HY*80  And 
HY-100) 

Steel  Mill  Products  Preparation  For  Shipment  And  Storage . . . . . . 

Steel  Pipe  Flonges  For  Waterworks  Service-size*  4  Inches  Through  144  Inches, 
AWWA  Standard  For  -  26  Jan  1986 

Steel  Pipe  Piles,  Welded  &  Seamless  *  29  July  1988 . '.... . . 

Steel  Plate,  Alloy,  Structural,  High  Yield  Strength  (HY-130) . . . . 

Steel  Plate,  Alloy  (Structural  Quality)  . . . . . . . 

Steel  Plate,  Alloy,  Struetuof,  High  Yield  Strength  (HY*80  And  HY-100) . . . . 

Steel  Plate,  Corbon  . . . . . . . . .. . . . . 

Steel  Plate,  Carbon  &  Low  Alloy  (Issue  Controlled  Further  Dissemination  Only  As 
Directed  By  Novel  Sea  Systems  Command  (Sea  09B2) 

Steel  °Iate,  Corrosion  &  Moderate  Heat  Resistant  15.5CR  ■  4.5NI  ■  2.9MO  •  O.IN 
Equalized  &  Overtcmpcrcd  -  31  JAN  64 

Steel  Plate,  Shapes  And  Bors,  Weldable  Ordinary  Strenth  And  Higher  Strength! 
Structural 

Steel  Plate,  Sheet,  &  Strip,  Flat-  Rolled  Stomlcss  &  Heat  Resisting,  General 
Requirements  For  *  1  Feb  1987 

Steel  Plate,  Sheet,  And  Strip,  Alloy,  8630,  Aircraft  Quality . . . . . . 

Steel  Plate,  Sheet  And  Strip,  Corrosion  Resistant  (Issue  Controlled  reqsts  By  Other 
Than  Dod  Actys  Must  Be  Submtd  Via  The  Preparing  Acty  Of  The  Spec) 

Steel  Plate,  Sheet,  AM  Strip,  Alloy,  4130,  Aircraft  Quality...... . . . . . 

Steel  Plate,  Sheet,  And  Strip,  17-7  Ph,  Corrosion  Resistant,  Precipitation  Hardening 
Steel  Plate,  Sheet,  Or  Coil,  Age-hordenmg  Alloy,  Structural,  High  Yield  Strength 
(HSLA-80) 

Steel  Plate,  Wrought,  Homogeneous  Electroslog  Rcmelt  (ESR)  (4340  Alloy. . . . 

Steel  Plates  For  Pressure  Vessels,  General  Requirements  For  -  5  Feb  85 . . . .... 

Steel  Plates  For  Spcaot  Applications,  Through-thickness  Tension  Testing  Of  -  28  Feb 
86 

Steel  Plates,  Shopes  And  Bors,  Low  And  Intermediate  Tensile  Strength  -  16  Mor  88.. 
Steel  Products,  Standard  Test  Methods  &  Definitions  For  Mechonicat  Testing  Of  - 
29  Jon  1988 

Steel  Products,  Standard  Practice  For  Safeguarding  Against  Embirittlemenl  Of 
Hot-dip  Golvonizcd  Structvrol,  And  Procedvrc  For  Detecting  EMBRITTLEMENT-4 
Nov  74  (R 1984) 

Steel  Reinforcing  Structural  Welding  Code  •  1  Sep  79  . . . . . . . . 

Steel  Shopes  &  Plote  Beam  Combination  Used  In  Shipbuilding,  Properties  Of . . 

Steel  Sheet  &  Strip,  Flat  Rolled,  Electrical,  Nononented,  2.65(SI&A1),  Aist  Type 
M-36,  Scmiproccssed  •  15  Jan  78 

Steel  Sheet  &  Strip,  Flat-rolled,  Electrical,  Nononented,  3.0(St&Al),  Aisi  Type 
M-27,  Scmiproccssed  -  15  Jon  78 

Steel  Sheet  &  Strip,  Hcovy  Thickness  Coils,  Corbon  Hot-  Rolled  -  29  Feb  1987..,,.... 
Steel  Sheet  &  Strip,  Corrosion  &  Moderate  Hoot  Rcsistont,  15.5CR  -  4.5N1  - 
2.9MO  -  0.10N  Solution  Heot  Treated  -  1  Apr  81 
Steel  Sheet  &  Strip,  Corrosion  &  Moderate  Heal  Resistant  16.5CR  *  4.5NI  *  2.9MO 
»  0.10  High  Temperature  Anneolcd  -  15  Oct  79 
Steel  Sheet  &  Strip,  Alloy,  Hoi  Rolled  &  Cold  Rolled,  Drawing  Quolily  *  29  Mor  73 
(Rcopproved  1980) 

Steel  Sheet  And  Stnp.corrosion  And  Modcrotehcot  Resistant  16  5CR-  4.5NI  * 

2  9MO  O.ION  1850  Degree  >  1975DEGREE  F  (1010  Degree  -  1080  Oegree  C) 
Adopted  1  Jul  85 

Steel  Sheet  And  Strip,  Corrosion  resistant.  Precipitation  Hardening  (AM350  And 
AM355),  Premium  Quality 

Steel  Sheet  And  Strip,  Medium  And  High  Carbon .....  .„  .  . . . . . . 

Steel  Sheet  And  Strip.  Corrosion  And  Moderate  Heat  Resistant, 

14  5CR-82NI-2,5MO'l.lAl,  Solution  Heal  Treated  15  Jon  78 
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L 
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SH 
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AS 
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65 
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20 

L 
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9515 

SH 
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84 
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L 
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85 

MR 
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9515 

MR 

13  Sep 

85 

MR 

SH 
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MR 
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86 

MR 
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YD 
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88 

ME 
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88 
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AS 

11 
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9515 

n 
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88 

MR 
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11 
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MR 
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87 

MR 

SH 
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81 

MR 
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20 
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81 
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2u 
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MR 
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SH 

11 
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95)5 
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78 

MR 

AS 
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9515 

/AR 
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77 

AR 

AMS  5601B-78 

9515 

11 

04  Mar 

88 

MR 

AS 

11 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Steel  Sheet  And  Strip,  Corrosion  And  Moderate  Heot  Resistant, 
15CR-8.4NI-2.2MO‘l.lAl,  Vacuum  Induction  Melted,  Solution  Hcot  Treated  *  15 
Jon  78 

Steel  Sheet  And  Strip,  Corrosion  And  Moderate  Heal  Resistant  16.5  Cr  -  4.5NI  * 
2.9MO  -  0.1  ON  Cold  Rolled,  Tempered  *  16  Jul  1979 
Steel  Sheet  And  Strip, corrosion  And  Moderateheat  Resistant  16.5CR-  4  5NI  - 
2.9MO  •  0.1  ON  Cold  Rolled,  Tempered  Adopted  1  Oct  85 

Steel  Sheet  Piling  *  28  Sept  1984  . . . . . . .  ... 

Stcel  Sheet  Strip  &  Plate  Corrosion  Resistant,  16.5CR  4.0NI  4.0CU  0.30  (Cb  Plus 
To)  Solution  Heot  Treated  -  15  Oct  80  (W/notlce  2  10/1/82) 

Steel  Sheet,  Corbon  Cold  Rolled,  Drawing  Quality  •  26  Mor  82  . . . . . 

Steel  Sheet,  Cold-roHed,  Aluminum-cooled  Type  1  &  Type  2,  Standard  Specification 
For  30  Sep  88 

Steel  Sheet,  Hot  Dip,  Zinc  Coated  (Golvcnized),  Minimized  Spangle,  for 
Automotive  Vehicle  Body  Use 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Resistant  16  5CR  -  4.0NI  4.0CU  -  0.30 
(Cb  Andta)  1  Oct  88 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Ar.d  Heot  Resistant  13.5CR  *  26NI  - 
1.75MO  -  3.0TI  *  0.07B  Vacuum  Melted,  Solution  Heot  Treated  *  16  Jul  1979 
Steel  Sheet,  Strip,  And  Plate,  Corrosion  Resistant  19CR  -  9.2NI  (Soe  30304) 

Solution  Heal  Treated  Adopted  1  Jan  85 
Steel  Sheet,  Strip,  And  Plate,  Corrosion  Resistant  18CR  -  11.5NI($AE  30305) 
Solution  Heat  Treated  Adopted  1  Apr  85 
Steel  Sheet,  Strip  And  Plate,  Corrosion  Resistant,  9.0MN-20CR-6.5N1-ON  -  15  Jan 
78 

Steel  Sheet,  Strip,  And  Plate  low-olloy.  Tolerances  -  1  Jon  1983 . . . 

Steel  Sheet,  Strip,  And  Plate  0.95CR  -  0.20MO  (0.28  -  0  33C)  (See  4130) 
Spheroidized  (Adopted  1  Oct  85) 

Steel  Sheet,  Strip,  And  Plate  1.8NI  -  0.80CR  -  0.25MO  (0.38  •  0.43C)  (Soe  4340) 
Premium  Aircroft-quality,  Consumable  Electrode  Melted  (Adopted  1  Jul  85) 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Resistant  18CR  -  9.0NI  (Soe  30302) 

Solution  Heat  Treated  Adopted  1  Apr  85 
Steel  Sheet,  Strip,  &  Plate,  Corrosion  &  Moderofe  Heot  Resistant  15CR  -  7.1NI  • 
2.5MO  -  UA1  •  15  Apr  80 

Steel  Sheet,  Strip,  And  Plate  0.95CR  0.22V  (0.48  -  0.53C)  (Soe  6150)  -  1APR  82 
Steel  Sheet,  Strip,  And  Plate,  Corrosion  Andmoderatc  Heot  Resistant  15CR  -  7,'INI 
-  2.5MO-  l.lA  1  Solomon  Heot  Treated,  Precipifatlonhardenoble  *  1  Jul  87 
Steel  Sheet,  Strip  &  Plate  Corrosion  &  Heat  Rcsiston*  25CR-ZONI  Deep  Drawing  & 
Spinning  Solution  Heot  Treated  *  1  Jon  82 
Steel  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  25CR  *  20NI  (Sae 
3031  OS)  Deepdrawing  And  Spinning,  Solution  Heot  Treated  1  Oct  8, 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Andheat  Resistant  23CR  13.5NI  (Soe 
30309S)  Solution  Heat  Treated  *  1  Oct  88 
Steel-Sheet,  Strip,&  Plate,  Corrosion  &  Heot  Resistant  15CR  -  25.5NI  -  1.2MO  * 
2.1TI  -  0.0C6B  *  0.30V  -  15  Oct  79 

Steel  Sheet,  Strip,  And  Plote,  Corrosion  Andheat  Resistant  15CR  -25.5NI  *  1.2MO  - 
2.1TI  -  0.006B  *  0.30V  1800  Degree  F  (980  Degree  C)  So'utlon  Heat  Treated 
Adopted  1  Jan  85 

Steel  Sheet,  Strip,  And  Plate  0.95  Cr  -  0.22V  (0.48  -  0.53C)  (Soe  6150)  -  l  Jul  88 
Steel  Sheet,  Strip  &  Plate  0.78CR  •  1.8NI  -  0.35MO  •  0.20V  (0.33  *  0.38C)  *  15 
Jan  77 

Steel  Sheet,  Strip,  &  PIate  0.78CR  •  1.8NI  *  0.35MO  -  0.20V  (0.33  ■  O.RODE 
Melted,  Annealed  *  15  Jon  77 

Steel  Sheet,  Strip  &  Plate,  low  Alloy  Heat  Resistont  0.65SI  *  1.25CR  *0.5MO  - 
0.85V  (0.20  ■  0.25C)  -  1  May.  69 

Steel-Sheet,  Strip,  &  Plate  0.75CR  *  9.0NI  *  4.5CO  -  I.OMO  -  0.09V  (0.17  * 

0.23C)  Premium  Quolity,  Consumable  Electrode  Melted,  Annealed  «  15  Oct  79 
Steel  Sheet,  Strip,  And  Plote  0.75CR  *  9.0NI.  4.5  O  *  I.OMO  -  0.09V  (0.17  * 

0.23C)  Vacuum  Consumable  Eleclrodemelted,  Annealed  *  1  Oct  88 
Steel  Sheet,  Strips  &  Plote,  Corrosion  Resistont,  17CR-7.INI*!. 1A1  -  15  Jan  78., . 

Steel  Sheet,  Strip,  &“ Plate,  Corrosion  &  Heot  Resistont  18CR  -  10.5NI  -  0.40TI  • 
Solution  Heat  Treated  (SAE-30321) »  1  Apr  83 
Steel  Sheet,  Strip,  &  Plate,  Corrosion  Resistant,  19CR-9.5NI  (304L)  -  15  Jan  78  ...... 

Steel  Sheet,  Strip  &  Plate  Corrosion  &  Heat  Resistant  18OM0.5NI-  (Cboota)  (SAE 
30347)  ■  15  Jon  78 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Andmodcrote  Heat  Resistant  12.5CR  (Soe 
51410)  Annealed  Adopted  1  JUL85 

Steel  Sheet,  Strip,  And  Plote,  Corrosion  And  Moderate  Heot  Resistant  12CR  (Soe 
51410  Modified)  Ferrite  ControJed  *  16  Jul  79 
Steel  Sheet,  Strip,  And  Moderate  Heal  Resistont  12CR  (Soe  51410  Modified) 

Ferrite  Controlled,  Annealed  ■  1  OCT87 

Steel  Sheet,  St*  »,  And  Plote,  Corrosion  Andmoderafc  Heal  Resistont  13CR  (0.30  - 
0.40C)~(SAE"5 1420)  Adopted  1  Jul  85 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  Resistont  17CR  *  7.1N  *  1.1A1  Solution 
Heat  Treated  -  1  Oct  8, 

Steel  Sheet,  Strip,  And  Plate,  Corrosion  And  Heot  Resistant,  17  CR-13NI-2.5MO 
(Soe  303161)  *  15  Jon  1978 

Steel  Sheet,  Strip  &  Plate  Corrosion  &  Moderate  Heat  Resistant,  13CR  -  2.0NI  - 
3.0W-  15  Jon  8 1 

Steel  Sheet,  Strip,  &  Plate,  1.05CR  *  0.55NI  *  I.OMO  *  0,12V  -  (0.45-0.50C), 
Premium  Aircraft  Quolity,  Consumable  Electrode  Melted  •  01  Jul  81 
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AMS  55280*78 

9515 

11 

04  Mor 

88 

MR 
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9515 

20 
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20 
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20 
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20 
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20 
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ALPHABETICAL  LISTING 


TITLE 


Steel  Sheet,  Strip,  &  Plate  0.80CR  -  1.8NI .  0.25MO  (0.49  •  0.55C)  ■  15-Joa  60  .... 

Steel  Sheet,  Strip  &  Plate,  Corrosion  Resistant,  Solution  Heat  Treated  -  1  Apr  81.... 

Steel  Sheet,  Strip,  And  Plate  0.80CR  -  1.8NI-  0.25MO  (0.49  -  0.55C)  Annealed  •  1 
Jul  87 

Steel  Sheet,  Strip,  &  Plate  0.95CR  •  0.20  Mo  (0.28  -  0.33C)  (SAE  4130) 
Spheroidizcd  *  1  Oct  85 

Steel  Sheet,  Strip,  &  Plate  0.95CR  ■  0.20MO  (0.33  -  0.38)  (SAE  4135)  -  16Jul  79 
Steel  Sheet,  Strip,  And  Plate  0.75SI  -  0.62CR  -  0.20MO  -  0.10ZR  (0.10  -  0.17C)  - 
16  Jul  79 

Steel  Sheet,  Strip  &  P’ate  0.50CR  0.55NI  •  0.25MO  (0.38  *  0.43C)  (SEA  8740)  *  1 
Oct  81 

Steel  Sheet,  Zinc-coated  (Galvanized)  By  Thehot  Dip  Process,  General  Requirements 
For  -  27  Feb  1987 

Steel  Sheet,  Zinc-  Coated  (Galvanized)  By  The  Hot  Dip  Process  (Metric  ■  27  Feb 
1987 

Steel  Sheet,  Zinc-coated  (Galvanized)  By  The  Not  Dip  Process,  Structural  (Physical) 
Quality  •  27  Feb  1987 

Steel  Sheets,  Carbon,  Zinc  Coated  (Galvanized)  By  The  Hot  Dip  Process . . . . 

Steel  Sheets,  Corrugated,  2-1/2-INCH  Nominol  Corrugations,  Pointed  Or  Unpointed 
Steel  Ships  Plates . . . . . . . .  . . . . . 

Steel  Shot  . . . . . . . . . . . . . . . . 

Steel  Specimens,  Estimating  The  Depth  Of  Decarburization  Of  «  27  Sept  85  . . . 

Steel  Springs,  Highly  Stressed  0.95CR  •  0.2V  (0.48  •  0.53C)  (SAE  6150)  -  15  Oct 
79 

Steel  Strand,  Uncoated  Seven-wire  Stress  Relieved  For  Prestressed  Concrete  *  19 
Oct  1987 

Steel  Strip  (0.90  -  1.04C)  (Sae  1095)  Hard  Temper  (Adopted  1  Jan  85) . . . . 

Steel  Strip  (0.90  -  1.04C)  (SAE  1095)  Hard  Temper  •  1  Jan  85 . 

Steel  Strip,  Carbon,  Spring,  For  Mechanical  Time  Fuze  Components . . 

Steel  Strip,  Cold  Reduced  Carbon,  With  A  Maximum  Carbon  Content  OFO.25%  * 
1986 

Steel  Strip,  Cold-reduced  Corbon,  With  A  Carbon  Content  Over  0.25  %-1986  . 

Steel  Surfaces,  Rusting  On  Pointed,  Evaluating  Oegree  Of,  Standard  Method  Of  • 

25  Oct  85 

Steel  Tubing,  Mechanical  0.50CR  *  0.55NI  -  0.25MO  (0.38  •  0.43C)  (Sae  8740)  - 
16  Jul  79 

Steel  Tubing,  Mechonicol  1.45CR  (0.98  -  1.10C)  (Sae  52100)  For 
Bcarlngopplications  •  1  Oct  81 

Steel  Tubing,  Mechanical  0.95CR  -  0.20MO  (0.28  •  0.33C)  (SAE  4130)  -  15  Oct  79 

Steel  Tubing,  Seamless,  Corrosion  &  Moderate  Heat  Resistant  12.5CR  (Sae  51410  ) 
(  15  Jon  81) 

Steel  Tubing,  Seamless  0.50CR  -  0.55NI  -  0.20MO  (0.28  •  0.33C)  (Sac  8630)  -  1 
Apr  82 

Steel  Tubing,  Seamless,  Corrosion  &  Heat  Resistant  9.0MN  *  20CR  •  6.5NI  -  0.28N 

Steel  Tubing,  Seamless,  Or  Wc’ded,  Corrosion  Resistant,  19CR-10NI  (SAE  30304), 
High  Pressure  Hyrajf  c.  Cold  Drawn 

Steel  Tubing,  Seamless,  Corrosion  &  Heat  Resistant  25CR  *  20NI,  Solution  Heat 
Treated  (SAc  30310) 

Steel  Tubing,  Toteronccs-corrosion  And  Heat  Resistant  *  1  Jon  1986 . . 

Steel  Tubing,  Welded,  Corrosion  &  Moderate  Heat  Resistant  12CR  *  8.5NI  .  0130 
(Cb&to)  -  1.1TI  -  2.0CU  Vacuum  Induction  Plus  Vacuum  Consumable  Electrode 
Melted  Solution  Heat  Treated,  Precipitation  Hordenable  •  1  July  1985 
Steel  Tubing,  Welded,  Corrosion  And  Heat  Resistant  18CR  -  10.5NI  •  0.70  (Cb  &to) 
(Sac  30347)  Thin  Wall  -  15  Jon  1979 

5t*el  Tubing,  Welded.  Corrosion  &  Heat  Resistant  18CR  ■  10.5NI  *  0.40TI  Thm  Woll 
Solution  Heat  Treated  (SAE  30321)  *  1  Jan  83 
Steel  Weldin  Wire,  Corrosion  Resistonl  l6.5CR  *  4.8NI  «  0.22  (Cb  Plus  To)  -  3.6CU 
Steel  Welding  Electrodes,  Covered,  Corrosion  &  Moderate  Heat  Resistant  15.5CR  - 
4.5NI  -  2.9MO  •  0.10N  -  1  July  1985 
Steel  Welding  Electrodes,  Covered,  Corrosionresistoni  12.5CR  *  1  Jul  88 
Steel  Welding  Electrodes,  Covered,  Corrosion  &  Heat  Resistant  28.5CR  -  9.5NI  »  16 
Jul  79 

Steel  Welding  Electrodes,  Covered,  Corrosion  &  Moderate  Heat  Resistant  16  SCR  - 
4.5N1  -  2.9M  O  *  0.1  ON  -  1  July  1985 

Steel  Welding  Wire,  Corrosion  &  Moderate  Heat  Resistant  11.8CR  •  2.8NI  -  1.6CO 
-  1.8MO  -  0.32V  Vacuum  Induction  Melted,  Environment  Controlled  Packaging  *  1 
Oct  1985 

Steel  Welding  Wire  0.65SI  -  1.25CR  -  O50mO  «  0.30  (0.28  *  0.33QVACUMM 
Melted,  Environment  Controlled  Potcaged  *  1  Jan  88 
Steel  Welding  Wire,  Corrosion  And  Heci  Resistant  15CR  -  2J  5NI  ■  1.3MO  ■  2.2TI  * 
0.006B  0,30V  -  16  Jul  79 

Steel  V/efdmg  Wire,  Corrosion  And  Heat  Resistant  15CR  -  25.5NI  *  1.3MO  *  2.2TI  * 
0.006B  -  0  30V 

Steel  Welding  Wire,  Corrosion  &  Heat  Resistant  27CR  -  21.5NI  -  1  Jot 
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ALPHABETICAL  LISTING 


HUE 


Steel  Welding  Wire,  Corrosion  And  Heat  Resistant  15CR  -  25.5NI  *  1»3MO  *  2.2TI  • 
0.006B  ■  0.30V  Vacuum  Induction  Melted  »  16  Jut  79 
Steel  Welding  Wire,  Corrosion  Rcsistont  5.2CR  *  0.55MO  -  15  Jan  81  . . . 

Steel  Welding  Wire,  Corrosion  Resistant  5.25CR  *  0.55MO  •  1  Oct  87  . . 

Steel  Welding  Wire  l.OMO  *  0.12V  (0.18  -  0.23C)  Vacuum  Induction  Melted  •  1 
July  1985 

Steel  Wire,  Alloy,  Cold  Heading  Quality,  For  Hexagon  Head  Bolts  *  30  Jut  82..,. . 

Steel  Wire,  Carbon,  Cold  Heading  Quality,  For  Tapping  Or  Sheet  Metal  Screws  - 
30  Jul  82 

Steel  Wire,  Carbon,  Colding  Heading  Quality,  For  Wood  Screws  *  30  Jul  82............ 

Steel  Wire,  Carbon,  For  General  Use  *  21  Dec  85  . . . . . . . . . . 

Steel  Wire,  Copper  Clad  99FE  •  0.32MN,  For  Electronic  *  15  Jan  80..... . . . 

Steel  Wire,  Corrosion  Resistant  18CR-9.0NI  (Sae  30302)  Cryogenicolly  Produced, 
High  Tenile  Strength  1  Apr  88 

Steel  Wire,  Corrosion  Resistant  18CR-9.0NI  (Soe  30302)  Cryogenicolly  Produced, 
High  Tensile  Strength  1  APRIL88 

Steel  Wire,  Corrosion  Resistant,  11.8CR  *  8.5NI  -  0.30(CB&TA)  -  UTI  -  2.0CU, 
Precipitation  Hardenable,  Spring  Temper  -  1  Jul  81 
Sieel  Wire,  Corrosion  Resistant  ll.8CR-8.5NI  •  0.30(CBooTA).l.lTI-2.0CU 
Precipitation  Hardenable,  Spring  Temper  1  Oct  87 
Steel  Wire,  Corrosion  A  Heat  Resistont  17CR  -  12NI  -  2.5MO  (Sae  303  16), 

Solution  Heat  Treated  •  1  Jul  82 

Steel  Wire,  Corrosion  Resistant  17CR  -  7.1NI  -  UAl  Precipitation  Hardenable, 
Spring  Temper  *  1  Oct  81 

Steel  Wire,  Corrosion  Resistant  17CR-7.INI  »  1.1A1  Precipitation  -  Hardenable, 
Spring  Temper  1  Oct  87 

Steel  Wire,  Corrosion  B.  Heal  Resistant  17CR-12NI-2.5MO  (Soe  30316)  Solution 
Heol  Treated  1  Januory  88 

Steel  Wire,  Free  Machining  Stainless  And  Heo’  Resistant  •  26  Sep  80  . . 

Steel  Wire,  Plain,  For  Concrete  Reinforcement  -  26  July  85........... . . . . 

Steel  Wire,  Welding  0.65SI  -  1.25CR  .  0.50MO  -  0.30V  (0.28  -  0.33C)  Vacuum 
Melted  •  15  Jan  79 

Steel  Wire,  Welding  1.05CR  -  0.55N1  .  l.OMO  *  0.70V  (0.26  -  0.32C)  Vacuum 
Melted,  Environment  Controlled  Packoged  »  15  Apr  78 
Steel  With  50  Ksi  (345MPA)  Minimum  Yield  Point  To  4  In.  (100  Mm)  Thick, 
High-strength  Low-alloy  Structural,  Standard  Specification  For  -31  July  87 

Steel  Wool... . . . . . . . . . . . . . 

Steel  0.95CR  -  0.2MO  (0.40  *  0.53C)  (Soe  4140  Modified)  Die  Drown  8.  Tempered, 
165,000  Psi  Yield  -  30  Jun  74 

Steel,  Alloy  (Moganese-silicon-nickel),  Bars  And  Forging  Stock  (Aircraft-Quality) 

(Asg) 

Steel,  Alloy,  Bo.s  ("•'odified  4330)  For  Critical  Application . . . . . .... 

Steel,  Alloy,  Bolting  Moteriols  For  Low-temperoture  Service  Standard  Specification 
For 

Steel,  Boll  &  Roller  Bearing,  Special-quality  •  27  Dec  85 . . . . . . 

Steel,  Bor,  Billet  &  Forgings  Cobalt-free  Moraging. . . . . . 

Steel,  Bar,  Plate,  Sheet,  Strip,  Forgings,  And  Extrusions,  18  Percent  Nickel  Alloy, 
Maraglng,  200  Ksi,  250  Ksi,  And  300  Ksi,  High  Quolity 
Steel,  Bars  And  Forgings,  Chromium-nlckel-molybdenum-vonadium  (For  Torpedo  Mk 
46  Mod  0) 

Steel,  Bors  And  BIanks  (1*3/4  Inches  And  Over  In  Diameter)  For  Barrels  Of  Smoll 
Arms  Weapon' 

Steel,  Carbon  (0;15  Maxium  Percent),  Hot  Rolled  Sheet  8.  Strip,  Commercial 
Quality  *  29  Mar  85 

Steel,  Carbon  (0,16  Maxium  To  0.25  Maxium  Percent)  Hot-rolled  Sheet  And  Strip, 
Commerdol  Quolity  *  29  Mar  1985 

Steel,  Corbon  &  High  Strength  Low  Alloy  Hot  Rolled  Sheet  &  Cold  Rolled  Sheet  ( 
Metric)  Generoi  Requirements  For  *  27  Feb  1987 
Steel,  Corbon  &  High  Strength  Low  Alloy  Hot  Rolled  Sheet  &  Cold  Rolled  Sheet 
(Metric),  General  Requirements  For  •  26  Jul  85 

Steel,  Carbon  &  Alloy  Externally  Threaded  Metric  Fosteners  •  26  Feb  1988  . . 

Steel,  Carbon,  Alloy,  And  High  Strength  Low  Alloy  For  Welded  Strugtures  (Stress 
Relieved) 

Steel,  Corbon,  Hot-rolled  Or  Fo'ged  (  Blooms,  Billets,  &  Slobs  For  ReforgTng)  ( 
Inactive  r'c'  New  Design) 

Steel,  Ccrbon,-Strip,  Cold-folled  Spring-Quality,  General  Requirements  26  Ayg  77 

Steel,  Carbon,  Structural  Shapes,  Plate,  &  Bars.. . . . . . . . 

Steel,  Carbon,  Track  Bolls  And  Nuts  *  29  July  1983 . . . . 

Steel,  Cotburizing  And  Nitriding,  Processes  For . . . . . . 

Steel,  Chemical  Composition  And  Hardenability., . . . . . ......... 

Steel,  Chrome  Nickel  Molybdenum,  8620,  Bars,  Forging,  S>  Tubing,  Bearing  Guolity, 
Vocuum  Degassed 

Steel,  Chrome-mickel-molybdenum,  8620,  Bars,  Aircraft  Quality,. . . 

Steel,  Chrome-molybdenum  (4140)  Bars,  Rods,  And  Forging  Slock  (For  Aircraft 
Application) 

Steel,  Chrcme-mofybdenum-aluminum,  Bar,  Rod,  Billet  And  Forging  Stock  (For 
Nifriding)  (Aircraft  Quolity) 
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TITLE 

Steel,  Chrome-molybdenum  (4130)  Bors  And  Reforging  Stock  (Aircraft  Quality) . 

Steel,  Chrome-nickel-molybdenum  (8735)  Bars  And  Reforging  Stock  (Aircraft 
Quality) 

Steel,  Chrome-nickel-molybdenum  (8740)  Bars,  Rods,  And  Forging  Stock  (For 
Aircraft  Application) 

Steel,  Chrome-nickel-molybdenum  (8630)  Bars  And  Reforging  Stock  (Aircraft 
Qua’ity) 

Steel,  Chrome-nickel-molybdenum  (E4340)  Bars  And  Reforging  Stock  . . . 

Steel,  Chromium  Molybdenum  Vanadium  Bars  (Subj  Spec  Export  Control  &  Ea  Trons 
To  Foreign  Govt/ nationals  Mode  Only  W/prior  Approval  Of  Navsea  Sys  Comd) 

Steel,  Chromium  Alloy,  Bars  (For  Torpedo  Gyroscope  Bearings)  ► . . . . . 

Steel,  Cold  Reduced-corbon,  Sheet  Of  Commercial  And  Drawing  Quoltities  -  1986.... 
Steel,  Copper  Alloy  Clad,  Strip  (For  Small  Caliber  Bullet  Jackets) . . . . . 

Steel,  Corrosion  And  Heat  Resistant,  Tolerances,  Metric,  Iron  Alloy,  Titanium,  And 
Titanium  Alloy  Sheet,  Strip,  And  Plate 

Steel,  Corrosion-resisting  (Extra  Low  Carbon  Type  304),  Plate,  Sh\  '  And  Strip 
(Asg) 

Steel,  Corrosion  &  Heat  Resistant,  Honeycomb  Core,  Resistance  Welded,  Squore  • 

15  Jul  80 

Steel,  Corrosion,resistant  (18-8)  Bars,  Wire  And  Forging  Stock  (Aircroft  Quality)  .... 
Steel,  Corrosion  &  Moderate  Heat  Resistant  15CR  ■  7. INI  •  2.5MO  •  1-1  Al  ■  30 
Jun  60 

Steel,  Corrosion-resistant  <18-8),  Plate,  Sheet  And  Strip  (Asg) . 

Steel,  Corrosion  Resistant:  Castings  -  Issue  Controlled  (Requests  By  Other  Than  Dod 
Activities  Must  Be  Submitted  Via  Naval  Sea  Systems  Com.  Code  09B2) 

Steel,  Determining  The  Inclusion  Content  Of  28  Aug  1987  . . . . . . 

Steel,  Flat  Rolled  Electrical  4.25SI  Aisi  Type  M-15,  Semiprocessed  -  15  Sep  57  . . 

Steel,  Forging,  For  Projectile  Stock  . . . . . . 

Steel,  Hardenability,  Method  Of  End  Quench  Test  Of  *  1964  Notice  1„... . . 

Steel,  High  Carbon,  Strip,  Cold-rolled  Spring  Quolity,  General  Requirements 
(Metric)  25  Jan  78  Reopproved  1983 

Steel,  High  Carbon,  Strip,  Cold  Rolled  Soft,  Untempered  Quality  •  25  Sep  81 . 

Steel,  High  Strength  Low  Alloy,  H-piles  8»  Sheet  Piling  For  Use  In  Marine 
Environments  -  25  Jul  1988 

Steel,  High-strength  Low-alloy  Structural  Mangansc  Vanadium  •  26  July  1985  . 

Steel,  Hot-rolled  Carbon,  Sheet  Of  Commercial  And  Drawing  Qualities  -  1986 
Second  Edition 

Steel,  Investment  Castings  Alloy  And  Carbon . . . . . . . . . 

Steel,  Investment  Costings,  Carbon  And  Corrosion  -  Resisting  . . . . 

Steel,  Low  Alloy,  Consumables  Used  For  Eiectroslag  Welding  Of  Carbon  &  High 
Strength  •  18  Feb  77 

Steel,  Low  Alloy,  Consumables  Used  For  Electrogas  Welding  Of  Carbon  &  High 
Strength  •  18  Feb  77 

Steel,  Nuts,  Carbon  And  Alloy  »  24  Feb  1984 . . . . . 

Steel,  Plate  And  Disk,  Carbon,  Forging  Quality . . . . . 

Steel,  Premium  Aircraft  Quolity,  Oeonliness-mognetic  Particle  Inspection  Procedure  - 
1  Apr  84 

Steel,  Rivet  Solid,  Universal  Heod,  A286  Corrosion  Resistant,  Metric  •  May  79  . 

Steel,  Rustenitic  Stoinless,  Sheet,  Strip,  Plate,  &  Flat  Bor  For  Structurol  Applications 
•  27  Feb  1987 

Steel,  Shapes,  Rolled  Or  Forged,  Bors,  Flats  And  Speciot  Sections  (For  Armor) . 

Steel,  Sheet  &  Strip,  Carbon,  Hot-rolled,  Structural  Quolity  -  29  Jon  1988 . 

Steel,  Sheet  &  Strip,  High  Strength,  low  Alloy,  Coiumbium  Or  Vanadium,  Or  Both, 
Hot  Rolled  &  Cold  Rolled  «  28  Sep  84 

Steel,  Sheet  &  Strip,  Alloy,  Hot-rolled  &  Cold-rolled,  General  Reqyirementa  For  •  31 
Jull  1987 

Steel,  Sheet  And  Strip,  Uncooted,  Carbon  (1020  And  1025)  (Aircraft  Quolity)  (Asg) 

Steel,  Sheet  And  Strip,  Alloy,  Hot-rolled  And  Cold  Rolled,  Drawing  Quolity  •  28 
Aug  87 

Steel,  Sheet  And  Strip  (1095)  Aircraft  Quolity . . . . . 

Steel,  Sheet  And  Strip,  low  Carbon . . . . . . . . . . . . . 

Steel,  Sheet  And  Strip,  Alloy,  Hot-rolled  And  Cold-rolled,  Regularquolity  And 
Structurolquolity  •  28  Aug  87 

Steel,  Sheet,  Carbon,  Cold  Rolled,  Structural  Quolity  •  29  Mar  85  . . 

Steel,  Sheet,  Carbon,  Drawing  Quality,  Special  Killed,  Cold  Rolled-  27  Jul-84  .......... 

Steel,  Sheet,  Carbon,  &  High  Strength,  Low-  Alloy,  Hot  Rolled  &  Cold  Rolled, 
Generol  Requirements  For  •  27  Feb  1987 

Steel,  Sheet,  Carbon,  Cold-rolled,  Commercial  Quolity  -  29  Mar  1985  . . 

Steel,  Sheet,  Cofd-rolled,  long  Term  Coated  . . . . . 

Steel,  Spring,  Chromium  Nickel  Alloy.... . . . . . . 

Steel,  Stoinless  And  Alloy  Steel  Bolling  Materials  For  High-temperature  Service  ■  28 
Sept  1984 

Steel,  Stainless,  Precipitation  Hardening  (AM  355  (UNS  S35500)) . . . . 

Steel,  Stainless,  Billet,  Bar,  And  Wire  For  Surgical  Instruments  *  28  Sep!  1984 . . 

Steel,  Stoinless  A  D  Alloy  Steel  Bolting  Materials  For  High  Temperature  Service  29 
APR88 

Steel,  Strop,  High  Carbon,  Sphcroidized  Annealed  (For  Ammunition  CorJridge  Clips) 
Steel,  Strip,  Carbon,  Cold-rolled  (Metric)  -30  Aug  1985  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-S-6758A  (3) 

9S10 

AS 

05  Feb 

73 

MR 

AS 

20 

MIL-S-6098A 

9510 

20 

12  Jan 

67 

MR 

AS 

20 

MIL-S-6049A  (1) 

9510 

20 

23  Jun 

70 

MR 

AS 

20 

MIL'S ‘6050A  (2) 

9510 

20 

12  Jon 

89 

MR 

AS 

NOTICE  1 

MIL-S'SOOOE 

9510 

AS 

12  Nov 

82 

MR 

AS 

20 

MIL'S*24502B  (1) 

9510 

SH 

19  Aug 

87 

SH 

MIL-S-980B 

9510 

OS 

01  Jul 

65 

MR 

OS 

ISO  3574-86 

9515 

MR 

09  Aug 

88 

MR 

SH 

99 

MIL'S*  13468  (1) 

NOTICE  1 

1305 

AR 

13  Mor 

86 

AR 

MAM  2242A-87 

95GP 

MR 

11  Jun 

87 

MR 

AS 

20 

MIL-S-40438 

9515 

20 

30  Jul 

87 

AS 

20 

NOTICE  1 

AMS  5850A-80 

9520 

20 

27  Feb 

81 

MR 

AS 

20 

MIL-S-7720A  (2) 

9510 

AS 

26  Jul 

74 

MR 

AS 

20 

AMS  5657-60 

9510 

11 

04  Mar 

88 

MR 

AS 

11 

NOTICE  1 

MIL'S -50590  (2) 

•9515 

AS 

29  Nov 

85 

AR 

AS 

20 

MIL-S-23193D 

MECASH 

10  Apr 

87 

SH 

ASTM  E 45-87 

95GP 

MR 

02  Dec 

87 

MR 

AS 

99 

AMS  7715-57 

NOTICE  1 

9515 

11 

15  Mor 

88 

MR 

AS 

11 

M1L-S-10520D 

FORGAR 

01  Apr 

88 

AR 

NOTICE  1 

ASTM  A255-67 

95GP 

MR 

24  Nov 

67 

MR 

AS 

11 

ASTM  A682M-77R83 

9515 

MR 

18  Mar 

88 

MR 

SH 

11 

NOTICE  1 

ASTM  A684/A684M-81 

9515 

MR 

28  Apr 

82 

MR 

SH 

11 

ASTM  A690/ A690M-88 

9520 

YD 

19  Feb 

89 

MR 

YD 

99 

ASTM  A441/A441M-85 

9520 

MR 

23  Aug 

85 

MR 

YD 

ISO  3573-86 

9515 

MR 

09  Aug 

88 

MR 

SH 

99 

MIL-S-221418  (1) 

MECAOS 

16  Apr 

84 

MR 

OS 

MIL-S-81591  (3) 

MECAAS 

31  Jon 

83 

AR 

AS 

99 

AWS  A5.25-78R80 
NOTICE  2 

3439 

MR 

24  Jon 

83 

MR 

20 

AWS  A5.26-78R80 

3439 

MR 

25  Feb 

88 

MR 

20 

NOTICE  2 

ASTM  A563-84 

5310 

AR 

28  Aug 

85 

AR 

AS 

99 

MIL-S-3289B 

9515 

MR 

25  Sep 

84 

MR 

OS 

AMS  2300F-84 

NDTI 

MR 

23  Dec 

85 

MR 

AS 

20 

NA  0051-79 

5320 

IS 

08  Nov 

85 

AV 

11 

ASTM  A 666-87 

9515 

MR 

18  May 

87 

MR 

YD 

20 

MIL-S- 138238 

FORGMR 

03  Jon 

77 

MR 

ASTM  A570/A570M-88 

9515 

MR 

08  Mor 

88 

MR 

SH 

ASTM  A607-84A 

9515 

YD 

29  Nov 

84 

MR 

YD 

99 

ASTM  A505-87 

9515 

MR 

17  Mor 

88 

MR 

SH 

11 

MIL-S-7952A  (I) 

NOTICE  1 

9515 

11 

20  Jon 

89 

AS 

11 

ASTM  A507-87 

9515 

MR 

26  Ocl 

88 

MR 

SH 

11 

MIL-5-7947A 

9515 

11 

20  Jon 

89 

AS 

11 

NOTICE  1 

QQ-S-698  (3) 

9515 

/MR 

20  Ocl 

70 

MR 

YD 

11 

ASTM  A506-87 

9515 

MR 

12  Aug 

88 

MR 

SH 

ASTM  A611-85 

9515 

MR 

18  Jun 

85 

MR 

YD 

20 

ASTM  A620/A620M;84 

9515 

MR 

10  Dec 

84 

MR 

ASTM  A 568-87 

9515 

MR 

19  Moy 

87 

MR 

SH 

ASTM  A366/A366M-85 

9515 

MR 

18  Sep 

85 

MR 

SH 

20 

ASTM  A308-88 

9515 

MR 

21  Sep 

88 

MIL-S-46889A 

9535 

Ml 

02  Aug 

85 

Ml 

ASTM  A193-84A 

9510 

YD 

21  Dec 

84 

AR 

YD 

MIL-S-62471 

9510 

AT 

09  Feb 

84 

AT 

ASTM  F899-84 

6515 

MB 

15  Ocl 

85 

MD 

MS 

03 

ASTM  A193/A193M-88 

9510 

YD 

07  Sep 

88 

AR 

YD 

MIL-S-3039C 

9515 

MR 

26  Jon 

88 

MR 

ASTM  A109M-85 

9515 

MR 

18  Sep 

85 

MR 

20 

677 


ALPHABETICAL  LISTING 


TITLE 


Stee),  Strip,  Carbon,  Cold-rolled  Stondard  Specification  -  29  Jul  88 . . . . . 

Steel,  Strip,  Carbon  And  High-strenght,  low-alloy,  Hot-rolled  General  Regmtj  For 
{Metric 

Steel,  Strip,  Carbon  And  High-strength,  low-olloy.  Hot  Rolled  General  Requirements 
For  Cmelric)  ■  29  Jon  88 

Steel,  Strip,  High  Corbon,  Cold-  Rolled  Soft,  Untempered  Spring  Quality  *  29  Aug 
1986 

Steel,  Structural  Shopes  Alloy,  High  Yield  Strength  (HY-80  &  HY-100)  (Metric) . 

Steel,  Structural,  Sampling  Procedure  For  Impact  Testing  Of,  Standard  Specification 
For  -  30  Jut  82 

Steel,  Structural,  Standard  Specification  For  -  30  Dec  88  . . . . 

Steel,  Structural,  With  42  Kst  7290  Mpa)  Minimum  Yield  Point  (1/2  In.  (13  Mm) 
Maximum  Thickness  (16  Mar  88) 

Steel,  Slrucfutcl  With  42  Ksi  (290  Mpa)  Minimum  Yield  Point  (1/2  In.  (13  Mm) 
Maximum  Thickness)  Standard  Specification  For  •  16  Mar  88 

Steel,  Structural  High  Strength  Low  Alloy  •  16  Mar  1988  . . . . 

Steel,  Structural,  Sampling  Procedure  For  Impact  Testing  Of  -  25  Mar  1988.............. 

Steel,  Wrought  Carbon  And  Alloy  Steel  For  Moderate  And  Elevated  Temperatures, 
Pipe  Fittings  Of  •  28  Dec  1984 

Steel,  Wrought,  Manganese  *  Nickel,  Austenitic  (Low  Mognetic  Permeability) . . . 

Steels  Of  Structural  Quality,  High-strength  Low-alloy  Columbium-vonodium  *  26  July 
1985 

Steels  Of  Structural  Quality,  High-strength  Low  Alloy  Columbium-vonodium  •  26  Aug 
1988 

Steels  Transverse  Tensi'e  Properties,  Qualification  Sampling  Of  •  15  Apr  78 . . 

Steels,  Austenitic  Stainless,  Detecting  Susceptibility  To  Intergranular  Attack  In  -  29 
Aug  86 

Steels,  Chemical  Checkonalysis  Limits  Wrought  Low-olloyed  And  Carbon  1  Oct  87.... 
Steels,  Martensitic  Corrosion-resistant,  Aircraft-quolity  Steel  Cleanliness,  Mognetic 
Particle  Inspection  Procedure,  Metric  (SI)  Measurement  *  1  Jon  87 
Steels,  Wrought  Products  Except  Forgings  And  Forging  Stock,  Quality  Assurance 
Sampling  Of  l  Apr  1985 

Steer  Unit,  Tracked  Vehicle,  Clutch  Broke  &  Geored  Steer  . . . . 

Steering  Gears,  Electro  Hydraulic  Marine  . . . . . . . 

Steering  System,  Aircraft  General  Requirements  For . . . . . . . . 

Stencil  Cutting  Machine,  Electric  . . . . . . . . . . . 

Stencil  Duplicating  Print  Kit,  Hand  Stamp,  Man  Packed . . . . . . . 

Stencil  Duplicating  Print  Kit,  Hand  Stomp . . . . . . . . . 

Stencil  Set,  Marking . . . . . . . . . . . . . . . . . 

Stencil  Set,  Marking,  Manila  Bound,  Consisting  Of  Letters,  Numbers  And  Traffic 
Signs 

Stencil  Set,  Stencil  Board,  Nonadjustabfe........ . . . . . . . . . 

Stencil  cutting  Machine,  Hond-operated . . . .  . . . . 

Stencil,  Duplicating  Machine . . . . . . . . . 

Stencil,  Duplicating  Mochine.... . . . . . . . 

Stencil,  Set,  Marking  . . . . . . . . . . . . 

Stencilboord . . . . . . . . . 

Stencilboord . . . . . . . . . . . . . 

Stenotype  Mochine  Poper  (Paper  Shorthand  Mochine)  . . . 

Step,  Pole,  Detachob'e . . . 

Step,  Pole,  Steel,  Drive  . . . . . . . . 

Sleplodder  And  Platform  lodders,  Aluminum  Magnesium,  Fiberglass  . . 

Stepladders,  Wood  . . . . . . . . . . . . . . 

Stereometer,  Photogrammertic,  Stereocomparograph-type,  With  Accessories  And 
Case 

Stereoscopes,  Lens,  Aerrol  Photograph  Interpretation  (Pocket) . . . 

Sterilization  Test  Ampules,  Bacterial  Spore  . . . . . . . . 

Sterilization  Test  Strip  Set,  Bacterial  Spore.... . . . . . . . . 

Sterilization  Test  Strip  Set,  Bocteriol  Spore,  (Bacillus  Subtil'S  And  Bacillus 
Stearothermophilus) 

Sterilizer,  Dr/  Heat  . . . . . . . . . . . . . . . . . 

Sterilizer,  Ethylene  Oxide  Gos,  For  Heat  And  Moisture  labile  Surgical  Instruments 
And  Supplies  (Nonportable) 

Sterilizer,  Surgical  Instrument  And  Dressing . . . . . . . . 

Sterilizer,  Surgical  Dressing,  Sterilizers,  Instrument,  And  Sterilizers,  Water  (Navol 
Shipboard) 

Sterilizer,  Surgicoi  Instrument . . . . . . . . . . 

Sterilizer,  Surgicoi  Instrument  And  Dressing . . . 

Sterilizer,  Surgicoi  Instrument . . . . . . . . . . . 

Sterilizer,  Surgicoi  Instrument  And  Supply  Mechanical  Air  Removal,  Nonportable 
(Heat  And  Moisture  Stable) 

Sterilizer,  Surgical  Instrument  (Replaced  By  A-A-50899)  . . . . 

Sterilizer,  Surgical  Instrument  And  Dressing . . . . . . . 

Sterilizer,  Surgical  Instrument . . . . . . . . . . . 

Sterilizer,  Surgical  Instrument  And  Supply  Gravity  Air  Removal,  Non  Portable  (Heat 
And  Moisture  Stable) 

Sterilizer,  Surgicoi  Instrument  And  Dressing . . 

Sterilizer,  Surgical  Instrument  And  Dressing . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

ASTM  A109-8B 

9515 

MR 

21  Sep 

88 

11 

ASTM  A749-88 

9515 

MR 

01  Apr 

88 

MR 

SH 

NOTICE  1 

ASTM  A749M-88 

9515 

MR 

05  May 

88 

MR 

SH 

ASTM  A684/A684M-86 

9515 

MR 

13  Feb 

87 

MR 

SH 

20 

MIL-S-22664B 

9520 

SH 

15  Mar 

88 

SH 

ASTM  A673-82E1 

9520 

YD 

20  Apr 

84 

MR 

YD 

99 

ASTM  A36A36M-88D 

9520 

YD 

31  Mar 

89 

A  R 

YD 

99 

ASTM  A529/AS29M-88 

9520 

YD 

06  Nov 

88 

MR 

YD 

ASTM  A529/A529M-8B 

9520 

YD 

06  Nov 

88 

MR 

YD 

ASTM  A242/A242M-88 

9520 

14  Oct 

86 

ASTM  A673/A673M-88 

9520 

YD 

07  Sep 

88 

MR 

YD 

99 

ASTM  A234/A234M-85 

4730 

YD 

14  Jun 

85 

MR 

YD 

99 

MIL-S-21946A 

•9520 

OS 

18  Jul 

72 

OS 

ASTM  A572/A572M-85 

9520 

MR 

23  Aug 

85 

MR 

YD 

ASTM  A572/A572M-88C 

9520 

MR 

14  Nov 

88 

MR 

YD 

AMS  2310C 

95GP 

MR 

30  Mar 

88 

MR 

AS 

20 

NOTICE  2 

ASTM  A262-86 

95GP 

MR 

12  Nov 

86 

MR 

AS 

20 

AMS  22598-88 

95GP 

MR 

25  Aug 

88 

MR 

AS 

11 

MAM  2303-87 

NDTI 

MR 

11  Jun 

87 

MR 

AS 

20 

AMS  23700-85 

95GP 

MR 

01  Jun 

85 

MR 

AS 

20 

MIL-S -424408 

2530 

AT 

12  Aug 

85 

AT 

MIL-S-17803D 

SUPP  1 

2030 

SH 

21  Apr 

40 

SH 

MU-S-8812D  (1) 

1420 

AS 

11  Feb 

77 

AV 

AS 

GG-S-749D 

7490 

t 

31  Oct 

63 

MIL-S-43483A 

7520 

GL 

28  Jan 

86 

GL 

GG-S-007508 

7520 

t 

07  Jon 

70 

A-A-130 

7520 

l 

12  Oct 

79 

MIL-S-52821A 

7520 

ME 

27  Feb 

80 

ME 

MIL-S-52804A 

7520 

ME 

16  Jun 

80 

ME 

GG-S-747C 

7490 

t 

10  Feb 

64 

A-A-2123 

7530 

1 

18  Apr 

83 

UU-5-1205 

7530 

•/. 

30  Aug 

72 

RR-S-7I4D 

7520 

% 

21  Jun 

74 

A-A-1733 

9310 

•Gl 

13  May 

82 

UU-S-625A 

9310 

•Gl 

19  Apr 

65 

GL 

99 

INT  AMD  1 

A-A-54 

7530 

t 

22  Oct 

79 

MS -39047A 

5975 

ER 

10  May 

*8 

ER 

85 

MS -39049A 

5975 

ER 

10  May 

48 

ER 

YD 

85 

RR-S-720E 

5440 

t 

20  Mar 

78 

IU-S-7I0H 

INT  AMD  (1) 

5440 

t 

16  Sep 

77 

MIL-S-20384D 

4475 

ME 

23  Mar 

77 

ME 

MII-S-3429F 

4475 

ME 

05  Aug 

81 

ME 

99 

A-A-51219A 

4530 

MB 

30  May 

86 

MD 

MS 

03 

MII-S-34584A 

4530 

OM 

18  Aug 

76 

MD 

MS 

03 

A-A-50879 

4530 

MB 

28  Sep 

83 

MO 

MS 

03 

A-A-50899 

6530 

/MB 

30  Dec 

85 

MD 

MS 

03 

GG-S-1344A 

4530 

•DM 

26  Nov 

75 

A-A-50900 

NOTICE  1 

4530 

MB 

31  Oct 

88 

MD 

MS 

03 

MIL-S-157848  (1) 

4530 

MS 

20  Jan 

64 

MS 

A-A-51382A 

4530 

/MB 

28  Nov 

86 

MD 

MS 

03 

MII-S-34547A 

6530 

DM 

15  Jun 

70 

MD 

MS 

03 

A-A-51042 

6530 

/MB 

15  Oct 

85 

MD 

MS 

03 

GG-S-1343A 

6530 

•DM 

26  Nov 

75 

MIL-S-34334A 

6515 

MB 

20  Apr 

73 

MD 

MS 

03 

A-A-53709 

6530 

MB 

30  Sep 

88 

MD 

MS 

03 

MIL-S-34344A  (1) 

6530 

MB 

22  Mor 

74 

MD 

MS 

03 

GG-S-1340A 

6530 

•DM 

24  Nov 

75 

MII-S-34442C 

6530 

OM 

18  Sep 

75 

MD 

MS 

03 

MIL-S-34714 

4530 

DM 

29  Oct 

70 

MD 

MS 

03 

678 


ALPHABETICAL  LISTING 


TITLE 

Sterilizer,  Surgical  Instrument  And  Dressing,  Laboratory  *. . . . . . . 

Sterilizer,  Surgical  Instrument  And  Dressing,  Pressure,  External  Heated . . . 

Steroscope,  Lens  &  Prism  &  Mirror,  Aerial  Photograph  Interperlation  (With 
Binoculars  And  Case) 

Stethoscope  . . . . . . . . . . . . 

Stethoscope,  Combination  Type*  Lightweight . . . . . . . . 

Stethoscope,  Detee-hitlii . . . . . . . . . . . . . . 

Stethoscope,  Esophageal  (Disposable,  20S) . . . . . . . . 

Stiffener  Assembly,  Balk  Connecting . . . . . . . . . . . 

Stimulator,  Interdental . . . . . . . . 

Stirrer-hot  Plate,  Magnetic,  Laboratory  . . . . . . . 

Stirrer-hot  Plate,  Magnetic,  laboratory,  115  Volt,  50/60  Hz,  Ac..... . . . 

Stirrer,  Electric,  Laboratory  . . . . . . . . . . . . 

Stirrer,  Electric,  Laboratory  . . . . . . . . . . . . . 

Stirrer,  Electric  Laboratory,  Variable  Speed. . . . . . . . . . . . 

Stirrer,  Magnetic,  Laboratory. . . . . . . . . . . 

Stirring  Bar  Set,  Magnetic . . . . . . . 

Stirring  Bar  Set,  (Magnetic) . . . . . . 

Stirring  Stick,  Beverage,  (Wood) . . . . . . . . . . . . . . 

Stirring  Stick,  Beverage  (Wood)  . . . . . . 

Stitcher,  Cementing  And  Vulcanizing,  And  Rollers,  Hond  . . . . . . 

Stitchers,  Book  A  Pamphlet,  Single  Stitching  Head,  Saddle  &  Flat  Toble. . . 

Stitches,  Seams,  And  Stitchings . . . . . . 

Stock,  Gun,  Shoulder,  Assembly  W/o  Butt  Plate,  Fiberglass  Reinforced,  Plastic 
(Premix)  (For  Rifle,  7.62MM,  M14) 

Stockinet,  Surgical  (Nylon),  2  Inch  By  25  Yards......................... . . . . . 

Stockinet,  Surgical . . . . . . . . . . . 

Stockinet,  Surgical  (Drape)  . . . . . . . 

Stockings,  Anti-embolism  . . . . . . . . . . . . . 

Stone  Dislodgcr,  Cystoscopc,  Radiopague  (Davis) . . . . . . 

Stone,  Abrasion  Resistance  Of,  Subjected  To  Foot  Traffic  •  27  Dec  1985 . . 

Stone,  Artificial,  Dental . . . . . . . . . . 

Stone,  Commutator  Surfacing . . . . . . . . . . . 

Stone,  Commutator  Burnishing  (Flexible  Abrasive) . . . . 

Slone,  Correction,  Lithogrophic  . . . . . 

Stone,  Crushed,  Crushed  Slag,  And  Grovel  For  Single  Or  Multiple  8ituminous 
Surface  Treatments  «  29  April  1983 

Stone,  Granite  Building  •  27  Dec  85  . . . . . . . . 

Stone,  Natural  Building,  Absorption  8.  Bulk  Specific  Gravity  Of  24  June  1983 . 

Stone,  Sharpening  . . . . . . . . . . . . . 

Stone,  Sharpening . . . . . . . . . . . . . ...... 

Stone,  Sharpening . . . . . . . . . . . . 

Stone,  Sharpening  (Fine  Indio)... . . . . . . . . 

Stone,  Sharpening  (Soft  Arkanos...., . . . . . . . . . . . . . . 

Stone,  Sharpening  . . . . .  . . . . . . . . . . 

Stone,  Slate  Building,  Standard  Specification  For  -  25  Jan  80  (Reopproved  1985).... 

Stones,  Terms  Relotmgto  Natural  Building,  Standard  Definitions  OF-16  Nov  87 . 

Stool,  Filing  And  General  Purpose,  Steel( . . . . . . 

Stool,  Revoling . . . . . . . . . 

Stool,  Revolving,  Surgeon  S . . . . . . . . . 

Stool,  Revolving  . . . . . . . . . . 

Stool,  Rvolving . . . . . . . . . . . . 

Stool,  Step,  Coster  Mounted,  Safety . . . . . ............ . . . 

Stool,  Step,  Steel,  Folding  Steps . . . . . . . . 

Stool,  Step,  Surgicol  . . . . . . . . . . . . . 

Stool,  Straight . . . . . . . . . . . . 

Stool,  Straight . . . . . . . . . . - . 

Stool,  Straight . . . . . - . . . . 

S tool,  Straight . . . . . . . . . . . 

Stool,  Straight  (For  Surveying  Equipment) ........ ............ — . . . . . 

Stop  &  Flexible  Push&pull  Control  Cosing  ......  . . . . . 

Stop  light  -  Toillight,  VEHICULAR-24  Volt,  Service  Stop,  Service  Tail,  8!ackoul  Tail- 

Stop  Llght-toiliight,  VEHICULAR-24  Volt,  Blackout  Tail,  Blackout  Stop.  . . .............. 

Stop  VVolth,  Lobviofoiy.- ....... .  ....  .  .  . . — - . .  ......  . 

Stop  Watch,  Military . . . .  .............. . . . 

Stopcock,  Arteriol-venous  Pressure  Monitoring  (One-way) . . . . . 

Stopcock,  Intravenous  Therapy,  3  Way,  Plastic  . . . . 

Stopcock,  Intravenous  Therapy,  3  Way,  Plastic,  Ayer  Type . . . 

Stopcock,  Intravenous  Therapy,  3-WAY,  Plastic,  Disposable  . . . . . 

Stopcock,  laboratory  Apparatus  . . . . . . 

Stopcock,  Laboratory  Apparatus,  Taper-ground  . . . . .... 

Stopcock,  Surgicol  Syringe,  One  Way . . . ... 

Stopcock,  Surgicol  Syringe  One  Wo y.  Tubing  Attachment 

Stopcock,  Surgicol  Syringe,  Three  Way,  Ayer  . . . . . 

Stoplight,  Vehicular-blackout,  24  Volt,  Inactive*  Use  MS52125(, . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-S-36717 

6530 

DM 

30  Oct 

70 

MD 

MS 

03 

MIL-S-36500A 

6530 

MB 

10  Aug 

86 

MD 

MS 

03 

MII-S-20660C 

6675 

ME 

15  Feb 

77 

ME 

99 

GG-S-757A 

6515 

/DM 

6  Aug 

58 

MD 

MS 

03 

MIL-S-36588A 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

NOTICE  1 

MIL'S -36362 

6515 

DM 

22  Aug 

88 

MD 

MS 

03 

NOTICE  1 

A-A-0051706 

6515 

MB 

07  Oct 

86 

MD 

MS 

03 

MIL-S-52098B  (1) 

5420 

ME 

10  May 

74 

ME 

MIL-S-43634B 

8530 

Gl 

05  Jun 

80 

GL 

99 

A.A-50975 

6640 

/MB 

14  Jun 

85 

MD 

MS 

03 

MIL-S'36?63A 

6640 

DM 

23  Sep 

76 

MD 

MS 

03 

A'A'53070 

6640 

MB 

20  Jut 

87 

EA 

MS 

99 

MS-36509 

6640 

EA 

30  Apr 

82 

EA 

MS 

99 

MS-36514 

6640 

EA 

30  Apr 

82 

EA 

MS 

99 

MS-36510 

6640 

EA 

30  Apr 

82 

EA 

MS 

99 

Mll-S-37438 

6640 

DM 

21  Jun 

76 

MD 

MS 

03 

A-A-51687 

6640 

/MB 

10  Oct 

86 

MD 

MS 

03 

IU-S-720A 

7340 

*GL 

09  May 

74 

GL 

SA 

99 

INT  AMD  (1) 

A-A-1081 

7340 

•GL 

23  Jon 

81 

GL 

SA 

99 

M1L-S-45179B 

5120 

GL 

10  Jan 

78 

GL 

99 

M1L-S-15701D 

3610 

GL 

31  Dec 

85 

GL 

SA 

99 

FED-STD-751A  (1) 

83GP 

/GL 

21  Nov 

83 

GL 

NU 

99 

NOTICE  1 

MIL-S-45921 

1005 

AR 

16  Apr 

86 

AR 

OS 

99 

NOTICE  1 

A-A-51389A 

6510 

/MB 

01  Apr 

88 

MD 

MS 

03 

JJ-S-746A 

6510 

/DM 

13  Dec 

56 

MD 

MS 

03 

A-A-53176 

6510 

MB 

28  Aug 

87 

MD 

MS 

03 

A-A-30066 

6515 

/DP 

24  Feb 

83 

MD 

MS 

A-A-53775 

6515 

MB 

01  Dec 

88 

MD 

MS 

03 

ASTM  C241-85 

56GP 

YD 

27  Nov 

86 

CE 

YD 

11 

A-A-53389 

6520 

MB 

14  Mor 

88 

MD 

MS 

03 

MIL-S-17243D 

5345 

YD 

21  Apr 

81 

AR 

YD 

99 

MIL-S-17346B  (1) 

5345 

84 

11  Apr 

88 

MR 

99 

NOTICE  1 

MIL-S-11476D 

3610 

ME 

10  Jun 

80 

ME 

99 

ASTM  D1 139-83 

5610 

YD 

11  Feb 

85 

YD 

ASTM  C615-85 

5610 

YD 

02  Dec 

86 

YD 

ASTM  C97-83R83 

5620 

YD 

21  Sep 

88 

YD 

A-A-51970 

6520 

MB 

15  Jun 

87 

MD 

MS 

03 

FED-STD-115B 

5345 

X 

06  Jon 

70 

A-A-51265 

6520 

/MB 

09  Dec 

85 

MD 

MS 

03 

A- A -53708 

6520 

/MB 

26  Sep 

88 

MD 

MS 

03 

A-A-53713 

6520 

MB 

30  Sep 

88 

MD 

MS 

03 

SS-S-736C 

5345 

•SH 

08  May 

69 

MR 

SH 

ASTM  C629-80 

5610 

YD 

24  Jan 

85 

YD 

ASTM  C119-87A 

5610 

YD 

30  Mor 

88 

ME 

YD 

99 

AA-S-7C0 

7110 

V* 

20  Feb 

56 

INT  AMD  (3) 

A-A-50866A 

6530 

/MB 

20  Dec 

85 

MD 

MS 

03 

AA-S-696B 

6530 

/DM 

01  Oct 

76 

MD 

MS 

03 

AA-S-1965 

6530 

/DM 

13  Jon 

76 

MD 

MS 

03 

A-A-519C3 

6530 

MB 

26  Jun 

87 

MD 

MS 

03 

AA-S-704A 

7105 

% 

22  Jon 

71 

INT  AMD  (3) 

AA-S-00697B 

7105 

x 

09  Jun 

69 

A-A-53793 

6530 

MB 

30  Dec 

88 

MD 

MS 

03 

A-A-50874 

6530 

/MB 

25  May 

33 

MD 

MS 

03 

Mll-S-37337 

6530 

DM 

15  Sep 

76 

MD 

MS 

03 

A-A-51057 

6530 

/MB 

15  Oct 

85 

MD 

MS 

03 

AA-S-698B 

6530 

/DM 

17  Jul 

75 

MO 

MS 

03 

MIL-S-5279IA 

7110 

ME 

04  Jon 

80 

ME 

AN8005 

1680 

AS 

12  Jun 

44 

AS 

99 

MS-513298 

6220 

AS 

15  Ju! 

83 

MS-51330A 

6220 

AT 

16  Feb 

88 

AT 

99 

GO-S  76-C 

6645 

•82 

26  Feb 

74 

99 

INT  AMD  (1) 

MIL-S-14823A 

6645 

AR 

24  Mar 

88 

AR 

SH 

99 

A-A-51694 

6515 

/MB 

29  Sep 

86 

MD 

MS 

03 

MIL-S-37434 

6515 

DM 

19  Aug 

76 

MD 

MS 

03 

MIL-S-37813A 

6515 

DM 

25  Jul 

78 

MD 

MS 

03  DM 

Mll-S-37174 

6515 

DM 

23  Sep 

75 

MD 

MS 

03 

MS-359888 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

DD-5-720A 

6640 

1 

4  Apr 

60 

MIL-S-371 19 

65)5 

DM 

08  May 

75 

MD 

MS 

03 

Mlt-S-37121 

6515 

DM 

08  Mo y 

75 

MD 

MS 

03 

Mll-S-37122 

6515 

DM 

08  May 

75 

MD 

MS 

03 

MS-513028 

6220 

AT 

14  Sep 

73 

AT 

MC 

99 

€79 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Stopper,,  Bottle..,, . . . . . . . . . . . . 

Stopper,  Bottle  Combinolion  Solid  Or  Perforoted  ..  . . . . 

Stopper,  Bottle........ . . . . . 

Stopper,  Bottle,  Rubber  . . . 

Stopper,  Bottle,- Glass,  Pennyhead,  Std  Toper  . . . . . 

Stopper,  Bottle,  White  Robber.,,,,,,.. . . . . . . . . . . . . 

Stopper,  Bottle,  Rubber,  Perforated . . .  . . . 

Stopper,  8otlle,  Rubber,  Solid  . . . . . . . ....... 

Stopper,  Cup  (Hollow)  Type  . . . . ......... 

Stopper,  Hexagon,  Irregular,,..... . . . . . . . . . 

Stopper,  Inflating  Tube,  Pneumatic  Mattress  . . . . . . 

Stopper,  laboratory  Apparatus,  Toper-ground.,,....,.  . . . . . . . 

Stopper,  Waste  Drain  . . . . . 

Stopper,  Wired,  Wedged...,,,.,, . . . . . . . . 

Stoppers,  Carpenter  And  Associated  Bridles  (Wire  Rope  And  Chain  link) . . . 

Stopwatch,  Digital  Electric  . . . . . . . . . . . 

Storage  Batteries  «  Jun  78 . . . . . . . . . . 

Storage  Battery  Arrangement  for  Minimum  Stray  Magnetic  Field  (Metric) . . 

Storage  Cabinet  For  Forms  . . . . . . . . . . . . . 

Storage  Cabinets  For  Flammable  liquids  . . . . . 

Storage  Of  Aerosol  Products  *  28  Jul  72....... . . . . . . . .  . . . 

Storage  Shelf  life  And  Reforming  Procedures  for  Aluminum  Electrolytic  Fixed 
Capacitors 

Storage  Unit,  low  Pressure  Carbon  Dioxide,  Type  A* I  . . . . . . 

Storage  Unit,  Pharmaceuticals  . . . . . . . . . . 

Storage,  Handling,  And  Servicing  Of  Aviation  Fuels,  Lubricatin  G  Oils  And 
Hydraulic  Fluids  At  Contractor  Facilities 

Stove,  Gasoline  Burner,  M1950,  And  Case  ............... . . . . . . . . 

Stove,  Gasoline,  2  Burner  . . . . . . . . . . 

Straight  Flange  Nipple  Assembly,  Adopter,  Hose  To  Tube,  Reusable,  Hydraulic,  Fuel 
And  Oil  lines 

Straight  Flange  Assembly  Adapter,  Hose  To  Tube,  Reusable,  Hydraulic,  Fuel  And  Oil 
lines 

Straightedge  {Steel,  Machinists  And  Toolmakers),...,.....  . . . . . . 

Straightedge,  Parallel  Ruling,  Guide  Cord  . . . . . . . . . 

Straightedge,  PlasticAnd  Wood  . . . . . . . . . . . . 

Straightedge,  Radiof  line.  Slotted  Templet . . . . . . . 

Straightedges,  Steel,  Draftmen’s . . . . . . 

Strain  Relief  45  Deg  For  Electric:Connector  (lnactive  After  1  JUl  82  Use  Mil  C 
85049/54 

Strain  Relief,  Straight,  For  Electrical  Connectors  (Inactive,  Use  Mll-C-85049/53) ...... 

Strainer  Assembly,  Petroleum  Fuels,  6  INCH,  Frame  Mounted,  600  Gallons  Per 
Minute 

Strainer,  Aircraft  Fuel  System,  General  Specification  for  . . . . . . . 

Strainer,  Assemblies,  Main  Steam,  High  Pressure  (Sizes  4  Inches  And  Above)............ 

Strainer,  China  Cap . . . . . . . . . . . . . . 

Strainer,  Deck  Drain,  Marine  Hardware . . . . . . . . . . 

Strainer,  Pot,  Corrosron&rcsistlng  Steel . . . . . . . . . . . . 

Strainer,  Sediment-  Automotive  Fuel  (10  Gph)  . . . . . . 

Strainer,  Sediment,  Pipeline,  8osket  type  . . . . . . ....... 

Strainer,  Sediment  REFRIGERANTS.  12 . . . . . . . . 

Strainer,  Sediment,  Refrigerant  12,... . . . . . . 

Strainer,  Sediment,  Pipeline,  Duplex  (With  Or  Without  Magnet) . . 

Strainer,  Scdiment,-Pipeline,  Water,  Air,  Gas,  Oil,  Or  Steam......... . . . . . 

Strainer,  Sediment,  Jet  Fuel  Unit,  600  GPM  . . . . . . . . 

Strainer,  Suction,  Fire  Hose,  And  Strainers,  Suction,  Hose  . . . 

Strainer,  Well,  Water,  Wire  Wound  . . . . . . 

Strainer,  20/2  Inch  Pressure  Fuel  Servicing... . . . . . 

Strainers,  Sediment/Pipeline  (For- Gasoline  Service)-(lnactive  Fornew  Design)  ......... 

St’. 'ners.  Steam  (Sizes  3  Inches  And  Below)........, . . . . . — . . . 

Strc".d=Cs:rStcc!,  Ccrbon  i  Ailoy,  For  PraJccifJe  Applications  . . . 

Strand  Connector  (Pole  line) .................. . . . . . . . 

Strand  Connector,  Pole  (Pole  Line).,............ . . . 

Strand,  Wire  Rope,  Armored  Steel  . . . 

Strap  Assembly-  . . . . 

Strop-Assembly,  Two  Part  Adjustable  -  15  Mar  77  W/dod  Exceptions  . . 

Strap,  Chin  (Navy  And  Coast  Guard) . . 

Strop,  Chin,  And  Suspension  Assembly,  Chin  Strap  . . . 

Strop,  Chin,  Ground  Troops**  Parachutists*  Helmet  ....... 

Strap,  Chin,  Ground  Troops  Helmet,  Steel,  M-l  . . . 

Strop,  Chin,  Parachutist  S,  Helmet,  Steel,  MO. ..................................... 


MS-35940A 

4440 

EA 

27  May 

88 

EA 

MS 

99 

MS-36444A 

4440 

EA 

26  Jan 

88 

EA 

MS 

99 

MS-36072 

4440 

EA 

04  Aug 

82 

EA 

MS 

99 

ZZ-S-751A 

4440 

•MD 

01  May 

74 

MD 

MS-36366A 

4440 

EA 

11  Jan 

88 

EA 

MS 

99 

NOTICE  1 

Mll*S*36462 

4440 

DM 

23  Mar 

70 

MD 

MS 

03 

MS-36367A 

NOTICE  t 

4440 

EA 

11  Jon 

88 

EA 

MS 

99 

MS-34349A 

NOTICE  1 

4440 

EA 

11  Jan 

88 

EA 

MS 

99 

MS-35939 

notice  : 

4440 

PA 

24  Mar 

88 

EA 

MS 

99 

A-A-50098 

8445 

Gl 

27  Mar 

87 

Gl 

NU 

99 

Mll-S-43659 

8445 

82 

05  Aug 

69 

NU 

99 

DD-S-750A 

4440 

» 

4  Apr 

60 

A-A-2124 

4510 

t 

08  Jun 

83 

A-A-50106 

8445 

Cl 

31  Mar 

87 

Gl 

l 

MIL-S-24584 

4010 

SH 

01  Oec 

78 

SH 

A-A-U53 

4445 

l 

03  Mar 

81 

SAE  75377*78 

4140 

AT 

01  Apr 

81 

AT 

AS 

99 

l 

DOD-STD.2T34 

6140 

SH 

03  Aug 

81 

SH 

A-A.708 

7110 

t 

13  Apr 

81 

A-A-706 

7125 

t 

16  Apr 

81 

ASTM  D3090-72R78 
NOTICE  1 

4810 

EA 

27  May 

88 

EA 

SH 

68 

Mll*STD*113i8 

5910 

ER 

01  Jun 

79 

ER 

EC 

85 

MII-S-451IC 

3555 

82 

01  Feb 

85 

99 

A*A*5!898 

4530 

MB 

24  Apr 

8/ 

MD 

MS 

03 

MII-STD-1518B 

9)30 

48 

03  Mar 

80 

AR 

AS 

68 

MIL-S-10734H 

7310 

Gl 

09  Mar 

76 

Gl 

YD 

99 

l 

M1L-S-40608D 

7310 

GL 

28  Dec 

83 

Gl 

MS-27231 

4730 

82 

06  Aug 

64 

AS 

99 

MS-27232 

4730 

82 

06  Aug 

64 

AS 

99 

MIL-S-15749C 

NOTICE  1 

5210 

Gl 

23  Oct 

87 

GL 

99 

GG-S-771C 

4475 

» 

12  Feb 

66 

ME 

GG*S*773D 

4475 

J 

09  Jun 

78 

l 

MII-S-14249C 

4475 

ME 

04  Aug 

81 

ME 

A-A-50209A 

4475 

/ME 

15  Sep 

86 

ME 

YD 

99 

MS-3153C 

5935 

AS 

10  May 

62 

CR 

AS 

85 

MS-3152E 

5935 

AS 

10  May 

82 

CR 

AS 

85 

l 

MIL*S*82183A 

4930 

MC 

30  May 

86 

MC 

Mtl*S*37l0B 

2915 

82 

10  Jul 

69 

AV 

AS 

99 

l 

MIL-S-2I427A  (2) 

4730 

SH 

09  Aug 

66 

SH 

A-A-I755A 

7330 

•Gl 

10  Jul 

87 

Gl 

SA 

99 

L 

MS.15241A 

2040 

SH 

2  Jun 

59 

SH 

MIL-S-40104B 

7330 

Gl 

05  Aug 

87 

Gl 

SA 

99 

NOTICE  ) 

MS-51084G 

2910 

AT 

08  Nov 

83 

AT 

99 

MIL-S-13789C 

4730 

ME 

11  Oct 

79 

ME 

YD 

MS-J7242B 

NOTICE  1 

4130 

Gl 

01  Oct 

87 

Gl 

YD 

82 

MII-S-22833C 

NOTICE  1 

4130 

Gl 

30  Jun 

88 

GL 

99 

L 

MII-S07849D  (1) 

4730 

SH 

05  May 

88 

SH 

MIL-S-14293G  (1) 

4730 

YD 

27  Moy 

83 

ME 

YD 

99 

MIL-S-2744IC 

4730 

82 

03  Oct 

84 

YD 

99 

MIL-S.12J45F 

•4730 

ME 

01  Aug 

79 

ME 

YD 

99 

MU*S*416D 

4730 

ME 

23  Aug 

79 

ME 

YD 

99 

l 

MS-24551 

2915 

AS 

17  Mar 

58 

AS 

l 

MIL*S*)5573A 

NOTICE  1 

4730 

SH 

10  Apr 

52 

SH 

MII-S-2953C 

4730 

SH 

04  Feb 

80 

ME 

SH 

MIL-S-70703  (2) 

McCAAR 

16  Mar 

65 

AR 

99 

MS-16793A 

4030 

ER 

10  Aug 

67 

ER 

YD 

99 

MS-39037A 

5975 

ER 

19  Dec 

67 

ER 

85 

MII-S-5745E 

4010 

18 

30  Aug 

72 

AS 

18 

L 

Mll-S-48015 

NOTICE  1 

1125 

AR 

10  Mar 

86 

AR 

NAS  1383*77 

REV  2 

5340 

AS 

05  Dec 

80 

AV 

AS 

11 

l 

MII-S-17615E 

8405 

NU 

18  Jan 

80 

NU 

Mll-S-433558 

8470 

Gl 

27  Oct 

87 

Gl 

NU 

99 

MIL-S-44091  (1) 

8470 

Gl 

22  Jun 

84 

Gl 

NU 

99 

MIL-S-43841A  (1) 

8470 

Gl 

19  Sep 

77 

GL 

NU 

99 

Mll-S-43912 

8470 

Gl 

27  Oct 

87 

Gl 

NU 

99 

680 


ALPHABETICAL  LISTING 


TITLE 

Strop,  Clomps,  &  Mounting  Hordware,  Plastic  &  Metal  For  Cable  Harness  Tying  & 
Support  Strop,  Tie  Down,  Adjustable,  Corrosion  Resistant  Steel  Type  Vi,  Class  1 
Strap,  Clamps,  And  Mounting  Hordware,  Plastic  ror  Cable  Harness  Tying  And 
Support 

Strap,  Hose,  And  Ladder . . . . . . . . . . . . 

Strap,  leg*ho!der,  Examination  Table. . . . . . . 

Strap,  Packboord,  Quick  Release  . . . . . . . . 

Strop,  Retaining,  One  Hole,  For  Thin  Wall  Conduit  (Emt) . . . . . . . 

Strap,  Rftaining  Cushioned,  Rectangular,  Two  Piece  *  Sep  72  W/DOD  Exceptions  .. 

Strap,  Retaining,  Cushioned,  Rectangular,  Metric. . . . . . 

Strap,  Retaining,  (Metal,  For  Conduit,  Pipe,  And  Cable) . . . . . . . . 

Strop,  Retaining,  Cushioned,  Rectangular,  Two  Piece,  Metric . . . . . 

Strap,  Retaining  &  Multiple  Tube,  Detachable  Cushion,  Ams  5510  (Asg) . . . . 

Strap,  Retaining,  Two  Hole,  For  Pipe,  Conduit,  And  Coble.... . . . . . . 

Strap,  Retaining,  Two  Hole,  For  Tubing . . . . . . . . . . . . 

Strap,  Retaining,  One  Hole,  For  Pipe,  Rigid  Conduit  And  Cable  . . 

Strop,  Retaining . . . . . . . . . . . . . 

Strop,  Retaining,  Rectangular,  Cushioned . . . . . . . 

Strap,  Retention,  Parachutists  Helmet............... . . . . . . . . 

Strop,  Retention,  Survival  Kit . . . . . . . . . . . 

Strap,  Softy,  Industrial  (Pole) . . . . . . 

Strap,  Splint,, . . . . . . . . . . . 

Strop,  Support  Wire  Strand  Hanger  (Pole  Line).... . . . . . 

Strop,  Tiedown,  Electrical  Components,  Adjustable,  Self  Clinching,  Plastic,  Type  I, 
Class  1 

Strap,  Tiedown,  Electrical  Components,  Identification,  Adjustable,  Self  Clinching, 
Plastic,  Type  li,  Class  1 

Strap,  Waist  And  Shoulder,  Pack  Frame  And  Field  Pock,  And  Strops  With  Pack 
Frame,  Ground  Trooos 

Strop,  Webbing . . . . . . . . . . . . . . . . . . . . 

Strap,  Webbing  . . . . . . . . . . . 

Strop,  Webbing,  Cargo  Tie  Down,  lightweight  Pack  Frame,  M-1972  . . . 

Strap,  Webbing,  Patient  Securing . . . . . . . . . 

Strap,  Webbing,  Litter  Carrying,  Olive  Drab  . . . . . . 

Strop,  Wrist,  Instrument . . . . . . . . . . 

Strapping  And  Sealing  Kits,  Hand-operated . . . . . . . 

Stropping,  Nonmetallic  (And  Connectors . . . . . . . 

Strapping,  Nonmetallic,  (And  Connectors),.. . . . . . . . 

Strapping,  Nonmetallic  (Nylon,  Flat  &  Ccnne'lo's) . . . 

Strapping,  Nonmetallic  (Bonded  Cord  Type  &  C  sectors)  . . . . 

Stropping,  Nonmetallic  (Polyolefin,  Polyester  &  Connectors) . 

Strapping,  Steel,  And  Seals., . . . . . . . . . . . . . 

Stropping,  Steel  Flat  And  Seals ... .........  . . . . . . . . 

Strops,  Clomps,  And  Mounting  Hardwore,  Plastic  And  Metol  For  Cableharness  Tying 
And  Support 

Strops,  Clamps,  Plastic  And  Metal,  Mounting  Hordware,  Plastic  For  Cable  Harness 
Tying  And  Support  Clomp,  Loop,  Metal,  Cushioned,  Ad,us»able,  Wire  Support, 
Type  V,  Class  1 

Straps,  Crampon  . . . . . 

Stray. Voltage  Monitor  Assembly  . . . . . . . . . . . 

Streamer  Set  Attachment,  Campaign  And  War  Service  . . . . . . . . 

Streamer,  Flags  &  Guidons  . . . . . . . . . . . . . . . . 

Streamer,  Warning. . . . . . . . . 

Streamers,  Air  Force  Set  . . . . . . . . . 

Streamers,  Army  Set  . . . . . . . . . . . 

Streamers,  Marine  Corps  Set............... . . . . . 

Streamers,  Navy  Set  . . . . . . . . . . 

Streamers,  Unit  Awards  . . . . . . . . . . 

Strength  Properties  Of  Adhesives  In  Plywood  Type  Construction  In  Shear  By  Tension 
loading  «  30  Jul  82 

Streptomycin  Sulfate,  Usp  . . . . . . . . 

Stretcher,  Ambulance  . . . . . . . . . . . 

Stretcher,  Ambulance,  Two  level . . . . . . . . . . . . . 

Stretcher, (veterinary)  . . . . . . . . . . . . . . 

Stretcher, hospital,  W  Heeled . . . . . . . . . . 

Bearing  Brocket  A  Attachment  Supports  (Edition  No.  5)  (Retaose  To 
Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ  OARCOM  (DRClRD) 

Stretchers,  Steel  Strapping  Hand . . . . . . . 

Stretching  And  Sealing  Machine,  Strapping,  Hand.......... . . . . . . . . 

Striker  Nut  Assembly  For  4,2  Inch  Ammunition  . . . . . . . 

Strip  -  49F6  5.3CR  42N1  2.5TI  0.50A1  Solution  Treated  -  1  Jul  76 . . . . 

Strip  Abrasive,  Dental  (Aluminum  Oxide)..,... . . . . . . 

Strip  Assortment,  Abrasive,  Dental  (Aluminum  Oxide,  Metal  Backed)  ........................ 

Strip  Assortment  And  Disks,  Aluminum  Oxide  Abrasive,  Safe-sided,  Metal-backed, 
Dental 

Strip  Metal,  Carbon  Steel,  Cold  Rolled,  Drawing  Quality,  Spectol  Killed  (For 
Ammunition  Components) 

$lr;p,  Abrasive,  Ocntol,  Aluminum  Oxide . . . . . . 

Strip,  Abrasive,  Dental . . . . 

Strip,  Abrasive,  Dental.,,,.,.  . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-S-23 190/3 

5975 

AS 

28  Mar 

86 

CR 

AS 

85 

MIL-S-23190/1A 

5340 

AS 

27  Sep 

74 

EL 

AS 

85 

MIL-S-11086D 

4210 

ME 

01  Sep 

77 

ME 

MC 

99 

A-A-53221 

6530 

MB 

29  Sep 

87 

MD 

MS 

03 

M1L-S-10055D 

8465 

Gl 

13  Jun 

84 

GL 

NU 

99 

MS-51956A 

5340 

AR 

22  Mar 

66 

AR 

SH 

99 

NAS  1677-72 

5340 

AS 

05  Dec 

80 

AV 

AS 

11 

REV  3 

DS-14273 

5340 

AS 

09  Dec 

83 

AR 

AS 

99 

FF-S-760A  (2) 

5340 

-AR 

26  Aug 

66 

AR 

YD 

99 

OS-14289 

5340 

AR 

23  Apr 

84 

AR 

AS 

99 

MS -9394 

5340 

AS 

21  Dec 

62 

AS 

11 

MS-21314A 

5340 

AR 

22  Mor 

66 

AR 

YD 

99 

MS-21315A 

5340 

AR 

22  Mar 

66 

AR 

99 

MS-35140D 

5340 

AR 

12  Feb 

87 

AR 

YD 

99 

A-A-1191 

5340 

-AR 

22  Jul 

81 

AR 

YD 

99 

MS-63044A 

5340 

AR 

25  Aug 

69 

AR 

YD 

MIL-S -44022A  (1) 

8470 

GL 

30  Mar 

84 

Gl 

99 

Mll-S-83862  (2) 

1660 

82 

08  Jul 

74 

99 

A-A-1776 

4240 

-EA 

12  Nov 

81 

EA 

YD 

99 

MIL-S-36042 

6515 

DM 

11  Jan 

61 

MD 

MS 

03 

MS-39038A 

5975 

ER 

19  Dec 

67 

ER 

85 

MS-3367F 

5975 

AS 

16  Aug 

78 

ER 

AS 

85 

MS-3368F 

5975 

AS 

16  Aug 

78 

ER 

AS 

85 

MIL-S-43835D  (1) 

8465 

GL 

11  Jan 

89 

Gl 

NU 

99 

A-A-556 

5340 

t 

07  Aug 

81 

JJ-S-750A 

5340 

% 

05  Apr 

67 

MIL-S-43828A  (1) 

8465 

GL 

11  Feb 

85 

GL 

NU 

MIL-S-36019A 

6530 

OM 

07  Sep 

78 

MD 

MS 

03 

MIL-S-36017 

6530 

DM 

15  May 

59 

MD 

MS 

03 

MIL-S-46383B 

6645 

AR 

16  Sep 

70 

AR 

SH 

99 

MIL-S-43104B 

3540 

Gl 

12  Feb 

88 

GL 

SA 

NOTICE  1 

A-A  687 

8135 

t 

17  Dec 

79 

PPP-S-7608 

8135 

* 

28  Sep 

73 

A-A-2027 

8135 

'Gl 

29  Jul 

82 

Gl 

SA 

99 

A-A-2028 

8135 

-GL 

15  Sep 

82 

Gl 

SA 

99 

A-A-2029 

8135 

-GL 

29  Jul 

82 

GL 

SA 

69 

QQ-S-781H  (2) 

8135 

* 

18  May 

77 

GL 

SA 

69 

NOTICE  1 

A-A-880 

8135 

» 

13  May 

80 

MIL-S-23190E  (1) 

•5975 

AS 

30  Dec 

87 

ER 

AS 

85 

SUPPL 1A 

Mll-S-23190/2 

5975 

AS 

28  Mor 

86 

CR 

AS 

85 

A-A-50118 

8465 

GL 

14  Apr 

87 

GL 

NV 

M1L-S-63148 

4925 

AR 
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77 

AR 

MIL-S-146303 

8345 

IH 

25  Jul 

77 

IH 

NU 

11 

MIL-S-0014650 

8345 

IH 

15  S,p 

85 

IH 

MS-51700A 

9999 

Ml 

18  Jun 

76 

Ml 

AS 

99 

MIL-S-14650/4 

8345 

IH 

20  Jun 

86 

IH 

11 

Mll-S-0014650/1 

8345 

IH 

15  Sep 

85 

IH 

MIL-S-14650'2 

8345 

IH 

20  Jun 

86 

IH 

NU 

Mll-S-14650/3 

8345 

IH 

20  Jun 

86 

IH 

NU 

MIL-S-14650/5 

8345 

IH 

20  Jun 

86 

IH 

11 

ASTM  D906-82 

8040 

MR 

27  Oct 

88 

MR 

SH 

11 

NOTICE  2 

MIL-S-37835 

6505 

DM 

24  Aug 

77 

DM 

A-A-51276 

6530 

/MB 

09  Dec 

85 

MD 

MS 

03 

MIL-S-36439B 

6530 

DM 

30  Sep 

76 

MD 

MS 

03 

A-A-51447 

3770 

MB 

30  Moy 

86 

MD 

MS 

03 

A-A-51355 

6530 

MB 

07  Mar 

86 

MD  MS 

03 

NAT-STD-2040  (2) 

ISDA 

AM 

30  May 

86 

MIL-S-17743E 

3540 

GL 

16  Feb 

73 

Gl 

SA 

99 

Mll-S-433618 

3540 

GL 

15  Dec 

77 

GL 

SA 

99 

MIL-S-48084A 

1315 

AR 

19  Aug 

81 

AR 

AMS  52218-76 

9515 

20 

25  Mar 

77 

MR 

AS 

20 

A-A-53232 

6520 

'MB 

29  Sep 

87 

MD  MS 

03 

A-A-51838 

6520 

MB 

09  Mar 

87 

MD 

MS 

03 

GG-S  00783C 

6520 

DM 

13  Mar 

70 

MD 

MS 

03 

MIL-S-645C 

9515 

MR 

23  Jon 

87 

MR 

A-A-53016A 

6520 

MB 

18  Jul 

83 

MD  MS 

03 

M1L-S-36948 

6520 

DM 

22  Feb 

73 

MD 

MS 

03 

GG-S-7708 

6520 

/DM 

26  Aug 

76 

MD 

MS 

03 

681 


ALPHABETICAL  LISTING 


TITLE 

Strip,  Abrosive,  Dental,  (Metal,  Safe-sided)  And  Strip  Assortment,  Abrasive,  Dental, 
(Metal,  Safe-sided) 

Strip,  Ammunition,  Metallic,  30 MM . . . 

Strip,  Marking,  Aluminum............ . . . . . . . . . . 

Strip,  Metal,  Carbon  Steel,  Cold  Rolled,  Hardened  And  Tempered  Spring  Quality  .... 

Strip,  Metal,  Copper  Base  Alloy  230.. . . . . . . . . . . . 

Strip,  Metal,  Copper  Base  Alloy  260... . . . . . . . . . . . . . 

Strip,  Metol,  Copper  Base  Alloy  268 . . . . . . . . 

Strip,  Metal,  Copper  Base  Alloy  342 . . . . . . 

Strip,  Metol,  Copper  Base  Alloy  360 . . . . . . . . . 

Strip,  Metal,  Corrosion  Resistant,  Type  301....... . . . . . . . . . 

Strip,  Mctcl,  Corrosion  Resistant,  Type  302. . . . . . 

Strip,  Metal,  Corrosion  Resistant,  Type  304........ . . . . . . . 

Strip,  Metal,  Corrosion  Resistant,  Type  302.. . . . . . . 

Strip,  Metal,  Corrosion  Resistant,  Type  304.......... . . . . . . . . 

Strip,  Metal,  Corrosion  Resistant . . . . . . . . . 

Strip,  Metal,  Corrosion  Resistant,  Type  316 . . . . . 

Strip,  Metol,  Low  Carbon  Steel  (1010)  Cold  Rolled . . . . . 

Strip,  Metol,  Low  Corbon  Steel  (1015)  Cold  &  Hot  Roiled  . . . 

Strip,  Metol,  Low  Carbon  Steel  (1018)  Cold  Rolled................................. . 

Strip,  Metal  low  Corbon  Steel  (1020)  Cold  Rofcd, . . . 

Strip,  Mounting,  Nut  Insulating,  For  Ms  27212  Terminal  Board... . . 

Strip,  Tool  Steel,  Type  W2  . . . . . . . . . . 

Strip,  Tool  Steel,  Type  01  . . . . . . . . 

Stripe,  Trousers,  Dress . . . . . . . . . . . . . 

Stripper,  Blood  Bag  Tubing,  Roller  Type  . . . . . . . 

Stripper,  Coble,  Hand,  And  Stripper,  Wire,  Hand  . . . . . . 

Stripper,  Wire,  Bench,,... . . . . . . . . . . . . 

Stroboscope,  Test  Set  TS-805(  )7u  . . . . . . . . 

Strontium  Nitrate,  Anoydroos . . . . . . . . . . . . . 

Strontium  Oxalate  . . . . . . . . . . 

Strontium  Peroxide,. . . . . . . . . . .  . . . . . . 

Strop,  Microtome  Knife,  And  Strop,  Razor  . . . . . . . . 

Structural  Angle,  Copper  B(iS»  Alloy  360 . . . . . . . 

Structural  Channel,  Cooper  Base  Alloy  360 . . . . . . . 

Structural  Concrete  For  Buildings,  Specifications  For  -  Feb  84  . 

Structural  Design  Requirements,  Helicopters  (Asg) . . . . . . . 

Structural  Enginecrlngsteef  Structures . . . . . . 

Structural  Insulating  Formboord  (Cjtllulosic  Fiber)  *  20  Sep  66 . 

Structural  Panel  Fasteners-instollolion  &  Removal  Methods  For  MIL-F-85616, 
MIL-F-85617  K  MIL-F-85618 

Structural  Shipbuilding  Details  Using  Tec  Stiffeners  . . . . . . . . . . . 

Structural  Steel  *  27  Feb  1987 . . . . . . . . . . . . 

Slructureborne  Vibrolory  Acceleration  Measurements  Acceptance  Criteria  Of 
Shipboard  Equipment 

Structure;,  Sandwich  Glass  Fobric-resin  Low  Pressure  Molded  Heat  Resistant  -  15 
Jul  61 

Strut,  Brocing,  Trestle. . . . . . . . . . . 

Stub  Acmo  Screw  Thrends  •  1 1  Jan  88 . . . . . . . . . 

Stud  &  Rod,  Threaded,  Metric,  General  Specification  For . . . 

Stud  &  Stepped,  Drilled,  1.5  Dio  Engagement,  .3125&18  X  ,250S>28 . . . 

Stud  &  Stepped,  Drilled,  Necked,  2  Dia  Engagement,  .4375&14  X  >37 . . 

Stud  &  Stepped,  Necked,  1.5  Dia  Engagement,  .4375&14  X  ,375&24  . . . 

Stud  &  Stepped,  2  Dia  Engagement,  .25O&20  X  .190&32 . . . . 

Stud  &  Straight,  Necked,  .3758,16  X  .3758,24 . 

Stud  8,  Straight,  Necked,  .43758,14  X  .43758,20...... . . . 

Stud  8,  Straight,  Drilled,  Necked,  .3758.16  X  .375A24  . . 

Stud  &  Straight,  .3758,16  X  .3758,24  . 

Stud  8,  Straight,  Drilled,  .250&20  X  .2508,28  . . . . . . . . . . 

Stud  8,  Straight,  Drilled,  .31258,18  X  .31258,24  . . 

Stud  *  Plain,  General  Purpose  . . . . . . . . . . . 

Stud  *  Style  Hi  Snopslide  Fastener  (Su. . . . . . . . . . 

Stud  And  Stepped,  Drilled,  Necked,  Wrench  Pad,  2  Dia  Engagement,  .625*1 1  X 
.5625*18  (Inactive  For  Design) 

Stud  Remover  And  Setter . . . . . ...» . . . . . . 

Stud  Stepped  1.5  DIA  Engagement  250-20  S  .  190-32  . . . . . 
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PREP 
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CUSTODIAN 

GGS-783B  (1) 

6520 

/DM 

16  Jul 

58 

MD 

MS 

03 

MIL-S-70745 

1305 

AR 

30  Dec 

88 

AR 

MU-S-52781A 

6675 

ME 

06  Sep 

79 

ME 

MI1.-S-46049C 

9515 

MR 

06  Feb 

87 

MR 

MS-52023 

9535 

MR 

25  Oct 

84 

MR 

SH 

99 

MS-52024 

9535 

MR 

25  * 

84 

MR 

SH 

99 

MS-52025 

9535 

MR 

7:  -i 

84 

MR 

SH 

99 

MS -52026 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-52027 

9535 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-14510 

9515 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-14466 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14467 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14511 

9515 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-14512 

9515 

AS 

12  Ocl 

87 

AR 

AS 

99 

MS-14468 

9515 

AS 

28  Feb 

85 

MR 

AS 

99 

MS-14513 

9515 

AS 

12  Oct 

87 

AR 

AS 

99 

MS-52038 

9515 

MR 

28  Nov 

84 

MR 

AS 

99 

MS-52039 

9515 

MR 

28  Nov 

84 

MR 

AS 

99 

MS-52040 

9515 

MR 

28  Nov 

84 

MR 

AS 

99 

MS-52041 

9515 

MR 

28  Nov 

84 

MR 

AS 

99 

MS-3373C 

5970 

AS 

07  Mar 

72 

ER 

AS 

11 

MS-52090 

9515 

MR 

31  Jul 

85 

MR 

99 

MS -52087 

9515 

MR 

31  Jul 

85 

MR 

99 

MIL-S-82155A 

8455 

MC 

23  Oct 

87 

MC 

NOTICE  1 

MIL-S-36881 

6515 

DM 

14  Jul 

72 

MD  MS 

03 

GGG-S  665 C 

5110 

•GL 

20  Aug 

63 

GL 

SH 

99 

GGG-S-793A 

5110 

•GL 

29  Sep 

64 

GL 

SH 

99 

M1L-S-49196 

6625 

CR 

06  Jun 

86 

CR 

NOTICE  1 

Mll-S-203228 

6810 

AR 

19  Apr 

73 

AR 

AS 

MIL-S-12210A 

6810 

AR 

17  Jun 

88 

AR 

AS 

NOTICE  1 

MIL-S-612B  (1) 

6810 

AR 

27  Jul 

78 

AR 

KK-S-756D 

•8530 

*GL 

24  Jun 

71 

GL 

99 

MS-52036 

9540 

MR 

25  Ocl 

84 

MR 

SH 

99 

MS-52037 

9540 

MR 

25  Ocl 

84 

MR 

SH 

99 

ACI 301-84 

5610 

YD 

05  Sep 

84 

YD 

NOTICE  1 

MIL-S-8698  (1) 

1520 

28  Feb 

58 

AV 

MH.-HDBK  1002/3 

MISC 

V 

30  Sep 

87 

YD 

ASIM  C532  66R9E 

5640 

O 

14  Jun 

82 

ME 

YD 

NOTICE  1 

Mll-HDBK  271/106 

53GP 

AS 

20  Jon 

86 

AV 

AS 

11 

Mll-HDBK  283 

9520 

SH 

15  Jul 

85 

ASTM  A36/A36M-87E1 

9520 

YD 

16  Jul 

87 

MR 

YD 

99 

MIL-ST0-740/2 

hfac 

SH 

30  Dec 

86 

SH 

AMS  3710  6) 

5680 

AS 

29  Jon 

71 

MR 

AS 

11 

MII-S-52302C 

5420 

ME 

13  Oct 

83 

ME 

AMSEB  1.8-88 

THDS 

IS 

17  Feb 

82 

AR 

AS 

99 

DOD-S-63543 

5307 

AR 

19  Feb 

82 

AR 

AS 

99 

AN152901 

5307 

82 

14  Ocl 

81 

AS 

99 

•  153200  REV-2 

AN162501 

5307 

99 

25  Mor 

55 

AV 

AS 

99 

.  AN  162800 

AN158901 

5307 

n 

25  Mor 

55 

AV 

AS 

11 

•  AN  159200 

AN154701 

5307 

82 

14  Oct 

81 

AV 

AS 

99 

-155000  REV-2 

AN12638) 

5307 

9? 

23  Jun 

58 

AV 

AS 

99 

-  127192  REV  1 

AN127I93 

5307 

99 

23  Jun 

58 

AS 

99 

AN127492  REV  1 

AN129293 

5307 

99 

23  Jun 

58 

AS 

99 

-  129604  REV  1 

AN126587 

5307 

9? 

23  Jup 

50 

AS 

99 

■  126652  REV  1 

AN  126363 

5307 

99 

23  Jun 

58 

AV 

AS 

99 

-  125686  REV  1 

AN128687 

5307 

99 

23  Jun 

58 

AS 

99 

-  128993  REV  1 

MS-51864 

5307 

AR 

01  Jun 

88 

AR 

99 

NOTICE  1 

MS-213258 

5325 

82 

17  Dec 

82 

GL 

AS 

99 

AN  170601 

5307 

11 

25  Mor 

55 

AS 

11 

-  AN  170900 

GGG-S-775A  (2) 

5120 

*GL 

11  Jon 

65 

GL 

SH 

99 

AN150501 

5307 

82 

22  Jul 

88 

AV 

AS 

99 

-150800  REV  3 

682 


ALPHABETICAL  LISTING 


DOCUMENT 


TITLE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Stud  Stepped/Drilled,  2  Dia  Engagement,  Steel  .250-20  Unjs  X  .190-32  Unjf . 

L  MS-9834 

5307 

AS 

27  Aug 

71 

AS 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  2  Dia.  Engagement,  .3125-18  X 
.250-28  (Inactive  10-2672) 

AN169101 
-  AN  169400 

5307 

11 

26  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  2  Dia  Engagement,  Steel  .3125-18  Unjs  X  .250-28  Unjf . 

L  MS-9835 

5307 

AS 

27  Aug 

71 

AS 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  2  Dia.  Engagement,  .4375-14  X 
.375-24  (Inactive  10-2672) 

AN16970) 

-  AN  170000 

5307 

n 

26  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  1.5  Dia.  Engagement,  .625-11  X  .5625-18  (Inactive  10-2672) 

AN  154401 
-  154700  REV-3 

5307 

li 

14  Oct 

81 

AS 

11 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pod,  1,5  Dia.  engagement,  .500-13  X 
,4375-20  (Inactive  10-2672) 

AN166401 

AN166700  REV  2 

5307 

ii 

26  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  1.5  Dia,  Engagement,  .375-16  X  .3125-24  (Inactive  10-2672) 

AN153201 
-  153500  REV-3 

5307 

n 

14  Oct 

81 

AS 

11 

Stud  Stepped,  Drilled,  Necked,  1.5  Dia.  Engagement,  ,4375-14  X  .375-24  (Inactive 
10-2672) 

AN160101 
-  AN  160400 

5307 

n 

25  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad  1.5  Dia.  Engagement,  .375*16  X 
.3125-24  (INACTIVE  10-2672) 

AN165801 
■  AN  166100 

5307 

n 

26  Oct 

72 

AS 

n 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dia.  Engagement,  .5625-12  X 
.500-20  (Inactive  10-2672) 

AN166701 
-  AN  167000 

5307 

H 

26  Oct 

72 

AS 

n 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dia.  Engagement,  ,625-11  X 
.5625-18  (Inactive  10-2672) 

AN167001 
-  AN  167300 

5307 

ii 

26  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  Necked,  1.5  Dio.  Engagement,  .5625-12  X  .500-20  (Inactive 
10-2672) 

AN160701 
■  AN  161000 

5307 

n 

26  Oct 

72 

AS 

11 

Stud  Stepped,  Drilled,  2  Dia.  Engagement,  .375-16  X  .3125-24  (Inactive  10-2672)  .. 

AN157401 
-  157700  REV  3 

5307 

n 

14  Oct 

81 

AS 

11 

Stud  Stepped,  Drilled,  2  Dia.  Engagement,  .500-13  X  ,4375-20  (Inactive  10-2672) 

AN158001 
-  158300  REV  3 

5307 

n 

14  Oct 

81 

AS 

11 

Stud  Stepped,  Necked,  Wrench  Pad,  1.5  Dia.  Engagement,  .625*11  X  .5625-18 
(Inactive  10-2672) 

AN165201 
.  AN  165500 

5307 

n 

26  Oct 

72 

11 

Stud  Stepped,  Necked,  1.5  Dia.  Engagement,  .5625-12  X  .500-20  (Inactive 

10-2672) 

AN  159501 
■  AN  159800 

5307 

ii 

25  Oct 

72 

AS 

11 

Stud  Stepped,  Necked,  Wrench  Pad,  1,5  Dio.  Enlargement,  .500-13  X  .4375-20 
(Inactive  10-2'6-72) 

L  AN164601 
■  AN  164900 

5307 

ii 

26  Oct 

72 

ii 

Stud  Stepped,  Necked,  Wrench  Pad,  2  Dio.  Engagement,  .500-13  X  .4375-20 
(Inactive  10-2672) 

AN  168201 
-  AN  168500 

5307 

ii 

26  Oct 

72 

AS 

11 

Stud  Stepped,  1.5  DIA  Engagement,  .375-16  X  .312524  (MII-S-8879THREAD) . 

L  MS- 17295 

5307 

AS 

07  Sep 

61 

AS 

Stud  Stepped,  1.5  Dio.  Engagement,  .5625-12  X  .500-io  (Inactive  10-2672) . 

AN152001 
■  152300  REV  3 

5307 

n 

14  Od 

81 

AS 

n 

Stud  Stepped,  2  Dio.  Engagement,  .625-11  X  .5625-18  (Inactive  10-2672) . 

AN156501 
■  156800  REV  3 

5307 

n 

14  Od 

81 

AS 

n 

Stud  Stepped,  2  Dia.  Engagement,  ,500-13  X  .4375-20  (Inactive  10-2672) . 

AN155901 
■  156200  REV  3 

5307 

11 

14  Od 

81 

AS 

u 

Stud  Straight,  .500-13  X  .500-20  (Inactive  10-26-72)  . 

AN126713 
■  126766  REV  2 

5307 

ii 

26  Od 

72 

AS 

ii 

Stud  Straight,  ,5625-12  X  .5625-18  (Inactive  10-26-72) . 

AN126767 
•  126820  REV  2 

5307 

82 

26  Od 

72 

AS 

99 

Stud  Straight,  Drilled,  .4375-14  X  .4375-20  (Inactive  10-26-72)  . 

AN  129065 
■  129124  REV  2 

5307 

11 

26  Oct 

72 

AS 

11 

Stud  Stroight,  Drilled,  .5625-12  X  .5625-18  (Inactive  For  Design  26  Oct  1972)  ........ 

AN129179 
*  129232  REV  2 

5307 

11 

26  Od 

72 

AS 

11 

Stud  Straight,  Drilled,  Necked,  .4375-14  X  .4375-20  (Inactive  10-2672)  . . 

AN129605 
-  129904  REV  2 

5307 

11 

26  Oct 

72 

AS 

11 

Stud  Straight,  Drilled,  Necked,  ,5625-12  X  .5625-18  (Inactive  10-26-72)  . 

AN130199 
•  130498  REV  2 

5307 

11 

26  Od 

72 

AS 

11 

Stud  Straight,  Necked,  ,500-)3  X  .500-20  (Inactive  10-26-72) . 

AN  127493 

AN127V86  REV  2 

5307 

11 

26  Oct 

72 

AS 

11 

Stud  Straight.  Necked,  .625-11  X  .625-18  (Inactive  10-26-72) . 

AN  128087 
*  128362  REV  2 

5307 

11 

26  Od 

72 

AS 

11 

Stud-stepped,  Drilled,  1,5  Dia  Engagement,  .3125*18  X  .250-28  (MlL*S-8879 

l  MS-17297 

5307 

AS 

07  Sep 

61 

AS 

Thread) 

Stud-stepped,  Drilled,  Necked,  Wrench  Pod,  2  Dia  Engagement  .500*13  X 
.4375-20, (INACTIVE  For  Design) 

AN170001 
*  AN  170300 

5307 

11 

26  Oct 

72 

AS 

11 

Stud-stepped,  Drilled,  2  DlA  Engagement,  Steel  .375-16  Unjs  X  .3125-24  Unjf . . 

l  MS-9836 

5307 

AS 

27  Aug 

71 

AS 

Stud-stepped,  Drilled,  Necked,  Wrench  Pod,  2  Dia  Engagement,  .5625*12  X 
.5000-20  (Inactive  For  Design  26  Oct  1972 

AN17030) 

■  AN  170600 

5307 

11 

26  Od 

72 

AS 

11 

Stud-Jteppcd,  Drilled,  2  DlA  Engagement,  Steel  ,4375-14  Unjs  X  .375-24  Unjf.... . * 

MS-9837 

5307 

AS 

27  Aug 

71 

AS 

11 

Stud-stepped,  Drilled,  2  Dia  Engagement,  .5625-12X  ,500*20  (Inactive  For  Design 

26  Oct  1972) 

AN158301 
-  158600  REV  3 

5307 

n 

14  Oct 

81 

AS 

11 

Stud-stepped,  Drilled,  2  DlA  Engagement,  Steel  ,500-13  Unjs  X  .4375-20  Unjf.......... 

l  MS-9838 

5307 

AS 

27  Aug 

71 

AS 

Stud-stepped,  Drilled,  2  Dia  Engagement,  ,4375-14  X  .375-24  (Inactive  For  Design 

26  Oct  1972) 

AN157701 
-  158000  REV  3 

5307 

11 

14  Oct 

81 

AS 

11 

Stud-stepped,  Drilled,  1,5  Oia  Engagement,  .375*16  X  .3125-24  (Mll-S-8879 

l  MS-17298 

5307 

AS 

07  Sep 

61 

AS 

Thread) 

Stud-stepped,  Drilled,  2  Dia  Engagement,  .3125*18  X  ,250-28  (Inactive  For  Design).. 

AN157101 
•  157400  REV  3 

5307 

11 

14  Oct 

81 

AV  AS 

11 

Stud-stepped,  Drilled,  2  DlA  Engagement,  Steel  .5625-12  Unjs  X  .500-20  Unjf.......... 

L  MS-9839 

5307 

AS 

27  Aug 

71 

AS 

Stud-stepped,  Drilled,  1.5  Dia  Engagement,  ,4375-14  X  .375-24  (Inactive  For 

Design) 

AN153501 
•  153800  REV-3 

5307 

11 

14  Od 

81 

AS 

11 

Stud-stepped,  Drilled,  2  DlA  Engagement,  Steel  .625-11  Unjs  X  .5625*18  Unjf . . 

L  MS-9840 

5307 

AS 

27  Aug 

7) 

AS 

Stud-stepped,  Drilled,  1,5  Dio  Engagement,  ,500-13  X  .4375-20  (Inactive  For  Design 

26  Oct  1972) 

AN153801 
■  154100  REV-3 

5307 

11 

14  Oct 

81 

AS 

11 

Stud  stepped,  Drilled,  1,5  Dia  Engagement,  ,5625*12  X  .500-20  (Inactive  For  Design 

26  Oct  1972) 

AN154101 
•  154400  REV-3 

5307 

11 

14  Od 

81 

AS 

11 

683 


ALPHABETICAL  LISTING 


TITLE 

Stud-stepped,  Drilled,  Necked,  Wrench  Pod.  2  Dio  Engogement,  .375*16  X  .3125-24 
(Inoctive  For  Design  26  Oct  1972) 

Stud-stepped,  Drilled,  Necked,  2  Dio  Engagement,  .5625-12  X  .500-20  (Inactive  For 
Design  26  Oct  1972) 

Stud-stepped,  Drilled,  Necked,  1.5  Dio  Engagement,  .500-13  X  .4375-20  (Inoctive 
For  Design  26  Oct  1972) 

Stud-stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dia  Engagement,  .3125-18  X 
.250-28  (Inactive  For  Design  26  Oct  1972) 

Stud-stepped,  Drilled,  Necked,  Wrench  Pad,  1,5  Dio  Engagement,  .4375-14  X 
.375-24  (Inactive  For  Design  26  Oct  1972) 

Stud-stepped,  Necked,  2  Dia  Engagement,  .625-11  X  .5625-18  (Inoctive  For  Design 
26  Oct  1972) 

Stud-stepped,  Necked,  Wrench  Pad,  2  Dia  Engagement,  15625-12  X  .500-20 
(Inactive  For  Design) 

Stud-stepped,  Necked,  Wrench  Pad,  2  Dia  Engagement,  .625-11  X  .5625-18 
(Inactive  For  Design  26  Oct  1972) 

Stud-stepped,  Necked,  1.5  Dio  Engagement,  .625-11  X  .5625-18  (Inactive  For 
Design  26  Oct  1972) 

Stud-stepped,  Necked,  Wrench  Pad,  1.5  Dio  Engagement,  .5625-12  X  .500-20 
(Inactive  For  Design  26  Oct  1972) 

Stud-stepped,  Necked,  1,5  Dio  Engagement,  .500-13  X  4375-20  (Inactive  For  Design 
26  Oct  72) 

Stud-stepped,  Necked,  Wrench  Pad,  2  Dia  Engagement,  .3125-18  An  167600-REV  1 
(Inactive)  ' 

Stud-stepped,  Necked,  Wrench  Pod,  2  Dia  Engagement,  .375-16  X  .3125-24 
(Inactive  For  Design) 

Stud-stepped,  Necked,  Wrench  Pad,  2  Dio  Engagement,  .4375*14  X  .375-24 
(Inactive  For  Design  26  Oct  1972) 

Stud-stepped,  1.5  Dia  Engagement,  .4375-14  X  .375-24  (MIL-S-8879  Thread)  . 

Stud-stepped,  1.5  Dia  Engagement,  .625-11  X  .5625-18  (Inactive  For  Design  26  Oct 
1972) 

Stud-stepped,  1.5  Dia  Engagement,  .250-20  X  .190-32  (MIL-S-8879  Thread)  . . 

Stud-stepped,  1,5  Dia  Engagement,  .375-16  X  .3125-24  (Inactive  For  Design)  . 

Stud-stepped,  1.5  Dia  Engagement,  .3125-18  X  250-26  (Mll-S-8879  Thread) . 

Stud-stepped,  1.5  Dio  Engagement,  .500-13  X  .4375-20  (Inactive  For  Design  26  Oct 
1972) 

Stud-stepped,  2  DIA  Engagement,  Steel  .4375-14  Unjs  X  .375-24  Unjf... . . . . 

Stud-stepped,  2  Dio  Engagement,  .4375-14  X  .375-24  (Inactive  For  Design  26  Oct 
1972) 

Stud-stepped,  2  DIA  Engagement,  Steel  .500-13  Unjs  X  .4375-20  Unjf . . . 

Stud-stepped,  2  Dio  Engagement,  .5625-12  X  .500*20  (Inactive  26  Oct  1972) . 

Stud-stepped,  2  DIA  Engagement,  Steel  .5625-12  Unjs  X  .500-20  Unjf . . 

Stud-stepped,  2  DIA  Engagement,  Steel  .625-11  Unjs  X  .5625-18  Unjf... . 

Slud-stepped,_2  DIA  Engagement,  Steel  .250-20  Unjs  X  .190-32  Unjf . 

Stud-stepped,  2  DIA  Engagement,  Steel  .3125-18  Unjs  X  .250-28  Unjf. . . . ..... 

Stud-stepped,  2  DIA  Engagement,  Steel  .375-16  Unjs  X  .3125  Unjf . . 

Stud-straight  .190-24  X  .190-32  (MIL-S-8879  Thread) . 

Stud-straight,  .4375-14  X  .4375-20  (Inactive  For  Design  26  Oct  1972). . . 

Stud-straTght,  .250-20  X  .250-28  (Mll-S-8879  Thread) . . . 

Stud-straight,  .625-11  X  .625-18  (Inactive  For  Design  26  Oct  1972) . . 

Stud-straight,  .31 25-1 8X  .3125-24  (MIL-S-8879  Thread)  . 

Stud-straight,  .250-20  X  .250-28  (Inactive  For  New  Design) . . . . . . 

Stud-straight,  .3125*18  X  .3125-24  (Inactive  For*  New  Design)  . . . . . 

Stud-straight,  Drilled,  .250-20  X  .250-28  (MIL-S-8879  Thread)  . 

Stud-straight,  Drilled,  .500-13  X  .500-20  (Inactive  For  Design  26  Oct  1972) . . . . 

Stud-stroight,  DriL'ed,  .3125-18  X  .3125-24  (MIL-S-8879  Thread) . 

Stud-straight,  Drilled,  .625*11  X  .625-18  (Inactive  For  Design  26  Oct  1972) . 

Stud-straight,  Drilled,  Necked,  .500-13  X  .500-20  (Inactive  For  Design  26  Oct  1972) 

Slud-strolght,  Drilled,  Necked,  .625-11  X  .625-18  (Inactive  For  Design  26  Oct  1972) 

Stud-straight,  Necked,  ,5625-12  X  .5625-18  (Inactive  For  Design  26  Od  1972) ........ 

Stud,  Aluminum  Alloy  For  Direct  Energy  Arc  Welding  And  Arc  Shields  (Ferrules) ...... 

Slud,  Arc  Welding,  Type  Viii,  Class  1,  2,  3,  Corrosion  Resistant,  For  Stored  Energy 
(Capacitor  Discharge)  Arc  Welding 

Stud,  Bolt  Stud,  Bolt  Nut  Corrosion-resistant  And  Non-ferrous  Materials  (For 
Fatigue  Applications)  (Issue  ControIIed-requests  By  Other  Than  Dod  Activities 
Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

Stud,  Bolt-stud,  Bolls,  Nuts,  Alloy  Steel  (For  Service  To  700  Degrees  F  And  Fatigue 
Applications  (Issue  ControIIed-requests  By  Other  Than  Dod  Actys  Must  Be 
Submitted  Via  The  Preparing  Aety  Of  The  Spec) 

Stud,  8ol!s,  Hex  Cap  Screws,  Socket  Head  Cop  Screws  &  Nuts . . 

Stud,  Carbon  Steel,  For  Direct  Energy  Arc  Welding  And  Arc  Shields  (Ferrules) . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

AN169401 
•  AN  169700 

5307 

n 

26  Od 

72 

AS 

11 

AN16310I 

5307 

n 

26  Od 

72 

AS 

11 

.  AN  163400 
AN160401 
■  AN  160700 

5307 

n 

26  Od 

72 

AS 

11 

AN  165501 

5307 

n 

26  Od 

72 

AS 

11 

.  AN  165800 
AN16610) 

•  AN  166400 

5307 

n 

26  Od 

72 

AS 

11 

AN16220) 

5307 

li 

26  Od 

72 

AS 

11 

■  AN  162500 
AN168501 

5307 

n 

26  Od 

72 

AS 

11 

•  AN  168800 
AN168801 

5307 

u 

26  Od 

72 

AS 

11 

.  AN  169100 
AN15980) 

•  AN  160100 

5307 

ii 

26  Od 

72 

AS 

11 

L 

AN  164901 
-  AN  165200 

5307 

ii 

26  Od 

72 

11 

AN159201 
-  AN  159500 

5307 

n 

26  Od 

72 

AS 

11 

L 

AN167301 

5307 

n 

26  Od 

72 

11 

-  AN  167600 
AN167601 

5307 

n 

26  Od 

72 

AS 

11 

-  AN  167900 
AN167901 

AN168200  REV  2 

5307 

n 

26  Od 

72 

AS 

11 

L 

MS-17296 

5307 

AS 

07  S.p 

61 

AS 

AN152301 
.  AN  152600 

5307 

n 

26  Od 

72 

AS 

11 

L 

MS-17293 

5307 

AS 

07  Sep 

61 

AS 

AN151101 
-  151400  REV  2 

5307 

11 

14  Od 

81 

AV  AS 

11 

L 

MS-17294 

5307 

AS 

07  Sep 

61 

AS 

AN1S1701 
-  152000  REV  3 

5307 

11 

14  Od 

81 

AV  AS 

11 

L 

MS-9830 

5307 

AS 

27  Aug 

71 

AS 

AN155601 
.  155900  REV-3 

5307 

n 

14  Od 

81 

AS 

11 

l 

MS-9831 

5307 

AS 

27  Aug 

71 

AS 

AN156201 
-  156500  REV  3 

5307 

n 

14  Od 

81 

AS 

11 

l 

MS -9832 

5307 

AS 

27  Aug 

71 

AS 

L 

MS-9833 

5307 

AS 

27  Aug 

71 

AS 

L 

MS-9827 

5307 

AS 

27  Aug 

71 

AS 

L 

MS-9828 

5307 

AS 

27  Aug 

71 

AS 

L 

MS-9829 

5307 

AS 

27  Aug 

71 

AS 

L 

MS-17299 

5307 

AS 

07  Sep 

61 

AS 

AN  126653 

5307 

11 

26  Od 

72 

AS 

11 

-  126712  REV  2 

i_ 

MS-17300 

5307 

AS 

07  Sep 

61 

AS 

AN126821 

5307 

11 

26  Od 

72 

AS 

11 

■  126880  REV  2 

L 

MS-17301 

5307 

AS 

07  Sep 

61 

AS 

AN125951 

5307 

99 

23  Jun 

58 

AV  AS 

99 

-  126274  REV  1 

AN  126275 
•  126586  REV  1 

5307 

99 

23  Jun 

58 

AV  AS 

99 

L 

MS-17302 

5307 

AS 

07  Sep 

61 

AS 

AN129125 
-  129178  REV  2 

5307 

11 

26  Od 

72 

AS 

11 

L 

MS-17303 

5307 

AS 

07  Sep 

61 

AS 

AN129233 

5307 

82 

26  Od 

73 

AS 

11 

-  129292  REV  2 
AN129905 

5307 

11 

26  Od 

72 

AS 

11 

-  130)98  REV  2 
AN130499 

5307 

11 

26  Od 

72 

AS 

11 

.  130774  REV  2 
AN127787 
-  128086  REV  2 

5307 

n 

26Cd 

72 

AS 

11 

Mll-S-24149/20 

5307 

SH 

27  Mor 

89 

SH 

MIL-S-24149/6B 

5307 

SH 

01  Jun 

81 

AR  SK 

L 

MII-S-24354E 

5307 

SH 

03  Apr 

85 

SH 

t  MIL-S-24287C 

5307 

SH 

11  Apr 

85 

SH 

MII-S-1222H 

MII-S-24149/IC 

-53GP 

5307 

SH 

SH 

21  Oct 
01  Jun 

86 

81 

SH  99 
AR  SH 

684 


ALPHABETICAL  LISTING 


TITLE 


Stud,  Continouj  Thread  (Bolt-stud),  B16  Alloy  Steel  High  Temperature  Service  (875 
0  EG-1000  Deg  F) 

Stud,  Continous  Thread,  Metric . . . . . . . 

Stud,  Fine  Threod  *  16  Oct  80........................... . . . . . . 

Stud,  Keyring  Locked,  125  And  160  Ksi,  Flu.  General  Specification  For . 

Stud,  Keyring  Locked,  125  Ksi  Ftu,  Single  Step,,.,.,.. . . . . . 

Stud,  Keyring  Locked,  160  Ksi  Ftu,  Multiple  Step  . . . . . . ........... 

Stud,  Keyring  Locked,  Hole  Dimensions  For  And  Assembly  Of . . . 

Stud,  Locked  In  ■  Ring  Locked,  Serrated,  UN JF  Thread  Nut  End,  Increased  Stud  End 
Length 

Stud,  Locked  In  -  Key  Locked . . . . . 

Stud,  Locked  In  *  Ring  Locked,  Serrated....... . . . . . 

Stud,  Locked  In  •  Ring  Locked  Serrated . . . . . . . 

Stud,  Locked  In  ■  Ring  Locked,  Serrated,  Design  And  Usoge  Limitations  For . 

Stud,  locked  In  •  Key  Locked,  Heavy  Duty. . . . 

Stud,  locked  In-ring  Locked,  Serrated,  High  Strength  . . . . . . 

Stud,  locked  In-ring  locked.  Serrated,  High  Strength,  Oversize  Replacer . . . 

Stud,  locked  In,  Key  Locked,  Lightweight.... . . . . . 

Stud,  Photogrammetric  Slotted  Templets . . . . . . . 

Stud,  Plain,  General  Purpose  . . . . . . . . . . 

Stud,  Plain,  Metric  (1.25  Dia  S.  2  Dio  Engagement)  . . . . . . . . . . 

Stud,  Screw  Thread,  Locked  In,  Ring  Locked,  Serrated,  Metric  &  Ring,  Lock, 
Serrated,  Metric,  General  Specification  For 
Stud,  Self  Locking,  General  Specification  For  . . . . 


Stud,  Self  Locking,  Flush  &  Protruding  Head  . . . . . . . . 

Stud,  Self-locking,  Flush  Head,  Hex  Clinch  Type . . . 

Stud,  Self-locking,  Conceded  Heod,  Knurled  Clinch . . . . . . . . 

Stud,  Self-locking,  Concealed  Head,  Hex  Clinch  Type  . . . . 

Stud,  Self-locking,  Non-flush,  Ribbed  Clinch  Type  . . . . 

Stud,  Self-locking,  Flush  Head,  Ribbed  Clinch  Type  . . . . 

Stud,  Shouldered,  Wheel  Mounting  . . . . 

Stud,  Shouldered  And  SteppedS.  Wheel  Mounting . 

Stud,  Shouldered,  Hexagon  Wrenching,  Drilled,  Steel,  .250-28  UNF-3A  X  .250-28 
UNF-3A 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Drilled,  Steel,  .250-28  UNF-3A  X 
.3125-24  UNF-3A 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Drilled,  Steel,  .250-28  UNF-3A  X 
.375-24  UNF-3A 

Stud,  Shouldered,  Hexagon  Wrenching,  Steel,  .190-32  NF-3A  X. 190-32  NF-3A  . 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  STEEL,.190-32  NF-3A  X  .250-28 
UNF-3A 

Stud,  Shouldered,  Hexagon  Wrenching,  Steel,  .250-28  UNF-3A  X  .250-28  UNF-3A  .. 
Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Steel,  .250-28  UNF-3A  X 
.3125-24  UNF-3A 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Steel,  .250-28  UNF-3A  X 
.375-24  UNF-3A 

Stud,  Shouldered,  Hexagon  Wrenching,  Drilled,  Steel,  .190-32  NF-3A  X  .190-32 
NF-3A 

Stud,  Shouldering  &  Stepped,  Hexagon  Wrenching,  Drilled,  Steel,  .190-32  UNF-3A 
X  .250-28  UNF-3A 

Stud,  Stepped,  Drilled,  2  Dia,  Engagement,  .625-11  X  .5625-18  (Inoctive  10-26-72).. 

Stud,  Stepped,  Drilled,  1.5  Dio  Engagement,  .250-20  X  .190-32 . . . . . . 

Stud,  Stepped,  Drilled,  2  Dio  Engagement,  .250-20  X  .190-32  . . . 

Stud,  Stepped,  1.5  Ola  Engagement,  ,3125*18  X  .250-28  . . . . . . . . 

Stud,  Stepped,  1.5  Dio  Engagement,  .4375- 14X  .375-24... . . . 

Stud,  Stepped,  2  Dio  Engagement,  .3125-18  X  ,250*28 . . 

Stud,  fl»pn#d,  ?  D<0  Fnoo2*m?n»,  375*16  X  3125*24 

Stud,  Straight,  Drilled,  .37506  X  .375-24  (Inactive  For  Design  26  Oct  1972)............ 

Stud,  Style  I  Snopslide  Fastener . . . . . . . . 

Stud,  Style  lv  Snopslide  Fastener  (Supersedes  An  3199), . . . . 

Stud,  WeldingS. turnbuckle  (General  Purpose)  (Manual  Weld  Application) . . 

Studs  Preferred  For  Design,  listing  Of . . . . . . 

Studs,  Steel,  Corrosion  &  Heat  Resistant  Heat  Treated,  Roll  Threaded  -  15  Jan  63  ,. 

Studs,  Steel,  low  Alloy,  Heat  Resistant  Normalized  And  Tempered,  Roll  Threaded 
135,000  Psi  (931  M  Po)  Tensile  Strength  *  16  Jul  79 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-16187B 

5307 

AR 

01  Oct 

63 

AR 

SH 

99 

DOD-S-63543/3  (1) 

5307 

AR 

08  May 

86 

AR 

AS 

99 

NAS  184-80 

5307 

AS 

06  Mo y 

83 

AS 

99 

REV  3 

MIL-S-45933 

SUPP  1 

5307 

AR 

30  Jon 

71 

AR 

AS 

99 

MIL-S-45933/1A 

5307 

AR 

22  Sep 

77 

AR 

AS 

99 

MIL-S-45933/2A 

5307 

AR 

22  Sep 

77 

AR 

99 

MIL-S-45933/3A 

5307 

AR 

22  Sep 

77 

AR 

AS 

99 

MS-51551 

5307 

AR 

12  May 

87 

AR 

AS 

99 

MIL-S -45915  (1) 

5307 

AR 

25  Nov 

70 

AR 

AS 

99 

MS-51989A 

NOTICE  1 

5307 

AR 

06  Jun 

88 

AR 

99 

MIL-S-45909B 

5307 

AR 

11  Mor 

85 

AR 

AS 

99 

SUPL  1 

MS-51999 

NOTICE  1 

53GP 

AR 

20  Mo y 

88 

AR 

AS 

99 

MS-51834D 

5307 

AR 

07  Dec 

84 

AR 

AS 

99 

MS-519928 

5307 

AR 

12  Moy 

85 

AR 

AS 

99 

MS-51497 

5307 

AR 

11  Mor 

85 

AR 

AS 

99 

MS-51833D 

5307 

AR 

07  Dec 

84 

AR 

AS 

99 

L 

MIL-S-14197B 

6675 

ME 

01  Feb 

77 

ME 

FF-S-1362 

5307 

/AR 

18  Moy 

70 

AR 

99 

DOD-S-63543/1  (1) 

5307 

AR 

03  Moy 

86 

AR 

AS 

99 

DOD-S-63275A  (1) 

5307 

AR 

22  Apr 

83 

AR 

AS 

MIL-S -63540A 

5307 

AR 

31  Mor 

86 

AR 

MC 

99 

SUPP  1 

SUPP  1 

MIL-S -63540/2 

NOTICE  1 

5307 

AR 

14  Feb 

89 

AR 

99 

MIL-S-63540/3 

5307 

AR 

31  Mor 

86 

AR 

MC 

99 

MIL-S-63540/4 

5307 

AR 

31  Mor 

86 

AR 

MC 

99 

MIL-S -63540/5 

5307 

AR 

31  Mor 

86 

AR 

MC 

99 

MIL-S-63540/6 

5307 

AR 

26  Sep 

88 

AR 

MC 

99 

MIL-S-63540/1A  (1) 

5307 

AR 

01  Aug 

86 

AR 

MC 

99 

MS-51950C 

5307 

AT 

28  Jan 

77 

AT 

99 

MS-51951C 

5307 

AT 

28  Jon 

77 

AT 

99 

l 

MS-9310B 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-931  IB 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-93128 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-9303B 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-9304B 

5307 

AS 

>* 

O 

5 

N 

OJ 

86 

AR 

AS 

99 

L 

MS-9305B 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

l 

MS-93068 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-9307B 

5307 

AS 

22  May 

86 

AR 

AS 

99 

L 

MS-9308B 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

L 

MS-9309B 

5307 

AS 

22  Moy 

86 

AR 

AS 

99 

AN158601 

5307 

11 

14  Oct 

81 

AS 

11 

-  158900  REV  3 
AN152601 

-  152900  REV  2 

5307 

99 

14  Oct 

81 

AV 

AS 

99 

AN  156801 

5307 

11 

14  Oct 

81 

AV 

AS 

11 

-  157100  REV  2 
AN150801 

5307 

82 

14  Oct 

81 

AV 

AS 

99 

-150000  REV  3 
AN151401 

5307 

82 

14  Oct 

81 

AV 

AS 

99 

-  151700  REV  2 
AN155001 

-  155300  REV-2 

5307 

99 

14  Oct 

81 

AV 

AS 

99 

AN15530I 

5307 

87 

14  Oct 

81 

AV 

AS 

99 

-  155600  REV-2 
AN128999 

5307 

11 

26  Oct 

72 

AS 

11 

-  129064  REV  2 
MS-21323A 

5325 

82 

14  Dec 

62 

Gl 

AS 

99 

MS-21326A 

5325 

82 

14  Dec 

62 

GL 

AS 

99 

MS-27951A 

NOTICE  1 

5307 

AR 

06  Jun 

88 

AR 

SH 

99 

MIL-STD-1598 

5307 

82 

07  Apr 

78 

AR 

99 

AMS  7481A-63 
NOTICE  1 

5307 

11 

15  Mar 

88 

MR 

AS 

11 

AMS  7458E-79 

5307 

11 

15  Mar 

88 

MR 

AS 

11 

NOTICE  1 


685 


ALPHABETICAL  LISTING 


TITLE 

Studs,  Welding,  And  Arc  Shields  (Ferrules),  Generol  Specification  For  , . 

Studs,  Welding,  And  Arc  Shields  (Ferrules);  Type  V,  Class  1,4,5,5a, 
Corrosion-resistant  Steel,  For  Direct  Energy  Arc  Welding 
Studs,  Welding,  Type  Vi,  Class  1,2,3,  Corbonsteel,  For  Stored  Energy  (Capacitor 
Discharge)  Arc  Welding 

Studs,  Welding,  Type  Vii,  Class  1,2,3,  Aluminum  Alloy,  For  Stored  Energy 
(Capacitor  Discharge)  Arc  Welding 

Stuffing  Tube  For  Cheet  Metol  Enclosures  ............... . . . . . 

Stuffing  Tube  For  Cast  Enclosures,  Pressureproof....... . . . . . . 

Stuffing  Tube  For  Sheet  Metal  Enclosures,  Pressureproof........ . . . . 

Stuffing  Tube  For  Cost  Enclosures  . . . . . . . . . . . . 

Stuffing  Tube  Stroight,  Nylon. . . . . . . . . 

Stuffing  Tube,  B olio st  Tank........ . . . . . . . . . . . 

Stuffing  Tube,  Bulkhead,  Pressureproof  ............................ . . . . . 

Stuffing  Tube,  Brass  And  Steel,  For  Decks  And  Bulkhead*  With  Pipe  Protection . 

Stuffing  Tube,  8u!khead,  For  Ballast  Tanks........ . . . . . . . . 

Stuffing  Tube,  Cobie  Shearing  Valve,  Hull,  Pressureproof,  Symbols  512,  512.1,  513 
And  513,1 

Stuffing  Tube,  Metol,  &  Pocking  Assemblies  For  Electric  Cobles,  Generol 
Specification  For 

Stuffing  Tube,  Npt,  Nylon  Size  3  (Inactive  After  13  Jan  1967)  (Use  MlL-S-19622/3) 

Stuffing  Tube,  Npt,  Nylon . . . . . . . 

Stuffing  Tube,  Npt,  Nylon,  Size  1  (Inactive  After  13  Jon  1967)  (Use 
Ml  l*S -19622/3) 

Stuffing  Tube,  Nylon,  Size  2,  Packing  Assemblies  For . . . . . . . . 

Stuffing  Tube,  Npt,  Nylon,  Size  2  (Inactive  After  13  Jon  1967)  (Use 
MlL-S-19622/3) 

Stuffing  Tube,  Nylon,  Size  6,  Packing  Assemblies  For . . . . . 

Stuffing  Tube,  Npt,  Nylon,  Size  4T  (Inactive,  Use  MIL-S-19622/3) . . . 

Stuffing  Tube,  Nylon,  Y,  Type . . . . . . . 

Stuffing  Tube,  Nylon,  Size  1  (Inactive  After  5  Jan  1967  Use  MlL-S-19622/1)  . 

Stuffing  Tube,  Nylon,  locknut.  Straight  Body . . . . . 

Stuffing  Tube,  Nylon,  Size  2  (Inactive  After  5  Jan  1967  Use  MIL-S  19622/1)  . . . 

Stuffing  Tube,  Nylon,  Plug,  Neoprene . . . . . 

Stuffing  Tube.Nylon,  Size  4T  (Inactive,  Use  Ml L-S- 19622/1) . . . . . 

Stuffing  Tube,  Nylon,  Cap . . . . . . . . . . . 

Stuffing  Tube,  Nylon,  Size  5 . . . . . . . . . . . 

Stuffing  Tube,  Nylon,  Washer  Nonmetollic  Slip  . . 

Stuffing  Tube,  Nylon,  Size  6  (Inactive  Use  MIL>S-1 9622/1) . . . 

Stuffing  Tube,  Nylon,  Washer  Nonmetollic,  Retainer . . . 

Stuffing  Tube,  Nylon,  Size  7  . . . . . . 

Stuffing  Tube,  Nylon,  Bushing  Neoprene  . . . . . . . 

Stuffing  Tube,  Nylon,  Size  8  . . . . . . . . . . . . 

Stuffing  Tube,  Nylon,  Size  9 . . . . . . . 

Stuffing  Tube,  Nylon,  90  Deg,  Size  1  (INACTIVE  After  5  Jan  1967)  (Use 
MIL'S -l 9622/2) 

Stuffing  Tube,  Nylon,  90  Deg,  Size  2  (Inactive  After  5  Jon  1967)(Use 
MIL'S*  19622/2) 

Stuffing  Tube,  Nylon,  90  Deg.,  Size  4T . . . . . . 

Stuffing  Tube,  Nylon,  90  Deg..  Size  5  (Inactive  Use  MIL'S -19622/2) . 

Stuffing  Tube,  Nylon,  90  Deg.,  Size  6  (Inactive  (USE-Mll-S-19622/2)... . 

Stuffing  Tube,  Size  7  Packing  And  Assemblies  For  Nylon  . . . . 

Stuffing  Tube,  Swage  Type,  Steel  And  Aluminum,  For  Deck  And  8ulkheods  With 
Pipe  Protection 

Stuffing  Tube,  Steel,  For  Decks  And  8ulkheods  Without  Pipe  Protection . . . . 

Stuffing  Tube,  Spilt  , . . . . . . . .  . . . . . 

Stuffing  Tube,  Size  8  Packing  Assemblies  For  Nylon . . . . . 

Stuffing  Tube,  Size  9  Packing  Assemblies  For  Nylon  . . . . . . 

Stuffing  Tube,  Size  3  Packing  Assemblies  For  Nylon . . . 

Stuffing  Tube,  Size-4  And  4T  Pocking  Assemblies  For  Nylon................ . . . 

Stuffing  Tube,  90  Deg.  Nylon  . . . . . . . . . . . . 

Stuffing  Tube.nylon,  90  Deg,  Size  3  (I  Noctive  After  13  Jon  1967)  (Use 
MIL-S- 19622/2) 

Stuffing  Tubes  For  Use  With  Circular  Anodes  And  Reference  Electrodes  (Corrosion 
Preventive 

Stuffing  Tubes,  Metol,  And  Pocking  Assemblies  For  Electric  Cobles,  Packing 
Assemblies  For  Ballast  Tank 

Stuffing  Tubes,  Metol,  And  Packing  Assemblies  For  Electric  Cobles,  Packing 
Assemblies  For  Pressureproof  Bulkheod 

Stuffing  Tubes,  Metol,  And  Pocking  Assemblies  ror  Electric  Ccbles,  Outlet,  Weather 
Deck,nonmognefie 

Stuffing  Tubes,  Metol,  And  Packing  Assemblies  For  Electric  Cables,  Packing 
Assemblies  For  Bulkheod  (Bollost  Tanks) 

Stuffing,  Tube,  NPT,  Nylon  .......... . . . . 

Stylus,  Duplicating  Stencil  . . . . . . . . . . . . 

Stylus,  Duplicating  Stencil  . . . . . . . . 

Styrene  Acrylonitrile  (SAN)  Injection  &  Extrusion  Materials  -  29  Oct  82 . . . 

Styrene  Butadiene  Molding  &  Extrusion  Materials  -  26  Jun  81  . . . . . . 

Sub-ossembly  Guide  Plate  And  Barrel  . . . . . . . . . . 

Subassembly  Of  Receiver  Holder  . . . . . . ..... . . 


DOCUMENT 

NUMBER  FSC  PREP  DA7E  CUSTODIAN 


l 

MIL-S-24149C 

5307 

SH 

27  Mor 

89 

SH 

L 

MIL-S-24149/3C 

5307 

SH 

01  Jon 

81 

SH 

MIL-S-24149/4C 

5307 

SH 

2/  Mor 

89 

SH 

l 

MIL-S-24149/5C 

5307 

SH 

27  Mar 

89 

SH 

L 

MII-S-24235/14A 

5975 

SH 

30  Oct 

67 

SH 

L 

Mtl-S-24235/7 

5975 

SH 

18  Jul 

67 

SH 

L 

MIL-S-24235/8 

5975 

SH 

18  Jul 

67 

SH 

L 

MIL-S-24235/13A 

5975 

SH 

30  Oct 

67 

SH 

L 

MIL-S-19622/1 

5975 

SH 

10  Nov 

66 

SH 

L 

MIL-S-24235/5 

5975 

SH 

18  Jul 

67 

SH 

i 

MIL-S-24235/1D 

5975 

SH 

25  Oct 

77 

SH 

L 

MIL-S-24235/9C 

5975 

SH 

IS  Dec 

70 

SH 

L 

MIL-S-24235/3 

5975 

SH 

18  Jul 

67 

SH 

L 

MIL-S-2423S/16 

5975 

SH 

18  Jul 

67 

SH 

L 

MIL-S-24235A 

5975 

SH 

25  Oct 

77 

SH 

SUPP  1A 

L 

MS-172738 

5975 

SH 

13  Jon 

67 

SH 

L 

MIL-S-19622/3 

5975 

SH 

10  Nov 

66 

SH 

L 

MS-17039B 

5975 

SH 

13  Jan 

67 

SH 

L 

MIL-S-19622/17C 

5330 

SH 

24  Jun 

86 

SH 

l 

MS-170408 

5975 

SH 

13  Jan 

67 

SH 

L 

MIL-S-19622/21D 

5330 

SH 

24  Jun 

86 

SH 

l 

MS-17041C 

5975 

SH 

13  Jon 

67 

SH 

L 

MIL-S- 19622/4A 

5975 

SH 

24  Jun 

86 

SH 

l 

MS-16155C 

5975 

SH 

05  Jan 

67 

SH 

L 

MIL-S-19622/9A 

5975 

SH 

24  Jun 

86 

SH 

L 

MS-16156C 

5975 

SH 

05  Jon 

67 

SH 

L 

MIL-S-19622/14A 

5975 

SH 

24  Jun 

86 

SH 

i 

MS-16157E 

5975 

SH 

13  Jon 

67 

SH 

L 

MIL-S-19622/10B 

5975 

SH 

24  Jun 

86 

SH 

L 

MS-16158C 

5975 

SH 

05  Jon 

67 

SH 

L 

MIL-S-19622/1 1G 

5975 

SH 

24  Jun 

86 

SH 

L 

MS-16159C 

5975 

SH 

05  Jan 

67 

SH 

L 

MIL-S-I9622/12F 

5975 

SH 

24  Jun 

86 

SH 

l 

MS-16160C 

5975 

SH 

05  Jon 

67 

SH 

l 

MIL-S-19622/13E 

5975 

SH 

24  Jun 

86 

SH 

L 

MS-16161C 

5975 

SH 

05  Jan 

67 

SH 

L 

MS-1A162C 

59/5 

SH 

05  Jan 

67 

SH 

l 

MS-16163C 

5975 

SH 

05  Jan 

67 

SH 

l 

MS-16164C 

5975 

SH 

05  Jon 

67 

SH 

L 

MS-16165C 

5975 

SH 

16  Aug 

62 

SH 

L 

MS-16166C 

5975 

SH 

05  Jan 

67 

SH 

l 

MS-16167C 

5975 

SH 

05  Jan 

67 

SH 

L 

Mll'S'19622/22A 

5330 

SH 

24  Jun 

86 

SH 

L 

MIL-S-24235/17  (1) 

5975 

SH 

10  Apr 

78 

SH 

L 

MIL-S-24235/>0 

5975 

SH 

18  Jul 

67 

SH 

i 

MIL-S-24235/12 

5975 

SH 

18  Jul 

67 

SH 

l 

MIL-S-19622/23B 

5330 

SH 

24  Jun 

86 

SH 

l 

MIL-S-19622/24B 

5330 

SH 

24  Jun 

86 

SH 

t 

MIL-5-19622/18B 

5330 

SH 

24  Jun 

86 

SH 

i 

MIL-S-19622/19C 

5330 

SH 

24  Jun 

86 

SH 

L 

MIL-S -19622/2A 

5975 

SH 

19  Mcy 

67 

SH 

L 

MS-172718 

5975 

SH 

13  Jan 

67 

SH 

l 

Mll-S-23920 

2040 

SH 

14  Nov 

63 

SH 

l 

Mll-S-24235.  6A 

5975 

SH 

02  Mor 

84 

SH 

l 

MIL-S -24235/2A 

5975 

SH 

02  Mar 

84 

SH 

L 

MIL-S-24235/UA 

5975 

SH 

02  Mor 

84 

SH 

i- 

MIL-S-24235/4A 

5975 

SH 

02  Mor 

84 

SH 

i 

MIL-S-19622E 

5975 

SH 

24  Jun 

86 

SH 

A-A-138 

7519 

t 

09  Sep 

81 

GG-S-00792 

7520 

l 

02  Jul 

63 

ASTM  D4203-82 

9330 

MR 

30  Nov 

83 

MR 

ASTM  01892-81 

9330 

MR 

23  Feb 

82 

MR 

MS-75106 

5965 

CR 

10  Apr 

87 

CR  EC 

NOTICE  1 

MS-75114 

5965 

CR 

10  Apr 

87 

CR  EC 

NOTICE  1 


ALPHABETICAL  LISTING 


TITLE 

Submachine  Gun,  5.56MM,  Port  Firing,  M231, . . . . . . . 

Submarine  Intercommunication  System  An/wic*{v) . . . . . . . . 

Subset  Of  Uso  Standard  Code  For  Information  Interchange  For  Numerical  Control 
Perforated  Tape  •  Feb  79 

Subsets  Of  The  Standard  Code  For  Information  Interchange  . . . . . . 

Substances,  Methylene  Blue  Active  -  28  May  82 . . . . . . . 

Substations,  Primary  Unit,  Standard  For  *  1970............... . 

Substations,  Secondary  Unit  -  1982......... . . . 

Substrate  Solution  And  Dispenser  . . . . . . . .  . 

Subsystem  Design  And  Engineering  Standards  For  Common  Long  Haul  And  ,jctical 
Fiber  Optics  Communications 

Subsystem  Design  &  Engineering  Standards  For  Common  long  Haul  Tactical  Coble 
&  Wire  Communications 

Subsystem  Design  And  Engineering  Standards  For  Technical  Control  Facilities.... . 

Subsystem  Design  &  Engineering  Standards  For  Tactical  Digital  Information  Link 
(TADIL)  A 

Subsystem  Design  And  Engineering  Standards  For  Tactical  Digital  Information  Link 
(Todil)  B 

Subs>s!em  Design  And  Engineering  Standards  For  Tactical  Digital  Information  Link 
(TADIL)  C 

Subsystem  Design/engineering  And  Equipment  Technical  Design  Standards  For  Long 
Haul  Line  Of  Sight  (Los)  D.gital  Microwave  Radio  Transmission 
Subsystem  Design  And  Engineering  Standards  And  Equipment  Technical  Design 
Standards  For  Long  Haul  Communications  Tronsversing  Microwave  Los  Radio  And 
Tropospheric  Scatter  Redo 

Succinylcholine  Chloride  Injection,  Usp . . . . . 

Succinylcholine  Chloride,  Sterile,  Usp . . . . . . . . . 

Succinylcholine  Chloride  Injection,  Usplidocoine  Hydrochloride  Jelly,  Usp..... . . . 

Sucralpate  Tablets  . . . . . . . . . . . . 

Suction  And  Pressure  Apparatus,  Surgical,  Explosion-proof,  Portable,  Field.... . 

Suction  And  P.essure  Apparatus,  Electric  (For  Medicol  Use) . . 

Suction  And  Pressure  Apparatus,  Surgical,  Explosion-proof,  Double  Compressor, 
Mobile,  115  ’'oil,  60  Cycle,  Ac  (With  Ether  Voporizer) 

Suction  And  Pressure  Apparatus,  Surgical,  Explosion-proof,  Single  Compressor, 
Mobile,  110  Volt,  60  Cycle,  Ac,  (For  Ear,  Nose  And  Throot  Procedures) 

Suction  Apparatus,  Surgical . . . . . . . . . . . . . . . 

Suction  Apparatus,  Surgical,  Automatic,  Thermotic,  Mobile,  110  Volt,  Ac-dc  . . 

Suction  Apparatus,  Surgical,  Automatic,  Thermotic,  Portable,  110  Volt,  Ac-dc  . 

Suction  Apparatus,  Surgical. . . . . . . . . . . . 

Suction  Apparatus,  Dentol . . . . . . . . . . 

Suction  Apparatus,  Surgicol . . . . . . . . . 

Suction  Set,  Tracheal . . . . 

Suction  Set,  Tracheal . . . . . . . . . . . . 

Sugar,  Refined  &  Sugar,  Brown . . . . . . 

Suit,  Chemical  Protective  . . . . . . 

Suit,  Chemical  Protective . . . . . . . 

Suit,  Protective,  Impermeoble,  Supplied  Air,  M4  . . . . . . 

Suit,  Radioactive  Contaminants  Protective  (Vinyl)  . . . . . . 

Suit,  Toxicologicol  Agents  Protective  Coveralls,  Cooling.... . . . . . . . 

Suitcase,  Flyer  S  Clothing,  B-4B.... . . . 

Sulfacetamide  Sodium  Ophthalmic  Ointment,  U.s.p . . . . . 

Sulfacetamide  Sodium  lotion,  Usp . . . . . . . 

Sulfacetamide  Sodium  Ophthalmic  Solution,  Usp . . . . . . 

Sulfacetamide,  Sulfobenzomide,  SUlFATHlAZOlE-And  Urea  Cream  . . 

Sulfanilamide  Vaginal  Suppositories,  1.05  Gram  . . . . . , . . . 

Sulfanilamide  Vaginal  Cream,  15  Percent . . . . . . . . . 

Sulfonilamide,  Allantoin,  And  Aminacrme  Hydrochloride  Creom . . . . . 

Sulfanilamide,  Allontom,  And  Aminacrme  Hydrochloride  Suppositories,  Vagina!. . 

Sulfasalazine  Tablets,  USP,  Enteric  Coated  . . . . . 

Sulfasalazine  Tablets,  Nf  . . . . . . . . 

Sulfisoxazole  Acetyl  Oral  Suspension,  Usp . . . . . . . . 

Sulfisoxazolc  Toblets,  U.s.p....... . . . . . . . . . . . . 

Sulfur  &  Polyoxyethylne  Lauryl  Ether  Creom . . . . . . . . 

Sulfur  And  Salicylic  Acid  Ointment . . . . . . . . . . . 

Sulfur  And  Salicylic  Acid  Coke . . . . . . . 

Sulfur  Dioxide  Content  Of  Theotmosphere  (West  Gaeke  Method)  -  18  Aug  78  ........ 

Sulfur  Dioxide  In  Workplace- Atmospheres  (Barium  Perchlorate  Method)  -  23  Feb  79 

Sulfur  Dioxide,  Tcchnicof  . . . . . . 

Sulfur  Hexafluoride,  Technical  Grade  . . . . . . . 

Sulfur  In  Organic  Compounds  By  Sodium  Peroxide  Bomb  Ignition  -  8  Sep  67,. . 

Sulfur  In  Organic  Compounds  By  Oxygen  Flask  Combustion  -  30  May  83...... . . 

Sulfur  Monochloride,  Technical  (Metric) . . . . . . . 

Sulfur.  Commercial  Grade  (For  Use  With  Ammunition)  . . . . 

Sulfur,  Ground  (For  Use  In  Ammunition)  . . . . . 

Sulfur,  Salicylic  Acid  And  Polyethylene  Creom . . . . . . 

Sulfuric  Acid,  Efectrolyte,  for  Storage  Batteries  ......... 

Sulfuric  Ac*d,  Standard  Methods  For  Analysis  Of  -  13  Sep  68  ............................... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MII-S-63348A  (3) 

1005 

AR 

24  Oct 

88 

AR 

NOTICE  1 

M1L-S-23012A  (1) 

5830 

SH 

25  Feb 

66 

SH 

EIA  RS358B-79 

34GP 

IP 

09  Mar 

79 

Al 

SH 

99 

FIPS-15 

IPSC 

02 

01  Oct 

71 

OM  02 

ASTM  D2330-82 

6810 

EA 

23  Jan 

85 

EA 

68 

NEMA  201-70R76R82 

6120 

YD 

27  Jun 

86 

ME 

YD 

99 

NEMA  210-70R82 

6)20 

YD 

24  Dec 

85 

ME 

YD 

99 

MII-S-51189B  (2) 

6665 

EA 

19  Sep 

84 

EA 

SH 

99 

MIL-STD-188/111A 

SIHC 

SC 

14  Dec 

88 

SC 

EC 

90  DC 

Mll-STD-188/112 

SLHC 

SC 

31  Aug 

83 

CR 

EC 

90 

MIL-STD.188/310A 

SIHC 

90 

14  Jan 

80 

SC 

EC 

90 

Mll-STD-188/203 

TCTS 

EC 

10  Sep 

82 

CR 

EC 

90 

PART  1 

MIL-STD-188/203 

TCTS 

CR 

23  Mor 

84 

CR 

EC 

90 

PART  2 

Mll-STD-188/203 

TCTS 

EC 

05  Oct 

83 

SC 

EC 

90 

PART  3 

MIL-STD-188/322 

SLHC 

90 

02  Feb 

84 

sc 

EC 

90 

NOTICE  1 

MIL-STD-188/313 

SIHC 

90 

19  Mor 

73 

sc 

EC 

90 

MIL-S-37758 

6505 

DM 

29  Aug 

78 

MD 

MS 

03 

MIL-S-376S1A 

6505 

DM 

16Sep 

77 

MD 

MS 

03 

Mll-S-37876 

6505 

DM 

28  Aug 

78 

MD 

MS 

03 

A-A-0053623 

6505 

MB 

29  Aug 

83 

MD 

MS 

03 

MIL-S-36438C 

6515 

DM 

12  Nov 

76 

MD 

MS 

03 

GG-S-795 

6515 

: 

21  Jun 

51 

GG-S-00795B 

6515 

/DM 

29  May 

73 

MD 

MS 

03 

GG-S-001090A 

6515 

/DM 

18  May 

73 

MD 

MS 

03 

A-A-53459 

6515 

MB 

15  Dec 

88 

MD 

MS 

03 

GG-S-00800 

6515 

/DM 

19  Feb 

65 

MD 

MS 

03 

Mll-S-36299 

6515 

DM 

12  Oct 

64 

MD 

MS 

03 

A-A-51366 

6515 

MB 

31  Mar 

86 

MD 

MS 

03 

Mll-S-42002 

6520 

DM 

10  Dec 

85 

MD 

MS 

03 

Mll-S-37014 

65)5 

DM 

24  Apr 

75 

MD 

MS 

03 

A-A-51463 

6515 

MB 

06  Jun 

86 

MD  MS 

03 

A-A-30072A 

6515 

l 

18  Jan 

85 

A-A-20135 

8925 

/Gl 

14  Nov 

86 

Gl 

SA 

50 

MH-S-U926A 

8415 

GL 

25  Mar 

88 

Gl 

NU 

99 

MII-S0043926F 

8415 

GL 

14  Aug 

85 

GL 

NU 

11 

Mll-S-51 141A  (1) 

8415 

GL 

25  Jan 

88 

Gl 

NOTICE  1 

A-A-50361 

8415 

NU 

20  Oct 

83 

NU 

MII-S-12227E 

841’ 

NU 

04  Sep 

80 

NU 

99 

MII-S-83791A 

8460 

82 

26  Jun 

78 

99 

Ml  L-S  -37404 

6505 

DM 

14  Jun 

76 

MD 

MS 

03 

A-A-0051947 

6505 

MB 

16  Apr 

87 

MD 

MS 

03 

M11-S-37395A 

6505 

DM 

11  Jul 

78 

MD 

MS 

03 

MIL-S -37204 

6505 

DM 

15  Jul 

75 

MD 

MS 

03 

A^A-0053339 

6505 

/MB 

25  Feb 

88 

MD 

MS 

03 

A-A-0053338 

6505 

MB 

16  Feb 

88 

MD 

MS 

03 

Mll-S-37241 

6505 

DM 

12  Nov 

75 

MD 

MS 

03 

Mll-S-3756) 

6505 

DM 

13  Sep 

77 

MD 

MS 

03 

A-A0051715 

6505 

/MB 

10  Oct 

86 

MD 

MS 

03 

MIL-S-37664 

6505 

DM 

23  Sep 

77 

MD  MS 

03 

MIL-S-37539 

6505 

DM 

25  May 

77 

MD 

MS 

03 

Mll-S-37398 

6505 

DM 

14  Jun 

76 

MD 

MS 

03 

A-A-50885 

6505 

/MB 

21  Nov 

85 

MD 

MS 

03 

MII-S-37729A 

6505 

DM 

22  Jun 

78 

MD 

MS 

03 

A-A-50847 

6505 

/MB 

10  Aug 

82 

MD 

MS 

03 

ASTM  D2914-78 

6810 

EA 

27  May 

88 

EA 

SH 

NOTICE  1 

ASTM  D3449-79 

6630 

EA 

27  Moy 

88 

EA 

MS 

99 

NOTICE  1 

MIL-S-83792 

6830 

68 

02  Aug 

73 

68 

BB-S-1419 

6830 

/ME 

29  Jun 

70 

ME 

68 

ASTM  E257-67R77 

6810 

EA 

27  May 

88 

EA 

68 

NOTICE  1 

ASTM  E443-80R85 

9320 

MR 

07  Mar 

88 

MR 

11 

NOTICE  i 

MIL-S-12060D 

6810 

EA 

29  Feb 

84 

EA 

Mll-S-14929 

1375 

AR 

30  Aug 

68 

AR 

MIL-S-4878  (2) 

6810 

AS 

19  Jun 

86 

AR 

AS 

68 

MII-S-37807A 

6505 

DM 

22  Jun 

78 

MD 

MS 

03 

O-S-801C  (2) 

6810 

''EA 

21  Sep 

87 

EA 

SH 

68 

ASTM  E223  68R78 

6810 

EA 

24  May 

79 

EA 

SH 

68 

687 


ALPHABETICAL  LISTING 


TITLE 

Sulfuric  Acid,  Teehnicol.......... . .......................... . . . . 

Sulisobenzone  lotion  . . . . . . . . 

Sunuurn  Preventive  Preparation  . . . . . . . . . . 

Sunylasie*  (With  Cose)  . . . . . . . . . . . 

Sunglasses,  HGU-4/P  (With  Cose)..... . . . . . . . 

Sunscreen  Preparation  Non  Alcoholic  lotion  Bose,  Non  Paba  . . . . . . 

Superstructure,  Steel,  For  Bridge,  Floating,  Pneumatic  Float,  Class  60..... . . . 

Superstructure,  Interior  &  End  Boy,  For  Mobile  Floating  Assault  Bridge  Ferry . . . . 

Supplementary  Equipment  Set,  Topographic  Photomapping,  Packaging  Of . . . . 

Supplementary  Equipment,  Maintence  Company,  Packaging  Of.. . . . . 

Supplementary  labels  For  Dispensed  Medicine  (Abco  471)  . . . 

Supplementary  Set,  Bridge,  Troop  Support,  Packaging  Of  . . . . . 

Supplier  Quality  Assurance  Program  Requirements . . . . 

Supply/equipment  Airdrop  Systems  (Rel  To  Other  Than  DOD  Act  Rcq  Pr  Appr  Of 
CNM,  Mat  09B21) 

Support  ,  Charge,  for  2.75  Inch  Rocket,  Mark  40  And  Mark  4. . . . 

Support  Arm,  Funnel,  laboratory . . . . . . . . 

Support  Assembly,  Arch,  Inflatable  Shelter  Section  (Must)............ . . . 

Support  Equipment,  Aeronautical,  Special,  General  Specification  For  The  Design  Of 

Support  Equipment  Functional  Classification  Categories . . . . . . 

Support  Equipment  Systems  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
ASD/ENES,  Wright-patterson  AFB  OH  45433  6503) 

Support  Items,  Accessories,  &  Kits,  Mechonical,  Packaging  Of  . . . . 

Support  Ring,  Assembly  launcher  Tube,  Missile  . . . . . . 

Support  Sets,  Slacking,  Material  Handling  Pallet..... . . . 

Support,  Adaption  Kit  Components,  XM9 . . . . . . . . 

Support,  Arch  . . . . . . . . . . . . . . . 

Support,  Back,  Elastic..... . . . . . . . . . . . . . . 

Support,  Cable  Right  Angle,  Closed..... . . . . . . . 

Support,  Cable,  Right  Angle  (Inactive), . . . . . 

Support,  Cable,  Electrical  Connector  (INACTIVE) . . . . . . . . . 

Support,  Cervical . . . . . . . . . . . . . . 

Support,  Cervical,  Medium . . . 

Support,  Cervical,  Medium  Size  (Jaw  Cut>out)  . . . . 

Support,  Cervical . . . . . . . . . . . 

Support,  Cover. . . . . . . . . . . . . . . . . . 

Support,  Crown,  Service  Cap,  And  Support  Holder......... . . . . . . 

Support,  Grain  M753  8  Inch  Projectile  . . . 

Support,  Knee . . . . . 

Support,  Knee  . . . . . . . . . . . . . . . 

Support,  leg  Calf,  Elastic,  Seamless . . . . . . . 

Support,  leg  Coif,  Elastic,  Seamless . . . . . . . 

Support,  Utter . . . . . . . . . . . . . . 

Support,  Molded,  Plostic  (For  Use  In  Ammunition  Packaging)  . . . . 

Support,  Overhead  Bracing,  For  Portable  Panel  Bridge  (Bailey-type).  . . . 

Support,  Propelling  Charge  (For  Use  In  Ammunition  Packing) . . . . . . 

Support,  Snap  Fastener . . . . . . . . . . . . 

Support,  Vee,  Antenna  (Asg) . . . . . . . . . . . . 

Supporting  Arms  In  Amphibious  Operations  (Edition  No.  5) . 

Supports  For  Off  The  Floor  Plumbing  Fixtures  For  Public  Use  *  15  Nov  79 . 

Supports,  Molded,  Plastic  (For  Use  In  Ammunition  Containers) . . . . . 

Suppression,  Fire,  Bromotrifluoromethane,  Ahlon  1301  Systems...., . . . . 

Suppressor,  Electrical  Transient  . . . . . . . 

Suppressor,  Electrical  Transient,  MX-777 8A/GRC . . . . . . . ...., 

Suppressor,  Electrical  Transient  MX-7778(  )/GRC  . . . . . . . 

Suppressor,  Surge,  Fuel  Transfer  Trailer...,. . . . . . . . . 

Suppressor,  Voltage-surge,  Selenium  Type . . . . . 

Surfoc*  Acout»»c=Wove  Device*,  Gpn?rol  Sp*c*f»cat'0''  For 

Surface  Acoustic  Wove  Devices,  Bandpass  Filter  . . . . . . . . . . 

Surface  Area  Block  Standard  Methods  Of  Testing  By  Nitrogen  Adsoiption  -  18  Dec 
81 

Surface  Hardening,  Flame  Induction  (For  Ferrous  Alloys)  . . 

Surface  Preparation  Commentary  -  1  Nov  82  . . . . . . . . 

Surface  Preparation  Specification  No.  8,  Pickling  -  1  Nov  82  ................................... 

Surface  Texture  (Surface  Roughness,  Wovlness  And  Lay)  . . . . . 

Surface  Texture  -  7  Oct  1985  . . . . . . . . 

Surface  Texture  ................. . . . . . . . . . .... 

Surfoce  Transportation  Request  And  Reply  To  Surface  Transport  Request ................. 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

O-S-809C 

6810 

*EA 

16  Feb 

84 

EA 

68 

INI  AMD  1 

Mll-S-37695 

6505 

DM 

16  Aug 

78 

MD 

MS 

03 

L 

MIL-S-37800A 

6508 

DM 

24  Aug 

78 

MD 

MS 

03  DM 

MIL-S-475D 

8465 

Gl 

23  Jun 

70 

Gl 

NU 

n 

MIL-S-25948J  (1) 

8465 

Gl 

28  Aug 

86 

Gl 

AS 

99 

A  1-0053480 

6505 

'MB 

07  Jul 

88 

MD 

MS 

03 

MIL-S-1I716C 

5420 

ME 

03  Apr 

72 

ME 

MC 

l 

MIL-S -52356D  (1) 

5420 

ME 

22  Mar 

77 

ME 

l 

MIL-S-52561A 

6675 

ME 

14  Jan 

72 

ME 

L 

MIL-S-52547A 

PACK 

ME 

04  Oct 

74 

ME 

Q-STD-471 

ISDA 

AM 

20  Jul 

79 

l 

MIL-S -52836 

5420 

ME 

22  Nov 

74 

ME 

l 

MIL-STD-I535A 

OCIC 

10 

01  Feb 

74 

10 

AIR-SID-44/54 

AIR 

ISDF 

06 

24  May 

83 

L 

MIL-S-60928  (1) 

1340 

Ml 

26  May 

76 

Ml 

MS-3602 1C 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

l 

M1L-S-43766A 

5410 

Gl 

26  Sep 

88 

Gl 

MIL-S -8512D  (2) 

MISC 

AV 

14  Mor 

80 

AV 

AS 

MIL-SID-864B 

MISC 

99 

29  Jan 

82 

AV 

AS 

99 

l 

MIL-S-87233  (1) 

GDRQ11 

15  Apr 

86 

11 

l 

M1L-S-196D 

PACK 

SH 

15  Jul 

88 

SM 

SH 

69 

l 

M1L-S-21516B 

1440 

OS 

28  May 

63 

OS 

M1L-S-21859E 

3990 

ME 

04  Feb 

85 

ME 

84 

L 

MIL-S -50563 

1135 

AR 

07  Jul 

77 

AR 

MIL-S-3327A 

6515 

DM 

27  Dec 

76 

MD 

MS 

03 

A-A-53503 

6515 

/MB 

17  Jun 

88 

MD 

MS 

03 

l 

MS-27558B 

NOTICE  1 

5935 

85 

30  Jan 

87 

85 

L 

MS-27559B 

NOTICE  1 

5935 

85 

30  Jon 

87 

85 

L 

MS-27291D 

5935 

85 

30  Jan 

87 

85 

NOTICE  1 

A-A-53497 

6515 

/MB 

17  Jun 

88 

MD 

MS 

03 

A-A-50850 

6515 

*MB 

23  Aug 

82 

MD 

MS 

03 

A-A-6086S 

NOTICE  1 

6515 

/MB 

10  Feb 

89 

MD 

MS 

03 

A-A-53096 

6515 

MB 

31  Aug 

87 

MD 

MS 

03 

l 

MIL-S-70440  (2) 

1320 

AR 

16  Jun 

87 

AR 

l 

MIL-S-227608 

NOTICE  1 

8405 

MC 

25  Jun 
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TITLE 

Surface  Treatments  And  Inorganic  Coatings  for  Metal  Surfaces  Of  Weapons 
Systems 

Surface  Treatment  Of  Polytelrafluoroethylene-  1  Apr  89...... . . . . . . 

Surfacer  (Sander),  Combination,  Bell  And  Disc,  Floor  Model...... . . 

Surfacers  (Planers),  Woodworking  . . . . . . . 

Surfaces,  Magnesium  Alloy,  Preparation  Of,  For  Painting  •  8  Sep  67 . 

Surge  Arrester  -  1980  . . . . . . . . . . 

Surgical  Implants,  Metallic,  Surface  Preparations  &  Marking  Of  *  26  Mar  76... . .... 

Surgical  Kit,  Orthopedic . . . . . . . . . 

Surgical  Pock  Disposable  . . . . . . . . . .  « 

Surgical  Pack,  Disposable,  Preoperotive  Preparation,  Nonsterile  . . . . . 

Surgical  Pack,  Disposable . . . . . . . . . . . 

Surgical  Pack,  Ditposable,  Obstetricol . . . . . 

Surgical  Pack,  Disposable  (Wound  Closure)..,............. . . . . 

Surgical  Pack,  Disposable,  Obstetrical  . . . . 

Surg'col  Pack,  Disposable  (Tracheostomy  Care  Type  . . . . . . . 

Surgical  Pack,  Disposable,  CYSTOSCOP!C,5S  . . . . . . 

Surgical  Pack,  Disposable,  Minor  Surgery  . . . . . . . . 

Surgical  Pack,  Gown  And  Towel  . . . . . . 

Surgical  Pack,  Gown  3.  Towel . . . . . . . . . . . . . 

Surgical  Pack,  laparotomy.  Disposable,  5S  . . . . . . . 

Surgical  Pack,  Lower  Extremity  . . . . . . . . . 

Surgicol  Pack,  Laparotomy,  Disposable  Sterile......... . . . . . . 

Surveillance  (Including  Night  Observation)  Plan  Annex  To  An  Operation  Order 
(ABCA-243) 

Survey  Instrument  Automated,  Integrated . . . . . . . 

Surveying  Control  Section,  Truck  Mounted  Packaging  Of  . . . . . 

Surveying  Equipment,  Electronic  Distonce  Measuring,  Medium  Range,  (Sedme*mr)  .... 

Surveying  Instruments  And  Accessories,  Packaging  Of . . . . . . . . 

Surveying  Instrument,  Azimuth  Gyro,  Lightweight . . . « . 

Surveying  Instrument,  Distance  Measuring,  Electronic  Microwave . . . . . 

Surveying  Set,  Artillery  Fire  Control,  Fourth  Order,  Packaging  Of . . . 

Surveying  Set,  Astronomic  Position,  Packaging  Of . . . . . . . 

Surveying  Set,  General  Purpose,  For  Planimetric  Construction  &  Topographic 
Surveys,  Packaging  Of 

Surveying  Set,  Precise  Baseline,  Specialized  Set  For  First  Order  Accuracy, 

Packaging  Of 

Surveying  Set,  Precise  Leveling,  For  Spirit  Leveling  Of  Second  Order  Accuracy, 
Packaging  Of 

Surveying  Set,  Triongulation,  Principal  Observer  And  Signal  Tender,  Packaging  IF... 

Surveying  Set,  Topographic  Company,  Packaging  Of  . . . 

Surveying  Set,  Triongulation  Reconnaissance,  Specialized,  Packaging  Of . 

Surveyor,  Oental  Clasp.......................... . . . . . 

Survivability  Enhancement,  Aircraft,  Nuclear  Weapon  Threat,  Design  &  Evaluation 
Guidelines 

Survivability  Enhancement,  Aircraft  Conventional  Weapon  Threats,  Design  & 
Evaluation  Guidelines 

Survl.cbility,  Aeronautical  Systems  (For  Combat  Mission  Effectiveness  (Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  ASD/6NES,  Wright-potterson  AFB  OH 
45433-6503) 

Survivability,  Aircraft,  Nonnuclear,  General  Criteria  -  Volume  1  . . . 

Survivability,  Aircraft,  Establishment  And  Conduct  Of  Programs  For . . . . 

Survivability,  Aircroft,  Nonnudcor,  Airframe  •  Volume  2  . . . . 

Survivobilily,  Aircroft,  Nonnuclear,  Engine  *  Volume  3....................... . . . . . 

Survival  Kit  Container,  CNU-68B/P  And  CNU-155/P.............. . 

SurvWol  Kit  Container,  CNU-lll/P . . . . . . . ... 

Survival  Kit  Containers,  Aircraft  Seot,  General  Specification  For.... . . . . . 

Survival  Kit  Container,  Aircroft  Seal,  Without  Oxygen,  RSSK-9A  . . . . 

Survival  Kit  Container,  Aircraft  Seot,  Without  Oxygen,  Generol  Specification  For 

Survival  Kit  Container,  Aircraft  Seat,  With  Oxygen,  General  Specification  For . 

Survival  Kit  Container,  Aircroft  Seot,  With  Oxygen  RSSK-6 . . . . 

Survival  Kit  Container,  /  rcraft  Scat,  With  Oxygen,  RSSK-8D........ . . . 

Survival  Kit  Container,  Aircroft  Scot  With  OXYGEN-RSSK-lA 
Serves!  Kfi  Ce^'affcrs,  CN'J  129(V)'D  A-d  CNLM30/0 

Survival  Kit,  Airman  S,  SEEK-1  . . . . . . . . . . 

Survival  Kit,  Individual,  Tool..................  . . . . ..... 

Survivol  Kit,  Individual,  Over  Water.  Army  . . . . . . 

Survivol  Kit,  Individual,  Hot  Climate,  Army . . . . . . 

Survival  Kit,  Individual,  Vest  Type  . . 

Survival  Kit,  Individual,  Cold  Climate,  Army  . . . . 

Survivol  Kit,  individual.  Airman  S .......  . . . . . 

Survivol  K»f,  Individual,  Tropical,  Tacticol  Air  Crew  ..  . . . . . . . 

Survivol  Kit,  Individual  . . . . . . . . . 

Survivol  Kit,  life  Raft  . ... ........ ....  . . . . 

Survivol  Kit,  Parachute  Pack  SRlMd^P  . . . . . . . . 

Survivol  Vest,  Individual,  OV*l  Aircraft  . . . . . 
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TITLE 

Survlvol.emergency  &  Individuol  Combol  Ration;  -  Nutritional  Values  6,  Packaging 
(Edition  2)  (Req  for  Issue  Other  Than  D&od  Must  Be  Sent  Via  U.S.  Army 
Secutlty  Affairs  Commond  Aftm  AMSAC-MC/S,  S001  Eisenhower  Aye  Alexandria 
Vo  22333-0001 

Survivor,  Sling,  Rescue  Equipment,  Helicopter  . . . 

Suspenders,  Individual  Equipment  Belt,  ICO. . . . . . . 

Suspenders,  Trouser*,  M-1950  . . . . . . . . . 

Suspenders,  Trousers  (Suspenders,  Flying  Suit)  . . . . 

Suspension  Assembly,  Ground  Troops  Helmet  Liner . . . . . . . 

Suspension  Assembly,  Ground  Troops'  Paiachutists  Helmet . . . 

Suspension  Kit,  6  Inch  Hosetine . . . . . . . . . . . . 

Suspension  Kit,  Hoseline. . . . . . . . . . . . . 

Suspension  Lug  Wells,  Reinforced  Areas  And  Design  locd  Criteria  For  Droppable 
Aircraft  Stores(rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21, 
Wash.  D.c.  20360) 

Suspension  Lugs  For  1,000  lb  Class  And  2,000  To  5,500  lb  Class  Stores....... . 

Suspension  Units  With  Gravity  Release  Capability  For  Aircraft  Stores  (Edition  2) 
(Request  For  Issue  Other  ThandOD  Must  Be  Sent  Via:hQ  USAF/XOXX-ISO 
Wash,  DC  20330-5058 

Suspension  Units  With  Gravity  Release  Capability  For  Aircraft  Stores  (Ed  2) 

Request  Other  Than  Dod  Must  Send  Request  Via  Hq  Usaf/xoxx(iso),  Wash,  Dc 
20330-5058 

Suspensory,  Scrotal . . . . . . . . . . . . . . 

Suture  Clip  Kit,  Automatic  . . . . . . . . . . .... 

Suture  Removal  Kit,  Disposable,  Sterilesuture  Removal  Kit,  Disposable, 
STERILE230373 

Suture,  Absorbable,  Surgical  (Gut)  . . . . . . . . . . . . 

Suture.  Absorbable,  Surgical  (Polyglycolic  Acid)  . . . . . . . 

Suture,  Absorbcblo,  Surgical  (  Glycolide-  loctide  Copolymer)  . . . 

Suture,  Nonabsorbable,  Surgical  (NonmotoHic)  . . . . . 

Suture,  Nonabsorbable,  Surgical,  Silk,  Braided,  Without  Needle . . 

Suture,  Nonabsorbable,  Surgical  (Nonmctallic)  . . . . 

Suture,  Nonabsorbable,  Surgical  Polypropylene,  Monofilament,  Single  Armed . 

Swob,  Culture  (Calcium  Alginate  Wool  Tipped) . . . . . . . . . , 

Swob,  Culture  (Calcium  Alginate),....*..,. . . . . 

Swob,  Culture,  Calcium  Alginate  . . . . . . . 

Swab,  Proctosigmoidoscopic  Tip,  (Non-sterile,  500S)  . . . . 

Swob,  Toilet  Bowl,  All  Synthetic  . . . . . . . . . 

Swage  End  Ferrule,  Variable  Cavity . . . . . 

Swaging  Machine,  Aircraft  Cable  Portable,  Power  Operated,  Model  NSM-1  . 

Swaging  Machine,  Rotary,  Electric,  Floor  Mounted . . . . . „ . . 

Swaging  Tool,  Flexible  Cable  Terminal . . . . . . . 

Swaging  Tools,  flexible  Coble  Terminal,  Hand-operated  . . . . . . 

Sweat  Pants . . . . . . . . . . . . . . . . . . ,» 

Sweat  Pants,  Leg  Zipper  . . . . . . . . . . . . . 

Sweat  Shirt  . . . . . . . . . . . . . . . . 

Sweat  Shirt,  Zipper  Front . . . . . . 

Sweotband,  Headwear  (Leather)  . . . . . . . 

Sweotband,  Headwear,  Artificial  leather . . . . . 

Sweater;  Service,  Wool . . . . . . . . . . . . . . 

Sweater,  Man  S . . . . . . . . . . . . . . 

Sweater,  Man  S  (Flame  Retardant)  . . . . . . . . ...................... 

Sweater,  Mans,  Wool,  Olive  Drab, . . . . . . . . . . 

Sweater,  Womon  S,  Army  Green  329 . . . . . . . . . 

Sweater,  Woman  S,  Acrylic . . . . . . . . 

Sweatpants,  Physicol  Fitness  Uniform  (PFU) . . . . . . . . . . 

Sweatshirt,  Hooded,  Physical  Fitness  Uniform  (PFU) . . . . . . . 

Sweeper,  Magnet,  Self  Propelled......... . . . . . . — ... 

Sweeper,  Magnetic,  Road,  Wheel  Mounted,  Towed  Permanent  Magnet,  96  Inch . . 

Sweeper,  Rotary,  Self-propelled,  Industrial  Type,  Rider  Operated ............................. 

Sweeper,  Rotary,  Towed,  Commercial,  Blower  Type  . .  .................... 

Sweeper,  Rotary,  Self-propelled,  (Street  Type)  . . . . . 

Sweeper,  Rotary,  Towed . . . . . . . . . . . . 

Sweeper,  Rotory,  Towed  (Use  In  Lieu  Of  Mil-*  ".8141 G) . . ................................ 

Sweeper,  Rotory,  Tawed  A/M32U-5A,  Snow.  Air  Blast . . . . . 

Sweeper,  Street  Vacuum,  Self  Propelled,  DED,  4  Cubic  Yard  Effective  Minimum 
Capacity 

Sweeper;,  Rotory,  Self-propelled,  Vocuumircdj  1.75  Cubic  Yard  Minimum  Hopper 
Capacity 

Sweeping  Compound . . . ............ .......... . . 

Sweetpofatocs,  Candied,  Powder  (For  Oral  liquid  Feeding) . . . 

Swing  Check  Volves  For  Waterworks  Service,  2  In.  Through  2J  In.  NPS  -  1  Feb  82.. 

Switch  &  Detectors,  Shipboard  Alarm  System  . . . . . . . 

Switch  &  Frags,  Track,  Fabricated,  For  Portal  Cronos  . . . . . 

Switch  And  Associated  Hardware,  Selection  And  Use  Of  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Switch  And  Connector  Assembly  . . . . . . . . . . . 

Switch  Assemblies.  Sensitive.  Trigger.  7  Amperes,  Unsealed  . . . . 

Switch  Assemblies,  Sensitive,  Push  Button,  Low  Level  To  4  Amperes,  Hermetic  Seal, 
Momentary  Action 

Switch  Assemblies,  Sensitive  Lever  (Without  Integral  Leaf),  Unsealed,  7.5  Amperes  .. 
Switch  Assemblies,  Linear  Movement,  Manual  And  remote  Operation,  Generol 
Specification  For 

Switch  Assemblies,  Sensitive,  Toggle  Lever  (With  Integral  Leaf),  5  Amperes, 

Unsealed 

Switch  Assemblies,  linear  Movement,  Manual  And  Remote  Operation,  Style  Ls  ........ 

Switch  Assemblies  Movement,  Manual  oo  Remote  Operation,  Style  BLS . 

Switch  Assemblies,  Linear  Movement,  Manual  Operation,  Style  CIs . 

Switch  Assemblies,  Linear  Movement,  Manual  And  Remote  Operation,  Sty’e  Dls. ....... 

Switch  Assemblies,  Linear  Movement,  Manual  Operation,  Style  Jfs . . . . 

Switch  Assemblies,  Linear  Movement,  Manual  And  Remote  Operation,  Snap-action, 
Style  Sis 

Switch  Assemblies,  Linear  Movement,  Manuol  Operation,  Style  KLS . . . 

Switch  Assemblies,  Linear  Movement,  Remote  Operation,  Type  R3DLSO-S3A3 
Monuol  &  Remote  Operation,  Style  DLS,  Type  R3DLSO-S3A4 

Switch  Assemblies,  Linear  Movement,  Monuol  &  Remote  Operation,  Style  5DLS . 

Switch  Assemblies,  Linear  Movement,  Remote  Operat;on,  Style  5DIS,  Type 
R5DLSO-S1A1 

Switch  Assembly.  Ml 67 . . . . . . . . . 

Switch  Assembly,  Sensitive,  Push,  Momentary,  5  Amperes,  Unsealed...... . . . 

Switch  Assembly,  Sensitive,  Roller  Plunger,  SPOT,  7  Amperes  Resilient  Seal . .... 

Switch  Assembly,  Sensitive,  Toggle  7  Amperes,  Panel  Seal  . . . . . . 

Switch  Assembly,  Sensitive,  Interlock,  Unsealed  . . . . . . 

Switch  Assembly,  Sensitive,  Push,  Alternate,  Unsealed . . . . 

Switch  Assembly,  Style  SL07  (10  Ampere-double  Break) . . . . . 

Switch  Box,  SA  1997/U . . . . . 

Switch  Housing,  Pushbutton,  Illuminated,  Style  SL08  (10  Ampere-double  Break) 
131067 

Switch  Pressure  Gage  (Type  !i  Class  0  Cl)  Spdt,  3  Amperes  . . . . . 

Switch  Push  Button,  Illuminated  Lenses,  Style  L15  . . . . . . 

Switch  Rotory  Enclosed,  Submersible  (15  Feet),  Snap  Action,  500  Volts  Alternating 
CURRENT/250  Volts  Direct  Current,  30  Ampere,  Symbols  838.1  (DPDT),  840.1 
(DPDT),  &  851  (TPST) 

Switch  Rotary  26/125  Volts . . . 

Switch  Solid  State  Transducer,  2  Axis  Joystick . . . . . . 

Switch  Subassembly,  Color  Filters  (For  Switch,  Push  Button,  Illuminated) . . . 

Switch  Thermostatic  (Metallic),  Type  LI  Hermetically  Sealer,  Overheat  Detector 
Adjustable,  Dual  Terminal  3  Amperes 

Switch  Thermostatic  (Voltile  Liquid),  Hermetically  Sealed,  Single  Pole  Double  Throw 
(Spdt), fast  Response  Time,!ow  level  To  1.5  Amperes 
Switch  Toggle,  Positive  Break,  Miniature,  Toggle  Sealed,  Double  Pole  Printed  Circuit 
Board  Terminal,  Right  Angle  Mount 

Switch,  (Coaxial),  Radio  Frequency  Transmission  Line,  Generol  Specification  For . 

Switch,  (Coaxial),  Radio  Frequency  Transmission  line(  Manually  And  Motor 
Operated)  Class  1  (Type  N  Connectors) 

Switch,  (0.100X0.300  Submininiature)  Sensitive  Spdt,  Unsealed,  1  Ampere.. . 

Switch,  Acceleration,  Atomic  Weopon.  M54 . . . . . . . . . 

Switch,  Actuator,  Extended  PlungerType . . . . . 

Switch,  Actuator,  Roller  leaf . . . . . . 

Switch,  Actuator,  Plunger  Type  . . . . . . . 

Switch,  Air  And  Liquid  Flow,  Sensing  General  Specification  For . . 

Switch,  Alarm,  latching,  SA-1954/F  SS-9(V)  . . . . . . 

Switch,  Alarm,  latching,  SA*1954/FSS-9(V)  . . . . . 

Switch,  Antenna,  Radio  Frequency,  Solid.state,  General  Specification  For . . . 

Switch,  Antenna,  Radio  Frequency,  Solid-state,  SA-1474A/A  . . . . . . . . 

Switch,  Antenna,  Radio  Frequency,  Solid&state . . . . . 

Switch,  Anti-disturbance  For  M56  Mine . . . . . . . . . . . . . . 

Switch,  Arm-safe  Mork  60  Mod  1  . . . . . . . . . . . 

Switch,  Arrcngemcnt  And  Functions,  Grip  Assembly,  Cyclic  Controller,  For....... . . 

Switch,  Assemblies,  Sensitive,  lever  Lock,  5  Amperes,  Unseoled  . . 

Switch,  Assemblies  For  Remote  Operoted  Switches,  10  Ampere  Styles  RJR  An  RJRA 
Switch,  Balanced  Mognetic,  SA-1955/FSS-9(V)....................... . . . . . . 

Switch,  Beam  Selecting,  Mcodlighi-spdl,  No  Off,  24  Volt  Dc . . . . . . . . 

Switch,  Beam  Selecting,  Headlight  •  Dpdi,  No  Off,  28  Volt  Dc,.». . . 

Switch,  Coaxial,  Rodlo  Frequency  Transmission  line  (For  Use  With  Electronic 
Countermeasures  Equipment)  Double  Pole,  Double  Throw,  Type  2 
Switch,  Coaxial,  Radio  Frequency  Transmission  line  (For  Use  With  Electronic 
Countermeasures  Equipment),  Generol  Specification 
Switch,  Coaxiol,  Radio  Frequency  Transmission  Line  (Fo.  Use  With  Electronic 
Countermeasures  Equipment)  Single  Pole  Double  Throw,  Type  1 
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Switch,  Code  Indicating  Wheel  (Printed  Circuit),  Thumbwheel  Switch  Assembly, 
Integral  Bezel,  Nonjeoled,  Nomllumlnoted,  Snap  In  Mounting,  Style  SRPC28 
Switch,  Code  Indicating  Wheel  (Printed  Circuit),  Thumbwheel  Switch  Assembly, 
Integral  Bezel,  Nonsealed,  Nonillumlnated,  Solid  Mounting,  Style  SRPC29 
Switch,  Code  Indicating  Wheel  (Printed  Circuit)  (Thumbwheel  Switch  Assembly, 

Sealed  Module,  Illuminated  Or  Nonillumlnated),  (Top,  Bottom,  Or  Rear 
Relampable),  Style  SRPCI5 

Switch,  Code,  Indicating  Wheel  (Printed  Circuit),  (Thumbwheel  And  Pushbutton), 
General  Specification  For 

Switch,  Coding  Indicating  Wheel  (Printed  Circuit)  (Pushbutton,  Bidirectional,  Sealed 
Or  Unsealed,  Illuminated  &  Nonillumlnated)  Style  SRPC180  S»  *2 

Switch,  Color  Filter  (For  tens,  Style  130)... . . . . . . 

Switch,  Combined  Option  Selector.  M167E1  . . . . . . . 

Switch,  Driver  Mark  76  Mod  O . . . . . . . . . . 

Switch,  Dual  In  Line  Package  (DIP).  Rocker  Actuator,  Standard  Profile,  Single  Pole, 
Single  Throw  Stations,  Sealed  Base 

Switch,  Dual  In  Line  Package  (DIP),  Rocker  Actuator,  low  Profile,  Single  Pole, 

Single  Throw  Stations,  Sealed  Base 

Switch,  Dual  In  Line  Package  (DIP),  Slide  Actuator,  Single  Pole,  Single  Throw 
Stations,  Closed  8ase 

Switch,  Duo!  In  Line  Package  (Dip)  Slide  Actuator,  Low  Profile,  Single  Throw 
Stotions,  Sealed  Base 

Switch,  Dual  In  Line  Package  (DIP),  Rocker  Actuator,  Standard  Profile,  Single  Pole, 
Double  Throw  Stations,  Sealed  Base 

Switch,  Dual  In  line  Package  (Dip),  Recessed  Rocker  Actuator,  Stondord  Profile, 
Single  Pole,  Double  Throw  Stotions,  Sealed  Bose 
Switch,  Dual  In  Line  Package  (Dip),  Rocker  Actuator,  Stondord  Profile,  DPDT 
Stations,  Sealed  Base 

Switch,  1  uol  In  Line  Package  (Dip),  Recessed  Rocker  Actuator,  Standard  Profile, 
DPDT  Stations,  Sealed  Base 

Switch,  Dual  In  Line  Package  (Dip),  Toggle  Actuator,  Standard  Profile,  Single  Pole, 
Double  Throw  Stations,  Sealed  Bose 

Switch,  Dual  In  Line  Pockage  (Dip),  Toggle  Actuator,  Standard  Profile,  DPDT 
Stations,  Sealed  Base 

Switch,. Duo!  In  Line  Package  (Dip),  Side  Toggle  Actuator,  Low  Profile,  SPST 
Stations,  Sealed  Base 

Switch,  Dual  In  Line  Package  (Dip)  Recess............ . . . . . . . 

Switch,  Dual  In&'ine  Package  (DIP),  General  Specification  For . . . . . 

Switch,  Electro  Explosive,  Instant  Delay . . . . . . . . . . . 

Switch,  Electronic  Transducer,  Toggle  Type  . . . . . . . . . . . 

Switch,  Firing,  Mark  9  Mod  O  (For  Exploder  Mechanism  Mark  19  Series). . 

Switch,  Firing,  Mark  8  Mod  O  And  1  (Inertia)  For  Exploder  Mechanism  Mark  19 
Series 

Switch,  Float,  Aircraft  Fuel  Level,  General  Specification  For . . . . 

Switch,  Hydrostatic  Mark  58  Mod  0 . . . . . . 

Switch,  Hydrostatic,  Mark  24,  Mods  0,  1,  2,  And  3  (For  Exploder  Mechanism  Mark 
19  Series) 

Switch,  Hydrostatic,  Mark  110  Mod  0...., . . . . . . . . 

Switch,  Hydrostatic,  Mork  42  Mod  0 . . . . . . 

Switch,  Hydrostatic,  Mork  63  Mod  0  And  Mod  1  . . . . . . . 

Switch,  Hydrostatic,  Mork=41  Mods  0  And  1.. . . . . . . . . . . . . . . 

Switch,  Inertia,  Fuze........... . . . . . . . . . . 

Switch,  Inertia,  Mark  104  Mod  1  (For  Torpedomark  46“Mod$  OThru  5).. . . . 

Switch,  Integrator  Mork  62  Mod  2  . . . . . . . . . . . 

Switch,  Lens,  Style  131 . . . . . . . . . . . . . 

Switch,  Liquid  Flow,  Single  Pole,- Double  Throw  (Spdl),  3_ Amperes,  Operating _ 
Temperoture_(32  Deg.  F  To  185  Deg.  F) 

Switch,  Liquid  level,  Generol  Specification  For . . . . . 

Switch,  Microphone  Throttel,  Type  SA»99A/AR, . . . . . . . . 

Switch,  MIL*S'3950  And  M1L*S*83731,  Military  Standard  Port  Numbering  . . . 

Switch,  Multistation,  Pushbutton,  (Illuminated  Matrix  Arrangement),  Plug*in  Module, 
Common  Termination  System,  Style  SM 1011 
Switch,  Multistation,  Pushbutton,  (llluminoted  And  Nonillumlnated),  General 
Specification  For 

Switch,  Multistation  Push  Button  (Illuminated  Matrix  Arrangement)  Rfi  Shielded, 
Moisture  Seoled,  High  Impact  Shock  Style  SM07 
Switch,  Multistation,  Push  Button,  (llluminoted  Matrix  Arrangement),  Plug-in  Module, 
S  ty  IsSmw 

Switch,  Multistation,  Pushbutton,  (Illuminated  Matrix  Arrangement)  PJyg*fn  Module, 
EM1/RFI  Shielded,  Dripproof,  Style  SM11 
Switch,  Multistation,  Pushbutton,  llluminoted  Matrix  Arrangement,  Sunlight 
Readable,  4  Lamp,  Plug-in  Module,  Style  SM12L1 
Switch,  Nose  Crush  Assembly,  Assembling  And  Packing  (Dragon) . . 

Switch,-  Pressure,  Fcr  T4016  (T310)  Test  Set  . . . . . . 

Switch,  Pressure&wornlng,  low  Air  Pressure,  60  Psr,  Spst,  Waterproof.. . . . . 

Switch,  Pressure . . . . . . . . 

Switch,- Pressure-worning,  Spst,  Waterproof,  24  Volf,  Dc  . . . . . 
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EC 
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ALPHABETICAL  LISTING 


Tins 


Switch,  Pressure  . . . . . . . . 

Switch,  Pressure-Stoplight,  Vehicular,  Air  Brake  System,  24  Volt,  Waterproof . . . . 

Switch,  Pressure,  Absolute  (Type  I),  3  Amperes- . . . . . 

Switch,  Pressure-stoplight,  Vehicular,  Hydraulic  Brake  System,  24  Volt,  Waterproof .. 
Switch,  Pressure,  Gauge  (Type  11)<  3  Amperes. . . . . . . 

Switch,  Pressure  (Gage),  Type  11,  SPOT,  3  Amperes . . 

Switch,  Pressure,  Gage  (Type  li,  Class  1)  Spdt,  4  Amperes . . . . . . 

Switch,  Pressure  . . . . . . . . . . . 

Switch,  Pressure  (Gage),  Type  li,  Spst,  5  Amperes . . . . . . 

Switch,  Pressure,  (Gage)  Type  11,  5  Amperes . . . . 

Switch,  Pressure,  (Gauge)  Type  11,  5  Amperes . . . . . 

Switch,  Pressure,  Differential  (Type  111),  4  Amperes.... . . . 

Switch,  Pressure,  Differential  (Type  111),  5  Amperes..... . 

Switch,  Pressure,  (Gage)  Type  II,  low  level  To  5  Amperes . 

Switch,  Pressure,  (Gage)  Type  II,  low  Level  To  5  Amperes . . . . 

Switch,  Pressure,  (Gage),  Type  li,  Spdt,  10  Amperes  . . . . . . . . 

Switch,  Pressure,  (Gage),  Type  11........ . . . . . . . . 

Switch,  Pressure,  (Gage)  Type  II,  low  level  To  5  Amperes.... . . . . 

Switch,  Pressure,  (Gage)  Type  II,  low  Level  To  1  Ampere... . . . 

Switch,  Pressure,  (Gage)  Type  It,  Low  level  To  1  Ampere . . . . . 

Switch,  Pressure,  (Gage)  Type  SI,  .25  Amperes . . . 

Switch,  Pressure,  Absolute  Type  I,  5  Amperes  . . . . . . . . 

Switch,  Pressure,  Aircraft,  Differential,  Type  I  And  11,  Class  2  . . . . 

Switch,  Proximity,  Solid-state... . . . . . . . . . 

Switch,  Pull&spst,  latch  Disconnect,  24  Volt  Dc . . . 

Switch,  Pull,  Switch,  Push,  Switch,  Beam  Selecting,  Headlight,  Electrical  (28  Volts 
DC  Maximum,  For  Military  Vehicles 

Switch,  Push  Button,  Illuminated,  Switch  Assemblies,  Modular . 

Switch,  Pu;h  Button,  Illuminated,  4-LAMP,  Clip  Mounted,  light  Module  For  . 

Switch,  Push  Button,  Illuminated,  Orip  Proof  Seal,  Momentary  And  Alternate  Action 
(DPDT/2  Circuit  -  2  Amperes) 

Switch,  Push  Button,  ILLUMINATED  Lenses  (Snap-in,  T-1-3/4  MFB  Lamp) . 

Switch,  Push  Button,  ILLUMINATED  Lenses  (Screw-in,  T-l*3/4  MFB  Lamp) . 

Switch,  Push  Button,  Illuminated,  4  Lomp,  low  level  To  7.5  Amperes,  Common 
Termination  System,  Splashproof,  Sunlight  Reodable,  High  Impact  Shock  Resistant, 
EMI  Shielded 

Switch,  Push  Button,  Illuminated,  4  lamp,  low  level  To  7.5  Amperes,  Splashproof, 
Sunlight  Readable,  High  Impact  Shock  Resistant,  EMI  Shielded 

Switch,  Push  Button,  Illuminated  Cop,  Color  Filter  For . . 

Switch,  Push  Button,  llluminoted,  2PDT,  4PDT  And  Indicator  Assemblies,  4-lAMP, 
Solid  Mounting 

Switch,  Push  Button,  Illuminated,  2-lAMP,  Solid  Mount,  3  Amperes,  Unsealed  . 

Switch,  Push  Button,  llluminoted,  2  lamp,  lens  Arrangements  For . 

Switch,  Push  Button,  Illuminated,  (lens  Assembly  For) . . . . . 

Switch,  Push  Button,  ILLUMINATED,  4  lomp.  Solid  Mount,  Plug-in  Module 
(Insertoble  Type  Termination) 

Switch,  Push  Button,  llluminoted  Panel  Seal  For . . . 

Switch,  Push  Button,  Illuminated,  Push  Buttons  For  (Snap  In  A  Screw  In)  . . 

Switch,  Push  Button,  Illuminated  Color  Filter  . . . . . . 

Switch,  Push  Button,  Illuminated  lenses  Screw  28  T«1»3/4  MFB  lamp . 

Switch,  Push  Button,  Illuminated,  Momentary  And  Push-pull  (2  CIRCUITS  Amperes) 

Switch,  Push  Button,  Illuminated  indicated  light  For,  Modular,  4  Lamp . . 

Switch,  Push  Button,  ILLUMINATED,  4  Lomp,  0.87  Square,  7  Ampere, 
Electromagnetic  Interference  Shielded 

Switch,  Push  Button,  Illuminated,  lens  Plate  For,  1.030  long  X  .730  Wide . 

Switch,  Push  Button,  Illuminated  2PDT  And  4PDT,  Plug-in  Module . . . . 

Switch,  Push  Button,  llluminoted,  4  Lomp,  Solid  Mount,  Modular  Constructed,  High 
Impact  Shock 

Switch,  Push  Button,  Illuminated,  High  Impact  Shock,  Modular  Switch  Assemblies  For 
Switch,  Pi.i$h  Button,  ILLUMINATED,  4  lamp.  Solid  Mount,  RF1  Shielded,  Moisture 
Sealed,  High  Impact  Shock  Resistant 
Switch,  Push  Button,  1llUMINATED,-4  Lomp,  0,75  Square,  7.5 
Ampere.elcitromagnelic  Interference-Shielded 
Switch,  Push  Button,  llluminoted,  lens  Assemblies  For.  .665  Sq  And  .916  Lg  X  .665 
Wide 

Switch,  Push  Button,  llluminoted  (2.330  Inches  Long  X  .750  Inch  Square)  . . . 

Switch,  Push&spst,  Heavy  Duty,  24  Volt  Dc... . . . . . . . . 

Switch,  Push,  Illuminated,  4  lamp,  RF1  Shielded  . . . . . . . . 

Switch,  Push,  Illuminated,  4  -  Lomp,  Clip  Mounted  (Modular  Constructed) . . . . 

Switch,  Push,  Microphone,  DPST,  Normally  Open,  Foot  Operated,  Momentary  ........ 

Switch,  Push,  Momentary,  Spst,-5  Amperes,  Unsealed. . . . . 

Switch,  Push,  Momentary,  2  Circuit,  Unsealed  . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Switch,  Push,  10  Amperes  And  Low  Level,  Dustiight  . . 

Switch,  Push,  2  Circuit,  Alternate  Action,  10  Amperes,  Dusttight...... . . . . 

Switch,  Push,  2PDT,  Momentary,  1  Ampere,  Sealed  And  Unsealed,  Emi  And  Non 
Emi  Shielded 

Switch,  Push,  4  Circuit,  4  Amperes,  Dustiight  . . . . . . 

Switch,  Pushbutton,  Illuminated,  4  Lamp,  0.75  Square,  7  Amperes,  Electromagnetic 
Interference  Shielded 

Switch,  Pushbutton,  Illuminated,  Momentary  And  Alternate  Action,  4  Lamp,  7 
Amperes  (2.43  Long  X  .875  Square) 

Switch,  Pushbutton,  Illuminated,  4  Lamp,  SPDT  &  DPDT,  7.5  Amperes,  Silver 
Contacts,  1  Ampere,  Gold  Contacts  (Dn'pproof,  Sunlight  Readable,  RFI  Shielded) 
Switch,  Pushbutton,  Matrix  Or  Individually  Mounted,  Illuminated,  4-LAMP,  SPDT  & 
DPDT,  5.0  Amperes,  Silver  Contacts,  1  Amp.  Gold  Contacts  (Dripproof,  Sunlight 
Readable,  EMI/RFI  Shielded) 

Switch,  Pushbutton,  4  Lamp,  Pushbutton  &  Lens  Assemblies  For,  .610  Square 
(Dripproof,  Sunlight  Readable,  EMI/RFI  Shielded) 

Switch,  Pushbutton,  Illuminated,  2  Amperes,  2PDT,  4PDT  &  Indicator,  4  Lamp, 
Sunlight  Readable  (EMI/RFI  Sheilding,  Modular  Construction) 

Switch,  Pushbutton,  Illuminated,  4  Lamp,  Sunlight  Reodoble  (For  Illuminated 
Pushbutton  Switch) 

Switch,  Pushbutton,  Illuminated,  Plug-in,  Switch  Module  For,  2PDT,  4PDT . . . . 

Switch,  Pushbutton,  Illuminated  Color  Filter  (For  Style  $126  . . . . . . 

Switch,  Pushbutton,  llluminoted,  4  Lamp,  Solid  Mount,  (Modular  Constructed)  . . 

Switch,  Pushbutton,  Illuminated,  Momentary,  SPDT  &  DPDT,  One  Lamp,  7  Ampere 
Silver  Contacts,  1  Ampere  Gold  Contact 

Switch,  Pushbutton,  Illuminated,  Single  Lamp,  7  Amperes,  Momentary  Action . 

Switch,  Pushbutton,  Illuminated,  4  Lamp,  0.750  Square,  Low  Level  To  7  Amperes, 
Sunlight  Reodoble  Display 

Switch,  Pushbutton,  llluminoted.  Rocker,  Poddle,  Solid  State  Hall  Effect,  Unseoled  .... 

Switch,  Pushbutton,  llluminoted.  Rocker,  Poddle,  Power  Duty,  Unseoled . 

Switch,  Pushbutton,  Illuminated,  Rccker,  Paddle,  logic  loud  To  3  Amperes,  Unseoled 
Switch,  Pushbutton,  Illuminated  Momentary  Action,  4  lamp,  SPDT  And  DPDT,  7.5 
Amperes  Silver  Contacts,  1  Ampere  Gold  Contacts  (Sptashproof,  Sunlight 
Readable,  High  Impact  Shock  Resistant,  EMI  Shielded) 

Switch,  Pushbutton,  llluminoted  2PDT  &  4PDT,  Plug  In  Module  (Common  Termination 
System) 

Switch,  Pushbutton,  Illuminated,  4  Lamp,  RFI  Shielded,  Drip  Proof . . . 

Switch,  Pushbutton,  Illuminated,  Color  Filter.... . . . . . . . . . 

Switch,  Radio  Frequency  Transmission  Line  $A*521A/A . . . 

Switch,  Radio  Frequency  Transmission  Line  (Coaxial)  (Electrically  &  Manually 
Operated)  Class  7 

Switch,  Rodio  Frequency  Transmission  Line  (Coaxial)  (Electrically  Operated)  Class  1 
Switch,  Rodio  Frequency  Transmission  Line  (Coaxial)  (Electrico'ly  Operated)  Class  7 
(Inoctive) 

Switch,  Radio  Frequency  Transmission  Line  (Cooxiol)  (Electrically  Operated)  Class  5, 
1P2T 

Switch,  Radio  Frequency  Transmission  line  (Coaxial)  (Electrically  Operated)  Class  5, 
IP3T 

Switch,  Radio  Freuenc  Y  Transmission  line  (Coaxial)  (Electrically  Operated)  Class  8, 
1P4T 

Switch,  Radio  Frequency  Transmission  Line  (Cooxiol)  (Electrically  Operated)  Class  5, 
1P6T 

Switch,  Rodio  Frequency  Transmission  Line  (Cooxiol)  (Electrically  Operated  Class  5, 
T&r 

Switch,  Radio  Frequency  Transmission  Line  (Coaxial)  (Electrical  Operated)  Class  4, 
IP2T 

Switch,  Radio  Frequency  Transmission  Line  (Coaxial)  (Electricolly  Operated)  Class  4, 
Tsr 

Switch,  Radio  Frequency  Transmission  Line  (Coaxial)  (Electricolly  Operated)  Class  4, 
2P2T 

Switch,  Radio  Frequency  Transmission  Line  (Cooxiol)  Manually  &  So  lenoid 
Operated)  Closses  1  (Type  N  Connectors)  &  7  (Type  B&nc  Connectors 

Switch,  Reed,  General  Specification  For . . . . . . 

Switch,  Rf  Coaxial,  Selection  Of . . . . . . . . . . . . . . . 

Switch,  Rotary . . . . . . . . . 

Switch,  Rotary  (Printed  Circuit),  (Thumbwheel  Switch  Assembly,  Sealed  Modules, 
Dual  Illuminated),  (RFI  Shielded)  (Top  oo  Bottom  Relompable),  StylesRPC20 
Switch,  Rotory. (Printed  Circuit),  (Pushbutton,  Unidirectional,  Sealed  Or  Unsealed, 
llluminoted  (Side  Relompable)  Or  Nqni!luminoted(,  Style  SRPC23 
Switch,  Rotary  (Printed  Circuit)  (Toggle,  Bidirectional,  Sealed,  llluminoted  Or 
Nonilfuminoted)  Style  SRPC24 

Switch,  Rotary  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Integral  Bezel, 
Nonsealed,  Illuminated  Or  Nonilluminated),  Style  SR  CP  11 
Switch,  Rotary  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Sealed  Module, 
Illuminated  Or  Noniiluminofed),  (Top  Relompable),  Style  SRPC12 
Switch,  Rotary  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Integrol  Bezel, 
Nonsealed,  Nonilluminated),  Style  SRPC14 
Switch,  Rotary,  28  Volt  Dc,  Waterproof  . . . . . . . 

Switch,  Rotary,  M21A1  . . . . . . . . . . . 

Switch,  Rotary,  Printed  Circuit,  Push  Button,  Sealed,  Illuminated  And  Nonilluminated, 
Style  SRPC17 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-S-8805/3H 

5930 

EC 

30  Nov 

87 

ER 

EC 

85 

MIL-S-8805/35A  (1) 

5930 

EC 

12  Feb 

71 

ER 

EC 

11 

MIL-S-8805/95D 

5930 

EC 

14  Ocl 

77 

ER 

EC 

85 

MIL-S-8805/30E 

5930 

EC 

30  Nov 

87 

ER 

EC 

11 

MIL-S-22885/67C  (1) 

5930 

EC 

25  Oct 

79 

ER 

EC 

85 

l 

MIL-S-22885/84B 

5930 

85 

30  Sep 

88 

85 

NOTICE  1 

l 

MIL-S-22885/100  (1) 

5930 

85 

23  Jan 

84 

85 

l 

MIL-S-22885/I0IA  (1) 

5930 

85 

29  Aug 

86 

85 

l 

MIL-S-22885/102A 

5930 

85 

16  Jun 

84 

85 

l 

MIL-S-22885/103 

5930 

EC 

15  Oct 

85 

EC 

l 

MIL-S-22885/104 

5930 

EC 

15  Ocl 

85 

EC 

l 

MIL-S-22885/105 

5930 

EC 

15  Oct 

85 

EC 

l 

MIL-S-22885/78 

5930 

EC 

15  Mar 

71 

EC 

MIL-S-228B5/9K  (1) 

5930 

EC 

23  Feb 

82 

ER 

EC 

85 

MIL-S-22885/79C 

5930 

EC 

12  Aug 

80 

ER 

EC 

85 

l 

MIL-S-22885/89A 

5930 

85 

18  Feb 

77 

85 

MIL-S-22885/90A 

5930 

EC 

29  Jul 

81 

ER 

EC 

85 

l 

MIL-S-22885/9IB 

5930 

EC 

27  Feb 

85 

ER 

EC 

85 

MIL-S-22885/92A  (1) 

5930 

EC 

26  Apr 

85 

EC 

85 

L 

MIL-S-22885/93B 

5930 

EC 

27  Feb 

85 

ER 

EC 

85 

l 

MU-S-22B85/94A 

5930 

EC 

06  Sep 

80 

EC 

l 

MIL-S-22885/95A 

5930 

EC 

23  Feb 

82 

EC 

l 

MIL-S-22BB5/96A  (1) 

5930 

EC 

23  Jar 

84 

EC 

l 

Mtl-S-22885/76 

5930 

EC 

20  Nov 

70 

EC 

Ql 

MIL-S-25879C  (1) 

5985 

85 

01  At-g 

76 

85 

MIL-S-3928/8C 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3928/10D 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

l 

MIL-S-3928/11B 

5985 

EC 

15  Jul 

88 

EL 

EC 

85 

MIL-S-3928/15D 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3 928/16 

5985 

EC 

15  Mor 

74 

ER 

EC 

85 

MIL-S-3928/17A 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3928/18B 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3 928/19C 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3928/20C 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3928/21B 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-3928/23A 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-392B/7C 

5985 

EC 

07  Aug 

88 

ER 

EC 

85 

Q 

MIL-S-55433C 

5930 

ER 

07  Jul 

80 

ER 

EC 

MIL-STD-I329C 

5985 

EC 

15  Jul 

88 

ER 

EC 

85 

L 

MIL-5-45885 

NUORAR 

26  Feb 

76 

AR 

MIL-S-22710/20C 

5930 

85 

04  Ocl 

82 

CR 

EC 

85 

MIL-S-22710/23C 

5930 

EC 

30  Sep 

86 

ER 

EC 

85 

MIL-S-22710/24A  (2) 

5930 

EC 

18  Feb 

83 

ER 

EC 

85 

MIL-S-22710/11E 

5930 

EC 

04  Oct 

82 

ER 

EC 

85 

MIL-S-22710/12E  (1) 

5930 

35 

08  Nov 

84 

ER 

EC 

85 

MIL-S-22710/14E  (1) 

5930 

85 

08  Nov 

84 

ER 

EC 

85 

l 

MS-39060A 

5930 

AT 

01  Sep 

87 

AT 

NOTICE  1 

l 

M1L-S-50951  (1) 

NUORAR 

30  Nov 

78 

AR 

MIL-S-22710/17H 

5930 

85 

30  Sep 

86 

CR 

EC 

85 

694 


ALPHABETICAL  LISTING 


TITLE 


Switch,  Rotary,  28/115  Volts.. . . . . . . . 

Switch,  Rotary,  Open  Construction,  .5  Ampere,  low  level,  Positive  Shaft 
Grounding,  EM1/RFI,  Style  SR15 

Switch,  Rotory,  Spotlight,  Vehicular,  Mechanically  Actuated,  24  Volt  D.c . . . . 

Switch,  Rotory,  Electro-mechanico!  Actuated  (Solenoid  Type),  Open  Construction, 

1/2  Ampere,  Style  SR18 

Switch,  Rotary,  Ammeter  Selector,  115/200  Volts  For  1,  2,  4  Generator  System . 

Switch,  Rotary,  Closed  Construction,  1/10  Ampere,  Style  SR  19 . 

Switch,  Rotary,  Ammeter  ■  Voltmeter  Selector,  115/200  Volts,  Three  Wafer  (Asg).... 

Switch,  Rotory,  Closed  Construction,  Explosion  Proof,  1/2  Inch  Diameter,  1/5 
Ampere,  Style  SR20 

Switch,  Rotary,  Closed  Construction,  1  Ampere  &  low  Level  Style  SR28 . . . 

Switch,  Rotory,  Open  Construction,  Lever  Actuated,  1/4  Ampere,  S*  SR31  . . 

Switch,  Rotary,  Open  Construction,  1/5  Ampere,  Style  SR32  . . . . 

Switch,  Rotary,  Closed  Contruction,  Explosion  Proof,  1/5  Ampere  Style  SR35  . . 

Switch,  Rotary,  Closed  Construction,  1/4  Ampere  Style  SR36....... . . . 

Switch,  Rotary,  Closed  Construction,  Explosion  Proof,  400  Milliampercs,  Style  SR39 

Switch,  Rotary,  Open  Construction,  1/2  Ampere  &  low  Level  Style  SR40 . . . 

Switch,  Rotary,  Closed  Construction,  0.5  Ampere,  Style  SR.. . . . . . . 

Switch,  Rotory,  Snap  Action  Class  6SR  Front  Mounted,  Side  Connected. . 

Switch,  Rotory,  Snap  Action  &  Detent/spring  Return  Action  Generol  Specification 
For 

Switch,  Rotary,  Snap  Action  Class  15R  Front  Mounted,  Bock  Connected  . 

Switch,  Rotor/,  Snap  Action  Class  1SR  Front  Mounted,  Side  Connected.. . . . . 

Switch,  Rotory,  Snap  Action  Class  1SR  Front  Mounted,  Side  Connected . . 

Switch,  Rotary,  Detent  &  Spring-return  Action  Class  1SRN  Front  Mounted,  Bock 
Connected 

Switch,  Rotary,  Snap  Action  Class  3SR  Front  Mounted,  Bock  Connected  . 

Switch,  Rotary,  Enclosed,  Splashproof,  Snop  Action,  125  Volts  Alternating  Current, 

10  Ampere,  Symbol  814  (DPST) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  503  Volts  Alternating 
CURRENT/250  Volts  Direct  Current,  30  Ampere,  Symbols  839.1  (4DPT),  848.1 
(TPDT),  &  2752.1  (Special) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feel),  Snap  Action,  500  Volts  Alternating 
CURRENT/250  Volts,  Direct  Current,  30  Amperc.symbol  852  (4PDT) 

Switch,  Rotary,  Enclosed  . . . . . . . . . . . 

Switch,  Rotory,  Snop  Action  Class  6SR  Base  Mounted,  Side  Connected . 

Switch,  Rotary,  Snop  Action  Class  20SR  Front  Mounted,  Bock  Connected  . . 

Switch,  Rotary,  Snop  Action  Class  20SR  Front  Mounted,  Side  Connected . 

Switch,  Rotory,  Snop  Action  Class  20SR  Bose  Mounted,  Side  Connected . 

Switch,  Rotor/,  Enclosed,  Submersible  (15  Feel),_Snbp  Action,  500  Volts  AC  250 
Volts  DC,  30  /,  t'.pcrc.  Symbol  2753  (DPST) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feel),  Snop  Action,  Transfer,  With 
Indication,  125  Volts  AC,  30  Ampere,  Symbol  2763  (4PDT) 

Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  125  Volts  AC,  10 
Ampere,  Symbol  801,1  (DPST) 

Switch,  Rotory,  Enclosed  Submersible  (15  Feet),  Snap  Action,  125  Volts  AC,  10 
Ampere,  Symbol  858  (DPTT) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feel),  Snop  Action,  125  Volts  Alternating 
Current,  10  Ampere,  Symbols  801.2  (DPST),  804.1  (TPST),  829.1  (D?DT,  &  879.1 
(DPTT) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  125  Volts  Alternoting 
Current,  10  Ampere,  Symbols  805.1  (4PST),  &  857  (TPDT) 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  125  Volts  Alternating 
Current,  10  Amperes,  Symbols  827.1  (Speciol),  850.1  (TPDT),  863  (4PDT) 
Switch,  Rotary,  Enclosed,  Watertight  Snop  Action,  Transfer,  With  Indication,  125 
Volts  AC,  30  Ampere,  Symbol  849  (TPDT) 

Switch,  Rotary,  Enclosed,  Watertight  Snap  Action,  Transfer,  With  Indication, 

Symbol  853  (TPDT),  500  Volts  AC,  60  Ampere,  Symbol  854  (TPDT),  125  Volts 
AC,  60  Ampere 

Switch,  Rotary,  Enclosed,  Watertight,  Snap  Action,  Portable,  500  Volts  AC,  30 
Ampere,  Symbol  817,1  (TPST) 

Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Contact  Moker,  Six  Polo,  Two 
Position,  Soring  Return,  125  Volts  Alternatina=Current,  10  Ampere,  Symbol 

2637.1 

Switch,  Rotory,  Enclosed,  Submersible  (15  Feet),  Contact  Moker,  Six  Pole,  Two 
Position,  Spring  Return,  125  Volts  AC,  10  Ampere,  Symbol  2638,1 
Switch,  Rotory,  Enclosed,  Submersible  (15  Feel),  Snop  Action,  Six  Pole,  Two 
Position,  Positive  Detent,  125  Volts  AC,  10  Ampere,  Symbol  2639.1 
Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  SncprAction,  Six  Pole,  Three 
Position,  Poitivc  Detent,  125  Volts  AC,  10  Ampere,  Sxmbol  2640,1 
Switch,  Rotary,  Enclosed,  Submersible  (15  Feel),  Contact  Maker,  Six  Pole,  Three 
Position,  Spring  Return,  125  Volts  Alternating  Current,  10  Ampere,  Symbol 

2641.1 

Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Snap  Action,  125  Volts  Alternating 
Current,  10  Ampere,  Symbol  862  (TPTT) 

Switch,  Rotory,  Snop  Action  Class  3SR  Front  Mounted,  Side  Connected.. . ..... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-25C02J 

5930 

85 

25  Feb 

87 

ER 

AS  85 

NOTICE  1 
MIL-S-3786/15F 

5930 

85 

31  Mar 

87 

ER 

EC  85 

l 

MS-75064C 

5930 

AT 

27  Aug 

80 

AT 

MIL-S-3786/18B 

5930 

85 

13  Jan 

89 

EC  85 

NOTICE  1 

MS-21994E 

NOTICE  1 

5930 

85 

30  Sep 

88 

ER 

AS  85 

MII-S.3786/19C 

5930 

85 

14  Aug 

84 

ER 

EC  85 

MS-21995F. 

5930 

85 

30  Sep 

88 

ER 

AS  85 

NOTICE  1 
MIL-S-3786/20F 

5930 

85 

25  Jul 

88 

ER 

EC  85 

MIL*S -3786/28D  (2) 

5930 

85 

31  Mar 

87 

ER 

EC  85 

l 

MIL-S-3786/31A 

5930 

EC 

24  Mar 

69 

EC 

L 

MIL-S'3786/323 

5930 

EC 

05  Mar 

76 

EC 

MIL-S.3786/35D 

5930 

85 

27  Aug 

87 

ER 

EC  85 

MIL'S'3786/36  (2) 
NOTICE  1 

5930 

85 

30  Sep 

88 

ER 

EC  85 

MIL-S-3786/39B 

5930 

85 

25  Oct 

85 

ER 

EC  85 

l 

MIL'S '3786/40A  (2) 

5930 

85 

31  Mar 

87 

ER 

EC  85 

l 

MIL-S'3786/41 

NOTICE  1 

5930 

85 

30  Sep 

88 

85 

l 

MIL-S'15291/9 

5930 

SH 

17  Apr 

8) 

SH 

Q 

MIL-S-152910  (2) 

SUPP  1 

5930 

SH 

19  Dec 

84 

SH 

L 

Mll'S.|529l/l 

5930 

SH 

17  Apr 

81 

SH 

l 

MIL-S-15291/2  (2) 

5930 

SH 

19  Dec 

84 

SH 

l 

MIL-S-15291/3 

5930 

SH 

17  Apr 

81 

SH 

l 

MIL-S-I529I/4 

5930 

SH 

17  Apr 

81 

SH 

l 

MIL-S-15291/5 

5930 

SH 

17  Apr 

81 

SH 

l 

Mll'S'15743/7 

5930 

SH 

27  Aug 

84 

SH 

L 

MIL-S-15743/9 

5930 

SH 

27  Aug 

84 

SH 

L 

MIL'S-15743/10 

5930 

SH 

27  Aug 

84 

SH 

l 

Mll'S'157438 

5930 

SH 

27  Aug 

84 

SH 

SUPP  1 

MIL'S'15291/10 

5930 

SH 

17  Apr 

81 

SH 

MIL-S-15291/n 

5930 

SH 

17  Apr 

81 

SH 

MIL-S-IS291/12A 

5930 

SH 

16  Jun 

86 

SH 

MIL-S'15291/13 

5930 

SH 

17  Apr 

81 

SH 

l 

Mll'S'15743/ll 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S-15743/12 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL'S'15743/1 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S'15743/2 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S'15743/3 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL'S'15743/4 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL'S'15743/5 

5930 

SH 

27  Aug 

84 

5H 

L 

MIL-S-15743/13 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S-1S743/14 

5930 

SH 

27  Aug 

84 

SH 

l 

Mll'S'15743/15 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S'15743/16 

5930 

SH 

27  Aug 

84 

SH 

L 

MllS-15743'17 

5930 

SH 

27  Aug 

84 

SH 

L 

MlL'S'15743/18 

5930 

SH 

27  Aug 

84 

SH 

l 

MILS  15743' 19 

5930 

SH 

27  Aug 

84 

SH 

l 

MILS- 15743/20 

5930 

SH 

27  Aug 

84 

SH 

l 

MILS  15743/6 

5930 

SH 

27  Aug 

84 

SH 

l 

MIL-S-1529I/6A 

5930 

SH 

30  Sep 

85 

SH 

695 


ALPHABETICAL,  LISTING 


DOCUMENT 


tint 

NUM8ER 

fSC 

RRJR 

DATE 

CUSTODIAN 

Switch,  Rotory,  Snop  Actip»i  Clflti  35R  Bo*e  Mounted,  $ ujt#  Connected  ....  ... 

MllS'15291/7 

■ES 1 

SH 

17  Apt 

«l 

5H 

Switch,  Rotary,  Snap  Action  Cos*  65R  front  Mounted,  Back  Connected 

i 

Mll-S- 15291  'i 

5930 

SH 

17  Apr 

II 

SH 

Switch,  Rolo»y,  Enclosed.  Watertight,  Contact  Maker,  Mulfipole,  Eight  Position,  125 

l 

Mil  .S. 15743/21 

mo 

SM 

27  Avg 

84 

SH 

Voltl  Alternating  Current,  3  Ampere,  Symbol*  867,1  Through  672,1 

Switch,  Rotory,  Muitipole  And  Selector  Type,  1  To  10  ...... . . . . . 

O  l 

MIL.S.21604C  (1) 

5930 

SH 

26  Mot 

79 

SH 

5UPP  1 

Switch,  Rotary,  Enclosed,  Wotertighf,  6  Section,  16  Pottlon,  125  Volt*  Alternating 

L 

MILS  15743/22 

5930 

SH 

27  Aug 

84 

SH 

Current,  5  Ampere,  Symbol*  2785  {Deck  Mounted)  &  2786  (Bulkhead  Mounted) 

Switch,  Rotary,  Mvlfipole  And  Selector,  '  Ampere,  Stylet  JF  And  JFM  ....  . . . 

l 

MIL  S-21604'1 

5930 

SH 

05  S»p 

75 

SH 

Switch,  Rotary,  Multipole  And  Selector,  10  Ampere,  Style*  JR  304  JRM  300 . 

l 

MIL-S-21604'7 

5930 

SH 

26  Mot 

79 

SH 

Switch,  Rotary.  Multipole  And  Selector,  5  Ampere,  Style  JL . . . . . . 

l 

Mil  S-21604/3A 

3930 

SH 

10  JiA 

85 

SH 

Switch,  Rotary,  Multipole  And  Selector,  7  \  2  Ampere,  Style  JM . 

l 

Mll-5-21604/4 

5930 

SH 

05  Sop 

73 

SH 

Switch,  rotory,  Multipole  And  Selector,  5  Ampere,  Style  JK . . .  . 

l 

Mtl-S-21604/2  O) 

5930 

SH 

26  Mar 

79 

SH 

Switch,  Rctory,  Multipole  And  Selector,  10  Ampere,  Style  JR  . .  . . . . 

l 

MtL-S-21604/5  (1) 

5930 

SH 

26  Mor 

79 

SH 

Switch,  Rotory,  Solenoid  Operated,  {Switchboard  Selector),  Switch  A**embly  .... 

l 

MIL-S-28714/1B 

5930 

EC 

25  Nov 

80 

EC 

Switc't.  Rotorv,  Solenoid  Operated,  (Switchboard  Selector),  Driver  Unit . . . 

l 

MIL-S  28714/2C 

3930 

EC 

75  Nov 

80 

EC 

Switch,  Rotary,  Open,  Con* f ruction,  1/2  Ampere,  Style  SR01.- . . . . . . 

MIL-S-3786E/1D 

5930 

85 

30  Di.- 

87 

ER 

EC 

85 

Switch,  Rotary,  Open  Construction,  1  -'2  Ampere.  Style  SR02  . 

MIL  S-3786/2D  (2) 

5930 

85 

07  Jun 

84 

ER 

EC 

85 

Switch,  Rotory,  Open  Construction.  1  y2  Ampere,  Style  5R03 .  . . 

MII-S  3786/3E  (2) 

5930 

85 

07  Jun 

84 

ER 

EC 

85 

Switch,  Rotory,  Closed  Construction,  2  Amperes.  Low  level.  Positive  Shaft 

MIL-S-3786/4H 

5930 

83 

30  Jon 

87 

Eft 

EC 

85 

Grounding,  Sty 

NOTICE  1 

Switch,  Rotory,  Open  Construction,  1/2  Ampere,  Style  5R09 . . . . . 

MII-S37S6/9D 

5930 

83 

14  Aug 

04 

ER 

EC 

83 

Switch,  Rotory,  Open  Conitruction,  1/2  Ampere,  Style  SR  10 . ... . . 

MIL-S-37B6/10D 

5930 

85 

14  Aug 

84 

ER 

EC 

83 

Switch,  Rotary,  Open  Conitruction,  1 /2  Ampere  Style  SR  1 1. ......... .5..... . 

MIL-S-3786/1  tC 

5930 

85 

18  D*c 

68 

ER 

EC 

85 

Switch.  Rotory,  Closed  Conitruction,  1/2  Ampere  Style  SR  13 . . . . . . 

MIL-S3786/13D 

5930 

85 

27  Aug 

87 

ER 

EC 

85 

Switch,  Rotory.  Open  Conitruction,  V  2  Ampere,  Style  5R14 . . . . . 

MIL-S*3786/14E 

5930 

85 

03  Jun 

77 

ER 

EC 

85 

Switch,  Rotary,  Solenoid  Operated,  (Switchboard  Selector),  Switch  Section 

l 

MIL-S.2B7 14/3B 

5930 

EC 

25  Nov 

80 

EC 

A*sembly 

Switch,  Rotory,  Selector  Power.  General  Specification  For  . . . . . . 

Q 

MILS -68070 

5930 

85 

30  S.p 

88 

ER 

AS 

85 

SUPP  t 

Switch,  Rotory,  Solenoid  Operoted,  (Switchboard-selector),  General  Specification 

l 

MIIS  28714A 

5930 

EC 

25  No. 

80 

EC 

Switch,  Rotory,  28  Volt  DC  . . . . 

l 

MILS-13623C 

5930 

AT 

12  Mor 

87 

AT 

Switch,  Safety  Mark  61  Mod  1  . . . . . . . . . . . 

l 

Mll-S  82519  (1) 

1 135 

os 

24  Jul 

70 

OS 

Switch,  Sensitive,  24-VOLT  Dc  (Waterproof) . . . . . . 

l 

MS-39058B 

5930 

AT 

16  F#b 

88 

AT 

Switch,  Sensitive,  30  Volt*  Direct  Current  Maximum,  Woterproof . . 

Q  t 

Mll-S-  134B4D 

5930 

AT 

07  D.c 

87 

AT 

Switch,  Sensitive.  M22 . . . . . . . 

t 

MIL  S-45894 

NUORAR 

23  No. 

75 

AR 

Switch,  Sensitive,  Plunger.  7  Amperes,  Resilient  Seal,  Fluid  Resistant . 

MIL  S  8805'39D 

3930 

EC 

17  Mot 

83 

ER 

EC 

85 

Switch,  Sensitive,  Plunger,  Spdt,  Unsealed . . . . . 

MIL-S  8805/6 IB 

5930 

EC 

30  Jun 

70 

ER 

EC 

11 

Switch,  Sensitive,  Spot,  Momentary,  Oustfight  (Inactive  For  New  Design  After  30 

Mil  S-8805/62C 

5930 

EC 

15  Dec 

86 

ER 

EC 

11 

Jun  1970) 

Switch,  Sensitive,  Dpdt,  Plunder,  5  Amperes,  Resilient  Seal . . . . . . . 

MII-S-8805/65A  (1) 

5930 

EC 

15  May 

70 

ER 

EC 

11 

Switch,  Sensitive,  Spdt,  7  Amperes,  Herme'ic  . 

MILS-88C5/68F 

5930 

EC 

02  May 

85 

ER 

EC 

85 

Switch,  Sensitive,  Dpdt  And  4PDT,  Plung  Cr  Roller,  7  Amperes,  Hermetic . 

MIL-S-8805/70F 

5930 

EC 

02  May 

85 

ER 

EC 

85 

Switch,  Sensitive,  Spdt,  Plunger,  7  Amperes,  Hermetic . . 

MIL-S-8805/72F  (1) 

5930 

EC 

15  jan 

86 

ER 

EC 

85 

Switch,  Sensitive.  Spdt,  Plunger,  7  Amporrs,  Hermetic.... . . . . . 

MIL-S-8805/73F  (1) 

5930 

EC 

15  Jan 

86 

ER 

EC 

85 

Switch,  Sensitive,  Spdt,  Plunger  Or  Roller,  7  Amperes,  Hermetic . 

MIL  S-8805/74G 

5930 

EC 

30  Nov 

87 

ER 

EC 

8$ 

Switch,  Sensitive,  2  Circuit  (50  Amperes)  Or  SPST  (8  Ampere*)  (Unseold) . 

MIL  S-8805//6C 

5930 

EC 

05  Apr 

82 

ER 

EC 

85 

Switch,  Sensitive,  Momentary,  4  Circuit  O'  Dpdt,  Unseoled . 

MH.-S-8805D/77C 

5930 

EC 

30  Sep 

88 

FR 

EC 

85 

Switch,  Sensitive,  Momentary.  6  Circuit  Or  3PDT,  Unsealed  . . 

MM.  S-8805/78A  (1) 

5930 

EC 

03  Mor 

72 

ER 

EC 

11 

Switch,  Sensitive,  limit,  He-metic  Seal . . 

l 

MIl-S-BBOS'eOD 

5930 

85 

28  Jun 

88 

83 

NOTICE  l 

Switch,  Sensitive,  leaf,  Spdt,  Hermetic  . . . . 

MIL-S-B805/82C  (1) 

3930 

EC 

08  Feb 

80 

ER 

EC 

85 

Switch,  Sensitive,  Watertight,  10  Amperes,  Double  Break . . . 

MIL-S-8805/84B 

5930 

EC 

02  No. 

78 

ER 

EC 

85 

Switch,  Seniitive,  Rotory  (Non  Self  Return’,  4  Ampere*,  Resilent  Seal  . . 

l 

MIL-S-B805/85C 

5930 

85 

1 1  Aug 

86 

85 

NOTICE  I 

Switch.  Sensitive,  low  Force  Spdt,  10  Amperet,  Unteoled., . . 

L 

MIL-S'880J/90C 

5930 

EC 

06  Jon 

71 

EC 

Switch,  Sensitive,  Plunger,  Resilient  Seal,  Fluid  Resistant . . 

MII-S-8805/40F 

3930 

EC 

15  Od 

83 

ER 

EC 

85 

Switch,  Sensitive,  2  Circuit  (5  Amperes)  Or  SPOT  (8  Ampere*),  Unseoled,  low  level 

l 

MII-S-8805D  /101C 

5930 

EC 

24  Feb 

88 

EC 

Switching 

Switch,  Sensitive,  Plunger,  7  Amperes,  4PDT,  Resilient  Seol,  Grounded  Plunger  . 

l 

Mlt*5-B805/104A  (4) 

5930 

85 

30  Sep 

88 

85 

NOTICE  1 

Switch,  Sensitive,  SPOT,  low  Level  To  2  Amps,  400  Deg.  F,  Unsealed  . . 

l 

Mll-S -8805/ 106 

5930 

85 

1 1  Aug 

86 

83 

NOTICE  1 

Switch,  Sensitive,  SPOT,  Unsealed,  7  Amperes  — . . . . . . 

l 

Mll-S'8805'109 

5930 

EC 

01  Jun 

82 

EC 

Switch,  Sensitive,  Plunger,  10  Amperes,  2PQ7  And  7  Ampere*,  4PDT,  Resilient  Seol.. 

l 

Mll-S-8805/'100D  (1) 

5930 

S3 

11  Aug 

86 

85 

NOTICE  1 

Switch,  Sensitive,  Dpdt,  Plunger,  5  Amperes,  Hermetic  . 

Mll-S  8805 '41 A 

5930 

EC 

Co  Jun 

72 

ER 

EC 

11 

Switch,  Seniitive,  Spdt,  6  Ampero*,  Watertight . . . 

MII-S-8805/42B 

3930 

EC 

17  Mor 

83 

ER 

EC 

85 

Switch,  Sensitive,  Dpdt,  Plunger,  '0  Amperes,  l*  itealed  . . 

MIL-S-8805/31C 

5930 

EC 

19  Jan 

71 

ER 

EC 

11 

Switch,  Seniitive,  Spdt,  7  Ampere*,  Watertight . . . . 

Mll-S -8805 '32F 

3930 

EC 

17  Mcr 

83 

ER 

fC 

85 

Swiich,  Sen»itiv#. maintained,  2  Circu!»,  40  Amperes,  Umeoled  . . 

Mll-S.8B05'34C 

5930 

EC 

1 1  Jul 

72 

ER 

EC 

11 

Switch,  Sensitive.  Spdt,  5  Amperes,  Re*:!ie«t  Seol . . . . 

MIL-S-8B05/44D 

5930 

EC 

C3  ,'ul 

74 

ER 

FC 

11 

Switch,  Sensitive,  Spdt,  5  Ampere*,  Resilient  Seol . . . . . . . 

MH  S  B805.  45E 

3930 

EC 

03  Jul 

74 

FR 

EC 

u 

Switch,  Sentlllvt.  l.ol,  SOPOT.  HERMETIC . . 

MIL.S  R803-46C  0) 

.5930 

EC 

08  Eels 

80 

ER 

EC 

83 

Switch,  Sensitive,  Spdt,  lever,  25  Ampere/es,  Hermetic . . . . . . . 

MIIS'8B03'47E 

3930 

EC 

10  Od 

72 

FR 

EC 

11 

Switch,  Sensitive,  Roller  lever,  Self  Return.  Resilient  Seol,  *luld  Reiisfont .  ... . . 

Mll-S  8805 '40E 

5930 

EC 

17  Mcr 

83 

ER 

EC 

85 

Switch,  Sensitive,  Rotory  Linkage  Lever  (Nonself  Return),  Peiitient  Seal,  Fluid 

MU  S-8005  '49E 

5930 

EC 

17  Mor 

83 

FR 

EC 

85 

Re*iitoni 

Switch,  Sensitive,  Roller-lever,  Watertight  — . . . . . . . . 

Mll-S. 8803  5<1A 

39.10 

EC 

10  Feb 

71 

FR 

tc 

is 

Swiich,  Seniitive,  Roller  lever,  WateHigh?  .  . . .  . . .  .. . .  .  ..... 

MU-5-8805-  31A 

5930 

FX 

10  feb 

71 

iff 

FC 

*  1 

Switch,  Seniitive,  4  Circuit,  Roller  lever,  Watertight.  .  .  . . . .  .  .  .  .  . 

MIL  S  8803  538 

5930 

FC 

10  Irb 

»i 

tc 

1 1 
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ALPHABETICAL  LISTING 


TITLE 


Switch,  Sensitive  . . . 

Switch,  Sensitive,  Spdt,  Unsealed  Validated  May  1977™..... . . . . 

Switch,  Sensitive,  4  Circuit,  15  Amperes,  Unseoled  Latchin  Unit-manual  Reset . . 

Switch,  Sensitive,  Spdt,  10  Amperes,  Hermetic  ......... . . . . . . . . 

Switch,  Sensitive,  Momentary,  2  Circuit  Or  SPST  {10  Ampers)  Unsealed  . . . 

Switch,  Sensitive,  Spdt,  Leaf  Actuator,  Low  Level  To  4  Amps,  Hermetic  Seal ............ 

Switch,  Sensitive-momentary,  2  Circuit,  10  Amperes,  Unsealed 

Switch,  Sensitive-maintained,  2  Circuit,  10  Amperes,  Unsealed  . . . 

Switch,  Sensitive-momentary,  4  Grcuit,  15  Amperes,  Unsealed  .................................. 

Switch,  Sensitive-maintained,  4  Circuit,  15  Amperes,  Unsealed  . . . . . 

Switch,  Sensitive-maintained,  6  Circuit,  15  Amperes,  Unsealed  . . . . 

Switch,  Sensitive-momentary,  6  Circuit,  15  Amperes,  Unsealed  . . ..... 

Switch,  Sensitive-momentary,  2  Circuit,  30  Amperes,  Unsealed  . . . . . . 

Switch,  Sensitive,  Momentary,  Spdt,  7.5  Amperes  Unsealed . . . . . 

Switch,  Sensitive,  Spdt,  Momentary,  Double  Break,  10  Amperes,  Unsealed..... . .... 

Switch,  Sensitive,  Dpdt,  Plunger,  10  Amperes,unsea!ed  . . . . 

Switch,  Sensitive,  Spdt,  5  Amperes,  Unsealed  (Inactive  70-69) . . . ...... 

Switch,  Sensitive,  Spdt . . . . . . . . . . . . 

Switch,  Sensitive,  Spdt,  Unsealed  . . . . . . . . . . . 

Switch,  Solid  State  Transducer,  Electronic  Transducer,  Push-button  . . . 

Switch,  Solid  State  Transducer  Electronic  Transducer,  Proximity  Type . . ........ 

Switch,  Solid  State  Transducer,  Generolspeciflcation  For.......... . . 

Switch,  Solid  State  Transducer,  2  Axis  Joystick...................... . . . . . . 

Switch,  Solid  State  Transducer,  Electronic  Transducer,  Rotary  Type . . . . . . 

Switch,  Solid  State  Transducer,  2  Axis  Joystick . . . . . . . 

Switch,  Solid  State,  Transducer  2  Axis,  Joystick,  Low  Force . . . . . . 

Switch,  Solid  State  Transducer,  2  Axis  Joystick . . . . . . . . 

Switch,  Solid  State  Transducer,  (Analog  And  Digital)  Generol  Specification  For... . 

Switch,  Squib  Actuated.  M60,  61,  63,  64,  65,  66,  67,  68,  73............................ . . 

Switch,  Squib  Mark  65  Mod  O  . . . . . . . . 

Switch,  Stepping,  Direct  Current,  Aircraft  Dispenser  . . . 

Switch,  Stepping,  One  Level,  Eight  Position,  Type  SWU-60/A  . . . . . . . 

Switch,  Stepping,  Direct  Current,  Electromechanical,  Aircraft......... . . . 

Switch,  Stepping,  7  Level . . . . . . . . . . . . . 

Switch,  Stepping,  Direct  Current,  Electromechanical,  Aircraft,  Type  li  (For 
Intervolometcr,  Type  DTU-29/A) 

Switch,  Sterilizing,  Mark  1  Mods  O  And  1  (For  Exploder  Mechanism  Mark  19 
Series) 

Switch,  Thermal  Mark  56  Mod  1 . . . . „ . . . . 

Switch,  Thermostatic,  Mark  3  Mod  0..................... . . . . . . . 

Switch,  Thermostatic,  Type  MH*1.. . . . . . . . . . . . 

Switch,  thermostatic,  (Volatile  Liquid),  Hermetically  Sealed  General  Specification 
For 

Switch,  Thermostatic,  (Metollic  And  Bimetallic)  Generol  Specification  For..... . . 

Switch,  Thermostatic,  (Bimetollic),  (Subminioture),  Type  I,  Hermetically  Sealed, 

Single  Pole,  Single  Throw  (Spst),  1  Ampere 
Switch,  Thermostatic,  (Bimetallic),  Subminioture,  Type  I,  Hermetically  Sealed,  Single 
Pole,  Single  Throw  (Spst),  2  Amperes 

Switch,  Thermostatic,  (Bimetallic)  Type  h.  Hermetically  Seoled,  Single  Pole,  Single 
Throw,  (Spst)  2  Amperes 

Switch,  Thermostatic,  (Bimetollic),  Subminioture,  Type  I,  Hermetically-Sealed,  Single 
Pole,  Single  Throw  (SPST),  5  Amperes 

Switch,  Thermostatic,  (Bimetallic),  Single  Pole,  Single  Throw  (Spst),  5  Amperes  ....... 

Switch,  Thermostatic,  (Bimetotlic),  Type  1,  Hermetically  Seoled,  Single  Pole,  Single 
Throw  (Spst),  1  Ampere 

Switch,  Thermostatic,  (Bimetollic),  Type  1,  Hermetically  Sealed,  Single  Pole,  Single 
Throw.  (Spst),  1:  Ampere 

Switch,  Thermostatic  (Metallic),  Type  li.  Hermetically  Seated,  Overheol  Detector, 
Adjustable,  Single  Terminal,  3  Amperes 

Switch,  Thermostatic  {Volatile  Liquid),  Hermetic  Sealed,  Single  Pole  Double  Throw 
(Spdt),  Medium  .Response  Time 

Switch,  Thermostatic  (Volatile  Liquid),  Hermetically  Seated,  Single  Pole  Double 
Throw  (Spdt),  Fast  Response  Time,  low  levcl  To  1.5  Amperes 
Switch,  Thermostatic- (Bimetallic)  Type  i.  Hermetically- ScalcdSinglcPole, Single 
Throw,  (Spst),  2  Amperes 

Switch,  Thermostatic,  (Bimetallic)  Type  I,  Hermettco^y  Seeled,  Single  Pole,  S ............ 

Switch,  Thermostatic,  (Bimetollic),  Type  I,  Hermetically  Sealed,  Single  Pole,  Single 
Throw  (SPST)  &  Single  Pole  Double  Throw  (SPOT),  Manual  Reset  &  Automatic 
Reset 

Switch,  Thermostatic  (Vo'atilt- liquid),  Hermetically  Scaled,  Heohng  Unit  Actyated, 
(Spst)  Normally  Open 


Switch,  Thermostatic...-,......,.,,.,.,..— ...... 

Switch,  Thermostatic  (Long  Sensor)  . 

. — 

Switch,  Tilt,  Mognetic...^.........,.,.,,,...,...,. . . . . . . 

Switch,  Togg’c  (Toggle  And  Lock),  Flush  Mounted  (General  Specification)  ....... 


DOCUMENT 
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FSC 

PREP 

DATE 

CUSTODIAN 
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Mll'S-22614 

5930 

os 

23  Feb 

89 

OS 

NOTICE  1 

MIL-S-8805/4J 

5930 

EC 

31  Jul 

86 

ER 

EC 

85 

M1L-S-8805/5D  (1) 

5930 

EC 

13  Jan 

75 

ER 

EC 

11 

AUL-S-8805/6B 

5930 

EC 

18  Dec 

68 

ER 

11 

MIL-S-8805D/7C 

5930 

EC 

30  Sep 

88 

ER 

EC 

85 

MIL-S-8805/8E 

5930 

EC 

24  Aug 

78 

ER 

EC 

85 

MILS-8805/11G 

5930 

EC 

09  Jul 

81 

ER 

EC 

85 

MIL-S-8805/14D  (1) 

5930 

EC 

13  Jan 

75 

ER 

EC 

11 

MIL-S-8805/15E  (1) 

5930 

EC 

13  Jan 

75 

ER 

EC 

11 

MIL'S -8805/16E-O) 

5930 

EC 

13  Jan 

75 

ER 

EC 

11 

MIL-S-8805/17E  (1) 

5930 

EC 

13  Jan 

75 

ER 

EC 

11 

MIL-S-8805/18E  (1) 

5930 

EC 

13  Jon 

75 

ER 

EC 

11 

Mll'S'8805/)90 

5930 

EC 

11  Jul 

72 

ER 

EC 

11 

MIL.S-8805/28E 

5930 

EC 

10  Mar 

87 

ER 

EC 

35 

Mll-S'8805/29 

5930 

EC 

11  Oct 

65 

ER 

EC 

11 

MH-S-8805/308 

5930 

EC 

30  Jun 

70 

ER 

EC 

11 

MIL-S-8805/22C 

5930 

EC 

30  Jun 

70 

ER 

EC 

11 

MIL'S ‘8805/2J 

5930 

EC 
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87 

ER 

EC 

85 
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593C 

AS 

30  Aug 

74 

AS 
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NOTICE  1 

MIL'S ‘81619/88 

5930 

11 

15  Aug 

78 
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AS 

MlL.S-81619/4 

5930 

AS 

30  Aug 

74 

AS 

99 

MIL'S'81619/58 

5930 

11 
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78 

ER 

AS 
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Mtl'S-81619/6B 

5930 

11 

15  Aug 

78 

M!L-S:81619/7B 

5930 

11 

11  Aug 

86 

ER 

AS 

NOTICE 

L 

MIL-S008I619C 

5930 

85 

14  Nov 

79 

85 

NOTICE  1 

L 

MIL'S *48305  (1) 

1135 

AR 

18  Jul 

78 

AR 

L 

MIL-S  82487  (1) 

1375 

OS 

19  Aug 

70 

OS 

L 

MIL-S-85377A 

5930 

AS 

09  Feb 

83 

AS 

L 

MIL.S-85377/1A 

5930 

AS 

09  Feb 

83 

AS 

L 

MIL-S-85242A 

5930 

AS 

28  May 

83 

AS 

L 

MIL-S'85242/1 

5930 

AS 

18  Dec 

78 

AS 

L 

MIL-S'85242/2 

5930 
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28  Mo y 

83 
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MIL-S-19816A  (2) 
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OS 
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OS 

NOTICE  1 

Q  L 
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5930 

85 
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71 

85 
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MIL-S-28827A 

5930 

EC 
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79 

ER 

EC 

85 

Mll'S'24236B  (3) 

5930 

EC 

03  Dec 

81 

ER 

EC 

11 

SUPP  16 

MII-S-24236/19F 

5930 

EC 

16  Feb 

84 

ER 

EC 

85 

MIL-S-24236/20F 

5930 

EC 

12  Jul 

85 

ER 

EC 

85 

MIL-S-24236/23C 

5930 

EC 

09  Sep 

83 

ER 

EC 

85 

MH.3.24236'1H 

5930 

EC 

18  Feb 

83 

ER 

EC 

85 

MII-S-24236/2F 

5930 

EC 

28  Jun 

78 

ER 

EC 

85 

MIL'S'24236/11E 

5930 

EC 

10  Oct 

79 

ER 

EC 

85 
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5930 

EC 

13  May 

83 

ER 

EC 

85 
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85 
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ER 

EC 
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L 
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EC 
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ALPHABETICAL  LISTING 


TITLE 

Switch,  Toggle  One  Pole,  Seoled  Toggle  . . . . . . . . 

Switch,  Toggle  One  Pole,  Seoled  Toggle  (Inactive  Use  Ms  24523  Or  Ms  25306 . 

Switch,  Toggle—positive  Break,  Miniature,  Toggle  Seoled,  Solder  lug,  Double  Pole, 
.469  Mounting  Bushing 

Switch,  Toggle,  Hermetically  Seoled,  Generol  SpecificoHon  For.,.,.....,... . . . . 

Switch,  Toggle,  Environmentally  Scaled,  Generol  Specification  For . . . . . 

Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Seoled,  Solder  Lug,  Single  Pole, 
469  Mounting  8ushTng 

Switch,  Toggle,  Double  Pole,  Hermetically  Seoled . . . . . . . . . 

Switch,  Toggle,  Electrically  Held  Seoled  General  Specification  For  . . 

Switch,  Toggle,  Two  Pole,  Unsealed., . . . . . . 

Switch,  Toggle,  Double  Pole,  lever  lock.  Hermetically  Seoled  . . . 

Switch,  Toggle,  flush  Mounted  (Mercury)  (Ac)  . . . . . . . 

Switch,  Toggle,  Snap  Action,  Hermetic  Seal,  low  level  To  4  Amperes,  SPDT  & 

DPDT 

Switch,  Toggle,  Two  Pole,  Sealed  Toggle  (Inactive  Use  Ms  24524  Or  Ms  25307) . . 

Switch,  Toggle,  Miniature,  Right  Angle  (Horizontal)  PCB  Mount,  Double  Pole,  lever 
Seal,  Flux  Seal 

Switch,  Toggle,  Positive  Break,  Generol  Specification  For . . . . . 

Switch,  Toggle,  One  Pole,  Unsealed........ . . . . 

Switch,  Toggle,  Miniature,  Lever  Seal,  Panel  Seal,  Four  Pole  logic  To  5  Amperes  .... 

Switch,  Toggle,  Monentcry,  Four-position,  On,  Center,  Off,  (Asg)  . . . 

Switch,  Toggle,  Two  Pole,  Unsealed,.,... . . . . . . . . . 

Switch,  Toggle,  Miniature,  lever  lock,  Four  Pole,  Unsealed,  Logic  load  To  5 
Amperes 

Switch.  Toggle,  Four  Position  On,  Center  Off  (.623  Dio.). . . . . . . . 

Switch,  Toggle,  Positive  Break  lever  lock.  Environmentally  Sealed,  Screw  Terminal, 
Single  Pole,  .469  Mounting  Bushing,  25  Amperes 
Switch,  Toggle,  Unsealed  And  Sealed  Toggle,  Generol  Specification  For......... . . 


Switch,  Toggle,  Four  Position  On,  Center  Off  (.600  Dio)  . . . . . . ...... 

Switch,  Toggle,  Positive  Break  Environmentally  Seoled,  Solder  lug,  Single  Pole,  .469 
Mounting  Bushing,  25  Amperes 

Switch,  Toggle,  Miniature,  lever  Seal,  Pcnel  Seal,  Single  Pole  . . . . 

Switch,  Toggle,  Positive  Break,  Environmentally  Sealed,  Solder  lug.  Double  Pole, 

.469  Mounting  Bushing,  25  Amperes 

Switch,  Toggle,  Magnetic  Hold-In,  Spdt . . . . . . . . 

Switch,  Toggle,  Positive  Break,  Environmentally  Seoled,  Solder  lug.  Four  Pole,  .469 
Mounting  .Bushing,  25  Amperes 

Switch,  Toggle,  Miniature,  lever  Seal,  Panel  Seal,  Double  Pole.,.,. . . . 

Switch,  Toggle,  One  Pole,  Environmentally  Seoled . . . . . . . . . 

Switch,  Toggle,  Magnetic  Hold-in,  Dpdt . . . . . . . . . . 

Switch,  Toggle,  Positive  Break,  lever  lock.  Environmentally  Seoled,  Screw  Terminal, 
Double  Pole,  .469  Mounting  Bushing,  25  Amperes 

Switch,  Toggle,  Miniature,  lever  lock.  Single  Pole,  Unsealed.. . . . . . . 

Switch,  Toggle,  Positive  Break,. lever  lock,  Environmentally  Seoled,  Screw  Terminal, 
Four  Pole,  .469  Mounting  Bushing  25  Amperes 

Switch,  Toggle,  Magnetic  Hold-in,  DP3T  . . . . . . . . . 

Switch,  Toggle,  Positive  Break,  Miniature  Toggle  Scaled,  Single  Pole,  Solder  lug, 

Or  Integrated  Wire  Terminals,  .250  Mounting  Bushings 

Switch,  Toggle,  Miniature,  lever  lock.  Double  Pole,  Unseoled . . . . . . 

Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Sealed,  Dobble  Pole,  Solder  lug 
Or  Integrated  Wire  Terminals,  .250  Mounting  Bushings 

Switch,  Toggle,  Magnetic  Hold-In,  DP3T,  lever  lock  . . . . . . . . . 

Switch,  Toggle,  One- Pole,  Environmentally  Seoled,  lever  lock...................... . . 

Switch,  Toggle,  Miniature,  Right- Angle  (Vertical)  PCB  Mount,  Single  Pole,  lever 
Seal,  Flux  Seol 

Switch,  Toggle,  Two  Pole,  Environmentally  Sealed,  lever  Lock . . . . 

Switch/Toggle,  2d  Volt  DC  .......................... . . . . 

Switch,  Toggle,  Two  Pole,  Environmentally  Seoled......,...,.,...,,..... . . . . 

Switch,  Toggle,  Miniature,  Right  Angle  (Verticol)  PCB  Mount,  Double  Pole,  lever 
Seal,  Fh»c  Seol 

5witch,  Toggle,  Four  Pole,  Environmentally  Scaled,  lever  lock  .................................. 

Switch,  Toggle,  Miniature,  Right  Angle  (Horizontal)  PCB  Mount,  Single  Pole,  lever 
Seal,  Flux  Seol 

Switch,  Toggle,  Positive  Breok.  Environmenlally  Sealed,  Screw  Terminal,  Single  Pole, 
,469  Mounting  Bushing,_25  Amperes 

Switch,  Toggle,  Positive  Break,  Environmentally  Scaled,  Screw  Terminal,  Double 
Pole,  .469  Mounting  Bushing,  25  Amperes 

Switch,  Toggle,  One  Pole,  Seoled  Toggle  (Inactive  9*16-69) . . . . . . . 

Switch,  Toggle,  Two  Pole,  Seoled  Toggle  (Inactive  9*16  69) . . 

Switch,  Toggle,  Positive  Break,  Environmentally  Seoled,  Screw  Terminal,  Four  Pole, 
.469  Mounting  Bushing,  25  Amperes 

Switch,  Toggle,  One  Pole,  Sealed  Toggle,  lever  lock  (Inactive  Use  Ms  24658  Or 
Ms  24612) 

Switch,  Toggle,  Two  Pole  Scaled  Toggle,  lever  tock  (Inactive  Use  Ms  24659  Or  Ms 
24613 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-1815IH 

5930 

85 

25  Feb 

87 

ER 

EC 

85 

MS-35058J 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

MS-90311J 

5930 

85 

18  Oct 

85 

ER 

AS 

85 

L 

MIL-S-815S1 

SUPP  IA 

5930 

AS 

14  Jun 

48 

AS 

O 

MIL-S-3950F  (2) 

SUPP  1 

5930 

85 

22  Sep 

80 

ER 

AS 

85 

MS-90310G 

5930 

85 

18  Oct 

85 

ER 

AS 

85 

Q  l 

M1L.S81551/1A 

5930 

AS 

05  Mar 

70 

AS 

Q  l 

MIL*S*5594B  (1) 

SUPP  ) 

5930 

AS 

29  Jul 

83 

AS 

MS-75075C 

5930 

85 

22  May 

72 

ER 

EC 

85 

l 

MIL-SS1551/2A 

5930 

AS 

05  Mar 

70 

AS 

W-S-896/3A 

NOTICE  1 

5930 

/ES 

01  Apr 

88 

ER 

VD 

85  ES 

l 

MIL-S-8805/112A 

5930 

EC 

20  Feb 

87 

ER 

EC 

85 

MS-35059J 

5930 

85 

25  Feb 

87 

ER 

AS 

85 

MIL-S-8373I/I6A 

5930 

85 

14  Nov 

83 

ER 

85 

Q 

MIL-S.8834F  (2) 

NOTICE  1 

5930 

85 

1 1  Aug 

86 

ER 

AS 

85 

MS-75028H 

5930 

85 

10  Jun 

86 

ER 

EC 

85 

L 

MIL-S-83731/2IA 

5930 

85 

20  Mar 

87 

85 

Q 

MIL-S-9419E 

5930 

85 

10  Mar 

89 

AV 

AS 

85 

MS-75029H 

5930 

85 

10  Jun 

86 

ER 

EC 

85 

l 

MIL-S-8373I/22A 

5930 

85 

20  Mar 

87 

85 

l 

MIL-S-9419/IB 

5930 

85 

11  Aug 

86 

85 

MS-246I2K 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

Q 

MIL-S-83731A  (2) 

SUPP  IA 

NOTICE  1 

5930 

85 

1 1  Aug 

86 

ER 

AS 

85 

L 

MII-S-9419/2B 

5930 

85 

31  Mar 

87 

85 

MS-14001H 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

l 

MIL-S-83731/9B  (1) 

5930 

85 

14  Aug 

84 

ER 

85 

MS-14002H 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

MII-S-5594/IA 

5930 

AS 

08  Mar 

73 

AS 

85 

MS-14003H 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

l 

MIL-S  83731/I0B  (1) 

5930 

85 

14  Aug 

84 

ER 

AS 

85 

MS-24523H 

5930 

85 

28  Sep 

87 

ES 

AS 

85 

L 

MU-S-5594/2B  (1) 

5930 

AS 

22  Dec 

83 

AS 

85 

MS-24613J 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

l 

Mll-S-83731/118 

5930 

85 

20  Oct 

82 

ER 

85 

MS-24614K 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

MIL-S-559473A 

5930 

AS 

08  Mar 

73 

AS 

85 

MS*24655K 

5930 

85 

18  0cl 

85 

ER 

AS 

85 

L 

MIL-S-8373I/12B 

5930 

85 

20  Oct 

82 

ER 

85 

MS-24656K 

5930 

85 

18  Oct 

85 

ER 

AS 

85 

l 

MIL’S'559476 

5930 

AS 

06  May 

77 

AS 

MS-24658F 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MIL-S-83731/13A 

5930 

85 

14  Nov 

83 

ER 

85 

MS-24659F 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

Q  l 

MIL-S-13735C  (1) 

5930 

AT 

22  May 

84 

AT 

MS-24524J 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MIL-S-83731/14A 

5930 

85 

14  Nov 

83 

ER 

85 

MS-24660F 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

Mll.S-83731/IJA 

5930 

85 

14  Nov 

83 

ER 

85 

MS-25306J 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

MS-25307K 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

MS-25098H 

5930 

ER 

31  Dec 

86 

ER 

AS 

85 

MS-2JI00H 

5930 

ER 

31  Dec 

86 

ER 

AS 

85 

MS-25308J 

5930 

85 

30  Sep 

86 

ER 

AS 

85 

MS-25125K 

5930 

85 

25  Feb 

87 

ER 

EC 

85 

MS-25126K 

5930 

85 

25  Feb 

87 

ER 

EC 

85 

698 


ALPHABETICAL  LISTING 


TITLE 

Switch,  Toggle,  Four  Pole,  Seoled  Toggle,  Lever  lock  {Inactive  Use  Ms  24660  Or 
Ms  24614 

Switch,  Toggle,  Two  Pole,  Sealed  Toggle,.,,,...,. . . . . . . 

Switch,  Toggle,  Four  Pole,  Environmentally  Seated...,....,...,.. . . . 

Switch,  Toggle,  Four  Pole,  Sealed  Toggle  (Inactive  Use  Ms  24525  Or  Ms  25308)  .... 

Switch,  Toggle,  2  Circuit,  Sealed  Toggle  . . . . . . . . ... 

Switch,  Toggle,  Two  Pole,  Sealed  Toggle..........,,....^......,........, . 

Switch,  Toggle,  Positive  Break,  -level  Lock  -miniature.  Toggle  Sealed,  Solder  Lug, 
Single  Pole,  .469  Mounting  Bushing 

Switch,  Toggle,  Positive  8rcak,  Lever  Lock  -miniature.  Toggle  Sealed,  Solder  Lug, 
Double  Pole  .469  Mounting  Bushing 

Switch,  Toggle,  Miniature  Single  Pole,  Toggle  Seal . . . . . . ..... 

Switch,  Toggle,  Single  Pole,  Single  Throw . . . . 

Switch,  Toggle,  Miniature  Double  Pole,  Toggle  Seol  . . . . .... 

Switch,  Toggle,  Spst,  Spdt,  24  Volt  Dc,  25  Amp  (Waterproof).  . . . . . 

Switch,  Toggle,  Miniature,  Single  Pole,  Toggle  Seol,  lever  lock  . . . . . 

Swiich,  Toggle,  Positive  Break,  Miniature,  Toggle  Seoled,  Single  Pole,  Printed 
Circuit  Board  Terminals,  Right  Angle  Mount 

Switch,  Toggle,  Miniature,  Double  Pole,  Toggle  Seal,  lever  Lock . . . . . 

Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Sealed,  Double  Pole,  Printed 
Circuit  Board  Terminal,  Right  Angle  Mount 
Switch,  Toggle,  Positive  Break,  lever  lock  Miniature,  Toggle  Scaled,  Solder  Lug, 
Single  Pole,  .469  Mounting  Bushing 

Switch,  Toggle,  Positive  Break,  Special  Circuit,  Miniature,  Toggle  Scaled,  Solder 
Lug,  Single  Pole,  .469  Mounting  Bushing 
Switch,  Toggle,  Positive  Break,  Special  Circuit,  Minioture,  Toggle  Sealed,  Solder 
lug,  Double  Pole,  .469  Mounting  Bushing 
Switch,  Toggle,  Positive  Break,  lever  lock  &  Toggle,  Miniature  Toggle  Seoled, 
Integrated  Wire  Terminals,  Single  Pole,  .469  Mounting  Bushing 
Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Seoled,  And  Lever  Lock  Miniature, 
Toggle  Sealed,  Integrated  Wire  Terminals,  Double  Pole,  .469  Mounting  Bushing 

Switch,  Toggle,  One  Pole,  Environmentally  Seoled,  Integrated  Wire  Terminals . 

Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Seoled,  Printed  Circuit  Board 
Terminals,  Single  Pole,  .250  Mounting  Bushing 
Swiich,  Toggle,  Positive  Break,  Miniature,  Toggle  Scaled,  Printed  Circuit  Board 
Terminals,  Double  Pole,  .250  Mounting  Bushing 
Switch,  Toggle,  Positive  Break  Miniature,  Toggle  Sealed,  Printed  Circuit  Board 
Terminals,  Single  Pole,  .469  Mounting  Bushing 
Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Scaled,  Printed  Circuit  Board 
Terminals,  Double  Pole,  .469  Mounting  Bushing 

Switch,  Toggle,  Two  Pole,  Environmentally  Scaled,  Integrated  Wire  Terminals . 

Switch,  Toggle,  Four  Pole,  Environmentally  Scaled,  Integrated  Wire  Terminals  . . 

Switch,  Toggle,  Four  Pole,  Environmentally  Sealed................................ . 

Switch,  Toggle,  Two  Pole,  Environmentally  Seoled . . . . . 

Switch,  Toggle,  Two  Pole,  Environmentally  Seoled,  lever  Lock . 

Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  lever  Lock  . 

Switch,  Toggle,  One  Pole,  Environmentally  Sealed,  Solder  Terminal..... . 

Switch,  Toggle,  One  Pole,  Environmentally  Sealed,  lever  lock.  Integrated  Wire 
Terminals 

Switch,  Toggle,  Tow  Pole,  Environmentally.  Seoled,  Lever  Lock,  Integrated  Wire 
Terminals 

Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  Lever  Lock,  Integrated  Wire 
Terminals 

Switch,  Toggle,  Miniature,  Double  Polc.unscalcd  . . . . . . ........... 

Switch,  Toggle,  Two  Pole,  Environmentolly  Seoled,  Solder  Terminal,... . . . . 

Switch,  Toggle,  Four  Pole,  Environmentally  Seoled,  Solder  Tcrminol  . . . 

Switch,  Toggle,  One  Pole,  Environmentally  Scaled,  Lever  Lock,  Integrated  Wire 
Terminals 

Switch,  Toggle,  One  Pole,  Environmentolly  Seoled,  lever  lock.  Solder  Terminal  . . 

Switch,  Toggle,  Two  Pole,  Environmentolly  Scaled,  Lever  Lock,  Integrated  Wire 
Terminals 

Switch,  Toggle,  Two  Pole,  Environmentally  Sealed,  lever  Lock,  Solder  Terminal  ........ 

Switch,  Toggle,  Four  Pole,  Environmentally  Seoled.  Lever  Lock,  Integrated  Wire 
Terminals 

Swiich,  Toggle,  One  Pole,  Environmentally-  Seoled,  Integrated  Wire  Terminals . 

Switch,  Toggle,  Two  Pole,  Environmentally  Seoled,  integrated  Wire  Terminals. . ... 

Switch,  Toggle,  Four  Pole,  Environmentally  Seated,  Integrated  Wire  Terminals  . . 

Switch,  Toggle,  Miniature,  Double  Pole,  Toggle  Seol,..,,......,..,...... . . . . . .... 

Switch,  Toggle,  Miniature,  Double  Pole,  Toggle  Seal,  Lever  lock . . 

Switch,  Toggle,  Four  Pole,  Environmentally  Seoled,  Lever  Lock,  Solder  Terminal . . 

Switch,  Toggle,  Four  Positilon  On,  Center  Off.............. . . . . . 

Switch,  Toggle,  Miniature,  Singlt  Pole,  Unsealed . . . . . . 

Switch,  Toggle,  Miniature,  Double  Pole,  Unseated  . . ., . . . ... 

Switch,  Transfer,  Frequency  Standard  . ... 

Switch,  Trigger,  Single  Pole,  Two  Stage,  Momentary  (Inactive  For  New  Design  After 
6  Apr  84  For  New  Design  Use  Mil  S  8805/111) 

Switch,  Vehicular  Lights,  24*  Volt  . . 

Switch,  Vehicular  lights,  24  Volt  Dc,  (Waterproof)  . . . . 

Switch,  Vehicular  lights.  24  Volt  Dc,  (Waterproof)  . . . . 


DOCUMENT 

NllMRFR  FSC  PREP  DATE  CUSTODIAN 


MS-25127K 

5930 

85 

25  Feb 

87 

ER 

EC 

85 

MS-25201K 

5930 

85 

12  Dec 

80 

ER 

AS 

85 

MS-24525J 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-25068J 

5930 

85 

30  Sep 

88 

ER 

AS 

85 

NOTICE  1 

MS-18150J 

5930 

85 

13  Jon 

89 

ER 

EC 

85 

NOTICE  1 

MS-18152J 

5930 

85 

13  Jon 

89 

ER 

EC 

85 

NOTICE  T 

MS-21026F 

5930 

85 

18  Oct 

85 

ER 

AS 

85 

MS-210271 

5930 

85 

18  Ocl 

85 

ER 

AS 

85 

MS-277180 

5930 

85 

20  May 

88 

ER 

EC 

85 

L  MS-16656F 

5930 

SH 

21  Moy 

86 

SH 

NOTICE  1 

MS-277190 

5930 

85 

20  Moy 

88 

ER 

EC 

£5 

L  MS-39061  B 

5930 

AT 

01  Ocl 

63 

AT 

MS-27720G 

5930 

85 

20  Moy 

88 

ER 

EC 

85 

MS-21433B 

5930 

85 

05  Mar 

86 

ER 

AS 

85 

MS-27721G 

5930 

85 

20  Moy 

88 

ER 

AS 

85 

MS-2I434B 

5930 

85 

30  Sep 

88 

ER 

AS 

85 

NOTICE  ) 

MS-214368 

5930 

85 

11  Aug 

86 

ER 

AS 

85 

NOTICE  1 

MS-2I351F 

5930 

85 

18  Ocl 

85 

ER 

AS 

85 

MS-21353J 

5930 

85 

18  Ocl 

85 

ER 

AS 

85 

MS-21346D 

5930 

85 

20  Jul 

84 

ER 

AS 

85 

MS-21347F 

5930 

85 

12  Apr 

84 

ER 

AS 

85 

MS-27722C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-21354H 

5930 

85 

19  Jul 

85 

ER 

AS 

85 

MS-21355F 

5930 

85 

12  Apr 

84 

ER 

AS 

85 

MS-21356E 

5930 

85 

12  Apr 

84 

ER 

AS 

85 

MS-21357E 

5930 

85 

12  Apr 

84 

ER 

AS 

85 

MS-27723C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27724D 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27406D 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-274070 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-274080 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-274090 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27734D 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27787C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27788C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27789C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27790C 

5930 

85 

20  Moy 

88 

ER 

AS 

85 

MS-27735D 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-277360 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS -2778 1C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27737E 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27782C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27738E 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27783C 

5930 

85 

28  Set* 

87 

ER 

AS 

85 

MS-27784C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27785C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-27786C 

5930 

85 

28  Sep 

87 

ER 

AS 

85 

MS-277530 

5930 

85 

20  Moy 

88 

ER 

AS 

85 

MS-27754E 

5930 

85 

20  Moy 

88 

ER 

AS 

85 

MS-27739E 

5930 

85 

28  Sep 

87 

ER 

AS 

85  ES 

MS-27708G 

5930 

85 

30  Dec 

88 

AV 

AS 

85 

MS-27716C 

5930 

85 

14  Aug 

84 

ER 

EC 

85 

MS-27717C 

5930 

85 

14  Aug 

84 

ER 

EC 

85 

l  MIL-S-28867  (2) 

6625 

SH 

14  Nov 

83 

SH 

MII-S-9487C 

5930 

85 

28  Jon 

85 

AS 

11 

MIL-S-1102TE 

2590 

AT 

27  No. 

81 

AT 

99 

MS-511 13C 

2590 

AT 

01  Jul 

76 

AT 

84 

MS-52 128A 

2590 

AT 

01  Jul 

76 

AT 

99 

699 


ALPHABETICAL  LISTING 


DOCUMENT 

NUMBER 


FSC  PREP  DATE 


CUSTODIAN 


Switch,  Vehicular  Ignition,  Waterproof,  Starter  And  Magneto  With  Degasser 
Control 

Switch*  Waveguide,  2P2T,  Fail  Safe,  1 15  Volts,  AC  . . . . 

Switch,  Waveguide,  1P2T,  Manually  Operated  . . . . . . . 

Switch,  Waveguide,  Electromechanical,  latching,  Frequency  Range  8.6  -  10.3  GHZ  .. 


Switch,  Waveguide,  1P2T,  latching . . 

Switch,  Waveguide  General  Specification  For  „ 


Switch,  Waveguide,  SP2T,  Failsafe  . . . . . . . 

Switch,  Waveguide,  Transfer,  latching...... . . . . . . . 

Switch,  Waveguide,  Electromechanical,  Failsafe  Frequency  Range  8.5  -  10.3  GHZ  .... 


Switch,  Waveguide,  1P2T,  Failsafe . . . . . . . . . . 

Switch,  Waveguide,  2P2T,  Failsafe . . . . . . . . . . . . 

Switch, rotary,  Open  C  Onstruction,  200  Ampe  . . . . . 

Switchboard  S8-22()/PT  . . . 

Switchboard,  Audio,  Design,  Test  And  Manufacture  Of... . . . . . . 

Switchboard,  Patching,  Communication  (Telegraph  Switchboard  SB&6)(*GG).. 


Switchboard,  Teletypewriter  Signal,  Secure  SB-3917/BGC  And  Receiver  Audio 
SB-3918/BRR 

Switchboard,  Telephone  Manual  SB-22(  (/pt . . . . . 


Switchboard,  Telephone,  Manual,  SB-86(  (/p 


Switchboard,  Teletypewriter  Signal  Distribution,  SB-3959/BGC . . 

Switchboard,  Telephone,  SB-3614/TT,  Automatic . 

Switchboard,  Telephone,  Manual  (Telephone  Switchboard  SB-55)(-FTC) . 


Switchboard,  Telephone,  Manual  SB-993/GT  (Units  Of) . 


Switchboard,  Transmitter  Control,  SB-3916/BRT . . . . . 

Switchboards,  Deadfront  Distribution  >  1984  . . . . . . . . . 

Switchboards,  Standard  For  Dead  Front  *  13  Nov  84  (Eight  Edition  As  Revised  To 
14  Nov  84 

Switches  And  Frogs,  Track,  Cost  Mongonese  Steel,  For  Portal  Cranes . . . 

Switches  And  Switch  Assemblies,  Sensitive  And  Push,  Snap  Action,  General 
Specification  For 

Switches  Enclosed  For  . . . . . . . . . . . 

Switches  For  Use  In  Hazardous  locations.  Class  I,  Groups  A  B  C  &  D  &  Class  li. 
Groups  E  F  &  G  •  12  Feb  79  (W/rev  Pgs  23  Nov  82)  5TH  Edition,  (As  Revised 
To  22  Oct  84) 

Switches,  Bus  Transfer,  Electric  Power  Automatic  &  Manual  (Metric)  . . 

Switches,  Enclosed  Anddead  Front,  Standard  For  -  Eleventh  Edition  *  13  January 
1987 

Switches,  Meter  And  Control,  Naval  Shipboard... . . . .  . . 


Switches,  Packaging  Of . . . . . . - . . . . . . 

Switches,  Pressure,  (Absolute,  Gage  And  Dtfferer  tiol).  General  Specification  For.. 


Switches,  Pressure,  Absolute  (Type  1),  3  Amperes. . . 

Switches,  Pressure,  (Gage),  Type  11,  SPOT  10  Amperes., 


Switches,  Pressure,  Differential  (Type  1)1),  4  Amperes . . . . . 

Switches,  Push  Button,  llluminoted,  5  Amperes,  1  lamp,  Dripproof  (Inocfive  For  New 
Design  After  20  August  1987) 

Switches,  Push,  Momentary  And  Push  Pull,  10  Amperes,  Dusttight . . . . . . 

Switches,  Push,  2  Circuit  And  Dpdt,  Alternate  And  Momentary  Action,  2  Amperes, 
Watertight,  High  Impact  Shock  Resistant 

Switches,  Pushbutton,  Momentary  5  Amperes  &  low  level.  Miniature,  Dusttight  Or 
Watertight 

Switches,  Pushbutton,  llluminoted.  Silver  CONTACTS*2  Circuit  (5  Amperes)  Or  Spdt 
(7.5  Ameres);  Gold  Contacts-low  level  To  1  Ampere,  Sunlight  Readable  Display 
(Dripproof,  Watertight,  Sploshproof,  Emi/rfi  Shielding,  Hgh  Impoct  Shock 
Resistant;  Common  Terminati 

Switches,  Rotary  (Printed  Circuit),  Pushbutton  Bidirectional,  Scaled,  High  Shock,  RFI 
Shielded,  Illuminated  Or  Nonilluminated,  low  level,  Style  SRPC30 

Switches,  Rotary  Printed  Circuit  Deck  (S),  125  Milltomperes  And  Low  level,  Sealed, 
RFI  Shielded 

Switches,  Rotary  (Circuit  Selector,  low-current  Capacity) . . . . . . . 


Switches,  Sensitive,  Plunger,  7  Amperes  Or  Ion  level,-  Resilient  Seal,  Fluid  Resistant 

Switches,  Sensitive,  10  Amperes  And  low  level.  Unsealed  . . . . 

Switches,  Snap,  General  Use,  Standard  Far  «  Tenth  Editionl2  Jun  86 . . 

Switches,  Standard  For  Automatic  Transfer  *  17  May  84,  Third  Edition  *  First 
Impression  W/revision  Pages  Doted  18  May  84 
Switches,  Thermostatic,  (Bimetallic),  Subminiature,  Type  !,  Hermetically  Sealed, 

Single  Pole,  Double  Throw  (Spdt),  2  Amperes 
Switches,  Toggle,  Subminiature,  Sealed  lever.  Flux  Sealed,  One,  Two,  And  Four 
Pole,  High  And  low  level  Contacts 
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ALPHABETICAL  LISTING 


HUE 

Switches,  Toggle,  Subminiature,  Sealed  lever,  Flux  Sealed,  One,  Two,  And  Four 
Pole,  Right  Angle  (Horizontal  And  Vertical)  PCB  Mount,  Low-level  Contacts 
Switches,  Toggle  And  lack.  Flush  Mounted  (Ac)  (Detail  Specification) . . . 

Switches,  Toggle,  Subminiatu'e,  Lever  Lock,  Sealed  Lever,  Flux  Sealed  ■  One,  Two, 

&  Four  Pole,  High  &  Low  Level  Contacts 

Switches,  Toggle,  Subminiature,  Lever  Lock,  Sealed  Lever,  Flux  Sealed  Right  Angle 
PC  Board  Mount  *  One,  Two,  And  Four  Pole,  Low  Level  Contacts 

Switchgear  And  Relaying  . . . . . . . . . . 

Switchgear,  Power,  Naval  Shipboard.. . . . . . . . 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication,  Requirements  For 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  General  Specification  For 
Switching  Equipment,  Combat  System,  Comma  Nd  &  Control,  Fire  C  Ontrol  & 

Interier  Com  Munication  Switchboar  D,  Surface  Ship,  Deck  Mounted  (Terminal 
Boa  Rd  Connected),  Type  I  I 

Switching  Equipment,  Combat  Systems,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Deck  Mounted,  Power  Distribution 
(Terminal  Board  Connected),  Type  VII 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Deck  Mounted,  Digitol  Switching  (Plug 
Connected),  Type  VIII 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Submarine,  Type  IX 
Switching  Equipment,  Combat  System,  Commond  &  Control,  Fire  Control  &  Interior 
Communication  Control  Indicator 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Deck  Mounted  (Terminal  Board 
Connected)  Type  X 

Switching  Equipment,  Combat  System,  Commend  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Bulkhead  Mounted  (Terminol  Board 
Connected)  Type  lii 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Deck-mounted  (Plug  Connected)  Type 
IV 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surfoce  Ship,  Bulkhead  Mtd  (Plug  Con  Type  V) 
Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surface  Ship,  Deck  Mounted,  Two  Separate 
Sections  (Terminal  Boord  &  Plug  Connected,  Type  Vi 
Switching  Equipment,  Combat  System,  Commond  &  Control,  Fire  Control  &  Interior 
Communication  Switchboard,  Surfoce  Ship,  Bulkhead  Mounted  (Terminal  Board 
Connected)  Type  Xi 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  Interior 
Communication  Switchboard,  Submarine  Deck  Mounted  (Plug  Connected)  Type  Xii 

Switching  Group,  Transmitter  Antenna  OK-261/BRC . . . . . . 

Switching  Group,  Rf,  AN/UPA-61(  ( . . . . . . . 

Switching  Unit  SA*2498/ARC . . . . . . . . 

Switching  Unit,  Safing,  XM70  . . . . . . 

Swithgeor  Assemblies,  Including  Metol  Enclosed  Bus  Standard  For  *  74 . . . 

Swivel  Nut  Assembly,  Adopter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil 
line,  90  Deg 

Swivel  Nut  Assembly,  Adopter,  Hose  To  Tube,  Reusoble,  Hydraulic,  Fuel  And  Oil 
Line,  45  Deg 

Swivel,  Ball-bearing  (Special,  Watertight) . . . . . . 

Swivel,  Chain  . . . . . . . . . . . . . . 

Sword  And  Scobbord  (Non-commissioned  Officers). . . . . . . . . 

Sword  And  Scobbard,  .officer  S,  With  Cose  . . . . . . . . 

Swtch,  Toggle,  Double  Pole,  Single  Throw  (For  Use  In  Lighting  Fixtures) . . . 

Sym-di-beta-nophthylparophcnylenediomine . . . . . . . . . 

Symbol  For  Army  Air  Defence  System  Displays  (Metric) . . . . 

Symbol  For  Naval  Architecture  For  Use  In  Technical  Writing . . . . . . . 

Symbol  Marking  Of  Aircroft  Servicing  And  Safety/hoxord  Points  (Edition  5) 

Requests  For  Issue  Other  Than  DOD  Rercr  To  HQ  Usaf/xoxx(iso),  Wash.  D.c., 
20330  505S 

Symbol  To  Denote  The  Operational  Interchange  Ability  Of  Ammunition  & 
Demonolition  Accessories  (Short  Title,  Noto  Symbol  Of  Interchangeability) 

(Edition  No,  3) 

Symbol  To  Supplement  The  Text  Of  Instruction  Plate  For  Military  Vehicles . . . .... 

Symbols  Designating  Function  Of  Controls  In  Transport  Vehicles  (Edition  1)  ... 

Symbols  For  Aeronautical  Charts  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

Symbols  For  Use  On  Mops  Of  Training  Areas  For  Lond  Forces  (Editionno.  1)  (Req 
Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wosh.  D.c.  20330-5058) 

Symbols  On  Land  Maps,  Aeronautical  Charts  &  Special  Naval  Charts  (Edition  1 

Symbols,  Surface  Texture  -  1978  . . . . . . . . 

Synchro  Control  Transformer,  Type  26V.1ICT4D  . . . . . . . 

Synchro  Control  Transmitter,  Type  26V-11CX4C  . . . . . . . . 

Synchro  Control  Transmitter,  Type  15CX4F  . . . . . . . . . 
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Synchro  Control  Tronjmiiter,  Type  3 1CX4 A  . 

Synchro  Control  Tronjmitter,  Type  31CX6A . ........... . ........ 

Synchro  Control  Differential  Transmitter,  Type  26V-1 1CDX4C  . . . . 

Synchro  Control  Transformer,  Type  26V<23CT4A  (10539690)  . 

Synchro  Control  Transmitter,  Type  15CX6C 

Synchro  Control  Differential  Transmitter,  Type  18CDX6D  .........  ...................... ........ 

Synchro  Control  Transmitter,  Type  23CX4D  . . . . . . ...... 

Synchro  Control  Transformer,  Type  23CT4C.........  . . . 

Synchro  Control  Transformer,  Type  23CT6D  .  _ _ 

Synchro  Control  Differential  Transmitter,  Type  23CDX6C.  . . . 

Synchro  Control  Transmitter,  Type  23CX6D . . . . . . 

Synchro  Control  Differential  Transmitter,  Type  23CDX4C..... . . . . . . 

Synchro  Control  Transformer,  Type  15CT6D  . . . . 

Synchro  Control  Differential  Transmitter,  Type  15CDX6C. .................. _ ................... 

Synchro  Control  Transmitter,  Type  18CX6C  . . . . . . . 

Synchro  Control  Transformer,  Type  18CT6D  . . . . . 

Synchro  Receiver,  Type  5SN,  Mod  IB . . . . . . . . . . 

Synchro  Torque  Differcntal  Transmitter,  Type  23TDX4C . . . . . 

Synchro  Torque  Differential  Transmitter,  Type  31TOX6C  „  . . . . 

Synchro  Torque  Receiver  Transmitter,  Type  37TRX4A  ... _ — . . . 

Synchro  Torqje  Receiver  Transmitter,  Type  18TRX6B . . . ..................... 

Synchro  Torque  Receiver  Transmitter,  Type  15TRX4A  . . . . 

Synchro  Torque  Receiver  Transmitter,  Type  37IRX6A  . . .  ........ 

Synchro  Torque  Receiver  Transmitter,  Type  23TRX4A  . . . . . . . . 

Synchro  Torque  Receiver  Transmitter,  Type  23TRX6B...... . . . . 

Synchro  Torque  Receiver  Transmitter,  Type  31TRX4A  . . . . 

Synchro  Torque  Receiver,  Type  11TR4C . .  . . . 

Synchro  Torque  Receiver,  Type  26V-11TR4C . . . . . . . . 

Synchro  Torque  Transmitter,  Type  11TX4C . . . . 

Synchro  Transmitter,  For  M5  Boroswitch  . . . . ............................... 

Synchro,  Control  Transmitter,  Type  11CX4E... . . . . . . 

Synchro,  Control  Transmitter,  Type  26V-08CX4C . . . . . . 

Synchro,  Control  Transformer,  Type  11CT4E  . . . . . . . 

Synchro,  Control.tronsformer,  Type  15CT4C . . . . . 

Synchro,  Control  Transformer,  Type  26V*08CT4C  . . . . . 

Synchro,  Control  Diffrcntial  Transmitter,  Type  26V-08CDX4C  ................. . . . . . 

Synchro,  Control  Differential  Transmitter,  Type  11CDX4B  . . . . 

Synchro,  Control  Differential  Transmitter,  Type  15CDX4D  . . . . 

Synchro,  Control  Transformer,  Type  19CTB4B . .... . . . . 

Synchro,  Contro1  Transformer,  Type  19CTB6B  . . . . . . 

Synchro,  Control  Transformer,  Type  16CTB4B  . . . 

Synchro,  Control  Transmitter,  Type  18CX4D  . . . . . 

Synchro,  Control  Transformer,  Type  18CT4C . . . . . . . . . . 

Synchro,  Control  Differential  Transmitter,  Type  18CDX4C  . . 

Synchro,  Differential  Transmitter,  Type  31T0X4B.. . . — . . . 

Synchro,  Differential  Transmitter,  Type  26V-05CDX4A . . . . . . . . 

Synchro,  Differential  Transmitter,  Type  37TDX6A...., . . . . 

Synchro,  Differential  Transmitter,  Type  31TDR6B...... . . . . 

Synchro,  Differential  Receiver,  Type  23TDR4B  . . . . . . . .... 

Synchro,  Resolvers,  And  Se'vo  Motors,  Pocking  Of  _ _ _ 

Synchro,  Torque  Receiver  Transmitter,  Type  31TRX6A . . . 

Synchro,  Torque  Differential  Transmitter  26V-08TDX4A  .....................  ....... 

Synchro,  Torque  Receiver  Type  26V*08TR4A  . . . 

Synchro,  Torque  Transmitter  Type  26V*08TX4A...., . — ..... 

Synchro,  Torque  Differential  Transmitter,  Type  18TDX4C.............™.................. . . 

Synchro,  Torque  Receiver  Transmitter,  Type  1 87 RX4 A . . . . 

Synchro,  Torque  Differential  Transmitter,  Type  15TDX4C...... . . . . 

Synchro,  Torque  Receiver  Transmitter,  Type  15TRX6A  . . . 

Synchro,  Torque  Transmitter,  Type  26VM1TX4C  . . . . 

Synchro,  Torque,  Differential  Transmitter,  Type  23TDX6C 
Transmitter,  Type  15Guu.  .......................... — 

Synchro,  Transmitter,  Type  16CXB4B . . . . . 

Synchro,  Transmitter,  Type  26V*05CX4A . . 

Synchro,  Transmitter,  Type  26V*05CT4A . . 

Synchro,  400  Cycle,  Size  16  . . . . . 

Synchro,  400  Cycle,  Site  15  . . . . ........................................ . . 

Synchro,  60  And  400  Cycle  . . . 

Synchro,  60  And  400  HZ,  Size  23  ......  . . . . 

Synchronizer,  Pulse.  10554894...... . . 

Synchronizer,  Video,  SN*501/UPX . .  . 

Synchronizing  Control  Equipment,  60  Cycles,  450  Volts,  Novo!  Shipboard 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

Mll-S-20708/ 138A 

5990 

OS 

29  No. 

71 

os 

l 

Mll-S-20708/ 139  (1) 

5990 

OS 

09  Dec 

88 

OS 

MIL-S.20708/9D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

L 

MIL-S-20708/142  (1) 
NOTICE  l 

5990 

AR 

27  Mor 

86 

AR 

MIL-S-20708/20D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/36D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/45E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/46D 

S^90 

AS 

30  Jul 

87 

AR 

AS 

85 

Q 

MIL-S-20708/53D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/54D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/52D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/47D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/2IE 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/22D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/33D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/34D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

L 

MIL-S-20708/100 

5990 

AS 

15  Sep 

87 

AS 

NOTICE  1 
MIL-S-20708/48D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

NQL 

MII.S-20708/68C 

5990 

OS 

02  Jun 

88 

OS 

L 

MIL-S-20708/70C 

5990 

AS 

03  Mar 

69 

AS 

MIL-S-20708/35D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

Q 

Mll-S-20708/ 19F 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

O 

MU-S-20708/74D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/50E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/56D  (l) 

5990 

AS 

23  Jun 

88 

AR 

AS 

85 

L 

MII-S-20708/62E 

5990 

AS 

30  Ju! 

87 

AS 

MIL-S-20708/3D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/5D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/4D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

L 

Mll-S-45875 

NUORAR 

09  Jun 

75 

AR 

MIL-S-20708/2D 

5990 

AS 

30  Ju! 

87 

AR 

AS 

85 

Q 

MIL-S-20703/78E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/1E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S.20708/15F 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/79E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/80E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

Q 

MII-S-20708/8ID 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/16E 

5790 

AS 

30  Jul 

87 

AR 

AS 

85 

L 

MIL-S-20708/39A 
NOTICE  1 

5990 

AS 

15  Sep 

87 

AS 

l 

MII-S-20708/42A  (1) 
NOTICE  1 

5990 

AS 

15  Sep 

87 

AS 

L 

MII-S-20708/25A 
NOTICE  1 

5990 

AS 

15  Sep 

87 

AS 

MII-S-20708/28E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/29E 

5970 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/30E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

l 

MIL-S-20708/64B  (1) 

5990 

OS 

26  Sep 

75 

OS 

Mll-S-20708/ 137A  (3) 
NOTICE  1 

5990 

AR 

15  Mor 

89 

AR 

AS 

85 

l 

Mll-S-20708/768 

5990 

AS 

30  Jul 

87 

AS 

L 

MH-S-20708/67B 

5990 

AS 

30  Jul 

87 

AS 

l 

Mlt  5-20708/498 

5990 

AS 

30  Jul 

87 

AS 

MII-S-12134C  (1) 

INI  AMD  2  (CR) 

PACK 

AR 

24  Jon 

89 

AR 

AS 

85 

MII-S-20708/66D 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/T43 
NOTICE  1 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

Mll-S-20708/ 144 
NOTICE  1 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

Mll-S-20708/ 145 

5990 

85 

10  Jan 

69 

AR 

AS 

85 

MII-S-20708/31E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/32F 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

Mll-S-20708/ 17E 

5990 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/23- 

■<990 

AS 

30  Jul 

87 

AR 

AS 

85 

MII-S-20708/6E 

-990 

AS 

30  Jul 

87 

AR 

AS 

85 

Q 

Mk-S-20708/55D 

5990 

AS 

30  Jut 

37 

AR 

AS 

85 

Mll-S-20708/ I4E  (1) 

5990 

AS 

30  Nov 

81 

AR 

AS 

85 

l 

MII-S-20708/24A 

5990 

AS 

25  Nov 

59 

AS 

Mll-S-20708/ 135A  (3) 
NOTICE  1 

5990 

AR 

15  Mor 

89 

AR 

AS 

85 

Mll-S-20708/  136A  (3) 
NOTICE  1 

5990 

AR 

15  Mor 

89 

AR 

AS 

85 

l 

Mll-S-20708/958 

5990 

AR 

26  Jul 

71 

AR 

L 

Mll-S-20708/938 

5990 

AR 

26  Jul 

71 

AR 

MII-STD-7I0C 

5990 

AS 

09  Nov 

70 

AR 

AS 

85 

l 

MII-S-20708/94B  (I) 

5990 

AR 

01  Nov 

77 

AR 

l 

Mll-S-50348  (1) 

4931 

AR 

13  Jun 

82 

AR 

l 

MII-S-28856A 

5840 

EC 

06  Aug 

82 

EC 

t 

Mll-S-24188 

6110 

SH 

01  Dec 

65 

SH 

702 


ALPHABETICAL  LISTING 


TITLE 

Synchrenou*  High  Speed  Data  Signcting  Rates  8etween  Data  Terminal  Equipment  & 
Data  Communications  Equipment  (With  ANSI  X3.36-1975) 

Synchronous  Signaling  Rates  Between  Data  Terminal  &  Dota  Communication 
Equipment  (With  ANSI  X3.1-1976) 
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Synchros,  Description  And  Operation . . . . . . 

Synchros,  General  Specification  For........ . . . . . . . 

Synchros,  60  Cycle,  U5  Volt  (Inactive) . . . . . . . 

Synchroscope  . . . . . . . . . . . . . . . . . . 

Syntactic  Buoyancy  Material  For  High  Hydrostatic  Pressures . . 

Syntactic  Material,  Rigid,  Pour-in-place,  Structural  Void  Filling . . . . . . 

Synthetic  Filament  For  Brushes,  General  Specification  for.. . . . . . . . 

Synthetic  Rubber  Compound,  Acid  &  Oil  Resistant  . . . . . . . 

Synthetic  Rubber  &  Cork  Composition,  Geneol  Purpose,  Soft  •  1  Jan  1986  . . . 
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Temperature  Service 
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Syringe  A.  Needle  Hypodermic,  Disposable,  U-IOO  Insulin  . . . . 

Syringe  &  Needle,  Hypodermic,  Disposable  . . . . . . 

Syringe  And  Connuta,  Laryngeal,  luker.s  . . . . . . 

Syringe  And  Hypodermic  Needle,  Disposable,  Sterile . . . . . 

Syringe  And  Needle,  Disposable,  Hypodermic,  Sterile,  Single  Injection . . . 

Syringe  Kit,  Dental  Impression  And  Irrigating,.,..,. . . . . . 

Syringe,  Air,  Dental  And  Bulb,  Air  Syringe,  Dental,  (Elastomer)  . . . 

Syringe,  Anterior  Chamber  Irrigating,  Gloss  Nozzle..... . . . . . 

Syringe,  Aspirating.,... . . . . . . . . 
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Syringe,  Cartridge  (Medical,  Plastic)  . . . . . . . . . 

Synngc,  Cartridge,  Thumb  Rest  Hondlc  . . . . . . . . . . . 

Syringe,  Dentol  Restorative  Material,  And  Accessory  Kit . . . . . 

Syringe,  Dental  Impression  Material  And  Replacement  Ports  . . 

Syringe,  Fluid  Dispensing,  10  Ml  (Pharmaceutical) . . . . . 

Syringe,  Fountain,  Barium  Enema,  Disposable  . . . . . . 

Syringe,  Fountain,  Disposable  Enema, . . . . . . . . . . . . . 

Syringe,  Fountain . . . . . . . 

Syringe,  Fountain,  Barium  Enema . . . . . . . . . . . . . 

Syringe,  Glass,  With  Bulb  . . . . . . . . . . . 

Syringe,  Hypodermic,  Disposable,  Allergy  . . . . . . . . 

Syringe,  Hypodermic.l  Uer-slip,  Disposable..,,. . . . . . . 

Syringe,  Hypodermic  lucr-lock,  Disposable . . . . . 

Syringe,  Irrigating,  Surgicol,  Catheter  Tip,  Disposable,  50  Cc  (2  FI.  Oz.) . 

Syringe,  Irrigating  (Ear  And  Ulcer) . . . . . . . . . 

Syringe,  Irrigating,  Ear  And  Ulcer,  Plastic,  Disposable  . . . . 

Syringe,  Irrigating  (Plastic)... . . . . . . . 

Syringe,  Irrigating,  Dental  (Disposable) . . . . . 

Syringe,  lucr,  (All  gloss)...... . . . . . . . 

Syringe,  lucr.  Interchangeable  Component,  Dimensions  Of  . . . . . 

Syringe,  Metol,  Ear  . . . . . . . . . . . . . 

Syringes  (And  Needles),  Hypodermic,  Disposable  . . . . 

Syringes,  Hypodermic,  Needle  lock,  Glass,  3  Ml  (Cc) . . . . . . . . . 

Syrlngs,  Irrigating  (Surgicol,  Barrel  &  Plunger  Type,  Disposable) . . . . . 

Syrup . . . . . . . . . . . . . . . . . 

Syrup,  Corn  (High-fructose)  . . . . . . . . . . . . . 

System  &  Subsystem  Design  &  Engineering  &  Equipment  Technical  Standards  For 
Closed  Circuit  Television  (CCTV)  Systems 

System  Design  &  Engineering  Stondords  For  Tactical  Communications . . . 

System  Design  Guide  For  Applying  Fiber  Optic  Technology  To  Shipboard  Systems  .. 

System  For  Field  Coble  Or  Field  Wire  Labelling  (Edition  No.  4) . . . . 

System  Fcr  Field  Wire  Lobclllng  Abca  513........... . . . . . . . 

System  For  Pointing  And  Finishing  Fire-control  Material,.,,,..,. . . 

System  Operating  Unit  LA-205(  )  Detector,  light  Intensity  IA»210(  )  . . . . 

System  Ss'ety  P'cgrs-  Reqv-e-entj  - 

System  Safety  Program  For  Space  And  Missile  Systems . . . . . . . . 

System  Test  Procedure  For  An  Aircraft  Inertial  Navigation  System  (Ed,  NO,l)(REL 
To  Other  Them  OOD  Req  Pri  Appr  Of  CNM.MAT  09B21,  Wash,  D.c.  20360) 
System,  Aircrew  Automated  Escape,  Ejection  Seat  Type,  Gcncrol  Specification  For .. 
System,  Automatic  Water  Activated  Parachute  Release,  Detail  Specification  For 
System,  For  liquid  Oxygen  Of  liquid  Nitrogen  Storage  Ar.d  Charging,  (Shipboard 
Type) 

System,  lllummoted,  Warning,  Caution,  And  Advisory,  General  Specification  For . . 

System,  Integrated  Flight  Instrumentation  . . . . . 

System,  local  Control  M16A1E1 

System,  TMU-28/8  Spray  Tank  . . . . . 
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Tag  Board,  Jute  And  Manila . . . . . ...» . . 

Tag,  Blank,  Cable  Identification,  Cable  Markers  MX-892/G,  MX-893/G,  MX-894/G 
And  MX-895/G 

Tag,  Cloth,  Dry  Cleaning  &  loundry,..., . . . . . . . .... 

Tog,  Identification,  Individual,  Plastic,  Air  Force...... . . . . . . . . . 

Tog,  Identification,  Personnel . . . . . . . . . . 

Tag,  laundry  Marking  And  Tope,  Paper,  Dry  Cleaning  Marking  . . . . .  .. 

Tag,  Medical  Warning . . . . . . . . . . . . 

Tag,  Shipping  (Cloth)., . . . . . . . . . . . . . 

Tog,  Shipping  (Poper)  . . . . . . . . . . . . . 

Tag,  Shipping  (Stock,  Circular)  . . . . . . . 

Tog,  Shipping  And  Stock..... . . . . . . . . . . . 

Tagging  Machine,  Laundry  Marking  . . . . . . . . . . 

Toglines,  Crane  &  Crone  Shovel,  Spring  Loaded  Reel  Type . . . . 

Take-up  Reels  For  One-inch  Perforated  Tape  For  Information  Interchange  (With  Ansi 
X3.200967) 

lakeup,  Antenna  (Asg), . . . . . . . . . . 

Tokeup,  Tension,  Antenno  (Asg).., . . . . . . . . . . . . 

Talc,  Technical,  T1  And  T3 . . . . . . . . . . . . . . . . 

Talcum  Powder . . . . . . . . . . . . . . . . 

Tolcum  Powder . . . . . . . . . . . 

TcIIow,  Inedible  . . . . . . . . . 

Tomper,  Armature  Coil  Winding . . . . . . . . . . . . . 

Tamper,  Piston-hammer  Type,  Pneumatic  . . . . . . 

Tomper,  Ram  Type,  General  Backfill,  Gasoline  Engine  Powered,  Hand  Operated 
Commerciol  Construction  Equipment  (CCE) 

Tomper,  Vibrating  Type,  Gcd . . . . . . . . . 

Tampers,  Hand... . . . . . . . . . . . . . . . . 

Tamping  Machines,  Railway,  Vibrator  Type,  Diesel  Engine  Driven . . . 

Tomping  Machines,  Railway,  Vibrator  Type,  Diesel  Engine  Driven . . . . 

Tank  &  Pump  Unit,  liquid  Dispensing,  For  Truck  Mounting  &  Kit,  Single  Or  Duo! 

Tonk  Unit,  Liquid  Dispensing,  For  Trailer  Mounting 
Tank  And  Pump  Unit  PMU-29/E,  Jel  Oil  Servicing,  3  Gollon  Capacity,  Portoble........ 

Tank  Assembly,  Fuel  And  Air,  For  M10-8  Flame  Thrower . . . 

Tank  Assembly,  Fabric  Collapsible  10,000  Gollon  Capacity,  Petroleum  Products, 
Pockoging  Of. 

Tonk  Chassis  M48  DIVADS  Gun  System  . . . . 

Tonk  Entry  &  Cleaning,  Guide  For  Controlling  The  lead  Hazard  Associated  With 
(Second  Edition)  •  June  1982 

Tank  Fuel,  Engines,  Nonmetollic,  Non-self  Scaling,  For  Military  Vehicles..., . . 

Tank  Recovery  Vehicle,  Heavy,  N51,  Preparation  For  Storage  &  Shipment . . 

Tank,  Asphalt  Storage,  Wheel  Mounted . . . . . . . . . 

Tank,  Cartridge,  Powder,  Rocket  (Steel)  . . . . . . . .......... 

Tonk,  Chassis  M48A5  Transporter  AVI  Bridge . . . . . . 

Tank,  Chassis  M60A1  Transporter  AVL  Bridge, . . . . . . . 

Tank,  Combat,  Full  Trocked  105  MM  Gun,  M60A3  With  Thermal  Sight  . . . 

Tonk,  Combat,  Full-tracked,  105MM  Gun,  M60A1. . . . . . . . . 

Tank,  Combat,  Full  Trocked  105  MM  Gun,  Mi..... . . . . . . . . 

Tonk,  Combat,  Full  Tracked,  105MM  Gun,  M48A5,  Processing  For  Storage  & 
Shipment  Of 

Tonk,  Combat,  Full  Tracked  105  MM  Gun,  M45A5 . . . . . 

Tonk,  Combat,  Full  Tracked,  105  MM  Gun,  M60,  M60A1,  M60A1  (RISE),  & 

M60A3,  Processing  For  Shipment  &  Storage  Of 

Tonk,  Combat,  Full  Tracked  105  MM  GUN,M60A3  Passive.................. . . . . 

Tonk,  Combot,  Full  Tracked,  Ml,  Series,  Processing  For  Shipment  &  Storage  Of 

Tank,  Combot,  Full  Tracked  120  MM  Gun,  MlAl  . . . . . 

Tank,  Combot,  Full-trockeds  105MM  Gun,  M48A5 . . . . . . 

Tank,  Fabric,  Collapsible,  Water,  Nylon,  Rubber-coated..................  .......................... 

Tank,  Fabric,  Collapsible,  3,000,  10,000,  20,000,  And  50,000  Gallon,  Petroleum  ...... 

Tank,  Fabric,  Collopsiblei  Woter  Storage  3,000  Gollons . . . . . 

TpoV,  Fob'ic.  CoHopjiNe,  5000  Bcvre*  Petroleum  .  - 

Tonk,  Fabric,  Collapsible,  Pillow  Type  (For  Potoble  Water) . . . . . . 

Tank,  Fuel,  Aircraft,  Auxiliary  External,  Design  And  Installation  Of . . ............. 

Tank,  Fuel,  Aircraft,  Auxiliary  External  300  Gollon,  Type  Aero  ID  . . . 

Tank,  Fuel,  Aircraft,  Self-sealing . . . . . . . . 

Tonk,  Fuel,  Crash&rcsistont,  Aircraft . . . . . ..................... 

Tonk,  Fuel,  Engine  General  Requirements  For . . . . . . 

Tonk,  Fuel,  For  Portable  Flame  Thrower,  M2A1 . . . . . . . . 

Tonk,  Hot  Water  Storage  (15  Gollon  To  120  Gollon  Copoeity)  . . 

Tonk,  Hot  Water  Storage . . . . . . . . 

Tank,  Hot-dip,  Directly  And  Indirectly  Heated  . . . . . . . ............................ 

Tonk,  Insert,  X-ray  Film  Processing . . . . . ................................... 

Tcnk,  Insert,  X-roy  Film  Processing . . . . . . . ............................................. 

Tonk,  Liquid  Storage,  Metal,  Fuel  Oil,  Horizontal  . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Tonk,  liquid  Storoge,  Metal  For  Petroleum  Products,  Horizontal  W/skids,  600 
Gallon  Copacily 

Tank,  Liquid  Storage,  Nonmetallic,  Marine  Oil  And  Water  Service . . 

Tonk,  liquid  Storoge,  Metal,  Vertical,  Bolted,..., . . . . . . . 

Tonk,  Liquid,  Carbon  Dioxide,  40,000  Lbs  Capacity,  Semi  Trailer  Mounted 
Commercial 

Tonk,  Main  Battle,  10SMM  Gun,  M60. . . . . . . 

Tonk,  Master,  X-ray  Film  Processing  For  70MM  Film  . . . . . . 

Tank,  Master,  X-ray  Film  Processing...., . . . . . . . 

Tank,  Metal  Finishing . . . . . . . . . . . . 

Tank,  Mobile  Storage,  Liquid  Oxygen  TMU-27/M..... . . . 

Tank,  Pneumatic  Pressure,  Aircraft,  Glass  Fiber  Sphere . 

Tank,  Pressure,  Air,  Portable  . . . . . . . . . . 

Tonk,  Pressure,  Air  Brake,  Tactical  Trailers........ . . . . . 

Tank,  Pressure,  600  PSI  Gage  Working  Pressure,  Naval  Shipboard  Use  . . 

Tank,  Removable,  Liquid  Propellant  Rocket  Engine,  General  Specification  For.. 

Tcnk,  Shipping  And  Storage,  Dry  Ice . . . 

Tank,  Spray,  Chemical  Agent,  VX,  TMU-28/B,  Filling  Of... . . . 

Tank,  Storage  Distilling  . . . . . . . . . . . 

Tank,  Storage,  Liquid  Oxygen,  Low  loss  Closed  Cycle,  TMU-70/M . . 

Tank,  Storage,  liquid  Nitrogen,  TMU-35/E . . . . . . . 


Tank,  Storage,  Liquid  Oxygen  TMU-7A/E  . . . . . . 

Tank,  Storage,  liquid  Oxygen  TMU-20/E  . . . . 

Tank,  Storage,  liquid  Oxygcn/liquld  Nitrogen,  TMU-24/E  . . . . . 

Tank,  Storage,  Underground,  Glass  Fiber  Reinforced  Plastic  . . . . . . . 

Tank,  Testing,  Inner  Tube  And  Tubeless  Tire....... . . . . . . . 

Tank,  3000  Gallon  &  5000  Gallon  Fabric,  Collapsible,  Drinking  Water,  Semi  Trailer 
Mounted 

Tank,  5  &  10  Gol  (20  &  40-1)  Dispensing  •  3  Jui  80  (Notice  2  Sh  2  Jun  82) . 

Tanker  Mooring  System,  Multi  legtonker  Mooring  System,  Multi  leg  100480. . 

Tanks,  Aircraft  Propulsion  Fluid  System,  Internal,  Removoble,  Non-self-seoling . 

Tanks,  And  Plastic  Water  Closet  Bowls,  American  Notional  Standard  For  14  Apr  86 

Tanks,  Cartridge,  Tanks,  Powder,  Tonks,  Rocket  (Aluminum) . . . 

Tanks,  Cleaning  Petroleum  Storage  (Third  Edition)  September  1985  . . . . . 

Tanks,  Fabric,  Collapsibler  10,000,  20,000,  And  50,000  Gallon,  Drinking  Water . 

Tanks,  Field  Welded,  For  Storoge  Of  Production  liquids,  API  Specification  For, 

Ninth  Edition,  Supplement  I  -  Jan  82 

Tanks,  Floating-roof,  Cleaning  Open-top  &  Covered  (First  Edition)  •  Aug  1981 . . 

Tanks,  Horizontal,  Standard  Method  For  Measurement  &  Calibration  Of  (First 
Edition)  •  Oct  1965 

Tanks,  Lightweight,  Collapsible,  Pillow  160  Gallon  (Nominal),  Drinking  Water . 

Tonks,  Master,  X-ray  And  Photodosimetric  Film  Processing,  Mechanicolly  Cooled, 
Self-contained  Naval  Shipboard 

Tonks,  Method  For  liquid  Calibration  OF-1966 . . . . . . 

Tonks,  Venting  Atmospheric  And  low-pressure, standard  For  •  1982  January  Third 
Edition 

Tonks,  Welded  Steel,  For  Oil  Storage,  Standard  Specification  »  FEB84  Seventh 
Edition 

Tantalum,  Unalloyed,  For  Surgical  Implant  Applications  -  31  Mar  1978. . 

Tap,  Thread  Cutting  (NPT  And  NPS  Series)  . . . . . . . . . 

Tap,  Thread  Cutting,  Carbon  Steel  Hand,  Cut  Thread,  American  Standord  Toper 
Pipe  Threods 

Tap,  Thread  Cutting  (Spiral  Pointed . . . . . . . . . . . 

Top,  Thread  Cutting,  (Standard,  American  Nationol  Form  And  Metric  Spark  Plug 
Threod,  High-speed  Steel,  Ground  Thread,  Hand) 

Top,  Threod  Cutting  (Ground,  High  Speed  Steel,  Regular,  Machine  Screw  Tops)  . . 

Top,  Thread  Cutting  (High  Speed  Steel,  Ground  Threod,  Hand  And  Spark  Plug)  ...... 

Tap,  Thread  Cutting  (Regulor,  Fractional  Inch  Sizes) . . . . . . . . 

Tap,  Threod.cutting  (High  Speed  Steel,  Ground  Threod,  Hand  And  Spark  Plug) . 

Tope  And  Sheet,  Adhesive,  Rubber  Ar.d  Cork  Composition  . . . . 

Tape  And  Webbing,  Textile,  Woven  Reinforcing,  Colton . . . . . . . . 

Tope  And  Webbing,  Textile,  Woven,  Nylon . . . . . . . . . . 

Tope  Cartridge,  Unrecorded  Mognotic,  For  Information  Interchange,  0.250  In. 

(6.30MM),  1600  BPf  (63  BPMM)  Phase  Encoded  -  27  Jun  77 
Tape  For  Information  Interchange,  Eleven-sixteenths  Inch  Perforated  Poper  -  3  Apr 
67 

Tope  For  Information  Interchange,  Interchange  Rolls  Of  Perforated  *  9  Dec  71 . . 

Tope  Identification,  Coaxial  Cable  Transmission  line  Assembly  . . . . 

Tope  Inhibiting,  Ethyl  Cellulose............ . . . . . . . . 

Tape  Parchment,  Composite,  Interleof  Carrier  Material,  0.004  In.  (0.10MM), 
Unperforated 

Tope  Polyethylene  Film,  Composite,  Unperforaled,  Interleaf  Carrier  Mofenol,  0.0018 
fn.  (0.046MM) 

Tope  Pressure  Sensitive  Adhesive  Box  Closure ............... . . . . . . 

Tope  Prt-isuie  Sensitive  Adherence  To  linerboard  Of  At  low  Temperature  26  Jul 
85 

Tape  Pressure  Sensitive  Accelerated  Aging  Of  By  Carbon  Arc  Exposure  Apparatus  - 
26  Jul  85 

Tope  Pressure  Sensitive  Unwind  Force  Of  -  26  Jul  85  . . . 
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ALPHABETICAL  LISTING 


TITLE 


Tope  Recording,  Video,  Frequency  Response  &  Reference  Level  Of  Recorders  & 
Reproducers  For  Audio  Records  For  1  In  Type  C  Helico!  Scan  •  9  Aug  79 
Tope  Recording,  Video,  Basic  System  &  Tronsport  Geometry  Parameters  For  1  In 
Type  C  Helical  Scan  -  9  Aug  79 

Tape  Recording, video.  Dimensions  &  Location  Of  Records  For  1  In  Type  C  Helical 
Scan  *  09  Aug  79 

Tape  Rorroreflective,  &  Sheeting  Reloreflectlve  {Pavemenl  line.  Word  &  Symbol 
Markings) 

Tape,  Adhesive,  Rubber  (Metric) . . . . . .......................... . . 

Tape,  Adhesive,  Leod  Foil  . . . . . . . . . . 

Tape,  Adhesive,  Surgical  . . . . . . . . . . . . . . 

Tape,  Adhesive,  Pressure  Sensitive  Masking  *  1  Oct  8T. ......  . . . . . 

Tope,  Adhesive,  Surgical  . . . . . . .  ...  . . . . . . 

Tape,  Aircraft  Tubing  Identification  Marker .  . . . . . . . . . 

Tape,  Aluminum  Foil,  Pressure-sensitive,  Heat  Reflective..... . . . .... 

Tape,  Antiseize,  Tetrafluoroethylene,  With  Dispenser . . . . . . 

Tape,  Asbestos . . . . . . . . . 

Tape,  Audio,  Magnetic,  1/4  Inch,  Recording  Formats  For  . . . 

Tope,  Composite  Polyethylene  Coated  Paper,  Unperforated,  Interleaf  Carrier 
Material,  0  0035  In.  (0.089  MM) 

Tape,  Composite  Interleaf  Carrier  Material  Paper  0.004  Im.  (0.10MM),  Perforated  - 
15  Jun  75 

Tope,  Composite  Interleaf  Carrier  Material,  Paper,  0.004  In.  (0.10MM),  Perforated 
1  Jon  85 

Tope,  Composite,  Interleaf  Carrier  Material,  Polyethylene  Coated  Poper,  Perforated, 
0.0035  In.  (0.089  Mm  ■  1  Jan  85 

Tape,  Composite,  Interleaf  Carrier  Material  -  1  Jan  85 . . . . 

Tape,  Composite,  Interleaf  Carrier  Material,  Polyethylene  Cooled  Poper,  Perforated, 
0.0035  In.  (0.089  Mm  -  1  Jon  85 

Tape,  Correction  (Tape,  Typewriter,  Correction  (Cover  Up)..,., . . 

Tape,  Correction . . . . . . . . . . . . 

Tape,  Electrical  Insulating,  Tetrofloorethylene  Backed  Pressure-sensitive  *  31  Aug  84.. 
Tope,  Electrical  Insulating,  Tetrofluorethylene  Backed  Pressure  Sensitive  *31  Aug  84 

Tape,  Embossing  (Pressure  Sensitive,  Plastic) . . 

Tape,  Embossing . . . . . . . . . 

Tape,  Epoxy-glass  Cloth,  Thermosetting,  Pressure  Sensitive  Adhesive.. . 

Tope,  Fan  Folded  . . . . . . . . . . . . . . . 

Tape,  Fish,  Steel . . . . . . . . . . 

Tope,  Gloss-setting,  Rubber,  Uncured  (For  Sealing  Glass  Windows)  . . 

Tope,  Gummed  (Paper,  Reinforced,  Non-asphclt  laminated) . . . . . 

Tape,  Gummed,  (Paper,  Reinforced,  Asphalt  laminated) . . . .  . . . 

Tape,  Gummed,  Packaging  And  Packing  Of... . . . . . . . 

Tope,  Gummed,  Paper,  Plain  . . . . . . . . . . . . . . 

Tape,  Gummed,  Paper  Reinforced  &  Plain,  For  Sealing  &  Securing . . . . 

Tape,  Heat  Shrinkable  . . . . . . . . 

Tape,  Identification,  Color  Coded,  For  Aircraft  Tire . . . . . 

Tope,  Identification,  Aerospace  Vehicle  Tubing  Marker  . . . . . . . . 

Tape,  Identification  Pitot  Static  lines . . . . . . . . 

Tope,  Insulation,  Electricol  (Friction) . . . . . . . . . 

Tope,  lacing  And  Tying . . . . . . . . . . 

Tope,  Linen-finish,  Red  . . . . . . . . 

Tape,  low  Modulus  Aromid  *  1  Oct  83 . . . . . . . 

Tape,  low  Modulus  Aromid,  2(50),  1,000  (4,450)  Breaking  Strength  -  1  Oct  83  ...... 

Tape,  low  Modulus  Aromid,  2(50),  3000  (13.345)  Breaking  Strength . . 

Tope,  Measuring  (Dressmakers) . . . 

Tope,  Measuring  (Steel,  Surveyors) . . . . 

Tope,  Measuring,  Tank  Goging  Type,  With  Reel  And  Plumb  Bob . . . . 

Tope,  Measuring,  Surgical . . . . . . . . . 

Tape,  Measuring,  Cloth,  Cotton . . . . . . . . . . . 

Tope,  Measuring,  Steel,  Surveyors . . . . . . . . . . . 

Tope,  Measuring,  (General  Use) . . . . . . . 

Tape,  One  Half  Inch  Viedo  Cassette  Broadcast  Format . . . . . . 

Tape,  PTFE  Resin  Skived  *  26  Jun  81 . . . . 

Tape,  Packagmg/iridustrial,  Filament  Reinforced...... . . . . . . . 

Tape,  Packaging,  Waterproof  . . . . . . . . . 

Tope,  Packaging,  Vinyl  Plastic  Fifm........... . . . . . . . . . . . 

Tope,  Packaging,  Plastic  Film  . . . . . . 

Tape,  Poper,  Computing-machine . . . . . . . . . . . 

Tape,  Paper,  Dry  Cleaning,  MARKING....... . . . . 

Tape,  Perforated,  One  Inch  *  1971..... . . . . . . 

Tape,  Perforator  Type,  Polyester  Base . . . . . . . . . 

Tope,  Plastic,  Heat-sealing,  Perforated . . . . . . . . . . . . 

Tape,  Polyester  (For  Use  In  Ammunition) . . . . . . . . 

Tape,  Postage  Meter . . . . . . . . . . . 

Tope,  Pressure  Sensitive,  Adhesive,  Preservation  &  Scaling . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Tope,  Pretture  Sensitive  Adhesive  (Poper,  Photographic) . . . 

Tope,  Pressure  Sensitive  Adhesive,  Copper  Foil . . . . . 

Tope,  Pressure  Sensitive  Adhesive,  Pockaglng/poper  (For  Carton  Sealing)  ................ 

Tope,  Pressure  Sensitive,  Plastic,  Masking  (For  Paint  Color  Separation) . . 

Tope,  Pressure  Sensitive  Adhesive  . . . . . . . . 

Tape,  Pressure  Sensitive  Adhesiv«s,  For  Mending  Nylon  Parachute  Canopies  . . . . 

Tape,  Pressure  Sensitive  Adhesive,  Pipe  Wrapping  . . . . . . 

Tape,  Pressure  Sensitive  Adhesive  Film  Foam,  Double  Coated  (For  Use  With 
Ammunition) 

Tope,  Pressure  Sensitive  Adhesive  Paper,  Drafting.... . . . ...» . . 

Tape,  Pressure  Sensitive  Adhesive  Identification... . . . . . . . 

Tape,  Pressure  Sensitive  Adhesive,  Double  Coated.... . . . . . 

Tape,  Pressure  Sensitive  Adhesive,  Packaging  And  Packing  Of  . . . . 

Tope,  Pressure  Sensitive,  Adhesive,  Double-coated  Vinyl,  Corpet . . 

Tope,  Pressure  Sensitive  Tape  At  180  Deg  Angle,  Peel  Adhesion  Of  *  30  Aug  83  .... 

Tope,  Pressure  Sensitive  Adhesive  (Duct) . . . . 

Tope,  Pressure  Sensitive,  Water  Penetration  Rate  Of  -  31  Jul  79 . . 

Tape,  Pressure  Sensitive  Adhesive  (Duct) . . . . . . . . 

Tape,  Pressure  Sensitive,  Tensile  Strength  &  Elongation  Of  (Metric)  *  10  Aug  83...... 

Tape,  Pressure  Sensitive  Adhesive,  Masking . . . . . 

Tope,  Pressure  Sensitive,  Peel  Adhesion  Of,  At  180  Deg  Angle  (Metric)  •  30  Aug  83 
Tope,  Pressure  Sensitive,  Holding  Power  Of  Lineal  And  Multidirectional  Filament 
Reinforced  -  24  Feb  78 

Tope,  Pressure  Sensitive,  Accelerated  Aging  Of . . . . . 

Tape,  Pressure  Sensitive  Adhesive,  Filament  Reinforced  . . . . 

Tape,  Pressure&sensitive  Adhesive,  Lithograph . . . . . . . 

Tape,  Pressure&sensitive  Adhesive,  Polyester  Film  . . . . . . 

Tape,  Pressure-sensitive  Adhesive,  For  Masking  During  Point  Stripping  Operations.... 

Tope,  Pressure-sensitive  Adhesive,  Box  Closure  . . . . . . 

Tape,  Pressure-sensitive  Adhesive,  Plastic  Film,  (For  Sealing  Fiber  Containers  & 

Cans) 

Tape,  Pressure-sensitive  Adhesive  (Aluminum-backed) . . . . . 

Tope,  Pressure-sensitive,  Adhesive  (Corrosion-resistant) . . . . . 

Tope,  Pressure-sensitive  Adhesive,  (Edging) . . . . . . . 

Tape,  Pressure-sensitive  Adhesive,  For  Dissimilar  Metal  Separation  . . . 

Tope,  Pressure-sensitive  Adhesive,  Plastic  (For  Electroplating) . . . 

Tape,  Pressure-sensitive  Adhesive,  Plastic  Film  . . . . . 

Tope,  Pressure-sensitive  Adhesive,  (Packaging,  Paper) . . . 

Tope,  Pressure-sensitive  Adhesive  (Waterproof) . . . . . . . 

Tape,  Pressure-sensitive  Adhesive  (Plastic  Film) . . . . . 

Tape,  Pressure-sensitive  Adhesive,  (High  Tensile  Strength,  Black,  Weather-resistant, 
Glass  Filament  Reinforced) 

Tape,  Pressure-sensitive  Adhesive,  (Low-tensile  Strength,  Polyester  Filament, 
Reinforced) 

Tape,  Pressure-sensitive  Adhesive  (Medium  Tensile  Strength,  Transparent,  Glass 
Filament  Reinforced) 

Tope,  Radio  Frequency  Measuring  (P/O  Antenna  Group  AN/GRA-50)  ()  . . . 

Tope,  Recording,  Instrumentation,  Magnetic  Oxide-coated . . . . . . . 

Tape,  Recording,  Audio,  1/4  Inch  Magnetic  Oxide  Coated  . . . . . 

Tope,  Repair,  Magnetic  Minesweeping  Cable  Sheath . . . . . 

Tope,  Rubber  Insulating,  For  High  Voltage  Applications  -  18  Sep  75.... . . 

Tape,  Rubber  Unvulconized,  Splicing  And  Molding  (Tapes  TL-317/U  And  TL-318/U).. 

Tope,  Sealing,  Sterilization  Indicator,  (Gas)  . . . . . . . . . . 

Tope,  Seoling,  Sterilization  Indicator . . . . . . . . 

Tape,  Sensitive,  To  Fiberboard  At  90  Deg  Angle  &  Constant  Stress,  Adhesion  Of 
Pressure  *  30  Aug  83 

Tope,  Sound  Recording,  1/4-INCH,  Mastering... . . . . 

Tope,  Sound  RECORDING,  1/4-INCH,  Generol  Purpose . . . . . 

Tape,  Teletypewriter,  Perforator . . . . . 

Tope,  Textile  And  Webbing,  Textile,  Reinforcing,  Nylon  . . . ...... 

Tape,  Textile.  Webbing  Textile . . . . . . . . 

Tape,  Textile,  Aramid . . . . . . . . . . 

Tape,  Textile,  Cotton,  Tying . . . . . . . . . . . 

Tope,  Textile,  Cotton  For  Bandoleers . . . . . . . . . 

Tape,  Textile,  Cotton,  General  Purpose, t(unbleached.  Bleached  Or  Dyed) . . . 

Tope,  Textile,  Cotton  Or  Polyester,  Generol  Purpose,  Naturol  Or  In  Colors  . . 

Tape,  Textile,  Nylon,  Multiple  Tubular . . . . . . 

Tape,  Textile,  Nylon  (For  Nome  Topes) . . . . . . . . . 

Tape,  Textile,  Nylon,  Parachute  Construction . . . . 

Tape,  Textile,  Nylon,  Aromatic,  Nonmelting,  Reinforcing  . . . . . . . 

Tope,  Textile,  Nylon,  Woven,  White  Or  Dyed . . . . . 

Tope,  Textile,- Nylon,  Landbased  Arresting  Gear,  114NCH  . . 

Tope,  Textile,  Nylon,  Landbased  Arresting  Gear,  8  Inch  . . . 

Tape,  Textile,  Nylon,  Londbosed  Arresting  Gear,  7  Inch  . . . . 

Tape,  Textile,  Webbing,  Textile,  Rayon  . . . . 

Tope,  Textile,  1  Inch... . . . . . . . . 

Tope,  Thermal  Radiation  Resistant,  Pressure-sensitive  Aluminum  Coated  Fiberglass 
Cloth 

Tope,  Typewriter,  Correction  (Lift  Off)  ................................... . 
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88 

AR 

AS 

99 

L-T-80B 

7510 

* 

01  Oct 

7) 

MIL-T-4053B 

8030 

84 

20  Aug 

62 

AS 

99 

A-A-195B 

7510 

• 

07  Jon 

83 

Q 

MIL-T-23142B 

7510 

AS 

18  Aug 

77 

GL 

AS 

99 

HH-T-0025  (2) 

7510 

i* 

31  Oct 

69 

A-A-1689A 

7510 

t 

07  Moy 

82 

A-A-1683A 

7510 

•GL 

09  Dec 

82 

GL 

AS 

69 

A-A-1586A 

7510 

•GL 

09  Dec 

82 

Gl 

A-A-1684A 

7510 

•GL 

16  Dec 

82 

Gl 

SA 

A.A-1685A 

7510 

t 

09  Dec 

82 

A-A-1686A 

7510 

t 

09  Dec 

82 

A-A-1687A 

7510 

t 

09  Dec 

82 

1. 

Mll-T-55371 

5210 

ER 

13  Nov 

72 

ER 

W-MJ53A  (1) 

5835 

SH 

04  Mor 

87 

CR 

SH 

99 

Q 

W-T-001572 

5835 

•82 

17  Moy 

72 

L 

MIL-T-22755B 

5970 

SH 

19  Od 

88 

SH 

NOTICE  1 

ASTM  D3391-75 

5970 

ER 

19  Oct 

79 

ER 

SH 

85 

L 

MIL-T-13020C 

5970 

ER 

20  Moy 

71 

ER 

A-A-51281 

6530 

/MB 

19  Dec 

85 

MD 

MS 

03 

UU-T-118B 

6530 

/DM 

18  Moy 

76 

MD 

MS 

03 

ASTM  02860-83 

PACK 

AS 

26  Sep 

85 

SM 

AS 

69  IS 

A-A-T396 

5835 

/eo 

24  Jul 

81 

CR 

NV 

99 

A-A-1895 

5835 

/80 

24  Jul 

81 

CR 

NV 

99 

UU-M2CG 

7530 

•GL 

31  Oct 

80 

GL 

SA 

99 

INT  AMD  (I) 
MIL-T-5038G  (3) 

♦8305 

GL 

17  Dec 

86 

GL 

AS 

99 

MIL-T-5608G  (2) 

8315 

82 

27  Jul 

78 

AS 

99 

L 

M11-T-43709A 

8315 

Gl 

06  Dec 

77 

GL 

DDD-T-OOIOIA 

8315 

* 

06  Mor 

68 

L 

MIL-T-13452A 

8305 

AR 

29  Jul 

59 

AR 

DDD-T-86H 

8315 

/GL 

23  Dec 

85 

GL 

NU 

99 

MII-T-43566B 

8315 

GL 

23  Sep 

85 

Gl 

NU 

11 

MIL-T-5666C 

NOTICE  1 

8315 

Gl 

12  Nov 

87 

Gl 

AS 

99 

MIL-T-43664B 

8315 

GL 

09  Feb 

88 

GL 

11 

MIL-T-6134C  (1) 

8315 

82 

03  Feb 

77 

GL 

AS 

99 

MIL-T-38328B  (1) 

8315 

20 

09  Aug 

82 

SA 

20 

MIL-T-2283E 

8315 

GL 

30  Nov 

87 

Gl 

NU 

99 

L 

Mll-T-81791  (3) 

8315 

AS 

28  Nov 

77 

AS 

L 

Mll-T-81736  (3) 

8315 

AS 

30  Dec 

77 

AS 

L 

MIL-T-81521A  (3) 

8315 

AS 

27  Dec 

77 

AS 

MIL-T-5237D  (1) 
NOTICE  1 

♦8305 

GL 

30  Nov 

87 

GL 

AS 

11 

L 

MIL-T-10372A  (1) 

8315 

EA 

02  Feb 

87 

EA 

L 

MIL  T-83284  (2) 

7510 

84 

06  Jun 

73 

99 

A-A-978 

7510 

* 

05  Aug 

80 

709 


ALPHABETICAL  LISTING 


TITLE 

Tope#  Video,  Magnelic,  Recording,  Format*  For.,,,.,,.,,, . . . . . . . 

Taper*,  Machine  •  1963 . . . . . . . . 

Tapes,  Bursting  Strength  Of  Pressure-sensitive  (Metric)  -  10  Aug  83 . . 

Tapes,  Bursting  Strength  Of  Pressure  *  Sensitive  10  Aug  83 . . . 

Tapes,  Pressure  Sensitive,  Holding  Power  Of  (Metric)  •  27  Aug  82. . . . . . 

Tapes,  Pressure  Sensitive,  Tensile  Strength  &  Elongation  Of  *  10  Aug  83 . . . . 

Tapes#  Pressure-sensitive  Adhesive,  Masking,  Non-staining,  For  Aircraft  Painting 
Applications 

Tapes,  Pressure-sensitive,  Holding  Powei  Of  *  27  Aug  1982  . . 

Topes,  Rubber,  NonmefoUic  Conducting  Ar.d  Electrically  Insulated  00  Dec  83.,.. . 

Tapes,  Sensitive,  Quality  Assurance  Of  Pressure  ■  29  Nov  78 . . . . 

Topes,  Thickness  Of  Pressure-sensitive  And  Gummed  -  10  Aug  63... . . . . 

Topes,  Thickness  Of  Pressure  -  Sensitive  And  Gummed  (Metric)  •  10  Aug  83 . . 

Tapioca  . . . . . . .  . . . . 

Topper,  Electric,  Portable . . . . . . 

Tops,  Dies,  Diestocks,  And  Threading  Set-pipe  Threading,  Hand . . 

Taps,  Thread  Cutting,  Carbon  Steel,  Hand  Cut  Thread,  American  National  And 
Metric  Thread  Form,  Screw  And  Bolt 

Tar  •  25  Mar  77  (Reapproved  1983) . . . . . . 

Target  •  Aerial  Towed  Sleeve,  Mark  23.. . . . . . 

Target  Analysis  *  Nuclear  Weapons  (Edition  No.  3)  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  8y  Hq  Dorcom  (Drcird) 

Torget  Equipment . . . . . . . . . . . 

Target  Generator,  Simulated,  Subsystem  Of  Target  Selector  Group,  XM10  . . . 

Target  Grid  Procedures  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved 
By  Hq  Darcom  (Drii) 

Target  Holding  Mechanism  Assemblyr  9375764  . . . . . . 

Target  Holding  Mechanisms,  Trcinfire,  M30  And  M30A1 . . . . 

Torget  Holding,  Mechanism,  Tramfire,  M31A1 . . . . . . . 

Target  Mechanism,  Night  Firing,  Smoll  Arms,  M40  . . . . . . 

Torget  Numbering  System  For  POST-1970  (ABCA-221) . . . 

Torget  Numbering  System  (Non  Nuclear)  (Edition  4)  (Req  Other  Than  DOD  Ref  To 
US  AMC,  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexandria,  Vo  22333-000) 
Target  Pattern  For  Determination  Of  Aerial  Photographic  Resolution  (Rel  To  Other 
Than  Dod  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

Torget  Position  Simulator  Mark  26  Mod  0  (For  Fire  Control  Systems  Mk  112) . . 

Torget  Reporting  Guide  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  Hq 
USAF/XOXX(ISO)  Wash,  DC  20330-5058 

Target  Sat,  Surveying...... . . . . 

Target  Simulator,  Infrared  SM-630(  (/AWM-23)V( . . . 

Target  System,  External  Tow,  Gunnery  A/A37U-15 . . . 

Target,  Aerial,  Powered,  Design  And  Construction  Of  General  Specification  For  . 

Target,  Paper  And  Paper  Accessories . . . . . . . 

Target,  Pasteboard  And  Polyethylene . . . . 

Target,  Silhouette,  Standing  Mon  Holding  Pistol  And  1000  Inch  . . . . 

Target,  Surveying,  Beocon  (With  Carrying  Bag).... . . 

Target,  Tow,  Aerial,  TDU-34/A  . . . . . . . . . 

Tarpaulin,  Cotton  Duck,  For  Wind  Measuring  Set . . . . . . . 

Tarpaulin,  Cotton  Duck,  Fire, -Water,  V/eother  And  Mildew  Resistant . . 

Tarpaulin,  Cotton  Duck,  Olive  Drob  No.  7,  20  Feet  By  20  Inches . . 

Tarpaulin,  Duck,  Cotton,  Vinyl  Resin  Coated  Both  Sides,  14  Feet  Long  By  6  Feet 
Wide 

Tarpaulin,  laminated,  Vinyl  Nylon,  Flexible . 

Tcrpaulin,  laundry.  Trailer  Mounted,  Single  Trailer  Type  M-532  . . . . . 

Tarpaulin,  Light  Weight  . . . . . . . . 

Tarpaulin,  Waterproof,  Special  Purpose,  10  Feet  long  By  8  Feet  Wide  . . 

Taxiway  lighting  (Rel  To  Other  Thon  DOD  Act  Mat  09B21,  Wash,  D.c.  20360)  . , 

Tea  Mix,  Instant,  Sweetened,  lemon  Flavored  *  (Operational  Ration  Component)....., 

Tea,  Black  (Bags  Or  loose......... . . . . . . . . 

Tea,  Instant  . . . . . . . . . . . . . 

Teakettle,  4  Quart . . . . . . . . . . . . . . . . . 

Technical  And  Maintenance  Overhaul  And  Repair  Standards,  Preparation  Of . . 

Technicol  Characteristics  Cf  IFF  Mk  XA  &  Mk  XII  Interrogators  &  Transponders  * 
Part  I,  General  Description  Of  The  System  (Edition  No.  1) 

Technicol  Control  Facilities  &  Equipment  For  Long  Haul  Communications  -  Volume  l 
Cf  2  Volumes 

Technical  Criteria  for  The  Transport  Of  Cargo  By  Helicopter  (Rel  To  Other  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash  D.c.  20360)  (Chg  1-12 
Feb  1986) 

Technicol  Criteria  For  The  Transport  Of  Cargo  By  Helicopter  (Edition  2)  . . 

Technicol  Criteria  For  Externol  Cargo  Carrying  Nets  (Edition  No.  1)  (Rel  To  Other 
Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


FED-STD-359 

5820 

• 

21  Jan 

77 

ANSI  B5.10-63R72 

34GP 

IP 

12  Dec 

78 

Al 

SH 

99 

ASTM  D3662M-83 

7510 

AS 

09  Jan 

85 

SM 

AS 

69 

ASTM  D3662-83 

7510 

AS 

09  Jon 

85 

SM 

AS 

69 

ASTM  D3654M-82 

7510 

AS 

30  Sep 

85 

SM 

AS 

69  IS 

ASTM  D3759-83 

7510 

AS 

09  Jan 

85 

SM 

AS 

69 

MIL*T*2I595D  (2) 

7510 

AS 

25  Sep 

86 

MR 

AS 

99 

ASTM  D3654-82 

7510 

AS 

30  Sep 

85 

SM 

AS 

99  IS 

ASTM  D4325-83 

5970 

MR 

14  Jun 

88 

MR 

SH 

99 

ASTM  D3715-78 

MISC 

SM 

25  Jon 

80 

SM 

AS 

ASTM  D 3652*83 

7510 

AS 

09  Jon 

85 

SM 

AS 

69 

ASTM  D3652M-83 

PACK 

AS 

09  Jon 

85 

SM 

AS 

69 

N-T-101E 

8920 

/Gl 

20  Jun 

67 

GL 

SA 

50 

INT  AMD  l(GSA) 

AA-439 

5130 

t 

09  Jon 

80 

GGG-T-581B 

•5136 

•GL 

17  Oct 

62 

Gl 

99 

(INT.  AMD.  1 

GGG-T-60A 

5136 

•GL 

24  Nov 

70 

Gl 

SH 

99 

ASTM  D490-77 

5610 

YD 

31  Mar 

88 

CE 

YD 

99 

NOTICE  1 

MS-26500B 

6920 

AS 

09  Apr 

74 

AR 

AS 

11 

NAT-STD.2III  (2) 

ISDA 

AM 

04  Oct 

85 

MII-T.I35S98 

6920 

AR 

17  Dec 

73 

AR 

TD 

99 

MIL-T-48445A 

1240 

AR 

01  Dec 

75 

AR 

Q'STD-505 

ISDA 

AM 

27  Jun 

78 

MIL-T-70700 

6920 

AR 

15  Sep 

88 

AR 

MII.T-45540B 

6920 

AR 

31  Aug 

73 

AR 

TD 

99 

MIL.T.45508B  (2) 

6920 

AR 

04  Apr 

78 

AR 

MII-T-45917A 

6920 

AR 

10  Anr 

86 

AR 

TD 

99 

NOTICE  1 

QSTD-221 

ISDA 

AM 

03  Sep 

70 

NAT-STD-2147  (3) 

ISDA 

Al 

02  Mar 

89 

DIST  STMT  C 

AIR.STD-52/2IA 

ISDF 

06 

04  Nov 

83 

MII.T-82524A 

1290 

OS 

21  Jon 

87 

OS 

NOTICE  1 

AIR-STD-101E/5D 

ISDF 

06 

03  Sep 

86 

MIL-T-52823A 

6675 

ME 

30  Jun 

83 

ME 

99 

MII-T-81784C 

493S 

AS 

11  Jul 

77 

AS 

MII-T-9B13A  (1) 

6920 

:  o 

22  May 

86 

99 

NOTICE  1 

MIL-M8232B 

1550 

AS 

22  Mar 

68 

AS 

MIL-T-I3558B 

6920 

AR 

10  Apr 

86 

AR 

TD 

99 

NOTICE  1 

MII-T-13560D 

6920 

AR 

27  Moy 

81 

AR 

TD 

99 

NOTICE  1 

MIL-T-45919 

6920 

AR 

13  Dec 

68 

AR 

MIL-T-3510D 

6675 

ME 

14  Aug 

78 

ME 

Mll-T.85230  (1) 

1550 

AS 

02  Oct 

86 

AS 

MII-T-A3309C 

8340 

Gl 

15  Feb 

79 

Gl 

NU 

K-P-146E 

8340 

/Gl 

13  Feb 

79 

Gl 

NU 

99 

Mll-T-43389  (1) 

8340 

Gl 

29  Mor 

78 

Gl 

MC 

99 

MIL-T.82152A 

8340 

MC 

23  Moy 

73 

MC 

MII-T-82288B 

8340 

NU 

23  Jon 

81 

NU 

99 

MII-T.40624B 

35)0 

Gl 

12  Feb 

88 

GL 

YD 

99 

NOTICE  1 

MIL-T.7249B  (1) 

8340 

82 

21  Dec 

77 

Gl 

99 

MIL-M956D  (1) 

8340 

GL 

08  Jon 

79 

Gl 

NU 

AIR.STD-65/9B 

ISDF 

06 

02  Ocl 

84 

Mll-T-44284 

8955 

GL 

28  Sep 

87 

A-A-20033A 

8955 

Gl 

10  Jon 

86 

Gl 

SA 

50 

MIL-T-3527D  (1) 

8955 

Gl 

01  Ocl 

87 

Gl 

SA 

50 

NOTICE  1 

A-A-554 

7330 

S 

Moy 

80 

MIL-STD-1604 

MISC 

OS 

28  Sep 

73 

OS 

NOTICE  2  (OS) 

NAT-STD-4193 

ISDF 

06 

30  Moy 

85 

PART  1 

Mll-HDBK  4)4 

SIHC 

90 

23  Mor 

81 

SC 

EC 

90 

AIR-STD-44/32C 

ISDF 

06 

01  Feb 

83 

NAT-STD-3542 

ISDN 

NM 

27  Jul 

81 

NAT-STD-2980 

ISDA 

AM 

20  Oct 

83 

710 


ALPHABETICAL  LISTING 


TITLE 


Technicol  Criteria  Fora  Clojed  Circuit  Refuelling  System  (Edition  No.  1)  (Rel  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360) 
Technical  Criteria  For  External  Cargo  Carrying  Slings  (ED2)  Request  For  Issue  To  Be 
Sent  To  Us  Amc  Amcicp-oo  n,  5001  Eisenhower  Ave,  Alexandria,  Va  22333-0001 
Technical  Criteria  For  External  Cargo  Carrying  Nets  (Edition  No.  1)  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  Wash,  D.c.  20360) 

Technical  Data  For  Handling  Custodial  Nuclear  Weapons  (Edition  No.  3  (Rel  To 
Other  Than  DOD  Agencies  Must  Be  Approved  By  CNM,  Dept  Of  The  Novy,  MAT 
09B21,  WASH,  D.c.  20360) 

Technical  Data  For  Handling  Custodial  Nuclear  Weapons  (Edition  3)  . . . . . 

Technical  Data  Package  . . . . . . . . . . . . 

Technical  Data  Package  For  AMC  Material . . . . 

Technical  Data,  Quality  Control  System  Requirements  For . . . . 

Technical  Design  Standards  For  Frequency  Division  Multiplexers  . . . . . 

Technical  Electronic  Terms  And  Definitions . . . . . . 

Technical  Guidance  For  The  Design  6.  Construction  Of  Pot  Installations  On  NATO 
Airfields*  Edition  2  (Req  For  Issue  Other  Than  DCD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO,  Wash  DC  20330-5058 

Technical  Information  Requirements  For  Air  Launched  Guided  Missile  Proposals . 

Technical  Information  File  Of  Support  Equipment  (Available  In  Microfiche  (24X) 
(Only) 

Technical  Manual,  Aircrew,  Special  Weapon,  A?r*to  ground  Missile  Delivery, 

Strategic  Bomber  Aircraft,  Preparation  Of 

Technical  Manual  Writing  Handbook . . . . . . . 

Technical  Manuals:  Battlefield  Damage  Assessment  &  Repair  Preporotion  Of  . 

Technicol  Manual  And  Checklist  Assembly,  Test,  And  Storage  Procedures, 
Missile/warhead  Mating,  Preparation  Of 
Technicol  Manual,  Weapon  Loading  Procedures,  Air  Defense  Fighter-interceptor 
Aircraft,  Preparation  Of 

Technical  Repair  Standards  (Strs);  Hull,  Mechanical,  And  Electrical  (HM&E), 
Preparation  Of  (Metric) 

Technical  Requirement,  Battery,  Dry  BA-1082/U  . . . 

Technical  Reviews  &  Audits  For  Systems,  Equipments,  &  Computer  Software . 

Technical  Standards  For  Single  Channel  Hf  Radio  Equipment  (Ed  2) . . 

Technical  Standards  For-Single  Channel  VHF  Radio  Equipment  (Edition  1  W/amds 
1-4)  (Rel  To  Other  Than  Dod  Act  Req  Approval  Of  CNM,  Dept  Of  The  Navy, 

Not  09B21  Wash,  DC  20360) 

Technical  Standards  For  Single  Channel  High  Frequency  Radio  Equipment  (Based  On 
NATO  STANAG  4203)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM, 
MAT  09B21,  WASH,  DC  20360) 

Technical  Standards  For  Single  Channel  Uhf  Radio  Equipment  (Ed  2) . . 

Technical  Support  Plan  For  Electronic  Equipment . . . . . 

Technicol  Writing  Style  Guide . . . . . . . . . 

Techniques  Of  Sampling  &  Analysis  Of  Gases  &  Liquified  Gases  For  Aircraft 
Servicing  (Rel  To  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO) 
Wash  DC  20330-5058) 

Tee  &  Flyer  S  Relief  Tube  . . . . . . . 

Tec  *  Bulb  Section  Extruded . . . . . . . . . . . . . . . 

Tee  -  Extruded  . . . . . . . . . . . . 

Tee  -  Flared  Tube . . . . . . . . . . . 

Tee  Universal  Flareless  (Inactive  For  Design  After  8/30/69)  *  30  Aug  69)  . 

Tee,  Aluminum,  Fluid  Connection  Fitting,  low  Pressure.. . . . . 

Tee,  Bulkhead  &  Universal  Flared  Tube.. . . . . . . . . . 

Tee,  Bulkhead  &  Universal,  Flarelcss  Tube  . . . . . . 

Tee,  Bulkheod,  FIoreless  Tube,  Internol  Threod  On  Side. . . . . . 

fee,  Bulkheod,  Flarelcss  Tube,  Internal  Threod  On  Run  . . . . . . . . 

Tee,  Cres,  Fluid  Connection  Fitting,  High  Pressure  . . . . 

Tee,  Flared  Tube  With  Bulkhead  On  Run . . . . . . . . 

Tee,  Flared  Tube,  Internal  Thread  On  Side,  Precision  Type  . . . 

Tee,  Flared  Tube  Internol  Threod  On  Side  . . . . 

Tee,  Flared  Tube  With  Bulkheod  On  Run,  Precision  Type...., . 

Tee,  Flared  Tube,  Internal  Thread  On  Run  . . . . . . 

Tec,  Flareless  Tube  With  Bulkheod  On  Run  . . . . . . . . . . 

tee.  Flareless  Tube . .  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

NAT-STD-2947  (1) 

ISDA 

AM 

23  Jul 

85 

NAT-STD-2949 

ISDA 

AM 

12  Feb 

87 

NAT-STD-2950  (3) 

ISDA 

AM 

19  Apr 

88 

NAT-STD-2225  (2) 

ISDA 

AM 

20  Jun 

88 

NAT-STD-2135  (4) 

ISDA 

AM 

05  Dec 

86 

L 

Mlt-T-47500 

CMANMI 

24  Mar 

89 

MIL 

L 

MIL-T-60530A 

DRPR 

AR 

19  Feb 

71 

AR 

L 

MlL-T-50301 

QCIC 

AR 

06  May 

69 

AR 

MIL-STD-188/311 
NOTICE  1 

3)  DEC  1980 

SIHC 

90 

31  Dec 

80 

SC 

EC 

90 

l 

Mll-STD-1381 

MISC 

EC 

15  Aug 

72 

EC 

NAT-STD-3784  (3) 

ISDF 

06 

30  Jon 

87 

L 

MIL-STD-1606A 

1410 

AS 

07  Sep 

83 

AS 

Mll-HDBK  300M 

MISC 

99 

01  Oct 

83 

AV 

AS 

99 

l 

MIL-T-25848B 

NOTICE  1 

TMSS 

15 

10  Ju! 

86 

15 

MIL-HDBK  63038/1 A 

TMSS 

TM 

15  May 

84 

PART  1A 

MIL-T-63003A 

TMSS 

TM 

12  Apr 

88 

TM 

L 

MIL-T.27594A  (2) 
NOTICE  1 

TMSS 

15 

30  Sep 

86 

15 

L 

MIL-T.27018E  (1) 

TMSS 

15 

25  Mor 

68 

15 

DOD-STD-2147A 

TMSS 

SH 

10  Jan 

86 

L 

MIL-T-18/276A 

6135 

ER 

21  May 

85 

ER 

L 

MIL-STD-1521B 

CMAN13 

19  Dec 

85 

13 

NOTICE  1 
NAT-STD-4203  (4) 

ISDA 

AM 

19  Sep 

84 

NAT-STD-4204  (4) 
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ALPHABETICAL  LISTING 


TITLE 

Tec,  Hoje  (  Low  Pressure) . . . . . . . . . . 

Tee,  Pipe  (Inactive  For  Design  Except  For  Use  On  Oxygen  Systems  And  Ground 
Service  Equipment) 

Tee,  Pipe  To  Tube,  Femole  Pipe  End  On  Run,  Mate  Pipe  End  On  Branch,  For  Air 
Lines,  Spherical  Sleeve 

Tee,  Pipe  To  Tube,  Amle  Pipe  On  Run,  37  Degrees  Flared  ........................................ 

Tee,  Pipe  To  Tube,  Male  Pipe  On  Run,  Flareless  Type,  Hydraulic  . . . . . 

Tee,  Pipe  To  Tube,  Male  Pipe  On  Branch,  Flareless  Type,  Hydraulic  . . . . 

Tee,  Pipe  To  Tube,  Mole  Pipe  On  Branch,  37  Degrees  Flared  . . . . 

Tee,  Pipe  To  Tube,  Female  Pipe  On  Branch,  37  Degrees  Flared . . . . 

Tee,  Pipe  To  Tube,  Femole  Pipe  On  Run,  37  Degrees  Flared. . . . . 

Tee,  Pipe  To  Tube,  Female  Pipe  End  On  Rwn,  For  Airlines,  Spherical  Sleeve  . . 

Tee,  Pipe  To  Tube,  Female  Pipe  On  Branch,  Flareless  Type,  Hydraulic . . . 

Tee,  Pipe  To  Tube,  Femole  Pipe  On  Run,  Flareless  Type,  Hydraulic. . . . 

Tee,  Pipe  To  Tube,  Pipe  Thread  On  Run . . . . . . . . 

Tee,  Pipe  To  Tube,  Refrigeration  . . . . . 

Tee,  Pipe  To  Tube,  Pipe  Thread  On  Side  (Inactive  For  Design  Except  For  Use  On 
Oxyger.systems  And  Ground  Service  Equipment) 

Tee,  Pipe-reducing  (ISO  Pounds) . . . . . . . . . . . . . 

Tee,  Reducer-bulkhead  &  Internally  Threaded  Port  On  Run,  Flared  Tube  -  4  Apr 
1983 

Tee,  Reducer,  Bulkhead  On  Run,  Internally  Threoded  Side  Port,  Flared  Tube  -  4  Apr 
83 

Tee,  Reducer,  Bulkheadon  Run,  Flareless  TUBE2  Feb  87 . . . . . . . 

Tee,  Reducer,  Bulkhead  On  Side,  Flareless  Tube  •  2  Feb  1987..... . . . . 

Tee,  Reducer,  Bulkhead  On  Run,  Flared  Tube  -  4  Apr  83. . . . . . . 

Tee,  Reducer,  Bulkheadon  Run,  Internal  Port  On  Side,  Floreless  Tube  2  Feb  1987 . 

Tee,  Reducer,  Flared  Tube  -  4  Apr  83 . . . . . . . . 

Tee,  Reducer,  Flareless  Tube  To  Swivel,  Swivel  On  Run  -  8  Jun  81 . . 

Tee,  Reducer,  Flareless  Tube  -  1  Mar  1985  . . . . . . 

Tee,  Reducer,butkhead  And  Internol  Port  On  Run,  Floreless  Tube  2  Feb  87  ................ 

Tee,  Reducing,  Floreless  Tube  To  Swivel,  Swivel  On  Run  -  8  Jun  81 . . . . 

Tee,  Style  I  Aluminum  Alloy  2024  . . . . . . . . 

Tee,  Style  I  Aluminum  Alloy  7178  . . . . . . . . . . 

Tee,  Style  I,  Exfoliated  Aluminum  Alloy  7075 . . . . . 

Tee,  Style  li  Aluminum  Alloy  7075 . . . . . 

Tee,  Style  li  Aluminum  Alloy  2024 . . . . . . . . 

Tee,  Style  lii  Aluminum  Alloy  2024 . . . . . . . 

Tee,  Style  lii.  Aluminum  Alloy  7075 . . . 

Tee,  Style  Iv  Aluminum  Alloy  7075 . . . 

Tee,  Style  V  Aluminum  Alloy  7075 . . . 

Tee,  Tube  &  Ams  5646,  Boss . . . . . . . 

Tee,  Tube  To  Boss,  Boss  On  Run,  O-ring,  Floreless  Type,  Hydraulic . . . . 

Tee,  Tube  To  Boss,  Boss  On  Bench,  O-ring,  Flareless  Type,  Hydraulic . . . . 

Tee,  Tube  To  Boss,  Boss  On  Run,  O  Ring,  37  Degrees,  Flared- . . . . 

Tee,  Tube  To  Swivel,  Swivel  On  Run,  37  Degrees  Flared . . . . . . 

Tee,  Tube  To  Swivel,  Swivel  On  Branch,  37  Degrees,  Flared . . . . . ... 

Tea,  Tube  To  Swivel,  Swivel  On  Branch,  Flarelcss  Type,  Hydraulic  . . . . . 

Tee,  Tube  To  Swivel,  Swivel  On  Run,  Flareless  Type,  Hydraulic............ . 

Tee,  Tube-ams  4135,  Boss  (Inactive  For  Design  26  Oct  1972).............. . . . 

Tee,  Tube-brazing,  Ams  5646 . . . . . . . . . . . . 

Tee,  Tube,  Bulkhead  On  Branch,  37  Degrees  Flared . . . . . . . . 

Tee,  Tube,  Bulkheod  On  Run,  37  Degrees  Flared  . . . . . . . . . . 

Tee,  Tube,  Bulkhead,  Precision  Type . . . . . . . 

Tee,  Tube,  Floreless  Type,  Hydraulic . . . . . . . . . . 

Tee,  Tube,  Flore  Connection,  Refrigeration... . . . . . . 

Tee,  Tube,  Internal  Thread  . . . . . . . . . . . . . . 

Tec,  Tube,  Internol  Thread  On  Run,  Precision  Type  . . . . . 

Tee,  Tube,  Precision  Type . . . . . . . . . . — .. 

Tee,  Tube,  Straight,  Solder  Joint,  Refrigeration . . . . . . . . — ..... 

Tee,  Tube,  37  Degrees  Flared..... . . . . . . . . . . . . . 

Tee,  Union  . . . . . . 

Tens,  Pip* -To  Tub*  Safety  S'?fv*  C©,*,p,eJ5'0«  Typ*,  Mot*  °I p*  £r»d-(f»wj,v*-IIj» 
MS  51824) 

Tees,  Pipe  To  Tube  Safety  Sleeve  Compression  Type,  Femole  Pipe  Side,  (Inoctive 
Use  MS  51821) 

Tees,  Pipe  To  Tube  Safety  Sleeve  Compression  Type  Female  Pipe  End  (Inactive-Use 
MS  51822) 

Tecs,  Pipe,  Brass  Or  Bronze,  Threoded,  Reducing,  250  lb.......... . . 

Tees,  Pipe,  Brass  Or  Bronze,  Threaded,  Reducing,  125  lb.  . . . . 

Tees,  Tube  Safety  Sleeve  Compression  Type,  Inoctive  Use  MS  51811 . . . 

Tees,  Y-bronches,  Crosses,  Cast  Iron  Threaded  Drainage  .............. ............................ 

Teeth,  Scarifier,  8ack-rlp  . . . . . . . . . 
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TITLE 

Teeth,  Surface  Ripping,  (Points,  Shanks,  Keepers  And  Keeper  Locks),  Bucket  And 
Dipper,  Crane  Shovel 

Telecommunications!  Analog  To  Digital  Conversion  Of  Voice  By  2,400  Bit/second 
linear  Predictive  Coding 

Telecommunication,  Electrical  Characteristics  Of  Balanced  Voltage  Digital  Interface 
Circuits 

Telecommunication,  Electrical  Characteristics  Of  Unbalanced  Voltage  Digital 
Interface  Circuits 

Telecommunications,  Synchronous  Bit  Orientated  Data  Link  Control  Procedures 
(Advanced  Data  Communication  Control  Procedures) 

Telecommunications,  Coding  And  Modulation  Requirements  For  Nondiversity  2400 
Bit/second  Modems 

Telecommunication,  Coding  And  Modulation  Requirements  For  4800  Bit/second 
Modems 

Telecommunications,  Coding  And  Modulation  Requirements  For  Duplex  9600BIT 
Secnd  Modems 

Telecommunication,  Coding  &  Modulation  Requirements  For  Duplex  600  And  1200 
Bit/second  Modems 

Telecommunication,  Digital  Communication  Performance  Parameters  . . . . 

Telecommunications.  Coding,  Modulation  And  Transmission  Requirements  For  Single 
Channel  Medium  And  High  Frequency  Radiotelegraph  Systems  Used  In 
Government  Moritime  Mobile  Telecommunications 

Telecommunication  Terms,  Glossary  Of  . . . . . . . . . 

Telecommunications,  Group  2  Facsimile  Apparatus  For  Document  Transmission . . 

Telecommunications,  Group  3  Facsimile  For  Document  Tronsmission  . . . 

Telecommunications,  Bit  Sequencing  Of  The  American  National  Stondard  Code  For 
Information  Interchange  In  Serial  By  8it  Oata  Transmission 
Telecommunication,  Character  Structure  And  Character  Parity  Sense  For  Seriol  By 
Bit  Data  Communication  In  The  American  National  Stondard  Code  For 
Information  Interchange 

Telecommunications,  Character  Structure  And  Character  Party  Sense  For  Parallel  By 
Bit  Dato  Communication  In  The  American  Notional  Stondard  Code  For 
Information  Interchange 

Telecommunications,  Synchronous  Signaling  Rates  Between  Data  Terminal  Equipment 
And  Data  Circuit  Terminating  Equipment  Utilizing  4KHZ  Circuits 
Telecommunications,  Synchronous  High  Speed  Dato  Signaling  Rotes  Between  Data 
Terminal  Equipment  And  Dato  Communication  Equipment 
Telegraph  And  Dato  Tronsmission  Rates  (Release  To  Other  Than  Dod  Agencies 
Requires  Prior  Approval  Of  Hq  Darcom,  Drcird)  (Abco  300) 

Telegraph  Terminal,  Transistorized  Voice  Frequency  Carrier  AN/FCC-66{  (.. . 

Telegraph  Terminol,  Transistorized  Frequency  Carrier  AN/FCC-67(  . . . . 

Telephone  Central  Office  Group,  Manual  AN/GTA-6(  ) . 

Telephone  Circuit,  line  Relay  TA-452(  (24/GTA-14 . . . 

Telephone  Equipment,  IEEE  Standard  Test  Procedure  For  Measuring  Longitudiol 
8alance  Of,  Operating  In  The  Voice  Band  •  30  Sep  76 

Telephone  Equipment,  Diol  (Shipboard  Use)  . . . . . . 

Telephone  Equipment,  Sound  Powered  Handsets,  Headset-chest  Sets,  And 
Headset-microphones,  Types  H-200/U,  H-201/U,  H-202/U,  H-203/U,  And 
H-204/U 

Telephone  Instruments  With  Loop  Signaling  For  Voiceband  Applications  -issue  1 
With  Errota  No.  1 

Telephone  Maintenance,  Truck,  6X4,  M876  . . . . . . . . . 

Telephone  Set  TA-312(  )/PT  . . . 

Telephone  Set  TA-3 12(  )/PT  . . . . . 

Telephone  Set  TA-263-PT. . . . . . 

Telephone  Set  TA-l/PT  . . . . . . . . . . . . . 

Telephone  Set  TA-105FTC . . . . . . . . . 

Telephone  Set  TA-43()/PT,  Telephone  Set  TA-312()/PT,  And  Telephone  Set 
TA-5003/U  (Abco  69) 

Telephone  Set  TA-838(  (/ft . . . . . . . . 

Telephone  Set,  TA-264/PT . . . . 

Telephone  Set,  TA-840/U... . . . . . . . . . . . . 

Telephone  Sets,  TA-970/U,  TA-980/U,  &  TA-990/U . . . ..... 

Telephone  System,  Line  Circuit  (Card)  For  )A2  Generic  Multi  Line  Key  -  Aug  82...... 

Telephone  System,  Sound  Powered,  Ships  Service  AN/WTC-2(  )  (V) . . . . . 

telephone  System  (KTS)  For  Voiceband  Applications,  Multi-lme  Ney  -  July  61  .......... 

Telescope  Elbow,  XM138,... . . . . . . . . . . . . 

Telescope  Mark  100  Mod  0  And  1  . . . . . . . 

Telescope  Panoramic,  M12A7  Scries . . . . . . . . 

Telescope,  Articulated.  M125  And  M135 . . . . . ................... 

Telescope,  Articulated,  M105  Series . . . . . . . . . 

Telescope,  Elbow,  M16  Series,  Ml  16  Series,  And  XM139 . . . . 

Telescope,  Elbow,  M 99  Add  M99C  . . . . . 

Telescope,  Elbow,  M26A1  . . . . . . . . . . . 

Telescope,  Elbow,  11737695  . . . . . . . 

Telescope,  Elbow,  M62  Series . . 

Telescope,  Elbow,  M118A2  . . . . . . . . . 
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Teletypewriter  Terminal  AN/MGC-22(  )  &  Teletypewriter  Operations  Cenfrol 
AN/MGC-32(  ) 

Teletypewriter,  TT-264/AC . . . . . . . . . . . . 

Television  Display  Requirements  For  Theweopon  System  For  Guided  Weapon  Mark 
1  All  M  Ods  (Woileye)  And  Guided  Weapon,  Practice  Mk  4  Mod  0/1 
Television  System  (High  Definition  For  Cic  Data  Pickup,  Distribution  And  Display).... 

Television  System  Mk  5  Mod  0 . . . . . 

Telnet  Protocol . . . . . . . . . . . . . . 

Temoze  Pam  Capsules  . . . . . . . . . 

Temper  Etch  Inspection....... . . . . . . . . . . . 

Temperature  limiter  Amplifier,  (TIA)  Trim  Test  Set  TTK  383/E24M  30  &  Cable  Cose 
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Temperature  Sensor,  Resistance  . . . . . . . . . 
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Temple,  Spectacle,  Gold-filled,  Coble  Type  . . . . . . . . 
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Efficiency  (Ed  3)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso),  Wash,  Dc 
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Tensile  Properties  Of  Organic  Coatings. . . . . . . . . . . 

Tensiometer  Diol  Indicating . . . . . . . . . . . 
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Tent  Sections,  Frame  Type,  Maintenance,  Medium..... . . . . . . 
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Terminal  Boord,  Molded,  Borncr,  Screw  Type,  Closs  43TB  Established  Reliability  . . 

Terminal  Boord,  Molded,  Barrier,  Screw  Type,  Class  44TB  Established  Reliability 
Generol  Specification  For 

Tcrminol  Boards,  Sectional . . . . . . . . . .  . . . 

Tcrminol  Boards,  Molded,  Barrier,  Screw  Type,  Class  41TB....... . . . . . . . . 

Terminal  Boards,  Molded,  Borricr,  Screw  &  Stud  Types,  &  Associated  Accessories, 
General  Specification  For 

Terminal  Boards,  Molded,  Screw  Type,  Clcss  42TB . . . . . . 

Terminal  Boards,  Molded,  Sorrier  Stud  Type,  Closs  25TB....... — ................................ 

Tcrminol  Boards,  Molded,  Barrier  Stud  Type,  Class  26TB . . . . . . . . . , 

Terminal  Boards,  Molded,  Pjrricr  Stud  Type,  Class  27TB......,, . . . 

Terminal  Boards,  Molded,  Barrier,  Screw  Type,  Class  37TB . ................................ 
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Terminal  Boards,  Molded,  Borncr,  Screw  Type,  Class  39TB  . . . . . . . 

terminal  Boards,  Molded,  Borner,  berew  Type,  Uass  401 B ..................................... 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  500  Volts,  Three  Phose,  Symbol 
403,1,  Two  Circuit  «  Three  Phose  Bus  lugs  For  Two  75  MCM  Cobles 
Terminal  Box,  Connection,  Submersible  (15-FOOT),  Six-Terminal,  18  Wire,  600 
Volts,  Symbol  No.  520,1 

Terminal  Box,  Connection,  Submersible  (15  Foot),  Eight  Terminal,  32  Wire,  600 
Volts,  Symbol  No,  435,1 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  10  Terminal,  30  Wire,  600 
Volts,  Symbol  No.  528 

Terminol  Box,  Connection,  Submersible  (15  Foot),  500  Volts,  Three  Phose,  Symbol 
416,  Two  Circuit,  Three  Phase  Bus  Lugs  For  Two  75  Mem  Cobles 
Tcrminol  Box,  Connection,  Submersible  (15  Foot),  20  Terminol,  80  Wire,  600  Volts, 
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ALPHABETICAL  LISTING 


TITLE 


Terminal  Box,  Connection,  Submeriible  (15-FOOT),  30  Terminal,  90  Wire,  600 
Volts,  Symbol  No.  434 

Terminal  Box,  Connection,  Submersible  (15  Foot),  40  Terminal,  160  Wire,  600  Volts, 
Symbol  No,  433.1 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  48  Terminal,  144  Wire,  600 
Volts,  Symbol  No.  522.1 

Terminal  Box,  Connection,  Submersible  (15  Foot),  60  Terminal,  240  Wire,  600  Volts, 
Symbol  No.  446 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  72  Terminal,  216  Wire,  600 
Volts,  Symbol  No.  525 

Terminal  Box,  Connection,  Submersible  (15  Foot),  80  Terminal,  320  Wire,  600  Volts, 
Symbol  No.  438 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  96  Terminal,  288  Wire,  600 
Volts,  Symbol  No.  523.1 

Terminal  Box,  Connnction,  Submersible  (15  Foot),  120  Terminal,  480  Wire,  600 
Volts,  Symbol  No.  450 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  144  Terminal,  432  Wire,  600 
Volts,  Symbol  No.  524.1 

Terminal  Box,  Connection,  Submersible  (15  Foot),  192  Terminol,  576  Wire,  600 
Volts,  Symbol  No.  451 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  200  Terminal,  800  Wire,  600 
Volts,  Symbol  No.  452 

Terminal  Box,  Connection,  Submersible  (15  Foot),  288  Terminol,  864  Wire,  600 
Volts,  Symbol  No.  453 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  384  Terminal,  1152  Wire,  600 
Volts,  Symbol  No.  454 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  4  Terminal,  8  Wire  1000  Volts, 
Symbol  No.  444 

Terminal  Box,  Connection,  Submersible  (15  Foot),  10  Terminol,  20  Wire,  1000  Volts, 
Symbol  No.  529 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  500  Volts,  Symbol  476.1,  24 
lugs  For  Twelve  2  Conductor  23  MCM  Cobles  Or  Eight  3  Conductor  23  MCM 
Cobles 

Terminal  Box,  Connection,  Submersible  (15  Foot),  500  Volfs,  Three  Phase,  Symbol 

572.1,  Six  Branch  Lugs  For  Two  3  Conductor  40  Mem  Cobles,  Six  Bus  Lugs  For 
Two  3  Conductor  75  Mem  Cobles 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  500  V,  3-PHASE,  Symbol  573.1, 
Twelve  Branch  Terminals  For  Four  3  Conductor  40  MCM  Cobles,  Six  Main  Bus 
Terminals  For  Two  3  Conductor  75  MCM  Cables 
Terminol  Box,  Connection,  Submersible  (15  Foot),  500  Volts,  Three  Phase  Symbol 

574.1,  Eighteen  Branch  Terminals  For  Six  3  Conductor  40  Mem  Cobles,  Six  Main 
Bus  Terminal  For  Two  3  Conductor  75  Mem  Cobles 

Terminoi  Box,  Connection,  Submersible  (15-FOOT),  500  V,  Three  Phase,  Symbol 

575.1,  Six  Branch  Terminals  For  Two  3  Conductor  75  MCM  Cables  Six  Main  Bus 
Terminals  For  Two  3  Conductor  200  MCM  Cables 

Terminol  Boxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Three-phase, 

Symbol  576.1  -  Two  Ckts  For  150  Mem  Coble,  One  Ckt  For  200  Mem  Coble  And 
One  Ckt  For  400  Mem  Coble,  Symbol  577.1  ■  One  Ckt  For  150  Mem  Cable,  One 
Ckt  For  200  Mem  Cable  And  Two  Ckts  Fo 
Terminol  Boxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Single  Phase, 
Symbol  415  *  Two  75  Mem  Cobles,  Symbol  415.1  •  Two  100  Mem  Cobles, 

Symbol  415.2  -  Two  125  Mem  Cobles,  Symbol  415.3  •  Two  150  Mem  Cobles  And 
Symbol  415.4  •  Two  200  Mem  Cobles 
Terminal  Boxes,  Connection,  For  Electrical  Electronic  Systems,  General 
Specification  For 

Terminol  Boxes,  Connection,  Submersible  (15  Foot),  600  Volts,  4  Terminal,  8  Wire, 
Symbols  400.1  &  400.4,  4  Terminal,  12  Wire,  Symbols  400.2  &  400.3 
Terminal  8oxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Three-phase, 

Symbol  418.1,  Six  Bus  lugs  For  Two  3-CONDUCTOR  250  Mem  Coble;  Symbol 

418.2,  Six  Bus  Lugs  For  Two  3-CONDUCTOR  300  Mem  Cable;  Symbol  418.3,  Six 
Bus  Lugs  For  Two  3-CONDUCTOR  400  Mem  Cobl 

Terminal  Cosuolty  Power,  Terminal  Guord,  Symbol  Number  1037  (For  Terminal 
Block  Symbol  Number  1035) 

Terminol  Covers-relay . . . . . . . 

Terminol  Junction  System  Terminal  Junction  Block,  Sectional  Bussing  Blocks, 

Feedback  Type,  Size  22 

Terminol  Junction  System  Terminol  Junction  Block,  Sectional  Bussing  Block,  Feedback 
Typ^,  Size  20 

Terminol  Junction  System  Terminol  Junction  Block,  Sectional  Bussing  Blocks, 

Feedback  Type,  Size  16 

Terminol  Junction  System  Terminol  Junction  Block,  Sectional  Bussing  Blocks, 

Feedback  Type,  Size  12 

Terminol  Junction  Systems  Track  Assembly,  Feedback  Type . . . 

Terminol  Junction  System  (TJS),  Environment  Resistant  General  Specification  For  .... 

Terminal  Junction  System  Terminal  Junction  Block,  Sectional  Bussing  Blocks, 

Feedthru  Type,  Size  22 

Terminol  Junction  System  Terminal  Junction  Block,  Sectional  Bussing  Block,  Feedthru 
Type,  Size  20 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Electronic,  In  Line 
Junctions,  Double,  Integral  Diode(s),  Series  1 
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TITLE 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Modules,  Electronic, 
Feedback  Type,  Size  20*1,  Series  I 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Sectionol,  Modvles,  Electronic, 
Feedback  Type,  Size  20*2,  Series  I 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Grounding  Modules, 
Stud  Type  Mounting,  Series  l 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Grounding  Modules,  Integral 
Bracket  Mounting,  Series  1 

Terminal  Junction  System,  Brocket,  Block  Mouning,  Series  I . 

Terminal  Junction  System  Terminal  Junction  Block,  Sectional  Blocks,  Electronic, 
Feedback  Type,  Sizes  20*3,  20*4,  20*5  Vertical  Mounting  With  Integral  Bracket 
Terminal  Junction  System,  Terminal  Junction  Blocks,  Electronic,  Modules,  Feedback 
Type,  Sizes  20-6  20*7,  20-8HORIZONTAI  Mounting  With  Integral  Bracket,  Series 
I 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Sectionol,  Bussing  Modules, 
Feedback  Type,  Series  li 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Sectionol,  Modules,  Electronic 
feedback  Type,  Series  li 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Grounding  Modules, 
Stud  &  Flange  Type  Mounting,  Series  li 

Terminal  Junction  System,  Grounding  Stud,  Series  ii . . . 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Section,  Wire  In  Line  Junctions, 
Series  li 

Terminol  Junction  System,  In-line  Electronic  Junction,  Series  li. . . . 

Terminal  Junction  System,  Rack  Assembly,  Track,  Feedback  Type,  Series  li . 

Terminal  Junction  System,  Block  Mounting  Bracket,  Series  li . . . . 

Terminal  Junction  System,  Block  Removal  Tools,  Series  li  . . . . 

Terminal  Junction  System  Terminal  Junction  Block,  Sectional  Bussing  Blocks, 

Feedthru  Type,  Size  16 

Terminal  Junction  System  Terminol  Junction  Block,  Sectionol  Bussing  Block,  Feedthru 
Type,  Size  12 

Terminol  Junction  System  Rack,  Electronic  Junction,  Feedthru  Type . 

Terminal  Junction  System  Terminal  Junction  Blocks  Sectionol  Wire  In  Line  Junctions, 
Single,  Series  I 

Terminol  Junction  System  Terminal  Junction  Blocks,  Sectional,  Wirein  line  Junctions, 
Double,  Series  I 

Terminal  Junction  System,  Rack  Assembly,  Track,  Feedthru  Type,  Light  Weight, 

Series  I 

Terminal  Junction  System,  Grounding  Stud,  Series  I  . . 

Terminal  Junction  System,  Rack  Assembly,  Track,  Feedback  Type,  Lieht  Weight, 
Series  I 

Terminal  Junction  System,  Terminol  Junction  8tocks,  Sectionol,  Bussing  Modules, 
Feedback  Type,  Size  22D,  Series  I 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Modules,  Electronic, 
Feedback  Type,  Size  20,  Series  I 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Sectional,  Modules,  Electronic, 
Feedback  Type,  Size  16,  Searies  I 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Sectional,  Modules,  Electronic, 
Feedback  Type,  Size  12,  Series  I 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Electronic,  In  line  Junctions, 
Integrol  Diode,  Series  I 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Electronic,  In  Line  Junction, 
Integrol  Resistor,  Series  I 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Electronic,  In  Line  Junctions, 
Integrol  Fuse,  Series  I 

Terminal  Lug  &  Splices,  Conductor,  Crimp  Style,  Copper  Terminol  lug,  Crimp  Style, 
Copper,  Uninsulated,  Ring  Tongue  Type  I,  Class  1  For  175  Deg.  C  Total 
Conductor  Temperature 

Terminol  lug.  Crimp  Style,  Copper,  Insulated  (Servo  Components)  Type  li.  Class  I, 
For  125.  Deg.  C  Tolol  Conductor  Temperature 
Terminal  Shank  -  Swaging,  Dimensions  For . . . 

Terminal-thermocouple  . . . . . . . . . . . . 

Terminol,  Air,  Di(fusing,  Circular . . . . . . . . . 

Terminal,  Bus  Connector,  Style*  TBJA,  TBJB,  TBJC,  TBJD,  TBJE,  TBJF,  &  TBJG . 

Terminal,  Cable  Assemblies,  Swaged  Type . . . . . . . 

Terminol,  Casualty  Power,  Ccnvos  Cover  (For  Bulkhead  Terminal,  Symbol  Number 
1025)(lnoctive) 

terminal,  Cosuolly  Power,  Bulkhead,  200  Ampere,  120  Volt,  Direct  Current,  Symbol 
Number  1025 

Terminal,  Casuolty  Power,  Switch,  Pof/Obt?  60  Ampere,  500  Volt,  Three  Phase, 
Alternating  Current,  Symbol  Number  1041  (Inactive) 

Terminol,  Casuolty  Power,  Receptacle  Type,  bock  Connected  200  Ampere, 
450&VOLT,  Alternating  Current,  Three-phase,  Symbol  No.  1046 
Terminol,  Casualty  Power,  Receptacle  Type,  Upper  And  lower  Riser  200  Ampere, 
450  Volf,  Alternating  Current,  Three  Phase,  Symbol  No,  1047 
Terminol,  Casuolty  Power,  Canvas  Cover  (For  Riser  Terminals,  Symbol  Numbers 
1032,  1033  &  1034)  (Inactive) 

Terminal,  Casualty  Power,  Alternating  Current,  Enclosure  Assembly  For,  Symbol 
Number  1038  (Inactive) 

Terminol,  Casuolty  Power,  Seal,  Symbol  No.  1048  . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Terminol,  Casualty  Power  Systems,  Generol  Specification  For  (Inactive)  ..... . . 

Terminal,  Cosualty  Power,  Bulkhead,  200  Ampere,  500  Volt,  Three  Phase, 

Alternating  Current,  Symbol  Number,  1025  (Inactive) 

Terminal,  Casualty  Power,  Plug,  100  Amperes,  450  Volt,  Alternating  Current,  Three 
Phase,  Symbol  No.  1049 

Terminal,  Casualty  Power,  Riser,  200-AMPERE,  500-VOLT,  Three-phase,  Alternating 
Current,  Symbol  Numbers  1032,  1033,  And  1034 
Terminal,  Casualty  Power,  Terminal  Block,  Single  Pole,  200  Ampere,  120  Volt, 

Direct  Current,  Symbol  Number  1035  (Inactive) 

Terminal,  Casulty  Power,  Guard,  Symbol  Number  1044  (For  Bulkhead  Terminal, 
Symbol  Number  1024) 

Terminal,  Chain  To  Cable  (For  Swaging)  •  30  May  79  W/DOD  Except............... . . 

Terminal,  Chain  To  Turnbuckle  -  Dec  61  V//dod  Exceptions............... . . . . . 

Terminal,  Circular,  Ground,  Stud  (Noninsulated),  Style  SE26. . . . . . . 

Terminal,  Communications  An/UGC*74A(V).... . . . . . . 

Terminal,  Electric  (Hermetic  Seal),  Single  Conductor,  Awg  10/1 . . . 

Terminal,  Electrical  Lug  And  Conductor  Splices,  Crimp  Style . . . . 

Terminal,  Feedthru  (Insulated),  Style................. . . . . 

Terminal,  Feedthru  (Insulated),  Style  FT02  . . . . . 

Terminal,  Feedthru  (Insulated),  Style..... . . . . . . . . . . 

Terminal,  Feedthru  (Insulated),  Style  FT04  . . . . . . 

Terminal,  Feedthru  (Insulated),  Style,  FT05 . . . . . . . . . . 

Terminal,  Feedthru  (Insulated),  Style  FT06  . . . . . . . . . 

Terminal,  Ground . . . . . . . . 

Terminal,  Lug  &  Splices,  Conductor,  Crimp  Style,  Copper  Terminal,  Lug,  Insulated, 
Ring  Tongue,  Bell  Mouthed,  Type  II,  Class  1  For  150  Deg  C  Total  Conductor 
Temperature 

Terminal,  Lug  &  Splices,  Conductor,  Crimp  Style  Splice,  Electric,  Permanent,  Type  II, 
Class  For  105  Degrees  Ctotol  Conductor  Temperature 
Terminal,  Lug  &  Splices,  Conductor,  Crimp  Style,  Splice,  Electric,  Permanent,  Type  II, 
Class  1  For  150  Deg  C  Total  Conductor  Temperature 
Terminal,  Lug  &  Splices,  Conductor,  Crimp  Style,  Copper  Terminal,  Lug,  Crimp  Style, 
Copper,  Insulated,  Ring  Tongue,  For  Thin  Wall  Wire,  Type  II  Class  1  For  105  Deg 
C  Total  Conductor  Temperature 

Terminal,  Lug  &  Splices,  Conductor,  Crimp  Style,  Copper,  Insulated,  Rectangular 
Tongue,  For  Thin  Wall  Wire,  Type  II  Class  1  For  105  Deg  C  Total  Conductor 
Temperature 

Terminal,  Lug  And  Splice,  Crimp  Style  Aluminum,  For  Aluminum  Aircraft  Wire  . . 

Terminal,  Lug  Crimp  Style  Left  Angle  Type,  For  Aluminum  Aircraft  Wire,  Class  l  . 

Terminal,  Lug  Splices,  Conductor,  Crimp  Style,  Copper,  General  Specification  For 

Terminal,  Lug  Thermocouple,  Chromel  And  Alumel . . . . . . . 

Terminal,  Lug,  Crimp  Style,  Right  Angle  Type,  For  Aluminum  Aircraft  Wire,  Class  1 .. 
Terminal,  Lug,  Crimp  Style,  Copper,  Insulated,  Rectongulor  Tongue,  Type  li,  Class  1 
For  105  Deg,  C.  Totol  Conductor  Temperature 

Terminol,  lug,  Crimp  Style,. Straight  Type,  For  Aluminum  Aircraft  Wire  Class  1  . . 

Terminal,  Lug,  Crimp  Style  90  Deg  Upright  Type,  for  Aluminum  Aircraft  Wire,  Class 
1 

Terminol,  Lug,  Crimp  Style,  Copper,  Insulated,  Ring  Tongue,  Bell  Mouthed,  Type  li. 
Class  I  (For  105  Deg.  C  Tdtol  Conductor  Temperature) 

Terminol,  Lug,  Crimp  Style,  Copper,  Uninsulated,  Ring  Tongue,  Type  1,  Class  1  . . . 

Terminal,  Lug,  Flag  Type  Crimp  Style,  Copper,  Class  I  (Atg) . . . . 

Terminol,  Lug,  Style  LP06 . . . . . . . . . . 

Terminol,  Lug,  Solder,  Copper  And  Phosphor  Bronze . . . . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  Two  Hole,  30  Deg . . . . . 

Terminal,  Lug,  Style  LP07 . . . . . . . . 

Terminal,  lug,  Solder  Type,  Copper  Stamping,  Two  Hole,  45  Deg. . . „► 

Terminal,  Lug,  Splice,  Conductor  (Electrical,  Solderless,  For  Automotive  Use)  ............ 

Terminol,  Lug,  Solder  Type,  Copper  Stomping,  Two  Holo,  90  Deg  . . . 

Terminal,  Lug,  Style  LP08 . . . . . . . . . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Tubing,  One  Hole,  90  Deg . . . . . 

Terminol,  Lug,  Splices,  Conductor,  Screw  Type,  Generol  Specification  For 


Terminol,  Lug,  Solder  Type,  Phosphor-Bronze  Stamping,  Locking  Type,  45  Deg.,  Two 
Holes 

Terminal,  lug.  Style  LP01 ........... .......................................................... ................ ...... 

Terminol,  Lug,  Solder  Type,  Phosphor  Bronze  Stamping,  Locking  Type,  30  Deg.,  One 
Hole 

Terminal,  Lug,  Style  LP02 . . . . . . . . . . . . . . . 

Terminol,  Lug,  Solder  Type,  Copper  Stamping,  One  Hole  ... 

Terminol,  Lug,  Solder  Type,  Phosphor  Bronze  Stamping,  Locking  Type,  Flat,  One 
Hole 
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ALPHABETICAL  LISTING 


TITLE 

Terminal,  lug,  Solder  Type,  Phosphor  Bronze  Stomping,  Locking  Type,  90  Deg.,  One 
Hole 

Terminal,  Lug,  Solder  Type,  Phosphor  Bronze  Stomping,  Locking  Type,  Flat,  One 
Hole 

Terminal,  Lug,  Solder  Type,  Copper  Stomping,  One  Hole,  Flat  . . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stomping,  One  Hole,  Flat,  Slitted . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  One  Hole,  Center  Mounting  . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  One  Hole,  Flag . . . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  One  Hole,  Locating  Lip. . 

Terminal,  Lug,  Solder  Type,  Phosphor  Bronze  Stamping,  Locking  Type  Flat,  One 
Hole 

Terminal,  Lug,  Solder  Type,  Phosphor  Bronze  Stamping,  Locking  Type  30  Deg.,  One 
Hole 

Terminal,  Lug,  Solder  Type,  Phosphor  Bronze  Stomping,  Locking  Type,  Flat,  Two 
Hole 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  Insulation  Grip,  One  Hole . . . 

Terminal,  lug,  Solder  Type,  Copper  Stamping,  Insulation  Grip,  One-hole,  Locating.... 

Terminal,  lug.  Solder  Type,  Copper  Stamping,  Insulation  Grip,  One  Hole,  Flog  . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  Insulation  Grip,  Elongated  Hole  . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  Insulation  Grip,  Slotted.. . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stomping,  Insulation  Grip,  Slotted,  Flag . . 

Terminal,  Lug,  Solder  Type,  Copper  Stamping,  Insulation  Grip,  Slotted,  45  Deg . 

Terminal,  Lug,  Solder  Type,  Phosphor  Bronze  Stamping,  Insulation  Grip,  locking 
Type 

Terminal,  Lug,  Solder  Type,  Copper  Tubing,  Two  Hole..... . 

Terminal,  lug,  Solder  Type,  Copper  Stamping,  Slotted  . . . . . . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Stomping,  Two  Hole  . . . . . . . 

Terminal,  lug,  Solder  Type,  Copper  Stamping,  Two  Hole,  Flat,  Slitted . . . 

Terminal,  lug,  Solder  Type,  Copper  Tubing,  One  Hole  . . . . 

Terminal,  Lug,  Solder  Type,  Copper  Tubing,  One  Hole  45  Deg..... . . . . . 

Terminal,  Lug,  Unsulated,  Recfangutar  Tongue,  Crimp  Style,  Copper,  Type  I,  Class  1 
For  175  Deg.  C.  Total  Conductor  Temperoture 
Terminal,  Lug,  Uninsuloted,  Rectangular  Tongue,  Crimp  Style,  Copper,  Type  1,  Class 
1  For  175  Deg.  C  Total  Conductor  Temperoture 
Terminal,  Lug,  Uninsulated,  Rectangulor  Tongue,  Two  Stud,  Crimp  Style,  Copper, 
Type  I,  Class  1 

Terminal,  Lug,  Uninsulated,  Flag  Tongue,  Crimp  Style,  Copper,  Type  I,  Class  1 . 

Terminal,  lug.  Uninsulated,  Rectangulor  (Bent  90  Deg.),  Crimp  Style,  Copper,  Type 
I,  Class  I  (Special  Applications)  For  175  Deg.  C.  Total  Conductor  Temperoture 
Terminal,  Lug,  Uninsulated,  Offset  Rectongular  Tongue,  Crimp  Style,  Copper,  Type  I 
Class  1 

Terminal,  lug,  Uninsuloted,  Rectangular  Tongue,  lipped  Side,  Crimp  Style,  Copper, 
Type  1,  Class  I 

Terminol,  lug,  Uninsuloted,  Rectangular  Tongue  Lipped  End,  Crimp  Style,  Type  I, 
Class  1,  For  175  Deg.  C  Total  Conductor  Temperoture 
Terminol,  Lug,  Uninsuloted,  Rectangular  Crimp  Style,  Copper,  Type  I,  Class  I, 
(Special  Applications)  For  175  Deg.  C  Total  Conductor  Temperature 
Terminol,  lug,  Uninsulated,  Rectangular  Tongue,  Lipped  End,  Crimp  Style,  Copper, 
Type  I,  Class  1 

Terminal,  Lug,  Uninsulated,  Rectongular  Tongue,  Off-center  Hole,  Lipped  End,  Crimp 
Style,  Copper,  Type  I,  Class  1 

'Terminal,  lug,  Uninsulated,  Rectongular  Tongue,  Two-borrel,  Crimp  Style,  Copper, 
Type  I,  Closs  1 

Terminol,  lug,  Uninsulated,  Squo*e  Tongue,  Lipped  End,  Rectangular  Stud  Hole, 
Crimp  Style,  Copper,  Type  I,  Closs  1 

Terminol,  Post,  Service  And  Ground . . . . . . . . ••••■•■ 

Terminal,  Splices,  Conductor,  Style  LP03 . . . . . . . . 

Terminol,  Splices,  Conductor,  Style  LP04 . . . . . . . 

Terminal,  Splices,  Conductor,  Style  LP05 . . . . . 

Terminol,  Strop,  Coble,  Eye  End  And  Fork  Eye  -  July  1980....  . . ..... 

Terminol,  Stud  (Insulated),  Style  SE27  . . . . . . . . 

Terminal,  Stud  (Insulated),  Style  SE07 . * . 

Terminal,  Stud  (Insulated),  Style  SE08 . . . . . . . ..... 

Terminol,  Stud  (Insulated),  Style  SE09 . . . . . . 

Terminol,  Stud  (Insulated),  Style  SE10 . . . . . . . . 

Terminol,  Stud  (Noninsulated),  Style  SE11 . . . . . . . .......... 

Terminol,  Stud  (Noninsulated),  Style  SE12. . . . .............................................. . 

Terminal,  Stud  (Noninsulated),  Style  SE13 . . . . . . 

TermInoJ,_Stud  (Noninsulated),  Style  S614 . . . . . 

Terminal,  Stud  (Noninsulated),  Style  SE15 . . . . 

Terminal,  Stud  (Noninsulated),  Style  5E16 . . . . 

Terminal,  Stud  (Noninsulated),  Style  5E17 . . . . . . . . 

Terminol,  Stud  (Insulated),  Style  SE 18 . . ... . . . . . . 

Terminol,  Stud  (Insulated),  Style  SE  19 . ................................. . . . ...» . 

Terminol,  Stud  (Insulated),  Style  SE20 . . . . . . . . . **»•••■ . . . 

Terminol,  Stud  (Insulated),  Style  SE2) . . . . . . 

Terminol,  Stud  (Insulated),  Style  SE22 . . . . . . . . .  .................. 

Terminol,  Stud  (Noninsulated),  Style  SE23 . . . . . 

Terminal,  Stud  (Noninsulated),  Style  SE24..„. . . . . . . . . . 

Terminal,  Stud  (Noninsulotcd),  Style  SE25..... . . . . . 
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AS 

30  Oct 

81 

ER 

AS 

85 

MS-21012A 

5940 

AS 

12  Mor 

73 

ER 

AS 

85 

MS-21013A 

5940 

AS 

12  Mor 

73 

ER 

AS 

85 

MS-21014A 

5940 

AS 

12  Mar 

73 

ER 

AS 

85 

MS-21015A 

5940 

AS 

12  Mor 

73 

ER 

AS 

85 

MS-39347A 

5940 

ME 

18  Apr 

86 

ME 

MIL-T-55156/3 

5940 

ER 

21  Jul 

87 

ER 

SH 

11 

NOTICE  1 

Mll-T-55156/4 

5940 

ER 

27  Jul 

87 

ER 

SH 

11 

NOTICE  1 

MIL-T-55156/5 

5940 

ER 

16  Jan 

62 

ER 

SH 

85 

NAS  1435-80 

4030 

AS 

17  Od 

84 

AS 

11 

REV  1 

MIL-T-55155/27B 

5940 

ER 

21  Feb 

73 

ER 

EC 

85 

MII-T-55155/7A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MII-T-55155/8B 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55I55/9A  (1) 

5940 

ER 

27  Jan 

88 

ER 

EC 

85 

MIL-T-55155/10A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/11D 

5940 

ER 

12  Mo/ 

88 

ER 

EC 

85 

MII-T-55155/12C 

5940 

ER 

13  Nov 

81 

ER 

EC 

85 

MIL-T-55155/138 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/14B 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/158 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MII-T-55155/16B 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MII-T-55155/17B 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/18A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/19B 

5940 

ER 

28  Feb 

83 

ER 

EC 

85 

MIL-T-55155/20B 

5940 

ER 

28  Feb 

83 

ER 

EC 

85 

MIL-T-55155/21A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/22A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

MIL-T-55155/23A 

5940 

ER 

27  Od 

71 

cR 

EC 

85 

MIL-T-55155/24B 

5940 

ER 

27  Nov 

81 

ER 

EC 

85 

MII-T-S5155/25A 

5940 

ER 

27  Od 

71 

ER 

EC 

85 

719 


ALPHABETICAL  LISTING 


TITLE 

Terminal,  Stud  Feedthru,  Single  . . . . . . . . . . . . . . 

Terminal,  Stud  Threaded  Oouble  Turret  . . . . . . . . 

Terminal,  Stud,  Single  Turret  (Noninsuloted,  Swage  Mounted)  Style  SE-29 . . 

Terminal,  Stud,  Feedthru,  Single  Double. . . . . . . . . . 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted),  .138*32 
UNJC-3A  Current  Rating,  25  Amps 

Terminal,  Stud,  Feedthru,  Double  Double . . . . . . . . . . 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted),  .164*32 
UNJC-3A  Current  Rating,  30  Amps 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted),  .190*32 
UNJF-3A  Current  Rating,  35  Amps 

Terminal,  Stud,  Double  Turret  (Noninsuloted,  Swage  Mounted)  Style  SE*30 . . 

Terminal,  Stud,  Triple  Turret  (Noninsuloted,  Swage  Mounted)  Style  SE*31 . 

Terminal,  Stud,  Fork  Type  (Noninsuloted,  Swage  Mounted)....,..,. . . . . . . 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted),  .250*28 
UNJF-3A  Current  Rating,  43  Amps 

Terminal,  Telegraph,  Transistorized  Voice  Frequency  Carrier . . . . . 

Terminal,  Telegraph  Telephone  AN/TCC-29(  ) . . . . . . . 

Terminal,  Telegraph*telephone.  TH-81/GCC . . . . . . 

Terminal,  Telegraph  Telephone.  TH*85/GCC  . . . . . . 

Terminal,  Telephone  AN/TCC-24  . . . . . . . . . . 

Terminal,  Thermocouple,  8rass . . . . . . . . 

Terminal,  Threaded  Clevis  Type  Tie  Rod..., . . . . . 

Terminal,  Tie  Rod,  Threaded  Clevis  Type,  Aircraft  . . . . . . 

Terminal,  Voice  Frequency  Carrier  Telegraph  (Vfct),  AN/UCC-1  (V) . 

Terminal,  Wire  Rope,  Splice  (Inactive) . . . . . 

Terminal,  Wire  Rope,  Swaging..,, . . . . . . . 

Terminal,  Wire  Rope  Swoging,  Fork  End  . . . . . . 

Terminal,  Wire  Rope,  Swaging,  Fork  End . . . . . . . . . . . 

Terminal,  Wire  Rope,  Swaging,  Eye  End  (Supersedes  AN668)  . . . 

Terminal,  Wire  Rope,  Stud . . . . . . . 

Terminal,  Wire  Rope,  Stud . . . 

Terminol, stud, blind, for  Electicol  Bonding  And  Grounding . 

Term!nal,stud,blind  Plate,  For  Electicol  Bonding  And  Grounding  (Noninsuloted) . . 


Terminals  &  Seals,  Plugs  &  Switch,  Casualty  Power,  Switch,  Portoble  100-AMPERE, 
450-VOLT,  Alternating  Current,  Three-phase,  Symbol  NO.  1041.1 
Terminals  And  Seols,  Plugs  And  Switch,  Casualty  Power  Systems,  Receptacle  Type, 
Genera!  Specification 

Terminals,  Feedthru  (Insulated)  And  Terminals,  Stud  (Insulated  And  Noninsuloted)  .... 

Termini,  Fiber  Optic  Connector,  Removable . . . 

Termini,  Fiber  Optic,  Environment  Resisting,  Pin  Terminus  Class  I,  Type  Isi,  Style  A 
(For  MSIL.C.28876  &  Mll-C-83526  Connectors) 

Termini,  Fiber  Optic,  Environment  Resisting,  Dummy  Terminus,  (For  Mll-C-28876  & 
MIL-G83526  Connectors 

Termini,  Fiber  Optic,  Environment  Resisting,  Pin  Terminus,  Size  16,  Reor  Release  • 
MIL-C-38999,  Series  I,  III,  B  IV 

Termini,  Fiber  Optic,  Environment  Resisting,  .Socket  Terminus,  Size  16,  Rear  Releose 
■  Mll-C-38999,  Series  i.  III  &  IV 

Termini,  Fiber  Optic,  Environment  Resisting,  Class  5,  Type  li,  Style  A,  Pin  Terminus, 
Size  16,  Front  Release  MIL-C-28840 

Terminology,  Automotive  Transmission  •  Oct  78 . . . . . 

Termites  Subterranean  Resistance  To  Sfondard  Method  For  Laboratory  Evaluation 
To  Determine 

Terms  &  Symbols  For  Thermal  Physiology  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Terms  Relating  To  Metollogrophy,  Standard  Definitions  Of  *  26  Aug  88 . 

Terneplote,  For  Roofing  And  Roofing  Products..... . . . . . . . . . 

Terpin  Hydrate  And  Codeine  Elixir,  Nf . . . 

Terpin  Hydrate  Elixir,  Nf  . . . . . . . . . . . . . . 

Terrain  Analysis  -AGEOP*!  (Ed.  No.  1)  Req  For  Other  Than  DOD  Refer  To  HQ 
USAF/XOXX-ISO  Wosh,  D.c.  20330-5058 
Terrain  Description  Glossary  (Release  To  Other  Than  DOD  Activities  Requires  Prior 
Approval  Of  DARCOM,  DRCDE-1  (ABCA  611) 

Terrain  Modeling  Kit,  Training  Aid . . . . . . . . . 

Test  . . . . . . . . . . . . . . . . 

Test  And  Inspection  Of  Crane,  Hydraulic,  Mobile,  Diesel  Rubber  Tires . 

Test  And  Inspection  Of  Truck,  Fixed  Platform,  Powered,  Gasoline,  Pneumatic 
Rubbertired 

Test  And  Inspection  Of  Truck,  Fixed  Platform,  Powered  Electric  Pneumatic  Rubber 
Tires 

Test  Bridge . . . . . . . . . . . . . . 

Test  Bridge..................... . . . . . . . . . 

Test  Chamber,  Radiae  Detector,  TS-1 189/PD . . . . 

Test  Equipment  (Simplified)  For  Internal  Combustion  Engine  (Ste/ice).. . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

t 

MS-17155B 

5940 

AS 

06  Mar 

63 

AS 

l 

MS-171728 

5940 

AS 

12  Oct 

72 

AS 

MIL-T-55155/29A 

5940 

ER 

17  Nov 

78 

ER 

AS 

85 

l 

MS-17156A 

5940 

AS 

06  Mar 

63 

AS 

L 

MIL-T-83454/2D 

NOTICE  1 

5940 

85 

17  Apr 

87 

85 

L 

MS-17157A 

5940 

AS 

06  Mar 

63 

AS 

l 

MIL-T-83454/3D 

NOTICE  1 

5940 

85 

17  Apr 

87 

85 

L 

MIL-T-83454/4D 

5940 

85 

17  Apr 

87 

85 

NOTICE  1 
MIL-T-55155/30A 

5940 

ER 

17  Nov 

78 

ER 

AS 

85 

MIL-T-55155/31A 

5940 

AS 

17  Nov 

78 

ER 

AS 

85 

MIL-T-55155/32A  (1) 

5940 

AS 

17  Apr 

78 

ER 

AS 

85 

l 

MIL-T-83454/5D  (1) 
NOTICE  1 

5940 

85 

17  Apr 

87 

85 

l 

MIL-T-28709 

5805 

EC 

IS  Nov 

68 

EC 

L 

MIL-T-55255A  (1) 

5805 

CR 

17  Feb 

89 

CR 

L 

MIL-T-28916  (1) 

5805 

MC 

30  Jut 

69 

MC 

L 

MIL-T-82169A  (3) 

5805 

MC 

08  Jul 

74 

MC 

l 

MIL-T-55020  (1) 

5805 

CR 

12  Sep 

58 

CR 

AN5539 

REV  3 

5940 

85 

10  Apr 

53 

AV 

AS 

85 

AN665 

5340 

AS 

25  Mor 

65 

AS 

99 

REV  4 

MIL-T-5683A 

•5985 

AS 

16  Moy 

50 

AS 

85 

l 

MIL-T-29500 

5805 

EC 

10  Mar 

86 

EC 

MS-27768A 

4030 

82 

23  Jan 

85 

CE 

AS 

82 

O 

MIL-T-781B  (3) 

4030 

82 

03  Aug 

82 

ME 

AS 

99 

MS-2065SB 

4030 

82 

09  Oct 

64 

ME 

AS 

99 

MS-20667C 

4030 

82 

31  Jan 

79 

CE 

AS 

99 

MS-20668B 

4030 

82 

08  Nov 

82 

ME 

AC 

99 

MS-21259D 

4030 

82 

10  Feb 

69 

AR 

AS 

99 

MS-21260G 

NOTICE  1 

4030 

82 

13  Nov 

87 

AR 

AS 

99 

l 

MIL-T-83454/11 

NOTICE  1 

5940 

85 

17  Apr 

87 

85 

l 

MIL-T-83454  (2) 

SUPP  1A 

NOTICE  1 

5940 

85 

17  Apr 

87 

85 

l 

Mll-T-24552/5 

5940 

SH 

03  Nov 

86 

SH 

l 

MIL-T-24552A  (1) 

5940 

SH 

17  Jun 

87 

SH 

MII-T-55155B 

5940 

ER 

26  Sep 

88 

ER 

EC 

85 

MIL-T-29504 

6060 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T-29504/1 

6060 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T-29504/3 

6060 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T-29504/4 

•6060 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T-29504/5 

6060 

EC 

25  Aug 

87 

CR 

EC 

85 

MIL-T-29504/8 

6060 

EC 

21  Oct 

88 

CR 

EC 

85 

SAE  J645C-78 

2520 

AT 

30  Sep 

81 

AT 

99 

AWPA  M12-72 

5510 

CS 

31  Mar 

88 

ME 

SH 

99  CS 

AIR-STD-61/29 

15DF 

06 

24  Moy 

83 

AIR 

ASTM  E7-88 

95GP 

MR 

26  Oct 

88 

MR 

AS 

11 

QQ-T-201F 

95)5 

/MR 

12  Nov 

86 

MR 

YD 

99 

Mll-T-37740 

6505 

DM 

24  Apr 

78 

MD 

MS 

03 

MII-T-37316A 

6505 

DM 

07  Sep 

76 

MD 

MS 

03 

NAT-STD-3992 

ISDF 

06 

26  Aug 

88 

Q-STD-611 

ISDA 

AM 

10  Feb 

82 

MII-T-10163D 

6910 

ME 

24  Aug 

81 

ME 

A-A-90000 

6515 

MB 

30  Dec 

88 

Mll-STD-2618 

3950 

SA 

01  Aug 

85 

Gl 

SA 

99 

MIL-STD-265A 

3930 

SA 

14  Sep 

60 

ME 

SA 

99 

MIL-STD-266A 

NOTICE  1 

3930 

SA 

22  Jun 

61 

ME 

SA 

99 

MIL-T-36347 

6630 

DM 

09  Dec 

64 

MD 

MS 

03 

MII-T-0036347A 

INT  AMD  1  (DM) 

6630 

DM 

24  Aug 

73 

MD 

MS 

03 

L 

MIL-T-22053A 

6625 

SH 

11  Feb 

69 

SH 

l 

MII-T-62314A 

4910 

AT 

19  Moy 

86 

AT 

720 


ALPHABETICAL  LISTING 


DOCUMENT 

TITLE  NUMBER  Fsc  PREP  DATE  CUSTODIAN 


Test  Equipment  For  The  Standard  Electronic  Modules  Program . . . . . . 

Mll-STD-1665 

NOTICE  4 

NOTICE  6 

5963 

SH 

23  Apr 

85 

ER 

SH 

85 

Test  Equipment  For  Use  With  Electrical  And  Electronic  Equipment,  General 

MII-T-28800D 

6625 

SH 

30  Sep 

86 

CR 

SH 

11 

Specification  For 

Test  Equipment  For  Use  With  Electronic  And  Electrical  Equipment,  General 

L 

Mll-T-212001 

MISC 

AS 

27  Jun 

77 

AS 

Specification  For  (Inactive,  Use  Ml*  -T-28800) 

NOTICE  1  (AS) 

AS 

Test  Equipment,  Hazardous  Location,  Installed,  Basic  Requirements  For . . 

i 

MIL-T-21578A 

4920 

AS 

28  Jan 

66 

Ten  Facilities  Kit,  MK-1191(  )/AR  (Units  Of)  . 

i 

MIL-T-55335  (2) 
NOTICE  1 

6625 

CR 

14  May 

86 

CR 

Test  Facilities  Kit,  Telephone  Carrier  MK-155  ()/TCC  (Inactive  For  Now  Design)  ...... 

l 

MIL-T-14147A  (2) 

6625 

CR 

22  Apr 

86 

CR 

Test  Facilities  Kit  MK-980(  )/PPS-5 . 

i 

MII..T-55655A  (2) 
NOTICE  1 

6625 

CR 

16  Dec 

86 

CR 

Test  Facilities  Kit,  MK-994(  )/AR  (Units  Of)  . 

L 

MIL-T-55659 

NOTICE  1 

6625 

CR 

14  May 

86 

CR 

Test  Facility  For  Determining  Percent  Agent  Recovery  . . . . . . 

i 

Mll-STD-1440 

1330 

EA 

19  Dec 

67 

EA 

Test  Facility,  Ballistic,  For  Personal  Armor  .Material . . . . . . . 

L 

MIL-STD-n&1 

8470 

GL 

28  Dec 

66 

Gl 

Test  Fixture  Sets,  Electronic  . . . . . . . . 

L 

MIL-T-55523  (1) 
NOTICE  1 

6625 

CR 

19  Feb 

86 

CR 

Test  Fixture,  Probe  Damage,  Socket  Contact,  Connector,  Electric  . . . 

MS-3321A 

5935 

AS 

05  Jun 

70 

CR 

AS 

85 

Test  For  Critical  Radiant  Flux  Of  Cappet  Flooring  Systems  (Flooring  Radiant  Panel 

FED-STD-372 

7220 

t 

31  Aug 

77 

Test) 

Test  For  Removal  Of  Fluy  Residues  . . . . . . . 

L 

MIL-T-83399 

NOTICE  ) 

SOLD 

20 

30  Jul 

87 

20 

Test  Gage,  Contact  Location  And  Retention  Feature,  MIL»C»0081511  Series  1  And  2 

i 

MS-3434 

5220 

AS 

18  Oct 

71 

AS 

Connectors 

Test  Gage,  Contact  Location  And  Retention  Feature,  MII-C008151 1  Series  3  And  4 

i 

MS-3435 

5220 

AS 

18  Oct 

71 

AS 

Connectors 

Test  Gage,  Mll-C-0026482  Series  1  Or  MIL-G81703  Series  2  Contact  Retention 

M3-3460A 

5220 

AS 

05  Sep 

75 

CR 

AS 

85 

Feature 

Test  Gage,  MIL-G0026482  Series  2  Or  MIL-G81703  Series  3  Contact  Retention 

MS-3461A 

5220 

AS 

05  Sep 

75 

CR 

AS 

85 

Feature 

Test  Gage,  MIL-G26482  Series  2  (Class  N),  MIL-G81703  Series  3  (Class  N)  And 

MS-3462B 

5220 

AS 

05  Sep 

75 

CR 

AS 

85 

MIL-G0081511  Series  3  And  4  (Class  L)  Contoct  Retention  Feature 

Test  Gage,  Tourniquet . . . . . . . . . 

A-A-53117 

6515 

MB 

05  Aug 

87 

MD 

MS  03 

Test  Harness,  Direction  Finder  Set  AN1ALM*28{*)  . 

i 

MIL-T-81409 

4940 

AS 

15  Feb 

66 

AS 

Test  Harness,  Radar  Set  AN/APM*153(*) . . . . . . . . . . . 

L 

MIL-T-23693 

4940 

AS 

15  Moy 

63 

AS 

Test  Harness,  Radio  Set  AN/ARM*46(*) . . . 

L 

Mll-T.22951 

4940 

AS 

24  Jul 

61 

AS 

Test  Kit  (Detergent  Concentration  And  Water  Hardness) . . 

P-M544A 

6630 

l 

28  Nov 

75 

Test  Kit,  Alkaline  Phosphatase  Level . . . . . 

MIL-T-36308A 

6505 

DM 

06  Mar 

75 

MD 

MS 

03 

Test  Kit,  Bilirubin  Determination . . . . . . . . . . . 

MIL-T-37329A 

6505 

DM 

07  Sep 

76 

MD  MS 

03 

Test  Kit,  BLOOD  Urea  Nitrogen  Determination . . . . . 

AA0053I75 

6505 

MB 

20  Aug 

87 

MD  MS 

03 

Test  Kit,  Lactic  Dehydrogenase  Activity,  10  Determinations . . . . . . 

MIL-T-36245A 

6505 

DM 

05  May 

72 

MD  MS 

03 

Test  Kit,  MK*91(*)/APM-66 . 

l 

Mll-T-22067 

6625 

AS 

1  Jun 

59 

AS 

Test  Kit,  Mononucleosis  Determination . . . . . . . . 

MIL-T-36852B 

6505 

DM 

17  Sep 

76 

MD  MS 

03 

Test  Kit,  Nitrogen  Determination  . . * . . . . . . 

Mll-T-36888 

6505 

DM 

05  Sep 

72 

MD 

MS 

03 

Test  Kit,  Penetrans  . . . . . . . . . . . 

A-A-50752 

6635 

82 

31  Mar 

87 

AS 

99 

Test  Kit,  Petroleum:  Aviation  Fuel  Contamination  (Portable)  . . . 

L 

MIL-T-52849B  (3) 

6630 

ME 

11  Mar 

87 

ME 

Test  Kit,  Pregnancy  Determine!  Ion  . 

Mll-T-37182 

6545 

DM 

01  May 

75 

MD 

MS 

03 

Test  Kit,  Pregnancy  Determination . . . 

Mll-T-37805 

6505 

DM 

29  Jul 

77 

Test  Kit,  Reserve,  Alkolinity,  Antifreeze . . 

Mll-T-368128 

6630 

DM 

31  Dec 

84 

EA 

MS 

99 

Test  Kit,  Serum  Transaminase . . . . . . 

Mlt-T-37771 

6505 

DM 

23  Aug 

78 

MD 

MS 

03 

Test  Kit,  Syphillis  Detection . . . . 

MIL-T-37096 

6505 

DM 

16  Apr 

75 

MD 

MS 

03 

Test  Kit,  Syphilis  Detection,  100  Tests . . . . . . . . . 

Mll-T-37353 

6505 

DM 

31  Mor 

76 

MD 

MS 

03 

Test  Kit,  Water,  Engine  Cooling  Systems  (Metric) . . . . . 

L 

DOD-T-17412C 

6630 

SH 

20  Sep 

78 

SH 

Test  lung  . . . . . . . . . . 

A-A-53789 

6910 

MB 

30  Dec 

88 

MD 

MS 

03 

Test  Method  For  Pavement  Subgrode,  Subbose,  And  Bose  Course.  Materio!  . 

MIL-STD-621A 
NOTICE  2 

6  DEC  1958 

FACR 

CE 

06  Dec 

68 

CE 

99 

Test  Methods  &  Procedures  For  Microcircuit  Line  Certification . . . . 

Mll-STD-977 

5962 

NA 

25  Jon 

82 

ER 

EC 

17  NA 

Test  Methods  And  Procedures  For  Microelectronics  . . . . . . 

MIL-STD-883C 
NOTICE  2 

NOTICE  7 

5962 

17 

31  Dec 

84 

ER 

EC 

17  NA 

Test  Methods  And  Test  Equipment  For  Thermometers  Used  In  Machinery  And  Piping 

i 

MIL-STD-735A 

6685 

SH 

20  Apr 

71 

SH 

Systems 

NOTICE  1 

20  APR  1971 

Test  Methods  For  Efostometer  (Releose  To  Other  Than  Dod  Agencies  Must  Be 

Q-STD-629  (1) 

ISDA 

AM 

01  Jun 

82 

Approved  By  Hq  Dorcom  (Drclrd))  Abca  629 

Tost  Methods  for  Semiconductor  Devices . . . . . . . . 

MIL-STD-750C 
NOTICE  2 

5961 

EC 

23  Feb 

83 

ER 
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ALPHABETICAL  LISTING 


TITLE 


Test  Set,  Electronic  Circuit-component . . . . . . . 

Test  Set,  Electronic  Circuit  Plug-in  Unit  AN/ASM-152 . . . . 

Test  Set,  Electrical  Power  A/M24T-8(  ( . . . 

Test  Set,  Electronic  System  AN/UKM-4Q  6.  Adapter,  Test  MX-10062/U..... . . . 

Te*t  Set,  Electronic  Circuit  Plug-in  Unit  . . . . . . . . . . 

Test  Set,  Electron  Tube  TV-7  ()/u  . . . . . 

Test  Set,  Electrical  Cable  Mark  444  Mod  0  {For  Torpedo  MV  46  Mods  0  And  1) . 

Test  Set,  Electrical  Power  (Test  Set  1-199)  . . . . . . . . 

Test  Set,  Electrical,  Mk  lii  . . . . . . . . 

Test  Set,  Electrical  Circuit,  Bomb  Oispenser  A/e  24T-79  . . . . . . 

Test  Set,  Electrical  Circuit,  Bomb  Oispenser  A/e  24T-80  . . . . 

Test  Set,  Electrical,  Mk  Iv........ . . . . . . . . . 

Test  Set,  Electrical  Circuit,  M40E1  Paris  For,  Assembling  And  Packing  . . 

Test  Set,  Electrical  Circuit,  Guided  Missile  Launcher  &  Aircraft,  AN/ASM-149C. . 

Test  Set,  Electronic  Systems  M137 . . . . . . . . . 

Test  Set,  Electronic  Circuit  Plug  In  Unit  AN/ARM-87(  )  (Units  Of)  . . . . . 

Test  Set,  Electronic  Systems,  M91 . . . . . . . . . 

Test  Set,  Electrical,  M40  Parts  For,  Assembling  And  Packing...... . . 

Test  Set,  Electronic  Systems,  M92 . . . . . . . . 

Test  Set,  Electronic  Systems,  M91,  Repair  Parts  For  . . . . . . 

Test  Set,  Electronic  Systems,  M92,  Repair  Parts  For  . . . . . . . 

Test  Set,  Electrical  Cable,  AN/GSM-45... . . . . . . . . 

Test  Set,  Electrical,  Torpedo  Control  Cable,  Mark  519  Mod  0 . 

Test  Set,  Exercise  Head,  Mark  485  Mod  0  (For  Torpedo  Mk  46  Mod  0  Through  5).. 
Test  Set,  Final  Assembly.  T4014A  (Package  1  Of  2)  And  Auxiliaries  (Pockoge  2  Of 
2) 

Test  Set,  Fire  Control  System  AN/AWM-87  . . . . . . 

Test  Set,  Fire  Control  Circuits  . . . . . . 

Test  Set,  Fire  Control  Subsystem!  Ml 43  . . . . . . . 

Test  Set,  Flame  Thrower  •  Riot  Control  Agent  Disper  ►  ,  Hydrostatic  •  Volumetric, 
6000  PSI,  M5 

Test  Set,  Fuel  Quantity  Gage  Capacitance  Type . 

Test  Set,  Fuel  System.., . . . . . . . 

Test  Set,  Group  OQ-169B/DSM-96A,  Specification  For . 

Test  Set,  Guided  Missile  Launcher  AN/AWN-90A . . . 

Test  Set,  Guided  Weapon  An/DSM-139A . . . . . 

Test  Set,  Guided  Weapon  AN/DSM-96B  . . . . . 

Test  Set,  Guided  Weapon  AN/DSM-139B  . . . . . 

Test  Set,  Guided  Weapon  AN/DSM-92C . 

Test-Set,  Guided  Missile  AN/DSM-68 . . . 

Test  Set,  Guided  Missile  Launcher  A/E24T-81 . . . . . 

Test  Set,  Guided  Weapon  AN/D5M-77B  . 

Test  Set,  Gyroscope,  Mark  484  Mod  1  (For  Torpedo  Mk  46  Mod  0  Through  5) . 

Test  Set,  Iff  Interrogator  AN/0TPM-25A  . . . . . . 

Test  Set,  Indicator  AN/OAPM-433 . f . 

Test  Set,  indicator,  AN/ARM-155 . . . 

Test  Set,  Indicotor-generator,  Tachometer  TTU-27/E,  Aircraft  Instruments,  Field  . . 

Test  Set,  Inerlic!  Measuring  Unit  li,  TS  3846/AS M-608V.. . . . 

Test  Set,  Infrared  Detecting  Set  AN/AAM-6 . . . . . . 

Test  Set,  Insulation  Breakdown  AN/GSM-6(  ) . . . . . . . 

Test  Set,  Inverter,  Converter  Panel  Assembly.  1 1747097  . 

Test  Set,  Inverter,  Converter  Chassis  Assembly,  11748234 . . . 

Test  Set,  Laser  Detecting  AN/UPM-148  (  ) . 

Test  Set,  Laser  Rongefinder,  TS-3620{  f/gVS-5 . . . . . . . . 

Test  Set,  Loser  Rangefinder,  TS-3375/VVG-1,  DS  Level  11738861  . 

Test  Set,  Mognetic  Detector  AN/ASM-4.... . . . . . . . . . . . . . 

Test  Set,  Mark  25  Mod  1  . . . . . . . . 

Test  Set,  Missile  Auxiliaries  TS-3479  ()/AWM-23(V) . . 

Test-Set,  Missile-Control  System,  AWG-IO  Sfde  Bench . . . 

Test  Set,  Missile  Control  Group  OQ-50/AWM-21,  OQ-51/AWM-21,  And 
OQ-52/AWM-21 

Test  Set,  Missile  Interface  (MITS)  TS-3561  (  (/oWM-23)V(  . . 

Test  Set,  Missile  Electrical  System  Mark  363  Mod  3 . . . . 

Test  Set,  Missile  Control  System  AN/AWM-21 . . . . . . . . . 

test  Set,  Mission  Recorder  AN/USM-387  . . . . . . . . . 

Test  Set,  Motor-generator,  AN/GSM-65 . . . . . . . . . 

Test  Set,  Organizational  Maintenance  AN/TPM-23. . . . . . . . 

Test  Set,  Pneumatic  Pressure  AN/PSM-15C  . . . . . . . . 

Test  Set,  Position  &  Azimuth  Determining  System,  AN/USM-427  . . . 

Test  Set,  Power  Supply,  For  Position  &  Azimuth  Determining  System,  AN/USM-428 

Test  Set,  Power  Panel,  TS-2661/TSM-100A . . . . . . . . 

Test  Set,  Power  Supply,  MX-8051/ooPM-22A. . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Te*t  Set,  Pr«w«.  Indicating  System  TTU8.26-E,  Variable  Reluctance,  Field . . 

Test  Set,  Pressure  Temperature  TTU-205C/E  . . . . 

Test  Set,  Radar  AN/APW-299 . 

Test  Set,  Radar,  AN/UPM-136(  ( . 

Test  Set,  Radar,  AN/TPM-22 . . . 

Test  Set,  Rodar,  AN/UPM-0 . . . 

Test  Set,  Radio  Set  AN/ARM-165.... . . 

Test  Set,  Radio  Sot  An/arm  165A.. . . . . . . 

Test  Set,  Radio  Frequency  Power  AN/USM-68 . . . . . 

Test  Set,  Radio  TS-1588(  )/AIC . . . 

Test  Set,  Radio  AN/ARM-32 . . 

Test  Set,  Radio,  AN/PRM-34 . 

Test  Set,  Radio,  AN/ARM-156  . 

Test  Set,  Radio,  AN/USM*306{  ) . 

Test  Set,  Receiver  TS-3565(  (/tRS-2  . . . . . . 

Test  Set,  Relay  TS  1775(  (/u . 

Test  Set,  Servo  Amplifier,  TS  2658/TSM  100A. . . . . . 

Test  Set,  Sight  Current  Generator,  TS-2660/TSM-100A  . . 

Test  Set,  Sight  Current  Generator  Servo,  11747100/TSM-100  . . . . . 

Test  Set,  Simulator . . . . . . . . . . 

Test  Set,  Subassembly  MX-8050/TPM-22  (Printed  Circuit  Card  Tester) . 

Test  Set,  Subassembly  MX8046A/TPM-22  (Receiver  Transmitter  Tester) . 

Test  Set,  Subassembly  MX-8046/TPM-22  Receiver/transmitter  Tester( . . 

Test  Set,  Subassembly  MX-8047/TPM-22  (High  Voltage  Tester) . . 

Test  Set,  Subassembly  MX-8048/TPM-22  (Receiver,  Test  Panel) . . . 

Test  Set,  Subassembly  MX-8049/TPM-22  (Range  Computer  Tester) . 

Test  Set,  Switching  Unit  TS-3634/ARM . . . . . . . . . . 

Test  Set,  Synchro  Transmitter  Mark  312  Mod  0  (For  Torpedo  Mark  37  Mods  0, 
0(M),  1,  2,  3) 

Test  Set,  TSEC/ST-23(  (  . 

Test  Set,  Tachometer-dwell . . . . . . . 

Test  Set,  Tachometer  Dwell . . . . . . . 

Test  Set,  Torget  Detector  AN/DSM-132A . . . 

Test  Set,  Target  Control  System  An/srm  Series  (AN/SRM-2,  AN/SRM-3, 

AN/SRM-4,  AN/SRM-5,  And  AN/SRM-6) 

Test  Set,  Telephone . . . . . . . 

Test  Set,  Telephone  TS-3647(  )/g  . . 

Test  Set,  Telephone  Signol . . . 

Test  Set,  Telephone  TS-716/U . 

Test  Set,  Telephone  . . . . . . . . . . . 

Test  Set,  Telephone  AN/SPTM-7  INACTIVE  FOR  NEW  OESIGN . 

Test  Set,  Telephone  (Test  Set  TS-190)(/U)  . . 

Test  Set,  Thermo!  Sight,  TS-3681/V5G-2 . 

Test  Set,  Torpedo,  Mork  393  Mod  O  (Inactive  For  New  Design)  . . 

Test  Set,  Torpedo,  Mork  281  Mod  1 . . . 

Test  Set,  Tow  Torget,  A/E24T-143  . . . . . 

Test  Set,  Transponder  Set  An/APM-305A . . . . . 

Test  Set,  Transponder  AN/APM-123  ()  (V)  Inactive  For  New  Design . 

Test  Set,  TS-3389,  Omega  Receiving  Set . . . . . . . 

Test  Set,  Vibration  TTK-402/E24M48  And  Cable  Case  CNK-357/E24M48.... . 

Test  Set,  Weapon  Electricc  Wiring  Systems  AN/AWM-13A . . . . . 

Test  Set,  Weapon  Control,  Aire  >ft  AN/ASM  1848  (V)l  8.  AN/ASM  184B  (V)2  .... 
Test  Sheets  &  Test  Samples,  Co»  oression  Molded  Polyethylene,  Preparation  Of  *  31 
Oct  80 

Test  Signals  For  Electronic  Tacticcl  Air  Navigation  Equipment  (Tacan)  . . . 

Test  Slabs,  Acrylonitrile  Butadiene  (NBR-H),  High  Acrylonitrile,  65-75  •  1  Jul  83  ...... 

Test  Slabs,  Acrylonitrile  Butadiene  (NBR-l),  low  Acrylonitrile,  65-75  •  1  Jul  83  ........ 

Test  Slabs,  Chloroprenc  (CR),  65-75  •  1  M  83 . . . . . . . . . . 

let*  Slobs,  Fluoroelastomer  (FKM),  65-  j  *  1  Jul  83 . . . 

Test  Slobs,  Ffuorosilicone  (FVMQ,  55-65  >  1  Jul  83 . . . . . 

Test  Slobs,  Standard  Elastomer  Stocks  •  1  Jul  83 . . . . . . . 

Test  Stand,  Actvotor,  Linear,  Load, . . . . . . . . 

lest  Stand,  Aircraft  Hydraulic  System,  Trailer-mounted,  A/M27T-2, 
Electric-rr.ofor-driven,  Triple  System 
Test  Stand,  Aircraft  Hydraulic  System  TTU-228/E,  Trciler-mounted, 

Gasoline*’  ^ in e -driven,  Triple  System 

Test  Stand;  Aire  d'  Pneumatic  Components . . . . 

Test  Stand,  Automotive  Generator,  Alternator,  Starter,  Associated  Equipment  . 

Test  Stand,  Hydraulic  System  Components. . . . . . 

Test  Sfortd,  Hydraulic  System  Components,  Type  MK-3A  Tsfand,  Test,  Aircraft 
Hydrouric  §ysrem.  Electric  Mofor  Drr  n.  Type  MK-3A@ 

Tesl  Stand,  Hydraulic  System,  Gasoline  Engine  Oriven,  Type  D-5D . . . . 

Test  Stand,  Hydraulic  System,  Electric  Motor  Driven,  Type  D-6A . . . . 
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AS 

12  Mor 

82 

AS 

L 

MII-T-49056A 

6625 

CR 

01  Sep 

83 

CR 

MIL-T-55605 

6625 

CR 

02  Aug 

68 

CR 

AS 

11 

l 

Mll-T-28820  (1) 

6625 

SH 

03  Jan 

83 

SH 

L 

MII-T-P5587 

4920 

AS 

29  Feb 

84 

AS 

L 

MIL.T-38964 

NUOR79 

26  Jan 

88 

79 

NOTICE! 

L 

MIL-T-85298 

6625 

AS 

15  Jon 

79 

AS 

ASTM  D1928-80 
NOTICE  2 

9330 

MR 

30  Mor 

88 

MR 

SH 

11 

MII-STD-287A 

58GP 

AS 

8  May 

58 

AS 

AMS  3217/1-83 

5330 

AS 

28  Sep 

84 

MR 

AS 

70 

AMS  Ji.-T'7-83 

5330 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3217/3-83 

5330 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3217/4-83 

5330 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3217/5-83 

5330 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3217-83 

533*. 

AS 

28  Sep 

84 

aS 

L 

MIL-T-81546A 

4920 

AS 

18  Feb 

71 

AS 

MIL-T-263980  (1) 

4920 

82 

30  Jun 

67 

AV 

99 

L 

MIL-T-383818  (1) 
NOTICE  1 

4920 

82 

16  Jon 

89 

99 

Mll-T-837738 

4920 

82 

13  Mor 

85 

AV 

AS 

99 

MIL-T.4544J 

4910 

Al 

27  Apr 

87 

Al 

99 

Mll-T-87976 

4920 

82 

16  Jun 

85 

AV 

AS 

99 

l 

MIL-T-26017C 
NOTICE  1 

4920 

82 

01  Nov 

88 

99 

L 

Mll-T-76120 

4920 

AV 

22  Jul 

85 

AV 

L 

MIL-T-7610A  (2) 

4920 

82 

02  Mor 

60 

82 

725 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE 


CUSTODIAN 


Test  Stand,  Ignition  Magneto . . . . . . . . . . . 

Test  Stand,  Jet  Engine  Accessory  Overhaul  General  Specification  For . . . 

Test  Stand,  Oxygen  System  Components . . . . . . 

Test  Station,  Computer  OJ-216{  (/AWM-23)V( . . . . 

Test  Station,  Controls  Disploys  Doppler  Filter  OJ*214(  (/AWM-23)V(  . . . 

Test  Station,  lov/  Frequency  OJ-215  (  (/AWM-23)V<  And  OJ-379)  (/AWM-23)V( .. 

Test  Station,  Module  OJ-217(  (/AVM-23  )v(  And  OJ-378)  (/AWM-23  (V) . 

Test  Station,  Radio  Frequency  OJ*213(  (/AWM*23)V(  . . 

Test  Strips  &  Color  Chart,  8ilirubin,  Blood,  Glucose,  Ketone,  leukocycfes,  Nitrile, 

Pa,  Protein,  Specific  Gravity  &  Urobilinogen  In  Urine 

Test  Strips  And  Color  Chart,  Urinary  Glucose  And  Protein  . . 

Test  Strips  And  Color  Chart,  Glucose,  leukocytes.  Nitrate,  And  Protein  In  Urine, 

1005 

Test  Strips  And  Color  Chart,  Glucose  In  Blood  . . . . . 

Test  Strips  And  Color  Chart,  Urinary  Bilirubin,  Blood,  Glucose,  Ketone,  Nitrite,  Ph, 
Protein,  And  Urobilinogen 

Test  Tube . . . . . . . . . . . 

Test  Tube . . . . . . . . . . . . . . . . 

Test  Tube . . . . . . . . . . . . . 

Test  Tube  (Disposable) . . . . . . . 

Test  Tube  (Screw  Cap,  Disposable) . . . . . . . . . 

Test  Tube  (Glass,  Disposable) . . . . . . . . . 

Test  Tube  Culture  And  General  Purpose  Typo  . . . . . . . 

Test  Tube  Ignition,  Heavy  Wali  . . . . . . . . . . . . 

Test  Tube  Kahn  Type . . . . . . . . 

Test  Tube  Screw  Cap . . . . . . . . . . . . 

Test  Tube  With  Side  Arm . . . . . . . 

Test  Tube  With  T  Glass  Stopper . . . . . . . 

Test  Tube,  Blood  Sedimentation  Cutler  Type  . . . . 

Test  Tube,  Color  Comparison . . . . 

Test  Tube,  Disposable . . . . . . . 

Test  Tube,  Hematocrit  Determination,  Wintrobe,  Disposable . 

Test  Tube,  Hematocrit  Determination  Wintrobe  Type . . . 

Test  Tube,  laboratory.  Glass . . . 

Test  Tube,  12  By  75MM,  Polystyrene,  Disposable . 

Test  Tube,  16  By  125  Mm.,  Screw  Cop,  Disposable . . . . . 

Test  Tube,  17  By  100  Mm.,  Polypropylene,  Disposable,  With  Snop-on  Cop  . 

Test  Tube,  18  By  116  Mm,  Polycarbonate,  Clear . 

Test  Tubes,  Blood  Sedimentation  . . . . . . . . . . 

Test  Vehicle  Projectile  Metal  Parts  &  loading,  Assembling  &  Packing . 

Test  Vehicle  With  Cartridge  Case  M169  For  M549  Fuze  Loading,  Assembling  8. 
Packaging 

Test,  Impact,  Shock  Absorber,  landing  Gear,  Aircraft . . . 

Testability  Program  For  Electronic  System  &  Equipment . . . . . . 

Tester  Set,  Cylinder  Compression..... . . . . . . . 

Tester&type  MA&2  Reception  Coupling  Break&owoy  Force,  Portable . . . 

Tester,  Aircraft.personnel  Safety  Equipment..... . . . . . 

Tester,  Airflow,  Gas  Particulate  Filter  Unit,  M39  . . . . . . . . 

Tester,  Antifreeze  Solutions . . . . . . . 

Tester,  Antifreeze  And  Battery  Electrolyte  Solution  . . . . . . . . 

Tester,  Antifreez  &  Battery  Eledroyte  Solution . . . 

Tester,  Antifreeze  Solutions . . . . . . . 

Tester,  Antifreeze  So'utions  . . . . . . . . . . . . 

Tester,  Battery  Electrolyte  Solution . . . . . . . . . 

Tester,  Bottery  Electrolyte  Solution . . . . . . . . . . 

Tester,  Battery  Electrolyte  Solution  (Tropical,  Artie,  And  Temperate  Types) . . 

Tester,  Cosed,  Flash  Point  By  Tag  •  27  Aug  1982 . . . . . 

Tester,  Closed,  Flosh  Point  By  Pensky'martens  -29  Aug  1980...... . . . . 

Tester,  Current  leakage . . . . . . . . . . 

Tester,  Cylinder  Compression  (Automotive  Maintenance) . . . . . 

Tester,  Dead  Weight  Piston  . . . . . . . . . 

Tester,  Density  And  Moisture  (Soil  And  Aspholl),  Nuclear  Method  . . . . . 

Tester,  Diesel  Fuel  Injector . . . . . . . . 

Tester,  Flash  Point,  Closed  Type,  115  Volt,  60  Hz,  Ac . . . . 

Tester,  Gyro  Indicator,  Pitch  And  Roll . . . . . . 

Tester,  Hose  Assemblies;  Hydraulic,  Aircraft  And  Missile  . . . . . 

Tester,  Hose  Assemblies,  Hydraulic,  Pneumatic,  Hydrocarbon  Fuel  And  Oil,  Aircraft 
And  Missile 

Tester,  Hydraulic  Systems,  Portoble  . . . . . . ... 

Tester,  IntemaNcombustion  Engine  (Vacuum  And  Pressure) . . 

Tester,  leak  Defector,  Vacuum  Type,  For  Seams  In  Bolted  And  Welded  Liquid 
Storage  Tanks 

Tester,  Leak,  Insulated  Boot . . . . . 

Tester,  Leokoge,  Demond  Oxygen  Regulator,  Type  MH*2  (Superseded  By 
MIL.T-38180) 


l 

MII.M3007E  (1) 

4910 

AL 

09  Jon 

86 

Al 

L 

MIL-T-83431 

4920 

11 

26  Feb 

88 

11 

NOTICE  1 

L 

Mtl-T-85476 

4920 

AS 

05  Oct 

81 

AS 

L 

MIL-T-81782C 

4935 

AS 

11  Jul 

77 

AS 

l 

MIL-T-81783C 

4935 

AS 

11  Jul 

77 

AS 

1 

MIL-T-81778C 

4935 

AS 

11  Jui 

77 

AS 

L 

MIL-T-B1776C 

4935 

AS 

11  Jul 

77 

AS 

L 

MIL-T-81785C 

4935 

AS 

11  Jul 

77 

AS 

A-A-0053436 

6550 

/MB 

12  Mo y 

88 

MD  MS 

03 

MIL-T-36898 

6505 

DM 

04  Oct 

72 

MD  MS 

03 

A-A-0053216 

6545 

MB 

23  Sep 

87 

MD  MS 

03 

MIL-T-37705 

6505 

DM 

30  Aug 

78 

MD  MS 

03 

L 

Mll-T -37596 

6505 

DM 

28  Jul 

76 

DM 

A-A-51688 

6640 

/MB 

10  Oct 

86 

MD  MS 

03 

A-A-0053065 

6640 

MB 

19  Jul 

87 

MD  MS 

03 

A-A-53703 

6640 

/MB 

20  Sep 

88 

MD  MS 

03 

A-A-53657 

6640 

/MB 

26  Aug 

88 

MD  MS 

03 

A-A-53871 

6640 

MB 

24  Mor 

89 

MD  MS 

03 

NNN*T*OOI476A  (2) 

6640 

t 

15  Jul 

77 

MS-361 80A 

6640 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

MS-361 83A 

6640 

EA 

20  Jun 

69 

EA  MS 

99 

NOTICE  1 

MS-36185 

6640 

EA 

30  Dec 

60 

EA 

99 

NOTICE  1 

MS-36186C 

6640 

EA 

07  Dec 

83 

EA  MS 

99 

MS-36190A 

6640 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

MS-36191A 

6640 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

MS-36173A 

6640 

EA 

07  Dec 

83 

EA  MS 

99 

MS-51427 

6640 

EA 

27  Jul 

83 

EA  MS 

99 

MS-36598 

6640 

EA 

90  Jun 

6? 

EA  MS 

MIL-T-36153A 

6640 

DM 

09  Feb 

77 

MD  MS 

03 

MS-36184C 

6640 

EA 

07  Dec 

83 

EA  MS 

99 

NNN-T-189B 

6640 

/DM 

02  Jul 

76 

MD  MS 

03 

MII-T-37638A 

6640 

DM 

24  Feb 

78 

MD  MS 

03 

M'L-T-37318 

6640 

DM 

22  Jun 

76 

MD  MS 

03 

MIL-T-37047A 

6640 

DM 

03  Oct 

74 

MD  MS 

03 

Mll-T-37628 

6640 

DM 

15  Apr 

77 

MD  MS 

03 

DD-T-20O 

6640 

/DM 

5  Jul 

55 

MD  MS 

03 

L 

MIL-T -70755 

1310 

AR 

30  Sep 

88 

AR 

L 

MIL-T-63996 

1390 

AR 

07  Apr 

88 

AR 

NOTICE  1 

L 

MIL-T-6053C  (1) 

1620 

70 

01  Mor 

84 

99 

MIL-STD-2165 

ATTS 

SH 

26  Jon 

85 

CR  SH 

17 

L 

MIL-T-58070A 

4920 

AV 

03  Apr 

70 

AV 

L 

MS-24536A 

4920 

82 

01  Nov 

88 

99 

NOTICE  1 

L 

MIL-T-58076 

4920 

AV 

26  Jun 

64 

AV 

L 

MIL-T-51461  Cl) 

6680 

EA 

23  Sep 

87 

EA 

GG-T-250A 

6630 

•DP 

14  Jun 

74 

AR  YD 

99 

MIL-T-28679A 

6630 

DP 

17  Mey 

76 

99  DP 

A-A-53426 

6630 

/MB 

28  Mor 

88 

MD  MS 

03  DM 

MIL-T-37402 

6630 

DM 

06  Apr 

77 

MD  MS 

03 

MS-36545A 

6630 

EA 

18  Jun 

86 

EA  MS 

99 

GG-T-258A 

6630 

/DM 

27  Sep 

67 

MD  MS 

03 

MS -36546 A 

6630 

EA 

IS  Jun 

86 

EA  MS 

99 

MS-36547A 

6630 

EA 

18  Jun 

86 

EA  MS 

99 

ASTM  D56-82 

9150 

ME 

13  Aug 

85 

ME  SH 

20 

ASTM  D93-80E1 

9150 

ME 

13  Aug 

85 

ME  SH 

20 

A-A-53791 

6625 

MB 

30  Dec 

88 

MD  MS 

03 

MIL-T-13011G 

4910 

Al 

18  Sep 

85 

AL 

99 

L 

MIL-T-2764C 

6685 

SH 

13  Mor 

72 

SH 

GG-T-2025 

6635 

•GL 

03  Apr 

78 

MIL-T-45049C 

4910 

AL 

31  Dec 

85 

AL  YD 

oo 

MIL-T-36385C 

6630 

DM 

29  Sep 

77 

MD  MS 

03 

L 

MIL-T-58093A  (1) 

4920 

AV 

03  Aug 

87 

AV 

NOTICE  1 

MIL-T-87971 

4940 

82 

12  Mor 

84 

99 

l 

MIL-T-25456B  (1) 

4940 

AV 

03  Aug 

87 

AV 

NOTICE  1 

L 

MIL-T-52585B 

4910 

AL 

31  Moy 

88 

AL 

MII-T-13013E  (1) 

4910 

Al 

09  Jon 

86 

Al 

L 

MII-T-14419C 

5430 

ME 

20  Dec 

88 

ME 

L 

MIL-T-431878 

3520 

GL 

15  Feb 

79 

GL 

l 

Mll-T-84298 

4920 

82 

11  Jul 

83 

AV 

99 

NOTICE  2 

ALPHABETICAL  LISTING 


TITLE 

Tester,  Lens,  Impact  Resistance,  Drop  Ball  Type . . . . . . . . . 

Tester,  Material  Hardness  (Rockwell  Type)......... . . . . . . . 

Tester,  Noise,  X  Band,  11822700... . . . . . . . . 

Tester,  Oxygen  Mask,  Headset  And  Microphone,  Type  MQ-1A . . . 

Tester,  Pitot  And  Static  Systems  . . . . . . . . . . . 

Tester,  Pliability  . . . . . . . . 

Tester,  Pressure  Gage,  Hydraulic,  Portable,  Type  MP&1  . . . . 

Tester,  Pressurized  Cobin  Leakage,  Aircraft  AF-M24T&3 . . 

Tester,  Pressurized  Cobin  Leakage,  Aircraft  AF/M32T*!  . . 

Tester,  Pulp,  Dental  . . . . . 

Tester,  Pyrometer  &  Thermocouple,  Field,  Type  N-3A  . . . . . . . 

Tester,  Spring  Resiliency . . . . . . . 

Tester,  Starter  Torque,  Type  B&l  (Test  Stand,  Starter,  Aircraft  Prony  Broke,  Type 
B&1) 

Tester,  System,  10549290  . . . . . . 

Tester,  Temperature  Instruments,  Type  MJ&1 . . . . 

Tester,  Torque  Wrench . . . . . . . . . . 

Tester,  Type  MA&2  Reception  Coupling  Breok&away  Force,  Portable . 

Testing  And  Rating  Procedures  For  Grease  Inteceptor  With  Appendix  Of  Sizing  And 
Installation  Data  ■  1  Oct  81 

Testing  Hard  Rubber  Products  ■  26  Mar  82 . . . . . 

'testing  Kit,  Impregnile  In  Clothing,  ABC-M2  . . . . . . 

Testing  Machines,  Load  Verification  Of  •  29  Jul  83............ . . . 

Testing  Or  Chaff  Radar  Crow-section . . . . . 

Testing  Plywood  In  Tension  >21  Jul  76 . . . . . 

Testing  Standard  For  Personnel  Parachutes  . . . . . . . . 

Testing,  Environmental,  Airborne  Electronic  &  Associated  Equipment 
(Mil-T-5422F(AS)  Is  Inactive  For  New  Design) 

Testing,  Mechanical,  Definitions  Of  Terms  Relating  To  Methods  Of  *  25  Mar  85  . 

Testing,  Store  Suspension  And  Release  Equipment,  Generol  Specification  For . 

Testosterone  Enanlhote  Injection,  Usp  . 

Testosterone  Enanthate  And  Estradiol  Volerate  Injection  . . 

Tests  For  Flammobilityof  Plastic  Materials  For  Parts  In  Devices  And  Appliances  •  3 
Mar  88 

Testset,  Electron  Tube,  Semi-automatic  AN/USM-118  (  (  . 

Tethered  Submarine  Marker  Buo>s  (Edition  No.  4)  . . 

Telrov  Tri-,  &  Disodium  Soils  Of  Ethylenediominetetraacetic  Acid  (Edto)  Water 
Treatment  Chemicals,  Boiler,  Shipboard  Use 

Tetracaine  Hydrochloride  And  Dextrose  Injecttion . . . . . . . 

Tetracaine  Hydrochloride  Ophthalmic  Solution,  U.s.p . . 

Tetracaine  Hydrochloride  &  Dextrose  Injection . 

Tetracaine  Ointment,  Nf... . . . . . . . . . 

Tetracene  . . . . . . . . . . . . 

Tetrachloroethylcne  (Perchloroethylene),  Technical  Grade  . . . . 

Tetracycline  Hyd*  ochloride  For  Injection,  Usp . 

Tetracycline  Hydrochloride  Capsules,  Usp.... . . . 

Tetracycline  Syrup  . . . . . . . . . . 

Tetroethylenepentamine  . . . . . 

Tetrohydrozoline  Hydrochloride  Ophthalmic  Solution,  Usp . . 

Tetranitrocorbozole  (TNC)  (For  Ordnance  Use) . . . . . . . 

Tetryl  (Trlnitrophenylnitramine) . . . . . . . . . 

Texilc,  Identificotionof  Fibers  In  •  31  Jul  Y  1987  . . . . . . 

Textile  Fabrics,  (Oscillortory  Cylinder  &  Uniform  Abrasion  Methods),  Abrasion 
Resistance  Of  *  3  Moy  80 

Textile  Test  Methods  . . . . . . . . . 

Textiles,  Quantitative  Analysis  Of  -  3  Nov  77 . . . . . . . . . 

The  AAMKL  Anthropometric  Dota  Bonk  Library  •  ASCC  Holdings  (Rcl  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  HQ,  USAF/XOXX(ISO)  WASH,  DC 
20330-5058) 

The  Air  Almanac. . . . . . . . . . . . . . 

The  Allied  Moritime  Above  Water  Warfore  Exercise  Monual  (Edition  No  11).... . 

The  Colour  &  The  Minimum  Aeronautical  Ovcrorint  For  Topographic  Aeronautical 
Charts  (Edition  No.  3)  (Req  From  Other  Than  DOD  &  DOD  Contractors  Must  Be 
Sent  Via  HQ  USAF/XOXX(lSO),  Washington  D.c.  20330-5058 

The  Fire  Environmental  Conditions  Affecting  Design  Criteria  (Abca  365) . . 

The  Management  Of  Motion  Sickness  In  Aircrew  (Rcl  To  Other  Thro  Dod  Req  Appr 
Of  Hq  U5AF/XOXX(l50)  Wash,  OC  20330-5055) 

The  Mathematical  Background  Of  QSTAG  340  (Release  To  Other  Than  DOD 
Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE-1) 

The  Measurement  Of  Protection  Proviucd  To  The  Respiratory  Tract  And  Eyes 
Against  Nbc  Agents  In  Porticulote,  Aerosol  And  Vopor  Form 
The  Measurement  Of  Protection  Provided  To  The  Respiratory  Tract  And  Eyes  By 
Aircrew  Equipment  Assemblies  Against  NBC  Agents  In  Partujlate,  Aerosol  And 
Vapour  Form  (Ed  1)  Request  Other  Than  DOD  Must  Be  Sent  Via  Hq 
Usaf/xoxx(Iso),  Wash,  D.c.  20330-5058 
The  Minimum  Physiological  Design  Requirements  For  Aircrew  Breathing  Systems 
(Chg  1)  Req  For  Issue  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash,  DC 
20330-5058) 

The  NATO  Military  Communications  Directory  System  (Edition  2)..... . . . 


DOCUMENT 

NUMBER  pSC  PREP  DATE 


CUSTODIAN 


MIL-T-37317  (1) 

6540 

L 

MIL-T-4638B 

6635 

L 

Mll-T-48621  (1) 

1290 

L 

MIL-T-25620C 

6695 

L 

MIL-T-58078A 

4920 

Mll-T-40106 

NOTICE  3  (Gl) 

6635 

L 

MIL-T.26963C 

6685 

L 

MIL-T-26139B 

4920 

L 

MII-T-26141D 

4920 

A-A-0051994 

6520 

L 

MIL-T-58082A 

6695 

MIL-T-43560A  (2) 

6635 

MII-T-6448B 

4920 

L 

MIL-T-48419A 

1240 

L 

MIL-T-4748B 

NOTICE  1 

4920 

MIL-T-26639C  (3) 

6635 

L 

MIL-T-26561C 

4920 

PDI  G101-81 

NOTICE  1 

4510 

ASTM  D530-C2R85 

9320 

L 

MIL-T-51252A  (2) 

6630 

ASTM  E4-83A 

95GP 

L 

MIL-STD-2071 

MISC 

ASTM  D3500-76R81E1 

PACK 

Mll-STD-858 

1670 

L 

MIL-T-5422F 

ENVR 

ASTM  E6-85 

95GP 

MIL-T-7743E 

6635 

A-A-0053670 

6505 

MIL-T-37757 

6505 

UL  94-85 

9330 

)  L 

MIL-T-23I25A  (2) 

6625 

NAT-STD-1083  (2) 

ISDN 

L 

MIL-T-24494B 

6810 

A-A-53261 

6505 

MIL-T-37422A 

6505 

A-A-0053261 

6505 

MII-T-37271A 

6505 

L 

MIL-T-46938B 

1376 

0-T-236C 

6810 

L 

MIL-T -37856 

6505 

Mll-T-37689 

6505 

Mll-T-37362 

5505 

L 

Mll-T-47064 

6810 

MIL-T-37554 

6505 

L 

MII-T-13723A 

1370 

MII-T-339C 

1376 

ASTM  0276-87 

PACK 

ASTM  D1 175-80 

PACK 

FE0-STD-191A 

NOTICE  4 

83GP 

ASTM  0629-77 

83GP 

AIR-STD-6i/52 

ADV  PUB  61/52 

ISDF 

AIR-STD-53/10 

IS0F 

NAT-STD-1068 

ISDN 

NAT-STO-3412  (7) 

ISDF 

Q-STD-365  (2) 

ISDA 

AIR-STD-61/57 

ISDF 

ADV  rU5  61/57 

AQAP-16 

ISDD 

AIR-STD-61/14 

ISDF 

NAT-STD-3864  (3) 

ISDF 

NAT 

AIR-STD-61/22 

ISDF 

DM 

15  Apr 

76 

M0  MS  03 

82 

15  Feb 

85 

99 

AR 

39  Nov 

82 

AR 

82 

23  Jul 

87 

99 

AV 

25  Feb 

85 

AV 

GL 

23  Feb 

60 

Gl  AS 

82 

30  Dec 

82 

82 

82 

15  Jun 

83 

99 

82 

15  Jun 

85 

99 

MB 

15  Jun 

87 

MD  MS  03 

AV 

05  Apr 

74 

AV 

GL 

18  Apr 

77 

Gl  AS  99 

82 

05  Nov 

80 

AV  99 

AR 

01  Dec 

75 

AR 

82 

01  Nov 

88 

99 

82 

17  Moy 

84 

GL  AS  99 

82 

21  Nov 

84 

99 

YD 

15  Apr 

88 

ME  YD  99 

MR 

03  Mar 

88 

MR  SH  99 

EA 

28  Jul 

87 

EA 

MR 

17  Mar 

88 

MR 

AS 

15  Aug 

77 

AS 

AS 

01  Oct 

82 

SM  AS  69 

AS 

26  Jun 

69 

GL  AS 

AS 

30  Nov 

71 

AS 

MR 

23  Aug 

85 

MR  AS 

AS 

08  Od 

76 

AS  18 

MB 

19  Sep 

88 

MD  MS  03 

DM 

28  Aug 

78 

MD  MS  03 

MR 

16  Jun 

88 

MR  AS 

SH 

10  Feb 

65 

SH 

NM 

03  Jun 

87 

SH 

19  Ocl 

88 

SH 

MB 

16  Ocl 

87 

MD  MS  03 

DM 

25  Jul 

77 

MD  MS  03 

MB 

16  Od 

87 

MD  MS  03 

DM 

22  Jun 

76 

MD  MS  03 

AR 

26  Apr 

85 

AR 

• 

06  Aug 

79 

OM 

01  Me* 

78 

DM 

DM 

24  Apr 

78 

MD  MS  03 

DM 

03  Moy 

76 

MD  MS  03 

Ml 

10  May 

74 

Ml 

DM 

07  Sep 

77 

MD  MS  03 

AR 

14  Od 

59 

AR 

AR 

09  Feb 

73 

AR  OS 

AS 

20  Jun 

88 

SM  AS  99 

AS 

25  Jan 

88 

SM  AS  69 

/Gl 

31  Mar 

87 

GL  NU  11 

AS 

01  Moy 

81 

AS  69 

06 

30  Jul 

86 

06 

14  Oct 

77 

NM 

30  Nov 

84 

06 

04  Jun 

87 

AM 

19  Sep 

84 

06 

03Scp 

86 

AM 

08  Dec 

82 

06 

01  Nov 

78 

06 

21  Dec 

88 

06  18  Aug  82 


ISDA  AM  22  Oct  85 


NAT-STD-5046 


ALPHABETICAL  LISTING 


TITLE 


The  NATO  Mulfi  Channel  Tactical  Digital  Gatewoy  •  System  Standards  (Edition  No. 
1)  (Ret  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  Wash,  D.c. 
20360) 

The  NATO  Multi  Service  Electronic  Warfare  Support  Group  (MEWSG)  Supplement 
To  AXP-2  (Edition  1) 

The  NATO  Multi  Channel  Tactical  Digital  Gateway  *  System  Control  Standards 
(Edition  No.  1)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  Dept  Of 
The  Navy,  NAT  09B21,  WASH,  D.c.  20360) 

The  NATO  Multichannel  Tactical  Digital  Gateway  Radio  Relay  link  Standards 
(Edition  1)  (Release  To  Other  ThandOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21, 
Wash,  D.c.  20360 

The  Nato  Multi  Channel  Tactical  Digital  Golev«ay  Data  Transmission  Standards  (Ed 
1)  Request  For  Issue  To  Be  Sent  Us  Amc,  Attn  Amcicp-oa-n,  5001  Eisenhower 
Ave,  Alexandria,  Vo  22333-0001 

The  Nato  Multi  Channel  Tactical  Digital  Gateway  -  Multiplex  Group  Framing 
Standards  (Edition  No.  1)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM, 
NAT  09B2I,  Wash,  D.c.  20360) 

The  Nato  Multi  Channel  Tactical  Digital  Gateway  Data  Transmission  (Packet 
Switching  Service)  (Ed  1)REQUEST  For  Issue  To  Be  Sent  To  Us  Amc,  Attn 
Amcicp-oa-n,  5001  Eisenhower  Ave,  Alexandria,  Va  22333-0001 
The  Operation  Of  The  Explosive  Ordnance  Disposal  Technical  Information  Centre 
Heodtic(,  (Issue  Controlled-release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom)drcird( 

The  Optical  &  Material  Requirements  For  Aircrew  PJano  Sunglasses  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  HQ  U$AF/XOXX(ISO)  Wash,  DC  20330-5058) 

The  Optical  Transfer  Function  Of  Imaging  Systems  . . . . . . 

The  Point  Designation  Template  For  Imagery  -chg  1  Old  3  Sep  86  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

The  Proper  Names  Of  68  Stars . . . . . . . . . . . . . . 

The  Provision  Of  Hydraulic  Power  For  Servicing  Aircraft  Hydraulic  Systems  (Edition 
NO.2) 

The  Smoothing  Of  Percentiles,  An  Empirical  Evaluation  Of  Severol  Methods . 

The  Specification  For  Evaluation  Of  The  Accuracy  Of  Hybird  Navigation  Systems 
(Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash, d.c. 
20360 

The  Specification  For  Evaluation  Of  The  Accuracy  Of  Inertial  Navigation  Systems .... 
The  Specification  And  Evaluation  Of  The  Accuracy  Of  Airborne  Doppler  Ground 
Velocity  Sensors  (Chg  1  Dtd  10  JUN86)  Request  Other  Thondod  Must  Be  Sent 
Viai  Hq  Usaf/xoxx  (Iso)  Wash  Dc  20330-5058 
The  Specification  For  Evaluation  Of  The  Accuracy  Of  Airborne  Doppler  Navigation 
Systems 

The  Specification  For  Evol  Of  The  Accuracy  OF  Airbne  Hybrid  Navig  Sys  (Other 
Than  Dod  Refer  To  HQ  USAF/XOXXWASH,0C  20330-5058 

The  Standard  Tacan  Signal  . . . . . . . . . . . 

The  Transportation  &  Utilities  Compatibility  Of  Mobile  Reconnaissance  Support 
Shelters  (Edition  2)  Req  For  Issue  To  Other  Thon  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO  Wash  D.c.  20330-5058 

Theod  Cutter,  Receding  Segmentol  Die  (Adjustable  Ccared  Diestock)  . . . . 

Theodolite  Mount  Ml  180 . . . . 

Theodolite,  Double  Center  MI-474/GM  (Inactive) . . . 

Theodolite,  Surveying,  Direction,  First  Order,  With  Accessories,  Tripod,  And  Coses  .. 

Theodolite,  Surveying,  Direction,  Second  Order . . . . . . . 

Theodolite,  Surveying,  Directionol,  Third  Order . . . . . . . . . 

Theodolite,  Surveying,  Directionol,  Astronomical,  0.1  Second,  With  Accessories, 
Tripod,  And  Coses 

Theophlline,  Ephedrine  Sulfate,  And  Hydroxyzine  Hydrochloride  Toblets  . . 

Theophylline  And  Guaifenesin  Elixir . . . . . . 

Theophylline  And  Glyceryl  Guaiacolate  Capsules . . . . . 

Theophylline  And  Guaifenesin  Capsules . . . . . . . . 

Theophylline  Capsules,  Modified . . . . . . 

Theophylline  Capsules,  Modified . . . . . . . 

Theophylline  Capsules,  Modified,  Sustoined-releose . . . . . . 

Theophylline  Elixir . . . . . . . . . . . . . . . 

Theophylline,  Ephedrine  Sulfote,  And  Hydroxyzine  Hydrochloride  Syrup,  1  Pt  (473 
C0 

Theophylline,  Ephedrine  Sulfate  And  Hydroxyzine  Hydrochloride  Tablets . . . 

Thermal  Anti-icing  Equipment,  Wing  And  Empennage  . . . . 

Thermo!  Imogmg  Devices,  Performance  Parameters  Of . . . . . 

Thermal  Insulation  Requirements  For  Machinery  &  Piping.................... . . . . 

Thermal  Performance  Evaluation,  Airborne  Electronic  Equipment  And  Systems, 
General  Requirement  For 

Thermal  Protective  System,  Aircraft  Cockpit,  General  Specification  For..... . 

Thermal  Sproy  Operators.  Equipment  Qualification,  Guide  For  •  7  NOV77  . . . 

Thermal  Spray  Processes  For  Naval  Ship  Machinery  &  Ordnance  Applications . 

Thermal/acoustic  Insulation  Barrier  Materlr  Moteriol,  Polyimide  Foam . 

Thermistor  (Thermally  Sensitive  Resisicr),  Insulated  Genorol  Specification  For . . 


DOCUMENT 

NUMBER  FSC  PRep  DATE  CUSTODIAN 


NAT-STD-4206  (2) 

ISDA 

AM 

10  Dec 

85 

NAT-STD-1336  (1) 

ISDN 

NM 

30  Nov 

84 

NAT-STD-42U  (2) 

ISDA 

AM 

10  Dec 

85 

NAT-STD-4212  (3) 

ISDA 

AM 

10  Dec 

85 

NAT-STD-4213 

ISDA 

AM 

05  Apr 

88 

NAT-STD-4207  (2) 

ISDA 

AM 

10  Dec 

85 

NAT-STD-4249 

ISDA 

AM 

12  Apr 

88 

NAT-STD-2834  (7) 

ISDA 

AM 

27  Apr 

88 

AIR-STD-61/53 

ISDF 

06 

30  Jul 

86 

ADV  PUS  61/53 
NAT-STD-4161  <1) 

ISDF 

06 

22  Feb 

84 

AIR-STD-I01/7A 

ISDF 

06 

10  Jan 

83 

AIR-STD-53/3C 

ISDF 

06 

15  Mar 

79 

NAT.STD-3510  (7) 

ISDF 

06 

20  Jon 

86 

AIR-STD-61/38 

ISDF 

06 

11  Sep 

84 

ADV  PUB  61/38 
AIR-STD-53/16 

ISDF 

06 

24  Oct 

84 

AIR-STD-53/IIC 

ISDF 

06 

15  Mor 

79 

AIR-SID-53/12A 

ISDF 

06 

15  May 

80 

AIR-SID-53/13A 

ISDF 

06 

15  Mor 

79 

NAISTD-STD-4331 

ISDF 

06 

06  Jul 

88 

NAT-STD-5034 

ISDN 

NM 

07  Jul 

72 

NAT-STD-3753  (1) 

ISDF 

06 

01  Aug 

88 

A-A-305 

5136 

t 

10  Nov 

79 

Mll-T-12612 

6675 

ER 

2  Apr 

53 

ER 

99 

Mll-T-1 11578  (1) 
NOTICE  1 

6660 

ER 

08  Oet 

65 

ER 

99 

l 

Mll-T-520358 

6675 

ME 

19  Dec 

79 

ME 

MIL-T-14132F  (2) 

6675 

ME 

19  Sep 

83 

ME 

99 

l 

MII-T-52114F  (1) 

6675 

ME 

28  Jon 

82 

ME 

L 

MII-T-52U5B 

6675 

ME 

07  Moy 

80 

ME 

Mll-T-37228 

6505 

DM 

24  Oct 

75 

MD  MS 

03 

Mll-T -37674 

6505 

DM 

06  Dec 

76 

MII-T-37144A 

6505 

OM 

12  Moy 

75 

MD  MS 

03 

L 

Mll'T-00371448 

6505 

DM 

15  Feb 

78 

A-A-005336! 

6505 

MB 

13:  Feb 

88 

MD  MS 

03 

A-A-51399A 

6505 

/MB 

19  Sep 

86 

MD  MS 

03 

A-A-0051749 

6505 

MB 

20  Oct 

86 

MD  MS 

03 

A.A-50848 

6505 

/MB 

10  Aug 

82 

MD  MS 

03 

MIL*! -37 167 

6505 

DM 

13  Dec 

74 

MD  MS 

03 

A-A-0051717 

6505 

MB 

06  Ocl 

86 

MD  MS 

03 

l 

MIL'T-18607 

1650 

AS 

31  Mor 

55 

AS 

MIL-STD-1859 

NOTICE  1 

5855 

CR 

28  Apr 

86 

CR 

l 

MII-STD-769H 

5640 

SH 

08  Apr 

85 

SH 

MIL-T-23I03A  (2) 

MISC 

AS 

11  Dec 

81 

AS 

l 

Mll-T'81571  (1) 

1560 

AS 

10  Jul 

80 

AS 

AWS  C2.16-78 

MFFP 

SH 

24  Jun 

83 

MR  SH 

l 

MIL'STD'1687A 

MFFP 

SH 

11  Feb 

87 

SH 

MIL'T-24708 

5640 

SH 

29  Jul 

88 

SH 

Q 

MIL-T.23648B/C 

5905 

EC 

15  Jul 

88 

ER  EC 

85 

SUPP  1 

MIL-T'23648/IC  (1) 

5905 

EC 

20  Feb 

89 

ER  EC 

85 

Thermistor,  (Thermallyssnsitive  Resistor),  Insulated  Negative  Temperature  Coeffient 
Sytle  RTH06  (Inactive) 


728 


ALPHABETICAL  LISTING 


TITLE 


Thermlitor,  (Thermolfysensitive  Resistor)  Insulated  Negative  Temperatue  Coeffient 
Sty  le  RTH08  (Inacitive) 

Thermistor,  (Thermallysensitive  Resistor),  Insulated  Negative  Temperature  Coefficient 
Style  RTH10 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Negative  Temperature 
Coefficient  Style  RTH16 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Negative  Temperature 
Coefficient  Style  RTH28 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Negative  Temperature 
Coefficient  Style  RTH30 

Thermistor,  (Thermotly  Sensitive  Resistor),  Hermetically  Sealed,  Positive  Temperature 
Coefficient  Style  RTH42 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Negative  Temperature 
Coefficient  Style  RTH18 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Positive  Temperature  Coefficient 
Style  RTH20 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Positive  Temperature  Coefficient 
Style  RTH22 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Negative  Temperature 
Coefficient  Style  RTH24 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulator  Negative  Temperature 
Coefficient  Style  RTH26 

Thermistor, (thermally  Sensitive  Resistor)  Insulated,  Negative  Temperature  Coefficient, 
Style  RTH44 

Thermocouple  &  Aircraft  Engine  Gasket  Type  . . . . . . 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  General 
Specification  For  (Naval  Shipboard) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  TCE  (TW 
Installation) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  WTE  (Tw 
Installation) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  TCE  (BB 
Installation) 

Thermocouple  And  Resistance  Temperoture  Element  Assemblies,  Type  RTE  (Bb 
Installation) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  TCE  (By 
Installation) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  RTE  (By 
Installation) 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  TCE  (EM 
Installation) 

Thermocouple  And  Resistance  Temperoture  Element  Assemblies,  Type  RTE  (Em 
Installation) 

Thermocouple,  Contact,  Aircraft  Engine  Spark  Plug  Gasket  Type  . . . . . . 

Thermocouple,  Engine,  Cylinder,  Bayonet  Type,  MS90324... . . . 

Thermocouple,  Engine  Cylinder,  Bayonet  Type  . . 

Thermocouples  In  Temperature  Measurement,  Monuol  On  The  Use  Of  •  Jul  81 .......... 

Thermocouples,  Corrosion-resistant,  Melol  Sheathed  (Issue  Controlled-requests  By 
Other  Than  Dod  Activities  Must  Be  Submitted  Vio  The  Preparing  Activity  Of  The 
Spec) 

Thermocouples,  Temperoture  Measurement  -  1975 . . . 

Thermometer  -  Self  Indicating,  Bimetallic . . . . . . . 

Thermometer,  Clinical,  Veterinary . . . . . . . 

Thermometer,  Ciinicol,  Human  (Electronic,  Battery  Powered)  . . 

Thermometer,  Clinical,  Humon  . . . . . . . 

Thermometer,  Ciinicol,  Human  (Subnormal . . . 

Thermometer,  lndicating,_Capillary  Tube  And  Bulb,  Flush  Mounting  . . 

Thermometer,  Indicating,  Capillary  Tube  &  Bulb,  2  1/2  Inch  Dial  Size . . . 

Thermometer,  Remote  Reading,  Self-indicating  Dial,  Gas  Actuated . 

Thermometer,  Self  Indicating,  Liquid  In  Glass,  Incubator,  O  Degrees  To  70  Degrees 
C 

Thermometer,  Seif-indicating,  Mercury  In  Glass,  (Fever) . . . . . . 

Thermometer,  Self  Indicating  Liquid  In  Gloss . . . . . . . 

Thermometer,  Self-indicating,  liquid  In  Gloss. . . . . 

Thermometer,  Self-indicating,  Bimetallic . . . . . 

Thermometer,  Self-indicating.  Mercury  In  Glass  (Fever) . . . . . . . 

Thermometer,  Self  Indicating,  Liquid  In  Glass,  Film  Processing . . 

Thermometer,  Self  Indicating,  Liquid  In  Glass. . . . . . . . . 

Thermometer,  Self  Indicating,  Liquid  In  Glass,  Air  &  Water,  Standard..... . . 

Thermometer,  Self&indicating,  Liquid  In  Glnss,  For  Machinery  And  Piping  Systems .... 

Thermometer,  Self  Indicating,  Bimetallic . . . . . . . 

Thermometer,  Self-indicating,  Liquid  In  Glass,  (Laboratory) . . . . 

Thermometer,  Self-indicating,  Liquid-in-gtass  (For  Precision  Level  Rod) . 

Thermometer,  Self  Indicating,  Bimetallic . . . . . . . . . 

Thermometer,  Self  Indicating,  Bimetallic . . . . . . . . . 

Thermometer,  Self-indicating,  Liquid  In  Gloss,  Maximum  (Meteorological)... . . 

Thermometer,  Self  Indicating,  Bimetallic,  5-1/2  Inch............ . . . . 

Thermometer,  Self  Indicating,  Liquid  In  Glass,  Minimum,  (Meteorological)......... . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-T-23648/2B  (1) 

5905 

EC 

26  Jun 

87  ER  EC 

85 

MIL-T-23648/3B  (1) 

5905 

EC 

26  Jun 

87  ER  EC 

85 

MII-T-23648/6A 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MH.-T-23648/12A  (1) 

5905 

EC 

06  Oct 

77  ER  EC 

85 

Mll-T-23648/138 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MIL-T-23648/19A  (1) 

5905 

EC 

19  Jun 

86  ER  rC 

85 

MIL-T-23648/7A 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MIL-T-23648/8A 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MIL-T-23648/9A  (1) 

5905 

EC 

19  Jun 

86  ER  EC 

85 

MIL-T-23648/10B 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MIL-T-23648/1IB 

5905 

EC 

15  Jul 

88  ER  EC 

85 

MIL-T-23648/20 

5905 

EC 

14  Apr 

86  ER  EC 

11 

AN5540 

6685 

AS 

2  Dec 

47  AV  AS 

99 

REV  4 

l 

MIL-T-24388B  (1) 

SUPP  1 

6685 

SH 

17  Aug 

81 

SH 

L 

MIL-T-24388/1 

6685 

SH 

26  Apr 

79 

SH 

l 

MIL-T-243B8/2 

6685 

SH 

26  Apr 

79 

SH 

L 

MIL-T-24388/3 

6685 

SH 

26  Apr 

79 

SH 

L 

Ml  L-T -24388/4 

6685 

SH 

26  Apr 

79 

SH 

l 

MIL-T-24388/5 

6685 

SH 

26  Apr 

79 

SH 

L 

MIL-T-24388/6 

6685 

SH 

26  Apr 

79 

SH 

Mll-T-24368/7 

6685 

SH 

26  Apr 

79 

SH 

l 

MIL-T-24388/8 

6685 

SH 

26  Apr 

79 

SH 

Q 

MIL-T-5494A 

6685 

AS 

28  No. 

56 

AS 

99 

L 

MIL-T-81272 

6620 

AS 

01  Feb 

66 

AS 

l 

MS-90324A 

NOTICE  1 

6620 

AS 

01  Jun 

87 

AS 

ASTM  STP470B-81 

6685 

99 

12  Mor 

82  ME  YD 

99 

l 

MIL-T-23234C 

6685 

SH 

11  Jul 

85 

SH 

ANSI  MC96.1-75 

34GP 

IP 

05  Apr 

79 

AL 

SH 

99 

MS-28028C 

NOTICE  1 

6685 

82 

09  Dec 

88 

AS 

99 

A-A-53345 

6515 

• 

15  Jan 

88 

MD  MS 

03 

A-A-53656 

6515 

/MB 

19  Aug 

88 

MD 

MS 

03 

A-A-51709 

6515 

/MB 

31  Oct 

86 

MD 

MS 

03 

A-A-53827 

6515 

MB 

21  Feb 

89 

MD 

MS 

03 

MII-T-9955A 

6685 

GL 

22  Sep 

67 

GL 

YD 

99 

L 

MS-2721 1C 

6685 

GL 

14  Nov 

86 

Gl 

99 

Q  L 

MIL-T-19546  (7) 

SUPP  1 

6685 

SH 

16  Apr 

70 

SH 

MIL-T-37594 

6685 

DM 

29  Sep 

77 

MD 

MS 

03 

GG-T-31IA 

6515 

/DM 

2  Sep 

53 

MD 

MS 

03 

A-A-52007 

6685 

ME 

10  Jun 

88 

99 

L 

MIL-T-1 180D 

6685 

ME 

05  Aug 

81 

ME 

A-A-53034 

6685 

MB 

30  Jun 

87 

MD  MS 

03 

GG-T-00311B  (1) 

6515 

/DM 

29  Jul 

70 

MD  MS 

03 

MIL-T  0036527 

6685 

DM 

14  Feb 

67 

MD  MS 

03 

GG-T-315C 

6685 

1 

01  Oct 

75 

MIL-T-1205C 

6685 

SH 

16  Feb 

61 

ER 

SH 

99 

GG-T-321D  (2) 

6685 

t 

17  Jul 

78 

Mll-T -65088  (1) 

6685 

82 

24  Jun 

63 

AS 

99 

GG-T-336B 

6685 

•/. 

01  Nov 

76 

MIL-T-13057C 

6685 

ME 

04  Aug 

81 

ME 

YD 

99 

GG-T-353D 

6685 

i 

14  Jul 

75 

L 

MIL-T-3618C  (2) 

6685 

AR 

30  Moy 

75 

AR 

GG-T-3558 

6660 

/CR 

25  Sep 

67 

CR 

OS 

99 

INT  AMD  (1) 
MIL-T-3462D 

6685 

DM 
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MD 
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03 

GG-T-356A 

6660 
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67 

CR 

OS 

99 

729 


ALPHABETICAL  LISTING 


TITLE 


Thermometer,  Self-Indicating,  5-INCH  Scale  Site,  Liquid  in-glass.  Mercury . . . 

Thermometer,  Self-indicating,  Bimetallic,  Dial,  8-1/2  Inch . . . . 

Thermometer,  Self-indicating,  Liquid  In  Glass,  Pocket  Type. . . . 

Thermometer,  Self-indicating,  Liquid  In  Glass,  Base  line  Tope,  With  Case.  . . 

Thermometers,  Clinical,  (Maximum  Self  Registering,  Mercury  *  In  *  Glass)  *  29  Aug 
1986 

Thermometers,  Self  Indicating,  uquid-in-glass  ML-438/PMQ-1,  MI-439/PMQ0, 
ML-440/PMQ-1  And  ML-488/PMQ-1 

Thermoplastic  Gos  Pressure  Piping  Systems  -  21  Oct  1985  . . . . 

Thermoplastics  By  Extrusion  Plastometer  -  310CTOBER  86 . . . . . 

Thermoplastics  Gas  Pressure  Piping  Systems,  Standard  Specificotionfor  -  28  Nov 
1986 

Thermostats,  Flow  Control,  For  10  To  500  H.p.,  Liquid-cooled  Internal  Combustion 
Engines 

Thermowell  For  Thermometers  6  Electrical  Temperature  Sensors,  Insertion  Length  - 
5*1/2  Inches  Or  3*1/2  Inches,  Connection  -  Butt  Wei  D 
Thermowell  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length  ■  2 
Inches,  Connection  *  Socket  Weld  Or  Socket  Brazed  1*1/8  Inch  O.d. 

Thermowell  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length, as 
Req,  Connection  -  Butt  Weld 

Thermowell,  Adaptor,  Thermowell  Extension,  For  Use  With  Bimetollictemperoture 
Indicators 

Thermowells  For  Thermometers  8.  Electrical  Temperature  Sensors;  Insertion  Length  - 
2  Inches,  Bore  •  1/4  Inch,  Connection  -  O-ring  1*5/16  -  12  UNS-2A  S/s 
MIL-W-24270/21C  28  Feb  73  &  MIL-W-24270/23  13MAY  71 
Thermowells  For  Thermometers  And  Electrical  Temperature  Sensors;  Insertion  length 
•  2  Inches,  Bore  •  3/8-INCH,  Connection  •  O-ring  Seal  1*5/16  •  12  UNS-2A  S/s 
MIL-W-24720/22A  13  Moy  71 

Thermowells  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length  • 

4  Inches,  Connection  -  Socket  Weld  Or  Socket  Brazed,  1*1/8  Inch  O.d. 
Thermowells  For  Thermometers  &  Electrical  Temperature  Sensors  General 
Specification  For 

Thermowells  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length  - 
2  Inches,  Connection  *  Socket  Weld  Or  Socket  Brazed,  3/4  Inch  NPS 
Thermowells  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length  • 

2  3/32  Inches,  Connection  •  Socket  Weld  Or  Socket  Brazed,  3/4  Inch  NPS 
Thermowells  For  Thermometers  &  Electrical  Temperaturo  Sensors,  Insertion  Length  - 
4  Inches,  Connection  *  Socket  Weld  Or  Socket  Brazed,  3/4  Inch  NPS 
Thermowells  For  Thermometers  &  Electrical  Temperature  Sensors,  Insertion  Length  * 

4  3/32  Inches,  Connection  *  Socket  Weld  Or  Socket  Brazed,  3/4  Inch  NPS 

Theromeiers,  ASTM  •  29  Mar  1985 . . . . . . . . . 

Thiabendazole  Oral  Suspension,  Usp . . . . . . 

Thiabendazole  Tablets,  USP . . . . . . . . . . 

Thickened  Hydrocarbon  Flame  Fuels,  Consistency  Of,  Mobilometer  Test . 

Thickener,  Incendiary  Oil,  M4 . . . . . . . . 

Thickness  Of  Resilient  Flooring  Materials  Having  Flat  Surfaces,  Standard  Test 
Method  For  28  Aug  87 

Thief  Sampling  Tube... . . . . . . . . . . . . . . 

Thief,  Sampling  Tube  * . . . . . . . . . . . , 

Thielhylperazine  Molote  Infection,  Nf . . . . . . . . 

Thimble  &  Wire  Coble . . . . . . . . . . 

Thimble,  Extraction  (Poper) . . . . . . . . . . 

Thimble,  Extraction . . . . . . . . . . . 

Thimble,  Extraction . . . . . . . . . . . . 

Thimble,  Extraction . . . . . . . . . . . . 

Thimble,  Rope  (Inoctive  8*15-66) . . . . . . . . . .... 

Thimble,  Rope  (Solid) . . . . . . . . . . . . . . 

Thimble,  Synthetic  Rope . . . . . . . . . . 

Thimble,  Wire  Coble,  Aircraft..., . . . . . . . . . . . 

Thimbles,  Rope . . . . . . . . . . . . 

Thimeroso!  Solution,  Nf . . . . . . . . . . . . . . . . 

Thimerosol  Tincturo . . . . . . . . . 

Thin  Layer  Chromatography  Precoolcd  Plates  And  Sheets . . . . 

Thinner,  Aircraft  Coating . . . . . . . . . . . . 

Thinner,  Cellulose-nitrote-dope,  Blush-retarding . . . . . . 

Thinner,  Cellulose  Acetate  Butyrate  Dope . . . . . . . . . 

Thinner,  Dope  &  Lacquer  (Cellulose  Nitrate) . . . . . 

Thinner,  Dope  And  lacquer  (Cellulose-nitrate) . . . . . . . 

Thinner,  Paint,  Mineral  Spirits,  Regular  And  Odorless  ....... . . . . . . 

Thinner,  Synthetic  Resin,  Enamels................. . . . . . . . . 

Thinner,  Synthetic  Resin  Enamel . . . . . . . 

Thionyl  Chloride  (For  Use  In  Ammunition)  . . . . . . . . . 

Thionyl  Chloride,  Reagent,.... . . . . . . . . . . . . 

Thionyl  Chloride  Electrolyte  (For  Use  In  Ammunition),,......,..,.,.,.,,.....,..,.... . . 

Thiopentol  Sodium  For  Injection,  Usp . . . . . . 

Thioridazine  Hydrochloride  Tablets,  Usp....,....,..., . . . 
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EA 
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M1L-T-1547E 

4030 

GL 

28  Dec 

83 

Gl 

SH 

99 

l 

MII-T-23326A 

4030 

SH 

28  Dec 

84 

SH 

MIL-T-5677B 

4030 

82 

10  Feb 

82 

AS 

99 

FF-T-276B  (1) 

4030 

/SH 

31  Moy 

83 

AR 

SH 

99 
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AS 
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SH 
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l 
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87 
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MD 

MS 
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ALPHABETICAL  LISTING 


TITLE 

Thioridozine  Hydrochloride  Tablets,  Usp . . . . . . . . . 

Thioridazine  Hydrochloride  Toblets,  USP  . . . 

Thiothixene  Capsules,  USP.. . . . . . . . . . . . 

Thread  And  Form  Rolling  Machine,  Rotary  Die,  Power  Driven,  Horizontal . 

Thread  And  Twtne,  Mildew  Resistant  Or  Water  Repellent  Treated . . . 

Thread  Compound,  Antiseize,  Molybdenum  Disulfide-petrolatum  . . . 

Thread  Compound,  Antiseize,  GrapKte-petrolatum  . . . . . . . . . . . 

Thread  Compound,  Antiseize,  Zinc  Dust-petrolatum  . . . . «».. . 

Thread  Cutter,  Die  Head,  Hand  . . . . . . 

Thread  Cutter,  Receding  Segmental  Die  (Self  Contained  Rotchet  Threader).,. . 

Thread  Cutter,  Receding  Segmental  Die  (Post  Type  Ratchet  Threader)  . . . 

Thread,  Aromid  . . . . . . . - . . . . . . . 

Thread,  Aromid,  Spun  Staple . . . . . . . . . . . . . 

Thread,  Cot  ton..  . . . . - . 

Thread,  Dryseol  Pip*  *  18  Nov  76  (W/JOD  Exceptions)  (Recpproved  1902) . . 

Thread,  Gimp,  Cotton,  Buttonhole  . . . . . . . . . . . . . . 

Thread,  Linen . . . . . . . . . 

Thread,  Nylon  . . . . . . . . . . . . . . 

Thread,  Parc-aramid,  Intermediate  Modulus . . . . 

Thread,  Para-oramid,  Spun,  Intermediate  Modulus . . . . 

Thread,  Polyester  . . . . . . . . . . . . . . . 

Thread,  Polyester,  Textured  . . . . . . . 

Thread,  Polyester . . . . . . . . . . . . . 

Thread,  Polyester,  Spun  . . . . . . . 

Thread,  Polyester  Core:  Cotton-,  Royon*,  Or  Polyester-covered  . . . . 

Thread,  Silk  . . . . . . . . . . . . . . . . . . 

Thread,  Silk.  Sewing  (For  Propellant  Bags) . . . . . . . . 

Threading  Machines,  Pipe  And  Bolt,  Power  Driven  (Bench  And  Floor  Type)  . 

Threading  Set,  Screw . . . . . . . . . . . . . 

Three  Eighths  Inch  Thermometer  Well,  4  Inch  Insertion  Length,  3/4  Inch  Npt  Thread 
Connection 

Thrombin,  Usp  . . . . . . . . . . . . . . . . . 

Thrombin,  Usp  . . . . . . . . . . . 

Thrust  Vector  Controls  For  VSTOL  Aircraft,  Location  8.  Actuation  Of . . 

Thruster,  Cartridge  Actuated,  M25A1  Remanufoctured  Metal  Parts  Assembly  . 

Thruster,  Cartridge  Actuated,  M17,  Melol  Ports  Assembly . . . . 

Thruster,  Cartridge  Actuated,  XM26,  Assembly  . . . . . 

Thruster,  Cartridge  Actuated,  M26  Metal  Ports  Assembly  . . . . . . . 

Thruster,  Cartridge  Actuated,  M1A2  Remanufactured  Meto!  Parts  Assembly  . 

Thruster,  Cartridge  Actuated,  M25A1  Assembly . . . . . . . 

Thruster,  Cartridge  Actuated,  M7  Metal  Parts  Assembly . 

Thruster,  Cartridge  Actuated,  M17,  Assembly....... . . . . . . . . . 

Thruster,  Cartridge  Actuated,  MI8,  Metal  Ports  Assembly . . . . 

Thruster,  Cartridge  Actuated,  M18,  Assembly, . . . . . . . . . 

Thruster,  Cartridge  Actuated,  M5A2  Metol  Paris  Assembly  . . 

Thruster,  Cartridge  Actuated,  M3A3  Metal  Ports  Assembly  . . . . . 

Thruster,  Cartridge  Actuated,  M2A2  Metol  Ports  Assembly  . . . . 

Thruster,  Cartridge  Actuated,  M20A1  Assembly . . . . . . . 

Thruster,  Cartridge  Actua'ed,  M15,  Metol  Parts  Assembly... . . . . . 

Thruster,  Cartridge  Actuated  Mil  Metol  Ports  Assembly..... . . . . . 

Thruster,  Cartridge  Actuated,  Mil,  Assembly . . . 

Thruster,  Cartridge  Actuated,  M15  Assembly. . . . . . . 

Thruster,  Cartridge  Actuated,  M5A3  Assembly . . . . . . . 

Thruster,  Cartridge  Actuated,  M16  Metol  Parts  Assembly  . . 

-Ttarittr,  Ccftfdgs  Actecwd,  M3A3  Any . . . 

Thruster,  Cartridge  Actuated.  Ml 6,  Assembly. . . . . . . . 

Thruster,  Cartridge,  Actuoted,  M20A1  Mela!  Ports  Assembly  (Inactive  For  New 
Design) 

Thruster,  Cartridge  Actuoted,  M2A2  Assembly . . . . . 

Thruster,  Cartridge  Actuated,  M19  Metol  Parts  Assembly  . . . . . . . 

Thruster,  Cartridge,  A  Quoted,  M19  Assembly  (inactive  For  New  Design) . . . 

Thruster,  Cartridge  Actuated,  M13,  Assembly................. . . . . . . . 

Thruster,  Cartridge  Actuated,  M13  Metal  Parts  Assembly  . . . . 
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L 

Mll-T-50713  (1) 

1377 

OS 

15  Jul 

86 

CS 

L 

MIL-T -60253 

1377 

OS 

03  Nov 

65- 

OS 

L 

MII-T-50302A  (I.' 
NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MIL-T-50303A  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

M1L-T-50356 

1377 

OS 

08  Oct 

69 

OS 

MII-T-60201B 

1377 

OS 

16  Jon 

70 

AR 

OS 

99 

L 

MIL-T-60229A 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MlL-T-60249  (1) 

1377 

OS 

18  Nov 

66 

OS 

l 

MIL-T-60236  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

MIL-T-60246  (1) 
NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

l 

MIL-T-46573B  (1) 

1377 

OS 

15  Jul 

86 

OS 

L 

MIL-T-46583B 

NOTICE  1 

1377 

OS 

01  Feb 

89 

OS 

t 

MIL-T-46632A 

NOTICE  1 

1377 

OS 

01  Feb 

89 

OS 

L 

MIL-T-60129  (2) 
NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

MIL-T-46590B 

NOTICE  1 

1377 

OS 

10  Mor 

87 

OS 

L 

MII-T-46947A  (1) 

1377 

OS 

15  Jul 

86 

OS 

l 

MIL-T-46948A  (1) 
NOTICE  1 

1377 

OS 

15  Mor 

87 

OS 

L 
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NOTICE 

1377 

OS 
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86 
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L 

MIL-T-46659A  (2) 
NOTICE  1 

1377 

OS 

10  Mor 
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L 
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NOTICE  1 
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OS 
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OS 
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NOTICE  1 

1377 

OS 
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74 

OS 

L 

MII-T-46692A 

NOTICE  1 
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OS 

01  Feb 

89 

OS 

L 
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NOTICE  1 
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OS 
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NOTICE  1 

1377 

OS 

15  Mor 

87 
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87 
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TITLE 


Thruster,  Cartridge  Actuated,  MT  Assembly . . . . . . 

Thruster,  Cartridge  Actuated,  M9,  Assembly  . . . . . . . 

Thruster,  Cartridge  Actuated,  M9  Metal  Parts  Assembly  . . . . . 

Thruster,  Cartridge  Actuated,  M1A2  Metal  Parts  Assembly  . . . . . 

Thruster,  Cartridge  Actuated,  M2A2,  Remanufactured  Metal  Ports  Assembly ............ 

Thruster,  Cartridge  Actuated,  M25,  Metal  Parts  Assembly,  Remonufactured  From 
M20  &  M20A1  Cartridge  Actuated  Thruster 
Thruster,  Cartridge  Actuated,  M3A3,  Remonufactured  Metal  Parts  Assembly . 

Thruster,  Cartridge  Actuated,  M9  Remanufactured  Metal  Parts  Assembly. . . . . 

Thruster,  Cartridge  Actuated,  M7  Remonufactured  Metol  Parts  Assembly . 

Thruster,  Cartridge  Actuated.  M17  Remonufactured  Metal  Parts  Assembly, . . 

Thruster,  Cartridge  Actuated.  Ml 3,  Remanufactured  Metal  Parts  Assembly  . . . 

Thruster,  Cartridge  Actuated.  M15  Remanufactured  Metal  Parts  Assembly..,.. . 

Thruster,  Cartridge  Actuated,  M6,  Metol  Parts  Assembly . . . . 

Thruster,  Cartridge  Actuated,  M20A1,  Remonufactured  Metal  Parts  Assembly.... . 

Thruster,  Cartridge  Actuated,  M16  Remanufactured  Metol  Parts  Assembly . 

Thruster,  Cartridge  Actuated.  M18  Remonufactured  Metol  Parts  Assembly . . 

Thruster,  Cartridge  Actuated,  M19  Remanufactured  Metol  Ports  Assembly. . 

Thruster,  Cartridge  Actuated,  M6,  Assembly  . . . 

Thruster,  Cartridge  Actuated,  M25A!  Metal  Parts  Assembly . . . . . 

Thruster,  Cartridge  Actuated,  M5A2  Remanufoctured  Metal  Ports  Assembly . 

Thruster,  Cartridge  Actuated,  Mil,  Remanufactured  Metol  Ports  Assembly  . . 

Thruster,  Cartridge  Actuated,  M1A2  Assembly . . . . . . 

Thruster,  Propellant  Actuated,  XM24  Ports  For  And  Loading,  Assembling  And 
Packing 

Thrusters,  Tunnel,  Permanently  Installed  In  Marine  Vessels-apr  84  . . . . 

Thumbscrew  . . . . . . . . 

Thumbscrew  -  15  Sep  75  W/DOD  Exceptions . . . 

Thumbscrew  (Shouldered),  Flat  Point,  Carbon  Steel,  Cadmium  Plated,  UNC-2A . . 

Thumbscrew,  Wing  Head,  Metric,  General  Specification  For  (Metric) . . 

Thumbscrew,  Wing  Head,  Metric . . . . . . . . 

Thumbtack  . . . . . . . . . . . . 

Thyroid  Tablets,  U.s.p . . . . . . . . . 

Ticarcillin  Disodium  And  Clavulanate  Potassium  For  Injection . . . . . . 

Ticarcillin  Disodium,  Sterile,  Usp . . . . . . . . 

Tie  Down  Assembly,'  Helicopter  Blade,  General  Specification  For  . 

Tie  Down  Assembly,  Helicopter  Blade  CH-46  Helicopter . . . 

Tie  Down  Assembly,  Helicopter  8tade  CH-53  Helicopter.... . . . . . . 

Tie  Down  Assembly,  Cargo  (Must).... . . . . . . . . . . . . 

Tie  Down  FittingnOn  Air  Transported  &  Air  Dropped  Equipments  Cargo  Carried 
Internally  By  Fixed  Wing  Aircraft  (Rel  To  Other  Than  DOD  Act  Req  Pr-Appr  Of 
CNM,  Mot  09B21)  (Edition  2) 

Tie  Down,  Cargo  Ammunition  Ship,  2000-POUND  Capacity . . . 

Tie  Down,  Cargo,  Aircraft . . . . . . . . 

Tie  Down,  Cargo,  Aircraft,  Cable  Net,  10,000  Lb  Capacity,  Type  A»2  . . . 

Tie  Down,  Corgo,  Aircraft,  Nylon  Web  Net . . . . . . . 

Tie  Down,  Corgo,  Aircraft,  Type  02 . . . . . . . 

Tie  Down,  Cargo,  Aircraft,  CGLM/B . . . . . . . . 

Tie  Rod  &  Internal  8000  Lb  (3-88.24), . . . 

Tie  Rod,  Round  8.  Square,  Aircraft  . . . . . . . . . 

Tie-down  Fittings  On  Shipborne  Aircroft  (Edition  5  Dtd  (29  Sep  86) . 

Tie-down,  Airframe  Design,  Requirements  For  . . . . 

Tie-plate,  Railwoy,, . . . . . . . . . . . . . 

Tie,  Railroad,  Wood  (Cross  And  Switch) . . . . . . . . 

Tie,  Ribbon,  Twist............ . . . . . . . . . . . 

Tie,  Strip,  Bog . . . . . . . . . . . . . . 

Tiedown  Assemblies,  Floor  Anchoring............. . . . 

Tiedown  Assembly,  Cargo,  Airdrop,  Type  A-1 . . . . . 

Tiedown  Assembly,  Chain  Type,  For  Drum(s),  Fobric,  Collapsible,  Liquid  Fuel, 
Cylindrical,  500  Gallon  Copacity 

Tiedown  Assembly,  Cargo,  Aerial  Delivery,  load  Binder  Typo  . . . . . . 

Tiedown,  Cargo,  Aircraft,  5,000-LB  Capacity,  Type  MC«1 . . . . 

Ties, switch  And  Crossties,  Preservative  Treatment  8y  Pressure  Processes  (1983) ..... 
Tile  Cloy  Drain  Perforated  -  27  Dec  65  . . . . . . . . 

Tile  Refractory,  Silicon  Carbide  . . . . . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-T-60227A 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

l 

MIL-T-60101A 

NOTICE  1 

1377 

OS 

26  Tun 

86 

OS 

L 

MIL-T-60102A 

NOTICE  1 

1377 

OS 

26  Jun 

86 

OS 

L 

M1L-T-45496B  (1) 

1377 

OS 

12  Sep 

73 

OS 

L 

M1L-T-60696 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

L 

MIL-T-60672  (1) 

1377 

OS 

15  Jul 

86 

OS 

L 

M1L*T*60697  (1) 
NOTICE  1 

1377 

OS 

30  Jun 

86 

OS 

l 

MIL-T-60677 

1377 

OS 

23  Mor 

87 

OS 

L 

MIL-T-6069V 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

L 

MIL-T-40800 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

L 

MIL-T*60801 

NOTICE  1 

1377 

OS 

26  Mar 

87 

OS 

L 

MIL-T-60494A 

NOTICE  1 

1377 

OS 

26  Mor 

87 

OS 

L 

MIL-T-60445  (1) 

1377 

OS 

21  May 

87 

OS 

MIL-T-60495 

NOTICE  1 

1377 

OS 

26  Mar 

87 

OS 

99 

L 

MIL-T-60680  (1) 

1377 

OS 

10  Aug 

73 

OS 

L 

MIL-T-60668 

1377 

OS 

23  Mor 

87 

OS 

L 

MIL-T*60669 

1377 

OS 

23  Mor 

87 

OS 

L 

MIL-T-40437  (2) 

1377 

OS 

23  Mar 

87 

OS 

L 

MIL-T-60561A  (!) 

1377 

OS 

15  Jul 

86 

OS 

L 

MIL-T-60647 

1377 

OS 

23  Mor 

87 

OS 

L 

MIL-T-60652 

1377 

OS 

23  Mar 

87 

OS 

l 

MIL-T-45499B  (1) 

1377 

OS 

12  Sep 

73 

OS 

l 

MIL-T-46682A  (1) 

1375 

AR 

10  May 

66 

AR 

ASTM  F841-84 

2010 

SH 

08  Mor 

85 

ME 

SH 

FF-T-305C 

NOTICE  1 

5305 

/AR 

09  Apr 

86 

AR 

YD 

99 

E 

NAS  1300*75 

REV  1 

5305 

AS 

05  Dec 

80 

AV 

AS 

11 

MS-21316C 

5305 

AR 

22  May 

74 

AR 

YD 

99 

DOO-T-63549 

5305 

AR 

07  Sep 

82 

AR 

99 

OOD-t-63549/1 
NOTICE  1 

5305 

AR 

05  Moy 

88 

AR 

99 

A-A-426 

7510 

% 

19  Jul 

82 

Mll-T-37463 

6505 

DM 

09  Jul 

76 

MD 

MS 

03 

A-A-0053308 

6505 

MB 

14  Feb 

88 

MD 

MS 

03 

A-A-51638A 

6505 

MB 

19  Aug 

87 

MD 

MS 

03 

L 

MII-T-85075A 

1730 

AS 

31  Dec 

85 

AS 

L 

MIL-T-85075/1A 

1730 

AS 

31  Dec 

85 

AS 

L 

Mll*T*85075/2A 

1730 

AS 

31  Dec 

85 

AS 

L 

MIL-T-43S2T 

5410 

GL 

25  Jon 

88 

Gl 

NOTICE  1 
NAT-STD-3548  (4) 

ISDF 

06 

27  Feb 

87 

l 

MU..T-21150B 

2090 

SH 

29  Dec 

67 

SH 

Q 

MH-T-25959C  (2) 

1670 

82 

14  Nov 

77 

GL 

AS 

99 

MIL-T-9I64B  (2) 

1670 

82 

13  Oct 

83 

GL 

AS 

99 

MIL-T.26760C  (1) 

1670 

82 

15  Jul 

83 

AS 

99 

MIL-T-6480A 

1670 

AS 

11  Jun 

53 

GL 

AS 

Q 

MIL-T-27260B  (1) 

1670 

82 

20  Aug. 

81 

GL 

AS 

99 

AN706 

5340 

82 

15  Jun 

65 

AS 

99 

REV  3 

MII-T-5684B 

5340 

82 

18  Nov 

81 

AS 

99 

NAT*S  fD-1095 

ISDN 

NM 

19  Oct 

62 

l 

MIL-T-81259A 

15GP 

AS 

14  Apr 

82 

AS 

MIL-T-12270C  (1) 

2250 

ME 

27  Dec 

84 

ME 

YD 

MM-T-371E 

5510 

/ME 

31  J»l 

75 

ME 

MIL-T-43702A 

NOTICE  T 

8135 

GL 

25  Jan 

88 

GL 

SA 

69 

A-A-1734 

8135 

•GL 

14  May 

81 

GL 

69 

l 

MIL-T-43694 

1670 

GL 

16  Mar 

70 

GL 

MIL-T-6361D 

1670 

GL 

04  Aug 

70 

GL 

AS 

99 

MII-T-40627A 

8110 

ME 

29  Nov 

83 

ME 

69 

MIL-T.44036 

1670 

GL 

29  Dec 

80 

GL 

99 

NQ 

MIH-8652A 

1670 

AS 

24  Dec 

59 

AS 

99 

AWPA  C6-83 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

ASTM  C498-65R86 

5630 

YD 

04  Aug 

38 

YD 

99 

NOTICE  1 
MIL-T-20215C 

9350 

SH 

03  Dec 

85 

ME 

SH 

732 


ALPHABETICAL  LISTING 


TITLE 

Tile,  Acoustical,  And  lay-in  Panels,  Standard  Practice  for  Installation  Of  Metal 
Ceiling  Suspension  Systems  For  *  31  Jan  1986 
Tile,  Acoustical,  &  lay  In  Panels  In  Areas  Requiring  Seismic  Restraint,  Application 
Of  Ceiling  Suspension  Systems  For,  Standard  Recommended  Proctice  For 
(Reapproved  1984) 

Tile,  Concrete  Drain,  Standard  Specificotionfor,  (Metric)  *  25  FEB1983  . . 

Tile,  Drain,  Perforated  Clay  •  27  Dec  65  . . . . 

Tile,  Facing,  Structural  Clay  *  19  Sept  1960  {  Rcapproved  1986 . . . . . 

Tile,  Floor,  Asphalt,  Rubber,  Vinyl,  Vinyl-asbestos  . . . . . . . 

Tile,  Gypsum  (Interior,  Floor  And  Roof,  Precost) . . . . . . . . . . . 

Tile,  Plastic,  Fire  Retardant . . . . . . . . . . . . . 

Tile,  Rubber,  Underwater  Acoustic  Decoupler . . . . . . . 

Tile,  Structural  Clay  Facing  •  19  Sep  60  . . . . . . . . . 

Tile,  Structural  Clay  Non-  load-  Bearing  (  Reapproved  1986)  •  15  Apr  1971 ............ 

Tile,  Wall,  Structural  Clay  load-bearing  •  26  Oct  1984.... . . . . . . 

Tiles  Floor,  Standard  Test  Method  For  Identation  Of  Resilient  (Mcburney  Test)  •  31 
Dec  82 

Tiles,  Syntactic  Foam  •  15  Oct  79  . . . . . 

Timber  Piles,  Round  •  28  Feb  1986  . . . . . . . . . 

Timber  Products  Treated  Standard  For  Inspection  Of . . . . . . 

Timber  Structures . . . . . . . . . . . . 

Timber,  Structural  Glued  lominated  •  3  Jun  83  . . . . . . . 

Time  And  Frequency  Reference  Information  In  Telecommunication  Systems . . 

Time  Compliance  Technical  Orders  (Tctos)  Preparation  Of  . . . 

Time  Deloy  Unit,  Adjustable,  Solid  Stele  . . . . . . . . . 

Time  Measuring  Instruments,  Packaging  Of  . . . . . 

Time-frequency  Standard,  Disciplined,  AN/URQ-23,  General  Specification  For. . . 

Timer  (For  Torpedo  Mork  37  Mod  2)  (Inactive  For  New  Design)  . . . . . 

Timer  (For  Torpedo  Mark  37  Mods  0  And  3)  . . . . . . . . . . 

Timer  Assembly  Rain  Repellent. . . . . . . . . . . . . 

Timer  Products-preservative  Treatment  By  Pressure  Processes  Standard  For  All  1988 
(No  Specific  Date  Of  Issue) 

Timer,  Delay,  Releases,  Cargo  Parachute,  Ml  And  M2 . . . 

Timer,  Fire  Control,  Bombing,  Dual  . . . . . . . . . . . . . . 

Timer,  Fire  Control,  Bombing,  Dual  . . . . . . . 

Timer,  Interval  . . . . . . . . . . . . . . . 

Timer,  Intervol  TD-236A/AJB-3  . . . . . . . . . 

Timer,  Interval  . . . . . 

Timer,  Interval,  115  Volt,  60  Hz,  Ac . 

Timer,  Intervol,  Mork  1 1  Mod  2  (Assembly)  (  Inactive  For  New  Design) . . 

Timer,  Interval,  Spring-driven,  Photographic . . . . . . 

Timer,  Interval,  Mechonico!  (60  Minute  Maximum  Intervol . 

Timer,  Intervol,  Electric  (Digital) . . . . . . 

Timer,  Interval,  Electric  (Analog)  . . . . . . . . . . . . . 

Timer,  Intervol,  Mechanical  (120  Minute  Maximum  Interval)........ . . . . . 

Timer,  Precision,  Bombing,  0  •  30  Minutes . . . . . . 

Timer,  Sequential,  Bottery  Conditioning,  TD-267/U  . . . . . 

Timer,  Sequential.  M42  . . . . . . 

Timing  Module  •  11737703  . . . . . . . . . . . 

Timolol  Moleate  Ophthalmic  Solution,  USP . . . . . . . . . . 

Timololmoleote  Ophthalmic  Solution,  Usp . . . 

Tin  Alloy  Ingots  And  Castings  And  lead  Alloy  Ingots  And  Castings  (Antifroction 
Metal)  For  Beoring  Applications 

Tin  Cooting  Weights  For  Hot-dipped  &  Electrolytic  Tin  Plate,  Determination  Of  *  31 
July  1987 

Tin  Foil  (For  Dentol  Use)  . . . . . . . . . . 

Tin  Foil  Dentol . . . . . . . . . . . . . . . . . . . 

Tin  Mill  Products,  General  Requirements  For . . . . . . . 

Tin  Mill  Products,  General  Requirements  (Metric)  *  28  Feb  1986 . . . . 

Tin  Mill  Products,  Electrolytic  Tin  Plate,  Single  Reduced  •  28  Feb  1986.... . . . 

Tin  Mill  Products,  Electrolytic  Tin  Plate,  Single  Reduced  (Metric)  •  28  Feb  1986  ....... 

Tin  Mill  Products,  Electrolytic  Tin  Plote  Double  Reduced  •  28  Feb  86. . . 

Tin  Mill  Products,  Electrolytic  Tin  Plate,  Double  Reduced  (Metric)-  31  Jul  87..., . . 

Tin  Plote  Fabricated  Aerosol  Cons  >  27  Apr  79 . . . . . . . . . 

Tin  Plating,  Electrodeposi’ed  Or  Hot-dipped,  for  Ferrous  And  Nonferrous  Metals . 

Tin  Plating.  !T*re'S:cn  Fo'  Coppe^-And  Copper  Alloys.. . . . . . . . . 

Tin,  Electrodeposifed  Coatings  Of  -25  Feb  1  983  . . . . . . . 

Tin,  Phosphor . . . . . . . . . . . . . . . . 

Tin,  Pig . . . . . . . . . . . . . . . . 

Tin,  Pulverized  . . . . . . . . . . . . 

Tin,  Strip  And  Sheet  . . . . . . . . . . . . . 

Tinplate  (Electrolytic) . . . . . . . . . . . 

Tinting  Medium,  Concentrate  General  Purpose... . . . . . . 

Tip  Assortment,  Uterine  Cannula,  Plastic,  Disposable  . . . . . 
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SH 
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MR 
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SH 

99 
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SH 
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03 
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87 
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MS 

03 
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Tip,  Driving,  Steel  Pile  . . . . . . . . . . . . 

Tip,  Nozzle,  Fire  Hose  . . . . . . . . . . . . . . 

Tip,  Pipe!  . . . . . . . . . . . . . . . . . 

Tip,  PIpet . . . . . . . . . . . . . 

Tip,  PIpet,  Plostlc,  Disposable.... . . . . . . . . . . . . . 

Tip,  PIpet,  Plastic,  0.2  Ml,  Disposable,  1000  . . . . . . . 

Tips,  Cane  And  Crutch . . . . . . . . 

Tire  &  Rim  Association,  Year  Book  1972  -  72  . . . . . . . 

Tire  *  Aircraft,  13.5  X  6.00'4  (Navy), . . . . . . . . . . 

Tire  •  Aircraft,  2o  X  7,75*13  (Navy)  . . . . . . . . . . . 

Tire  •  Aircraft,  22  X  6.6*10  (New  Design) . . . . . . . . . . 

Tire  •  Aircraft,  20  X  5.5  Type  VII  (Navy),,...........,,.,,,,.....,. . . . . . 

Tire  *  Aircraft,  29X11.00*10  (Navy)  OV-IO  M&fg  (Application)  . . . . . . 

Tire  -  Aircraft,  7.50*10  Channel  Tread  Application,  OV-IO  Nose  Landing  Gear  Only 

Tire  *  Pneumatic  Type  Viii  30  X  11.5  •  14.5/26  PR  . . . . . . ... 

Tire  *  Pneumatic  Rebuilt,  Type  Vii  44  X  16,  28  Pr . . . . . . . 

Tire  Chain  Clearance  -  Trucks,  Buses,  &  Combinations  Of  Vehicles  •  1  May  77.......... 

Tire  Chain,  Regular,  Passenger  Car  With  Restricted  Clearances  (Type  PL)  And 
Replacement  Cross  Chains 

Tire  Chain,  Reinforced,  Passenger  Car  (Type  RP)  With  Replacement  Cross  Chains  .... 
Tire  Chain,  Reinforced,  Dual  Triple  Truck,  (Type  RDT)  With  Replacement  Cross 
Chains 

Tire  Chain,  Reinforced,  Single  Truck  (Type  Rs)  With  Replacement  Cross  Chains  . . 

Tire  lock  Ring  Tool,  Tire  Removing  Tool,  And  Tire  Iron . . . .... . . 

Tire  Pneumatic  Rebuilt,  Type  VI 1  36X11/22  PR  . . . 

Tire  Pneumatic  Retread,  Type  Vii  38  X  11  /  14  Pr  . . . . . . . 

Tire  Pneumatic  Retread,  Type  Vii  49  X  17/26  Pr . . . . . . . . 

Tire  Pneumatic  Retread,  Type  Vii  56  X  16  /  38  Pr  250  Mph . . . . . 

Tire  Pneumatic  Rebuilt  Type  VI 11  30  X  11.5  •  14.5/24  Pr  . . . . . 

Tire  Pneumatic  Rebuilt,  Type  lii  12.50*16/12  Pr . . . . . . 

Tire  Pneumatic,  Aircraft,  Radio!  Ply  Construction,  26  X  7.75R13  (Navy)  (AV*8B 
MIG) 

Tire  Pneumatic,  Aircraft,  37  X  11.5*16,  Type  Viii  (Navy) . 

Tire  Rebuilt  26X  6.6/14PR . 

Tire  Repair,  Recapping,  And  Retreading.... . . . 

Tire  Scriber  For  Automotive  Wheel  Alignment . . 

Tire  Valve  Couplings  (Edition  5)  Requests  For  Issue  Other  Than  DOD  Must  Be 
Reffered  To  HQ  USAF/XOXX(lSO),  Washington,  D.c.,  20330*5058 

Tire  Valve  Couplings . . . . . . . . 

Tire.  Pneumatic,  With  Flop,  14.00*20,  Run  Flat  . . . . . 

Tire-pneumatic  Rebuilt,  Typo  Vii  20.00*20/26  Pr  . . . . . . 

Tire/  Aircraft,  26  X  8.75*11  (Novy) . . . . . . . . . . . . 

Tire,  Cushion  Permissoble  Sizes  And  Loading  For  Use  On  Original  Material  Hondling 
Equipment 

Tire,  Pneumatic  Permissible  Sizes  And  loodlng  For  Use  On  Originol  Material 
Hondling  Equipment 

Tire,  Pneumatic  -  Aircraft,  25  X  6.0  Type  Vii  (Navy), . . . . . . . 

Tire,  Pneumatic  New  Type  lii  20.00-20/26PR..... . . . . . . . 

Tire,  Pneumatic  (Radial  Ply,  Tubeless  Passenger  Vehicle  Tires) . . . . . 

Tire,  Pneumatic.  For  Truck,  logistical  Goer  Type,  (Tubeless) . . . .... 

Tire,  PneumatIc*heIIcopter  Ground  Hondling,  3.50*6 . . . . . 

Tire,  Pneumatic,  For  Military  Ground  Vehicles . . . . . . . 

Tire,  Pneumatic,  Aircraft,  28  X  9,0,  Type  Vii  (Navy) . . . . . . . . 

Tire,  Pneumatic,  Low  Speed,  Off  Highway............ . . . . . . 

Tire,  Pneumatic,  Aircraft,  20  X  5.5,  Type  Vii  (Navy) . . . . . . 

Tire,  Pneumatic,  Aircraft . . . . . . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  40  X  14,  Type  Vii  (Novy) . . . . . , 

Tire,  Pneumatic/  Vehicular  (Passenger  Highway)..,. . . . . . . 

Tire,  Pneumatic,  Aircraft/  Rebuilt,  26X6.6  (200  MPH/HIGH  Performance)  Type  VII 
(NAVY) 

V'tfpRsusisils,  And  Inner  Tubj,  Pneumatic  Tire,  Tire  With  Flap,  Packaging  And 
Packing  Of 

Tire,  Pneumatic,  Aircrafr,  Rebuilt  18X5.7  (247  MPH)  Type  Vii  (NAVY) . . . . . 

Tire,  Pneumatic,  Retread  And  Repair  Materials  . . . . . . . . . . . . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  20  X  5.5,  Type  Vii  (Navy)..,,..........,.... . . . 

Tire,  Pneumatic,  And  Inner  Tube,  Pneumotic  Tire,  Tire  With  Ffop,  Packaging  Of 
110276 

Tire,  Pneumotic,  Aircraft,  36  X  11  High  Speed,  Type  Vii  (Navy),,.,.,, . . . ...... 

Tire,  Pneumotic,  Retreaded  And  Repaired  . . . . . . . . 

Tire,  Pneumotic,  Aircraft,  28  X  7.7  -  Type  Vii  (Navy)  . . . . . . 

Tire,  Pneumatic,  Aircraft,  24X6.5(200  MPH)  Fabric  Tread  Type  Vii  (NAVY) . . 

Tire,  Pneumatic,  Industrial. . . . . . . . . . 

Tire,  Pneumotic,  Aircraft  22  X  6.75^0  (Navy) . . . . . . 
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Tire,  Pneumatic,  Aircraft,  RebuiU  22X5.5  (200  MPH)  Type  Vii  (Navy) . . . .  . 

Tire,  Pneumatic,  Aircraft,  34  X  9.9*16  . . . . . . . . . . 

Tire,  Pneumatic,  Aircraft,  26.0  X  8.75  •  1 1  (NAVY  (AV-8B  NIG) . 

Tire,  Pneumatic,  Aircraft  13.5  X  6.00-4  (NAVY)  (AV*8B  WLG). . . 

Tire,  Pneumatic,  Aircraft,  26  X  7.75*13  (NAVY)  (AV-8B  MiG) . 

Tire,  Pneumatic,  Rebuilt,  Aircraft,  34  X  9.9*16................ . . . . . 

Tire,  Pneumatic,  AIrcroft,  24  X  6.5*14,  Fabric  Reinforced  Thread  (200  Knot*) ............ 

Tire,  Pneumatic,  Aircraft,  18  X  5.7  *  8.00  (Navy),  Fobric  Reinforced  Tread . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  22X6.75*10  . . . . . . . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  36  X  1 1 . . . . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  22X6.6*10,  New  Design.... . . . 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  30  X  8.0-16.00,  Type  Vii  (Navy)  Fabric  Reinforced 
Tread 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  37  X  11.5  -  16,  Type  Vii . . . 

Tire,  Pneumatic,  Aircraft  30  X  11,50*14.50,  Type  -Vh*  (Navy)  Fabric  Reinforced 
Tread 

Tire,  Pneumatic,  Aircroft,  Rebuilt,  30  X  11.50*14.50,  Type  Vii*  (Novy)  Fabric 
Reinforced  Tread 

Tire,  Pneumatic,  Aircroft,  36  X  11,  24  PR  . . . . . . . . . . 

Tire,  Pneumatic,  Aircraft,  36  X  11,  24  Pr . . . 

Tire,  Pneumatic,  Aircraft,  36X11...... . . . . . . . 

Tire,  Pneumatic,  Aircroft,  22  X  5.5,  Type  Vii  (Navy) . . . . . . . . 

Tire,  Pneumatic,  Aircraft,  44X13  High  Speed-type  Vii  . . . . . . . 

Tire,  Pneumatic,  Aircraft,  24  X  5.5  Type  Vii  (Novy)  . . . . . . . 

Tire,  Pneumatic,  Aircroft,  24  X  7.7,  Type  Vii  (Novy) . . . . . . . 

Tire,  Pneumatic,  Aircraft,  26  X  6.6,  Type  Vii  (Navy) . . . . 

Tire,  Pneumatic,  Aircroft,  18  X  5.5  Type  VH  (Navy)  . . . . 

Tire,  Pneumatic,  Aircraft,  32  X  8.8  Type  Vii  (Novy)  . . . . . . . 

Tire,  Pneumatic,  Aircraft,  20  X  4.4  Type  Vii  (Navy)  . . . . . 

Tire,  Pneumatic,  Aircroft,  40  X  14,  (200  MPH),  Type  Vii  (Novy) . . . 

Tire,  Retinol  Implant,  (Silicone)  . . . . . . . . . . . . 

Tire,  Solid  Permissible  Sizes  And  Loading  For  Use  On  Original  Material  Handling 
Equipment 

Tire,  Solid  Rubber,  And  Wheels,  Solid  Rubber  Tire,  (Industrial) . . . 

Tires,  Pneumatic  And  Tires,  Semipneumotic,  Installed  On  Vehicles,  Preparation  For 
Storage  Of 

Tires,  Pneumatic,  Agricultural . . . . . . . . . . . 


Tires,  Pneumatic,  Vehicular  (Highway)  (REV.P*2  15  Jon  85 . . . . 

Tires,  Pneumatic,  Vehicular  (Passenger  Highway  •  High  Speed  Pursuit) . . . 

Tissue  Grinder,  Teobroeck  . . . . . . . . . . 

Tissue,  Facial  . . . . . . . . . . . . . . . . 

Tissue,  Facial  . . . . . . . . . . . . 

Titanium  &  Titanium  Alloys,  Chemical  Analysis  Of  -  28  Oct  83.. . . . 

Titonium  &  Titanium  Alloys,  Extruded  Bars  &  Shapes,  Aircraft  Quolity  . . 

Titanium  8.  Titonium  Alloys,  Chemical  Check  Analysis  limits  •  1  Oct  85 . 

Titonium  Alloy  Rod,  Discs,  &  Upset  Forgings  Composition  TI-6A1-6V-2SN  (Issue 
Controlled)  Reqsts  By  Other  Than  DOD  Actys  Must  Be  Submitted  Via  Naval  Sea 
Systems  Command  (SEA  09B2) 

Titanium  Alloy  Wire,  44.5CB  *  1  Jon  1986  . . . . . 

Titanium  Alloy,  High  Strength,  Wrought  (For  Critical  Components) . . . 

Titanium  And  Titanium  Alloy,  Sheet,  Strip  And  Plate.. . . . . . . . . . 

Titonium  And  Titanium  Alloy  Costings,  INVESTMENT . . . . . 

Titonium  And  Titanium  Alloys..... . . . . . . . . 

Titonium  And  Titonium  Alloy  Bors  (Rolled  Or  Forged)  And  Reforging  Stock,  Aircroft 
Quality 

Titanium  And  Titonium  Alloy  Surfaces,  Descaling  And  Cfeoning . . . . . 

Titonium  Dioxide,  Dry  . . . . . . . . . . 

Titanium  Dioxide  (Ointment  Type) . . . . . . . . . . . 

Titonium  Dioxide,  Reagent  Grade  . . . . . . . 

Titanium,  Technical,  Power . . . . . . . . . . . . . 

Tifonous  Sulfate  Solution,  20-PERCENT  (Metric) . . . . ........... . . 

Title- For  Flight  Information  Publications  Request  for  Issue  Other  Thon  Dod  Must  Be 
Sent  Via:  Hq  Usof/xoxx  (Iso)wosh  Dc  20330*5058 

Title,  Armor,  XM*  &  XM2,  Ports  For . . . . . . . . . . 

Title,  Cfoy  Droln . . . . . . . . . . . 

Title,  Coils,  Radio,  Frequency,  Melded,  Fixed,  Micro-minioture,  Magnetically 
Shielded  (Phenolic  Core-Iron  Sleeve)  Types,  LT10K  457  To  IT10K  468  Incl. 

Title,  Rubber  Vibration  Damping,  Type  Mir!  No.  3„... . . 

Titling  Of  Air  Reconnaissance,  Air  Survey  &  Mapping  Imagery  . . . 

Titling  Of  Air  Reconnoissonce  Air  Survey  And  Mopping  Imagery  (Edition  No.  5) ...... 

Titling  Of  Hond  Held  Film  (Ret  To  Other  Than  DOD  Act  Rcq  Pr  Appr  Of  CNM, 
MAT  09321,  Wash,  D.c.  20360) 

TM’51  Terminals, . . . . . . . . . . . . 

Toast,  French,  Powder  (For  Oral  liquid  Feeding}.....................,, . . 
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AS 

A-A-51951 

6515 

MB 

28  Apr 

87 

MD 

MS 

03 

MS-I6967A 

2630 

SA 

28  Jun 

65 

SA 

99 

ZZ-T-391E 

2630 

/AT 

23  Jun 

82 

AT 

YD 

99 

Mll-T-467558 

PACK 

AT 

30  Sep 

87 

AT 

Q 

ZZ  T-16198 

NOTICE  1 

NOTICE  1 

2610 

i 

06  Jon 

78 

Q 

ZZ-T-381P  (1) 

2610 

•AT 

15  Jan 

85 

AT 

FED-STD-34/8 

2610 

•GS 

23  Jun 

83 

AT 

NNN-T-360B 

6640 

•DM 

08  Dec 

76 

MD 

MS 

03 

UU-T-450E  (1) 

8540 

V. 

09  Aug 

76 

A-A-1505 

8540 

» 

31  Mor 

81 

ASTM  E120-83 

3439 

AS 

22  Apr 

85 

MR 

AS 

MIL-T-81556A 

9540 

AS 

31  Jon 

83 

MR 

AS 

20 

AMS  2249085 

95GP 

MR 

01  Nov 

85 

MR 

AS 

20 

l 

MIL-T-24585A 

FORGSH 

19  Sep 

86 

SH 

AMS  4982A-86 

9530 

AS 

25  Jun 

87 

MR 

AS 

20 

L 

MIL-T-46035B 

FORGMR 

30  Jan 

89 

MR 

MIL-T-9046J 

9535 

AS 

M  Jon 

83 

MR 

AS 

20 

Mll-T-81915 

MECAAS 

16  Mor 

73 

MR 

AS 

20 

MIL-HDBK  697A 

95GP 

MR 

01  Jun 

74 

MR 

AS 

99 

MIL-T-9047G  (2) 

9530 

20 

30  Sep 

86 

MR 

AS 

20 

ASTM  B600-74R85 
NOTICE  2 

MFFP 

MR 

30  Mor 

88 

MR 

SH 

11 

L 

MII-T-48149A  (3) 

6810 

AR 

15  Jan 

88 

AR 

JAN-T-60? 

6810 

EA 

26  Apr 

48 

EA 

MS 

l 

Mll-T-47066 

6810 

Ml 

10  Muy 

74 

Ml 

l 

MII-T-I3405E 

6810 

SA 

23  Feb 

84 

EA 

MIL-T-500598 

6810 

EA 

15  Aug 

83 

EA 

68 

AIP.-STD-64F/1BE 

ISDF 

06 

18  Apr 

86 

l 

MII-T-48643/U1) 

2350 

AR 

13  Nov 

87 

AS 

ASTM  C4-52£86 

5630 

YD 

04  Sep 

88 

ME 

YD 

99 

l 

MS-21399A 

NOTICE  1 

5950 

85 

31  Mar 

88 

£R 

EC 

85 

l 

MIL-T -2/487 

9320 

SH 

30  Oct 

73 

SH 

AIR-STD-101/2G 

ISDF 

06 

17  Dec 

31 

NAT-STD-3189  (2) 

ISDF 

06 

06  Nov 

79 

AIR-SID-101/4E 

ISDF 

06 

21  Mor 

85 

MS-75125 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 

EC 

85 

L 

Mll-T-44184 

8940 

Gl 

30  Jun 

85 

735 


ALPHABETICAL  LISTING 


TITLE 

Tooiter,  Continuous  (Conveyor,  Heavy  Outy),  All  Electric  And  Combination  Gas  And 
Electric 

Toaster,  Electric,  Pop-up,  Heavy-duty,  Intermittent . . . . . . . . . . 

Toosters,  Conveyor,  Heavy  Duty,  Gas . . . . . . . . . 

Toboggan,  Cargo  &  Carrying  (Towed  Type,  28  INCHES  By  8  Feet)... . . 

Tobramycin  Sulfate  Injection,  Usp. . . . . . . ........... 

Tobromycln  Sulfate  Injection,  USP  . . . . . . ... . 

Toilet,  Aircraft,  Chemical . . . . . . . . . . . «... . 

Toilet,  Porioble,  Self-contained . . . . . . . . 

Tolbutamide  Tablets,  Usp  . . . . . . . . . 

Tolerance  -  Seamless  Corroslon-reslstont  Steel  Tubing  Round.. . . . 

Tolerance  For  Aluminum  Alloy  And  Magnesium  Alloy  Wrought  Products . . . 

Tolerance  For  Copper  And  Copper  Bose  Alloy  Mill  Products . . . . . 

Tolerance-welded  Carbon  And  Alloy  Steel  Tubing  (Asg)  . . . . . . . . 

Tolerance,  Alloy  Steel  Sheet  And  Strip  (Inactive,  Use  Fed  STD-48) . . . . 

Toleronce,  Corrosion  &  Heat  Resistant  Steel.iron  Alloy,  Titanium  Alloy,  Titanium,  & 
Titanium  Alloy  Sheet  Sheet,  Strip,  &  Plate  •  1  Jan  1987 

Tolerance,  Welded  Corrosion-resistant  Steel  Tubing  (Asg) . . . . . . 

Tolerances  •  Bars  &  Wire,  Corrosion  &  Heat  Resistant  Steel,  Iron  Alloy,  Titanium,  & 
Titonium  Alloy*  1  Jan  198  3 

Tolerances  For  Steel  Wrought  Products,  And  For  Centrifugolly  Cost  Steel. . . 

Tolerances,  Metric  Low-alloy  Steel  8ars  1  Jan  83  . . . . . . . 

Tolerances,  Metric  low-alloy  Steel  Sheet,  Strip  And  Plote  ■  1  Jen  83 . 

Tolnaftate  Cream,  USP . . . . . . . . . . . 

Tolnoftate  Power  . . . . . . . . . . . . 

Tolnaftate  Solution,  Usp. . . . . . . . . . 

Toluene . . . . . . . . . . . . . 

Toluene  Diisocyanate  Concentrations,  Tentative  Method  Of  Test  For,  In  Workplace 
Atmospheres  »  25  Apr  75 

Toluene*  2,4  Diamine . . . . . . . . . . . . . . . 

Toluene-methyl  Isobutyl  Ketone  Mixture  . . . . . . 

Toluene,  Industrial  Grade  -  30  March  1984 . . . . . . . 

Toluene,  Technical  . . . . . . . . . . . . . . . . . . 

Tolylene  *  2,  4  .  Diisocyanate  . . . . . . 

Tomatoes,  Stewed,  Thermostobilized,  Tray  Pack  . . . . . . 

Ton,  Carbon  (Graphite)  Fibers  *  For  Structural  Composites,  500  (3445)  Tensile 
Strength,  33,000,000  (221)  Tensile  Modulus  •  1  Jul  1987 

Tong  Set,  Powered,  Skid  Mounted . . . . . 

Tong,  Laboratory . . . . . . . . . . . . 

Tong,  Laboratory,  Crucible,  Doubie&bent., . . . . . . . 

Tong,  laboratory,  Evoporoting  Dish  Type  . . . . . . . . 

Tong,  Laboratory,  Flask  Type., . . . . . 

Tong,  Material  lifting,...,.,,,.,..,... . . . . . . . . . 

Tongs,  Blacksmiths . . . . . . . . . . . . . 

Tongs,  Food  Serving.,...,.........,.,., . . . . . . . 

Tongs,  Loborotory,  Weight  In  Palm  Beoker  Type . . . . . . . 

Tongs,  loborotory  . . . . . . . . . . . . . . . 

Tongs,  Loborotory  Double  Grip  Breoker  Type . . . . . . . 

Tongs,  Moteriol  Lifting,  Pipe  . . . . . . . . . . 

Tonometer,  Ophthofmologicol . . . . . . . . . . . . 

Tool  &  Kit,  Electricians,  Number  One . . . . . . . . . . . 

Tool  Box,  Portable,  Generol  Specification  For . . . . . . 

Tool  Box,  Portable  (Genera!  Type)....... . . . . . . . . . 

Tool  Box,  Porfoble  (Shlpfitter  S  Type)-........ . . . . . * 

Tool  Box,  Portable  (Carpenter  S  Type)  . . . . . . . 

Tool  Box,  Porioble  (Mechanic  S  Chest  Type)........,. . . . . . 

Too!  Box,  Portable  (General,  Two-handle  Type) . . . . . 

Too!  Box,  Portable  (Machinists,  Ti!(-in*top)..... . . . . . . 

Tool  Box,  Portoble  (Helical  Thread  Repair)  . . . . . . . . 

Tool  Holder,  Extension,  Shaper . . . . . . 

Too!  Kit,  Electrical  Connectors,  Contacts,  And  Connector  And  Coble  Accesories,  Tool 
Kit  For  ~Mll*C*22520'1  CrlmpingTool  And  Turrets 
Tool  Kit,  Electrical  Connectors,  Contacts,  And  Connector  And  Cable  Accessories, 

Tool  Kit  For  MIL.C*22520/7  Crimping  Tool  And  Positioners 
Tool  Kit,  Efectricc!  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 

Too!  Kit,  Generol  Purpoie,  For  Mll*C*22520/5  Crimping  Tool  And  Dies 
Tool  Kit,  Electrical  Connectors,  Contacts,  And  Connector  And  Cable  Accessories, 

Tool  Kit  For  0N089559  ONO$0560.  A-d  0N089561  Cc -.reefer: 

Tool  Kit,  Electrical  Connectors,  Contacts,  And  Connector  And  Cable  Accessories, 

Tool  Kit  For  Fi5  Aircraft  Connector  Systems 
Tool  Kit,  Electrical  Connectors,  Contacts,  And  Connector  And  Cable  Accessories, 

Tool  Kit,  General  Purpose,  Bockshell  Hardware  Tools 
Tool  Kit,  Electricol  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 
fool  Kit  Fo'  H46/53  Helicopter  Connector  Systems 

Tool  Kit,  Leothercroft . . . . . 

Too*  Kit,  Mechanical  Maintenance  &  Repoir,  Tool  Kit  For  F-100  Engine  . . ... 

Tool  Kit,-  Office  Machines,  Repair  . . . . . . . . . 

tool  Kit,  Pneumatic  Tire  Servicing,  Automotive  . . . . . . . . . 

Too!  Kit,  Valve  Scot  Ring  Inserter  . . . . 
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S-T-540E  (2) 

7310 

'SH 

28  Jun 

77 

SH 

W-T-550D 

7310 

.GL 

30  Jun 

86 

GL 

SH 

99 

A-A-50010A 

7310 

-GL 

23  -V.cr 

87 

GL 

YD 

99 

MII-T-11727B 

3920 

ME 

15  Nov 

73 

ME 

99 

MIL-T-37514A 

6505 

DM 

16  Sep 

77 

MD  MS 

03  DM 

A-A-0051599 

6505 

/MB 

30  Jut 

86 

MD  MS 

03 

MIL-T-25I86A  (3) 

4510 

84 

10  Sep 

82 

AS 

99 

WW-T-1765A 

45)0 

* 

25  Nov 

88 

INT  AMO  (I) 

MIL-T-37330A 

6505 

DM 

17  Sep 

76 

MD 

MS 

03 

MS-33533 

MISC 

20 

12  Jon 

53 

AS 

20 

FED-STD-245E 

95GP 

/AS 

26  Oel 

85 

MR 

AS 

11 

FED-STD-I46A 

95GP 

/MR 

25  Jon 

89 

MR 

SH 

MS-33530 

4710 

AS 

26  Jon 

53 

AS 

l  AND  10367 

MISC 

20 

09  Sep 

69 

20 

REV  1 

AMS  2242E-87 

95GP 

MR 

11  Jun 

87 

MR 

AS 

20 

MS-33531A 

4710 

AS 

23  Aug 

57 

AS 

AMS  2241J-83 

95G? 

MR 

26  Jul 

84 

MR 

AS 

20 

fED-SID-488 

95GP 

•/. 

31  Dee 

70 

MAM  2251-88 

9510 

MR 

24  Aug 

88 

MR 

AS 

11 

MAM  2252-88 

9515 

MR 

24  Aug 

88 

MR 

AS 

11 

MII-T-37652A 

6505 

DM 

16  Sep 

77 

MD  MS 

03  DM 

l  Mll-T-37844 

6505 

DM 

15  Oct 

77 

DM 

Mlt-T-37472 

6505 

DM 

31  Aug 

76 

MD 

MS 

03 

JAN-T-171  (2) 

6810 

AR 

25  Sep 

46 

AR 

OS 

ASTM  03422-75 

6630 

EA 

31  Mar 

78 

EA 

MS 

99 

l  Mll-T-47060 

68)0 

Ml 

10  Moy 

74 

Ml 

l  MIL-T-19588A  (1) 

6810 

CG 

19  Moy 

69 

CG 

ASTM  0362-84 

6810 

ER 

15  Nov 

85 

EA 

SH 

68 

TI-T-5480 

6810 

/EA 

12  Jan 

70 

AR 

SH 

68 

l  Mll-T-23624  (1) 

6810 

OS 

02  Apr 

74 

AS 

JJJ-T-002208 

89)5 

Gl 

28  Dec 

84 

GL 

AMS  38P2/9A-87 

CMPS 

AS 

02  Dec 

88 

MR 

AS 

11 

l  Mll-T-820978  (1) 

3835 

YD 

30  Apr 

86 

YD 

NNN-T-580 

6640 

•DM 

16  Jul 

63 

MD  MS 

03 

MS-36023C 

6640 

EA 

11  Aug 

87 

EA 

MS 

MS-36025C 

6640 

EA 

11  Aug 

87 

EA 

MS 

MS-36026C 

6640 

EA 

1)  Aug 

87 

EA 

MS 

MII-T-30502B 

3940 

ME 

19  Jul 

83 

ME 

99 

GGG-T-546 

5120 

•Gl 

7  Jon 

55 

GL 

SH 

99 

M1L-T-40097B 

7330 

GL 

05  Aug 

87 

GL 

SA 

99 

NOTICE  1 

MS-360228 

6640 

EA 

1)  Aug 

87 

EA 

MS 

A-A-5I358 

6640 

/MB 

28  Apr 

86 

MD 

MS 

03 

MS -365618 

6640 

EA 

11  Aug 

87 

fcA 

MS 

l  MH-T-82009B 

3940 

YD 

18  Moy 

84 

YD 

GG-T-585B 

6515 

/DM 

19  Nov 

86 

MD  MS 

03 

MIL-MI  196E 

5)80 

Gl 

30  Sep 

86 

GL 

99 

GGG-T-558C  (1) 

5140 

•Gl 

02  Dec 

76 

GL 

SH 

99 

GGG-T-558/28 

5140 

•Gl 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/3B 

5140 

•GL 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/48 

5140 

•GL 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/5A 

5140 

•GL 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/6A 

5140 

-GL 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/7B 

5)40 

-Gl 

09  Apr 

73 

GL 

SH 

99 

GGG-T-558/9B 

5140 

•GL 

09  Apr 

73 

GL 

99 

A-A-51131 

3460 

/IP 

02  Jul 

84 

AL 

99  IP 

l  Mll-T-83507/ll 

5180 

AS 

J6  Mcr 

78 

AS 

L  Mll-T-83507/8 

5180 

85 

11  Aug 

86 

85 

NOTICE  1 

Mll-T-83507/9 

5180 

85 

11  Aug 

86 

CR 

AS 

85 

NOTICE  1 

MlL-T-83507/10 

5180 

85 

11  Aug 

86 

CR 

AS 

85 

NOTICE  I 

t  Mll-T-83507/13 

518C 

85 

28  Nov 

77 

85 

MIL-T-83507/15 

5)80 

85 

11  Aug 

86 

CR 

AS 

85 

NOTICE  1 

t  Mll-T-83507/16 

5180 

AS 

02  Apr 

79 

AS 

GGG-T-00559  (2) 

5180 

t 

07  Jun 

68 

Mll-T-83507/18 

5180 

85 

08  Mor 

82 

85 

MII-M3317F 

5180 

Gl 

17  Feb 

76 

Gl 

99 

MIL-T-4873S 

5180 

GL 

24  Nov 

76 

Gl 

09 

MU-T-139180 

5180 

GL 

25-Ju. 

’7 

Gl 

84 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Tool  Kits*  Electrical  Connectors,  Contacts,  And  Connector  And  Coble  Assories,  Toot 
Kit  For  MH*C*22520/2  Crimping  Tool  And  Positioners 
Tool  Kits,  Electrical  Connectors,  Contacts,  And  Cable  Accessories  General 
Specification  For 

Tool  Outfit,  Hydraulic  Systems  Test  And  Repair,  Mobile  . . . . . . 

Tool  Outfit,  Pioneer,  Portable  Electric  Tools,  Trailer  Mounted  . . . . . . . 

Tool  Set,  Stud  Remover  And  Setter. . . . . . . . . 

Tool  Sets,  Shop  Sets  And  Kits  (Hordwore,  Installation,  Modification  And  Tool), 
Packaging  Of 

Tool  Steel  Bars,  Macroetch  Testing  Of  •  25  Oct  71  Recpproved  1985  . . . 

Tool  Steel,  Alloy . . . . . . . . 

Tool  Steel,  Corbon  •  26  Jul  85... . . . . . . . . . ....... 

Tool  Steel,  Cast  •  27  Jul  79..... . . . . . . . . . . . 

Tool  Steel,  High  Speed  . . . . . . . . . . . . . 

Tool  Steels,  Alloy  -  27  Feb  1987  . . . 

Tool  Steels,  Alloy  -28AUG  87 . 

Tool,  Alining,  Deck . . . . . . . . . . . . . . 

Tool,  Connector  Assembly,  For  MIL*C*5015  Connectors . . . . 

Tool,  Connector  Assembly,  For  MII»C*26a$2  Connectors . . 

Tool,  Connector  Assembly,  For  M1L*C-8151 1  Connectors . . . . 

Tool,  Contact  Insertion-extraction,  Electrical  Connector  . . 

Tool,  Culling,  Indexable  Inserts  For  •  5  Mar  1982  . . . . . . . 

Tool,  Fiber  Optic,  Stripping,  (50/125),  (100/140),  (400/430),  (600/630), 
(1000/1040),  Type  X,  Composition  C 

Tool,  Fiber  Optic,  Polishing  Bushing  Assembly  Type  lv.... . . . 

Tool,  Fiber  Optic,  Cleaving,  Carbide,  Type  I  . . . . . . . . . 

Tool,  Fiber  Optic,  Scribe,  Diamond/sapphire,  Type  i..,. . . . . . 

Tool,  Fiber  Optic,  Scribe,  Conical  &  Wedge,  Type  1. . . . . . . 

Tool,  Forced  Entry  And  Rescue,  20,000  Pounds . . . . . . . 

Tool,  Forming,  For  Adjustabel  Plastic  And  Metal  Coble  Straps  . . . . . 

Tool,  Hand,  Adjustable,  For  Plastic  Tiedown  Straps.... . . . . . 

Tool,  Horizontal  Connecting,  Erection  Equipment  For  Bridge,  Floating,  Pneumatic 
Float,  Class  60 

Tool,  Machine,  Ironworkers,  Safety  Requirements  For,  Construction  Core  &  Use  -  23 
Aug  1988 

Tool,  Power  TLU-437/E  . . . . 

Tool,  Pretensioning,  For  Antenna  Tension  Takeup  (Asg) . . . . . . . 

Tool,  Shell  Removal  Assemblies,  H4172  And  XH4196 . . . . 

Tool,  Vertical  Connecting,  Erection  Equipment  For  Bridge,  floating.  Pneumatic  Float, 
Class  60 

Toolbox,  Portable  (Universal  Type) . . . . . .  . . . . . . . 

Tools  And  Tool  Accessories  For  Power  Driven,  Metal  And  Woodworking  Machinery, 
Packaging  And  Pocking  Of 

Tools  Blacksmith  S  (Chisels,  Flatters,  Fullers,  Hardies,  Bolt  Heading  Tools,  Punches 
And  Swages) 

Tools  For  Inserting  And  Extracting  Helical  Coil  Wire  Screw  Thread  Inserts . . . . 

Tools  For  Projectile,  M422 . . . . . . . 

Tools  For  The  Production  Of  Fire  Control  Materiel,  General  Specification  For . 

Tools,  Blacksmith  S  (Chisels,  Flatters,  Fullers,  Hardies,  Bolt  Heading  Tools,  Punches, 
And  Swoges) 

Tools,  Fiber  Optic,  Hand,  Type  VII,  Corbide/diamond  Composition  C . . . 

Tools,  Fiber  Optic  . . . . . . . . . 

Tools,  Fiber  Optic,  Hand  Terminating,  Type  II . . . . . 

Tools,  Fiber  Optic,  Retaining  Band  Strain  Relief,  Type  VII........... . . . . . 

Tools,  Fiber  Optic,  Polishing  Fixture  Assembly,  Type  IV . . . . . . . . . 

Tools,  Fiber  Optic,  Wrench  And  Adopter,  Torque,  Stroin  Relief,  Type  V . . . . 

Toots,  Fiber  Optic,  Wrench,  Spanner,  Type  V . . . . 

Tool.,  Hand,  Torque  -  24  May  1985  . . . . . . . . 

Tools,  Hand,  Torque  *  24  May  1985  . . . 

Tooth  Die  Pin  Placement  Kit . . . . . . . . . . . . . . . 

Tooth  Powder... . . . . . . . . . . . . 

Tooth,  Surface  Ripping,  Rood  Groders . . . . . . . . . 

Toothbrush  (For  Adults  And  Children)  . . . . . . 

Toothbrush,  Adult  S,  (Multitufl) . . . . . . . . 

Toothbrush,  Child  S  (Multituft). . . . . . . . 

Toothpaste . . . . . . . . . . . . . . . . . 

Toothpick  (Wood) . . . . . . . . . . . . 

Toothpicks  (Wood) . . . . . . . . . . . . . . . . 

Top,  laboratory  Bose  Units  &  Tobies . . . . . . . . . . . 

Topographic  Support  System  (TSS),  Opera,  Storage  &  Retrieval,  Distr  Drafting 
Support,  Compilation,  Survey,  Rectifier  I  &  II,  Mosaicking  Drafting,  Collec,  Anal, 
Info  &  Synthesis  Sects,  Semitrailer  Mounted 
Topographic  Support  System  (TSS),  Compilation  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Survey  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Rectifier  I  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Rectifier  II  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 
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PREP 
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l 

Mll-T-83507/17 

5180 

AS 

07  Jul 

78 

AS 

MIL-T-83507  (1) 

5'80 

85 

15  May 

88 

El 

AS 

85 

SUPP  1A 

l 

MIL-T-52914A  (1) 

4940 

Al 

12  Jun 

80 

Al 

L 

MIL-T-S2402C  (2) 

5180 

ME 

09  Mar 

87 

ME 

L 

MII-T-43113A 

5180 

AV 

17  Jul 

87 

AV 

NOTICE  1 

MII-T-45542C 

5180 

Al 

01  Jun 

84 

Al 

YD 

99 

ASTM  A561-71R85 

9510 

MR 

21  Mar 

88 

MR 

SH 

84 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Topographic  Support  Syitem  (TSS),  Operations  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Tcpogrophic  Support  System  (TSS),  Mosaicking  Drafting  Section,  Topographic 
Support  Set,  SemitroHer  Mounted 

Topographic  Support  System  (TSS),  Collection  Section,  Topogrophic  Support  Set, 

S  emitrcl'er  Mounted 

Topographic.  Support  System  (TSS),  Analysis  Section,  Topogrophic  Support  Set, 
Semitrailer  Mounted 

Topographs  Support  System  (TSS),  Information  Section,  Topogrophic  Support  Set, 
Semitrailer  Mountod 

Topographic  Support  System  (TSS),  Synthesis  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Direct  Support  Section,  Truck  Mounted . 

Topographic  Support  System  (TSS),  Camera,  Press,  Mop  layout,  Plate  Process, 
Photomechanical  Process,  Finishing,  ft  Paper  Conditioning  Sections,  Semitrailer 
Mounted,  General  Specification  For 

Topogrophic  Support  System  (TSS),  Camera  Section,  Topographic  Support  Sot, 
Semitrailer  Mountod 

Topographic  Support  System  (TSS),  Press  Section,  Topogrophic  Support  Set, 
Semitrailer  Mounted 

Topogrophic  Support  System  (TSS),  Map  layout  Section,  Topographic  Support  Set, 
Semitrailer  Mounted 

Topo^aphic  Support  System  (TSS),  Plate  Process  Section,  Topographic  Support 
Set,  Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Photomechanical  Process  Section,  Topogrophic 
Support  Set,  Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Finishing  Section,  Topogrophic  Support  Set, 
Semitrailer  Mounted 

Topogrophic  Support  System  (TSS),  Paper  Conditioning  Section,  Topogrophic 
Support  Set,  Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Storage  &  Retrieval  Section,  Topogrophic 
Support  Set,  Semitrailer  Mounted 

Topogrophic  Support  System  (TSS),  Distribution  Section,  Topogrophic  Support  Set, 
Semitrailer  Mounted 

Topographic  Support  System  (TSS),  Drafting  Support  Section,  Topogrophic  Support 
Set,  Semitrailer  Mounted 

Topographical  land  Mops  &  Aeronautical  Charts  1:250,000  For  Joint  Operations 
(Ed  3) 

Topping,  Dessert  And  Bakery  Products,  Frozen  Or  Dehydrated . 

Torch  Kit,  Soldering  (Propane  Gas) . . . 

Torch  Outfit,  Cutting  And  Welding  . . . . . . . . . . 

Torch,  Oxyacetylene  Welding  And  Cutting. . 

Torch,  Oxyacetylene . . . . . . . 

Torches,  IP  ft  MPS-GAS-  12  July  1984 . . . 

Torches,  Oxy-fuel  Gos  •  14  Oct  1986  . . . . . . . 

Torches,  Welding,  Hand,  Oxyacetylene,  light  Duty . . . . . . . . 

Torpedo  Beacon  light  (For  Torpedo  Mark  37  Mods  O,  2,  And  3)  . . 

Torpedo  Tube,  Surface  Vessel,  Mark  .32  Mods  5  And  7  (For  Torpedoes  Mork  44 
Mod  1  And  Mork  46  Mod  1 

Torpedo  Tube,  Surface  Vessel,  Mark  32  Mod  9  (For  Torpedoes  Mk  44  Mod  1  And 
Mk  46  Mod  1) 

Torpedo  Tube,  Surface  Vessel,  Mork  32  Mod  14 . . . . . . . . 

Torpedo,  Bangalore,  M1A1  Inert  Assembly  . . . . . . . . . . 

Torpedoes,  Environmental  Requirements,  . . . . 

Torq  Set,  Screw,  Machine  •  Flat  Fillister  Head,  Full  Thread,  -  28  May  82  W/OOD 
Exceptions' 

Torq*set,  Recess,  Dimension  Of  Recess,  Gage  &  Drive,  Metric  -  4  Apr  84  . . . 

Torsion  Bar,  Suspension  (M2/M3 . . . . . 

Torsionmeter  (For  Measurement  Of  Torque  Oeflection  Of  Propeller  Propulsion  Shafts 
Of  Novel  Ships) 

Tortillas,  Taco  Shells,  And  Chatupa  Shells  . . . . . . . 

Total  Dose  Hardness  Assurance  Guideline  For  Semiconductor  Device  ftmicroarcuit.... 
Total  Hydrocarbons,  Methane,  ft  Corbon  Monoxide  In  The  Atmosphere  (Gos 
Chromatographic  Mothoc!)  •  28  Jon  78 

Tourniquet,  Non*pneumalic......... . . . . . . . . 

Toi.rtiquet,  NonpneumotJc,  Camouflaged,  1-1/2  By  42  Inches . . . . 

Tourniquet,  Pneumatic  . . . . . . . . . . . . . . . . 

Tow  Par  &  Bridle  Assembly,  Turgot,  Benner,  Aerio!,  TDU>32  Series.. . 

Tow  Bcr  Eye,  Full  Trailer  -  Jun  63  (Recpproved  Oct  83). . . . ... 

Tow  Or  Yarn  (Graphite)  Fibers  -  For  Structural  Composites.  GF  325  (2240)  7ens;lo 
Sfrjjuglh,  57  (395)“7ensi'«  Modulus  *  »  Jui  1954 
Tow  Or  Yarn,  Corbon  (Grophitej  Fibers  -  For  Sfrucfuidl  Composites,  GF  (OX)  40 0 
(2760)  Tensile  Strength,  33  (228)  Tensile  Modulus  •  1  Jul  1984 
Tow  Or  Yarn,  Corbon  (Graphite)  Fibers  -  rat  Structural  Composites,  GF  (OX)  400 
(2760)  Tensile  Strength,  40  (275)  Tensile  Modulus  *  1  Jul  1984 

Tow  Target,  Aeriol  Dcrt,  Gunnery  Type  TDIMO/B  . . . . . . . 

Tow  2  Fuze  Probe  . . . . . . . . . . . . . . . . . . . 

Tow,  Carbon  (Grophife)  Fiber  *  For  Structural  Composites,  550  (3790)  Tensile 
Strength,  38.000,000  (262)  Tensile  Modulus  -  1  Oct  1986 

Yowuor,  Motor  Vehicle,  Universal  V-type . . . . 

Towbor,  Motor  Vehicle,  Light,  Medium  And  Heavy  Duty  . . 

Towel  And  Toweling,  Colton  For  Glassware  . . . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Towel,  (Both,  Dish,  Gloss  And  Hand)..... . . . . . . . . . 

Towel;  Both,  (Terry) . . . . . . . . . . . . . 

Towel,  Both,  Cotton,  ferry. . . . . . . . . . .. . . . 

Towel,  Cotton,  Tor  Glassware  . . . . . . . . . . 

Towel,  Dish  &  Dishcloth* . . . . . . . 

Towel,  Hond,  And  Cloth,  Buck,  Cotton . . . . . . 

Tov.Jtl.  Hand,  Green,  Hock,  Cotton. . . . . . . 

Tower,  Machinery  Wiping,.. . . . . . . 

Towel,  Machinery  Wiping  (Rental). . . . . . . . . . . 

Towel,  Paper  . . . . . . . . . . . . 

Towel,  Paper  . . . . . . . . . . . 

Towel,  Paper  (Dental)  ..  .  . . . . . . . . . . . . . . 

Towel,  Poper  (Disposable.  Cental . . . . . . . 

Towel,  Paper  (Industrial  Wiping) . . . . . . . . . . 

Towel,  Poper.  (Plastic-wiping;  . . . . . . . . . . 

Towel,  Poper,  (Plastic  Wipitg) . . . . . . . 

Towel,  Wiping,  Poper.  Industrial  And  Institutional  . . . . . . . 

Towels  And  Toweling,  Cotton  For  GIgsswtc . . . . . . 

Towels,  Dish  And  Sisdoth  (Crash,  Cotton,  And  Cotton  And  Line  m  Ixed),  Cloth, 
Crash,  Cotton 

Tower  (Compete* u  Of) . . . . . . . ..... 

Tower  A8-305  (FPS)  . . . 

Tower  AB-585(  )/G . . . . . 

Tower  Assembly,  Cobleway,  Medium  . . . . . . . 

Tower,  ASR-4,  10  Foot  And  17  Foot  Sections..... . . . 

Tower,  Coble  Anchor . . . . . . . . . . . 

Tower,  Parachute  Drying . . . . . . 

Tower,  Prefabricated,  Steel,  For  100  Barrel  Water  Tank . . . . . 

Tower,  Self  Supporting,  Type  GP-1 . . . . . . . . . . 

Towing  And  Discharge  Assembles,  Amphibious  Fuel  Lint. . . . . . 

Towing  And  Steering  Devices  For  Aircraft  (Edition  2) . . . . . 

Towing  Attachments  (Edition  1)  . . . . . . 

Towing  Attachments  On  Aircraft  (Ed.  6)  (Req  For  Issue  Must  Bo  Sent  Via  HQ 
USAF/XOXX-ISO  Wash  DC  20330-5058 

Towing  Fittings  \  Provisions  For  Miliary  Aircraft,  Design  Requirements  For . 

Towing  link  (Ed  •)  Other  Then  Dod  Refor  To  Co mnovseo sysco m  Code  56W24 
Wash,  Dc  20362 

Towiln-s,  Aerial  Target,  Cor  -O'-t  And  Stepped  Diameter  Wire  And  Strand . 

Toxic  Chemical  D#  s.*arge  Me.  ;q«ment  Practice  For  Control  Of . 

Trace  Element,  limits  O*  .  ......  . . . . 

Trocer  Assembly,  MP  Pa*-  iV  ^  „,ading.  Assembling  &  Packing . . . 

Trocer  Mark  Mod  O,, . . . . . . . . . . . . . . 

Tracer-Mark  5  Mod  1  . . . . . . . . .  . . . . 

Tracer,  Gothic  Arch,  Dentol . . . . . . . . 

Trocer,  Mark  20  Mod  0..,.,,. . .  . . . . . . 

Trocer,  M5A2B1.  M5A3BI,  And  T5E3,  Parts  For,  And  Loading,  Assembling  And 
Pocking 

Tracery  Projectile,  Ml  3  Porlt  For  And  Loading,  Assemblm*  'nd  Pocking . 

Trocer,  Projectile,  M3A1,  Assembly,  Ports  For,  And  Loao.  .g  .ssembKng  And 
Pockogir.g 

Trocer,  Projectile  M12  Assembly,  Pe.ts  For  And  Loading,  Assembling  And  Packing .... 

Trace*,  XM10,  Ports  For  loading,  *’«sembl!ng  And  Packing...... . . . . 

Iracvci  Tube  Connectors  And  Adopters,  American  National  Standcrd  t  -  19  Nov 
[976 

Tracheostomy  Kit,  Emef»..icy,  Sterile.,, . . . . . . . . . . . . . 

Tracion  Table,  Stercoplotter,  frojection.  With  Case . . . . . . . 

Track  And  Stua  Fittmg  For  Cargo  T'onsporl./ircrof!  Standard  Dimensions  For. . . 

Track  Shifter,  Railway,  Gasoline  Or  Diesel  Engine  Driven  . . . . . . 

Track  fee  Ajssmbly,  Track  Shoe  Sefs,  Track  Shoe  Pads,  &  Track  Shoe  Bushings, 
Yehicurcr,_Elastomeriied 

Traction  Apparatus,  Bone  Fracture,  Portcblo . . . . . . . 

Traction  Aopl‘Or»C».  C*rv WfJ  Injury 

Traction  Dev,cs . . . . . . . . . . . . . . 

Tractor,  Aircroft  Towing,  Gasoline  7500  Pounds  Drcwbor  Pull,  Type  TA-75  . . 

Tractor,  Aircraft  Towing,  Ged,  4X4,  2»WHEfcl  Steer,  18,000  Pounds  Crowbar  PuF, 
Pneumotic  Rubber  Tires,  Type  TA-18 

Tractor,  Aircraft  Tow'ng,  Ged,  4X4,  4*  *#^6EL  Steer,  30,0CQ  Pounds  Drawbar  Pull, 
Pneumotic  Rubbfi  Tires,  Type  TA*30 

Tractor,  AircroL  Towing,  Diesel  Engine  Driven  (DED),  4  X  4,  4  Wheel  Steer,  10,300 
Pounds  Drawbar  Pull,  Pneumatic  Rubber  Tired 

Tractor,  Aircroft,  To »*>(,,  low  Profile,  Special  Duty,  8500  lbs,  OPS,  Type  MD-3 . 

Trader,  Four  Wheeled,  Sit  Down,  Wo‘ehou«e,  Electric  Motor  Oriven,  Solid  Rubber 
Tires 

T factor.  Full  (Hiked,  Low  Speed,  Diisei  glno  Driven  Medium  Diowbar  Puii 
Cammercioi  C*  m t. action  Equipment  (CCF) 
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DDD-T-501C 

7210 

t 

27  Aug 

53 

A-/, -720 

7210 

* 

10  Mar 

81 

DDD.I-531H 

7210 

* 

14  Oct 

88 

GL  NU  99 

AA-50819 

7210 

/m 

27  JU 

82 

MD  MS  03 

DDD-T-541C 

7920 

% 

23  Jut 

65 

INI  AMD  (2) 

A-A-1210 

7920 

t 

18  Aug 

81 

UU-T-591F 

8540 

% 

24  M or 

78 

A-A.696A 

8540 

x 

08  Sep 

86 

A-A-2174 

8540 

t 

28  Mar 

85 

MIL-T-37968 

8540 

MB 

12  Moy 

86 

MD  MS  03 

A-A-1432 

.  .'’O 

t 

06  May 

81 

UUT-598A  (1) 

7920 

♦Gl 

09  Apr 

77 

Gl  SA  99 

A-A-I447A 

7920 

X 

15  Aug 

84 

UU-T-595C  (1) 

720 

X 

08  Apr 

77 

A-A-118 

/210 

X 

06  Jan 

80 

DDD-T-511D 

7210 

♦Gl 

21  Dec 

70 

GL  NU  99 

MILT-10767F 

INT  AMD  1  (EL) 

5445 

CR 

21  Moy 

68 

CR  99 

L 

MIL-I-9640C  (1) 

5445 

84 

29  Sep 

77 

99 

L 

MIL-T-55441  (1) 
NOTICE  1 

5445 

CR 

12  Jun 

86 

CR 

L 

MIL-T-52369A 

5420 

ME 

28  May 

71 

ME 

L 

MIL-T-83956A 

5445 

84 

17  Jan 

77 

99 

L 

MIL-T-12442C  (1) 

5420 

ME 

25  Jun 

75 

ME 

L 

MIL-T-8619 

5445 

AS 

15  Jul 

53 

AS 

L 

MIL-T-82096A 

5445 

YD 

01  Dec 

76 

YD 

MIL-T-83958A 

5445 

84 

17  Jon 

77 

ME  99 

MIL-T-23907C 

3835 

YD 

01  Aug 

80 

ME  YD 

NAT-STD-3948  (1) 

ISDF 

06 

09  Oct 

86 

NAT-STD-4101  (2) 

ISDN 

NM 

20  Sep 

67 

NAT-STD-3270  (1) 

ISDF 

06 

06  Nov 

86 

MII-5TD-805B 

NOTICE  1 

1620 

70 

07  Sep 

87 

AV  AS  99 

NATO-STD-1289  (5) 
DIST  STMT  D 

ISDN 

NM 

14  Feb 

89 

Q  L 

MIL-T-23439A 

1630 

AS 

12  Aug 

63 

AS 

Mll-HDBK  147 

6810 

EA 

25  Sep 

81 

EA  SH  68 

l 

Mll-STD-343 

QCIC 

AT 

26  May 

88 

AT 

Mll-T-45464 

1315 

AR 

23  Mar 

60 

OS 

L 

MIL-T.18755B 

NOTICE  1 

1370 

OS 

31  Mar 

87 

OS. 

L 

MII-T-187S2 

1370 

OS 

24 -Jun 

55 

OS 

MIL-T-36476 

6520 

DM 

30  Mer 

66 

MD  MS  03 

L 

MIL-M9314A 

1315 

AS 

20  Mar 

59 

AS 

L 

M1L.T-U503C  (1) 

1315 

AR 

15  Nov 

63 

AR 

L 

MIL-T-46578E  (1) 

1315 

AR 

25  Ayj 

82 

AR 

L 

MIL-T-48415  (1) 

1315 

AR 

21  Feb 

75 

AR 

L 

MIL-1-4S245F  (1) 
NOTICE  1 

1315 

AR 

30  Jon 

87 

AR 

L 

MIL-T.4S555B 

1315 

AR 

17  Mor 

86 

AR 

ANSI  Z79.2-76 

6515 

/MB 

19  Sep 

85 

MD  M3  03 

A-A-51115 

6515 

/MB 

15  Jan 

86 

MD  MS  03 

MIL-T-10540D 

6675 

ME 

08  Ncf 

78 

ME  AS  99 

MS-33601A 

1650 

AS 

01  Dee 

65 

AS  99 

MIL-T.52289C 

2230 

ME 

23  Jun 

78 

ME  99 

Q  L 

MII.T-11891D 

2530 

AT 

25  Oel 

84 

AT 

MIL-T-36321A 

6530 

DM 

26  Aug 

70 

MD  MS  03 

NOTICE  2  (MB) 
M«-T.3ii03A 

6530 

DM 

06  Bar 

7/f 

MD  MS  03 

Mll-T.36736 

6530 

DM 

11  Mnr 

71 

MD  MS  03 

L 

M'l-T-8IC38D 

2420 

AS 

14  No. 

75 

AS 

L 

MIL-T-21571A 

1730 

AS 

28  Sep 

62 

AS 

Mtl-T-3104) 

2420 

AS 

20  Moy 

64 

AS  99 

L 

MIL-T-2602SE 

1740 

84 

28  Dec 

88 

99 

L 

MILT  22536A 

2420 

AS 

02  Jon 

69 

AS 

MIL  MOO'.OG 

3930 

SA 

14  Tea 

83 

ME  SA  99 

MIL-T-52270C 

2410 

ME 

15  Me r 

83 

ME  YD 

733 


ALPHABETICAL  LISTING 


TITLE 

Tractor,  Full  Tracked,  low  Speed,  Tractor  Wheeled,  Agricultural.  And  Tractor 
Wheeled,  Industrial,  And  lhelr  Attachments,  Packaging  Of 

Tractor,  Full  Tracked,  low  Speed,  Diesel  Engine  Driven  Medium  Drawbar  Pull  . 

Tractor,  Full  Tracked,  low  Speed,  Diesel  Engine  Driven,  Sectionalized  &  Non 
Sectionalized 

Tractor,  Full  Tracked,  low  Speed,  Diesel  Engine  Driven,  Air  Oroppabte  &  Helicopter 
Transportable 

Tractor,  Full  Tracked,  low  Speed,  DED,  Heavy  Drawbar  Pull,  Size  T-11  Commercial 
Construction  Equipment  (CCE) 

Tractor,  Full-tracked,  low  Speed  (Diesel  And  Gasoline  Engine-driven) . . . 

Tractor,  Full-tracked,  low-speed . . . . . . . . . 

Tractor,  Truck;  line  Haul,  25  Ton,  6X4,  M915 . . . 

Tractor,  Trucks  line  Haul,  25  Ton,  6X4,  M915A1  . . . . . . . . 

Tractor,  Truck*  20  Ton,  6X6,  M916 . . . . . . . . 

Tractor,  Wheeled,  With  Backhoe,  loader,  Hydraulic  Impact  Tool  &  Hydraulic  Eorth 
Auger  Attachment,  Commercial  Construction  Equipment  (CCE) 

Tractor,  Wheeled,  Agricultural,  (Gasoline  Engine  Driven,  Diesel  Engine  Driven  Or 
Ip-gas  cngine  Driven) 

Tractor,  Wheeled,  Industrial,  Diesel-and  Gasoline-engtne-driven  (For  Tactical 
Operations 

Tractor,  Wheeled,  High  Speed,  Low  Center  Of  Gravity. . . . . . . 

Tractor,  Wheeled,  Warehouse,  Internal  Combustion  Engine,  4,000  Pound  Drawbor 
Pull,  Pneumatic-tired 

Tractor,  Wheeled,  General  Purpose  Industrial  (Gasoline-engine  Driven, 

Diesel-engine  Driven) 

Tractor,  Wheeled,  All  Wheel  Drive  With  Attachments  (Small  Employment  Excavator) 

Tractor,  Wheeled,  With  Telescopic  Boom  Mounted  Mower,  DED............ . . . 

Tractor,  Wheeled,  Warehouse,  Internal  Combuston  Engine,  Pneumatic-TIRED . . 

Tractor,  Wheeled,  Warehouse,  Electric  Motor  Driven,  Walking  Type,  700  Pounds 
Drowbor  Pull 

Tractor,  Wheeled,  16  Horsepower,  Hydrostatic  Orive . . . . . 

Tractor,  Wheeled,  Aircraft  Towing  A/S32U-30  For  500,000  To  750,000  Pounds 
Gross  Weight  Aircraft 

Trailer  And  Semitrailers,  Commercial . . . . . . . 

Trailer  Axle  Alignment  •  1  Jan  69  (Reopproved  Oct  83) . . . 

Traitor  Cargo,  Toctlco!  3/4  Ton,  2  Wheel  M101A2 . . . 

Troile.  Couplings,  Hitches  &  Safety  Chains  •  Automotive  Type  -  May  78 . 

Trailer,  Air  Launched  Weapons,  Rough  Terrain,  A/M324-4  . . . 

Trailer,  Aircraft  Engine  ETU-91/E . . . . . . . 

Trailer,  Ammunition,  1*1/2  Ton,  2  Wheel,  M332 . . . 

Trailer,  Bolster,  Pole  Type,  14-TON,  4-WHEEL,  Commercial . . . . 

Trailer,  Bolster  General  Purpose  4  Ton,  4  Wheel,  M796AI  . . . . . . 

Trailer,  Bomb,  MHU&7-M., . . . . . . . 

Troiler,  Bomb,  MHU-123/M . . . . . 

Trailer,  Coble  Reel,  Military  Design,  3-1/2  Ton,  2  Wheel,  M310 . 

Troiler,  Cable  Reel:  Hydraulically  Driven,  Commercial . . . 

frailer.  Cargo  *  3/4  Ton  2  Wheel,  MIOlAl  (Military  Design) . . 

Trailer,  Cargo,  4,000  Pounds  Payload,  Tondem  Axle,  Commercial . . . . 

Troiler,  Cargo,  With  Hydraulic  Lift  body,  Commercial,  2,000  Pound  Payload,  2 
Wheel 

Trailer,  Cargo,  2  Wheel,  1/4  Ton  To  1  1/2  Ton . 

Troiler,  Corgo,  1/4  Ton,  2  Wheel,  Military  Model  M416A1  . . . 

Trailer,  Cargo,  500,  2,000  And  3,000  Pound  Payload,  2  Wheel,  Commercial  . . 

Trailer,  Cargo,  Military  Design,  M105A2,  1*1/2  Ton,  2  Wheel . . . . . . . 

Trailer,  Cargo,  1/4  Ton,  2  Wheel,  Military  Model  M416.... . . . . 

Troiler,  Chassis  M/2  Ton,  2  Wheel,  M103A3AND  M103A4 . 

Trailer,  Communication  Equipment  V-415(  )/TRC*145(V). . . . . . 

Troiler,  Compressed  Gas  Cylinder,  Air  Or  Nitrogen  Servicing,  2&WH661, 
6&CYUNDER  3500  Psi,  Type  MD3.3 

Traitor,  Compressed  Gas  Cylinder  AF-M32R&3,  High  Pressure  2  Wheel  6  Cylinder 
Capacity 

Troiler,  Double,  &  Multi  Axle  Trailers,  Connection  &  Accessory  locations  For  Towing 
*  Jan  70  (Reopproved)  Oct  83 

Trailer.  Dummy  8omb  MHU-'.r  '6, . . . . . 

Trailer,  Dummy  Pomb  MHU-*  H.  c . . . . . . . . . 

Trailer,  Equipment,  Elevating  8ody,  4  Wheel . . . . . . . . . . 

Trailer,  Flat  Bed,  10  Ton  4  Wheel,  M345,...,..... . . . . 

Troiler,  Flat  8ed,  Minimum  15  Ton  Payload,  A\u!ti  Axle  Commercial  Construction 
Equipment  (CCE) 

Trailer,  Flatbed,  4  Ton,  4  Wheel,  Military  Design,  M795 ............................................ 

Troiler,  Flatbed*  4  And  5-Ton,  4  Wheel  (Tandeml  Cart  Type;  Trailer,  Bolster  4  Ton, 
4  Wheel  (Tondem) 

Trailer,' Flatbed,  10  Ton,  4  Whejl,  M345 . . . 

Trailer,  Guided  Missile  Launching  Control  Station  4  Wheel,  M262A2  . . 

Trailer,  Guided  Missile,  Tracking  Station,  4  Wheel,  k\  J28AI . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-T-3351D 

PACK 

ME 

10  Oct 

75 

ME 

YD 

99 

l 

MIL-T-0052270D 

2410 

ME 

07  Mar 

84 

ME 

l 

MII-T.52509C 

2410 

ME 

01  Oct 

80 

ME 

l 

MIL-T-52510C 

2410 

ME 

01  Oct 

80 

ME 

L 

M1L-T -52907 

2410 

ME 

23  Aug 

76 

ME 

KKK-T-63IE 

2410 

/ME 

04  Jon 

80 

ME 

YD 

INI  AMO  1 
MIL-5TD-6280 

2410 

ME 

11  Dec 

84 

ME 

YD 

9° 

l 

MS-52202 

2320 

AT 

03  Jul 

85 

AT 

L 

MS-52203 

2320 

AT 

03  Jul 

85 

AT 

l 

MS-52197 

2320 

AT 

03  Jul 

85 

AT 

L 

MIL-T-5290B  (2) 

2420 

ME 

14  Feb 

78 

ME 

KKK-T-640D  (2) 

2420 

/ME 

02  May 

77 

ME 

YD 

l 

MIL-STD-63IB 

2420 

ME 

10  Dec 

84 

ME 

YD 

99 

l 

MIL-T-22691E 

2420 

YD 

11  Apr 

86 

YD 

L 

M1L-T-0052913B 

3930 

ME 

01  Feb 

85 

ME 

KKK-T-642A  (1) 

2420 

/ME 

23  Feb 

76 

ME 

YD 

99 

L 

MIL-T-53033 

2420 

ME 

02  Feb 

84 

ME 

l 

MIL-T-29235 

2420 

YD 

15  Mar 

85 

YD 

MIL-T-52931C  (1) 

3930 

ME 

05  Aug 

87 

ME 

SA 

99 

l 

MIL-T-38767A 

NOTICE  1 

3930 

84 

27  Apr 

88 

99 

L 

M1L-T-29I88A 

2420 

YD 

16  Mar 

84 

YD 

l 

MIL-T-38454A  (1) 

1740 

82 

30  Apr 

69 

99 

MII-STD-739A 

NOTICE  1 

2330 

AT 

08  Apr 

64 

AT 

99 

8  APR  1964 

SAE  J875-69 

2510 

AT 

30  Sep 

81 

AT 

99 

l 

MS-52I64C 

2330 

AT 

27  Nov 

86 

SAE  J684F-78 

2540 

AT 

30  Sep 

81 

AT 

99 

l 

MIL-T-81311A 

1730 

AS 

15  Feb 

80 

AS 

L 

Mll-T-832298 

1740 

82 

22  Jul 

85 

99 

L 

MS-50003IC 

2330 

AT 

15  Jan 

85 

AT 

L 

MIL-T-62083A 

NOTICE  1 

2330 

AT 

28  Aug 

86 

AT 

l 

MS-52151 

2330 

AT 

15  Jan 

85 

l 

MIL-T-25828B  (1) 
NOTICE  1 

1190 

79 

02  Aug 

61 

79 

L 

Mll-T-83801 

1190 

79 

02  Feb 

87 

79 

NOTICE  1 
MS-500012C 

2330 

AT 

20  May 

85 

AT 

MC 

99 

l 

MII-T-62072B 

2330 

AT 

12  Aug 

87 

AT 

MS-53085A 

2330 

AT 

14  Jul 

78 

AT 

MC  99 

l 

MIL-T-29182A 

2330 

YD 

18  Jun 

84 

YD 

l 

MIL-T-62059A 

2330 

AT 

12  Mar 

82 

AT 

MIL-T-10579H 

2330 

AT 

17  Feb 

88 

AT 

YD 

99 

MS-52144A 

2330 

AT 

15  Jan 

85 

AT 

MIL-T-4679IC 

2330 

AT 

29  Nov 

83 

AT 

YD 

99 

MS-50001CD 

2330 

AT 

15  Jan 

85 

AT 

l 

MS-5000690 

2330 

AT 

15  Mar 

85 

AT 

99 

MS-53029E 

2330 

AT 

22  Dec 

86 

AT 

MC 

l 

MIL-T-55652 

5895 

CR 

29  Nov 

68 

CR 

MII-T-26772F 

3655 

82 

19  May 

70 

AV 

99 

L 

MII-T-26069C 

3655 

82 

10  Jun 

69 

99 

SAE  J849B-70 

2540 

AT 

30  Sep 

81 

AT 

99 

l 

Mll-T-27557  (2) 

1190 

79 

06  Mar 

89 

79 

L 

MII-T-27563A 

NOTICE  1 

1190 

79 

24  Jul 

62 

79 

L 

Mll-T -29233 

2330 

YD 

30  Nov 

84 

YD 

l 

MIL-T-453330  (1) 
NOTICE  1 

2330 

AT 

18' May 

87 

AT 

l 

MII-T-52479E 

2330 

ME 

15  Sep 

78 

ME 

MS-521 10B 

2330 

AT 

20  Moy 

85 

AT 

YD 

99 

l 

MII-T-62073D 

2330 

AT 

26  Aug 

87 

AT 

L 

MS-500032B 

2330 

AT 

01  Feb 

89 

AT 

MS-500020A 

2330 

AT 

20  Moy 

85 

AT 

MS-500063A 

2330 

AT 

10  Apr 

85 

AT 

AS 

740 


ALPHABETICAL  LISTING 


TITLE 

Troiter,  Lilt,  Aircratt  &  Missile  Engine  ETU&8-E . . . . . 

Trailer,  living  Quarters,  Self&contained,  Commercial . . . . . . 

Trailer,  Lowbed,  Forklift  Truck  Transporter,  6  Ton  And  9  Ton,  Commercial . 

Trailer,  lowbed,  4  Wheel  2  To  7  Ton  . . . . . . 

Trailer,  Machine  Gun  Mount,  M20  Mount,  Trailer  Multiple  Cal.  .50  Machine  Gun, 
M55. 

Trailer,  Maintenance  Power . . . . . . . 

Trailer,  Maintenance.  1000  And  2000  Pounds  Payload,  2  Wheel,  Commercial... . 

Trailer,  Munitions,  MHU-185/M  . . . . . . . . . . . 

Trailer,  Munitions,  MHU-151/M . . .  ... . 

Trailer,  Munitions  Handling  MHIM10/M . .  . . . 

Trailer.  Munitions,  MHU  171  A/E  . . . . . 

Trailer,  Munitions,  Smalt  (MHU-125  A/m) . . . . . 

Trailer,  Munitions,  Aero  51 C  . . . . . . . . . . . . . . 

Trailer,  Palletised  Cargo  A/M32H-6,  10,000-POUND  Capacity .  . . . 

Trailer,  Pipe,  Fuel  Line,  25  Ton . . . . . . . . . 

Trailer,  Platform,  Warehouv-,  Wood  Or  Metal  Platform,  6000  Pound  Capacity, 
Pneumatic  Tires,  Fifth  Wheel  Steer 

Trailer,  Platform,  Warehouse,  5TH  Wheel  Steer,  20,000  Pounds  Copacity,  Solid 
Rubber  Tires 

Trailer,  Rail  Type,  lift  ETU-77/E,  3,000  Pound  Copacity . . 

Trailer,  Stake,  Wagon  Type,  5,000  And  10,000  Pound  Copacity,  4  Wheel, 
Commercial 

Trailer,  Tank,  Fuel  Servicing,  Type  A-1B . . . . . . . . . . . . . 

Trailer,  Tank,  Potable  Water,  1-1/2  Ton,  2  Wheel,  Military  Design,  M  625  ( Inactive 
No  S/s  ()  See  Mil-std  962  For  Status 

Trailer,  Tonk:  Potable  Water,  400  Gallon,  2  Wheel,  A  14942  . . . . 

Trailer,  Tanks  Potable  Water,  1-1/2  Ton,  2  Wheel,  Military  Design,  M  149A2  . . 

Trailer,  Tilt  Deck,  Commercial . . . . . . . . . . . . . 

Trailer,  Utility,  Cable  Reel,  3  1/2  Ton,  M310 . . . . . . . . . 

Trailer,  Van,  Electronic  Shop,  6  Ton,  4  Wheel,  M382A1 . . . 

Trailer,  Van,  launcher  Control,  4  Wheel,  M262A1C . . . . . . . 

Trailer,  Van,  Mobile  Photography........... . . . . . . . . . 

Trailer,  Van,  Mobile  Hearing  Test  Center,  Tandem  Axle . . . 

Trailer,  Van,  Shop,  Folding  Side,  1-1/2  Ton,  2  Wheel,  M448 . 

Trailers,  Bolster,  Commercial,  Pole  Type,  2  To  20  Tons . 

Trailers,  Coble  Reel,  Commercial  . . . . . . 

Trailers,  Tank:  Potoble  Water  And  Generol  Purpose,  400  And  500  Gallon,  Two  And 
Four-wheel,  Commercial 

Trainer,  Basic  Electronics,  Student  . . . 

Trainer,  Basic,  Electronics,  Student  (Phase  li) . . . 

Trainer,  Ejection  Seat,  Aircraft,  General  Specification  For . . 

Trainer,  Electronics  Application  . . . 

Trainer,  Field  Artillery,  Direct  Fire  (loser),  1 1746409 . . . . . 

Trainer,  Field  Artillery,  14.5MM,  M31  . . . 

Trainer,  Field  Artillery,  M735  Fuze  Nos  Sec  Tion,  Type  X . . . . . 

Trainer,  Flag  Hoist . . . . . . . . . . . 

Trainer,  Mortar.  M32A  1 . . . . . . . . . . 

Trainer,  Plastic  Fluid  Container  Assembly . . . . . . . . . 

Trainer,  Test  Set  TAU-62/E  .  . . . . 

Trainer,  Turret,  Improved  Tow  Vehicle . . . . . 

Trainers,  Maintenance,  Equipment  And  Services  General  Specification  For . 

Trainers,  Tonic  Turret,  Gunnery,  M2o  (M48A2)  And  M30A1  <M60A1),  Processing 
For  Storage  And  Shipment  Of 

Training  Aid  Coordinate  Indicator,  Mop  Reading . . . 

Training  Aid  Kits,  Marksmanship,  Smoll  Arms  Weapons  A-E29U&TI . 

Training  Aid,  Automotive  Storting  Motor,  Type  MK&7  . . . . . . . 

Training  Aid,  Cone,  Collopsibte,  Fiber . . . . . . . . . . 

Training  Aid,  Cutaway,  Internol  Combustion  Engine . . . 

Training  Aid,  Demonstrotor.  Automotive  Equipment  General  Specif icition  For . 

Training  Aid,  Demonstrotor,  Automotive  Cranking  Motor..... . . . 

Training  Aid,  Demonstrator,  Automotive  Fuel  Pump . . . . . . 

Training  Aid,  Demonstrator,  Automotive  Volve  lifter  And  Spiing . . . .......... 

Training  Aid,  Demonstrator,  Automotive  Generator . . . . . . 

Training  Aid.  Elevation  Indicator,  Mop  Reading . . . . . . . „ . . 

Training  Aid,  Enlarged  Radio  Magnetic  Indicator . . . . . . 

Training  Aid,  Enlarged  Dead  Reckoning  Computer..... . . . 

Training  Aid,  Enlarged  MB-9  Navigation  Computer . . 

Training  Aid,  ,«ash  Cord  Set,  Mop  Reading . . . . . . . . . . . . 

Training  Aid,  Grids,  large  And  Smoll,  Mop  Reading . . . . . . . . 

Training  Aid,  launcher.  Rocket  LMU-23/E . . . . . . . 

Training  Aid,  Map  Assembly,  Folding  Panel . . . . . . . . . . . 

Training  Aid,  Maneuvering  Board........ . . . . . . . 

Training  Aid,  Mockup,  Kingsbury  Thrust  Bearing . . . . . 

Training  Aid,  Mockup,  Gyro  Demonstrator,  Pendulous  Integrating  Gyro 
Accelerometer  (Piga) 

Training  Aid,  Model-bridge,  For  Panel  Bridge,  M2,  Boile/-type  . . . . 

Training  Aid,  Mode)  Compasses,  Plane  Surface  4.  Lensatic . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

l 

MU-T-26225A 

1730 

82 

3  Sep 

59 

99 

l 

MIL-T-46768C 

2330 

AT 

05  May 

86 

AT 

l 

MIL-T-62109A 

2330 

AT 

16  Jan 

81 

AT 

1 

M1L-T-45382A  (2) 
NOTICE  1 

2330 

AT 

22  Jul 

87 

AT 

YD 

l 

MIL-T-13652A 

2330 

AR 

07  Dec 

67 

AR 

A-A-50681 

49/0 

/82 

30  May 

89 

AL 

99 

MIL-T-46744D 

2330 

AT 

26  Feb 

86 

AT 

YD 

l 

MIL-T-85405 

NOTICE  1 

1740 

AS 

28  Jul 

80 

AS 

l 

MIL-T-85239  (1) 

2330 

AS 

27  Sep 

82 

AS 

l 

MIL-T-38676  (1) 

1740 

82 

15  Jun 

73 

99 

L 

MIL-T-85342A 

1740 

AS 

15  Oct 

85 

AS 

L 

MIL-T.81P44B 

1740 

AS 

01  Nov 

85 

AS 

L 

MIL-T-85537 

1740 

AS 

16  Jon 

83 

AS 

L 

MIL-T-38457A  (1) 

3920 

84 

04  Jon 

67 

99 

L 

MIL-T-46715E 

2330 

YD 

29  May 

84 

YD 

MII-M7479G  (1) 

3920 

ME 

05  Jan 

81 

ME 

SA 

L 

MIL-M9198A 

3920 

ME 

29  Jan 

81 

SA 

l 

MIL-T-38403A 

1730 

82 

19  Mar 

84 

99 

MIL-T-46705D 

2330 

AT 

04  Apr 

86 

AT 

YD 

99 

MIL-T-87°84 

2330 

84 

31  Jon 

89 

99 

MS-521098 

2330 

AT 

16  Feb 

88 

AT 

99 

MIL-T-45316G  (2) 

2330 

AT 

16  Feb 

88 

AT 

MC 

99 

L 

MS-52108D 

2330 

AT 

16  Feb 

88 

AT 

MIL-T-46738F 

2330 

YD 

20  Oct 

84 

AT 

YD 

99 

L 

MIL-T-I3714D  (1) 

2330 

AT 

16  Feb 

88 

AT 

MS-500026A 

2330 

AT 

10  Apr 

85 

AT 

99 

MS-500019A 

2330 

AT 

10  Apr 

85 

AT 

99 

l 

MIL-T-62149 

2330 

AT 

27  Mar 

72 

AT 

l 

MIL-T-62324A  (1) 

2330 

AT 

27  Apr 

84 

AT 

MS-500036C 

2330 

AT 

12  Apr 

85 

AT 

MIL-T-453B6E 

2330 

YD 

20  Jun 

84 

AT 

YD 

99 

MIL-T-4538ID 

2330 

YD 

19  Nov 

84 

AT 

YD 

99 

MIL-T-62357 

2330 

AT 

29  Jul 

83 

AT 

YD 

L 

MIL-T-82330A 

6910 

TD 

11  Aug 

69 

TD 

l 

Mll-T-82347 

6910 

TD 

07  Jon 

66 

TD 

Mll-T-82341 

6930 

TD 

07  Mar 

69 

AV 

TD 

MIL-T-82329C 

INI  AMD  1  (TO) 

6940 

TD 

25  Avg: 

69 

CR 

TD 

99 

l 

MIL-T-4857B 

1240 

AR 

01  Mor 

76 

AR 

L 

MIL-T-63222  (5) 
NOTICE  1 

6920 

AR 

16  Jun 

87 

AR 

L 

MIL-T-48707A 

1115 

AR 

14  Sep 

84 

AR 

L 

MIL-T-82309 

6910 

TD 

21  Jar. 

65 

TD 

l 

MIL-T-45572A  (2) 

6920 

AR 

15  Sep 

87 

AR 

l 

MIL-T-51546 

6910 

EA 

11  Joh 

89 

EA 

l 

MII-T-27584A 

NOTICE  1 

1190 

79 

02  Feb 

87 

79 

l 

Mll-T-62356 

6920 

AT 

15  Apr 

83 

AT 

MIL-T-8182I  (3) 

69GP 

AS 

25  Mar 

83 

AV 

AS 

11 

l 

Mll-T-45555  (1) 

6920 

AT 

02  Mar 

87 

AT 

l 

Mll-T-524408 

6910 

ME 

25  Sep 

80 

ME 

MII-T-9874A  (2) 

6910 

70 

06  Sep 

S3 

TD 

99 

l 

MIL-T-4775C 

6910 

70 

28  Dec 

84 

99 

l 

Mll-T-525038 

6910 

ME 

25  Aug 

81 

ME 

l 

ML-T-82374A 

6910 

TO 

04  Jan 

78 

TD 

l 

Mll-T-29019  (2) 

6910 

TD 

28  Feb 

72 

TD 

L 

Mll-T-29019/3  (2) 

6910 

TD 

08  Mar 

72 

TD 

L 

Mll-T-29019/1 

6910 

TD 

16  Oct 

70 

TD 

l 

MIL-T -29019/2 

6910 

TO 

16  Oct 

70 

TD 

L 

Mll-T-29019/4  (2) 

6910 

TD 

03  Mor 

72 

TD 

l 

M11-T-52439B 

6910 

ME 

24  Aua 

81 

ME 

l 

MIL-T-29006  (1) 

6910 

TD 

23  Sep 

70 

TD 

M1L-T-82332A 

6910 

TD 

01  Mar 

68 

TD 

99 

l 

MIL-T -29007A 

6910 

TD 

02  Dec 

75 

TD 

l 

Mll-T-525348 

6910 

ME 

25  Sep 

80 

ME 

L 

MIL-T-52438B 

6910 

ME 

25  Sep 

80 

ME 

L 

MIL-T-85546A 

6930 

AS 

08  Nov 

85 

AS 

L 

MIL-T-52465B 

6910 

ME 

25  Sep 

80 

ME 

L 

Mll-T-82373 

6910 

TD 

15  Aug 

68 

TD 

l 

MIL-T-29026A 

6910 

TD 

04  Sep 

81 

TD 

Q  L 

Mll-T-82381 

6910 

TD 

04  Jun 

69 

TD 

MIL-T-20177D 

6910 

ME 

19  Apr 

88 

ME 

YD 

L 

MIL-T -52452B 

6910 

ME 

24  Auq 

81 

ME 
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ALPHABETICAL  LISTING 


TITLE 

Training  Aid,  Model  Bridge,  Superstructute,  Glow  60,  Pneumatic  Float,  Floating 
Bridge,  With  Chest 

Training  Aid,  Mockup,  Gyro  Oemonstrotor,  Inertial  Reference  Integrating  Gyro 

(IRiG) 

Training  Aid,  Mockup,  Magnetron  . . . . . . 

Training  Aid,  Model,  Terrain,  Contour  Hill,  Elongated  Map  Reading . . . . . 

Training  Aid,  Model  Bridge.  Bridge,  Floating,  Aluminum,  Highway  Type,  Deck  Balk 
Superstructure  On  Pneumatic  Floats 

Training  Aid,  Night  Vision,  Type  MP-].... . . . . . . . 

Training  Aid,  Panel  Sets,  Grid  Numeral,  Large  And  Small,  Map  Reading  . . . . 

Training  Aid,  Panels,  Declination  Diagram  And  Graphic  Scale,  Map  Reading . 

Training  Aid,  Panel,  Grid  Reference  Box  . . . . . . 

Traininq  Aid,  Personal  Decontamination  Kit  . . . . 

Training  Aid,  Plotting  Board..................................... . . . . 

Training  Aid,  Protractors,  Circular  (Large  And  Small)  Map  Reading  . . . . . 

Training  Aid,  Radio  Magnetic  Indicator  . . . . . . . . . . . . 

Training  Aid,  Rifle,  M16A1,  Two  To  One  Scale  Device  3F68B . . 

Training  Aid,  Rocket  Motor,  GTR-18  . . . . . . . 

Training  Aid,  Scale,  Coordinate  . . . . . . 

Training  Aid,  Scale,  Declination,  Map  Reading  . . . . . . 

Training  Aid,  Seclionolized  Tractor  Engine.. . . . . . . . 

Training  Aid,  Sleeve  Bearing  . . . . . . 

Troining  Aid,  Star  Pelorus  . . . . . . 

Training  Aid,  Tape,  Magnetic  North  Line . . . . . . . . . . 

Training  Aid,  Turbine  Principle  Demonstrator................ . . . 

Training  Aid,  Universal  Display  Panel. . . . . . . . . 

Troining  Cable  Assembly  W5-F. . . . . . . . . . . . 

Training  Devices  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM  09-B21, 

Wash) 

Training  Devices  Photography  Requirements,  General  Specification  For... . 

Training  Devices  (ABCA  20)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM 
MAT  09B21) 

Troining  Devices,  Military,  General  Specification  For . . 

Training  Generator  AN/URA-T1(  ( . . . . . . 

Training  Plug,  Electrical,  For  M109E1 . . . . . . . . . . . 

Training  Requirements  For  Aviation  Weopon  Systems . . . 

Training  Set,  Chemical  Agent  Identification,  Simulants,  M72A2 . 

Training  Set,  Chemical  Agent  Identification,  Simulants,  M72A1 . . . 

Trommels  And  Trammel  Points  . . . . . . 

Tranformer,  Discriminator  (For  Torpedo  Mark  37  Mods  0,  2,  And  3) . . . 

Transceiver  Multiplexers  TD-1288()/GRC  And  TD-1289()(V)/GRC  . 

Transceiver,  Integrated  Tactical  Voice  Security  Equipment,  TSEC/KY*67,  Bancroft, 
And  Ancillary  Equipment 

Transceiver,  Secure,  And  Ancillary  Equipment  . . . . . 

Transceiver,  Secure,  TSEC/KY»67,  Bancroft  &  Ancillary  Equipment  . . 

Transceiver,  Vhf/uhf . . . . . . . . . . . . . . 

Tronscervicol  Intrauterine  Kit . . . . . . . . . . . . . . . 

Transducer  Fluid,  Sonar . . . . . . . . . . . . 

Transducer  Output  (Edition  No.  1),.. . . . . . . . 

Transducer  Counting  Accelerometer. . . . . . . . . . 

Transducer,  Motional  Pickup  TR-299/G(  ( . . . . . . . 

Transducer,  Motional  Pickup,  Vibration,  Velocity . . . . . . . . . . 

Transducer,  Motional  Pickup  TRLM64/A . . . . . . . . . 

Transducer,  Pressure . . . . . . 

Transfer  Of  Barriers  (Edition  1)  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21,  Wosh,  D.c.  20360 

Transfer  Set,  Intravenous  Solution  (Non*VENTED,  27  Inches)  . . . . 

Transfer,  Audio  Frequency  TF4R21AJ.,.., . . . . . 

Transfomer,  &  Inductor  (Audio,- Power  &  High  Rower  Pulse)  Inductor  Power 
TF5S04ZZ938 

Transfomer,  Audio  Frequency  TF4R21AJ  . . . . . . . . . 

Transfomer,  Audio  Frequency  TF4R21AJ  . . . . . . 

Transfomer,  Audio  Frequency  TF4R22AJ  . . . . . . . . . 

Transfomer,  Audio  Frequency  TF4R21AJ  . . . . 

Transfomer,  Audio  Frequency  TF4R21AJ  «... . . . . . . 

Transfomer,  Power  Step  Down  TF5V03ZZ314  . . . . . . . * 

Transforme,  Power,  St  Ep*down,type  TF4SX01  EB206  (Inactive  For  New  Design  ...... 

Transformer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Inductor,  Audio,  Type 
TF5U20ZZ931 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

"T* 

MII-T-13499C 

6910 

ME 

19  Apr 

88 

ME 

70 

i 

Mll-T-82382 

6910 

TD 

10  Jun 

69 

TD 

L 

Mll-T-82380 

6910 

TD 

01  Sep 

69 

TD 

l 

MIL-T-52485B 

6910 

ME 

04  Aug 

81 

ME 

MIL-T-55069C 

6910 

ME 

19  Apr 

88 

ME 

L 

MILT2512IA  (1) 

6910 

70 

06  Jul 

84 

99 

L 

MIL-T-52486B 

6910 

ME 

25  Sep 

80 

ME 

MIL-T-S2502B 

6910 

ME 

25  Sep 

80 

ME 

M  C 

L 

MIL-T-52504B 

6910 

ME 

25  Sep 

80 

ME 

L 

MIL  T-514698  (1) 

6910 

EA 

20  Oct 

87 

EA 

L 

MIL-T-82314B 

6910 

TD 

15  Jun 

84 

TD 

l 

Mll-T-525328 

6910 

ME 

05  Aug 

81 

ME 

l 

MIL-T-29009A 

6910 

TD 

08  Feb 

82 

TD 

t 

MIL-T-82378C 

6910 

TD 

08  Mo r 

83 

TD 

L 

MIL-T-85545A 

1370 

AS 

04  Apr 

86 

AS 

l 

MIL-T-52501B 

6910 

ME 

25  Aug 

81 

ME 

l 

Mll-T-525188 

6910 

ME 

25  Aug 

81 

ME 

l 

MIL-T-82348A 

6910 

TD 

11  Jon 

78 

TD 

L 

M1L-T-82389 

6910 

TD 

15  Oct 

69 

TD 

L 

Mll-T-82388 

6910 

TD 

02  Dec 

69 

TD 

l 

M1L-T-52530B 

6910 

ME 

25  Sep 

80 

ME 

L 

MIL-T-82394 

6910 

TD 

15  Dec 

69 

TD 

L 

MIL-T-29028A 

6910 

TD 

15  Dec 

73 

TD 

L 

MIL-T-48825 

1135 

AR 

08  Apr 

88 

AR 

NOTICE  1 

AQAP-20 

A 

ISDD 

AM 

16  Sep 

83 

A 

DOD-T-29055 

6910 

TD 

16  May 

86 

TD 

QSTD-20  (1) 

ISDA 

AM 

30  May 

84 

MIL-T-23991E 

INT  AMD  2  (ID) 

69GP 

TD 

20  Feb 

74 

AV 

TD 

11 

L 

MIL-T-2534B  (1) 

6940 

CR 

28  Sep 

64 

CR 

l 

MIL-T-48849 

NOTICE  1 

1135 

AR 

08  Apr 

87 

AR 

L 

MIL-T-29053A 

69GP 

TD 

14  Dec 

79 

TD 

L 

MIL-T-51437  (1) 

6910 

EA 

18  Nov 

81 

EA 

L 

Mll-T-51497  (1) 

6910 

EA 

18  Mar 

86 

EA 

GGG-T-6618 

INT  AMD  (1) 

5210 

% 

13  Oct 

66 

l 

MIL-T-81148B 

1355 

OS 

11  Aug 

72 

OS 

L 

MIL-T-49247  (1) 

5805 

CR 

10  Jun 

81 

CR 

L 

MIL-T-49129K 

5810 

CR 

01  Jun 

88 

CR 

l 

Mll-T-29516 

5820 

EC 

15  Jon 

88 

EC 

L 

MII-T-0049129A 

5810 

EC 

09  Mor 

83 

EC 

l 

Mll-T-28849  (2) 

5820 

EC 

13  Jul 

79 

EC 

AA0053145 

6515 

MB 

05  Oct 

87 

MD 

MS 

03 

MIL-T-17128C  (1) 

9150 

SH 

17  Mor 

86 

ME 

SH 

NAT-STD-4286 

ISDN 

SH 

27  Jan 

86 

L 

MS-25447G 

NOTICE  1 

6610 

AS 

11  Dec 

87 

AS 

L 

MIL-T-38531  (3) 

6350 

82 

27  Dec 

88 

99 

l 

MI1.-T-83871A  (1) 

6620 

71 

02  Aug 

86 

99 

l 

Mll-T-83460  (3) 

6610 

71 

26  Jun 

87 

99 

t 

MIL-T-23588C 

1355 

OS 

23  May 

74 

OS 

NAT-STD-2989  (3) 

ISDA 

AM 

31  May 

88 

AM 

A-A-0051974 

6515 

MB 

29  May 

87 

MD 

MS 

03 

MIL-T-27/3A 

NOTICE  1 

5950 

ER 

03  Aug. 

87 

ER 

EC 

85 

MIL-T-27/119A 

5950 

ER 

13  Apr 

88 

ER 

EC 

85 

MIL-T-27/6A 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

M11-T-27/7A 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

MH-T-27/  bA 

5950 

EK 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/9A 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/10A 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

05 

Mll-T-27/27 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MS-I6474C 

NOTICE  1 

5950 

EC 

04  Aug 

88 

ER 

EC 

35 

MIL-T'27/112 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 


Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductors,  Power, 
T0F5S04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse)  Inductors,  Audio 
Frequency,  High  Q,  TF5R20ZZ 

Transformer  &  Inductors,  (Audio,  Power  &  High-power  Pulse),  Inductor,  Power 
TF4S04YY 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power 
TF5S04ZZ 

Transformer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Inductor,  Power 
TF5S04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power 
TF5S04ZZ 

Transformer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse)  Inductor,  Power, 
TF5T04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power  60 
VA,  TF5T04ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power, 
TF4S04AG 

Transformer  8.  Inductors  (Audio,  Power  &  Highpower  Pulse)  Inductors,  Audio 
Frequency,  TF5R20ZZ 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse)  Inductor,  Power, 
TF5S04ZZ 

Transformer  &  Inductor  (Audio  Power  &  High  Power  Pulse)  Inductor  Power 
TF5S04ZZ939 

Transformer  &  Inductor  (Audio  Power  &  High  Power  Pulso)  Inductor  Power 
TF5S04ZZ942 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  High  Q, 
TF5S20ZZ 

Transformer  &  Inductor  (Audio,  Power,  &  High  Power  Pulse),  Inductor,  Power,  Type 
TF5S04ZZ905 

Transformer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Type  TF5S04ZZ903.... 

Transformer  (Chopper  Input),  TF4R21YY  . . . . . . . 

Transformer  And  Inductors,  Non-explosive,  General  Specification  For . 

Transformer  And  Inductors  (Audio,  Power,  And  High  power  Pulse)  Inductors,  Audio 
Frequency,  High  Q,  TF5R20ZZ 

Transformer  And  Inductor  (Audio,  Power  And  High-power  Pulse)  Inductors,  High  Q, 
TF5R20ZZ 

Transformer  And  Inductors  (Audio,  Power,  And  High-power  Pulse),  Inductors,  Audio 
Frequency,  High  O,  TF5R20ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Power, 
TF5R04ZZ 

Transformer  And  Inductor  (Audio,  Power  And  High-power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor,  Power, 
TF5T04ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High-power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Power, 
TF5S04ZZ 

Transformer  And  inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor,  Power, 
TFSR04ZZ 

Transformer  And  Inductors  (Auo'io,  PowerAnd  High  Power  Pulse)  Inductor,  Power, 
TF4R04FA 

Transformer  And  Inductors  (Audio,  Power,  And  High  Power  Pulse)  Inductors,  Audio 
Frequency,  TF5S20ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High-power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformer  And  Inductors  (Audio,  Power  And  High-power  Pulse)  Inductor,  Audio, 
Type  TF4U20YY930 

Transformer  And  Inductor  (Audio,  Power,  And  High  Power  Pulse)  General 
Specification  For 

Transformer  Assembly . . . . . . . . . . . 

Transformer  Audio  Frequency  TF4R21AJ002  . . . . . . 

Transformer  Audio  Frequency  TF5S21YY944  . . . . . . . . . 

Transformer  Power,  Step  Down  TF5S03ZZ936 . . . . . 

Transformer  Power  TF5S03ZZ940 . . . . . . . . . . 

Transformer  Power  Step  Down  TF5S03ZZ946  . . . . . 

Transformer  Power  Stepdown  Step  Up  TFS03ZZ948  . . . . . 

Transformer  Power  Step  Down  TF4T03YY95C 

Transformer  Power  Step  Down  TE5V03ZZ953  . . . . . . . 

Transformer  Power  TF5703ZZ894 . . . . . . 

Transformer- Rectifier  TEK*9/A24B*4(V)  . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MIL-T-27/234 

5950 

ER 

06  Jul 

78 

ER 

EC 

85 

MIL-T-27/356B 

5950 

ER 

25  Jan 

85 

ER 

EC 

85 

MIL-T-27/241A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MU.-T-27/3C3 

NOTICE  1 

5’ 

CR 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/310 

NOTICE  1 

59-- 

cR 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/303 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/304 

NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

Mll-T-27/305 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/229 

5950 

ER 

30  May 

78 

ER 

EC 

85 

Mll-T-27/259 

5950 

ER 

23  Od 

78 

ER 

EC 

85 

MIL-T-27C/171B 

5950 

ER 

16  Nov 

87 

ER 

EC 

85 

MIL-T-27/142B 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/160A 
NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/120A 

5,50 

Ell 

31  Apr 

88 

ER 

EC 

85 

MIL-T-27B/123A 

5950 

ER 

19  Apr 

88 

ER 

EC 

85 

MIL-T-27/124C 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MIL-T-27/88 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MIL-T-27/86 

5950 

ER 

22  Apr 

76 

ER 

EC 

85 

Mll.-T.27/ 185 

5950 

ER 

05  Oct 

77 

ER 

EC 

85 

MIL-T-83720  (1) 
NOTICE  1 

5950 

85 

19  Apr 

71 

85 

MII-T-27/1&38 
NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

Mll-T-27/168 

5950 

ER 

05  Apr 

77 

ER 

EC 

35 

MII-T-27/161A 
NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

MIL-T-27/286A 

5950 

ER 

12  Jul 

82 

ER 

EC 

85 

MIL-T-27/149B 

5950 

ER 

21  May 

87 

ER 

EC 

85 

Mll-T-27/226 

5950 

ER 

19  May 

78 

ER 

EC 

85 

MIL-T-27/208A 

5950 

ER 

14  Jun 

88 

ER 

EC 

85 

Mll-T-27/289 
NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

Mll-T-27/298 
NOTICE  1 

5950 

EP 

C8  Jul 

88 

ER 

EC 

85 

Mll-T-27/209 

5950 

ER 

28  Dec 

78 

ER 

EC 

85 

MII-T-27/215B 
NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

MII-T-27/98B 
NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/111 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27E  (1) 

SUPPl  IB 

5950 

ER 

06  Aug 

87 

ER 

EC 

85 

Mll-T-45894 

1135 

AR 

07  Ju! 

77 

AR 

Mll-T-27/4 

5950 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 
Mll-T-27/125 
NOTICE  I 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MII-T-27/I17A 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

Mll-T-27/121 

NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/1273 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/129 
NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

Mll-T-27/131 
NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/134A 

5950 

ER 

23  Apr 

79 

ER 

EC 

85 

Mll-T-27/77 

5950 

ER 

29  Aug 

75 

ER 

EC 

85 

Mll-T-81748 

5895 

AS 

30  Nov 

70 

AS 

743 


ALPHABETICAL  LISTING 


Tine 

Transformer  Synchro  Overload,  60  Cycle  And  400  Cycle,.,.. . . . 

Transformer  Unit, . . . . . . . . . . . . . . . 

Transformer  230  000  Volts  &  Below  833/958  Through  8333/10  417  Kvo.smgte 
Phase,  &  750/862  Through  60  000/80  000/100  000  Kva,  Three  Phase,  American 
National  Standard  Requirements  For  -  13  Sept  76 
Transformer.with  Separable  Insulated  High  Voltage  Connectors,  High  Voltage, 

34,500  GrdY/19  920  Volts  &  Below,  Low  Voltage  240/120  Volts,  167  Kva  & 
Smaller,  Pad  Mounted,  Comportmental  Type,  Self  Cooled,  Single  Phase 
Distribution  -  12  Jan  81 

Transformer,  &  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductors,  Power, 
TF4S04 

Transformer,  And  Inductors  (Audio,  Power  And  High-power  Pulse),  Inductors,  Power, 
TF5V04ZZ 

Transformer,  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor,  Audio 
Frequency,  High  Q,  TF5R20ZZ 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . . . . . . 

Transformer,  Audio  Frequency,  Sub  Miniature,  TFSR21ZZ  . . . . . . 

Transformer,  Audio  Frequency,  TF5521ZZ. . . . . . . 

Transformer,  Audio  Frequency,  TF4R21YY  . . . . 

Transformer,  Audio,  TF4R21YY . . . . . . 

Transformer,  Audio  Frequency,  TF4S21AJ . . . . . . . 

Transformer,  Audio  Frequency,  TF5S21ZZ  . . . . . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . . . . . . 

Transformer,  Audio  Frequency,  TF5521ZZ................ . . . . . . 

Transformer,  Audio  Frequency,  Sub-miniature  TF5R21ZZ . . . . . . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . . . . . . . . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . . . . . . . . . 

Transformer,  Audio  Frequency,  Ultra  Miniature,  TF5R21ZZ . . . . 

Transformer,  Audio  Frequency,  Sub  Miniolure,  TF5R21ZZ  . . . . . . 

Transformer,  Audio  Frequency,  Ultra  Miniature,  TF5R21ZZ . 

Transformer,  Audio  Frequency  Telephone  Interconnect  TF5R21ZZ . . . . 

Transformer,  Audio  Frequency  TF5R21ZZ895 . . . . . . . . . 

Transformer,  Audio  Frequency,  TF5R21ZZ  . . . 

Transformer,  Audio  Frequency,  TF5S21ZZ  . . . . . . . . 

Transformer,  Audio  Frequency  TF5R21ZZ896 . . . . . . 

Transformer,  Audio  Frequency,  Sub-miniature,  TC5R21ZZ9!5 . . . . . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . . . . . . 

Transformer,  Audio  Frequency,  Sub  miniature,  TF5R21ZX916.,... . . . 

Transformer,  Audio  Frequency  TF4R21AG891  . . . . . . . 

Transformer,  Audio  Frequency  TF5R21ZZ . . . . . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . . . . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . . . . 

Transformer,  Audio  Frequency  TF5S21ZZ . . . . . . . . 

Transformer,  Audio  Frequency,  TF4R21AJ . . . . . . . . . . 

Transformer,  Audio  Frequency  TF5R21ZZ315 . . . . . 

Transformer,  Audio  Frequency  TF4R2 1 A J3 16... . . . . . . . . 

Transformer,  Audio  Frequency  T.e5V21ZZ318  . . . . . . . . 

Transformer,  Audio  Frequency  TF4R21YY  &  TF4S21YY  . . . . 

Transformer,  Audio  Frequency,  TF4R21YY  And  TF4S21YY  (Inactive  Use  M27/2-02.... 
Transformer,  Audio  Frequency  TF4R21AJ . . . . . 

Transformer,  Current,  Type  D&l  (Supersedes  32498)  . . . . 

Transformer,  Dry*typc,  Power  Distribution,  Step  Up  And  Step  Down  Service,  1000 
Kva  And  Below 

Transformer,  Dry  Type  Distribution  &  Power,  Test  Code  ror  -  29  Nov  78..... . . 

Transformer,  Impedonce  Matching,  Bofonce  To  Unbalance  (Baiun) . 

Transformer,  Impedance  Matching  (Baiun),  Receive  Only . . . . . . 

Transformer,  .‘.-.darter;.  And  Ceils  Selector.  And  Use  Of . . 

Transformer,  Intermediate  Frequency,  Radio  Frequency,  And  Discriminator,  General 
Specification  For 

Transformer,  Power,st  Ep-down,type  TF4SX01  GA209  (Inactive  For  New  Design  ...... 

Transformer,  Power,  Stepup,  3  Phase... . . . . . . . . . . . 

Transformer,  Power,  Step  Down,  10525915 . . . . . . . . . 

Transformer,  Power  Distribution . . . . . . . 

Transformer,  Power,  Step  Down  &  Step  Up,  Type  TF4RX03JB221  (Inactive  For  New 
Design) 

Transformer,  Power,  Autotransformers,  Ai.d  Step  Down,  400  Cycle...... . . . . 

Transformer,  Power,  Step  Down,  10525900... . . . «... . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-150120 

5950 

EC 

03  Oct 

63 

ME 

EC 

MIL-T-14605A 

NOTICE  1 

5950 

EA 

18  Aug 

88 

EA 

ANSI  057.12,10-77 

6120 

YD 

28  Jun 

85 

ME 

YD 

99 

ANSI  C57.12.25-81 

6120 

YD 

15  Aug 

85 

ME 

YD 

99 

M1L-T-27B/174A 

5950 

ER 

16  Nov 

87 

ER 

EC 

85 

MIL-T-27/207 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Mll-T-27/285 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/263 

5950 

ER 

23  Mar 

79 

ER 

EC 

85 

Mll-T-27/277 

5950 

ER 

03  May 

79 

ER 

EC 

85 

M1L-T-27/283 

5950 

ER 

28  Sep 

79 

ER 

EC 

85 

MIL-T-27/200A 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

Mlt.-T.27/I66A 

5950 

ER 

22  Jan 

85 

ER 

EC 

85 

MIL-T-27/307 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/290A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/167C 

5950 

ER 

15  Apr 

87 

ER 

EC 

85 

MIL-T-27/247B 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  I 

MII-T-27/I72C 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MIL-T-27/170A 

5950 

ER 

14  Sej> 

77 

ER 

EC 

85 

MIL-T-27/1658 

5950 

ER 

06  Aug 

85 

ER 

EC 

85 

MIL-T-27/176 

5950 

ER 

24  May 

77 

ER 

EC 

85 

MIL-T-27/144A 

5950 

ER 

24  May 

79 

ER 

EC 

85 

MIL-T-27A/357B 

5950 

ER 

14  Jun 

88 

ER 

EC 

85 

MIL-T-27A/358B 

5950 

ER 

14  Jun 

88 

ER 

EC 

85 

MIL-T-27/359 

5950 

ER 

11  Jul 

84 

ER 

EC 

85 

MII-T-27/323A 

5985 

ER 

07  Mar 

86 

ER 

EC 

50 

MIL-T-27/78 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/103C 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/126B 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MIL-T-27/79 

5950 

ER 

29  Aug 

75 

ER 

EC 

85 

MIL-T-27/96 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/71B 

5950 

ER 

11  Jul 

79 

ER 

EC 

85 

MIL-T-27/72A 

5950 

ER 

18  May 

77 

ER 

EC 

85 

MIL-T-27/97B 

5950 

ER 

14  Jon 

88 

ER 

EC 

85 

Mll-T-27/74 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MII-T-27/76C  (1) 

5950 

ER 

15  May 

85 

ER 

EC 

85 

MII-T-27/67A 

5950 

ER 

18  May 

77 

ER 

EC 

85 

MIL-T-27/68A 

5950 

ER 

18  May 

77 

ER 

EC 

85 

MIL-T-27/69A 

5950 

ER 

18  May 

77 

ER 

EC 

85 

MIL-T-27/70B 

5950 

ER 

11  Jul 

79 

ER 

EC 

85 

MIL-T-27/5A 

5950 

ER 

06  Dec 

76 

ER 

EC 

85 

MIL-T-27/29A 

5950 

ER 

15  Apr 

87 

ER 

EC 

85 

MII-T-27R/30A 

5950 

ER 

13  Aug 

87 

ER 

EC 

85 

MIL-T-27/32 

5950 

ER 

29  Aug 

75 

ER 

EC 

85 

MII-T-27/1C 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

MIL-T-27/2D 

5950 

ER 

28  Jun 

88 

ER 

EC 

85 

MII-T-27/11A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

Mll-T-5383  (1) 

5950 

85 

09  Apr 

54 

85 

MIL-T-82402 

6120 

CG 

05  Mar 

65 

CG 

IEEE  C57.12.91-79 

6120 

YD 

07  Jun 

85 

ME 

YD 

99 

MIL-T-28732C 

5950 

EC 

06  Apr 

84 

EC 

MIL-T-28767 

5950 

EC 

26  Mar 

71 

EC 

-.'IL-S7D-1235D 

5950 

ER 

30 

87 

ER 

EC 

85 

NOTICE  3 

MIL-T-55631  (2) 

5950 

ER 

12  Jul 

82 

ER 

EC 

85 

MS-164716 

5950 

EC 

04  Aug 

88 

ER 

EC 

85 

NOTICE  1 

Mll-T-28778 

5950 

EC 

01  Feb 

72 

EC 

Mll-T-60193  (2) 

5950 

AR 

12  Jul 

68 

AR 

W-T-631C  (2) 

6120 

•ME 

07  Oct 

66 

ME 

YD 

99 

MS-16403D 

5950 

EC 

04  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-9219  (2) 

5950 

85 

04  Jun 

65 

85 

MIL-T-60206  (2) 

5950 

AR 

12  Jul 

68 

AR 

744 


ALPHABETICAL  LISTING 


TITLE 


Transformer,  Power,  Step-down  Type  TF4RX02HA203 ................ . 

Transformer,  Power,  Isolation,  Series  Circuit,  Airport  Lighting,  Genero!  Specification 
For 

Transformer,  Power,  Step  Down,  10525910. . . . . . . . . 

Transformer,  Power,  Step-down  Type  TF4SX01FA208  (Inactive  For  New  Design 
After  23  Jun  1981 

Transformer,  Power,  Step  Down  (Miscellaneous,  Navol  Shipboard  Use)  (Novy)  . . 

Transformer,  Power  Step-up............. . . . . . . 

Transformer,  Power  5.76  VA  60  HZ  TF5S03ZZ. . . . . . 

Transformer,  Power,  Step-down  Type  TF4SX01EA207  (Inactive  For  New  Design 
After  23  Jun  1981) 

Transformer,  Power,  Step  Down,  TF5R03ZZ. . . . . . . . . 

Transformer,  Power,  isolation.  Series  Circuit  Airport  Lighting,  6.6/6.6  Amperes  . . 

Transformer,  Power,  107  Voltamperes,  3-PHASE,  Type  TF5S03YY., . . . . 

Transformer,  Power,  Isolation,  Airport  Lighting  100W/2  /20A/5,000V  (Asg) . . . 

Transformer,  Power  TF5S03ZZ  . . . . . 

Transformer,  Power,  Step-up,  Step-down.......... . . . . . . . ..... 

Transformer,  Power,  5  VA,  60  HZ,  TF4503E8  . . . . . . 

Transformer,  Power,  Isolation,  Airport  Lighting,  500W/20A/20A/5000V  . . 

Transformer,  Power,  15  VA,  60  HZ,  TF4503FA  . . . . . . . . 

Transformer,  Power,  Step-up  . . . . . . . . . . 

Transformer,  Power,  100  VA  To  140  VA,  60  HZ,  TF4S03JA . . . 

Transformer,  Power,  Isolation,  Airport  Lighting,  300W/20A/20A/5000V  (Asg)  ....... 

Transformer,  Power,  160  VA  &  170  VA,  TF4S03KA  . . . . 

Transformer,  Power,  Step  Down  &  Step  Up,  Type  TF4RX03JB002  . . 

Transformer,  Power,  7  Voltamperes,  400  HZ,TF5S03ZZ . 

Transformer,  Power,  Isolation,  Airport  lighting,  300W/6.6A/20A/5000V  (Asg) . . 

Transformer,  Power,  10  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . 

Transformer,  Power,  Isolation,  Airport  Lighting,  300W/20A/6.6A/5000V . . . . 

Transformer,  Power,  25  Voltamperes,  400  HZ,  TF5S03ZZ  . . . 

Transformer,  Power,  Isolation-airfield  Lighting,  200W/20A/6.6A/5000V . 

Transformer,  Power,  Step  Down,  3-PHASE  TF4S03YY . . . 

Transformer,  Power  Isolotion-airport  Or  Airfield  lighting,  200W/6.6A/6.6A,  5000V 

Transformer,  Power,  50  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . . . 

Transformer,  Power,  Isolation-airfield  lighting,  30-45W/6.6A/6.6A,  5000V  . . 

Transformer,  Power,  120  Voltamperes,  400  HZ,  TF5S03ZZ  . . 

Transformer,  Power,  Isolation,  Airport  lighting,  500W/20A/6.6A/5000V . . . . 

Transformer,  Power,  150  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . . . 

Transformer,  Power,  Isolation,  Airport  Lighting,  300W/6.6A/6.6A/5000V  . . 

Transformer,  Power,  2  Voltamperes,  400  HZ,  TF5S03ZZ . . . . . 

Transformer,  Power,  Isolation,  Airport  lighting,  500W/6.6A/6.6A/5000V  . 

Transformer,  Power,  6  Voltamperes,  400  HZ,  TF5S03ZZ... . . . . 

Transformer,  Power,  Isolation,  Airport  lighting,  500W/6.6A/20A/5000V . 

Transformer,  Power,  15  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . . . 

Transformer,  Power.  lsolation-airfield  Lighting,  30-45W/20A/6.6A,  5000V  . . 

Transformer,  Power,  24  Voltamperes,  400  HZ,  TF5S03ZZ  . . . 

Transformer,  Pc wer,  80  Voltamperes,  4C0  HZ,  TF5S03ZZ  . . . . . . 

Transformer,  Power,  175  Voltamperes,  400  HZ,  TF5S03ZZ  . . . 

Transformer,  Power,  90  Voltomperes,  3  Phase,  Type  TF5S03YY  . . . 

Transformer,  Power,  120  Voltomperes,  3  Phase,  Type  TF5S03YY.... . . . . . 

Transformer,  Power,  150  Voltamperes,  3  Phase,  Type  TF5S03YY . . . . 

Transformer,  Power,  200  Voltamperes,  3  Phase,  Type  TF5S03YY . . . . 

Transformer,  Power,  270  Voltomperes,  3  Phase,  Type  TF5S03YY, . . . . . . 

Transformer,  Power,  375  Voltomperes,  3  Phase,  Type  TF5SC3YY... . . . . 

Transformer,  Power,  15  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . 

Transformer,  Power,  25  Voltomperes,  400  HZ,  TF5S03ZZ  . . . . . 

Transformer,  Power,  50  Voltamperes,  400  HZ,  TF5S03ZZ  . . . . . . 

Transformer,  Power,  75  Voltomperes,  400  HZ,  TF5S03ZZ  . . . . . 

Transformer,  Power,  100  Voltamperes,  400  HZ;  TF5S03ZZ  . . . . ....... 

Transformer,  Power  TF5S03ZZ  . . . . . . . . . . . 

Transformer,  Power  Step  Down,  TF4S03KB  . . . . . . . . 

Transformer.  Power,  Step  Down  TF4S03FA  . . . . . . . . . 

Transformer,  Power,  Step  Down  &  Step  Up -TF4S03FA . . . 

Transformer,  Power,  Step  Down  And  Step  Up,  TF4503JA . . . . 

Transformer,  Power,  Step  Down  TF4S03AH . . . . . 

Transformer,  Power,$fep  Down,  Autotransformer,  TFST03ZZ . . . . 

Transformer,  Power,  Step  Up,  TF5S03ZZ . . . . . 

Transformer,  Power,  Step-down,  TF4S03FB  . . . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ.. . . . . . 

Transformer,  Power,  Isolation,  TF5T03ZZ.... . . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ. . . . 

Transformer,  Power,  Step  Down,  TFM03ZZ . . . ...... 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

MS-16450F 

5950 

EC 

20  Mar 

86 

ER 

EC 

85 

MIL-T-27535A  (2) 

5950 

85 

12  Oct 

65 

AS 

85 

SUPP  1A 

Mll-T-60207  (2) 

5950 

AR 

12  Ju! 

68 

AP. 

MS-16472C 

5950 

EC 

04  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MII-T-16315C  (3) 

5950 

SH 

05  Nov 

56 

SH 

MIL-T-83720/8B 

5950 

85 

15  Apr 

88 

85 

NOTICE  1 

MIL-T-27/18A 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MS-16473C 

5950 

EC 

04  Aug 

88 

ER 

EC 

85 

NOTICE  1 

Mll-T-27/324 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-52497A 

5950 

ME 

12  Sep 

72 

ME 

MIL-T-27/364 

5950 

ER 

04  Dec 

86 

ER 

EC 

85 

MS-27362A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27A/325 

5950 

ER 

07  Mor 

86 

ER 

EC 

85 

MIL-T-83720/13 

5950 

85 

20  Dec 

68 

85 

NOTICE  1 

MIL-T-27/326B 

5950 

ER 

02  Apr 

84 

ER 

EC 

85 

MS-273028 

5950 

85 

15  Apr 

88 

AS 

85 

NOTICE  1 

MIL-T-27/327C 

5950 

ER 

19  Jan 

89 

ER 

EC 

85 

MIL-T-83720/22 

5950 

85 

26  Dec 

69 

85 

MIL-T-27/330B 

5950 

ER 

02  Apr 

84 

ER 

EC 

85 

MS-27305A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27/33IB 

5950 

ER 

02  Apr 

84 

ER 

EC 

85 

MS-90027G 

5950 

ER 

20  May 

82 

ER 

EC 

85 

MIL-T-27/332C 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MS-27306A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27/333C 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MS-27I53A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-2//33/C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-272868 

5950 

85 

15  Apr 

88 

85 

NOTICE  1 

MIL-T-27/138 

5950 

ER 

31  Jan 

77 

ER 

EC 

85 

MS-272888 

5950 

85 

15  Apr 

88 

85 

NOTICE  1 

MIL-T-27/335C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27289B 

5950 

85 

15  Apr 

88 

85 

NOTICE  1 

MIL-T-27/336C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27133A 

5950 

85 

18  Aug 

65 

AS 

85 

MII-T-27/337C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27134A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27/338C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27I35A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27/339C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27 136A 

5950 

85 

18  Aug 

65 

AS 

85 

MIL-T-27/340C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MS-27I37B 

5950 

85 

18  Aug 

65 

85 

MIL-T-27/34IC 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T-27/342C 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T-27/343C 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/344B 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T-27/345B 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/346B 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/347C 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/3488 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T-27/349B 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/3508 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T-27/3518 

5950 

ER 

17  Jan 

86 

ER 

EC 

85 

MIL-T -27/3528 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MII-T-27/353B 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/354B 

5950 

ER 

17  Jon 

86 

ER 

EC 

85 

MIL-T-27/355 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/151A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/180 

5950 

ER 

18  Apr 

77 

ER 

EC 

85 

MII-T-27/181A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/I83B 

5950 

ER 

18  Jul 

78 

ER 

EC 

85 

MIL-T-27/184A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MII-T-27/187A 

5950 

ER 

21  Aug 

86 

ER 

EC 

85 

MIL-T-27/188 

5950 

ER 

15  Aug 

77 

ER 

EC 

85 

MIL-T-27/153A 

5950 

ER 

03  Jon 

78 

ER 

EC 

85 

Mll-T-27/255 

5950 

ER 

06  Nov 

78 

ER 

EC 

85 

MIL-T -27/256 

5950 

ER 

30  Jan 

79 

ER 

EC 

85 

MIL-T-27/22IA 

5950 

ER 

07  Oct 

87 

ER 

EC 

85 

MIL-T-27/222A 

5950 

ER 

07  Oct 

87 

ER 

EC 

05 

745 


ALPHABETICAL  LISTING 


TITLE 


Transformer,  Power,  Step  Down,  7F5T03ZZ . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ . . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ . . . . . . 

Transformer,  Power,  Isolation,  Shielded,  TF4R03YY  . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5T03ZZ . . . . . . 

Transformer,  Power,  Step  Down,  TF4S03E8. . . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ..... . . . . . . . . . . 

Transformer,  Power,  Step  Down  TF5R03ZZ  . . . . . . 

Transformer,  Power,  Step  Down  TF5R03ZZ . . . . . . . 

Transformer,  Power,  Step  Down  TF5V0372 . . . . . . . . 

Transformer,  Power,  Step  Up  TF4V03YY  . . . . . . . 

Transformer,  Power,  Step  Down,  TF4R03 . . . . . . . . 

Transformer,  Power,  Step  Down  &  Step  Up,  TF4R03, . . . . . . . 

Transformer,  Power,  Step  Up,  TF4R03 . . . . . . . 

Transformer,  Power,  Step  Down,  TF4S03EA  . . . . . 

Transformer,  Power,  Step  Up  And  Step  Down,  Electrostatically  Shielded,  TF5T03ZZ.. 

Transformer,  Power,  15  VA,  TF5T03ZZ . . . . . 

Transformer,  Power,  50  VA,  TF5T03ZZ.. . . . . . . . . . . 

Transformer,  Power,  Step  Up,  178  Voltamper,  TF5T03ZZ . . . . 

Transformer,  Power,  Sted  Down,  TF5S03ZZ . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ  &  TF5T03ZZ . . . . . . . . 

Transformer,  Power,  Step  Down  &  Step  Up,  TF5S03ZZ . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ . . . . . . . 

Transformer,  Power,  Sted  Down,  TF5503ZZ . . . . . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ...-..................*.... . . . . . . 

Transformer,  Power,  Step  Down,  TF4S03AJ  . . . . . 

Transformer,  Power,  Step  Down,  TF5V03ZZ  8.  TF5S03ZZ  . . . . 

Transformer,  Power,  Step  Up  And  Step  Down  TF5S03ZZ . . . . . . . . . 

Transformer,  Power,  Step  Up.  TF5S03ZZ . . . . . . . . . . 

Transformer,  Power,  TSF5S03ZZ,  Metric  . . . . 

Transformer,  Power,  TF4V03JA . . . . . . . . . 

Transformer,  Power,  TF5V03ZZ., . . . . . . . . . . . . 

Transformer,  Power,  0.6  VA,  10/15  Khz,  TF5V03ZZ . 

Transformer,  Power,  Step  Down,  Three  Phase  HZ,  TF5303ZZ  Metric . . . . 

Transformer,  Power,  30  VA,  400  HZ,  TF4503YY  . .  . . . 

Transformer,  Power,  150  VA,  400  HZ,  TF4S03YY . 

Transformer,  Power,  TF5T03ZZ . . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ . . . 

Transformer,  Power,  Step  Down,  TF5V03ZZ. . . . . . . . 

Transformer,  Power,  Step  Down,  TF4S03FA  . . . . . . . . . . 

Transformer,  Power,  Step  Down,  TF5S03ZZ. . . . 

Transformer,  Power,. Step  Down,  TF4S03HA  . . . . . . . . . . 

Transformer,  Power,  112  VA,  Step  Up  TF5S03ZZ  . . . . - 

Transformer,  Power,  Step  Down,  TF4S03YY . . . . . . 

Transformer,  Power,  Step  Down  TF5S03ZZZ . . . . . . . 

Transformer,  Power  Step  Up  TF5S03ZZ319  . . . . . . . . . . . 

Transformer,  Power,  Voltage  Regulating . . . . . . . 

Transformer,  Power  Step  Down  &  Step  Up,  Type  TF4R03HA322  . . . . 

Transformer#  Power  1.5 -Volt  Amperes  400  HZ  TF5S03ZZ4C0  TO  TF5503ZZ443 
Inclusive 

Transformer,  Power  1,5  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF5S03ZZ444 
To  TF5S03ZZ487-  Inclusive 

Transformer,  Power3  Volf  Amperes  400  HZ  TF5SC3ZZ488  To  TF5S03ZZ53  Inclusive 
Transformer,  Power  3  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF5S03ZZ532  To 
TF5S03ZZ575  Inclusive 

Transformer,  Power  6  Volt  Amperes  400  HZ  TF5S03ZZ576  To  TF5S03ZZ619 
Inclusive 

Transformer,  Power  6  Volt  Amperes  400  HZ  Electrostatic. Shielded  TF5S03ZZ620  To 
TF5S03ZZ663  Inclusive 

Transformer,  Power  9  Volt  Amperes  400  HZ  TF5S03ZZ664  To  TF5S03ZZ707 
Inclusive 

Transformer,  Power  16  Volt  Amperes  400  HZ  TF5S03ZZ708  To  TF5S03ZZ751 
Inclusive 

Transformer,  Power  16  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF5S03ZZ752 
To  TF5S03ZZ795  Inclusive 

Transformer,  Power  25  Volt  Amperes  400  HZ  TF5S03ZZ796  To  TF5S03ZZ839 
Inclusive 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MIL-T-27/223A 

5950 

ER 

07  Oct 

37 

ER 

EC 

85 

MIL-T-27/224A 

5950 

ER 

07  Oct 

87 

ER 

EC 

85 

MIL-T-27/225B 

5950 

ER 

14  Jun 

88 

ER 

EC 

85 

Mll-T.27/227 

5950 

ER 

19  May 

78 

ER 

EC 

85 

MIL-T-27/235B 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/220 

5950 

ER 

19  May 

78 

ER 

EC 

85 

MIL-T-27/154 

5950 

ER 

01  Apr 

77 

ER 

EC 

85 

MIL-T.27/291A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T *27/293 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/295A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL*T*27/296A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MH-T-27/311C 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MIL-T-27B/300B 

5950 

PR 

05  Jul 

88 

ER 

EC 

85 

Mil-T-27/301 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/302A 

5950 

EC 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/155A 

5950 

ER 

26  Oct 

77 

ER 

EC 

85 

MII-T.27/199C 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

MIL-T-27/211A 

5950 

ER 

08  May 

86 

ER 

EC 

85 

MIL-T-27/212A 

5950 

ER 

08  May 

86 

ER 

EC 

85 

MIL-T-27/213A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

Mll-T.27/192 

5950 

ER 

18  Oct 

77 

ER 

EC 

85 

MIL-T-27/I93A 

5950 

ER 

15  Moy 

78 

ER 

EC 

85 

MIL-T-27/I94A 

5950 

ER 

15  May 

78 

ER 

EC 

85 

MIL-T-27/195 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/201 

5950 

ER 

18  Aug 

77 

ER 

EC 

85 

MIL-T-27/202 

5950 

ER 

25  Nov 

77 

ER 

EC 

85 

MIU.27/156A 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 

MII-T-27/284C 

3950 

ER 

14  Jun 

82 

ER 

EC 

85 

MIL-T-27/265 

5950 

ER 

07  Mar 

79 

ER 

EC 

85 

MIL-T *27/266 

5950 

ER 

07  Mar 

79 

ER 

cC 

85 

DOD-T-27/267B 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

Ma*T*27/2/,8B 

5950 

ER 

29  Apr 

85 

ER 

EC 

85 

MIL-T-27/269B 

5950 

ER 

29  Apr 

35 

ER 

EC 

85 

MH..T.27/270B 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

DOD-T-27/272 

5950 

ER 

04  Apr 

79 

ER 

E' 

85 

MIL-T-27/275B 

5950 

ER 

10  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MII-T-27/276A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T-27/260A 

5950 

ER 

07  Oct 

87 

ER 

EC 

85 

MII-T-V7/281 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 

MILT-27/262 

5950 

ER 

30  Jan 

79 

ER 

EC 

85 

Mll-T-27/1578 

5950 

ER 

29  Apr 

85 

ER 

EC 

85 

MIL-T-27/158 

5950 

ER 

10  May 

77' 

ER 

EC 

85 

MII-T-27/148A 

5950 

ER 

10  Oct 

84 

ER 

EC 

85 

MIL-T-27/139 

5950 

ER 

01  Mar 

77 

ER 

EC 

85 

Mll-T-27/140 

5950 

CR 

26  Jan 

77 

ER 

EC 

65 

MII-V27/141 

5950 

ER 

26  Jan 

77 

ER 

EC 

85 

Mll-T-27/33 

5950 

ER 

03  Aug. 

87 

ER 

EC 

85 

NOTICE  1 

MII-T-981A 

5950 

EC 

11  Aug 

60 

EC 

MIL-T -27/36A 

5950 

ER 

28  Jan 

88 

ER 

EC 

85 

MIL-T-27/37B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/38B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/39B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T.27/40B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/41B 

5950 

tR 

0/  Feb 

84 

ER 

EC 

65 

MIL-T-27/428 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/43B 

5950 

ER 

07  Feb 

84- 

ER 

EC 

85 

MIL-T-27/44B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/453 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/46B 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

746 


ALPHABETICAL  LISTING 


TITLE 


Tronsformer,  Power  25  Volt  Ampere*,  400  HZ,  Electrostatic  Shielded  TF5S03ZZ840 
To  TF5S03ZZ883  Inclusive 

Transformer,  Power  1.5  Volt  Amperes  400  HZ  TF4S03YY  . . . 

Transformer,  Power  Step  Down  3  Phase  Type  TF4S03YY312.......... . . . . 

Transformer,  Power,  3.0  Volt  Amperes  400  HZ  TF57032Z313  . . . . 

Transformer,  Power  Step  Up  TF5V03ZZ317  . . . . . . . . 

Transformer,  Power-52  VA  60  HZTF5S03ZZ . . . . . 

Transformer,  Power,  Step  Up,  TF4R03MA932  . . . . . . . 

Transformer,  Power,  Step  Down,  TF5V03ZZ919...... . . . . . . . 

Transformer,  Power,  Step  Down,  TF4RQ3KA921  . . . . . . . . 

Transformer,  Power,  Stepdown  TF5S03ZZ937  . . . 

Transformer,  Power,  Step-up,  TP5T0322955 . . . . . . 

Transformer,  Power  1,5  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Transformer,  Power,  Step-down,  TF5S03Z2  . . 

Transformer,  Power  Step  Down  TF403AG890  . . . . 

Transformer,  Power,  Stepdown,  TF5R03ZZ897  {Inactive  For  New  Design) . . 

Transformer,  Power  Step  Down  TF5R03ZZ899 . . . . . . 

Tronsformer,  Power  Step  Down  &  Step  Up  TF5S03ZZ900. . . . . . . 

Transformer,  Power  3  Volt  Amperes,  400  HZ  TF4S03YY  . . . . 

Tronsformer,  Power  3  Volt  Amperes  ^00  HZ  Electrostatic  Shielded  TF403YY., . 

Transformer,  Power  6  Volt  Amperes  400  HZ  TF4S03YY.... . . . 

Transformer,  Power  6  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Tronsformer,  Power  9.0  Volt  Amperes  400  HZ  TF4S03YY  . . . . 

Transformer,  Power  16  Volt  Amperes  400  HZ  TF4S03YV . . . . 

Transformer,  Power  25  Volt  Amperes  400  HZ  TF4S03YY . . . . 

T  ansformer,  Power  50  Volt  Amperes  400  HZ  TF4S03YY . . 

Transformer,  Power  75  Volt  Amperes  400  HZ  TF4S03YY..... . . . 

Tronsformer,  Power  100  Volt  Amperes  400  HZ  TF4S03YY . . . . . 

Tronsformer,  Power  250  Volt  Amperes  400  HZ  TF403YY . . . . . 

Transformer,  Power,  16  Volt  Amperes,  400  HZ,  Electrostatic  Shielded,  TF4S03YY . 

Transformer,  Power  25  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Transformer,  Power  50  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Tronsformer,  Power  75  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Transformer,  Power  100  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY . 

Transformer,  Power,  250  Volt  Amperes,  400  HZ,  Electrostatic  Shielded,  TF4S03YY.... 
Tronsformer,  Pulse  . . . . . . . . . . . . 

Transformer,  Pulse,  High  Power,  TF4S36YY . . . . . . . . . 

Tronsformer,  Pulse,  low  Pc  ver,  Generol  Specification  For........... . . . 

Transformer,  Pulse,  low  Pv*cr,  Type  TP7SX1110JAC . . . 

Transformer,  Pulse,  low  Power  Types  TP7RYNNNNH2,  TP7RY1100H2  & 
TP7RY1200H2 

Tronsformer,  Pulse,  low  Power,  Type  TP5SXNNNNBZ . . . . . 

Transformer,  Pulse,  low  Power,  Type  TP5SX2100HU  . . . . . . 

Transformer,  Pulse, .low  Power,  Type  TP7UX5510HZ001  . . 

Tronsformer,  Pulse,  low  Power  Type  TP7RX1100CZ . . . . 

Tronsformer,  Pulse,  low  Power,  Type  TP6RX5310CZ . . . . . 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX1110A7. . . . . . 

Transformer,  Pulse,  low  Power,  Type  TP7SX1110AZ  . . . . . . 

Transformer,  Pulse,  low  Power,  Type  TP7SX1 110AN.... . . . . . . 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX4410AZ  . . . . . . . . 

Transformer,  Pulse,  low  Power,  Type  TP7SX5310AZ . . . . . 

Tronsformer,  Pulse,  low  Power,  Type  TP7RX2110HZ . . . . . 

Transformer,  Pulse,  low  Power,  Type  TP7SX1100M2Z . . . 

Transformer,  Pulse,  low  Power,  Type  TP7SX2100MZ . . . . . . . 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX1100MZ... . . . 

Tronsformer.  Pulse,  low  Power,  Type  TP7SX1 1 10JAA . . . . . 

Transformer,  Pulse,  Low  Power  (Subminioture)  Type  TP7SX1100HZ . . 

Transformer,  Pulse,  low.  Power,  Type  TP7SX2110JAC................ . . . . 

Tronsformer,  Saturable,  TF5540ZZ  . . . . . . . . . . . 

Tronsformer,  Saturable,  Tr5$40ZZ . . . . . . . . 

Tronsformer,  Saturable,  TF5540ZZ  . . . . . . . . . . . . . 

Transformer,  Saturable,  TF5S40ZZ  . . . . . . . . . . . 

Transformer,  Safuroble,  TF5S40ZZ909  . . . . . . . . 

Transformer,  Soturoble  TF5S40ZZ.... . .  . . . . . . . 

Tronsformer,  Soturoble,  Tf5S40ZZ . . . . . . . . 

Tronsformer,  Variable,  Aircroft  lighting  (Asg)  . . . . . . . . . 

Tronsformer,  Variable,  Precision . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

>REP 

DATE 

CUSTODIAN 

MH.-T-27/476 

5950 

ER 

07  Feb 

84 

ER 

FC 

85 

MIH-27/48C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/2SA 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MIL-T-27/26 

NOT'CE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MIL-T-27/31 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/19C 

5950 

ER 

15  Apr 

87 

ER 

EC 

85 

MIL-T-27/113 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/100 

5950 

ER 

17  May 

76 

ER 

EC 

85 

MIL-T-27/102 

NOTICE  1 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

MIL-T-27/118A 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

MIL-T-27/136 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MIL-T-27/49C 

5950 

85 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/99A 

5950 

ER 

15  Nov 

84 

ER 

EC 

85 

MIL-T-27/73A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/80A 

5950 

ER 

18  Aug 

86 

ER 

EC 

85 

MII-T-27/82A 

5950 

ER 

25  Apr 

88 

ER 

EC 

85 

NOTICE  1 

Mll-T-27/83 

NOTICE  1 

5950 

ER 

03  Aug 

87 

CR 

EC 

85 

MII-T-27/50C 

5950 

ER 

07  Feb 

84 

Ml 

SH 

85 

MIL-T-27/51C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MII-T.27/52C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

M1L-T-27/53C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/54C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/55C 

5950 

ER 

07  Feb 

81 

ER 

EC 

85 

MIL-T-27/56C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/57C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/58C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/59C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

l 

MIL-T-27/60D 

5950 

ER 

18  Feb 

86 

ER 

EC 

85 

MIL-T-27/6IC 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/62C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/63C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MIL-T-27/64C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MII-T-27/65C 

5950 

ER 

07  Feb 

84 

ER 

EC 

85 

MII-T-27/66D 

5950 

ER 

18  Feb 

86 

ER 

EC 

85 

L 

MII.-T-83720/14 
NOTICE  1 

5950 

85 

26  Oct 

73 

85 

MIL-T-27/218A 
NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

Q 

MII.T-2I038D  (2) 

5950 

85 

10  Mar 

86 

85 

L 

MIL-T-21038/23A 

5950 

85 

20  Nov 

81 

l 

MIL-T-21038/24A 

5950 

85 

20  Nov 

81 

85 

MIL-T-21038/25A 

5950 

EC 

28  Jon 

85 

ER 

EC 

85 

MIL-T-21038/26 

5950 

EC 

26  Jun 

78 

ER 

EC 

85 

MIL-T.21038/IA 

5950 

85 

20  Nov 

81 

85 

MIL-T-21038/2A 

5950 

EC 

15  Jun 

72 

ER 

EC 

85 

l 

MIL-T-21038/7B 

5950 

85 

20  Nov 

8) 

MII-T-2I038/8C 

5950 

EC 

18  Nov 

86 

ER 

EC 

85 

MIL-T-2I038/9B 

5950 

EC 

18  Nov 

86 

ER 

EC 

85 

L 

MH..T-2I038/10S 

5950 

85 

20  Nov 

81 

l 

MIL-T-21038/11E 

5950 

85 

24  J.jl 

87 

l 

MIL-T.21038/128 

5950 

85 

20  Nov 

81 

l 

.'II.T-21038/13A 

5950 

85 

02  Jun 

80 

85 

L 

L-T-21038/15B 

5950 

85 

20  Nov 

81 

t 

MIl-T-2I038/17A 

5950 

85 

20  Nov 

81 

l 

MIL-T-2!C38/I8A 

5950 

85 

20  Nov 

81 

L 

MIL-T-21038/19A 

5950 

85 

20  Nov 

81 

MII-T-21038/4A 

5950 

ER 

TO  Nov 

81 

ER 

EC 

85 

L 

MIL-T-2I038/22A 

5950 

85 

20  Nov 

8) 

85 

MllT-27/309 

5950 

ER 
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88 

ER 

EC 

85 

NOTICE  ) 

Mll-f-JA  30a 

NOTICE  1 

5950 

Ek 

Id  )  ug 

fie 

ER 

EC 

85 

MIL-T-27/231 

5950 

ER 

05  Jul 

78 

ER 

EC 

85 

MHT-27/232 

NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

Mll-T.27/92 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

NOVICE  1 
MII-T-27/I22B 

5950 

ER 

19  Apr 

88 

ER 

EC 

85 

Mll-T-27/O/l 

5950 

ER 

01  Dee 

80 

ER 

EC 

85 

l 

MS-90309 

5950 

85 

30  Oct 

64 

85 

l 

MI'..'-22448  (1) 

1290 

OS 

21  Jon 

87 

OS 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Transformer,  Variable,  Power  General  Specification  For . . . . . 

Transformer,  Variable,  Single  Phase,  400  Cycles  General  Specifications  For . . 

Transformer,  Variable,  Aircraft  Lighting-dual  Output  (Asg)  . . . . 

Transformer,  Variable,  Power,  400  Hz . . . . . . . . . . 

Transformer,  500  Kvo  6  Smaller;  High  Voltage,  67,000  Volts  &  Below;  Low  Voltage, 
15,000  Volts  &  Below,  Overheod  Type  Distribution,  Requirements  For  •  31  Dec  80 
Transformers  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Inductor,  Power 
TF5S04ZZ 

Transformers  &  Inductors  (Audio,  Power,  &  High  Power  Pulse)  Inductor,  Power, 
TF5S04ZZ 

Transformers  &  Inductors  (Audio,  Power  &  Hi  H  Power  Pulse),  Inductor,  Power  100 
VA,  TF5T04ZZ 

Transformers  &  Inductors,  (Audio,  Power  &  High-power  Pulse),  Inductor,  Power, 
TF5T04ZZ954 

Transformers  And  Inductors  (Audio,  Power  And  High-power  Pulse),  Inductor,  Power, 
Type  TF5S04ZZ901 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor,  Power, 
TF5Y04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor,  Power, 
TF4R04AJ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductors,  High 
Q,  TF5R20ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductors,  Audio 
Frequency,  High  Q,  TF4520YY 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Audio 
Frequency,  High  Q,  TF4R20YY 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 
Charging,  TF5S37ZZ 

Transformers  And  Inductors  (Audio,  power  And  High  Power  Pulse)  Inductor, 

Charging,  TF4S37YY 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors,  Audio 
Frequency,  High  Q,  TF5R20ZZ 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductoi,  Power, 
TF5T04ZZ 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductor,  Power, 
TF5V04ZZ956 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductors,  Audio 
Frequency,  High  Q  TF4R20YY 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse)  Inductors,  Audio 
Frequency,  FT5S20ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Powe-  And  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 
Variable,  High  Q,  TF4R20YY 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductors,  High 
Q,  TF5R20ZZ 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductors, 

Audio,  High  Q,  TF4R20YY 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductor,  Power, 
TF5V04ZZ 

Transformers  With  High  Voltage  Bushings;  High  Voltoge  34  500  GrdY/19  920  Volts 
&  Below,  2500  Kvo  &  Smoller,  Pod  Mounted,  Compartmental  Type,  Self  Cooled, 
Three  Phase  Distribution,  American  Nalionol  Standard  Requirements  For  -  22  Oct 
79 

Transformers,  Audio  Frequency,  TF4R21YY . . . . . . . . . 

Transformers,  Audio  Frequency,  Micro-miniature,  TF5R21ZZ . . . . 

Transformers,  Audio  Frequency,  TF5S21ZZ . . . . . . 

Transformers,  Audio  Frequency,  TF5S21ZZ . . . . . 

Transformers,  Audio  Frequency,  TF5S21ZZ . . . 

Transformers,  Dry-typedistributjon  And  Power  •  28  Nov  78,,....,,.,.,. . . . . . 

Transformers,  Instrument  •  30  Mar  1978  . . . . . . . . 

Transformers,  Liquid  Immersed  Distribution,  Power,  &  Regulating  *  14  Dec  78............ 

Transformers,  Overhead-type  Distribution,  500  Kvo  &  Smaller:  High-voltage,  67,000 
Volts  &  Below,  Low  Voltage,  15,000  Volts  &  Below,  American  National  Stondord 
Requirements  For  «  31  Dec  80 

Transformers,  Power,  15  VA,  60  HZ,  Electrostatic  Shielded,  TF4S03FA . . . . 

Transformers,  Power,  Distribution,  Single  Phase,  400  Hertz,  Insulation  System  Class 
220  Deg.  C,  Dry  (Air  Cooler),  (Naval  Shipboard  Use) 

Transformers,  Power,  10  Volt-amperes,  60  HERT2,  TF4503YY  . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

Mll-T-83721 

3950 

65 

24  Apr 

75 

ER 

EC 

85 

MIL-T-27493A 

NOTICE  1 

5930 

85 

15  Apr 

88 

AS 

85 

L  MS-90312 

5950 

85 

30  Oct 

64 

85 

MIL-T-83721/1 

5950 

85 

24  Apr 

75 

ER 

EC 

85 

ANStC  57. 12.20-81 

6120 

YD 

16  Jul 

85 

ME 

YD 

99 

MIL-T-27/85A 

5950 

ER 

02  May 

77 

ER 

EC 

85 

MIL-T-27/179A 

5950 

ER 

29  Aug 

77 

ER 

EC 

85 

MIL-T-27/261 

5950 

ER 

23  Oct 

78 

ER 

EC 

85 

Mll-T-27/135 

NOTICE  1 

5950 

ER 

03  Aug 

87 

ER 

EC 

85 

MIL-T-27/84A 

5950 

ER 

25  Apr 

88 

ES 

EC 

85 

MIL-T-27/282A 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

MIL-T-27/279 

5950 

ER 

02  Aug 

79 

ER 

EC 

85 

MIL-T-277280 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MII-T-27/164A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 

MIL-T -27/287 

5950 

85 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/288 

NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

Mll-T-27/162 

5950 

ER 

21  Mar 

77 

ER 

EC 

85 

MII-T-27/I75A 

5950 

ER 

12  Mar 

79 

ER 

EC 

85 

MIL-T-27/159 

3950 

ER 

10  May 

77 

ER 

EC 

85. 

MIL-T-27/233 

5950 

ER 

06  Jul 

78 

ER 

EC 

85 

M1L-T-27/219 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/240A 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

NOTICE  1 
MIL-T-27/230 

5950 

ER 

30  May 

78 

ER 

EC 

85 

MIL-T-27/157 

5950 

ER 

02  Nov 

76 

ER 

EC 

85 

Mll-T-27/205 

5950 

ER 

27  Oct 

77 

ER 

EC 

85 

MIL-T-27/214 

NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

MIL-T-27/189A 

5950 

ER 

07  May 

85 

ER 

EC 

85 

MIL-T-27/190 

5950 

ER 

18  Oct 

77 

ER 

EC 

85 

Mll-T-27/191 

5950 

ER 

18  Oct 

77 

ER 

EC 

85 

Mll-T-27/145 

5950 

ER 

21  Mar 

77 

ER 

EC 

85 

MII-T-27/I44A 

NOTICE  1 

5950 

ER 

06  Apr 

87 

ER 

EC 

85 

MIL-T-27/147A 

5950 

ER 

02  Feb 

78 

ER 

EC 

85 

MII-T-27/89A 

5950 

ER 

02  May 

77 

ER 

EC 

85 

ANSI  C57.12.22-80 

6120 

YD 

21  Jul 

85 

ME 

YD 

99 

MIL-T-27/197B 

5950 

ER 

10  Mar 

87 

ER 

EC 

85 

MIL-T-27/173D 

5950 

ER 

22  Mar 

85 

ER 

EC 

85 

Mll-T-27/361 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

Mll-T-27/362 

5950 

ER 

04  Apr 

85 

ER 

EC 

85 

Mll-T-27/363 

5950 

ER 

04  Apr 

85 

SR 

EC 

85 

IEEE  C57.12.01-79 

6120 

YD 

11  Feb 

85 

Me 

YD 

IEEE  C57.13-78 

6120 

YD 

27  Jan 

86 

ME 

YD 

80 

IEEE  C57.12.00.80 

6120 

YD 

10  Jan 

85 

ME 

YD 

ANSI  C57.12.20  81 

6120 

YD 

16  Jul 

85 

ME 

YD 

99 

Mll-T-27/360 

5950 

EP 

05  Feb 

85 

ER 

EC 

85 

Q  l  MIM-1722IB  (!) 

6120 

SK 

03  Jol 

85 

SH 

MII-T-27/313A 

5950 

ER 

18  Aug 

88 

ER 

EC 

85 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Transformers,  Power,  Step  Down,  Single  Phase,  60  Hertz,  T  Kilovoltampere 
Approximate  Minimum  Rating,  Dry  Type,  Naval  Shipboard 
Transformers,  Power,  15  Voltamperes,  60  HZ,  TF4S03YY  . . . . . . . 

Transformers,  Power,  20  Voltamperes,  60  HZ,  TF4S03YY  . . . . 

Transformers,  Power,  16  Voltamperes,  400  HZ,  Electrostatic  Shielded  TF4S03YY  . 

Transformers,  Power,  40  Voltamperes,  60  HZ,  TF4S03YY  . . . . . . . . 

Transformers,  Power,  80  Voltamperes,  60  HZ,  TF4S03YY  . . . . . . 

Transformers,  Power,  120  Voltamperes,  60  HZ,  TF4S03YY.................. . . . . 

Transformers,  Power,  160  Voltamperes,  60  HZ,  TF4S03YY................. . . . 

Transformers,  Power,  200  Voltamperes,  60  HZ,  TF4S03YY...., . 

Transformers,  Power,  300  Voltamperes,  60  HZ,  TF4S03YY......... . . . . . . 

Transformers,  Power,  30  VA,  60  HZ,  TF4503GA  . . . . . . 

Transformers,  Power,  60  VA,  60  HZ  TF4S03HA . . . . . . 

Transformers,  Power,  5  Volt  •  Amperes,  60  Heriz,  8  TP4S03YY . 

Transformers,  Pulse,  Low  Power,  (Miniature)  *i*>es  TP7RX1100AZ  &  7PRX1110AZ.... 
Transformers,  Pulse,  Low  Power,  Type  TP6RX4410CZ  . . . . . . 

Transformers,  Pulse,  Low  Power,  Type  TP7SX2110JAA  . . . . . 

Transformers,  Pulse,  Low  Power,  Type  TP7SX1110JAB  . . . 

Transformers,  Pulse,  Low  Power,  (Subminiature)  Types  TP7SX1100AZ  & 

TP7SX1110AZ 

Transformers,  Pulse,  Low  Power  Type  TP  SXNNNNKZ . . . . . 

Transformers,  500  KVA  And  Smaller*  High  ■  Voltage,  67,000  Volts  &  Below;  Low  - 
Voltage,  15,000  Volts  A  Below,  Requirements  For  Overhead  •  Type  Distribution  - 
31  Dec  80 

Transfusion  Equipment  For  Medical  Use  (ABCA-406) . . . 

Transistor,  PNP,  Germanium,  Power  Types  2N574,  2N575,  2N575A,  2N1157A  ( 
Inactive  For  New  Design  After  9  July  1985) 

>r,  NPN,  Silicon  Types  2N2015,  2N2016 . 

Transistor,  NPN,  Silicon,  Power  Types  2N1714  Through  2N1717  . . . . 

Transistor,  PNP,  Silicon,  Double-emitter  Type  3N108  (Inactive  For  New  Design  After 
Date  Of  Amd  1) 

Transistor,  Type  2N463{INACTIVE  For  New  Design  After  Date  Of  Amd  1)  . 

Transistors,  Npn,  Silicon  Types  2N910,  2N911,  2N912,  2N910S,  2N911S,  2N912S 
Jon  And  Jantx 

Transit  Frame,  Antenna  MT-3894(  )/TRC  &  MT-3895(  )/TRC . 

Transit,  One  Minute,  And  Transit  Tripods  . . . . . . . 

Transmission  Assembly  . . . . . . . . . . . . . 

Transmission  Assembly,  For  Truck  Cargo,  6X6  M561  W/e  And  Truck,. Ambulance,  1 
1/4  Ton,  6X6,  M792  W/e 

Transmission  Control  Protocol . . . . . 

Transmission  Density,  Diffuse  -  2  Jon  59 . . . . 

Transmission  Envelope  Characteristics  For  High  Reliability  Data  Exchcnge  Between 
Land  Tocticol  Data  Processing  Equipment  Over  Single  Channel  Radio  Links  (Rel  To 
Other  Than  DOD  Act  Req  Pr  A ppr  Of  CNM,  MAT  09B21)  (Edition -1) 

Transmission  Group  Data,  Transmitter,  Data,  T-1257/FSS-9(V)  &  Receiver,  Dcto, 
R.1861/FSS-9(V) 

Transmission  Lines,  Transverse  Electromagnetic  Mode................... . . . . 

Transmission  System,  Vtol  •  Stol,  General  Requirements  For  . . . . 

Transmission,  Constant  Speed,  Hydraulic  20  Kvo,  5-2/El  Aircraft  . . . . . 

Tronsmission.Cross  Drive,  Complete  Assembly,  Center  Section,  Gear  Assemblies, 
Output  Reduction 

Transmission,  Cross-drive  (CD850  Series) . . . . . . . . . . . 

Transmission,  Cross-drive,  CD-500  Series . . . . . . . 

Transmission,  Document  Facsimile,  Procedures  For  •  3  Apr  81 . . . . . . 

Transmission,  Hydraulic,  Model  XTG-250-1A  . . . . . . 

Transmission,  Hydraulic,  Modified  Aulornafic  TX-100-1  . . . 

Transmission,  Hydraulic,  Model  XTG411-2  A  Input  Gear  Assembly,  Miin  Assembly  .. 

Transmission,  Hydraulic,  Mode!  305  Me . . . . . . . . . 

Transmission,  Power,  Constant-Speed,  General  Specification  (Aircraft  Use)  ..„ . 

Transmission,  Power,  Constant  Speed  30  Kw  F-4  Aircraft  ................... . . . . 

Transmission,  Power  Shift,  Commercial  Modified . . . . . 

Transmission,  Power,  Constant  Ratio,  General  Specification  (Aircraft  Use) . 

Transmission,  Power,  Constant  5pfed  17  Hp  And  21.7  Hp  . . . . . . . 

7ron;rqks|pn,  Pay/er  Shift,  Commercial  Modified ....  .... 

Trcnypission.  V6wer,  Constant  Rotlo’Shcft,  Flexible  Drfvz,  47-Sp . . . . . 

Transmission,  Power,  Conslont  Ratio  Gearbox,  Engine  Mounted  47  Hp.. . . 

Vonsmlffd  Term  Frtr_D«sr*ihing  Cotv,puler  Magnetic  Tope  P'js  ........  . . . 
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ALPHABETICAL  LISTING 


TITLE 

Trammer  Gote.  10549202  . . . . . . . . . . 

Transmitter  Group,  Tetemefric  Dota  OA-1208(  (/dpn . . . . . 

Transmitter  Group,  Simulated  ftadtac  OT*51(  )/T . . . 

Transmitter  Group,  Simulated  Rodiac,  Hot  Spot  OT*52(  )/T . . . . . 

Trarumitter  tnitoilotioo  Clearance  Fuel  And  Oil  Pressure  . . . . 

TransmillerdnttoUotion  Clearance,  Fuel  And  Oil  Pressure . . . . 

Trcntmilter  T*827(  (/urt. . . . . . . . . . 

Transmitter^  Position,  28  Volt  Dc  . . . . . . . . . . . 

Transmitter^  Position,  Georless . . . . . . . . 

Transmitter-electrical,  Wheels  And  Flop  Position..... . . . . . 

Transmitter,  Accelerometer,  Axiol . . . . . . . . . . 

Transmitter,  Angle  Of  Attack  Or  Sideslip,  Loco!  . . . . . 

Transmitter,  Angle  Of  Attack  Or  Sideslip,  local  . . . . . . . 

Transmiiter,  Beacon,  locator  T-1438/D . . . . . . . . . . 

Transmitter,  Digital  Telemetry.,.,,,,., . . . . . . . . 

Transmitter,  Fuel  Flow,  Totalising,  Type  H*1A  (Inactive)  . - . . . 

Transmitter,  Induction  Compass  T*61 1(  (/asn . .......... . . 

Transmitter,  liquid  Quantity,  Flout  Type,  Engine  Fuel  . . . . 

Transmitter,  Position..™.,.-..,.,.,..., . . . . . . . . 

Transmitter,  Position,  28*VOlT  Dc . . . 

Transmitter,  Position.,......,,..,,.,.,,...,..,..,.,.,,,  . . . . . . . 

Transmitter,  Pressure,  TRU-81/A  Oil,  0-500  Psi . . . . . . 

Transmitter,  Pressure  24  Volfs  D.c.  60  Psi . . . . . . .  .. 

Transmitter,  Precsure,  Multipurpose,  0-50  Psi,  MS28005-1  . . . . 

Transmitter,  Pressure,  Oil,  Helicopter . . . , . . . . . . . 

Transmitter,  Pressure,  Synchro,  Aircraft,  165  Degreo  Movement  . . . . . . . 

Transmitter,  Pressure,  Synchro,  Aircraft,  165  Degree  Movement  . . - . 

Transmitter,  Pressure,  Synchro.  Aircraft . . . . . . . 

Transmitter,  Pressure,  Synchro,  Aircraft  320  Degree  Movement,  High  Temperature 
(177  Deg  C)  General  Purpose 

Transmitter,  Pressure,  Oil,  0-100  Psi . . . . . . . . 

Transmitter,  Pressure  24  Volt*  D.c.  120  Psi  . . . . . . . . . . . 

Transmitter,  Pressure,  Manifold,  1075  Inch  Mercury . . . . . . . . 

Transmitter,  Pressure,  Oil,  Syncho,  6-200  Psi  320  Degreo  Movement,  26V,  Single 
Phoso,  400  Cycles 

Transmitter,  Pressure,  Fuel,  0*1000  PSI..,, . . . . . . . 

Transmitter,  Pressure  Oil, -Variable  Reluctance  . . . . . . . . 

Transmitter,  Pressure,  Fuel,  0  600  Psi . . . . . . . . . . 

Transmitter,  Pressure,  Hydraulic,  Typo  MJ&l  . . . . . . . . . 

Transmitter,  Pressure,  Synchro,  Aircraft  320  Degree  Movement,  High  Temperature 
(177  Degree  C),  General  Purpose 

Transmitter,  Pressure,  log  Absolute,  fype  MC*i  . . . . . . . . . . 

Transmitter,  Pressure,  Aircraft,  Variarle  Reluctance  Type,  General  Specification  Far .. 
Transmitter,  Pressure  TRU-80/A,  Oil,  Engine-mounted,  0*100  Psi . . . . 

Transmitter,  Pulse-Code  Modulation  (For  Secure  Telemetry -Applications)  . . 

Transmitter,  Rodio,  AN/FRT -83(B)  1000  Watts  Peak  Envelope  Powor  &  Average, 
High  Frequency,  Independent  Sideband 

Transmitter,  Radio  T*145?/DKT*5? . . . . . . . . 

TronsmitterrftadiOrANVfhr*85(V)  40  Kw  Pep  High  Frequency,  High  Stability 
Independent  Sideband 

Transmitter,  Radar,  T*494(  )/FPN*40  &  Power  Supply  PP-2489/FPN-40  (Inactive  For 
Now  Design) 

Transmitter,  Radio  AN/URT*23(V) , . . . . . . . 

Transmitter,  Radio  AN/URT-24(  (  . . . . .... . ..................... . . . 

Transmitter,  Rato  Gyroscope  T*751 /A JB-3A  .... . . . . 

Transmitter,  >*ia!o  Of  Flow,  fuel  TRU-98/A., . . . . . . . 

Transmitter,  Rote  Gyroscope  T751{  (/AJB-3 . .  * . . . . . . . . . 

Transmitter,  Rate  Of  Fuel  Flow, -Synchro  Type . . . . . . . . . 

transmitter,  Rat#  Of  Fuel  Now,  Synchro  lype  . . . . . 

Transmlltef,  RafeiOt  Ffaw,  TRU*1,2/A  (300*  500  -  15000  PPH)  Inactive  For  Design.. 

Transmitter, ’flete  Gyroscope  T*970/AJB*7 . . . . . . . . 

Transmitter,  Rate  Of  Flow,  Synchro,  lype  J-5 . . . . . . . . . 

Transmitter,  Rate  Gyroscope  TRU*2A/A.. . . . . . . . . . . 

Transmitter,  Rote  Of  Flow,  Feel . . .  .......  . . . 

Transmitter,  Rote  Of  Ffow^TRUGlA/A,  Fuel ... ............................. ...........  . . 

Transmitter,  Rote  Of  Flow,  Fuel,  TRo-25'A  (300  To  10,000  PPH)  (Inactive  3-173)  .. 

Tfcn'mittjf,  Rato  Of  Flow  TRU-27/A,  Engine........ ...... ............ 

Tranjmittei,  Rate  Of  Fiow/FueJ,  Synchro  Style,  Typ^  J-6A  . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Tranimitter,  Rote  Of  Flow,  Fuel,  Synchro,  Type  J*7,  Individual  And  Totalizing  . 

Tronjmitter,  Rate  Of  Flow,  In  Flight  Refueling,  0*10,000  PPM,  Type  MB *3  . . . 

Tranmitler,  Rote  Of  Flow,  Fuel  Synchro  Style  Type  MA*1  . . . . . 

Transmitter,  Rate  Of  Flow,  Fuel,  Type  MB*2 . . . . . . . 

Transmitter,  Rate  Of  Flow  TRU*6/A,  0*5,000  Pph  . . . . 

Transmitter,  Rate  Of  Flow  TRU*7/A,  Fuel,  0*15,000  Pph  (Inactive  9*18*72) . . 

Transmitter,  Remote  Compass  (Thin  Wing)..... . . . . . . . . . 

Transmitter,  Remote  Compass,  Type  C*2  (Unstabiiized) . . . . . 

Transmitter,  Remote  Compass,  Thin  Wing  Type  ML*1  (Unstabilized) . . 

Transmitter,  Superelevation,  M23 . . . . . . 

Transmitter,  Superelevation,  *22 . . . . . . . 

Transmitter,  Synchro,  Angle  Of  Attack  Or  Sideslip . . . . . . . 

Transmitter,  Synchro,  Angle  Of  Attack  Or  Side  Slip  . . . . . . . . . 

Transmitter,  Synchro  Operated,  Aircraft,  General  Specification  For  . . . 

Transmitter,  Target  Designation,  Mark  24  Mods  0  And  1,  And  Control  Unit  Mark  79 
Moos  0  And  1 

Transmitter,  Temperature,  Electrical  Resistance,  24  Volts  D.c . 

Transmitter,  Temperature,  Electrical  Resistance . . . . . 

Transmitter,  Temperature,  Electrical  Resistance . . . . . . . 

Transmitter,  Temperature,  Electrical  Resistance,  Armored,  Bayonet  locking  Type,  (50 
Deg.  To  300  Deg.  C  ( 

Transmitter,  Temperature,  Electrical  Resistance,  Type  B*4.... . 

Transmitter,  Temperature,  Electrical  Resistance,  *70  To  $.300  C . . . . 

Transmitter,  Thrust,  Single  Synchro  Style,  Pressure  Ratio,  Type  MK*2  . . 

Transmitters,  Pressure,  Heli'cyfV  Voltage  Ratio  Type,  General  Specification  For . 

Transmitting  Set,  Radio  . . . . . . . . . . . 

Transmitting  Set,  Telemetric  Data  AN/DKT*49(XN*1),  AN/DKT*49(XN*2),  And 
AN/DKT-49A 

Transmitting  Set,  Telemetric  Data,  AN/DKT*16A(V)  (And  Accessories) . 

Transmitting  Set  AN/AKT*22  (V)  Telemetric  Data . . . . . . . . 

Transmitting  Set,  Radio  AN/ART*28  . . . . . . . . 

Transmitting  Set,  Telemetric  Data  An/DKT-59 . . . 

Transmitting  Set,  Radio  AN/PRT-5(*) . . . . . 

Transmitting  Set,  Telemetric  Data,  AN/AKT*22(V)6 . . . . . . 

Transmitting  Set,  Infrared  AN/SAT*2... . . . . . . . . . 

Transmitting  Set,  Radar  Data  AN/AKT-18B  oo  Receiving  Set,  Rcdor  Data 
AN/TKQ-2B  (System  Of) 

Transmitting  Set,  Telemetry  Dato  AN/AKT-21 . . . . . . 

Transmitting  Set  Telemetric  Data  AN/DKT*58(V1). . . . . . . . . . 

Transmitting  Set,  Radio  . . . . . . . . . . 

Transmitting  Set,  Telemetric  Data  AN/DKT*61(V) . . . 

Transmitting  Set,  Infrarod  AN/UAT*2...... . . . 

Transmitting  Set,  Radio,  AN/FRT*84B(V)„... . . . 

Tronsolver  Type  11.8  10R16Y440A  . . . . 

Transolver  Type  1 1.8  08S48Y340A  . . . . . . 

Tronsolver  Type  11.8  08R37Y440A  . . . . . . . . 

Tronsolver  Type  11.8  08R14Y440A  . . . . . . . . . . 

Transolver  Type  11.8  08R1 1Y440A  . . . 

Transolver  Type  11.3  10S49Y340A  . . . . . . . . . . 

Transolver  Type  11.8  10R13Y440A  . . . . . 

Tronsolver  Type  26  10R90Y440A . . . . 

Tronsolver  Type  0.1  10S10Y380A  . . . . . . . . . 

Tronsolver  Type  11.8  10R29Y480A  . . . . . . . . . 

Transolver  Type  11.8  11S30Y340A  . 

Tronsolver  Type  26  HR  160  3Y4UA . . . . . . . 

Transolver  Type  90  11S210Y440A . . . . . . . .. 

Tronsolver  Type  11.8  15S33Y340A  . . . . . . . . . . 

Transolver,  General  Specification  For..............,..,...,.,.....,,.., . . . . 

Transom  Assembly,  60  Ton  Universal  Transom  . . . . . 

Transparencies/  Technical  Training,  General  Specification  For  . . . 

Transparencies,  Animated,  General  Specification  For...., . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MII-T-7477C  (4) 
NOTICE  1  (71) 

6620 

71 

06  Ocl 

86 

99 

Q  L 

MIL-T-25439A  (1) 

6680 

82 

24  Jul 

81 

99 

MIL-T-8275B  (3) 

6620 

71 

03  Nov 

86 

AS 

99 

l 

MIL-T-8249B  (1) 

6620 

71 

13  May 

86 

99 

Q 

MIL-T-26298E  (2) 

6620 

71 

20  Aug 

87 

AS 

99 

QL 

MIL-T-25905B  ()) 

6620 

71 

03  Oct 

86 

99 

l 

MS-25396C 

6610 

AS 

20  Jon 

63 

AS 

L 

MII-T-25193B 

6605 

AS 

27  Mar 

61 

AS 

Q  l 

MIL-M9576A  (1) 
NOTICE  1 

6605 

AS 

19  Jun 

87 

AS 

L 

MII-T-45088B 

1265 

AR 

09  Mar 

62 

AR 

L 

Mll-T-46353  (1) 

1265 

AR 

31  Jul 

63 

AR 

t 

MS-24378F 

5990 

85 

30  Nov 

66 

85 

Q  L 

MIL-T-25627C  (2) 

6610 

71 

06  Nov 

87 

99 

MIL-T-5350E 

6620 

71 

31  Oct 

88 

AV 

AS 

11 

L 

MIL-T-21005A  (2) 

1265 

OS 

22  Mor 

74 

OS 

MS-24537C 

NOTICE  1 

6685 

AT 

13  Nov 

86 

AT 

MS-28038A 

6685 

82 

06  Apr 

84 

AS 

99 

Q  L 

MII-T-25446D 

6685 

82 

12  Nov 

86 

99 

MS-24482A 

6685 

82 

22  Apr 

58 

AV 

99 

L 

MIL-T-7258B 

6685 

82 

20  Apr 

85 

99 

Q  L 

MIL-T-7990B  (2) 
NOTICE  2  (99) 

6685 

82 

15  Nov 

87 

99 

Q  L 

MIL-T-25485C  (1) 
NOTICE  1 

6620 

71 

09  May 

86 

99 

L 

Mll-T-58097  (1) 

6620 

AV 

20  Oct 

88 

AV 

L 

Mll-T-19835  (2) 

5820 

EC 

04  Fob 

60 

EC 

l 

MIL-T-85244 

1420 

AS 

15  Ju! 

85 

L 

Mll-T-23335 

5821 

OS 

08  Jun 

62 

OS 

MIL-T-81695A 

5821 

AS 

29  Jul 

77 

L 

MIL-T-6853  (1) 
NOTICE  1  (AER) 

5821 

AS 

15  Jan 

56 

AS 

L 

MIL-T -85650 

5815 

AS 

08  Nov 

84 

AS 

l 

MII-T-23449A  (1) 

5820 

AS 

20  Oct 

69 

AS 

MIL-T-85663 

5821 

AS 

20  Feb 

86 

AS 

L 

Mll-T-169670 

5850 

EC 

16  Feb 

71 

EC 

l 

Mll-T-49438 

NOTICE  1 

5841 

CR 

17  Feb 

88 

CR 

l 

MII-T-24015B 

5821 

AS 

18  Sep 

70 

AS 

l 

MIL-T-85574 

1420 

AS 

18  Oct 

83 

AS 

MIL-T-15480B 

5985 

SH 

22  Jul 

52 

SH 

l 

Mll-T-85595 

5821 

AS 

21  Jun 

84 

AS 

L 

MIL-T-24075B 

5850 

EC 

21  Jon 

71 

EC 

l 

MII-T-28783B  (1) 

5840 

EC 

10  Nov 

82 

EC 

MIL-T-83727/10 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

NOTICE  1 
Mll-T-83727/1 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

NOTICE  1 
MIL-T-83727/2 
NOTICE  1 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

MIL-T-83727/3 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
MIL-T-83727/4 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
MIL-T-83727/8 
NOTICE  1 

5990 

85 

02  Apr 

87 

AS 

85 

MIL-T-83727/9 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

NOTICE  1 
MIL-T-83727/11 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
MIL-T-83727/12 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

NOTICE  1 
Mll-T-83727,'13 

5990 

85 

02  Apr 

87 

AR 

AS 

85 

NOTICE  1 
MIL-T-83727/14 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
MIL-1-83/2// 15 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
Mll-T-83727/16 
NOTICE  1 

5990 

85 

02  Apr 

87 

AS 

85 

MIL-T-83727/17 

5990 

85 

02  Apr 

87 

AS 

85 

NOTICE  1 
MIL-T-83727  ()) 

SUPP  1 

NOTICE  1 

5990 

85 

02  Apr 

37 

AR 

AS 

85 

l 

MIL-T-52296C 

5420 

ME 

13  Ocl 

83 

ME 

MIL-T-4782C 

6910 

AS 

12  Jun 

72 

AS 

l 

MIL-T-82300  (2) 

6910 

TD 

30  Jun 

65 

TD 

751 


ALPHABETICAL  LISTING 


TITLE 

Transparency,  Animated,  Receiver  Component!  M-85  Tonk  Machine  Gun,  50  Cal.  .... 
Transparency,  Animated,  Receiver  Components  M-73  Took  Mochine  Gun,  7.62  Mm .. 
Tronsporency,  Animated,  M16A1  Rifle  Magazine,  Bolt  Carrier  And  Receiver  Groups 
Transparency,  Animated,  M16AI  Rifle  locking,  Unlocking  And  Ejecting  Mechanisms.. 

Tronsporency,  Animated,  M16A1  Rifle  Gas  System  . . . . . . . 

Transparency,  Animated,  106MM  Recoilless  Rifle  Breech  Mechanism, . 

Transparency,  Animated,  Reducing  Valve  For  High  Temperature  Fluids,  Gas  loaded.. 

Transparency,  Animated,  Throttle  Votve,  Double-poppet  . . . . . . . 

Transparency,  Animated,  Gas  System,  Browning  Automatic  Rifle...... . 

Transparency,  Animated,  106  Mm  Recoilless  Rifle  Firing  Mechanism  . . . 

Transparency,  Animated.  Planetary  Gears  . . . . . . . . . 

Transparency,  Animated,  Cylinder  lube  Oil  Metering  Injector  . . . . 

Transparency,  Animated,  Infra  Red  Reticle  (Sidewinder)  . . 

Transparency,  Animated,  U.s.  Rifle  Cal . . . . . . . . . 

Transparency,  Animated,  Differential  Pressure  Switch . . . . 

Transparency,  Animated,  M-48  Tank  Track  And  Suspension  System.. . . . . . 

Transparency,  Anlmv  ed,  40MM  Aa  Gun  Ml  Recoil  Mechanism  . . . . . . 

Transparent  Areas  On  Aircraft  Surfaces  (Windshields  And  Canopies),  Roin 
Removing  And  Washing  Systems  For,  De-frosting,  De-icing,  Defogging,  General 
Specification  For 

Transparent  liquid.  Color  Of  (Gardner  Color  Scole)  -  10  Mar  80 . . 

Transparent  liquid,  Viscosity  Of,  By  Bubble  Time  Method  -  29  Oct  1976 . . . . 

Transponder  Set  AN/PPN-19(V) . . . . . 

Transponder  Set  AN/APX-44{  ). . . . . . . 

Transponder  Set  AN/DKW-2A(V) . . . . . . . . . . 

Transponder  Set  AN/DKW4A(V) . . . 

Transponder  Set  AN/DPN-88  . . . . . . . . . 

Transponder  Set,  Forward  Air  Control,  AN/PPN-18  . . . . . . . . . 

Transponder,  Miss  Distance  AN/DRQ-4B . . . . . . . . . 

Transponder,  RadGr  Tracking  . . . . . . . . 

Transport  Of  Troops  By  Helicopter  (Edition  5)  (Rel  To  Other  Than  DOD  Rcq  Appr 
By  HQ  DARCOM  (DRCIRD)) 

Transport  Of  Troops  Byhclicoptcr  . . . . . . . . . 

Transport  Of  Troops  By  Helicopter  (Edition  No.  5) . . . 

Transport  Request  And  Reply  To  Transport  Request  (Edition  2)  (Issue 
Controlled-releas  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 
Dorcom)drcird{ 

Transportability  Criteria . . . . . . . . . . . 

Transportation  Of  Trodps  On  Aircraft  Transporting  Hazardous  Cargo  (Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21) 

Transporter,  M812  Chassis,  For  Ribbon  Floating  Bridge.... . . . . 

Transporter:  M 945  Chassis,  For  Ribbon  Floating  Bridge. „ . . . 

Transporter:  Welded  Hull,  For  Mobile  Floating  Assault  Bridge/ferry(inactive  For 
New  Design) 

Trop,  Air  And  Woter,  Boll  Float  (150  PS1) . . . . . 

Trap,  Drain,  Plumbing  Fixture  (P-trop),  (lend  Use) . . . . . 

Trop,  Flying  Insects,  Electrocutting  . . . . . . . . . . . . 

Trop,  Mosquito  light  . . . . . . . . . . . . 

Trap,  P*bath  And  Running,  Cost  Iron  Threaded  Drainoge . . . . . 

Trop,  Steam,  Intermittent  Discharge  And  continuous  Flow,  Naval  Shipboard  . . 

Trap,  Steam,  Thermostatic,  Naval  Shipboard  Use  . . . . . . . 

Trapeze  Assembly,  Hospital  Bed . ...» . . . . . . 

Traps,  Steorr  . . . . . . . . .  . . . . . 

Trasformers,  Regulators  &  Reactors,  Stondord  For  -  1980 . . . . . 

Traveler,  Bicycle  . . . . . . . . . . . . . . . . 

Tray  &  Rack,  laboratory  . . . . . . . . 

Troy  Assembly,  Botfery  Charging  MX-10154f  )/u . . . . 

Troy  Processing,  Photographic  . . . . . . . . . . . ...» 

Tray  Screen  Sizes  And  Edging  For  Aggregote  Screens . . . . . . 

Tray  Set,  Endoscopic  Instrument  Sterilization.......... . . . . . 

Troy  Uiility  laboratory . . . . . . . . . . . . . . . 

Troy,  Catheter  . . . . . . . . . . . . . . . . . 

Tray,  Catheter . . . . . . . . . . . . . . . . 

Tray,  Catheter,  Corrosion  Resisting  Steel,  (With  Covers), . . . . . 

Tray,  Cruet,  Communion. . . . . . . . . . . . . . . . 

Tmy,  Desk,  And  Support  Set,  Stocking,  Desk  Tray . . . . . . . . . . . 

Troy,  Desk,  Steel,  And.Suppor!  Set,  Stacking . . . . . . . 

Troy,  Desk,  Wood,  Executive  Office  Type  . . . . . . . 

Troy,  Desk,  Wood,  Executive  Office  Type  . . . . . . . . 

Troy,  Desk,  Wood,  Support  Set,  Stacking . . . . . . . . 

Tray,  Endoscopic  Instrument  Sterilization  . . . . . . . . . . . 

Troy,  Impression,  Dentol . . . . 

Tray,  Impression,  Dentol, . . . . . . . . . . 

Tray,  Insert,  Dental  Instrument  And  Supplies  Cabinet,  Plastic . . . . 

Tray,  Instrument . . . . . . . . . . .  , . . 

Tray,  Instrument,  Corros>on-resisfing  Steel . . . . . . . . . 

Troy,  Instrument . . . . . . . . . . . . 

T ray,  Instrument,  Plastic  . . . . . . . 

Tray,  instrument . . . . . . . . . . 

Tray,  Medical  Instrument  And  Supply  Set  Chest, . .  ...»  . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-T-82300/4 

6910 

TO 

05  Jan 

65 

TD 

l 

MIL-T-82300/5 

6910 

TO 

05  Jon 

65 

TO 

MIL-T-82391/6 

6910 

TO 

31  Jon 

72 

TO 

l 

MtL-T-82391/7 

6910 

TO 

31  Jan 

72 

TO 

l 

MIL-T-82391/8 

6910 

TO 

31  Jan 

72 

TO 

l 

MIL-T-82391/9 

6910 

TO 

31  Jan 

72 

TO 

L 

Mll-T-82300/20 

6910 

TO 

15  Jen 

70 

TO 

l 

MIL-T-82300/23 

6910 

TO 

02  Feb 

70 

TD 

L 

MIL-T-82300/24 

6910 

TO 

02  Feb 

70 

TO 

l 

MIL-T-82391/10 

6910 

TO 

31  Jan 

72 

TD 

l 

Mll-T-82300/25 

6910 

TD 

13  Mar 

70 

TD 

l 

MIL-T-82300/26 

6910 

TO 

13  Mar 

70 

TD 

l 

MIL-T-82300/27 

6910 

TD 

01  Jul 

70 

TD 

L 

MIL-T-82300/28 

6910 

TD 

22  Jun 

70 

TD 

l 

MIL-T-82300/31 

6910 

TO 

11  May 

71 

TD 

l 

MIL-T-82300/33 

6910 

TD 

30  Nov 

71 

TD 

l 

MIL-T-82300/34 

6910 

TO 

30  Nov 

7) 

TD 

MIL-T-58428 

1650 

AS 

29  Mor 

85 

AS 

ASTM  D1544-80 

8010 

MR 

03  Jun 

80 

MR 

SH 

99 

ASTM  D1545-76E 

8010 

MR 

24  Mo y 

78 

MR 

SH 

11 

MIL-T-49303  (1) 

5895 

CR 

20  Dec 

38 

l 

MII-T-55046A  (2) 

5895 

CR 

28  Jon 

63 

CR 

l 

MIL-T-85397A 

5821 

AS 

14  Oct 

83 

AS 

l 

M1L-T-85398C  (2) 

5821 

AS 

24  Aug 

84 

AS 

l 

MIL-T-8535IA 

5895 

AS 

25  Jan 

82 

AS 

L 

MIL-T-29357  (1) 

5895 

MC 

13  Jun 

80 

MC 

L 

MIL-T-85469  (1) 

<"5 

AS 

15  Aug 

88 

AS 

MIL-T-85678  (1) 

5895 

AS 

15  Aug 

88 

AS 

NAT-STD-3532  (5) 

ISDA 

AM 

06  Jun 

86 

AIR-STD-44/25F 

1SDF 

06 

12  Dec 

85 

NAT-STD-3532  (3) 

ISDN 

NM 

06  Jul 

82 

NAT-STD-2156  (4) 

ISDA 

AM 

12  Mor 

79 

MIL-HDBK  157 

PACK 

MT 

15  Ocl 

79 

MT  SA 

11 

A1R-STD-44/52 

ISDF 

11 

01  Feb 

83 

i 

MII-T-52735A 

5420 

ME 

18  Nov 

76 

ME 

i 

MIL-7-5303! 

5420 

ME 

02  Dec 

83 

ME 

i 

MIL-T-52703A  (1) 

5420 

ME 

22  Mor 

77 

ME 

i 

M1L-T-21092C 

4730 

YD 

13  Apr 

81 

YD 

WW-T-001914  (1) 

4510 

t 

05  Oct 

77 

A-A-82587 

3740 

CS 

31  Aug 

88 

MD 

99 

MIL-T-52062D 

3740 

MD 

14  Aug 

87 

MD  YD 

99 

MS-90528A 

NOTICE  1 

4730 

YD 

26  Jun 

87 

ME  YD 

Q  l 

MIL-T-960E  (2) 

4730 

SH 

14  Sep 

81 

SH 

l 

Mll-T-2!  I8B 

4730 

SH 

04  Feb 

72 

SH 

A-A-30070A 

6530 

t 

12  Dec 

84 

WW-T-696E 

4730 

/YD 

21  Moy 

84 

ME  YD 

99 

NEMA  TR1-80 

6120 

YD 

1C  Jul 

86 

ME  YD 

99 

l 

MIL-T-12173C 

5420 

ME 

26  Oct 

84 

ME 

A-A-53665 

6640 

/MB 

06  Sep 

88 

MD  MS 

03 

l 

MIL-T-49388A 

6130 

ER 

19  Jul 

83 

ER 

RR-7-646B  (3) 

6740 

/CR 

08  Jul 

75 

CR  AS 

99 

L 

MS-39127A 

3820 

ME 

08  Mor 

71 

ME 

A-A-51648 

6530 

MB 

24  Ap' 

87 

MD  MS 

03 

MS-36230 

6640 

6A 

04  Aug 

82 

EA  MS 

99 

A-A-51016 

6532 

/MB 

10  Ocl 

85 

MD  MS 

03 

RR-T-00626D 

6530 

/DM 

07  Jan 

69 

MD  MS 

03 

RR-T-626C 

6530 

/DM 

16  Ocl 

61 

MD  MS 

03 

AA-50157 

9925 

GL 

22  Mor 

88 

GL  PE 

28 

AA-T-636A 

7520 

% 

14  Ocl 

57 

AA-T-I315A 

INT  AMD  (2) 

7520 

% 

29  Apr 

68 

AA-T-633  (1) 

7520 

% 

04  Aug 

52 

(INT.  AMD.  2) 
AA-T-00633A 

7520 

t 

16  Dec 

68 

AA-T-00636B  (1) 

7520 

1 

01  Mo  y 

72 

A-A-51647 

6530 

MB 

24  Apr 

87 

MD  MS 

03 

GG-T-626 

6520 

/DM 

7  Mor 

55 

MD  MS 

03 

GG-T-00626A 

6520 

/DM 

27  Apr 

72 

MD  MS 

03 

MIL-T-36754A 

6520 

DM 

12  Jon 

77 

MD  MS 

03 

A-A-51657 

6530 

MB 

MD  MS 

03 

RR-T-636D 

6530 

/DM 

28  Jon 

76 

MD  MS 

03 

A-A-53092 

6530 

MB 

31  Aug 

87 

MD  MS 

03 

MIL-T-36831A 

6530 

DM 

16  Jun 

75 

MD  MS 

03 

A-A-51897 

6530 

MB 

24  Apr 

87 

MD  MS 

03 

MIL-T-36263A 

6545 

DM 

22  Aug 

73 

MD  MS 

03 

752 


ALPHABETICAL  LISTING 


TITLE 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


Troy,  Medicine . . . . . . . 

Troy,  Medicine . . . . . . . 

Tray,  Medicine . . . . . . . . . . . 

Tray,  Mess,  Compartmented,  Plaslic . . . . . . . . . 

Tray,  Mess,  Compartmented,  Stoinless  Steel  . . . . 

Tray,  Mess,  Compartmented,  (Plastic)  . . . . . . 

Troy,  Mess,  5-COMPARTMENT,  Paper  . 

Tray,  Ophthalmic  Shop  . . . . . . . 

Troy,  Roller  (for  Use  With  Paint  Rollers) . . . . . . . 

Tray,  Service  (Laminated  Fiberglass,  Polyester  Resin). . 

Tray,  Service,  Aluminum  And  Plastic . . . . 

Tray,  Service,  Plastic  (Laminated  Fiber  Glass  Reinforced  Polyester  Resin) . 

Tray,  Stationary,  Metal,  For  Steel  Desk. . . . . . 

Tray,  Utility,  Laboratory . . . . . . . . . 

Trays,  Impression,  Dental  (Nonwater  Cooled)  . . . . . . 

Trays,  Insert,  Dental  Instrument  And  Suppli  Es  Cabinet,  Plostic . 

Trays,  Prepacking  (Plastic,  Foam  And  Clear) . . . . . . . . 

Trazodone  Hydrochloride  Toblets . . . . 

Tread  Elastomerl  Solid  Tire,  For  Track  Laying  Vehicles  . . . 

Treod  Rubber,  For  Recapping  Pneumatic  Tires,  And  Solid  Rubber  Tires  For  Industrial 
And  Track  Loying  Vehicles,  Packaging  And  Packing  Of 

Tread  Tire-aircraft  24X5.5  (200  Mph)  Type  Vii  (Navy) . . 

Tread,  Compound  Filled,  For  Inclined  Ladders  . . . . . 

Tread,  Stair,  Flexible  And  Semi-rigid  Type  Rubber  And  Vinyl  . 

Treads,  Metallic  And  Nonmetollic,  Skid  Resistand  . . . . 

Treadway,  Superstructure  Bridge,  Floating,  Foot,  Aluminum . 

Treated  Wood  &  Treating  Solutions  By  Atomic  Absorption  Spectroscopy  10  Dec  87 

Treatment  And  Pointing  Of  Materiel  . . . . . . . 

Treatment  Mildew  Resistant  For  Rope  And  Cord . 

Treatment,  Chemical,  Prepaint  And  Corrosion  Inhibitive,  For  Zinc  Surfaces . 

Treatment,  Fungus  Resistant,  Poronifrophenol,  For  Cork  Products . 

Treatment,  Insect  Resistant,  For  Paper . . . . . . . 

Treatment,  Moisture  And  Fungus  Resistant  For  Fire  Control  Electrical  And  Electronic 
Instruments  And  Equipment. 

Treatment,  Moisture  &  Fungus  Resistant,  Of  Communications,  Electronic  & 

Associated  Electrical  Equipment 

Treedozer,  Tractor  Mounting  . . . . . . 

Trencher,  Self-propelled,  Diesel-engine  Driven,  70  HP.,  Pneumatic  Tired,  With 
Optional  Attachments 

Trestle  Assembly,  Universal  Transom,  60  Ton,  For  Floating  And  Fixed  Bridges . 

Trestle,  Drawing  Board  (23  X  31  Inch  Drawing  Board)  . . . . . 

Trestle,  Drawing  Board  (31X42  Inch  Drawing  Board)........ . 

Trestle,  Drawing  Board  (38  X  48  Inch  Drawing  Board)  . . . . 

Trestle,  Drawing  Board  (38  X  48,  43.5  X  60-72-84,  60  X  120  Inch  Drawing  Boards) 

Trestle,  Railway,  Standard  Steel  Unit  (T-type) . . . . . . . 

Trestle,  Railway,  Steel  Unit,  Light  Standard  (L-type)  . . . . . . . . 

Trestles,  Motor  Vehicle  Maintenance  And  Storage  (Vehicle  Support  Stands).,... . 

Tretinoin  Cream . . . . . . . . . . . . . 

Tretinoin  Gel,  USP . . . . 

Tretinoin  Gel,  Usp  . . . . 

Triocetin  (Glyceryl  Triacetate)  . . . . 

Triamcinolone  Acetonide  Inhalation  Aerosol . . . . . . . 

Triamcinolone  Acetonide  Aerosol,  Nf . . . . . . . . . 

Triamcinolone  Acetonide  Deniol  Paste,  Usp  . . . . . . 

Triamcinolone  Diacetate  Suspension,  Sterile,  N.f. . . . 

Triamcinolone  Hexacetonide  Suspension,  Sterile,  Usp . . . . 

Triamterene  And  Hydrochlorothiazide  Capsules  . . . . . . . . 

Triamterene  Capsules,  Usp  . . . . . . 

Triangle,  Drafting,  Line  Guide,  Lettering,  Adjustable,  And  Nonadjustable  (General 
Specification) 

Triangle,  Drafting,  Adjustable,  Plostic . . . . . . . . . 

Triangle,  Drofting,  Steel,  Open  Center . . . . . 

Triangle,  Drafting,  Steel,  Bead  Supports  And  Lifting  Knob........ . . . . . . 

Triangle,  Line  Guide,  lettering,  Nonadjustable. . . . . . . . . 

Triangle,  Wire,  Laboratory  With  Sleeves . . . . . . . . 

Triangles,  Drafting,  Plastic,  Transparent . . . . . . . . . . . . 

IflbliijfSmiCifi,  NaftnCi  (nii'ftC  .........  .............  ... . . . . 

TRICHLOROETHANE-1,1,1,  Technical,  Inhibited  (Methyl  Chloroform)........... . . 

Trichloroethone,  1,1,1,  (Methyl  Chloroform)  Inhibited,  Vapor  Degreasing . . 

Trichloroethylene,  Technical  . . . . . . . . . 

Trlchlorotrifluoroethone,  Chloride  In,  Tentative  Method  Of  Test  For  -  1979.. . . . 

Trlchlorotrifluoroethone,  Water  Content  Of,  With  Kcrl  Fischer  Reagent,  Tentative 
Method  Of  Test  For  -  1979 

Trlchlorotrifluoroethone,  Purity  Of  -  31  May  1985 . . . . . . . 

Tricresyf  Phosphate. . . . . . . . . . . 

Tricresyl  Phosphate,  Volotile  Matter  In,  Standard  Test  Method  For  *  27  Apr  1984  .... 

Tricycle,  Industrial..................... . . . . . 

Triethanolamine  Polypeptide  Oleote  Condensate  Solution,  Otic . 


A-A-51022 

6530 

MB 

10  Oct 

85 

MD 

MS 

03 

RR-T-640 

6530 

/DM 

27  Jun 
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MD 

MS 

03 

RR-T-00640A 

6530 

/DM 

19  Jon 

71 

MD 

MS 

03 

MIL-T-43271B  (1) 

7350 

Gl 

01  Jul 

77 

GL 

SA 

MIL-T-46G 

7350 

GL 

23  Ocl 

87 

GL 

SA 

99 

NOTICE  1 

L-T-778B 

INT  AMD  (2) 

7350 

X 

22  Mar 

67 

L 

MIL-T-43819A  (1) 

7350 

GL 

29  Sep 

87 

GL 

MIL-T-36012A 

6540 

DM 

06  Apr 

67 

MD 

MS 

03 

A-A-1915 

8020 

X 

08  Aug 

83 

L-T-776A  (3) 

7350 

X 

26  Sep 

73 

L-T-775B 

7350 

t 

26  Jo.. 

75 

MIL-T-43259C 

7350 

GL 

29  Sep 

78 
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SA 

99 

AA-T-00670  (1) 

7110 

X 

17  Feb 

67 

MS-51431 

6640 

£A 

27  Jul 

83 

EA 

MS 

99 

A-A-53600 

6520 

/MB 

29  Jul 

88 

MD 

MS 

03 

A-A-50826 

NOTICE  1 

6520 

/MB 

09  Dec 

88 

MD 

MS 

03 

A-A-885C 

8135 

t 

17  Jun 

83 

A-A-51555 

6505 

MB 

09  Jul 

87 

MD 

MS 

03 

MIL-T-45301D 

2640 

AT 

22  Jun 

87 

AT 

99 

L 

MIL-T-13584B  (1) 

2640 

AT 

18  Jon 

82 

AT 

L 

MS-3381A 

2620 

AS 

25  Jon 

82 

AS 

L 

MIL-T-24634 

2040 

SH 

25  Jul 

84 

SH 

ZZ-T-001237 

7220 

X 

25  Mor 

70 

RR-T-650D 

5670 

/YD 

22  Sep 

88 

ME 

YD 

99 

MII-T-11838D  (1) 

5420 

ME 

27  Nov 

73 

ME 

MC 

AW  PA  All-83 

8030 

MR 

10  Dec 

87 

MR 

99 

MIL-T-704J 

8010 

ME 

28  May 

85 

ME 

YD 

T-T-616A 

4020 

/GL 

29  Sep 

69 

GL 

AS 

99 

L 

MIL-T-12879A 

MFFP 

MR 

21  Feb 

66 

MR 

MIL-M2664B 

9390 

os 

27  Aug 

65 

ME 

99 

L 

MII-T-21330E 

•6840 

GL 

19  Au9 

77 

Gl 

L 

MIL-T-13867C 

8030 

MR 

10  Ocl 

83 

MR 

MIL-T-152B  (2) 
NOTICE  1 

MISC 

ER 

03  Aug 

87 

ER 

AS 

n 

L 

MIL-T-52582A  (1) 

3830 

ME 

31  Ocl 

73 

ME 

Mll-T-87985 

3805 

84 

13  Mor 

89 

99 

L 

MIL-T-52I50D 

5420 

ME 

03  Feb 

83 

ME 

MS-391 15C 

6675 

ME 

03  Dec 

84 

ME 

99 

MS-391 16C 

6675 

ME 

03  Dec 

84 

ME 

99 

MS-391 17C 

6675 

ME 

03  Dec 

84 

ME 

99 

MS-391 18D 

6675 

ME 

03  Dec 

84 

ME 

99 

L 

MIL-M2219D 

5420 

ME 

12  Feb 

85 

ME 

L 

MIL-T-12220C 

5420 

ME 

02  Oct 

73 

ME 

M'l-T-145210  (1) 

4910 

AL 

09  Jon 

86 

Al 

MIL-T-37413A 

6505 

DM 

27  Sep 

77 

MD 

MS 

03 

A-A-0051503 

6505 

/MB 

23  Jun 

86 

MD 

MS 

03 

A-A-51503A 

6505 

MB 

30  Jul 

87 

MD 

MS 

03 

MIL-T-301A  (2) 

6810 

AR 

31  Jul 

73 

AR 

OS 

A-A-0051928 

6505 

MB 

06  Apr 

87 

MD 

MS 

03 

MIL-T-37497 

6505 

DM 

01  Dec 

76 

MD 

MS 

03 

Mll-T-37634 

6505 

DM 

24  Apr 

78 

MD 

MS 

03 

MIL-T-37452 

6505 

DM 

07  Jun 

76 

MD 

MS 

03 

MIL-T-37275A 

6505 

DM 

15  Sep 

76 

MD 

MS 

03 

A-A-51083 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

MIL-T-37659 

6505 

DM 

22  Sep 

77 

MD 

MS 

03 

GG-T-67IF 

6675 

/ME 

10  Mar 

81 

ME 

99 

GG-T-671/3B 

6675 

/ME 

10  Mar 

81 

ME 

YD 

99 

GG-T-671/4B 

6675 

/ME 

10  Mar 

81 

ME 

YD 

99 

GC-T-671/5B 

6675 

/ME 

10  Mor 

81 

ME 

YD 

99 

GG-T-671/2B 

6675 

/ME 

10  Mar 

81 

ME 

99 

MS-36027C 

6640 

EA 

04  Ocl 

83 

EA 

MS 

99 

GG-T-671/1C 

6675 

/ME 

10  Mor 

81 

ME 

YD 

99 

l 

mlwi-liOHD 

6310 

04  Mor 

07 

cn 

NOTICE  1 

O-T-620C 

INT  AMD  3 

6810 

• 

13  Sep 

67 

MIL-T-81533A 

6810 

AS 

26  Sep 

67 

EA 

AS 

68 

0-T-634C  (1) 

6810 

/EA 

24  Oct 

85 

EA 

SH 

68 

ASTM  D3443-79 

9135 

68 

01  Feb 

79 

68 

AJTM  D3446-79 

9135 

68 

01  Feb 

79 

68 

ASTM  03447-85 

6850 

AS 

22  Jul 

86 

EA 

AS 

68 

TT-T-656B  (1) 

6810 

/AS 

24  May 

82 

AS 

ASTM  D 1468  84 

6810 

EA 

20  Jun 

85 

EA 

A-A-400 

2330 

X 

25  Feb 

80 

A-A-51098 

6505 

/MB 

27  Dec 

85 

MD 

MS 

03 

753 


ALPHABETICAL  LISTING 


TITLE 


Triethyl  Citrate . . . . . . . . . . . 

Trifluoperazine  Hydrochloride  Tablets,  Nf . . . . . . . . . . . 

Trig  Lists  (Lists  Of  Geodetic  Oota  (Edition  No.  3)  (With  Amendment  1).... . . . 

Trigger  Winter  Assembly,  XM152 . . . . . . . . 

Trigger,  Winter  (For  Small  Arms)....... . . . . . . . . . . 

Trilateral  Design  &  Test  Code  For  Military  Bridge  &  Gop  Crossing  Equipment  (Rcl 
To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Trilateral  Design  And  Test  Code  For  Military  Bridge  And  Gap  Crossing  Equipment 
(Ed  No.  2)  (Re!  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM  NAT  09  B  21, 
Wash) 

Trim  For  Water  Closet  Bowls,  Tanks,  And  Urinals  -  30  Jun  79............... . . . . . 

Trim,  Door,  Architectural  -  01  Nov  79 . . 

Trimethobenzamide  Hydrochloride  Capsules,  N.f. . . . . . 

Trimethobenzomide  Hydrochloride  And  Benzocaine  Suppositories  . . . . . . 

Trimethoprim  And  Sulfamethoxazole  Tablets  . . . . . . . . . 

Trimmer,  Animal  Toenail . . . . . . . . . 

Trimmer,  Dental  Model;  Wheel,  Abrasive,  Silicon  Carbide,  Dental  Model  Trimming,,.. 

Trimmer,  Paper,  Drop  Knife . . . . . . . 

Trimmer,  Tree,  Pole-mounted . . . . . . . . . . 

Trimmers,  Gingival  Margin,  Dental.............. . . . . . . . 

Trimmers,  Gingival  Margin,  (Carbon  Steel)  . . . . . . 

Trinitroresorcinol  (Styphnic  Acid) . . . . . . . . . 

Trinitrotoluene,  TNT  . . . . . . . . . . . 

Trip  Devices  For  AC  Agenerol  Purpose  DC  Low  Voltage  Power  Circuit  Breaker, 
American  National  Standard  For  ■  9  Mcy  79 

Triphenyl  Bismuth . . . . . . . . . . . 

Tripod  Assembly,  Demolition  Kit,  M180,  Metol  Parts  For  And  Assembly . 

Tripod,  Laboratory  Apparatus,  Concentric  Ring . . . . . . . 

Tripod,  Laboratory  Apparatus  . . . . . . . . . . . . . . 

Tripod,  Laboratory  Apparatus  Plain  Ring  . . . . . . . . . . 

Tripod,  M15  And  M17 . . . . . . . . . . . 

Tripod,  Photographic,  Pneumatic,  Metal . . . . . 

Tripod,  Photographic  LM*41 . 

Tripod,  Surveying,  Extension-leg-type . . . . . 

Tripod,  Surveying,  For  Range  Pole . . . . . . . . . 

Triprolidine  &  Pseudoephedrine  Hydrochlorides  Syrup,  USP . 

Triprolidine  Hydrochloride  And  Pseudoephedrine  Hydrochloride  Tablets......... . . 

Triprolidine  Hydrochloride  And  Pseudoephedrine  Hydrochloride  Tablets . . . 

TRIS-1*2*(2  Methyl  Azirindyl)  Phosphine  Oxide . 

Tritium  Air  Monitoring  And  Urinalsis  Eguipment,  Fixed  . . . . 

Tritium  Air  Monitor,  Portable  Or  Fixed  . . . . . . . 

Trivet,  Surveying  Instrument . . . . . . . 

Trocar,  Coakley,  Antrum . . . 

Trolley,  I  Beom,  Plain  8.  Geared,  Adjustable  &  Nonodjustable,  250  To  8000  Lb 
Capacity 

Troop  Trial  Procedures  •  Combat  Clothing  And  Equipment  (Release  To  Other  Than 
Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)(  (Edition  No.  3) 

Troop  Type  Personnel  Parachutes  (Chg  1  -  Dtd  2-12*86  (Rel  To  Other  Than  DOD 
Ad  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

Trophy,  National  Guard,  Eisenhower  Aword  . . . . 

Tropicamide  Ophtholmic  Solution,  Usp . . . . . 

Trouser,  Cold  Weather,  Field,  Nylon  And  Colton . . . . . . . 

Trouser,  Extreme  Cold  Weother,  Type  F-1B  . . . . . . . . . . 

Trouser,  Men  S,  (Enlisted,  White)  . . . . . . . . . 

Trouser,  Men  S,  Wool  And  Polyester/wool . . . 

Trouser,  Night  Camouflage,  Desert . . . . . 

Trouser,  Snow  Camouflage,  White,  Artie . . . . 

Trousers,  Camouflage  Pattern,  Combat . . . 

Trousers,  Cold  Weother . . . . . . . . . 

Trousers,  Cold  Weather,  Mens,  Field,  Wool.... . . . . . . . . 

Trousers,  Disposable . . . . . . . . . . . 

Trousers,  Extended  Cold  Weather,  Comoflage . . . . . 

Trousers,  Extreme  Cold  Weother,  Impermeoble  . . 

Trousers,  Fireman  S,  Aluminized,  Proximity  . . . . . . . . 

Trousers,  Firemen  S  . . . . . . . 

Trousers,  Firemen's,  Structurol/aluminized  Proximity  . . . . . 

Trousers,  Flyers  ,  Extreme  Cold-Weather,  CWU-18/P  . . . 

Trousers,  Man'si  Hospital  Duty  Uniform  (HDU)  . . . . 

Trousers,  Mans  (And  Womons-summer  Weight) . . . . . . . . . . . 

Trousers,  Mans  &  Womans  (Winter  Weight) . . . . 

Trousers,  Men  5  Polyester/wool  Gabardine  (Cg).... . . . . . 

Trousers,  Men  S  (Blue,  Enlisted)........... . . . . . 

Trousers,  Men  S.  Musicians  . . . . . 

Trousers,  Men  S.  Dress,  White,  And  Special  Mess,  Black. ............ ............................... 

Trousers,  Men  S,  Service,  Summer  And  Winter  (Officer  S) . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l  MIL-T-47063 

6810 

Ml 

10  May 

74 

Ml 

MIL-T-37156A  (1) 

6505 

DM 

11  Aug 

75 

MD 

MS  03 

NAT-STD-2210  (5) 
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06 
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87 
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AR 
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86 

AR 

99 

NOTICE  1 

l  MIL-T-45539 
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AR 

17  Apr 

86 

/.R 

NOTICE  1 
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AM 
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84 
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AM 
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84 
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4510 
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22  Aug 

80 

ME 
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99 
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5340 

YD 
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86 

AR 

YD 

99 

NOTICE  1 

MIL-T-37427 

6505 

DM 

07  Jun 

76 

MD 

MS 

03 
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6505 
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26  May 

77 

MD 

MS 

03 

MIL-T-37619A 

6505 

DM 

22  Sep 

77 

MD 

MS 

03  DM 
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6515 

/MB 

09  Oct 

85 

MD 

MS 

03 

MIL-T-37S38A 

6520 

DM 

24  Sep 

87 

MD 

MS 

03 

A-A-1022 

7520 

! 

16  May 

80 

A-A-2337 

3750 

* 

08  Nov 

84 

ME 

99 

GG-T-1368B 

6520 

/DM 

01  Sep 

76 

MD 

MS 

03 

A-A-53614 

6520 

/MB 

15  Aug 

88 

MD 

MS 

03 

l 

MIL-T -50611 

1376 

AR 

05  May 

88 

AR 

NOTICE  T 

MIL-T-248C 

1376 

AR 

08  Nov 

74 

AR 

DS 

INT  AMD-2  (AR) 

ANSI  C37.17-79 

6110 

YD 

30  Jan 

84 

YD 

99 

MIL-T-706&.' 

6810 

AR 

29  Jun 

88 

AR 

L 

MIL-T-50595C  (1) 

1375 

AR 

09  Oct 

87 

AR 

MS-35990C 

6640 

EA 

16  Mar 

87 

MS 

99  MB 

NNN-T-698  (1) 

6640 

/EA 

10  Sep 

63 

EA 

MS 

99 

MS-35991C 

6640 

EA 

16  Mar 

87 

MS 

99  MB 

L 

M1L-T-13285B  (1) 

6650 

AR 

30  Mar 

70 

AR 

MII-T-I9478A  (1) 

6760 

AS 

13  Apr 

78 

AS 

99 

MIL-T-I2020C 

6760 

CR 

21  Nov 

84 

CR 

L 

MIL-T-14091E 

6675 

ME 

06  Jun 

88 

ME 

L 

MII-T-11674F 

6675 

ME 

02  Dec 

82 

ME 

YD 

A-A-51081 

6505 

/MB 

15  Dec 

85 

MD 

MS 

03 

Mll-T-37138 

6505 

DM 

26  Mar 

75 

MD 

MS 

03 

A-A-30032 

6505 

/MB 

28  Oct 

81 

MD 

MS 

03 

DOD-T-82666A  (1) 
NOTICE  1 

6810 

OS 

13  May 

87 

OS 

68 

L 

MIL-T-23669A 

6630 

EC 

C8  Oct 

69 

EC 

L 

MII-T-23752D 

6665 

SH 

15  Mar 

84 

EC 

MIL-T-11372E  (1) 

6675 

ME 

27  Apr 

79 

ME 

99 

MIL-T-36813A 

6515 

DM 

18  Mar 

76 

MD 

MS 

03 

M1L-T-52306C 

3950 

ME 

12  Aug 

85 

ME 

YD 

99 

NAT-STD-2138  (1) 

ISDA 

AM 

26  Feb 

79 

AIR-STD-44/55 

ISDF 

06 

24  May 

83 

L 

MIL-T-401 13  (1) 

9910 

IH 

24  Aug 

71 

IH 

MIL-T-37666 

6505 

DM 

22  Sep 

/7 

MD 

MS 

03 

MIL-T-43497D 

8415 

Gl 

26  Jul 

88 

GL 

NU 

99 

MIL0-O284K  (1) 

8415 

82 

08  Mar 

84 

Gl 

99 

L 

MIL.T-87067B 

8405 

NU 

27  Sep 

83 

NU 

L 

MII-T-29369A 

8405 

MC 

10  Apr 

87 

MII-T-44094A 

8415 

GL 

24  Oct 

85 

Gl 

NU 

99 

MIL-T-43654C 

8415 

GL 

19  Jun 

86 

GL 

NU 

99 

MIL-T -44047C  (1) 

8415 

GL 

08  Mar 

89 

GL 

NU 

11 

l 

MIL-T-2I704F 

3415 

NU 

01  Jul 

87 

NU 

L 

MIL-T-1870J 

8415 

GL 

19  Jul 

83 

GL 

L 

MIL-T-870208 

8415 

NU 

19  Oct 

87 

NU 

Mll-T-441898 

8415 

GL 

27  Jon 

89 

Gl 

NU 

L 

MIL-T-21705E 

8415 

NU 

24  Moy 

84 

NU 

Mll-T-291468 

8415 

NU 

02  Jul 

84 

GL 

NU 

11 

MU-T-3901E 

8415 

GL 

30  Dec 

81 

Gl 

NU 

99 

Mll-T-24940 

8415 

Gl 

30  Sep 

88 

GL 

NU 

99 

l 

MIL-T-83385A  (1) 

8415 

82 

22  Jon 

85 

99 

M1L-T-44291 

8405 

Gl 

30  Jun 

87 

Gl 

11 

A-A-1784 

8415 

l 

29  May 

81 

A-A-1785 

8405 

i 

15  May 

81 

L 

MIL-T-87047A 

8405 

NU 

20  Jan 

87 

NU 

L 

MIL-T-87038B 

8405 

NU 

27  Sep 

83 

NU 

L 

MIL-T-28902A 

8405 

MC 

18  Aug 

81 

MC 

L 

MIL-T-82163A  (1) 
NOTICE  1 

8405 

MC 

23  Oct 

87 

MC 

L 

Mll-T-28919  (1) 

8405 

MC 

25  Jun 

87 

MC 

NOTICE  1 
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ALPHABETICAL  LISTING 


TITLE 

Trousers,  Men  S,  Mess,  Black  (Officer  S)  . . . . 

Trousers,  Men  S,  Dress  (Officer  S)  . . . . . . . 

Trousers,  Men  S,  Evening  Dress  (Gtticer  S) . . . 

Trousers,  Men  S,  Dress,  Wool  And  Polyester/wool . . . . . . 

Trousers,  Men  S,  Polyester  And  Colton  . . . . . . . . . . 

Trousers,  Men  S,  Army  Tan  445,  Durable  Press . . 

Trousers,  Men's  Polyester/wool . . . . . 

Trousers,  Men's,  Polyester/wool . . . . . . . . 

Trousers,  Mens  (White)  . . . . . . . . . . 

Trousers,  Mens  (Undress) . . . . . . . . . . . . 

Trousers,  Operating,  Surgical,  Women  S,  Cotton-polyester,  Static  Resistant . . . 

Trousers,  Operating,  Surgical  Men  S,  Cotton  Polyester,  Static  Resistant . . . 

Trousers,  Operating,  Surgical,  Man  S,  Cotton,  Green . . 

Trousers,  Pararescue . . . . . 

Trousers,  Pneumatic,  Anti-shock,  Universal  Size,  Blue . . . . . . 

Trousers,  Radioactive  Contaminants,  Protective  (Vinyl) . . . 

Trousers,  Top  Former . . . . . . . . . . 

Trousers,  Utility,  Mens,  Denim  . . . . . . . . 

Trousers,  Utility,  (Durable  Press)  . . . . . . . 

Trousers,  Wet  Suit  (Chloroprene  Foam)..... . . . . . . 

Trousers,  Wet  Weather  . . . . . . . . . . . 

Trowel  . . . . . . . . . . . . . . . 

Trowel . . . . . . . . . 

Truck  &  Truck  Tractors,  Commercial,  Diesel  Engine  Driven,  36,000  To  60,000  Pounds 
GVW,  6X6 

Truck  &  Truck  Tractors;  Commercial  Diesel  Or  Gasoline  Engine  Driven  14,000  To 
21,000  Pounds  GVW,  4X2  (Combined  With  FED  STD-122Z/292M  &  307N) 

Truck  *  Tilt  Frame,  Container  Handling,  With  Tilt  Cob,  Diesel  Engine  Driven,  51,000 
Pounds  GVW,  6X4  Commercial,  Including  Detachable  Bodies  3>  Stationary 
Compactors 

Truck  Ability  Prediction  Procedure  -  1  Jun  63  . . . . . . 

Truck  Ambulance  1/4  Ton  4X4  M718A1  . . . . . . 

Truck  And  Truck  Tractors,  Commercial,  Diesel  Or  Gasoline  Engine  Driven,  16,000  To 
35,000  Pounds  Gvw,  4X4 

Truck  And  Truck  Tractors,  Commercial,  Diesel  Engine  Driven,  34,500  To  66,000 
Pounds  Gvw,  6X4 

Truck  And  Truck  Tactical  (Military)  Design,  Characteristics  Of . 

Truck  Cargo  1*  M561 . . . 

Truck  Cargo  5  . . . 

Truck  Cargo.  8  ,  >,  Truck,  Cargo.  8  Ton,  4X4  M877 . 

Truck  Lift,  Aerial  wi«  M  ^  Pouoa  Capacity  Electric  Motor  Driven  .. 

Truck  Lift,  Fork,  Electro  id  •*  Capacity,  127  Inch  Lift,  General 

Purpose,  Type  EE 

Truck  lift.  Fork,  Electric,  Solid  Tires,  600C  1  -  —opacity,  100  Inch  Lift, 

Shipboard,  Type  EE 

Truck  Loading  Dolly,  Missile  Tronsfer,  MF  30  Mod  0  On  Skid,  transport, 

0162 12586  Unit  load  For  Domestic  &  Overseas  Shipment 
Truck  loading  Groin  Propellont  Mk  80  Mod  0  In  Pallet  Crate  Mk  107  Mod  0 
Domestic  Unit  Load 

Truck  Maintenance  Earth  Boring  Machine  6.  P“u  Setter  2ll/2-Ton  6X6  M764  W/W 

Truck  Maintenance  Pipeline  Construction  2*1/2  Ton  6X6  M756A2.. . . . 

Truck  Tank.  Fuel  Servicing  2500  Gallon,  4X4  M559 . . . 

Truck  Tank,  Water  Servicing,  2  1/2  Ton,  6X6,M50A3 . . . . . 

Truck  Telephone  Maintenance  2  1/2  Ton  6X6  M763  W/W„ . 

Truck  Tractor  &  Truck  Trailer,  Broke  &  Electrical  Connection  Locations  •  Oct  76 . 

Truck  Tractor  Semitractor  Interchange  Coupling  Dimensions  *  Jul  68 . . . 

Truck  Tractor.  Commercial,  Diesel  Engine  Driven,  80,000  Pounds  GVW,  145,000 
Pounds  GCW,  8X4 

Truck  Tractor,  Heavy  Equipment  Transporter,  8X6,  M61 1 . . . . . . . 

Truck  Tractor,  On  Off  Rood,  Engineer  Min.  120,000  GCWR,  Commercial 
Construction  Equipment  (CCE) 

Truck  Tractor,  Yard  Type,  4X2,  XM878 . . . . . . . 

Truck  Tractor,  10  Ton,  6X6,  181.5  Inch  Wheelbase,  Ml 23A  1C  . . 

Truck  Tractors,  Semi  trailer  Spotter,  With  Holf  Cab,  Diesel  &  Gasoline  Engine 
Driven,  32,000  GVW,  55,000  GCW,  4X2 

Truck  Transmission  Mounted  Power  Take  Offs,  Openings  For  Six  &  Eight  Bolt  •  Apr 
78 

Truck  Van  Shop  2  1/2  Ton,  6X6,  M185A3 . . . . . . . 

Truck  Van  5  Ton  8X8  M791..... . . . . . . . . . 

Truck  Van,  Expansible,  5  Ton,  6X6,  M934 . . . . . . . . . 

Truck  Wrecker,  10  Ton,  4X4  M553  . . . . . . . . . . . 

Truck  1/4  Ton  4X4  W/106  MM  Rifle  Mount  M825 . . . 

Truck,  Aircraft  Cargo  loading-unloading  A/S32H-5 . . . 

Truck,  Ambulance,  Tactical,  l  1/4  Ton,  4X4,  M1010  (Commercial  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T 

Mll-T-82199  (1) 
NOTICE  1 

8405 

MC 

23  Oct 

87 

MC 

L 

MIL-T-28920A 

NOTICE  1 

8405 

MC 

25  Jun 

87 

MC 

L 

MIL-T-82161A 

NOTICE  » 

8405 

MC 

23  Oct 

87 

MC 

l 

MIL-T-43957C 

8405 

Gl 

08  Sep 

86 

GL 

MIL-T-41834F 

8405 

NU 

29  May 

81 

NU 

u 

L 

MIL-T-438538  (1) 

8405 

Gl 

04  Nov 

80 

GL 

MIL-T-29452 

8405 

MC 

20  Jon 

88 

MC 

MIL-T-41828H 

8405 

NU 

22  Oct 

87 

NU 

n 

l 

MIL-T-2423L 

8405 

NU 

30  Sep 

88 

NU 

L 

MIL-T-87039B 

8405 

NU 

15  Apr 

85 

NU 

MIL-T-37046  (1) 

6532 

DM 

04  Jun 

75 

MD  MS 

03 

MIL-T-37030  (1) 

6532 

DM 

21  Mar 

75 

MD 

MS 

03 

MIL-T-37131 

6532 

DM 

27  Mar 

75 

MD  MS 

03 

L 

MIL-T-38350B  (1) 

8415 

82 

05  Oct 

78 

99 

MIL-T-37742 

6515 

DM 

28  Mar 

78 

DM 

A-A-50364 

8415 

/NU 

12  Feb 

85 

NU 

MIL-T-43578B 

3510 

GL 

21  Nov 

78 

GL 

YD 

L 

MIL-T-87062B 

8405 

NU 

22  Sep 

87 

NU 

MIL-T-43932C  (1) 
NOTICE  1 

8405 

11 

30  Sep 

88 

NU 

11 

L 

MIL-T-82270B 

8415 

NU 

10  Oct 

75 

N»J 

l 

Mll-T-87099 

8405 

NU 

14  Oct 

87 

NU 

GGG-T-671A 

5120 

•Gl 

18  Aug 

55 

GL 

SH 

99 

(INT.  AMD.  1 
GGG-T-00671B  (1) 

5120 

t 

16  Apr 

68 

KKK.T-2111F 

2320 

/AT 

01  Oct 

85 

AT 

YD 

99 

FED-STD-794B 

2320 

• 

01  Oct 

85 

MIL-T-4670IE 

2320 

AT 

05:Aug 

83 

AT 

YD 

SAE  J 688-63 

2320 

AT 

30  Sep 

81 

AT 

99 

L 

MS-52170 

2320 

AT 

08  May 

85 

AT 

KKK-T-2110F 

2320 

/AT 

01  Oct 

85 

AT 

YD 

99 

KKK-T-2109F 

2320 

/AT 

01  Oct 

85 

AT 

YD 

99 

MIL-HDBK  134A 

2320 

AT 

15  Oct 

65 

AT 

MC 

L 

MS-52167 

2320 

AT 

03  May 

85 

AT 

L 

MS-52169 

2320 

AT 

08  May 

85 

AT 

L 

MIL-T-62132B 

NOTICE  1 

2320 

AT 

04  May 

87 

AT 

l 

MIL-T-83351A  (1) 

1190 

79 

02  Feb 

87 

79 

l 

MIL-T-21869/21F 

3930 

SA 

13  Jan 

84 

SA 

L 

MIL-T-21869/22F 

3930 

SA 

13  Jon 

84 

SA 

l 

MIL-STD-1320/228 

8140 

OS 

11  Jon 

88 

OS 

l 

MlL-STD-1320/116 
NOTICE  2 

11  JUN  1979 

8140 

OS 

11  Jun 

79 

OS 

l 

MS-52168 

2320 

AT 

08  May 

85 

AT 

L 

MS-52153 

2320 

AT 

08  May 

85 

AT 

l 

MIL-T-62130B  (2) 

2320 

AT 

16  Feb 

88 

AT 

L 

MS-52185 

2320 

AT 

03  May 

85 

l 

MS-52'72 

2320 

AT 

14  Jun 

85 

SAE  J702B-76 

2330 

AT 

30  Sep 

81 

AT 

99 

SAE  J701A-68 

2540 

AT 

30  Sep 

81 

AT 

99 

l 

MIL-T-62276B 

2320 

AT 

11  Feb 

87 

AT 

YD 

99 

L 

MS-52261 

2320 

AT 

13-Jan 

86 

AT 

L 

Mll-T-52901 

3805 

ME 

26  Apr 

76 

ME 

l 

MII-T-62255C 

2320 

AT 

31  Oct 

80 

AT 

l 

MS-500070B 

2320 

AT 

13  Mar 

85 

AT 

MIL-T-62102E 

2320 

AT 

09  Mor 

8/ 

AT 

YD 

99 

SAE  J704B-78 

2520 

AT 

30  Sep 

81 

AT 

99 

l 

MS-52184 

2320 

AT 

03  Moy 

85 

l 

MS-52171 

2320 

AT 

08  May 

85 

AT 

MS-52295 

2320 

AT 

15  Dec 

88 

l 

MIL-T-62131B 

NOTICE  1 

2320 

AT 

04  May 

87 

AT 

L 

MS-52166 

2320 

AT 

08  Moy 

85 

AT 

L 

MIL-T-38045D 

NOTICE  2 

3930 

84 

27Ape 

88 

84 

L 

MS-52206 

2320 

AT 

03  Jut 

85 

AT 

755 


ALPHABETICAL  LISTING 

DOCUMENT 


TITLE 

NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

Truck,  Ambulonce,  Gasoline  Engine  Driven,  10,500  Pounds  Gun,  4  X  4,  4  Litter 

M1L-T-14382V 

2310 

AT 

22  Mar 

85 

AT 

YD 

99 

(Commercial,  Field  Type) 

Truck,  Ambulance,  1  1/4  Ton,  1/31  In.  Wheel  Base,  M  886/M  893  (Commerci- . 

L 

MS-52136A 

2320 

AT 

03  Jul 

85 

AT 

Truck,  Ammunition  Handling,  Stoke  And  Platform  Body,  24,000  Pounds  GVW,  4  By 

MIL-T-81098E 

2320 

YD 

31  Oct 

84 

AT 

YD 

2  Or  4  By  4 

Truck,  Armored,  Payroll  Distribution,  4X2 . . . . . . . 

L 

MIL-T-62088A 

NOTICE  1 

2320 

AT 

04  Aug 

86 

AT 

Truck,  Bolster  2  1/2  Ton,  6X6,  M751A2  W/W . 

L 

MS-52186 

2320 

AT 

03  May 

85 

Truck,  Bolster,  5  TON.6X6,  M81S  W/W . 

L 

MS-52187 

2320 

AT 

14  Jun 

85 

Truck,  Bookmobile,  Commercial,  Gasoline  Engine  Driven,  17,000  Pounds  Gvw,  4X2 .. 

L 

MIL-T-453058 

NOTICE  1 

•2320 

Aw 

13  Jun 

86 

AT 

Truck,  Bridge,  Transport  5  Ton,  6X6,  M821 . . . 

L 

MS-52195 

2?:v 

AT 

14  Jun 

85 

Truck,  Bus  &  Multipurpose  Vehicle*  -  Windshield  Defrosting  Systems  Performance 

SAE  J382-71 

2540 

AT 

01  Mor 

81 

AT 

Requirements  *  Jon  71 

Truck,  Cage,  Security,  Steel . . . . . . . . . . . 

A-A-50489 

3920 

YD 

23  Jun 

87 

GL 

YD 

Truck,  Cargo  Dropside,  5  Ton,  6X6,  M613A1  . . . . . . . . 

L 

MS-521E2 

2320 

AT 

03  May 

85 

Truck,  Cargo  5  Ton,  6X6,  M814... . . . . . . . . . . . 

i 

MS-52183 

2320 

AT 

03  May 

85 

Truck,  Cargo  5  Ton,  6X6,  M813...... . . . . . 

L 

MS-52181 

2320 

AT 

03  May 

85 

Truck,  Cargo.  1-1/4  Ton,  6X6,  M561  And  Truck,  Ambulance.  1-1/4  Ton,  6X6,  M792 

i 

MIL-T-62047B  (3) 

2320 

AT 

02  Sep 

87 

AT 

Truck,  Cargo,  Dropside,  5  Ton,  6X6,  M923/M925..... . . . . . . 

L 

MS-52289 

2320 

AT 

13  Dec 

88 

AT 

Truck,  Cargo,  Dropside,  2  1/2  Ton,  6X6,  154  Inch  Wheelbase,  Military  Design, 

MS-52107C 

2320 

AT 

10  Apr 

85 

AT 

99 

M35A2C 

Truck,  Corgo,  Dropsides,  5  Ton,  6X6,  179  Inch  Wheelbase,  Military  Design, 

MS-500096B 

2320 

AT 

15  Jon 

85 

AT 

M54A2C 

Truck,  Cc'oo  Gasoline  And  Diesel  Engine  Driven,  14,000  To  24,000  Pounds  GVW, 

L 

MIL-T-623198 

2320 

AT 

02  Nov 

84 

AT 

YD 

99 

4X2  And  4X4,  Commercial 

Truck,  Corgo,  Military  Model  M36A2  2-1/2  Ton,  6X6,  190  Inch  Wheelbase, 

L 

MS-500080C 

2320 

AT 

06  May 

85 

AT 

Multifuel  Engine 

Truck,  Cargo,  Military  Model,  M35A2,  2-1/2  Ton,  6X6,  154  Inch  Wheelbase . 

MS-5000158 

2320 

AT 

06  May 

85 

AT 

99 

Truck,  Corgo,  Toctical,  Ammo,  10  Ton,  8X8  M977  . . 

L 

MS-52221 

2320 

AT 

26  Aug 

85 

AT 

Truck,  Cargo,  Tactical,  4  X  4,  1  1/4  Ton  Shelter  Carrier,  M1028  (Commercial) . 

L 

MS-52207 

2320 

AT 

03  Jul 

85 

AT 

Truck,  Cargo,  Tacticol,  4  X  4,  1  1/4  Ton,  M1008/M1008A1  (Commercial) . . 

L 

MS-52204 

2320 

AT 

03  Jul 

85 

AT 

Truck,  Cargo,  Tacticol,  10  Ton,  8X8,  MIRS,  M985  . . . 

L 

MS-52231 

2320 

AT 

26  Aug 

85 

AT 

Truck,  Cargo,  1  1/4  Ton,  131  In.  Wheel  Base,  M880/M890  (Commercial)..... . . 

L 

MS-52137A 

2320 

AT 

20  May 

85 

AT 

Truck,  Cargo,  10  Ton,  6X6,  181-1/2  Inch  Wheelbote,  M125A1  . 

MS-5000948 

2320 

AT 

20  Moy 

85 

AT 

99 

Truck,  Cargo,  5  Ton,  6X6,  179  Inch  Wheelbase,  Military  Design,  M54A2 . 

MS-500086A 

2320 

AT 

14  Dec 

82 

AT 

MC  99 

Truck,  Corgo,  5  Ton,  6X6,  215  Inch  Wheelbase,  M55 . 

MS-53088 

NOTICE  1 

2320 

AT 

08  Feb 

65 

AT 

MC 

Truck,  Cargo,  5-TGN,  M656  . . . . . 

l 

Mll-T-62070  (1) 

2320 

AT 

11  Jun 

73 

AT 

Truck,  Cargo,  8  Ton,  4X4  Military  Design,  M877  . . . . . 

M5-52132A 

2320 

AT 

18  Feb 

86 

Truck,  Corgo,  8  Ton,  4  X  4,  Military  Design,  M  520 . . . . . . . 

l 

MS-52106B 

2320 

AT 

15  Jan 

85 

AT 

Truck,  Chassis,  Tactical,  1  1/4  Ton,  4  X  4 . . 

l 

MS-52212 

2320 

AT 

03  Jul 

85 

AT 

Truck,  Cleaner,  Catch  Basin,  Vacuum-pressure  Jet,  DED . . . 

l 

MIL-T-29197A 

2320 

VD 

15  Aug 

88 

YD 

Truck,  Compact,  Forward  Control,  Recruiter,  Commercial  5,400  Pounds  GVW,  4X2  .. 

MIL-T-62087D 

2320 

AT 

28  Sep 

84 

AT 

YD 

99 

Truck,  Concrete,  Mobile  Mixer,  B  Cubic  Yard,  Commercial  Construction  Equipment 

l 

MIL-T-52896B 

3895 

ME 

13  Dec 

84 

ME 

(CCE) 

Truck,  Container  Handler,  With  Top  Lift  Attachments,  Diesel  Engine  Driven, 

L 

MIL-T-52951 

3930 

ME 

17  Apr 

78 

ME 

Pneumatic  Tired,  Four  Wheel  Driven,  Articulated  Frame  Steer,  Rough  Terrain, 

50,000  Pound  Copacity  At  48  Inch  Lood  Center 

Truck,  Crash  Fire  Rescue,  3,000  Gallon  Copacity,  A/S32P-23 . . . . 

L 

MIL-T-27213D 

4210 

84 

14  Oct 

88 

99 

Truck,  D/lly  (Roller) . . . . . . 

KKK-T-654D 

3920 

/ME 

20  Moy 

85 

ME 

SA 

99 

Truck,  Dolly,  Rectangulor,  With  4  Swivel  Casters  (General  Purpose  And  Machinery  .. 

i 

MIL-T-19147D 

3920 

ME 

16  Nov 

84 

ME 

Truck,  Dump,  Multifuel  Engine,  2  1/2  Ton,  6X6,  154  Inch  Wheeicase,  Military 

MS-500053C 

2320 

AT 

06  Moy 

85 

AT 

Design,  M342A2 

Truck,  Dump,  Off  Road,  Diesel  Engine  Driven,  15  To  50  Ton  Payload . 

Mll-T-30445 

3805 

ME 

03  Sep 

76 

ME 

YD 

Truck,  Dump,  Street  Maintenance,  Diesel  And  Gasoline  Engine  Driven,  21,000 

L 

MIL-T-62246B 

2320 

AT 

29  Mar 

88 

AT 

Pounds  GVW,  4X2,  Commerlcol 

Truck,  Dump,  20  Ton,  Oh  Off  Rood  Min.  69,000  GCWR,  Commercial  Construction 

i 

MII-T-52900A 

3805 

ME 

29  Nov 

76 

ME 

Equipment  (CCE) 

Truck,  Dump,  5  Ton,  6X6,  M51  . . . . . . 

MS-500010A 

2320 

AT 

15  Jan 

85 

AT 

Truck,  Dump,  5  Ton,  6X6,  M92W.1/M930AI  . 

L 

MS-52245 

2320 

AT 

04  Od 

85 

AT 

Truck,  Dump,  5  Ton,  6X6,  M817 . . . 

i 

MS-52189 

2320 

AT 

14  Jun 

85 

AT 

Truck,  Elevating  Body,  Diesel  &  Gasoline  F.ngine  Driven,  21,000-39,500  Pounds 

MIL-T-62145D 

2320 

AT 

09  Sep 

86 

AT 

YD 

99 

GVW,  4X2  &  6X4,  Commercial 

Truck,  Equipment  Transport,  Tilt  Plotform  (Ramp),  Commercial,  Gasoline  Engine 

i 

MIL-T-62126C 

2320 

AT 

09  Moy 

88 

AT 

Driven,  24,000  GVW,  4X2 

Truck,  Fire  Fighting,  Brush,  Gross,  And  Structural,  500  Gpm,  4  By  4  Commercial 

L 

MIL-T-19233H 

4210 

YD 

14  Dec 

84 

YD 

Chois 

Truck/  Fire  Finhtirm^Brujh,  1£00  Go^O"  Wo»fr  Tank,  6X6/  Comm>fci{jl  ChotJ'S 

L 

MH-T-529849 

4210 

me 

12  Sep 

88 

ME 

Truck,  Fire  Fighting,  1000  GPM,  Tactical  Type,  Multipurpose  . . . 

MIL-T-11407L  (1) 

INT  AMD  2  (ME) 

4210 

ME 

12  Nov 

82 

ME 

MC 

99 

Truck,  Fire  Fighting,  A/S32P-10,  Forcible  Entry . . . . . . . 

L 

MIL-T-33965A 

4210 

84 

22  Sep 

82 

99 

Truck,  Fire  Fighting,  Structural,  1000  GPME  . . . . . . . . 

MIL-T-10224L 

4210 

ME 

29  Aug 

84 

ME 

MC 

Truck,  Fire  Fighting,  Pumper,  1000  GPM,  Ladder  Water  Tower  Combination . . 

Mll-T;52942C 

4210 

ME 

02  Aug 

88 

ME 

Truck,  Fire  Fighting*. . . . . . . 

MIL-T-0010224M 

4210 

ME 

29  Aug 

84 

ME 

L 

Mll-T-83235  (1) 
MIL-T-83303C 

4210 

84 

77 

99 

Truck,  Fire  Fighting,  Airfield  Ramp,  A/S32P-13,  4X2  Pickup . . . . . . . . 

i 

4210 

84 

09  Sep 

88 

99 

L 

MIL-T-52958B  (1) 
MIL-T-28571F 

4210 

ME 

11  Jan 

89 

ME 

Truck,  Firefighting,  Structural,  1,000  Gpm,  4  By  2,  Commercial  Chassis . ..  . . 

i 

4210 

YD 

14  Jan 

85 

YD 

Truck,  Firefighting,  Dry  Chemical  And  Afff,  4  By  4,  Commercial-...., . . 

MIL-T-52944A 

INT  AMD  1  (ME) 

4210 

ME 

22  Feb 

82 

ME 

99 

Truck,  Firefighting,  Tractor  Trailer  Type,  100  Foot  Aerial  Ladder,  Ded  . . . . 

i 

MIL-T-29152C 

4210 

YD 

27  Jun 

88 

YD 

756 


ALPHABETICAL  LISTING 


TITLE 


Truck,  Firefighting,  Aircraft  Crash  And  Rescue,  11,000  Pound  Gvw,  4  By  4, 
Commercial 

Truck,  Firefighting,  Pumper  Tonker,  3,500  Golton  Water  Capocity  Diesel  Engine 
Drive,  76,000  Pounds  GVW  6  By  6 

Truck,  Firefighting,  Brush/grass,  18,000  Pounds  Gvw,  4  By  4,  Gasoline  Engine 
Driven,  Commercial  Chassis 

Truck,  Firefighting,  100  Foot  Rear  Mount  Aerial  Ladder,  4  By  2  Or  6  By  4,  ?iesel 
Engine  Driven 

Truck,  Fixed  Platform,  Electric  Powered,  Pneumatic  Rubber  Tires . . . . . 

Truck,  Fixed  Platform,  Internal  Combustion  Engine  Powered  Pneumatic  Rubber  Tires.. 
Truck,  Flatbed,  &  Trucks,  Maintenance,  With  Telescopic  Boom  &  Aenol  Platform,  28 
To  60  Foot,  14,000  To  44,500  Pounds  GVW,  4X2,  4X4,  &  6X4,  Mese!  & 

Gasoline  Engine  Driven,  Commercial 

Truck,  Flatbed,  Rigger  Maintenance,  28,000  GVW,  4  X  2  &  4  X  4,  Commercial . 

Truck,  Fork,  Reaching  &  Tiering,  Continuous  Duty,  Narrow  Aisle,  Electric,  Non  Pollet 
StraddlVg  Shipboard  General  Specification  For 
Truck,  Forklift,  Electric,  Front/side  Loading  6000/6000  Pound  Capacity  TyptrE 
Commercial 

Truck,  Forks,  Reaching  And  Tiering,  Narrow  Aisle,  Electric,  3000  Pounds  Capacity.... 

Truck,  Forward  Control  Customized  Travel  Unit,  Gasoline  &  Diesel  Engine  Driven, 
14,000  Pounds  Gvw,  4X2,  Comrr.erical 

Truck,  Hand,  Bomb  MHU-67/E . 

Truck,  Hand,  Box  And  Tub  Type... . . . . . . . . . 

Truck,  Hand,  Box,  Laundry,  Plastic  . . . . . . . . 

Truck,  Hand,  Box,  Laundry,  Plastic . . . . . . . . . 

Truck,  Hand,  Lift,  Pallet,  Manual  -  Hydraulic  For  Shipboard  Use  (6,000  Pound 
Capacity) 

Truck,  Hand,  Lift,  Pallet,  Manual  Hydroulic . 

Truck,  Hand,  Platform,  3,000  Pound  Capacity . . . . . . . 

Truck,  Hand,  Platform,  Four  Wheeled,  Tilt  And  Non-tilt,  Solid  Rubber  Tires  Or 
Plastic  Tires 

Truck,  Hand,  Plohorm,  Laundry  &  Drycleaning,  Special  Design  . . 

Truck,  Hand,  Shelf  (Tray  -Service  And  General  Utility) . . . 

Truck,  Hand,  Shelf,  2  14  Shelves . . . . . . . 

Truck,  Hand,  Shelf,  Utility,  2  Or  3  Shelves . . . 

Truck,  Hand,  Shelf,  Slockpicker  . . 

Truck,  Hand,  Shelf . . . . . . . . . 

Truck,  Hand,  Two  Weele  (Light  Duty)  . . . 

Truck,  Hand,  Tv/o  Wheeled  . . . . 

Truck,  Hand,  Two-wheeled  (Light  Duty)  300  Pound  Capocity . 

Truck,  Hand,  Two  Wheeled  (Light  Duty)  300  Pound  Capacity . . . . . 

Truck,  High  Pressure  Sewer  Cleaning . 

Truck,  Lift,  Aerial'Stores,  3000  Pounds  Capacity  MJ-1A  &  MJ-1B . 

Truck,  Lift,  Aerial  Stores,  7000  Pound  Capacity  MHU-83A/E  . . 

Truck,  Lift,  Fork  Electric,  Solid  Tires,  6000  Pound  Capocity,  100  Inch  Lift, 

Shipboord,  Type  EY 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  2000  Pound  Capacity,  144  Inch  Lift . 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4,000  Pound  Capacity,  144  Inch  Lift,  Ashore 
Ordnance  Handling,  Type  EX 

Truck,  Lift,  Fork,  Tiering,  Wolkie,  Straddle  Type,  Electric,  2,000-  And  2,500  Pounds.. 
Truck,  Lift,  Fork,  Electric,  Solid  Tires  4000  Pound  Capacity,  100  Inch  Lift, 

Shipboord,  Type,  EX 

Truck,  Lift,  Fork,  Diesel-Engine  Driven  Pneumatic  Tired,  Rough  Terrain,  6,000  Pound 
Copocity  At  24  Inch  Locd  Center 

Truck,  Lift,  Fork,  Electric,  Solid  Tires  2000  Pound  Capacity,  144  Inch  Lift,  General 
Purpose,  Type  EE  Triple. Stage  Most 

Truck,  Lift,  Fork,  Reaching  &  Tiering,  Continuous  Duty,  Narrow  Aisle  4,000  Pound 
Capacity,  50  Inch  Lift,_Eleciric  Shipboord,  Type  (CE) 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4,000  Pound  Capacity,  180  Inch  Lift,  General 
Purpose,  Type  (CE)  Triple  Stage  Most 

Truck,  Lift,  Fork,  Diesel,  Pneomatic&tired,  General  Purpose,  6000&POUND  Capocity 
At  24&INCH  lood  Monter 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Capacity,  144  Inch  Lift,- Ashore 
Ordncr.ee  Hendlmg,  Type  EE 

Truck,  Lift,  Fork,  Diesel,  Pneumatic-tired,  General  Purpose,  6,000-POUND  Capacity 
At  24-INCH  Load  Center  (Use  In  lieu  Of  MIL-T-40632) 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4,000  Pound  Capocity,  144  Inch  Lift.  Generol 
Purpose,  Type  (EE)  Triple  Stage  Most 
Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4000  Pound  Capacity,  144  Inch  Lift 
Commercial  Materiols  Handling  Equipment 
Truck,  lift.  Fork,  Electric,  Solid  Tires  6000  Pound  Capacity,  180  Inch  lift,=Generol 
Purpose,  Type  EE  Triple  Stage  Mast 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  10,000  Pound  Capacity  At 
24  Inch  Load  Center,  168  Inch  Lift 

Truck,  lift.  Fork,  Electric,  Solid  Tires,  10000  Pound  Capocity,  110  Inch  lift.  Type  EE 
Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  15,000  Pound  Copocity  At 
24  Inch  Load  Center,  100  Inch  Lift 
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ALPHABETICAL  LISTING 


TI71E 


Truck,  lift.  Fork,  Electric,  Solid  Tire*,  4000  Pound  Copocity,  144  Inch  Lift,  Ajhore 
Ordnonce  Hondling,  Type  EE 

Truck,  Lift,  Fork,  Diesel  Engir?  Driven,  PneumoHc  Tired,  15,000  Pound  Capacity  At 
24  Inch  Load  Center,  210  Inch  Lift 

Truck,  Lift,  Fork.  Diesel,  Solid  Tires,  5,000  Pound  (2722  Kg)  Copocity,  130  Inch 
(3300  Mm)  Lift,  Shipboard 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  20,000  Pound  Copocity  At 
24  Inch  Lood  Center,  120  Inch  lift 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Capacity,  144INCH  Lift,  Ashore 
Ordnance  Hondling,  Type  EX 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  20,000  Pound  Capacity  At 
24  Inch  Lood  Center,  210  Inch  Lift 

Truck,  Lift,  Fork,  Electric,  Solid  tires,  6000  Pound  Copocity,  168  Inch  Lift,  Ashore 
Ordnance  Handling,  Type  EE 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  10,000  Pound  Capacity  At 
48  Inch  Load  Center,  150  Inch  Lift 

Truck,  Lift,  Fork,  S/delooder,  Four  Dimensional  Shipboard,  Missile  Carrying,  4500 
Pound  Copocity,  Electric,  Type  EE 

Truck,  Lift,  Fork,  Oiesel  Engine  Driven,  Pneumatic  Tired,  15,000  Pound  Copocity  At 
48  Inch  Load  Center,  210  Inch  Lift 

Truck.  Lift,  Fork,  Telescoping  Mast,  Electric,  Self  Propelled  (Wolkte) . 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4,000  Pound  Copocity,  180  Inch  Lift . . . 

Truck,  Lift,  Fork,  Diesel,- Pneumatic  Tires,  6,000  Pound  (2722  Kg)  Copocity,  130  Inch 
(3300  Mm)  Lift,  Shipboard 

Truck,  Lift,  Fork,  Electric,  Front  Side  Loader,  Sit  Down,  4000/2500  Pound  Copocity 
Truck,  Lift,  Fork,  Diesel,  Pneumatic  Tires,  15,000  Pound  (6803  Kg)  Copocity,  220 
Inch  (5590  Mm)  Lift,  Shipboard 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Copocity,  180  Inch  lift 
Commercial  Moteriuls  Handling  Equipmen* 

Truck,  Lift,  Fork,  Diesel,  Pneumatic  Tires,  20,000  Pound  (9070  Kg)  Copocity,  220 
Inch  (5590  Mm)  Lif;,  Shipboord 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  Rough  'Terrain,  4000  Pound 
Capacity  At  24  Inch  Load  Center 

Truck.  Lift,  Fork,  Diesel,  Solid  Tires,  6,000  Pound  (2722  Kg)  Capacity,  92  Inch 
(2335  Mm)  Lift,  Shipboard,  Low  Silhouette 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  3,000-POUND  Copocity,  130-INCH  Lift . 

Truck*,  Lift,  Fork,  Electric,  Sit  Down,  Front  Wheel  Drive,  Rear  Wheel  Steer,  General 
Specification  For 

Truck,  Lift,  Fork,  Electric,  Pneumatic  Tired,  4000  Pound  CAPAClTY,144-lNCH  Lift...... 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  2,000  Pound  Copocity,  127  Inch  Lift,  General 
Purpose,  Type,  EE 

Truck,  Lift,  Fork,  Internol  Combustion  Engine,  4000-6000  Dound  Copocity,  Generol 
Specification  For 

Truck,  Lift,  Fork,  Variobte  Reach,  Diesel  Engine  Driven,  Pneumatic  Tired,  Rough 
Terrain,  6,000  Pound  Copocity  At  24  Inch  load  Center 

Truck,  Lift,  Forte,  Solid  Tires  4000  Pound  Capacity,  144  inch  Lift. . . . s, . 

Truck,  Lift,  Fork,  Solid  Tires,  4000  Pound  Capacity,  180  Inch  Lift . . * 

Truck,  Lift,  Fork,  Pneumatic  Tires,  4000  Pound  Capacity,  144  Inch  Lift  . 

Truck,  Lift,  Fork,  Solid  Tires,  6000  Pound  Capacity,  180  Inch  Lift . . . 

Truck?  Lift,  Fork,  Pneumotic  Tires,  6000  Pound  Capacity,  180  Inch  lift  . . 

Truck,  Lift,  Fork,  Solid  Tires,  2,000  Pound  Copocity,  127  Inch  Lift............. . . 

Truck,  Lift,  Fork,  Reaching  &  Tiering,  Continuous  Duty,  Narrow  Aisle  4,000  Pound 
Capacity,  68  Inch  lift.  Electric  Shipboard,  Type  (EE) 

Truck,  Lift,  Platform,  Gosotine*engine‘driven,  Telescoping  Boom . . . 

Truck,  Light  Commericol,  Gasoline  Diesel  Fueled,  Four  Wheel  Driven  (4X4,  3,000  To 
11,000  Pounds  GVW)  (Combined  With  FED  STD-122Z,  307N  8  794B) 

Truck,  light  Commercial,  Gasoline  Diesel  Fueled,  Two  Wheel  Driven  (4X2,  3,000  To 
11,000  Pounds  GVWXCOMBINED  With  FED  STD  122Z,  292M  A  794B) 

Truck,  Light  Duty,  Service  Brake  System  Performance  Requirements  -1  Nov  78 . 

Truck,  Light,  Commercial,  Eloctric  Pow  Ered,  Front  Or  Rear  Wheel  Driven  (4  X  2, 
500  To  3000  Pounds  Maximum  Payload) 

Truck,  ligt.  Wheel . . . . . . . . . 

Truck,  Lubricating  And  Fuel  Servicing,  4  By  2  And  4  By  4 . . . 

Truck,  Maintenance,  Power  Line  Insulator  Washer,  34,000  Pounds  GVW,  GED,  4  By 
2 

Truck,  Maintenance,  With  Rotating  Hydraulic  D*mck,  Air  Transportable,  39,500 
Pounds  GVW,  6X4,  Commercial 

Truck,  Maintenance,  Earth  Auger,  Turntable  Base,  Diesel  And  Gasoline.  Engine 
Driven,  19,000  Pounds  GVW,  4X4,  Commercial 
Truck,  Morning*?.,  With  Rotating  Hydraulic  Derrick,  22,000  To  36,000  GVW,  4X2, 
4X4,  6X4  co  6X6,  Commercial 

Truf\,  Malntenancei  With  Vertical  Lift  Platform,  Gasoline  Engine  Driven,  11,000 
Pounds  Gvw,  4X2,  Commercial 

Truck,  Maintenance;  With  30*  To  120-FOOT  Multhposition  Aerial  Platform,  Diesel  & 
Gosolin#  Engine  Driven,  15,000  To  50,000  Pounds  GVW,  4X2,  4X4  &  6X4, 
Commercial 

Truck,  Maintenance!  Truck,  Vo*r  &  Truck,  Flatbed;  With  Telescopic  Or  Articulating 
Boom,  One-man  Aerial  Basket;  25  To  30  Foot;  Gasoline  Or  Diesel  Engine  Driven; 
8,500  &  10,200  Pounds  GVW;  4X2  &  4X4,  Commercial 
Truck,  Materials  Handling,  Container  Hoisting,  Rear  Hoist,  21,000  To  32,000  Pounds 
GVW,  4X2 

Truck,  Mobile  Blood  Donor  &  Component  Laboratory,  Tilt  Cab,  Diesel  Or  Gasoline 
Engine  Driven,  24,000  Pounds  GVW,  4X2,  Commercial 
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ALPHABETICAL  LISTING 


TITLE 

Truck,  Mobile  Blood  Doner,  With  Component  And  Processing  laboratory,  4  Bed, 

4X2,  Commercial 

Truck,  Multistop  Delivery;  Window  Service,  Food,  Forward  Control,  4  By  2  . . 

Truck,  Multistop  Delivery,  Forward  Control  And  Chassis,  Truck,  Forward  Control, 
Gasoline  And  Diesel  Engine  Driven,  13,000  To  21.000  Pounds  Guw,  4X2 
Truck,  Panel,  Police  Patroi  Conversion,  8,000  Pounds  GVW,  4X2,  Commercial........ 

Truck,  Patient  Transport,  Van  Conversion,  4  X  2  &  4  X  4,  Commercial . . . . 

Truck,  Pipe  &  Sewer  Cleaner,  High  Pressure  Water  Jet  Type,  19,000  Pounds  GVW, 
4X2,  Commercial 

Truck,  Platform  Utility  1/2  Ton,  4X4,  M274  Series  . . . 

Truck,  Platform,  Utility,  1 /2-TON,  4X4.M274A2  . . . 

Truck,  Refuse  Collection,  Compaction  Type,  Side  loading,  Commercial,  16  Cubic 
Yard 

Truck,  Refuse  Collection!  Compaction  Type,  One-person  Operation,  Automated 
Side-loading,  20  Yard,  Dual  Right  And  left  Hand  Drive,  Diesel  Engine  Driven, 
32,000  Pounds  GVW,  4X2  With  Tilt  Cab,  Commercial 
Truck,  Refuse  Collection,  Compaction  Type,  Rear  Hopper  loading.  With  Tilt  Cob, 
Diesel  &  Gasoline  Engine  Driven,  19,000  To  44,500  Ponnds  Gvw,  4X2  &  6X4, 
10TO  25  Yard,  Commercial 

Truck,  Refuse  Collection,  Compaction  Type  Body,  With  Front  Container  Hoisting 
Device,  Diesel  Engine  Driven,  44,500  To  62,000  Pound  GUW,  6X4,  With  Tilt  Cob, 
Commercial 

Truck,  Sewer  &  Pipe  Cleaner,  High  Pressure  Water  Jet  Type,  &  Manhole  Vacuum 
Cleaner 

Truck,  Snow  Removol  Equipment  A/S32U-35  And  A/S32U-36  (Heavy  Duty)  . 

Truck,  Stake,  Aircraft  Cargo  loader.  Hydraulic  lift,  4,000  Pound  Payload  . 

Truck,  Stock  Selector,  Electronically  And  Manually  Guided,  1,000  Pound  Capacity..., 
Truck,  Straddle  Carry  Gasoline,  30,000  Pounds  Capacity,  Pneumatic  Rubber  Tires  .... 

Truck,  Tank  A-S32A-2  . . . . . 

Truck,  Tank  A/S32A-24,  Potable  Water,  Demineralized  Water,  And  Water  Alcohol 
Mixtures,  250  Gallon  Capacity 

Truck,  ank  Fuel  Servicing,  2  1/2  Ton,  6X6,  1200  Golloniog,  M49A2C, . . 

Truck,  Tank,  Aircraft  Refueling,  5,000  Gallon,  AVGAS  Or  Jet  FueL6  By  4,  DED . 

Truck,  Tank,  Fuel  Servicing  &  Aircraft  Fuel  Servicing,  1,000  To  4,000  Gallon,  Diesel 
&  Gasoline  Engine  Driven,  16,000  To  50,000  Pounds  GVW,  4X2,  4X4,  6X4,  & 
6X6,  Commercial 

Truck,  Tank,  Fuel  Se.vcing,  2500  Gollon,  4X4,  Military  Design,  M559  . . 

Truck,  Tank,  Propane  DeWeiy,  Commercial,  Diesel,  Gasoline,  And  liquefied 
Petroleum  Gos  Engine  Driven,  2,400  Gollon  Water  Capacity,  24,000  Pounds 
GVW,  4X2 

Truck,  Tank,  Sewage  Or  Wosle  Collect.oh,  Cornu, erciol,  4  By  2 . 

Truck,  Tank,  Sewoge,  Diesel  &  Gasoline  Engine  Driven,  32,000  To  36,000  GVW, 
4X4  &  6X6 

Truck,  Tank,  Sprinkler,  Flusher,  &  Distributor  Types,  1,000  To  1,800  Gallon, 

Gasoline  &  Diesel  Engine  Driven,  16,000  To  28,000  Pounds  GVW,  4X2, 
Commericol 

Truck,  Tanker,  1','  Ton,  8X8,  Fuel  Servicing,  M978 . . . . . 

Truck,  Tilt,  light  Duty,  Mobile,  Plastic . . . . . . 

Truck.  Tilt,  Medium  Duty,  Mobile,  Plastic . . . . . . . . . . 

Truck,  Tir*  Servicing,  7,000  Gvw,  4  By  2  And  4  By  4 . . . . 

Truck,  Tire  Servicing,  Diesel  Engine  Driven,  46000  Pounds  GVW,  6X6  ... . 

Truck,  Tire  Servicing,  Gasoline  &  Diesel  Engine  Driven,  19,000  And  24,000  Pounds 
GVW,  4  By  2  &  4  By  4 

Truck,  Tractor,  Tactical,  10  Ton,  8X8,  W/W,  M983 . . . 

Truck,  Tractor,  22-L  2  Ton,  8X8,  M746 . . . . . 

Truck,  Troctor,  5  Ion,  6X6,  M931A1/M932A1  . . . 

Truck,  Troctor,  5  Ton,  6X6,  M818  . . . . . . . . . . 

Truck,  Tractor,  Wrecker,  5  Ton,  6X6,  M246  (Inactive,  Use  MIL-T-740,  M819). . 

Truck,  Tractor,  Multifuel  Engine,  2*1/2  Ton,  6X6,  142  Inch  Wheelbase,  Military 
Design,  M275A2 

Truck,  Utility.  1/4  Ton,  4X4,  M151A2,  Truck,  Ambulance.  Front  line,  1/4  Tcn,  4X4 
M18A1,  Truck,  Utility.  1/4  Ton,  4X4  Carrier  For  106MM  Rifle  M825 

Truck,  Utility,  1/4  Ton,  4X4,  85  Inch,  Wheelbase,  Militcry  Design,  M151A1. . . 

Truck,  Utility,  Tactical,  3/4  Ton,  4X4,  M1009  (Commercial) . . . . 

Truck,  Utility,  1/4  Ton  4X4,  M151A2..... . . . . . . . . 

Truck,  Von  Shop  Type,  Military  Model,  M109A3  2  1/2  Ton,  6X6,  154  Inch 
Wheelbose 

Truck,  Von  Shop,  Diesel  &  Gasoline  Engine  Driven,  19,000  Pounds  GVW,  4X2  & 
4X4;  Ccrr-nercid 

Truck,  Van,  Expansible,  W/Hyd.  Tailgote,  5  Ton,  6X6,  M935  . . . . . . . 

Truck,  Von,  Forward  Control,  High  Volume,  Crime  Scene  laboratory.  Gasoline 
Engine  Driven,  10,000  Pounds  GVW,  4X2,  Commercial 
Truck,  Van,  Furniture,  Diesel  And  Gasoline  Engine  Driven,  24,000  Pounds  GVN, 

4X2,  Commercial 

Truck,  Von,  High  Volume,  Gasoline  Or  Diesel  Engine  Driven,  7,400  To  10,000 
Pounds  Gyw,  4X2,  Commercial 

Truck,  Von,  Panel:  Calibration  And  Repair:  3,600  GVWR,  4X2.  . . . . 

Truck,  Wheeled,  With  liner  And  lid,  Plastic.. . . . . . . . . 

Truck,  With  High  lift  Dump  Mechanism,  Dump,  Cargo  &  Stoke  Body  Types,  DIe.ef 
&  Gasoline  Engine  Driven,  24,000  Gvw,  4X2,  Commercial 
Truck,  Wrecker,  Troctor,  5  Ton,  6X6,  M819  (Inactive  For  Design  See  Mil  STD-962).. 
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ALPHABETICAL  LISTING 


TITLE 


Truck,  Wrecker,  Hydroulic,  D*esel  &  Gasoline  Engine  Driven,  5  Ton  To  45  Ton 
Lifting  Capacity,  10,000  To  50,000  Pounds  GVW,  4X2,  4X4,  6X4,  &  6X6, 
Commercial 

Truck,  Wrecker,  5  TON,6X6,  M816 . . . . . 

Truck,  Wrecker,  Medium,  5  Ton,  6X6,  Military  Design,  M543A2  (Inactive  Use  MIL 
T  740) 

Truck,  Wrecker,  Tactical,  10  Ton,  8X8,  W/W,  M984 . . . 

Truck,  Wrecker,  10  Ton,  4X4,  Military  Design,  M553  . . . . . 

Truck,  Wreckers  5  Ton,  6X6,  M936A1  . 

Truck,  10  Ton,  6X6,  M121A1  Series  . . . . . . . . 

Truck,  2  1/2  Ton,  6X6,  Military  Design,  M44A2  Multi-fuel  Engine  Series . 

Truck,  5  Ton,  6X6,  M939A1  Series  . . . . . . . . 

Truck'  Cargo,  Dropside,  5  Ton,  6X6,  M923A1/M925A1  . . . 

Truck:  Cargo,  5  Ton,  6X6,  M924A1/M926A1  . . . . . . 

Truck:  Cargo,  5  Ton,  6X6,  M927A1/M928A1  . . . . . 

Truck:  Van  Expansible,  5  Ton,  6X6,  M934A1 . . . . . . . 

Truck:  Van  Expansible,  5  Ton,  6X6,  M935A1 . . . . . . . . 

Trucks  Van  Expansible,  5  Ton,  6X6,  M820 . . . . 

Truck:  Van  Expansible,  5  Ton,  6X6,  M820A1 . . . . . . . . 

Truck:  Van  Expansible,  5  Ton,  6X6,  M820A2 . . . . . . 

Trucks  Wrecker,  5-TON,  6X6,  M936  . 

Truckload  Of  Hazardous  Materials  Guided  Missile,  AIM-7E  Or  7F  (Sporrow)  (Less 
Wings  And  Fins)  In  Container  CNU-166/E  Fleet  issue  Unit  load 

Truckload  Of  Hazardous  Materials  Mine,  Underwater  Mk  52  &  Mod  0  In  Crote  Mk 
52  Mod  0  (Configuration  8)  Sub-assembly  W/associated  Flight  Gear 

Trucktoading  Adaption  Kit  MK  28  Mod  1  IN  Container  MK  182  Mod  1  . 

Truckloading  Airboc  In  Pallet  Creat  CNU-313/E.. . . . . . . . . . 

Truckloading  Bomb,  500  lb.  MK82  Mod  2  (Thermally  Protected)  On  Bomb  Pallet  Mk 
9  Mod  0  With  Soddles  Fleet  Issue  Unit  Load 
Truckloading  Bomb,  MK  82  And  Mods  (500  Lbs  In  MHU-149/E  Airforce  Unit  Load 
TPO  01-006-5657 

Truckloading  Bomb,  Practice  Mk  76  Mods  4  And  5  Fleet  Issue  Unit  Load  . . 

Truckloading  Bomb  500  Lb.  Mk  82  Mod  2  (Thermally  Protected)  On  Pollet, 
MHU-122/E  Fleet  Issue  Unit  Load 

Trucktoading  Booster  Mk  12  Mod  0  And  1  In  Container  Mk  200  Mod  0  And  1 . 

Truckloading  Cartridge  20  MM,  MK  100  Series  (Not  Linked)  For  MK11  Or  MK  12 
Gun  In  Small  Arms  Amunilion  Boxmk  1  Mod  O  Domestic  Load 
Truckloading  Cartridge,  20MM,  M50  Series  (Loose)  In  Container  M548  Domestic  & 
Fleet  Issue  Loads 

Truckloading  Cartridge,  5.125  Inch  Mk  182  (Super  Rboc)  Cartridge,  5.125  Inch  Mk 
186  (Torch)  In  Pallet  Adopter  Mk  144  Unit  Load,  Unde,  ay  Replenishment 
Truckloading  Cose,  Underwater  Mine  Mk  25  And  Mods  In  Crate  Mk  25  Fleet  Issue 
Unit  Load 

Trucklooding  Dispenser  &  Bomb  Aircraft  Cbu-mk  20  &  Mods  (Rockeye  li)  Or 
CBU-55A/B  Or  CBU-72/B  (Foe)  Or  CBU-59/B  (Apam)  In  Container,  CNU-238/E 
Fleet  Issue  Unit  Loads 

Trucklooding  Dispenser  And  Bomb,  Aircraft,  CBU-59/B,  Complete  (Apam)  Dispenser 
And  Bomb,  Aircraft,  CBU-59(T-1)/B,  Training  In  Container  Mk  427  Mod  1  Fleet 
Issue  Unit  Lo 

Truckloading  Dolly,  Transfer  Mk  7  On  Platform,  Transport  Mk  9  Mod  O  Domestic 
Unit  load 

Trucklooding  Dolly,  Transfer  MK8  On  Platform,  Transfer  Mk  10  Mod  0  Domestic 
Unit  Load 

Trucklooding  Guitded  Weapon  MK  5  And  Mods  (Walleye)  In  Container  CN0-154 
A/E  Or  CNU-154  B/E 

Trucklooding  Guided  Missile  AGM-119B  (Penguin)  In  Shipping  4  Storage 
Container,  CNU-443YE 

Truckloading  Guided  Weapon  MK  1  Mod  0  (  Wolleye)  In  Container  MK  426  Mod 
0 

TiutVivoding  Guided  Missile,  AIM-9G  Or  9ri  In  CroaTo,  Mk  16  Mod  O  Or  AIM-9G, 
9H  Or  91  In  Container,  CNU-287/E  W/o  Wings  And  Fins  (Sidewinder)  Unit  load 
Underway  Replenishment 

Truckloading  Guided  Missile  BGM-109  (Tomohawk)  In  Shipping  &  Storage 
Container  CNU-308/E 

Trucklooding  Guided  Missile  BGM-109  (Tomahowk-ClS)  In  Shipping  Skid  Mk  30  .... 

Truckloading  Guided  Missile  RGM-109  (TOMAHAWK)  VLS  Canister  Mk  14  Mods  0 
And  1 

Trucklooding  Harm  Missile  AGM-88A  In  Container  CNU-295/E...., . . . . 

Trucklooding  Harpoon  Missile  RGM-84A-2  (Tartar)  Or  RGM-84A-2  (Cop/can)  In 
Container  Mk  632  Mod  0 
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OS 

NOTICE  1 
11  JUN  1979 


760 


ALPHABETICAL  LISTING 


TITLE 


Truckloading  Harpoon  Thickwall  Coni$ter  Loaded  With  Guided  MISSLcRGM*84A*5 
In  Shipping  And  Storage  Container  Mk  694  Mod  O 
Truckloading  Harpoon  Missile  RGM-84A-1  (Asroc)  In  Container  Mk  608  Mod  0....... 


Truckloading  Mine,  Underwater  Mk  60  Mod  0  In  Skid  Mk  24  Mod  0 . . . 

Truckloading  Mine,  Underwater  Mk  52  &  Modi  Configuration  6,  C  &  D  In  Crate, 
Underwater  Mine  Mk  52  &  Modi  Domestic  &  Underway  Repleniihment  Unit  Loads 

Truckloading  Mine,  Underwater  MK  65  Mod  0  &  Modi  In  Skid  MK  25  Mod  2 . 

Truckloading  Mine,  Underwater  MK  67,  Service  Or  Exercise  And  Training  In 
Container  MK  704  Mod  0 

Truckloading  Mine  Underwater  MK  67  MOD  2  (SLMM)  Body,  Main  Assembly,  MK 
4  MOD  O  In  Container  MK  640  MODO 

Truckloading  Mine,  Underwater  MK  55  And  Mods  In  Crate  Underwater  Mine  MK  55 
Mod  1  Domestic  Unit  Load  WR-53/714 

Truckloodtng  Mine,  Underwater  MK  55  Configuration  A  In  Crate  MK  1 1 1  Mod  O .... 

Truckloading  Mine,  Underwater  MK  67  MOD  2  (SIMM)  Body,  Main  Assembly,  MK 
4  MOD  O  In  Container  MK  258  MOD  O 

Truckloading  Mine,  Underwater  MK  67  Mod  2  (SMM)  Body,  Main  Assembly,  MK  4 
Mod  0  In  Container  MK  318  Mod  0 

Truckloading  Mine,  Underwater  MK  25  Configuration  A  In  Crate  MK  110  Mod  0 . 

Truckloading  Mine  Underwater,  MK  55  &  MODS  Configuration  B  &  C  In  Crate  MK 
55  MOD  1  With  Adapters  MK  112  MOD  0  Fleet  Issue  Unit  Load 

Truckloading  Mk  37  Mod  3  Main  Assembly  In  Container  Mk  258  Mod  0 . 

Trucklooding  Motor,  5.0.INCH  Rocket  MK  22  Mod  4  (Loaded  Assembly)  In 
Container  MK  697  Mod  0 

Truckloading  Nitroguanidine,  High  Bulk  Domestic  Unit  Load  . . . . 


Truckloading  Of  Hazardous  Materials  Charge,  Propelling  6  Inch  /47  Domestic  Unit 
Load 

Truckloading  Of  Hazardous  Materials  Dispenser  And  Bomb  Aircraft  CBU*MK  20  & 
Mods  (Rockeye  II)  In  Container  CNU-319/E 

Truckloading  Of  Hazardous  Materials  5  INCH/38  Projectile  In  Poliet  Adopter  MK11 
Mod  1  Fleet  Issue  Unit  Load 

Trucklooding  Of  Hazardous  Materials  Beaker,  Explosive,  5  INCH/54  Projectile 
Domestic  Unit  Load 

Truckloading  Of  Hazardous  Materials  Dispenser  And  Bombs,  Aircraft  CBU-MK  20 
And  Mods  (Rockeye  II)  In  Container  Mk  427  Mod  1  Fleet  Issue  Unit  Load 

Truckloading  Of  Hazardous  Materials  Cradle,  Storage,  Mk  20  Mod  0  Cr  1  Cradle, 
Storage,  Mk  8  Mod  0  Domestic  Unit  Load 

Truckloading  Of  Hazardous  Materials  Cartridge,  76  MM/62  Cahber  Charge, 
Cleaning,  76  MM/62  Colibcr  In  Pallet  Adapter  Mk  121  Mod  O  Fleet  Issue  Unit 
load 

Truckloading  Of  Hazardous  Materials  Guided  Missile,  AGM*45  Or  45B  (Shrike)  In 
Container  CNU067/E  Fleet  Issue  Unit  Load 

Truckloading  Of  Hazardous  Materials  Projectile,  5  Inches  /54  In  Poliet  Adopter  Mk 
1 1  And  Mods  Fleet  Issue  Unit  Lood 

Trucklooding  Of  Hazardous  Materials  Bomb,  Cluster,  C8U*55/8,  C8U*55A/B  Or 
CBU*72/B  (Fuel  Air  Explosive)  In  Container  CNU*208/E  Fleet  Issue  Unit  Lood 

Trucklooding  Of  Hazardous  Materials  Charge,  Propelling,  6  INCH/47  In  Cartridge 
Tonk  MK4  In  Poliet  Adapter  MK18  Mods  Fleet  Issue  Unit  Lord 

Trucklooding  Of  Hazardous  Materials  Wing  Assemblies  And  Tail  Fins  Guided  Missile 
AGM*45A  (Shrike)  In  Container  CNU-171/E  Fleet  Issue  Unit  Lood 

Truckloading  Of  Hazordous  Materials-bomb,  General  Purpose,  Ml  17,  (750  Lb)  Air 
Force  Unit  Load  Tpo  1325*232*6331  Rev  F 

Trucklooding  Of  Hazardous  Materials  Projectile,  6  Inches  Aoc,  He  Or  Ap  In  Pallet 
Adapter  Mk  20  Mod  0  Fleet  Issue  Unit  lood 

Trucklooding  Of  Hazardous  Materials  Charge,  Propelling,  5  Inch  /54  Domestic  Unit 
Load 

Truckloading  Of  Hazordous  Materials,  Mine,  Underwater  Mk  56  Mod  0  In  Crate  Mk 
56  (Configuration  B)  Sub  Assembly  W/ossociated  Flight  Gear 

Truckloading  Of  Hozardus  Materials  Mine,  Underwater  Mk  55  &  Mod  0  In  Crate 
Mk  55  Mod  1  (Configuration  B)  Subassembly  W/associoted  Flight  Gear 

Truckloading  Of  Hazordous  Materials  Booster,  Mk  12  Mod  0  And  1  In  Container 
Mk  578  Mod  0 

Truckloading  Of  Ammunition  And  Explosives . . . . . . . . ........... 

Trucklooding  Of  Hazardous  Moteriols-polletized  Unit  Loads  Single  Row  Pattern  . . 

Truckloading  Of  Hazardous  Materials.  Charge,  Propelling  5/38  In  Cartridge  Tank 
MK15  Fleet  Issue  Unit  Lood 

Truckloading  Of  Hazardous  Materials  Bomb,  General  Purpose,  Mk  82  And  Mods 
(50018)  Tpo  1325*294*4152  Through  Rev  Ao 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

L 

MII-STD-1320/22A 
NOTICE  1 

8140 

OS 

09  Apr 

8A 

os 

L 

MIL-STD-1320/1A9 
NOTICE  2 

18  MAY  1979 

8140 

OS 

18  May 

79 

OS 

L 

MIL-STD-1320/1A0B 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/187B 
NOTICE  1 

8140 

OS 

14  Mar 

89 

OS 

L 

MII-STD-1320/183A 
NOTICE  1 

8140 

OS 

25  Jan 

83 

OS 

l 

MIL-STD.1320/219 
NOTICE  1 

8140 

OS 

26  Mor 

8A 

OS 

L 

Mll-STD-1320/220 

8140 

OS 

31  Jan 

8A 

OS 

L 

MIL-STD-1320/49A 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/214 

8140 

OS 

13  Sep 

85 

OS 

l 

Mll-STD-1320/215 

8140 

OS 

10  Nov 

84 

L 

MII-STD-1320/21A 

8140 

OS 

13  Sep 

85 

OS 

L 

MIL-STD-1320/217 

8140 

OS 

13  Sr? 

85 

OS 

L 

Mll.-STD.1320/20AA 
NOTICE  1 

8140 

OS 

14  Mor 

89 

OS 

L 

M1L-STD-1320/193 

8140 

OS 

22  Aug 

79 

OS 

L 

MIL-STD-1320/221 

8140 

OS 

09  Apr 

85 

OS 

L 

MIL-STD-1320/114 
NOTICE  1 

18  JUN  1979 

8140 

OS 

18  Jun 

79 

OS 

L 

MIL-STD-1320/157 
NOTICE  1 

NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/202 
NOTICE  1 

8140 

OS 

03  Sep 

82 

OS 

L 

MIL-STD-1320/15IA 
NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

L 

MIL-STD-1320/1A1 
NOTICE  1 

NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/1A2 
NOTICE  1 

NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/1A3 
NOTICE  1 

8140 

OS 

30  Sep 

83 

OS 

L 

MIL-5TD-1320/1A4 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

MII-STD-1320/1A5 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-T320/152A 
NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

L 

Mll-STD-1320/153 
NOTICE  1 

1  JUN  1979 

8140 

OS 

01  Jui, 

79 

OS 

L 

MIL-STD-1320/154 
NOTICE  1 

NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

Mll-STD-1320/119 
NOTICE  1 

19  JUN  1979 

8140 

OS 

19  Jun 

79 

OS 

l 

Mll-STD-1320/120 

8140 

OS 

01  Feb 

74 

OS 

L 

Mlt-STD-1320/121 

8140 

OS 

29  Jan 

74 

OS 

L 

MIL-STD  1320/10AA 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/1AA 
NOTICE  1 

IS  MAY  T979 

8140 

OS 

20  Dec 

88 

OS 

L 

MII-STD-1320/1A7 
NOTICE  2 

NOTICE  3 

8140 

OS 

14  Mar 

89 

OS 

L 

MII-STD-1320/T03 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MII-STD-1320C 

8140 

OS 

13  Sep 

85 

OS 

L 

MIL-STO-1320/1 
NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

L 

MII-STD-132C.84A 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/ 100 

8140 

OS 

18  Jan 

74 

OS 

761 


ALPHABETICAL  LISTING 


TITLE 


Truckloading  Of  Hazardous  Materials  Palletized  Unit  load*  Double  Row  Pattern  ...... 

Truckloading  Of  Hazardous  Materials,  Palletized  Unit  loads  Chimney  Pattern . 

Truckloading  Of  Hazardous  Materials  Booster  Mk  11  Mods  2  And  5  (Tolos)  In 
Container  Mk  576  Mod  0 

Truckloading  Of  Hazardous  Materials  Projectile,  8/55  A p,  Mk  21  And  Mods  He,  Mk 
24  Or  Mk  25  And  Mods  Fleet  Issue  Load  List 

Truckloading  Of  Hazardous  Materials  Bomb  Cluster  Mk  20  Mods  2,  3,  And  4  In 
Container  Mk  427  Mod  0  Fleet  Issue  Unit  Load 

Truckloading  Of  Hazardous  Materials  Charge,  Propelling,  5  Inches  /54  Fleet  Issue 
Unit  load 

Tiucklooding  Phoenix  Missile  AIM-54A  (With  Wings  And  Fins)  In  Shipping  And 
Storage  Container  CNU*242/E 

Truckloading  Propulsion  Section,  (Phoenix)  In  Container  CNU*159/E  Domestic  Unit 
Load 

Truckloading  Rocket  Launcher,  LAU-69/A  Domestic  Unit  Load . . . . . 

Truckloading  Rocket  Motor  Mk  27  Or  Mk  56  And  Mods  (Dtrm)  In  Container  Mk 
593  Mod  0 

Trucklooding  Rocket  Motor  MK  45  In  Container  OS  11130 . . . 

Truckloading  Rocket  Motor  Mk  1  Mod  O  Or  Mk  37  Mod  O  (ASROC)  In  Container 
Mk  178  Mod  O 

Truckloading  Rocket  Motor  For  Missile  AGM  CNU*88A  (HARM)  In  CNU*354/E 
Container 

Trucklooding  Simulator  Actuation  Underwater  Mine  Mk  61  And  Mods  In  Planting 
Rack  Mk  62  Mod  0  In  Container  Mk  628  Mod  0 

Trucklooding  Smokeless  Powder  For  Cannon  In  Pocking  Box  Mk  7  And  Mods 
Domestic  Unit  Load 

Trucklooding  StanJard  Missile  (MR)  RIM*66A*1,2,  RIM*66C,  RIM-66D-1,2, 
RIM-66E-1.2,  RIM-66H  Or  RIM-66J  In  Container  MK  372  MOD  7 

Truckloading  Standard  Arms  Missile  AMG-78  In  Container  Mk  372  4  &  6  Or 
CNU-183/E 

Truckloading  Standard  Missile  (MR)  In  VLS  Canister . . . 

Truckloading  Torpedo,  Main  Assembly  MK  37  MOD  2  &  MOD  3 . 

Truckloading  Torpedo  Mk  50  (Alwl)  For  Opevalond  Techeval  In  Shipping  And 
Storage  Container  Ex  699 

Truckloading  Torpedo,  MK  48  MOD  0  In  Container  MK  481  MODS  0  &  1  . . 

Truckloading  Torpedo  Mk  44  &  Mk  46  Assemblies  In  Container  Mk  197  Mod  1 . 


Trucklooding  Torpedo,  MK  48  Exercise  Shapesin  Container  MK  481  MODS  0  &  1.... 
Trucklooding  Torpedo,  Dummy  Mk  14/16  Evecl  Mk  16  Fitment . . . 


Trucklooding  Torpedo,  Dummy  And  Exercise  MK  37  Mod  2  And  Mod  3  In  Shipping 
And  Storage  Skid  Or  Bore 

Truckloading  Torpedo  Mk  46  Assemblies  IN  Container  Mk  535  Mod  0  . . 

Truckloading  Trailer  On  Flat  Car  (TOFC)  Or  Container  On  Flat  Car  (COFC)MINE, 
Underwater  MK  52  &  MODS  In  Crote,  Underwater  Mine  MK  52  MOD  0 
Domestic  &  Underway  Replenishment  Unit  loads 
Truckloading  Vertical  Launching  System  MK  33  MOD  O  Loader  Dolly 
Canister/missile 

Truckloading  Warhead,  Mk  103  Mod  0  (For  MK46  Torpedo  In  Container,  MK301 
Mods  0  &  1  &  Exercise  Head,  MK85  Mods  0,1,2,3,4,  3  6  Domestic  Unit  load 

Trucklooding  Warhead,  Guided  Missile,  Mk  40  Mod  0.  Domestic  Unit  Load  . . 

Trucklooding  Worhead,  Todicol,  WAU*3(V)/B  (Harpoon)  Exercise  Section, 
AN/DTK*46  (Harpoon)  In  Container  MK  592  MOD.O 

Truckloading  20  MM,  MK  100  Series  Not  Linked,  Bulk  Pack  For  MK  11  Or  MK  12 
Gun  Fleet  Issue  Unit  Load 

Truckloading-bombs,  Generol  Purpose  Mk  81  And  Mods  (250  lb),  (With  Plastic 
Nose  Plugs)  In  Pollet,  Bomb  Mk  8  Mod  0  Fleet  Issue  Unit  Load 
Truckloading*bomb,  Generol  Purpose  Mk  83  And  Mods  (1000  lb)  In  PolUf  Adopter 
Mk  11  Mod  0  Fleet  Issue  Unit  Load 

Trucklooding,  AMRAAM,  AIMO20A  In  Container,  CNU*415/E . 

Trucklooding,  Bomb,  Generol  Purpose,  Mk  84  And  Mods  (2000  lb)  With  Nose  Plug 
In  Adopter,  Unit  Load,  Mk  79  Mod  0  Fleet  Issue-Unit  Load 
Truckloading,  Charge,  Propelling  5  INCH/38  In  Tank  MK15  Mod  1  Domestic  Unit 
Load 

Trucklooding,  Dispenser,  Flare  SUU*25  C/o  (Empty)  On  Pallet,  loading  And  Storage 
MHU'146/E 

Truckloading,  Encapsulated,  Harpoon  Missile  RGM-84A-3  In  Shipping  And  Storage 
Container  Mk  630  Mod  0 

Trucklooding,  Guidance  Section,  Guided  Missile  (Harpoon)  AN/DSQ-28  In 
Container  Mk  619  Mod  0 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

7~ 

Mtl-STD-1320/2 

NOTICE  1 

8140 

os 

08  Apt 

87 

OS 

L 

MIL-STD-1320/3 

NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

l 

MtL-STD-1320/101 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

L 

MIL-STD-1320/44 
NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

L 

Mlt-STD-1320/65 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

l 

MIL-STD-1320/75A 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

l 

MII.-STD-1320/159A 
NOTICE  1 

8  JUL  1980 

8140 

OS 

08  Jul 

80 

OS 

l 

MIL-STD-1320/118 
NOTICE  1 

19  JUN  1979 

8140 

OS 

19  Jun 

79 

OS 

l 

M1L-STD-1320/115A 
NOTICE  1 

8140 

OS 

11  Jun 

79 

OS 

l 

MIL-STP -1320/1758 

8140 

OS 

10  Mor 

87 

OS 

l 

MIL-STD-1320/204 
NOTICE  1 

8140 

OS 

08  Apr 

87 

OS 

l 

MIL-STD-1320/15 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

Mll-STD-1320/212 
NOTICE  1 

8140 

OS 

02  Jul 

84 

OS 

l 

MIL-STD-1320/195 

8140 

OS 

01  Mo/ 

78 

OS 

L 

Mlt-STD-1320/102 

8140 

OS 

02  Nov 

76 

OS 

l 

MIL-STD-1320/213 

MIL  STD 

8140 

OS 

27  Jol 

84 

MIL-STD-1320/110 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

l 

MIL-STD-1320/205A 
NOTICE  1 

8140 

OS 

25  Feb 

87 

OS 

l 

Mll-STD- 1 320/203 

8140 

OS 

23  Sep 

80 

OS 

t 

Mll-STD-1320/227 

8140 

OS 

14  Apr 

86 

OS 

MIL-STD-1320C/113C 
NOTICE  1 

8140 

OS 

30  Apr 

86 

OS 

l 

MIL-STD-1320/12 
NOTICE  2 

NOTICE  3 

8140 

OS 

>. 

O 

■** 

© 

88 

OS 

MIL-STD-1320/184B 
NOTICE  1 

8140 

OS 

30  Apr 

86 

OS 

l 

MIL-STD-1320/199 
NOTICE  1 

17  JAN  1980 

8140 

OS 

28  Aug 

78 

OS 

l 

MIL-STD-1320/200A 

8140 

OS 

30  Mo/ 

80 

OS 

Mll-STD-1320/201 

8140 

OS 

22  Aug 

79 

OS 

L 

Mll-STD-1320/55 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

l 

Mll-STD-1320/224 

8140 

OS 

08  Feb 

86 

OS 

l 

Mll-STD-13,0/132 

8140 

OS 

18  Nov 

83 

OS 

l 

MIL-STD-1320/174 

8140 

OS 

20  Apr 

79 

OS 

l 

MIL-STD-1320/176 
NOTICE  1 

17  MAR  1977 

8140 

OS 

17  Mar 

77 

OS 

l 

Mll-STD-1320/179 

8140 

OS 

01  Mor 

77 

OS 

l 

MIL-STD-1320/5 
NOTICE  1 

8)40 

OS 

30  Sep 

88 

OS 

l 

MII-STD-1320/7A 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

l 

MIL-STD-1320/225 

8140 

OS 

15  Apr 

87 

OS 

l 

MIL-STD-1320/53B 
NOTICE  2 

8140 

OS 

30  Sep 

88 

OS 

l 

Mll-STD-1320/56 
NOTICE  1 

8140 

OS 

30  Sep 

88 

OS 

l 

MIL-STD-1320/173 
NOTICE  1 

NOTICE  2 

8)40 

OS 

14  Mor 

89 

OS 

l 

MIL-STD-1320/198A 

8140 

OS 

09  Jun 

80 

OS 

L 

Mll-STD-1320/192 

8140 

OS 

20  Mor 

78 

OS 

762 


ALPHABETICAL  LISTING 


TITLE 


Truckloading,  Harpoon  Missile  AGM-84A  (With  Wings  And  Fins)  In  Shipping  And 
Storage  Container  Mk  607  Mod  0 

Truckloading,  Harpoon  Canister  Loaded  With  Guided  Missile  RGM-84A-3  In 
Shipping  And  Slorge  Container  Mk  631  Mod  0 

Truckloading,  Rocket  Motor  Section,  Booster,  Booster  A/B44G-2  Or  A/B44G*3 
Harpoon  Guided  Missile  In  Container  Mk  618  Mod  0 
Truckloodmg,  Rocket  Motor  Mk  52  And  Mods  (Sparrow)  Or,  Rocket  Motor  Mk  52 
Mod  1  Or  Mk  78  Mod  0  (Shrike)  Fleet  Issue  Unit  load 
Trucklooding,  Sustainer  Section  A/844G-1  Harpoon  Guided  Missile  In  Container  Mk 
621  Mod  0 

Truckloading,  Talos  Missile  Warhead  Assemblies  In  Container  MK  286 . 

Trucklooding,  Walleye  I  Guided  Weapon  In  Shipping  &  Storage  Container 
CNU*356/E 

Trucklooding,  Warhead  Section  For  Missile,  AGM-88A  (Harm)  In  CNU*353/E 
Container 

Trucks  And  Buses,  Heavy,  Exterior  Sound  Level  For  •  Apr  73  . . . 

Trucks  And  Truck  Tractors:  Commercial,  Diesel  Or  Gasoline  Engine  Driven,  14,000 
To  21,000  Pounds  GVW,  4X2 

Trucks  And  Truck  Tractors,  Commercial,  Diesel  And  Gasoline  Engine  Driven,  24,000 
To  32,000  Pounds  GVW,  4X2 

Trucks;  5  Ton,  6X6,  Military  Design,  M39,  M39A1,  M39A2  And  M809  Series . . 

Trucks,  Buses,  &  Multipurpose  Vehicles,  Windshielded  Defrosting  Systems  Test 
Procedure  -  Feb  68 

Trucks,  Hand,  3  Shelves  Stolnless  Steel  Utility . . . . . . . . 

Trucks,  Hand,  4  Shelves,  Stainless  Steel . . . . . . . . . . . . . 

Trucks,  Hopper:  Cool  Delivery,  Conveyor  Type,  Commercial,  Diesel  And  Gasoline 
Engine  Driven,  5  Ton,  24,000  GVW,  4X2  And  10  Ton,  39,500  GVW,  6X4 
Trucks,  lift,  Diesel  Engine  Driven,  Pneumotig  Rubber  Tires  With  Telescoping 
Tophondler  For  Handling  ISO  &  Military  Cargo  Containers 
Trucks,  Lift,  Fork,  Electric  Motor  Driven,  2000-3000-4000-6000  Pound  Capacity . 


Trucks,  Lift,  Fork,  Diesel;  Shipboard . . . . . 

Trucks,  lift,  Forkt  Diesel*  Engine*  Driven,  Pneumotic*  Tired,  10,  000,  15,000  And 
20,00  0  Pound  Capacity; 

Trucks,  lift.  Forks  Diesel-engine-driven,  Pneumatic*tired,  10,000  Capacity  At 
48-INCH  load  Center  Cuse  In  lieu  Of  MIL-T-52864B) 

Trucks,  Militory,  Up  To  5  Metric  Ton  Payload,  General  Specification  For . . . 

Trucks,  Pallet,  Powered,  Electric,  Non*tiering,  Industrial,  Walkie,  Walkie*rider,  Hand 
Guided 

Trucks,  Refuse  Collections  Compaction  Type,  One-person  Operation,  Manual 
Side  loading,  17,  29  &  39  Yard,  Dual  Right  &  left  Hand  Drive,  Low  Entry  Cab, 
Diesel  Engine  Driven,  32,000,  35,000,  *.  50,000  Pounds  GVW,  4X2  «.  6X4, 
Commercial 

Trucks,  Tank.  Sewage  And  Waste  Dump  Type,  1200  And  2000  Gallon,  Commercial.. 

Trucks,  Tanks  Potable  Water,  1,000  And  2,200  Gollon,  Diesel  And  Gasoline  Engine 
Driven,  19,000  And  34,500  Pounds  GVW,  4X2,  4X4,  And  6X4,  Commercial 
Trucks,  Truck  Troctors,  &  Trailers,  Air  Brake  Gladhand  Service  (Control)  & 

Emergency  (Supply)  line  Couplers  «  Nov  70  (Reapproved  Oct  1983) 

Trucks,  Vons:  Maintenance,  With  Crew  Cab,  Diesel  And  Gasoline  Engine  Driven, 
19,000  Pounsd  GVW,  -!*2,  Commerci 

True  Airspeed  Outputs  (Chonge  1  •  15  May  80 . 

Trunk,  Generol  Purpose,  Exerciser . . . . . . . . . 

Trunk,  locker.  Barracks... . . . . . . 

Trunk,  locker,  Bond . . . . . . . . . . . 

Trunk,  Physical  Fitness  Uniform  (Pfu) . . . . . 

Trunks,  Generol  Purpose. . . . . . . . . 

Trunks,  Swimmers . . . . . . . . . 

Tub,  Stationary,  laundry  . . . . . . . . . . 

Tube  &  Extension,  Gyro  Stabilized  Drift  Meter . . . . . . . . 

Tube  &  Oil  Cooler  . . . . . . . 

Tube  &  Pipe,  Nickel-chromium-iron  Alloy  (Issue  Controlled  Requests  By  Other  Than 
Dod  Activities  Must  Be  Submi’ed  Via  The  Preparing  Activity) 

Tube  &  Pitot,  Electricolly  Heated  . . . . . . . . . . . . . . . 

Tube  •  Reducer,  37-DEGREE  Flore  . . . . . . ...... 

Tube  And  Flue  Cleaner,  Boiler,  Internal,  Air  Motor  Driven .......................................... 

Tube  And  Pipe,  Corrosion-resistant  Steel,  Seamless  (Issue  Controlled-reqsts  By  Other 
Than  Dod  Actys  Must  Be  Submtd  Via  The  Preparing  Acty  Of  The  Spec) 

Tube  And  Pipe,  Carbon-molybdenum  Alloy  Steel,  Seamless  (Astm  A*335*55R,  Grade 

M) 

Tube  And  Pipe,  Nickel-copper  Alloy,  Seamless  And  Welded  . . . . . 

Tube  And  Pipe,  Nickel-copper  Alloy,  Seamless,  Air  Melted  (Issue  Controlied-requests 
By  Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activities  Of 
The  Spec) 

Tube  And  Syringe,  Stomach. . . . . . . . . 

Tube  Assembly  Metal,  Swaged  Hydraulic,  (Ml  Tank)  . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Tube  Aue.nbly,  Control,  Aluminum  Alloy  With  Riveted  Threaded  Rod  Ends  *  Dec  64 
W/dod  Exceptions  (Reapproved  Oct  82 

Tube  Assembly,  Control,  Aluminum  Alloy  With  Riveted  Clevis  &  Threoded  Rod  Ends  • 
64  W/dod  Exceptions  (Reapproved  Oct  82) 

Tube  Assembly,  Control,  Steel  With  Flash  Welded  &  Threaded  Rod  Ends  •  Jun  73 
W/DOD  Ex. 

Tube  Assembly,  Control,  Steel  With  Flash  Welded  Clevis  &  Threaded  Rod  Ends  •  Jun 
73  W/DOD  Exceptions 

Tube  Assembly,  Control,  Steel  With  Welded  Threaded  Rod  Ends  •  Jun  73  W/DOD 
Exceptions 

Tube  Assembly,  Control,  Steel  With  Welded  Clevis  &  Threaded  Rod  Ends  -  Jun  73 
W/DOD  Ex. 

Tube  Bend  RADII  ......... . . . . . . . . . 

Tube  Centrifuge . . . . . . . . . . . 

Tube  Culture . . . . . . . . . 

Tube  End,  Coupling  Body,  Flexible,  Variable  Cavity,  Threaded  Ferrule  Type  -  May 
1902 

Tube  Fitting,  Copper  And  Copper  Alloy,  Wrought  Or  Cast,  Solder  Ends . 

Tube  Fittings,  Automotive  •  Oct  80  . . . . . . . . . 

Tube  Fittings,  Spherical  &  Flanged  Sleeve  (Compression)  •  Mar  81 . . 

Tube  Kit,  Microhematocrit  . . . . . . 

Tube  Pitot  Static,  Straight,  Electrically  Heated  (Inactive) . . . . . . . . . 

Tube  Thistle . . . . . . . . . . . . 

Tube  Type  Marker . . . . . . . . . . . 

Tube-oil  Cooler . . . . . . . . . . . . . . . . 

Tube,  Aluminum  &  Aluminum  Alloy  Round  Welded  •  27  Aug  82  . . . 

Tube,  Aluminum  Alloy,  2024,  Seamless  (For  Propellont  Actuated  Devices) . 

Tube,  Aluminum  Alloy,  Seamless,  Round,  Drown,  6061,  Aircraft  Hydrouir,  Quolity  .... 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  5052  General  Specification  For . 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  3003  . . . . 

Tube,  Aluminum  Alloy,drawn,  Seamless,  2024  . . . . . 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  5052  . . . 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  5086  . . . . . 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  6061  . . . . . 

Tube,  Aluminum  Alloy,  Drawn,  Seamless,  7075  . . 

Tube,  Aluminum-alloy,  Extruded  Pipeline  Section,  With  Grooved  Nipple  Welded  On 
Each  End 

Tube,  Aluminum,  Drawn,  Seamless,  1100 . . . . . . . 

Tube,  Antigen-dilution,  Glass  (Kohn) . . . 

Tube,  Biological  Culture  Sampling,  With  Transport  Media . . . . 

Tube,  Biological  Culture  Sampling,  With  Transport  Media . . . 

Tube,  Biological  Culture  Sampling  (Plastic) . . 

Tube,  Biological  Culture  Sampling  . . . . . . . . . . 

Tube,  Biological  Culture  Sampling  . . . 

Tube,  Blood  Collecting,  Vacuum,  Nonsterile . . 

Tube,  Blood  Collecting,  Vacuum,  Sterile . . . . . . 

Tube,  Blood  Collecting,  Vacuum,  Non-sterifc  . . . . . . . . 

Tube,  Brass  (Red  Brass),  Seamless . . . 

Tube,  Brass,  Seomless....... . . . . . . . 

Tube,  Brass,  Voice  And  Pneumatic  (Copper  Allov  No.  260) . . . . . . . . . 

Tube,  Burster  For  Shelf,  Metal  Parts. . . . 

Tube,  Capillary,  Blood  Sample . . . . 

Tube,  Copillory,  8lood  Sample . . . . . 

Tube,  Copillary,  Blood  Somple,  Gloss,  0.8  Mm  Inside  Diameter,  90  Mm  long . 

Tube,  Copillary,  Hard-drawn  Copper,  For  Restrictor  Applications  -  26  Feb  1988 . 

Tube,  Copillary,  Blood  Somple . . . . . 

Tube,  Carbon,  Ferritic  Alloy, &  Austenitic  Alloy  Steel,  General  Requirements  For  •  26 
Jul  85 

Tube,- Centrifugal  Hematology  . . . . . . 

Tube,  Centrifugol  Hemotology . . . . . . . . 

Tube,  Centrifuge,  Round  Stem  Bottom,  Graduated,  100  Ml......,,....., . . . 

Tube,  Centrifuge  (Polyethylene,  Conical  Bottom,  Graduated) . . . 

Tube,  Centrifuge,  Glass . . . . . . . 

Tube,  Centrifuge. . . . . . . . . . . 

Tube,  Centrifuge  Polyethylene . . . . . . . . . . . . . . . 

Tube,  Centrifuge  Ungraduated,  With  Pour*out  Lip . . . . . 

Tube,  Centrifuge,  Plastic,... . . . . . . . . . .  . . 

Tube,  Centrifuge,  Round  Plastic  . . . . . . . . . . . 

Tube,  Centrifuge,  Polypropylene,  Graduated,  Disposable....,.,...,. . . . . 

Tube,  Centrifuge  Graduated,  Protein  Determination...... . . . . . 

Tube,  Centrifuge  Ungraduated,  Conical  Bottom . . . . . . 

Tube,  Centrifuge  Graduated,  Conicol  Bottom . . . . . . . . . . 

Tube,  Centrifuge  Oil  Type  . . . . . . . . . . 

Tube,  Coiled,  Blood  Worming,  (Sterile) . . . . . . . . 

Tube,  Colon,  Surgical  (Disposable)..,................ . . . . . . . 
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ALPHABETICAL  USTING 


TITLE 

Tube,  Condenser  And  Heal  Exchonger  With  Integral  Fins  (Uns  Alloy  Nos.  C71500, 
C70600,  C12200) 

Tube,  Connecting,  Laboratory  Glassware . . . . . . . . 

Tube,  Connecting,  Laboratory  Glassware  And  Connector,  Elastic  Tubing,  Branched.... 

Tube,  Connecting,  General  Purpose  . . . . . . . . . . 

Tube,  Connecting,  Syringe  And  Needle,  Disposable  (With  Two  Injection  Sites).. . 

Tube,  Connecting,  Syringe  And  Needle  . . . . . 

Tube,  Connecting,  Surgicol  Apparatus,  Glass . . . . . 

Tube,  Control,  Aluminum  Alloy  *  Dec  64  W/dod  Exceptions  . . . . 

Tube,  Control,  Steel  •  Sep  61  W/dod  Exceptions  . . . . . . . . 

Tube,  Copper  (Seamless)  (Copper  Alloy  Numbers  C10100,  00200,  00300, 

00800,  02000,  02200,  And  04200) 

Tube,  Copper  Nickel  Alloy,  Seamless  And  Welded  (Copper  Alloy  Numbers  715  And 
706) 

Tube,  Copper  Silicon  Bronze,  Seamless,  For  Aircraft . . . . 

Tube,  Copper,  Seamless,  Water  (For  Use  With  Solder-  Flared-  Or  Compression-type 
Fittings) 

Tube,  Copper,  Seamless  (For  Torpedo  Use) . . . . . . . 

Tube,  Copper,  Seamless  -  27  Jul  84 . . . . . . . 

Tube,  Copper,  Welded  Standard  Specification  For  24  Feb  89 . . . 

Tube,  Drainage  (T-tube,  Ear)  . . . . . . . . . 

Tube,  Drainage,  Surgical,  Plastic,  Urological,  Disposable,  9/32  Inch . 

Tube,  Drainage,  Surgicol  (Rubber  Penrose  Type) . . . . . 

Tube,  Drainage,  Surgical,  Thoracic,  Plastic,  Radiopaque,  Sterile,  Disposable . . . 

Tube,  Drainoge,  Surgical,  Thoracic..., . . . . . . . . . 

Tube,  Drainage,  Surgical,  Thoracic,  Plastic,  Radiopaque,  Straight, disposable,  28  Fr, 

10  S 

Tube,  Drainage,  Surgical  (Penrose)  . . . . . . . 

Tube,  Drinking,  (Paper) . . . . . . . . . . . . . . 

Tube,  Drinking,  Plastic . . . .  . . . 

Tube,  Drinking,  (Plastic) . . . . . . . . . 

Tube,  Drying  Laboratory  U-tube,  Schwartz  Type . . . 

Tube,  Drying  With  End  Fittings,  Plastic  . . . . . . . . 

Tube,  Drying,  Loboraicry . . . . . 

Tube,  Drying,  Laboratory  Stra.ght,  One  Bulb . . . . . 

Tube,  Duodenol,  Surgical  Radiopaque,  Cantor,  16  Fr . . . 

Tube,  Duodenal,  Surgical,  (Rehfuss) . . . . . . . . . . 

Tube,  Duodenal,  Surgicol,  Plastic,  Radiopaque,  Disposable,  Miller-obbott . 

Tube,  Duodenal,  Surgical,  Rehfuss  . . . . 

Tube,  Endotracheal,  Mogill . . . 

Tube,  Endotracheal,  Murphy,  Plastic,  Disposable . . . . . 

Tube,  Extension,  Gyro  Stabilized  Drift  Meter..... . . . 

Tube,  Extension,  Injection  Set . . . 

Tube,  Extraction  Soxhlet  Type  T  Joints . . . . . 

Tube,  Feeding  (Enteral,  12  French) . 

Tube,  Filtering,  Disposable  . . . . . . . . . 

Tube,  Fitting,  Hydraulic  •  April  1980  . . . . . . . . 

Tube,  Gas  Sompling . . . . . . . 

Tube,  Heat  Exchonger,  Welded  Copper  &  Copper-alloy,  Standard  Specification  For 
(Metric) 

Tube,  Hypodermic  Needle  Protecting . . . . . . . . 

Tube,  Igniter  For  Chorge,  Propelling,  175MM,  M86A2  (Cellular  Polyurethane)  . 

Tub?,  Inhaler . . . . . . . . . . . . . . . . . 

Tube,  Inholer  (Oxygen) . . . . . . . 

Tube,  Laser,  Plasma,  Helium  Neon,  1 1746797  . . . . . . . . 

Tube,  Mognesium-otloy,  Extruded . . . . 

Tube,  Motor,  For  2.75  Inch  Rocket,  Mark  66 . . . . . 

Tube,  Motor,  Integral  Bufkheod,  For  Rocket  Motor.2.75  Inch,  Mark  4  And  Mark  40.. 

Tube,  Nasal  Feeding,  Surgicol,  Infant  Disposable . . . . . 

Tube,  Nosol  Feeding,  Surgicol .  . . . . . . . . . . 

Tube,  Nonmetollic,  Polyvinyl  Ch!oride(  Pvc),  Flexible  (For  laboratory.  And  Mediccl 
Use) 

Tube,  Piloted  King  Seal,  Swivel  Connection  Assembly  •  1  Apr  80 . . . 

Tube,  Pitot  Static,  Electrically  Heated,  Aircraft,.... . . . . . 

Tube,  Pitot  Static,  L  Shaped,  Electrically  Heated . . . . . . 

Tube,  rifal,  tkc*ficc«>'  Healed  L- Shaped, .  . - . . . . . 

Tube,  Pitot,  Electrically  Heated,  Aircraft . . . . . . . . . 

Tube,  Pitot,  Electrically  Heated,  L  Shoped . . . . . . . . . 

Tube,  Reducer  Flareless,  Union . . . . . . . . . . . . . 

Tube,  Round,  Copper  Alloy  Numbers  330,  331,  332,  And  370  (Leaded  Brass), 
Seamless 

Tube,  Sealing . . . . . . . . . . 

Tube,  Seamless  Brass  (Metric,  Standard  Specification  For  •  25  Jul  86......... . . 

Tube,  Seamless  Brass,  Standard  Specification  For  •  25  July  1986, . . . . 

Tube,  Seamless  Copper,  Standard  Specification  For  *  27  Jun  86....... . . . 

Tube,  Seamless  Copper,  Bright  Annealed  •  3  Mar  80 . . . . . . . . 

Tube,  Seamless,  Copper-beryllium  6  Jan  88 . . . . . . . . . . . 

Tube,  Serum  Shipping  And  Storing,  (Narrow  Mouth,  Round,  Translucent) . 
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ALPHABETICAL  LISTING 


TITLE 

Tube,  Shipping,  Cotiopsible  . . . . . . 

Tube,  Specimen,  Pinworm. . . . . . . . 

Tube,  Spirol  Wrap,  Polytetrofluoroethylene  And  Polyamide . . . . . . 

Tube,  Static,  Self-aligning.  M2 . . . . . . . . 

Tube,  Steel,  Pipeline  Section,  With  Grooved  Nipple  Welded  On  Each  End.  . . . . . 

Tube,  Steel,  Seamless,  For  Cannons  And  Recoilless  Rifles  . . . . . . 

Tube,  Steel,  Seamfess,  Marine  Boiler  Application . . . . . . . . . 

Tube,  Stomach,  Surgical,  Silicone,  Salem,  Disposable  . . . . . 

Tube,  Stomach,  Surgical,  Plastic  Radiopaque,  levin . . . . . . . 

Tube,  Stomach,  Surgical  (levin) . . . . . . 

Tube,  Stomach,  Surgical,  Plastic,  Radiopaque,  Salem.... . . . . . . . 

Tube,  Suction,  Surgical  Rhoton  Merz,  Straight  Tip . . . . . . 

Tube,  Suction,  Surgical . . . . . . . . . . . . . . . . 

Tube,  Suction,  Surgical,  Sterile . . . . . . . . . . 

Tube,  Tracheal  (Pediatric,  Murphy) . . . . . . . . . 

Tube,  Tracheal,  Magiil . . . . . . . . . . . . 

Tube,  Tracheostomy,  Disposable  (Lc  *  Pressurecuff,  Shlley) . . . . 

Tube,  Tracheostomy,  Disposable,  Shiley,... . . . . . . 

Tube,  Union,  Flarelessbulkhecd  And  Universal . . . . . . . . . 

Tube,  Water,  Seamless  Copper  (Metric),  Standard  Specification  For  •  25  Feb  83, . 

Tube,  Welded  Copper  &  Copper  Alloy,  For  Air  Conditioning  &  Refrigeration  Service 
*  27  Jun  1986 

Tube,  Welded  Copper  . . . . . . . . . 

Tube,  Wrought  Seanlesscopper  And  Copper-alloy,  Genera)  Requirements  For  ■  27 
Feb  87 

Tube,  70-30  And  90-10  Copper  Nickel  Alloy,  Condenser  And  Heat  Exchanger . 

Tube, and  Syringe,  Stomach  (Adult,  lavage,  Edlich,  Disposable,  34  Fr)  . . . . 

Tuberculin,  Usp,  Purified  Protein  Derivative . . . . . . . . . 

Tubes,  Aluminum  &  Aluminum  Alloy  Drawn,  For  General  Purpose  Application  •  26 
Apr  85 

Tubes,  Aluminum-alloy  Drawn  Seamless  -  21  November  1986  . . . . 

Tubes,  Aluminum-alloy  Drown  Seamless  -  29  Apr  1988  . . . . 

Tubes,  Blood  Collecting  (Vacuum)  . . . . . . . . . . 

Tubes,  Breathing,  AMERICAN  Notional  Standord  For  -  11  Feb  1975 . 

Tubes,  Carbon,  Ferritic  Alloy,  &  Austenitic  Alloy  Steel,  Generol  Requirements  For  • 

27  Jun  86 

Tubes,  Corbon,  Ferritic  Alloy,  And  Austenitic  Alloy  Steel,  Generofrequirements  For  - 
26  July  1985 

Tubes,  Condenser  &  Heot  Exchanger,  Seamless  Nickel  &  Nickel  Alloy,  Standard 
Specification  For  -  28  Dec  84 

Tubes,  Mailing,  &  Filing . . . . . . . . . . . . . 

Tubes,  Round,  Aluminum  And  Aluminum-alloy  Extruded,  General-purpose 
Applications  29  Apr  1983 

Tubes,  Seamless,  Aluminum  &  Aluminum-alloy  Drawn  (Metric)  -  29  Apr  1988. . . 

Tubes,  Steel,  Seamless  &  Electric  Welded  low-olloy.  Standard  Specification  For »  28 
Feb  86 

Tubes,  Stomach,  Surgical  Formerly  Tubes,  Lavage  And  Stomach  S/s  BYA-A-51779.... 

Tubes,  Tragheal,  Anesthetic  Equipment,  Standord  For  -  14  Dec  1982  . . . . . 

Tubes,  Uniform  Standords  For- Specifying  Performance  Parameters  Of  Image 
Intensifier  (ABCA)  (Release  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By 
Hq  DARCOM  (DRCIRD) 

Tubine  Alloy,  Seamless,  Corrosion  And  Heot  Resistant  74NI  -  15.5CR-  8.0FE 
Annealed  •  1  OCT  88 

Tubing  (EPT)  &  Conduit  (EPC-40  &  EPC-80),  Electricol  Plastic  -  1983 . . . 

Tubing  -  Stondard  Dimensions  For  Round  Seamless  Alloy  Steel...... . . . 

Tubing  Alloy,  Seamless,  Corrosion  And  Heot  Resistant  52.5NI  -  19CR  *  3.0MO  -  5.1 
(Cb  co  Ta)  ■  0.90TI  -  0.50A1  •  18FE  Consumable  Electrode  Or  Vocuum  Induction 
Melted  1950  Deg  F  (1065  Deg  C)  Solution  Heoted  •  1  Oct  87 
Tubing  Alloy,  Seamless,  Corrosion  And  Heat  Resistant  72NI  -  15.5CR  -  0.95  (Cb  oo 
To)  -  2.5TI  -  0.79A1  -  7.0FE  Anmeoled  ■  1  Jul  87 

Tubing  And  Costing  >  15  Mar  88 . . . . . . . 

Tubing  And  Fittings,  Corrugoted  Polyethylene  (PE)  •  22  Feb  1985....................... . 

Tubing  Coiled  -  1  Mar  60 . . . . . . . . . . . . . 

Tubing  Elastomeric,  Electricol  Insulation,  Irradiated  Polychloroprene,  Flexible,  Heal 
Shrinkable  1.750  To  1  Shrink  Ratio  •  1  Apr  82 

Tubing  End,  Double  flare,  Standord  Dimensions  For  . . . . . . 

Tubing  End,  Hose  Connection,  Stondard  Dimensions  For  (Asg)  . . . . 

Tvb:rg  Erd,  Standard  Dlm^mlons  For  Ficred. . . . . . . . 

Tubing  For  Generol  Service,  Seamless  &  Welded  Austenitic- Stainless  Steel  -27  Feb 
1987 

Tubing  Plastic,  Electrical  insulation.  Irradiated  Polyolefin,  Pigmented,  Flexible,  Heot 
Shrinkable  2  To  1  Shrinlc  Ratio  -  1  Jan  84 

Tubing  Plastic,  f  oly  (Vinyl  Chloride)  (PVC)  *  25  Feb  83  . . . 

Tubing  Steel  Mechanical  0.95CR  -  0.20MO  (0.28  -  0.33C)  (Soe  4130)  .  1  Oct  88.... 
TubingSteel,  Mechonicol  0.95CR  -  0.20MO  (0.33-0.38C)  (Soe  4135)  *  15  Jan  77.... 
Tubftvg  Steel,  Mechanical  0.95CR  •  0.20MO  (0.38  -  0.43C)  (Sae  4140)  -  30  Jun  74 
Tubing  Steel,  Seamless,  Corrosion  And  Moderate  Heot  Resistant  16.CR  •  4.5NI  • 
2.9MO  *  0.1  ON  Annealed  -  1  Ju!  88 

Tubing  Steel,  Seomless  0.22  •  0.28C  (Soe  1025)  Cold  Drown  And  Stress  Relieved  • 

1  Oct  88 
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ALPHABETICAL  LISTING 


TITLE 


Tubing  Steel,  Seomleis,  Corrosion  And  Heat  Resistant  25CR  *  20NI  (Sae  3010$) 
Solution  Heat  Treated  •  1  Jul  88 

Tubing  Titanium,  Welded,  Annealed,  40,000  Psi  (276  Mpo)  Yield  Strength  •  1  Ju!  56 
Tubing,  Alloy,  Seamless,  Corrosion  &  Heat  Resistant  72NI  -  15.5CR  *  0.95(  “8  Pius 
To)  -  2.5TI  •  0.7A1  •  7.0FE  -  15  Jul  80 

Tubing,  Alloy,  Seamless,  Corrosion  fc  Heat  Resistant  52.5N.-19CR-3.0MO-5,1(CB 
Plus  TA)-0.90TI-0.50A1*18FE,  Consumable  Electrode  Or  Vacuum  Induction  Melted 
1750  Deg.  F  (955  Deg.  C)  Solution  Heat  Treated  -  1  Apr  81 
Tubing,  Alloy,  Seamless,  Corrosion  &  Heat  Resistant  47.5NI  -  22CR  *  1.5CO  • 

9.0MO  -  0.60W  •  18.5FE  -  15  Oct  80 

Tubing,  Alloy,  Welded,  Corrosion  &  Heat  Resistant  57  Ni  •  19.5CR  »  13.5CO  ~ 
4.2MO  •  2.9TI  -1.4A1  ■  0.08ZR  *  0.006B  Consumable  Electrode  Or  Vacuum 
Induction  Melted,  Annealed  -  1  Apr  85 

Tubing,  Aluminum  Alloy,  Round,  Seamless  (For  Rocket  Motors)................., . . . 

Tubing,  Bias  Sewn  (Burlap  Or  Osnaburg)  Cloth....... . . . . . 

Tubing,  Brass  Seamless . . . . . . . . . . . . . 

Tubing,  Carbon  &  Alloy  Steel,  Tolerances  -  1  Jan  83  . . . . . 

Tubing,  Carbon  Steel  (1025),  Seamless  And  Welded  (Aircraft  Quolity) . 

Tubing,  Chrome-molybdenum  (4135)  Steel  Seamless  . . . . . . 

Tubing,  Chrome-molybde  . . . . . . . . . . 

Tubing,  Copper  Brazed  Steel  1  Jul  88  . . . . . . . . . . 

Tubing,  Electrical  Insulation  Extruded  Polytetrafluoroethylcne . . . . 

Tubing,  Electrical  Insulation,  Standard  Wall,  Extruded  Polytetraflucroethylene  »  1 
July  1985 

Tubing,  Electrical  Insulation,  Light  Wall,  Extruded  Polytetrafluoroethylene  ■  1  July 
1985 

Tubing,  Electrical  Metallic  -  Zinc  Coated  •  7  Mar  83  . . . . . 

Tubing,  Electrical  Insulation,  Thin  Wall,  Extruded  Polytetrafluoroethylene  -  1  July 
*.985 

Tubing,  Electrical  Metallic  •  19  Aug  77  . . . . . . 

Tubing,  Heat  Shrinkable . . . . . . . 

Tubing,  Mechanical,  Seomless  Carbon  -  7  October  1986 . . . . . 

Tubing,  Mechanical,  Seamless  Stainless  Steel  •  29  July  1988 . . . . 

Tubing,  Mechanical,  Cold-  Drawn  Buttweld  Carbon  Steel  •  8  July  1986 . 

Tubing,  Mechanical,  Welded  Stainless  Steel  -29  July  1988  . . . . 

Tubing,  Mechanical  El  Ectric  Resistance  Welded  Carbon  &  Alloy  Steel  •  29  Jul  1988 

Tubing,  Nonmetalic  (Rubber) . . . . . . . . . . . 

Tubing,  Nonmetallfc,  Rubber . . . 

Tubing,  Phosphor  Bronze,  (Cda  No.  510)  Round,  Seamless . . . . . 

Tubing,  Plastic  Glass  Fabric  Base,  Low  Pressure  Laminated . . . . . . 

Tubing,  Plastic,  Extro  Flexible,  Convoluted,  Ethylene-tetrafluoroethylene,  Close 
Convolution 

Tubing,  Plastic,  Electrical  Insulation  Irradiated  Potyvinylidene  Fluoride,  Semi-rigid, 
Heat  Shrinkable  2  To  l  Ratio  •  15  Jun  75 
Tubing,  Plastic,  Flexible,  Convoluted,  Ethylene-tetrafluoroethylene,  Standcrd 
Convolution 

Tubing,  Plastic,  Cotton  Fabric  Reinforced  Phewol-formoldehyde  •  1  Jan  84 . . 

Tubing,  Plastic,  Flexible,  Convoluted,  Conduit  Gencrol  Specification  For . . . 

Tubing,  Plastic,  Flexible,  Convoluted,  Fluorinated  Ethylene  Propylene,  Integral  Braid  .. 
Tubing,  Plastic,  Flexible,  Convoluted,  Polytetrafluoroethylene,  Standard  Convolutions 
Tubing,  Plastic,  Extra  Flexible,  Convoluted,  Polytetrafluoroethylene  Close  Convolution 
Tubing,  Plastic,  Flexible,  Convouted,  Fluorinated  Ethylene  Propylene,  Standard 
Convolution 

Tubing,  Plastic,  Extro  Flexible,  Convoluted,  Fluorinated  Ethylene  Propylene,  Close 
Convolution 

Tubing,  Polyethylene  (PE)  Plastic  •  6  Apr  83 . . . . . . . . . 

Tubing,  Polytetrafluoroethylene,  Standard  Method  Of  Testing  -29  Mar  1985. . . 

Tubing,  Round,  Seamless  Alloy  Steel . .  . . . . . . . . 

Tubing,  Rubber  And  Plastic . . . . . . . . . 

Tubing,  Seamless  &  Welded  Austentic  Sfoinless  Steel  Sanitary  -  28  Feb  86  .............. 

Tubing,  Steel  (Low-carbon)  Mechanical  Round . . . . . . 

Tubing,  Steel,  Corrosion  Resistant,  Round  Standard  Dimensions  For . . . . 

Tvb*n3,  St?'* I,  Corroiiart  And  H*ot  Resitting  (18-8  Stabilized),  Welded............. . 

Tubing,  Steel,  Corrosion-resistant  (530400), AEROSPACE  Vchicle  Hydraulic^Systcm 
1/8  Hard  Condition 

Tubing,  Steel,  Corrosion-resistant  (304),  Cold  Drawn......................... . . 

Tubing,  Steel,  Carbon,  Structural . . . . . . . . . 

Tubing,  Steel,  Corrosion-resistant  (18-8  Stabilized),  Aircraft  Hydraulic  Quolity  (Asg) 

Tubing,  Steel,  Corrosion  And  Heal  Resistant,  For  Aerospace  Vehicle  Hydraulic 
Systems  Assembled  By  Brazing 

Tubing,  Steel,  Corrosion  Resistant  (18-8  Stablized  And  Extra  Low  Carbon)......,......... 

Tubing,  Steel,  Corrosion&resistant  (304),  Aerospace  Vehicle  Hydraulic  Systems, 
Annealed,  Seamless  And  Welded 
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ALPHABETICAL  LISTING 


TITLE 


Tubing,  Steel,  Corrosion-re  siitant,  (304),  Anneoled,  Seomtess  And  Welded . 

Tubing,  Steel,  For  3.25  Inch  And  5.0  Inch  OD  Rocket  Motors  . . . . 

Tubing,  Steel,  Round,  For  Primers  And  Bursters . . . . 

Tubing,  Steel/ Seamless,  Corrosion  &  Moderate  Heat  Resistant  16.5CR  -  4.5NI  • 
2.9MO  ■  0.1  ON  Anneoled  *  1  Jan  82 

Tubing,  Steel,  Seamless  0.22  -  0.28C  (Sae  1025)  -  1  Jo!  81 . . . . . 

Tubing,  Steel,  Seam-free,  Round  0.95CR  »  0.20MO  (0.28-0.33C)  (SAE  4130)  95,000 
Psi  (655MPA)  Tensile  Strength  -  1  Jul  85 

Tubing,  Steel,  Seamless  Low  Carbon  Annealed  -  15  Ju!  77 . 

Tubing,  Steel,  Welded  (0.22  ■  0.28C  (Sae  1025)  •  15  Jan  77 . 

Tubing,  Steel,  Welded  &  Drawn,  Corrosion  &  Heat  Resistant  9.0MN  •  20CR  •  6.5NI 
-  0.28N  High  Pressure  Hydraulic  *  15  Jul  80 
Tubing,  Steel,  Welded,  Corrosion  &  Moderate  Heat  Resistant  12CR  •  8.5NI  - 
0.30(CBooTA)  *  1.1T1  ■  2.0CU  Vacuum  Induction  Plus  Vacuum  Consumable 
Electrode  Melted  Solution  Heat  Treated,  Precipitation  Hardenoble 
Tubing,  Steel,  Welded,  Corrosion  &  Moderate  Heat  Resistant,  17CR  ■  7.NI  •  1.1A1, 
Solution  Heat  Treated,  Precipitation  Hardenoble  *  1  Ju!  81 

Tubing,  Sterilization . . . . . . . . . . . . 

Tubing,  Sterilization . . . . . . . . . . . . . 

Tubing,  Sterilization  . . . . . . . . . . . 

Tubing,  Sterilization  . . . . . . . . 

Tubing,  Structural,  Hot  Formed  Welded  8.  Seamless  Carbon  Steel  •  27  Jul  84  . . 

Tubing,  Structural,  Hot  Formed  Welded  &  Seamless  High  Strength  Low  Alloy  •  27 
Jul  84 

Tubing,  Structural,  Cold  Formeo'  Welded  &  Seamless  Carbon  Steel,  In  Rounds  & 
Shapes  •  27  Jul  84 

Tubing,  Surgical  (Plastic) . . . . . . . . . . . . . . 

Tubing,  Surgical  PLASTIC,  3/16  Inch  Inside  Diameter . . . 

Tubing,  Titanium,  Seamless,  Anneoled,  40,000PSI  (275  MPA)  Yield  Strength  •  1  Apr 
1984 

Tubing,  Titonium  Alloy,  Seamless,  Hydraulic  3.0AL-2.5V  Cold  Worked,  Stress 
,  Relieved  -  1  Jan  85 

Tubing,  Tolerances,  Metric,  Corrosion  &  Heat  Resistant  Steel  -  I* Jan  1967  . 

Tubocurarine  Chloride  Injection,  USP  . . . . . . . . . . . . 

Tumbler,  Drinking,  (Plastic) . . . . . 

Tumbler,  Drinking  (Plastic) . . . . . . . 

Tumbler,  Drinking  (Glass) . . . 

Tumbler,  Drying,  Laundry,  Commercial  (Submarine  Service) . . 

Tumbler,  Drying,  Laundry,  Commercial  (Nava!  Shipboard) . . 

Tuna  With  Noodles,  Thermostobilized,  For  Meal,  Ready-to-eat . . . 

Tuna,  Canned . . . . . . . . . . . 

Tung  Oil  Quality,  Standard  Test  Method  For  •  31  May  85  . . . . 

Tungsten  Alloy  Shapes,  Sintered,  High  Density  •  1  Jul  87 . . . 

Tungsten  Base,  High  Density  Metal  (Sintered  Or  Hot  Pressed)  (ASG) . . . 

Tungsten  Carbide/cobalt  Coating  Detonation  Process . 

Tungsten  Carbide  (Crystalline) . . . . . . . . . . 

Tungsten  Delay  Composition  . . . . . . . . . . 

Tungsten  Powder  (For  Pyrotechnics) . . . . . 

Tungsten  Powder . . . . . . . . . 

Tunic,  Operating,  Surgical,  Woman  S,  Cotton  Polyester,  Static  Resistant,  long 
Sleeves 

Tunic,  Operating,  Surgical,  Woman  S,  Cotton  Polyester,  Static  Resistant,  Short 
Sleeves 

Tunic,  Woman  S  Maternity  . . . . . . . . 

Tunic,  Woman's:  Hospitol  Duty  Uniform  (HDU) . . . . . 

Tuning  Fork  Set . . . . . . . . . . . . 

Tunnel,  Finishing,  Garment,  Steam  Electric..... . . . 

Turbidimeter,  Water  Testing... . . . . . . . 

Turbine  Blades  &  Vones,_Cos!  Acceptance  Criteria  For  . . . . . 

Turbine  Fuel,  Aviation,  Thermolly  Stable . . . . . . . . 

Turbine  Fuel,  Aviation,  Kerosene  Type,  Grade  JP-8 . . . . . . 

turbine  Fuel,  Aviation,  Grades  JP>4  And  JP-5 . . . . . 

Turbine  Fuel,  Low  Volatility,  JP*7 . . ...» . . . . . 

Turbine,  Steam  And  Reduction  Gear,  Auxiliary,  Genera  tor-drive  (Novol  Shipboard 
Use) 

Turblne.Steom,  Auxiliary  (And  Reduction  Ge0')-M*chotjcel  Drive . . . 

Turbine,  Steam,  Propulsion  Navo!  Shipboard . . . . . . . 

Turbines  &  Gears,  Shipboard  Propulsion  &  Auxiliary  Steam  Packing  Of  . . 

Turkey  And  Turkey  Parts,  Reody-to-cook,  Chilled  Ard  Frozen  . . . . . 

Turkey  Gravy,  Powder  (For  Oral  Liquid  Feeding) . . . . . 

Turkey  Slices  With  Gravy,  Thermostobilized,  Trey  Pock . . . . . . 

Turkey  Sfices  With  Gravy,  Thermostobilized,  Troy  Pock......... . . . . 

Turkey,  Boneless,  Frozen,  Raw  Or  Cooked . . . . . . . . . 

Turkey#  Diced,  With  OtQTf,  Thermostobilized,  For  Meal,  Ready  To  Eat.. . . . 

Turn  &  Slip  Indicators  (Edition  7)  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

Turn  &  Slip  Indicators  (Rel  To  Other  Than  DOD  Act  Req  Prior  Appr  Of  CNM,  MAT 
09B2 1,  Wash,  D.c.  20360) 
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ALPHABETICAL  LISTING 


TITLE 

Turnbuckle  . . . . . ........ . . . . . . . 

Turnbuckle  Assemblies,  Clip  Locking  Of  (Asg)  . . . 

Turnbuckle  Bod/,  Clip  Locking . . . . . . . . . 

Turnbuckle  Spreod  Body,  Jaw  &  Eye  (Type  I,  Form  2  Class  8) . . . . . . . 

Turnbuclde  Spread  Body,  Jaw  &  Jaw  (Type  I,  Form  2  Class  7) . . . 

Turnbuckle  Spread  Body,  Eye  8.  Eye  (Type  I,  Form  2  Class  4).., . . . . . . 

Turnbuckle,  Body  (General  Purpose) . . . . . . . . . . 

Turnbuckle,  Flat  Body,  Eye  &  Eye  (Type  I,  Form  3,  Class  4)  . . . . . 

Turnbuckle,  Fla!  Bod  *  Jaw  8.  Eye  (Type  I,  Form  1,  Class  8)  . . . . . . . . 

Turnbuckle,  Fla!  Body,  Hook  &  Eye  (Type  I,  Form  1  Class  6)...,..... . . 

Turnbuckle,  Fla!  Body  Jaw  &  Jaw  (Type  I,  Form  2,  Class  7) . . . . . . 

Turnbuckle,  Lock  Wiring  Of  (Asg)  . . . . . . . . 

Turnbuckle,  Pipe,  Body  Eye  &  Eye  (Type  It,  Class  4) . . . . . . 

Turnbuckle,  Positive  Safetying  . . . . . . . . .  • ....... ....... , . 

Turnbuckle,  Round  Body,  Hook  &  Eye,  (Type  I, form  2,  Class  6)... . . . . 

Turnbuckle,  Round  Body,  Hook  &  Eye  (Type  1,  Form  1,  Class  6) . . . . . . 

Turning  Roll,  Welding,  Powered  Type  And  Idler  Type  . . . . . . . . 

Turnout,  Railway  (Unassembled,  Complete  With  Low  Stond  Throw  And  Rigid  Bolted 
Frog) 

Turpentine,  Spirits  Of  •  26  Mar  82  . . . . 

Turpentine,sampling  &  Testing  -  65  (Reopproved  1981)......... . . 

Turret  Subsystem,  Universal  (Uls)  For  Aramen!  Subsystem,  Helicopter,  20MM, 

M97E1  &  M97E2,  Universal  Boreslght  Kit  For 
Turret  Subsystem,  Universal  (UTS)  For  Armament  Subsystem,  Helicopter,  20MM, 
M97E1  And  M97E2,  Gun  Control  Assembly  For 
Turret  Subsystem,  Universal  (UTS)  For  Armament  Subsystem,  Helicopter,  20MM, 
M97E1  &  M97E2 

Turret  Subsystem,  Universal  (Uts),  For  Aranvsnt  Subsystem,  Helicopter,  20MM, 

M97E1  &  M97E2,  Turret  Control  Unit  F„r 
Turret  Subsystem,  Universal  (UTS)  For  Armament  Subsystem,  Helicopter,  20  MM, 
M97E1  8.  M97E2,  Electric  Drive  Motor  For 
Turret  Subsystem,  Universal  (UTS),  For  Armament  Subsystem,  Helicopter,  20MM, 
M97EI  8.  M97E2,  Logic  Control  Unit  Assembly  For 
Tweezers,  Craftsman  S ...... . . . . . . . . . . . . 

Tweezers,  Craftsman  S .... . . . . . . . . . . . 

Twelve  Point  Electrical  Connectors  Between  Military  Vehicles  (Release  To  Other 
Than  Dod  Activities  Requires  Prior  Approval  Of  Hq,  Darcom,  DRC1RD)  (Edition 
No.  2)  (Abca  327) 

Twine,  Co tton,  Seine  . . . . . . . . . 

Twine,  Fibrous  (Wrapping) . . . . . . . 

Twine,  Fibrous  Cotton,  Wrapping . . . . . . . 

Twine,  Fibrous.  Impregnated,  Lacing  And  Tying . . . . 

Twine,  Fibrous,  Jute . . . . . . . . . . . 

Twine,  Fibrous,  Jute,...*  . . . . . . . . . 

Twine,  Lacing  And  Tying,  Tetrafluoroelhylene  (For  Use  In  Electrical  And  Electronic 
Equipment)  (Inactive  For  New  Design) 

Twine,  linen . . . . . . . . . . . . . . . 

Twine,  Linen  (Waxed  And  Blockihg).... . . . . . . 

Tying  Machines,  Bog  Industrial..... . . . . . . . . . 

Tying  Machines,  Bundle,  Industrial . . . . . . . . . . . . 

Tying  Machines,  Wire,  Hand  . . . . . . . . . . 

Type  &  location  Of  Electrical  Control  Connections  For  Airborne  Armament-Stores..,. 

Type  Cleoner,  (Sheet  Form) . . . . . . 

Type  Cleaner,  Plastic  Rubber  Type.... . . . . . . . . 

Type  Designation  And  Marking  Of  Electron  Valves  And  Tubes  . . . 

Type  Designation  System  For  Aeronautical  AndSupporf  Equipment  . . . . 

Types  Of  Engineering  Drawings  (Req  For  Issue  From  Other  Thon  DOO  &  DOD 
Contractors  Must-Be  Sent  Vic  HO  U$AF/XOXX(ISC)  Wash.,  D.c.  20330*5058) 

/pewriter,  Ele«lric,  Typebor  . . . . . 

*ypewrifer,,E!ectric,  Single  Element . . . . . 

U.s,  Army  Reverie  Engineering  Hdbk  (Guidelines  &  Procedures)  . . 

U-bcnd  Seamless  Copper  &  Copoer  Alloy.  Heat  Exchanger  &  Condenser  Tubes, 
Standard  Sepcification  for  29  Jul  88 

Ultra  High  Molecular  Weight  Polyethylene  Molding  &  Extrusion  M a feriots  -  26  Jun 
8) 

Ultra  low  le'/el  Airdrop  System  Using  Parachute-Extraction  (Gig  3,  25  Sept  8J) 

(Rel  To  Otb ?r  Thon  DOD  Act  Req  Pr  ApprOf  CNM,  MAT  09821,  Wash  D.c 
20360 

Ultrasonic  Evaluation  Of  Housing  Welds  For  The  Mark  71  Mod  0  Worhead 
Ultrasonic^  Inspection  Titcnium  8iTifohrum  Alloy  Bar-8.  8ilfet»  1  Jan  1985 
Ultrasonic- Inspection  Of  lead  (Issue  ControUed*private  Industry  Submit  Request  Via 
Cognizant  Contracting  Office  For  Certification  Of  Need  To  Know) 

Ultrasonic  Inspection,  Requirements  For 

Ultrasonic  Pulse  Echo  Testing  Systems  Without  The  Use  Of  Electronic  Measurement 
Instruments,  Evaluating  Performance  Characteristics  Of  -  25  May  79 
Ultrasonic  Pulse  Echo  Straight  Becm  Testing, recommended  Practice  For,  By  The 
Confect  Method  27  Dec  85 
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ALPHABETICAL  LISTING 


TITLE 

Ultraionic  °ul$e  Echo  Testing  Systems  Without  The  Use  Of  Electronic  Measurement 
Instruments  27  Sep  85 

JItrasonic  Testing . . . . . . . . . . . . 

Ultrasonic  Welding  Of  Aluminum  And  Aluminum  Alloy  Materials., . . . . . . 

Umbrella,  Surveyor  S  (Six  Rib)  . . . . . . 

Undecylenic  Acid  And  Zinc  Undecylenate  Powder.. . . . . . . . . . 

Undecylenic  Acid  &  Zinc  Undecylenate  Powder.. . . . 

Undecylenic  Acid  Ointment,  Compound,  Usp . . . . 

Undecylenic  Acid  Solution  . . . . . . . . . . . 

Undercutter.armature  Mica,  Electrically  Operated.... . . . . . . . 

Underfloor  Raceways  &  Fittinqs,  Standard  For  •  28  Oct  81  (Seventh  Edition)  As 
Revised  To  25  Feb  82 

Undershirt,  Cold  Weather,  Men  S  . . . . . . . 

Undershirt,  Cold  Weather,  Polypropylene . . . . . . . . . . . 

Undershirt,  Extreme  Cold  Weather . . . . . . . . . . . 

Undershirt,  Infant  S  . . . . . . . . . . 

Undershirt,  Man  S,  (Quarter  Sleeve)  . . . . . . 

Undershirt,  Man  S.  Cotton,  Full  Length  Sleeves  . . . . . . . 

Undershirt,  Man,  (Quater  Sleeve),,.... . . . . . . 

Undershirt,  Mans  (Quarter  •  Sleeve) . . . . . . . . . . 

Undershirt,  Mans  (Polyester/cotton)  Quarter  Sleeve  . . . . 

Underwater  Log  Equipment,  Electromagnetic  Type . . . . . . . 

Underwear,  Double-knitted,  Anti-exposure  CWU-22/P . . . 

Unified  Code  For  Coatings  &  Finishes  For  OOD  Materiel  . . 

Unified  Numbering  System,  Metals  &  Alloys  In  The-third  Edition  -83 . . 

Unified  Screw  Threads  (ABCA-247) . . . . . . . . . 

Unified  Soil  Classification  System  For  Roods,  Airfields,  Embonkments  And 
Foundations. 

Uniform  Cost  Accounting  And  Reporting  System  (UCARS). . . . . . 

Uniform  Federal  Accessibility  Standard..... . . . . . . . . . . . 

Uniform  Procedures  for  Type  Designation  And  Item  Identification . . . . . . 

Uniform  Standards  For  Specifying  Performance  Parameters  Of  Thermal  Imaging 
Devices  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(DRCIRD)  (Abca  415) 

Uniform  System  Of  Exchange  Of  Materiel  Management  Data  (Edition  1) . . . . 

Uniform,  Mon  S  (Dress,  White)  (Navy)  . .7 . . . . . . 

Uniform,  Pants  Suit,  Woman  S,  White. . . . . . . . . . . . . 

Uniform,  Woman  S  White,  Dress  (Officer . . . 

Uniform,  Woman,tunic  And  Slocks,  White,  Food  Handler . . . 

Union  -  Flared  Tube . . . . . . . . . . 

Union  Plug  Assemblies,  Straight . . . . . . . . , 

Union  Plug  Assemblies,  Right  Angle  . . . . . . . 

Union,  Flared  Tube,  3/8  Bulkhead  &  Universal . . . . . . . . 

Union,  Flareless  Tube  . . . 

Union,  Flareless  Tube,  3/8  Bulkheod  And  Universal  (Inactive  Use  Ms  21924) . . 

Union,  Flareless  Tube,  Bulkheod  &  Universal . . . . . . . . . . 

Union,  Nipple . . . . . . . . . . . . . . . ... 

Union,  Nipple . . . . . . . . . . . 

Union,  Pipe,  Forged  Steel,  Threaded,  Water  Oil  Gas  (2,000,  3,030  And  6,000 
LB/IN2) 

Union,  Pipe,  Steel  Or  Malleable  Iron,  Threaded  Connection,  150  Lb,  250  lb  &  300 
Lb  WSP 

Union,  Reducer,  Bulkhead  Floreless  Tube  -  Mar  1986.. . . . . . . . . 

Union,  Reducer,  Bulkhead,  Flareless  Tube  >  2  Feb  1987  . . . . . . . . . . 

Union,  Tube  •  Aluminum  Ams  4121,  Conical  End,  Connector . . . . . . 

Unions,  Brass  Or  Bronze,  Threaded  Pipe  Connections  And  Solder  Joint  Tube 
Connections 

Unit  Heater,  Air  Circulating,  Steam  Hot  Water  . . . . . . . . 

Unit  Heater,  Air-circulating,  Steam  (Shipboard  Use)  . . . . . 

Unit  Load  Cartridge,  5.125  Inch,  MK  214  Mod  0  NATO  Seo  Gnot  RF  Seduction  & 
MK  216  Mod  0  NATO  Seo  Gnot  RF  Distraction  In  Pollet  Adapter,  MK  144 
Unit  Load  F/underway  Replen  Wing  Assy,  Gm  MK1  Mod  0  F/AIM-9D,  G,  H 
(Sidewinder)  !n  Container  Mk  418  A'.ed  0  Or  W?n;  Aj:y  Gm  Mk  1  Mod  0  & 

Fins,  Gm  B&SU-14B,  F/AIM-9D,  G,  H,  In  Container  Mk  418  Mod  1 
Unit  Load  For  Domestic  And  Overseas  Shipment-Fairing,  Underwater  Mine,  MK  19 
Type  With  F..is  And  Hardware,  F/mine  MK  52 
Unit  Lood  For  Domestic  And  Overseas  Shipment  Mine  Underwater,  Mk  55  &  Mods 
In  Crate  MK55  Mod  1  (LD  538045)  Loaded 
Unit  Load  For  Domestic  And  Overseas  Shipment  Mine,  Underwater  Mk  52  And 
Mods  In  Gate,  Underwater  Mine  Mk  52  And  Mods  (Loaded) 

Unit  Load  For  Domestic  £  Overseas  Shipment  Safely  Device  Arming  Group,  MK45 
Type  In  Smoll  Arms  Ammunition  Box  MK1  Mod  0 
Uni!  Lood  For  Domestic  &  Overseas  Shipment  Marker,  Location,  Marine  MK  25 
Mod  3  In  Container  LD615124 

Unit  Lood  For  Domestic  Shipment  Only  Cable  Assemblies,  ASROC-MK  10  Mod  O, 
MK  21  Mod  0,  8.  MK  29  Mod  O  In  Container  0WG.  1806337 


DOCUMENT 


HUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

ASTM  E3 17-85 

NDTI 

MR 

29  May 

87 

MR 

AS 

MIL-HDSK  728/6 

NDTI 

MR 

16  Dec 

85 

MR 

AS 

20 

L 

MIL-STD-1947 

THJM 

MR 

15  May 

85 

MR 

MIL-U-11224E  (1) 

8340 

GL 

05  Feb 

82 

GL 

YO 

99 

A-A-50839 

6505 

/DM 

26  Jul 

82 

MD 

MS 

03 

MIL-U-36000B 

6505 

DM 

02  Apr 

76 

MD 

MS 

03 

INT  AMD  1  (DM) 
MIL-U-37667 

6505 

DM 

02  Aug 

78 

MD 

MS 

03 

MIL-U-37763 

6505 

DM 

25  Aug 

78 

MD 

MS 

03 

Mll-U-45995 

4940 

Al 

25  Nov 

86 

AL 

99 

UL  884-81 

5975 

YD 

30  Nov 

84 

ER 

YD 

85 

MII-U-43262D 

8415 

GL 

26  Jon 

88 

GL 

NU 

99 

MIL-U-44I64A 

84)5 

GL 

25  Jon 

89 

GL 

NU 

MII-U-17611G 

8415 

NU 

04  Feb 

87 

GL 

NU 

99 

MIL-U-43596 

6532 

DM 

23  Sep 

68 

MD 

MS 

03 

JJ-U-513D  (2) 

8420 

J 

25  Aug 

78 

l 

MIL-U-2526D 

8420 

MC 

16  Jul 

71 

MC 

A-A-50013B 

8420 

•GL 

28  Dec 

88 

GL 

NU 

99 

MIL-U-44096A 

8420 

GL 

09  Dec 

87 

GL 

NU 

99 

A-A-50353 

8420 

/NU 

27  Jon 

81 

NU 

l 

MII-U-18033F  (2) 

•6320 

SH 

28  Jul 

67 

SH 

l 

Mll-U-831968 

8475 

82 

26  Nov 

86 

99 

l 

MIL-STD-I516A 

8010 

20 

28  Sep 

84 

20 

SAE  HSJ 1086-83 

95GP 

MR 

28  Nov 

83 

MR 

99 

Q-STD-247  (1) 

1SDA 

AM 

26  Aug 

80 

Mll-STD-6198 

FACR 

CE 

12  Jun 

68 

CE 

YD 

99 

l 

MIL-STD-I260A 

M1SC 

Al 

lOTAor 

86 

AL 

fED-STD-795 

FACR 

HP 

01  Apr 

88 

CE 

YD 

04 

l 

MIL-STD-842 

MISC 

11 

07  Jon 

65 

11 

Q-STD-415  (1) 

ISDA 

AM 

22  Moy 

84 

NAT-STD-4199  (1) 

ISDF 

06 

19  Mar 

84 

L 

MIL-U-17658D 

8405 

NU 

21  Feb 

75 

NU 

MIL-U-87048A 

NOTICE  1 

8410 

11 

02  Apr 

86 

GL 

NU 

11 

L 

MIL-U-2B946A  (1) 
NOTICE  1 

8410 

MC 

02  Feb 

88 

MC 

A-A-50011 

NOTICE  1 

8410 

•GL 

01  Feb 

88 

GL 

NU 

1) 

AN815 

REV  9 

4730 

82 

04  Aug 

83 

AV 

AS 

99 

l 

MIL-U-24217/14 

5935 

SH 

05  Sep 

84 

SH 

l 

Mll-U-24217/15 

5935 

SH 

05  Sep 

84 

SH 

AN832 

4730 

82 

02  Aug 

83 

AV 

AS 

99 

REV  8 

MS-2I902E 

4730 

AS 

07- May 

82 

AV 

AS 

99 

MS-21903C 

4730 

AS 

27  Jun 

69 

AV 

AS 

99 

MS-219248 

4730 

AS 

26  Jun 

81 

AV 

AS 

99 

l 

MS-27071B 

4730 

82 

02May 

66 

99 

l 

MS-27624 

4730 

82 

17  Mar 

71 

99 

MIL-U-18182D 

4730 

YD 

20Apr 

84 

ME 

YD 

99 

WW-U-531F 

4730 

/YD 

16  Apr 

84 

ME 

YD 

82 

MA  2058-86 

4730 

AV 

15  Jun 

87 

AV 

AS  1007087 

4730 

AS 
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87 

AV 

AS 

99 

MS-9383 

4730 

AS 

04  May 

70 

AV 

AS 

11 

WW-U-516B 

4730 

/99 

29  Aug 

74 

ME 

YD 

82 

MIL-U-17691D 

4520 

YD 

23  May 

88 

YD 

99 

L 

MIL-U-17293D 

NOTICE  1 

4520 

SH 

03  Feb 

89 

SH 

l 

MIL-STD-1323/313A 
NOTICE  1 

8140 

OS 

21  Apr 

87 

L 

MIL-STD-1323/157 

8140 

OS 

28  Sep 

79 

OS 

L 

MIL-STD-1322/865 

8140 

OS 

02:Apr 

85 

OS 

L 

MIL-STD-1322/714 
NOTICE  1 

8140 

OS 

14  Mar 

89 

OS 

L 

MII-STD.1322/715B 

8140 

OS 

0 4  Mar 

84 

OS 

MIL-STD-1322/44 
NOTICE  1 

8140 

OS 

23  Jun 

83 

OS 

L 

MIL-STD-1322/48 
NOTICE  1 

8140 

OS 

14  Mar 

89 

OS 

L 

Mll-STD-1322/49 

8140 

OS 

14  Mar 

89 

OS 

NOTICE  1 


770 


ALPHABETICAL  LISTING 


TITLE 

Unit  lood  For  Domestic  And  Overseas  Shipment  Standard  Missile  Control  Surfaces 
Mk  26  MODO  And  Mk  26  Mod  0  In  Mk  492  Mod  1  Container 
Unit  Load  For  Domestic  &  Overseas  Shipment  Bomb,  Practice  BDU-48/B  . . 

Unit  Load  For  Domestic  &  Overseas  Shipment  Worhead,  MK103,  Mods  0  &  1  & 
Exercise  Head,  MK85  Mods  0, 1,2,3, 4  &  6  In  Container,  MK301  Mod  0 
Unit  Load  For  Domestic&  Overseas  Shipment  C  Artridge,  Signal,  Practice  Bomb  Mk 
4  Mod  3  Or  CXU-3  A/B  In  Box,  Ammunition  M2A1 
Unit  Load  For  Domestic  &  Overseas  Shipment  Bomb,  Practice  MK  106  Mod  5 . . 

Unit  Load  For  Domestic^  Overseas  Shipment  Cutter,  Power  Actuated  MK  23  Mod 
O  Or  Cutler,  Powder  Actuated  MK  24  Mod  O  In  Ammunition  Box  M2A1 
Unit  Load  For  Domestic  And  Overseas  Shipmentfairing,  Underwater  M  Ine,  MK  20 
Type  For  Mine  MK  55 

Unit  Load  For  Domestic  And  Overseas  Shipment  Cryptographic  Equipment 
Destroyers,  Incendiary,  M1A2  W/TH4 
Unit  Lood  For  Domestic  &  Overseas  Shipment  5  INCH-54  Projec'iles  With 
Waterproof  Protecting  Caps,  MK  4  Mod  O  Or  MK  10  MOD  i 
Unit  Load  For  Domestic  &  Overseas  Shipment  Target  Delecting  Device  MK  58  MOD 
0  In  Container  DWG  3268734 

Unit  Load  For  Domestic  &  Overseas  Shipment  Propellant  Groin  MK  90MOD  0  In 
Container  D  Wg  233AS171  Packed  fnpollet  Crate  MK  2  MODO 
Unit  Load  For  Domestic  8.  Overseas  Shipment  Cartridge,  Colibe  9MM,  Ball, 
Parabelfum  In  Ammunition  Box  M  2AI  Overpacked  In  Wirebound  Wooden  Box 
Unit  Load  For  Domestic  &  Overseas  Shipment  Hazardous  Materials  In  55  Gallon 
Steel  Drum  PPP-D-729  Type  IV 

Unit  Load  For  Domestic  &  Overseas  Shipment  Warheod  MK  118  MOD  0  In  Ammo. 
Component  Box  MK  2  MOD  0 

Unit  Lood  For  Domestic  &  Overseas  Shipment  Propellant,  For  MK  57  Underwater 
Mine  In  Container  DL  5166866 

Unit  Load  For  Domestic  &  Overseas  Shipment  Cartridge,  40MM,  MK162  Mod  0  In 
40MM  Ammunition  Box  MK1  Mod  0 

Unit  Load  For  Domestic  8.  Overseas  Shipment  2.75  Inches  Rocket  Motor,  MK  66  In 
Container  MK  1  MOD  O 

Unit  Load  For  Domestic  &  Overseas  Shipment  SLMM  Explosive  Section  Mk  13  Mod 
0  In  Container  Mk  639  Mod  0 

Unit  Load  For  Domestic  &  Overseas  Shipment  SLMM  Exercise  Head  Mk  91  Mod  0 
In  Container  Mk  639  Mod  0 

Unit  Lood  For  Domestic  8<  Overseas  Shipment  Arming  Devices  MK2  Mods  8.  MK  36 
Mod  0  In  MK  2  Mod  0  Ammunition  Component  Box 
Unit  Lood  For  Domestic  8>  Overseas  Shipment  Adapter,  Target  Detecting  Device  MK 
41  In  Container  DWG.  5003172  For  MK  67  Underwater  Mine 
Unit  Load  For  Domestic  8.  Overseas  Shipment  MK  42  MOD  6  Firing  Mechanism  In 
Small  Arms  Ammunition  Box  MK  1  MOD  O 
Unit  Load  For  Domestic  &  Overseas  Shipment  Firing  Device  Kit,  MK  48  Mod  0  In 
M2A1  Container 

Unit  Load  For  Domestic  And  Overseas  Shipment  Motor,  5.0  Inch  Rocket  MK  22 
Mod  4  (Loaded  Assembly)  In  Container  MK  697  Mod  0 
Unit  Load  For  pomesticond  Overseas  Shipment  Projectile  5-INCH/54,  Hi-frog 
(Empty)  In  Pellet  Adapter  MK11  Mod  2 

Unit  Load  For  Domestic  &  Overseas  Shipment  Cortridge,  Caliber,  .38  Special  Ball, 
Steel  Jacketed  With  Tracer  hommunitipn  Box  M2A1 
Unit  Lood  Fcr  Domestic  8«  Overseas-Shipment  Target  Detecting  Device  MK71  In 
Container  DWG.5479491 

Unit  load  For  Domestic  And  Overseas  Shipment  Battery  MK  46  In  Container  DWG 
5167267 

Unit  Lood  For  Domestic  8.  Overseas  Shipment  5  Inch  G.p.  Warhead  MK  109  MOD 
O  In  Conioiner  M548 

Unit  Lood  For  Domestic  And  Overseas  Shipment  Tail  Seetion  MK  7  Type  In 
Contoiner:pV/G“5363565 

Unit  Load  For  Domestic  And  Overseas  Shipment  Safety  Arming  Device  Assembly, 
MK  75  In  Ammunition  Box  M2A1 

Unit  Lead  For  Domesticond  Overseas  Shipment  MK117  Jato  Rocket  Molor-!n  Wood 
Box 

Unit  Load  For  Domestic^  Overseas  Shipment.  Standard  Missile  SM-2  Block  il 
Safety  &  Arming  Device,  MK  51  MODO  8.  MK  76  Mod  0  In  Conioiner,  MK  688 
Mod  0 

Unit  Load  For  Domestic  8.  Overseas  Shipment  MK  24  MOD  2  Firing  Device. 
Demolition  In  Wood  Box 

Unit  Locd  For  Domestic  8<  Overseas  Shipment  Kit.  Firing  Device.  Training  Adopter. 

MK  122  MOD  O  In  M19  Series  Metol  Box  Overpocked  In -Wirebound  Box 
Unit  Load  ror  Domestic  &_Oyerseas  Shipment  Explosive  Section.- Destructor,  Mk  M 
Mod  0.  loaded  In  Container.  Shipping  &  Storage;  DL5468241 
Unit  Load  For  Domestic  8>  Overseas  Shipment  Battery,  Primary,  Alkaline,  MK  141 
Mod  0  In  Container,  Shipplng:&  Storage,  DL5468249 
Unit  Lood  For  Domestic  8.  Overseas  Shipment  Worheods  Mk  5,  Mk  10,  Mk  51,  Mk 
90,  Mk  91,  MK115  8.  Mods  Or  Telemetering  Inserls  AN/DKT»26,  AN/DKT-27, 
AN/DKT-42 SrMods  In  Container,  Mk  211-&  Mods 
Unit  Lood  For  Domestic  8.  Overseas  Shipment  Dolly,  Missle  Transfer,  MK  30  Mod  0 
On  Skid,  Transport,  DL,  6212586 

Unit.  Load  For  Domestic  &  Overseas  Shipment  Firing  Device,  Acuusti:,  MK  35  Mod 
0  In  Container,  Shipping  & Storage,  DL5178223 
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PREP 
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T~ 
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88 

OS 
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87 
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L 
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87 
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86 
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85 
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L 
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83 
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L 
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8140 
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14  Mar 

89 

OS 

l 
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8140 

OS 
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85 

OS 

L 

MIL-STD-1322/53 
NOTICE  1 

8140 

OS 
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84 

OS 

MIL-STD-1322/54 

8140 

OS 
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83 

OS 

L 

MIL-STD-1322/55 
NOTICE  1 

8140 

OS 

14  Mar 

89 

OS 

L 

MIL-STD-1322/56 
NOTICE  1 

8140 

OS 

14  Mor 

89 

L 

MIL-STD-1322/58 

8140 

OS 

01  Mar 

83 

MIL-STD-1322/59 

8140 

OS 

28  Jun 

83 

OS 

MIL-STD-1322/60 

8140 

OS 

19  Dec 

83 

OS 

L 

Mll-STD-1322/61 
NOTICE  3 

8140 

OS 

06  Mor 

86 

OS 

L 

MIL-STD-1322/42 
NOTICE  2 

8140 

OS 

29  Sep 

87 

OS 

L 

Mll-STD-1322/64 

8140 

OS 

06  Feb 

87 

OS 

l 

MIL-STD-1322/65 

8140 

OS 

25  Sep 

85 

OS 

MIL-STD-1322/69 

8140 

OS 

10  Jun 

86 

OS 

MIL-STD-1322/70 

8140 

OS 

12  Apr 

85 

OS 

L 

Mll-STD-1322/71 

8140 

OS 

09  Apr 

85 

OS 

L 

Mlt-STD-1322/72 

8140 

OS 

22  Jon 

86 

OS 

L 

Mll-STD-1322/73 

8140 

OS 

28  Moy 

87 

OS 

L 

Mlt-STD-1322/74 

8140 

OS 
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87 

OS 

L 

MIL-STD-1322/75 

8140 

OS 
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85 

OS 

l 

Mll-STD-1322/77 

8140 

OS 

04  Feb 

86 

OS 

L 

MlL-STD-1322/78 
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OS 
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86 

OS 

L 

Mll-STD-1322/79 

8140 

OS 

15  Nov 

85 

OS 

L 
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8140 

OS 
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86 

OS 

L 

MIL-STD-1322/82 

8140 

OS 
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87 

OS 
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8140 

OS 
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86 

OS 
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8140 

OS 
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86 
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L 
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8140 

OS 
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87 

OS 

l 
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8140 

OS 
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87 

OS 

L 
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8140 

O' 
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88 

OS 

L 
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8140 

OS 
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88 

OS 

L 

MIL-SID-1322/92 

8140 

OS 

12  Mor 

87 

OS 

771 


ALPHABETICAL  LISTING 


TITLE 


Unit  Load  For  Domeitic  &  Overseas  Shipment  Charge,  Demolition,  M&k  36  Mod  O 
h  Container,  Draining  10001*2511106 

Unit  Load  For  Underway  Replenishment  Cartridge,  3-INCH/50  In  Tank,  Mk  5  & 

Mods 

Unit  Lood  For  Underwoy  Replenishment  Projectile,  5/38  In  Pallet  Adapter  Mk  11 
And  Mods 

Unit  Lood  For  Underwoy  Replenishment  Chardg,  Propelling,  5-INCH/54  In  Pallet 
Adapter,  MK  16  Mod  O 

Unit  Load  For  Underway  Replenishment  Projectile,  5  5NCH/54,  With'Melal  Rotating 
Band  In  Pallet  Adopter  Mk  11  And  Mods 

Unit  Load  For  Underway  Replenishment  Warhead,  Rocket,  5  Inch  MK  6,  MK  25,  MK 
29  &  Mods  In  Pollet  Adopter  MK  1 1  &  Mods 
Unit  Lood  For  Underway  Replenishment  Missile  Booster  Fins  In  MK  205  MOD  O 
Container 

Unit  Load  For  Underway  Replenishment  Warhead,  Rocket,  5  Inch,  MK  24,  MK  32, 

MK  34  &  Mods  (ZUNI)  In  Pallet  Adapter  MK  1 1  &  Mods 
Unit  load  For  Underwoy  Replenishment  Marker,  Location,  Morine  Mk  25  Mods  3  & 

4  In  Container  LD  615124 

Unit  Load  For  Underway  Replenishment  Cartridge,  20  MM,  M90  Series  Belted  With 
M8  Or  M10  Links  In  20  MM  Ammunition  Box,  MK3  Mods 
Unit  load  For  Underway  Replenishment  AMRAAM,  AIM*120A  In  Container, 
CNU-415/E 

Unit  Load  For  Underway  Replenishment  Fl*ght  Gear  Kit  In  Container  DWG.5561732 
&  Pallet  Adapter  MK  103  Mod  0  For  Destructor  MK  40  Or  Quickstrike  MK  63 
Unit  Load  For  Underwoy  Replenishment  5  Inch  G.P.  Propelling  Charge  MK  82  Mod 
0  In  5/54  Cartridge  Tonk  MK  14  Mod  3  In  Pollet  Adapter  MK  16  Mod  0 
Unit  Load  For  Underway  Replenishment  Charge,  Propelling,  161/50,. Reduced  In  16* 
Powder  Tonk  Mk  4  &  Mods  &  Mk  3  Mod  2  On  Pallet  Adapter,  Mk  87  Mod  0 
Unit  Load  For  Underway  Replenishment  Fin  Assembly,  Bomb,  BSU-33A/B  In 
Adapter,  Pallet,  ADU-426/E 

Unit  load  For  Underway  Replenishment  Fuze,  Bomb  FMU039/B  In  Container  M548 
Unit  Load  For  Underway  Replenishment  Hellfire  Missile,  AGM  114  In  Container. 
Shipping  &  Storage 

Unit  Load  For  Underwoy  Replenishment  CoUridge,  Signal,  Practice  Bomb,  MK  4 
Mod  3  Or  CXU*3A/B  In  Box,  Ammunition  M2A1 
Unit  Lood  For  Underway  Replenishment  Guided  Missile,  AIM-9G,  9H,  In  Crodle  Mk 
16  Mod  O  Or  AIM-9G,  9H,  9L,  In  Container,  CNU-287/EW/O  Wings  And  Fins 
(Sidewinder) 

Unit  Load  For  Underwayreplenishment  Rockets  Mk  4,  Mk  40,  Or  MK66  And  Rocket 
Motor  Mk  66  In  Rocket  Launchers  LAU-6JC/A  Or  LAU-68D/A  In  Pallet,  Loading 
And  Storage,  MKU*108/E 

Unit  Load  For  Underway  Replenishment  Bomb,  Practice  Mk  106  Mod  5 . 

Unit  Load  For  Underway  Replenishment  Cartridge,  20MM,  M50  Series  Belted  With 
MK7  Or  M*14  i„k$  In  Container,  M548 

Unit  Lood  For  Underway  Replenishment  Cartridge,  7.62  Mm,  Ball,  M80  (In  Clips)  In 
M2A1  Boxes  Overpocked  In  Wirebound  Box 
Unit  Load  For  Underwoy  Replenishment  Cartridge,  7.62  Mm  (linked)  In  M19A1 
Boxes  Overpacked  In  Wirebound  Box 

Unit  Load  For  Underwoy  Replenishment  Cartridge,  5.125  Inch,  Mk  186  (Torch)  In 
Pallet  Adapter,  Mk  144 

Unit  Load  For  Underway  Replenishment  Bomb,  General  Purpose,  500  IB  MK  82 
MODS  Inert  Loaded  (Uncooted)  On  Pallet,  Loading  &  Storage,  MHU022/E  DL 
623AS100 

Unit  Load  For  Underwoy  Replenishment  Mine,  Underwater  Mk  52  And  Mods  IN 
Crate  Mk  52  And  Mods 

Unit  Load  For  Underway  Replenishment  Flore,  Decoy  MJU*22  (XCA*1)/B  In 
Ammunition  Box  M2A1 

Unit  Load  For  Underwoy  Replenishment  Airbocs,  AN/$LQ*3  Choff  Bue  Electronic 
Buoys  In  Pallet  Crate,  CNU-313/E 

Unit  Load  For  Underwoy* Replenishment  Mine,  Underwater,  MK  55  &  MODS, 
Configurations  B,  C  &  D  In  Crate  MK  55  Mod  1  With  Crate  Adapters  MK  112 
Mod  0  (Loaded) 

Unit  Lood  For  Underway  Replenishment  Bomb,  Practice  BDU*48/B  . 

Unit  Lood  For  Underway  Replenishment  Fairing,  Underwater  Mine,  MK  20  Type  For 
A\ine  MK  55 

Unit  Lood  For  Underwoyreplenishment  2.751  Rocket/rocket  Motor  Mk  4MK  40  And 
Mods  And  MK 66  Mod  ,2  In  Cleoted  Wooden  BOX 
Unit  Load  For  Underway  Replenishment  Bomb,  Practice  Mk  76  Mod  5 . . . 

Unit  Lood  ForUnderwoy  Replenishment  Spacer  Assembly  For  Marine  Location 
Marker  MK_25~&  MODS  Or  Underwater  Sound  Signal  MK  84  &  MODS 
Unit  Load  For  Underway  Replenishment  Arming  Wire  Assembly^MK  9  MOD  0  In 
Container  MK  2  MOD  2 

Unit  Load  For  Underway  Replenishment  Tail  Section  MK  11  Mod  O  For  MK  41 
Destructor  In  Container  DL5177769  In  MK  154  Mod  O  Pallet  Adapter 
Unit  Load  For  Underway  Replenishment  Bomb,  General  Purpose,.500  Lb  Mk  82  Mod 
2  (Ther.  Protect.)  &  Bomb,  BDU*45/Bt  Insert  Lood.  (Ther.  Protect)  On  Poll.,  Load, 
&  Stor.,  MHU-122/E  01  623AS100 

Unit  Load  For  Underwoy  Replenishment  Projectile,  5  INCH/54,  With  Plastic  Rotating 
Band  In  Pollet  Adapter  Mk  11  Mod  2 
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l 
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87 
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L 
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85 

OS 

L 
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8140 
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87 

OS 

L 
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86 

OS 

L 

MIL-STO-1323/332 

8140 

OS 

10  Dec 

86 
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OS 
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OS 
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772 


ALPHABETICAL  LISTING 


TITLE 


Unit  lood  For  Underwoy  Replenishment  Torpedo  Mk  46  &  Mods  Assemblies  IN 
Contoiner  Mk  535  Mod  0 

Unit  Load  For  Underwoy  Replenishment  Fin  Assembly,  Bomb,  For  2000  Lb  G.p. 

Bomb  Mk  84  In  Adopter,  Pollet,  ADU-415/E 
Unit  Load  For  Underwoy  Replenishment  Wing  Assembly,  Mk  9  Mod  O  And  Fin 
Assembly,  Mk  23  Mod  1  {Walleye  I  Erdl)  In  Container,  CNU-306/E 
Unit  Lood  For  Underway  Replenishment  Charge,  Spotting,  CXU-4/B  In  Smoll  Arms 
Ammunition  Box,  Mk  1  Mod  0 

Unit  Lood  For  Underway  Replensihment  Dispenser  And  Bomb,  Aircraft  CBU-MK  20 
And  Mods  (Rockeye  II)  In  Container,  CNU-319/E 

Unit  Load  For  Underway  Replenishment  Sonobuoys,  In  Pallet  Crate,  CNU-313/E  . 

Unit  Lood  For  Underway  Replenishment  16  IN  50  H.C.  Projectile  MK  13  &  MK  14 
IN  Pallet  Adapter  MK  88  Mod  0 

Unit  Load  For  Underway  Replenishment  Charge,  Propelling,  16/50  Inch,  Reduced,  In 
Powder  Tank  Mk  8  Mod  0  On  Pollet  Adapter  Mk  86  Mod  O 
Unit  Lood  For  Underway  Replenishment  Fin  Assembly,  Bomb,  MK  83  In  Adapter, 
Pallet,  ADU-425/E 

Unit  Load  Fv,r  Underwayreplenishment  Cartridge,  25  MM  Belted  Wim'MK  28  Links 
In  Containers  CNU-405/E 

Unit  Load  For  Underway  Replenishment  Cartridge,  25  MM,  PGU»25/U(LOOSE)  In 
Cleated  Wooden  Box 

Unit  Load  For  Underway  Replenishment  Fairing,  Underwater  Mine,  MK  19  Type 
With  Fins  And  Hardware,  F/mine  MK  52 
Unit  Load  For  Underway  Replenishment  Signal  Smoke,  Marine  MK  131  Mod  0  & 
Signal,  Flares,  MK  132  Mod  0  In  Ammunition  Box  M2A1 
Unit  Lood  For  Underway  Replenishment  Battery,  Mercury  MK  130  Type  In  Small 
Arms  Ammunition  Box  MK  1  MOD  0 

Unit, Load  For  Underway  Replenishment  Battery,  Mercury  MK  131  Type  In  Container 
DWG.  3268751 

Unit  Load  For  Underwoy  Replenishment  Bomb,  Practice  Mk  76  Mod  5  Bulk  Pack  In 
Wirebound  Pollet  Box  On  Metal  Pollet  Mk  3  Mod  0 
Unit  Load  For  Underway  Replenishment  Delecting  Device,  Target  MK57  Type  In 
Container  Drawing  3268751 

Unit  Load  For  Underway  Replensihment  Kit,  Conversion,  Bomb/MINE  Exercise  & 
Training  MK  131  Type  In  Small  Arms  Ammunition  Box  Mk  1  Mod  0 
Unit  Lood  For  Underway  Replenishment  Flare,  Decoy,  MJU-2/8  In  Container  Dl 
2816244 

Unit  Lood  For  Underway  Replenishment  Cartridge,  .50  Col,  Linked,  In  Ammunition 
Box  M2A1  In  Wire  Bound  Contoiner  1000-2127731 
Unit  Lood  For  Underway  Replenishment  Flare,  Decoy  MK  46  MODS  0,  1,  IA  &  1C, 
MK  50  Mod  0  Or  MJU-8/B  In  Ammunition  Box  M2AI 
Unit  Load  For  Underway  Replenishment  Guided  Missile  BGM-71A-1  (Tow)  Or 
BTM-71C  (Inert)  In  Adopter  ADU-486/E 

Unit  Lood  For  Underwoy  Replenishment  Flight  Gear,  Underwater  Mine  Mk  56  In 
Container  Mk  587  Mod  0 

Unit  Load  For  Underway  Replenishment  Flight  Gear,  Underwater  Mine  MK  55  In 
Container  MK  586  MOD  0 

Unit  Load  For  Underwoy  Replenishment  Flight  Gear,  Underwater  Mine  Mk  52  In 
Contoiner  Mk  585  Mod  O 

Unit  Lood  For  Underway  Replenishment  Kit,  Conversion,  Bomb/  Mine  MK  130  Mod 
0  In  Smoll  Arms  Ammunition  Box,  M_K  1  Mod  0 
Unit  Load  For  Underway  Replenishment  BLU-801B  Ballonette  In  Container, 
CNU-388/E 

Unit  Lood  For  Underway  Replenishment  Rocket  Motor  GBU-16/B  (SKIPPER)  In 
Container  CNU-248/E 

Unit  load  For  Underwoy  Replenishment  Computer  Control  Group,  MAU-169A/B, 
F/LASER  Guided  Bombs  In  Container,  CNU-317/E 
Unit  Load  For  Underwoy  Replenishment  Bomb,  General  Purpose,  1000  LB  MK  83 
MOD  5  (Thermally  Protected)  On  Pallet,  Loading  &  Storoge  MHU-187/E  Dl 
145AS100 

Unit  Lood  For  Underway  Replenishment  Charge,  Propelling,  16  INCH/50,  Reduced  in 
Powder  Tank  MK  8  MOD  0  On  Wooden  Pallet  Adapter 
Unit  Lood  For  Underwoy  Replenishment  Fin  Assembly,  Bomb,  BSU-86/B  In  Pollet 
Adopter  ADU-535/E 

Unit  Load  For  Underway  Replenishment  Solid  Nose  Plug  MXU-735/8,  For  MK  80 
Series  Bombs,  In  Container  M  548 

Unit  Load  For  Underwoy  Replenishment  MK  52/55  Mine  Actuation  Dummy  Flight 
Gear  Sub  Assembly  In  Contoiner  MK  662  Mod  0 
Unit  Load  For  Underwoy  Replenishment  Flore,  Aircraft,  Parachute,  LUU-2  B/b  (In 
Plastic  Container) 

Unit  Load  For  Underwoy  Replenishment  Igniter  Assembly  FZU-408  (Firebrand)  In 
Ammunition  Component  Box  Mk~l  Mod  0 

Unit  Load  For  Underwoy  Replenishment  Fin  Assembly,  Bomb,  MAU-91A/B  (Snakeye) 
Unit  Load  For  Underwoy  Replenishment  Cartridge,  76MM/62  Col  In  Pollet  Adapter 
MK  121  Mod  0 

Unit  Loods  FonDomestic  &  Overseas  Shipment  Typical  Loads . . . . 

Unit  Loads  Of  Ammunition  And  Explosives  For  Underway  Rellenishment  .................... 

Unit  Loads  Of  Ammunition  And  Explosives  For  Domestic  And  Overseas  Shipment . 

Unit  Under  Test  Compatibility  With  Automatic  Test  Equipment  General  Requirements 
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MIE*STD*1323/273 
NOTICE  1 

8140 

OS 

04  Moy 

87 

OS 

L 

MIL.STD-1323/281 

8140 

OS 

02  Nov 

83 

OS 

l 

MIL-STD-1323/95 

8140 

OS 

16  Apr 

79 

OS 

L 

MIL.STO-1323/96 
NOTICE  2 

8140 

OS 

14  Aug 

87 

OS 

L 

MII-STD-1323/97A 

8140 

OS 

11  Jon 

88 

OS 

L 

MIL-STD-I323B/98C 

8140 

OS 

11  Jan 

88 

OS 

l 

MIL-STD-1323/149 
NOTICE  1 

8140 

OS 

01  Mor 

89 

L 

Mll-STD-1323/151 

8140 

OS 

01  Oct 

85 

OS 

l 

MIL-STO.1323/283 

8140 

OS 

02  Nov 

83 

OS 

l 

MIL*STD-1323/314 

8140 

OS 

08  Nov 

84 

l 

MH..STD-1323/315 
NOTICE  1 

8140 

OS 

20  Mor 

86 

OS 

l 

MIL-STD-1323/316 

8140 

OS 

02  Apr 

85 

OS 

L 

MIL-STD-1323/322 

8140 

OS 

10  Dec 

86 

OS 

L 

Mll-STD-1323/324 

8140 

OS 

13  Sep 

85 

OS 

L 

Mll-STD-1323/299 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

Mll-STD-1323/300 
NOTICE  1 

8140 

OS- 

24  Jun 

82 

OS 

l 

MIL-STD-1323/301 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

L 

MIL-STD-1323/303 
NOTICE  I 

8140 

OS 

01  Mor 

89 

OS 

MIL-STD-1323/284 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

l 

MIL-STD-1323/285 

8140 

OS 

16  Mar 

82 

OS 

l 

Mll-STD-1323/292 

8140 

OS 

23  Sep 

80 

OS 

L 

Mll-STD.1323/297 

8140 

OS 

02  Nov 

79 

OS 

l 

Mll-STD-1323/244 

8140 

OS 

23  Moy 

84 

OS 

l 

MIL-STD-1323/245 

8140 

OS 

30  Sep 

85 

OS 

l 

MIL-STD-1323/246 

8140 

OS 

02  Nov 

83 

OS 

l 

MIL-STD-1323/304 
NOTICE  1 

8140 

OS 

01  Mor 

89 

OS 

l 

MIL-STD-1323/305 

8140 

OS 

18  Nov 

88 

OS 

MIL'STD’1323/306 
NOTICE  1 

8140 

OS 

30  Nov 

82 

OS 

MIL-STD-1323/307 

8140 

OS 

28  Apr 

83 

OS 

MIL-STD-1323/308A 

8140 

OS 

25  Sep 

85 

OF 
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MIL-STD-1323/309A 

8140 

OS 

01  Ocl 

85 
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MII-STD-1323/310A 

8)40 

OS 

19  Mor 

86 

OS 

Mll.STO-1323/311 

8140 

OS 

22  Mor 

84 

OS 
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MH..STD-1323/251 
NOTICE  1 

8140 

OS 

07  Moy 

87 

OS 

l 

Mll-STD-1323/252 
NOTICE  1 

8140 

OS 

07  Moy 

87 

OS 
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MIL-STD-1323/259 
NOTICE  1 

8140 

OS 

0.4  Moy 

87 

OS 

l 

MIL-STD-1323/262 

8140 

OS 

22  Mor 

79 

OS 

l 

Mll.STD.1323/263 

8140 

OS 

29  Feb 

80 

OS 

MIL-STD-1322/1000 
NOTICE  1 

8140 

OS 

14  M or 

89 

OS 

MIL-STD-1323 

NOTICE  1 

8140 

OS 

19  Dec 

85 

OS 

l 

MIL-STD-1322A 

NOTICE  4 

8140 

OS 

19  Mor 

86 

Al  OS 

L 

MIL-STD-2076 

MI5C 

AS 

01  Mor 

78 

AS 

773 


ALPHABETICAL  LISTING 


TITLE 

Unitary  Air  Conditioning  Equipment  •  18  Sep  81.... . . . . . . 

Unitary  Heat  Pump  Equipment,  Air  Source  *  5  Oct  81 . .  . . . 

Units  Of  Measurement . . . . . . . . . 

Universal  Joint,  Antifriction  Bearing,  Round  Hub . . . . 

Universal  Joint,  Antifriction  Bearings  . . . . . . . . 

Universal  Joint,  Socket  Wrench . . . . . . 

Universal  Joint,  Block  Type,  Mechanical  Remote  Control  System . 

Unsert,  Screw  Thread,  Helical  Coil,  Coarse  And  Fine  Thread,  Standard  Dimensions 
For 

Uranium  Alloy  For  Body  Section  Center  Of  Ammunition  Components  . 

Uranium  Tetrafluoride  (UF4),  Depleted.......... . . . . . . . . . 

Urea  Cream  . . . . . . . . . . . . . 

Urea  Lotion  . . . . . . . . . . . . . 

Urea,  Technical  (Metric) . . . . . . . . . 

Urease  Test  Broth,  Dehydrawed  . . . . . . . . . . 

Urethane  Foam  Isocyanate  Raw  Materials  •  27  Jun  74  . . . . 

Urinal,  Male  Patient,  Corrosion  Resisting  Steel.. . . . . . . 

Urinal,  Male  Patient,  Glass  And  Corrosion  Resisting  Steel......... . 

Urinal,  Male  Patient,  Glass . . . . . . . . . . . . 

Urinal,  Male  Patient,  Plastic . . . . . . . . . . . 

Urinal,  Male  Patient  (Plastic)  . . . . . . . . . . . 

Urinal,  Stationary,  Aircraft . . . . . . . . . . . . 

Urine  Sugar  Test  Tablets  . . . . . . . . . 

Urine  Sugar  Test  Tablets  . . . . . . . . . 

Urinometer . . . . . . . . . . . . . . . . . 

Urinometer,  Squibb  &  Micro  . . . . . . . . 

Urn,  Coffee,  Twin  And  Single,  Automatic  (Electric,  Steam,  And  Gas) . . 

Urn,  Coffee,  Twin,  Automatic  (Electric,  Steam,  And  Gas)  . . . . . . 

Use  Of  Helicopters  In  Land  Operations  •  ATP*49  (Edition  *)  (Req  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via  U.S  Army  Security  Affair  Commond,  Attn; 
AMSACMC/S,  5001  Eisenhower  Ave,  Alexandria,  Va  22333-0001 
Use  Of  Identical  Maps  By  ABCA  Armed  Forces  Operating  On  Land  (Based  On 
NATO  Stonag  2205  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 
09B21) 

Use  Of  Identical  Maps  &  Charts  (Excluding  Nautical  Churls)  Edition  4  (Req  For 
Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash 
DC, 20330-5058 

User/compuler  Interface  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 
ASD/ENES,  Wright-potterson  A&fb  OH  45433-6503) 

Utensil,  Cooking,  Corrosion  resisting  Steel . . . 

V  Block  And  Clamp  . . . . . . 

V  Blocks  And  Clamps . . . . . . . . . 

V  Ring  Female  Hydraulic  Packing  (Inactive  12*16-52).... . . . . . . . . . 

V-bearing  (Spring  Loaded,  Throw  Out  Type) . . . . . 

V-bearing  (Spring  Loaded) . 

V-clip  . . . . . . . . . . . . 

V-ring,  Parochute  Extraction  Bag,  Aeriol  Delivery . . . . . 

Vaccination  Of  Armed  Forces  (Edition  No.  2)  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT,  09B21,  WASH,  D.c.  20360) 

Voccination  Of  NATO  Forces  (Edition  6)  (Req  Other  Than  DOD  Ref  To  US  AMC, 
Attn,  AMCICP'AA*N,  5001  Eisenhower  Ave.,  Alexandria,  Va.,  22333*0001) 

Vacuum  Pump,  Hand  Operated  For  Army  Oil  Anolysis  Program  (AOAP)  . 

Vacuum  Pump,  Rotary,  Power  Driven,  Small . . . . . . . . 

Vacuum  Pump,  Rotary,  Power  Driven,  10  Cfm,  Type  MA&1  . . . 

Vacuum  Pump,  Rotary,  Power  Driven . . . . . . . . . 

Vacuum  Pumps,  Power  Driven,  Centrifugal  Pump  Priming  Service  Navol  Shipboard.... 

Vacuum-air-nitrogen  Distribution  System  . . . . . . . 

Validation  Plons  For  Navol  Ordnance  Overhaul  And  Repair  Activities,  Preparation 
Of 

Valproate  Sodium  Syrup  . . . . . . . . . . . . 

Value  Engineering  Program  Requirements . . . . . . . . . 

Value  Engineering  Program  Requirements  (Navol  Ship  Systems  Commond)  Inactive 
For  New  Design 

Vcltie  Section^  Pipeline,  For  Portable  Pipelines . . . . . . . 

Value,  Gate,  3  Through  48  In.  NPS,  For  Water  &  Sewage  System  •  14  Apr  80........ 

Volvo  Fuel  Tank  Pressurtzotion . . . . . . . . . . . . . . 

Valve  &  Cylinder  Assemblies,  Holon . . . . . . . . . . 

Valve  &  Hydraulic  Thermal  Expansion  Relief . . . . . . 

Valve  &  Instrument  Vacuum  Control . . . . . . . . . . . . 

Valve  &  low  Pressure  Check,  Interno!  Pipe  Threads  (Use  MS28050) .......................... 

Volvo  &  Radial  Type  6  Gpn»  Hydraulic  Direction  Control . . . . . 
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ARi  210-81 

NOTICE  1 

4120 

YO 

08  May 

87 

ME 

YD 

ARI  240-81 

4120 

YD 

03  May 

87 

ME 

YD 

99 

AIR-STD-10/2H 

ISDF 

06 

22  Nov 

85 

L 

MS-24312A 

3010 

AS 

21  Sep 

60 

AS 

MII-U-3963A 

3010 

AS 

12  Dec 

58 

AS 

99 

A-A-2169 

5120 

* 

25  May 

84 

Gl 

99 

L 

MIL-U-20625A  (2) 

3010 

SH 

12  May 

59 

SH 

MS-335370 

5340 

82 

27  Jun 

74 

AV 

AS 

99 

L 

MIL-U-46126 

1395 

MR 

28  Jun 

68 

,i  R 

l 

MIL-U-70457 

6810 

AR 

21  Dec 

83 

Ak 

A-A-0051865 

6505 

MB 

18  Feb 

87 

MD 

MS 

03 

A-A-0051782 

6505 

MB 

’5  Apr 

87 

MD 

MS 

03 

0OD-U-10866D  (3) 

INI  AMD  2 

6810 

EA 

19  Jul 

85 

EA 

OS 

20 

MIL-U-36112A 

6505 

DM 

05  Jun 

72 

MD 

MS 

03 

ASTM  01638-74 

9330 

MR 

18  Sep 

79 

MR 

SH 

11 

A-A-50844 

6530 

/MB 

27  Jul 

82 

MO  MS 

03 

GG-U-675C 

INT  AMO  1  (DM) 

6530 

/DM 

15  Nov 

77 

MD 

MS 

03 

A-A-50842 

6530 

/MB 

27  Jul 

82 

MD 

MS 

03 

A-A-50863 

6530 

/MB 

04  Mar 

83 

md  MS 

03 

A-A-30043B 

6530 

/DP 

01  May 

83 

MD 

MS 

03 

MIL-U-6632B  (1) 

4510 

84 

06  Dec 

82 

AS 

99 

A-A-0051 108A 

MISC 

/MB 

18  Sep 

86 

MO  MS 

03 

Mll-U-37647 

6505 

DM 
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78 

MO  MS 
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MS-36549A 
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EA 
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EA 

MS 

99 

A-A-50808 
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•MB 
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81 

MD 
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MIL-U-43263E 

7310 
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05  May 

86 

Gl 
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99 

A-A-50182 

7310 
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88 

Gl 

YD 

99 

NAT-STD-2999 
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AM 

11  May 

87 

Q-STD-542 

ISDA 

AM 

18  Jun 

84 

NAT-STD-2205 

ISDF 

06 

13  Ocl 

88 

L 

MIL.STD-1801 

HFAC 

11 

29  May 

87 

11 

MIL-U-10815H  (1) 

•7330 

GL 

14  Dec 

88 

Gl 

SA 

99 

GGG-V-191D 

3460 

/IP 

21  S.p 

71 

Al 

99 

A-A-51150 

3460 

IP 

26  Dec 

85 

AL 

SH 

99  IP 

L 

AN6228 

5330 

82 

10  Dec 

71 

99 

REV  5 

MS-35688 

3120 

AR 

26  Jon 

56 

AT 

SH 

MS-35689 

3120 

AR 

26  Jon 

56 

AT 

SH 

MS-75110 

NOTICE  1 

5965 

CR 

10  Apr 

87 

CR 
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85 

MS-701 15B 

1670 

GL 
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86 

Gl 
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99 

Q-STD-292  (2) 

ISDA 
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84 

NAT-STD-2037  (1) 
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88 

Mll-V-64051 
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88 

Al 
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MS 
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L 

MII-V-4788A 

4310 

84 

9  May 

57 

99 

L 

MII-V-8419A  (1) 

4310 

84 

13  Moy 

81 

99 

Q  L 

MIL-V-18683A  (1) 

4310 

SH 

10  Jun 

86 

SH 

L 

MIL-V-82466  (1) 

1355 

OS 

24  Nov 

71 

OS 

L 

MIL-STD-1656 

MISC 

OS 

18  Sep 

74 

OS 

A-A-51114 

6505 

/MB 

26  Nov 

85 

MD 

MS 

03 

Mll-STD-1771 

NOTICE  1 

MISC 

11 

26  Feb 

88 

AR 

AS 

11 

L 

MIL-V-24474 

MISC 

SH 

27  Ocl 

72 

SH 

MIL-V-11583C 

3835 

ME 

04  Oct 

79 

ME 

YD 

AWWA  C500-80 

4820 

YD 

28  Moy 

87 

ME 

YD 

99 

NOTICE  1 

L 

MII-V-82444A 

1355 

OS 
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OS 
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Mll-V-62547 
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AN6245 
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AS 
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REV  4 

AN5829 

1650 

AS 
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99 
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55 
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99 
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Vatve  &  1500  Psl  Hydraulic  Check . . . . . . «... . . 

AN6207 

1650 

AS 

29  Oct 

45 

AV 

AS 

99 

REV  4 

Valve  &  3000  Pii  Hydraulic  Check  Internal  Parts . . . . . . 

AN6280 

1650 

AS 

01  Mar 

78 

AV 

AS 

99 

REV  1 

Valve  -  Fuel  Drain,  SelMoeking,  Poppet . . . . . . 

MS-29528A 

4820 

82 

21  Jul 

88 

AS 

99 

NOTICE  1 

Volve  •  Fuel  Drain,  Selfdocking,  Tank  Mounted . . . . 

MS-29529D 

4820 

82 

19  Mot 

69 

AV 

AS 

99 

Valve  -  Fuel  Drain,  Self-locking,  Line  Mounted . . . . . . . . . . 

MS-29530D 

4820 

82 

19  Mar 

69 

AV 

AS 

99 

Valve  -  High  Pressure  Oxygen  Check,  Style  D  . . . . . . . . 

AN6017 

4820 

AS 

14  Jan 

72 

AS 

99 

REV  2 

Valve  •  High  Pressure  Oxygen  Check,  Style  A  . . . . . . . . 

AN6014 

4820 

AS 

30  Sep 

87 

AS 

99 

REV  2 

Volve  •  High  Pressure  Oxygen  Check,  Style  B  . . . . 

AN6015 

4020 

AS 

30  Sep 

87 

AV 

AS 

99 

REV  6 

Valve  *  High-pressure  Oxygen-cylinder,  Automotic  Opening  (Asg) . . 

MS-22012D 

4820 

AS 

20  Nov 

69 

AS 

99 

Valve  •  Hydraulic  Dual  Thermal  Expansion  Relief . . . . . . . . . . 

MS-28016B 

4820 

AS 

10  Nov 

53 

AS 

99 

Valve  •  Hydraulic,  Directional  Control,  Slide  Selector  4  Way,  3000  Psl . 

MS-28881A 

•1650 

AS 

22  Dec 

53 

AS 

99 

Valve  *  Pressure  Equalizing......... . . . . . . . 

L 

MS-18014 

4820 

OS 

23  Jan 

63 

OS 

Valve  -  4-WAY  Rotary  Selector,  3000  Psi,  Non-interflow.......................... . 

AN6293 

1650 

71 

15  Apr 

87 

99 

REV  3 

Valve  -  4-WAY  Rotary  Selector,  3000  Psi,  Interflow  . . . . . . 

AN6294 

1650 

71 

15  Apr 

87 

99 

REV  3 

Volve  -air  High  Pressure  3/4  Hex  (Inactive  For  Design  1  Dec  1955) . . . 

AN6287 

4820 

71 

10  Mar 

86 

AV 

99 

REV  5 

Valve  Actuator,  Direct  Coupled,  Geor  Driven  Electrically  Powered  For  Naval 

L 

DOD-V-24657 

4810 

SH 

22  Jul 

85 

SH 

Shipboard  Propulsion  &  Auxiliary  Systems  (Metric) 

Valve  Assembly  Emergency  Oxygen  Cylinder . . . . . . . . . . . 

MS-21964H 

4820 

71 

18  Aug 

86 

AV 

AS 

99 

Valve  Assembly,  Oxygen  Cylinder,  Bailout . . . . . . . . . 

Q 

MIL-V-7560B  (1) 

4820 

71 

15  Aur 

83 

AV 

AS 

99 

Valve  Assembly,  Pneumatic  Floal  Repair,  Mechanical  Type  . . . . . 

l 

MIL-V-52456A 

5420 

ME 

13  Apr 

73 

ME 

Valve  Assembly,  Seal . . . . . . . . . 

L 

Mll-V.232568 

4820 

AS 

03  Feb 

81 

AS 

Valve  Assembly,  Poppet,  Hull  Drain&vehicufar,  3&INCH . . . 

L 

MS-5I345B 

2590 

AT 

02  Aug 

82 

AT 

Valve  Core,  Oxygen,  High  Pressure . . . . . 

MII-V-8965A 

1660 

AS 

16  Jul 

84 

AS 

n 

Valve  Cylinder,  Gas,  Ethylene  Oxid-corbon  Dioxide  Mixture,  Outlet  351  . 

MIL-V-2/19B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Valve  Flush,  Bulb,  Flush,  Guide  Arm,  LIFT  Rods,  And  Trip  Lever  Assembly,  (Water 

WW-V-001916 

4510 

/GS 

25  Nov 

88 

Closet  Tank)  (Land  Use) 

Valve  High  Pressure  Oxygen  Check,  Style  E . . . . . . 

AN6018 

4820 

AS 

14  Jon 

72 

AS 

99 

REV  2 

Valve  Hydraulic  Shuttle,  3000  PSI  (International  Thread  Tube  Filling  Outlet) 

AN6277 

1650 

71 

23  Apr 

87 

AV 

99 

(Inactive)  (Use  A't  28767) 

REV  4 

Valve  Installation  *  Hydraulic  Bleeder  (Standard  Dimensions  For) . 

i 

AND10067 

4820 

AS 

1  Jun 

54 

AS 

REV-3 

Volve  Manifold,  High  Pressure  Gas  Reducing . . . . . 

i 

MII-V-24272B 

4820 

SH 

30  Aug 

85 

SH 

Volve  Manifolds,  High  Pressure  Air  Reducing . . . . . . . . 

i 

Mll-V-23219 

4730 

SH 

26  Mar 

62 

SH 

Valve  Manifolds,  Quiet  Design,  High  Pressure  Gas  Reducing . . . 

Mll-V-24658 

4820 

SH 

30  Aug 

85 

SH 

Valve  Special,  Aircraft  Wheel  . . . . . . . . . . . . . 

MS-27436B 

1630 

70 

27  May 

85 

AV 

AS 

99 

Volve  Stem,  Purging  (With  Filter) . . . . . . . . . 

L 

MS-51607B 

1240 

A3 

04  Jan 

88 

AR 

Valve&In  Line  Type  6  Gpm  Hydraulic  Directional  Control  . . . . 

AN6211 

1650 

71 

23  Apr 

87 

99 

REV  3 

Volve-control,  Aircraft  Pneumatic  28  Volt  D-c  Solenoid  Operated . . . 

l 

Mll-V-19593 

4810 

AS 

31  Jul 

56 

AS 

Valve-high  Pressure  Oxygen  Check,  Styiec . . . . . . . 

AN6016 

4820 

AS 

30  Sep 

87 

AS 

99 

REV  3 

Valve-hydroulic  Pressure  Relief-two  Port  (Inactive)  (Use  Ms  28893) . . . 

AN6279 

1650 

71 

06  Jan 

61 

AV 

AS 

99 

REV  5 

Valve-oil  Cooler  Temperature  Regulating  With  Surge  Protection  . . . . 

MS-29593 

4820 

82 

16  Dec 

64 

99 

Valve-rodiol  Type  3-1/3  Gpm  Hydraulic  Directional  Control  . . 

AN6213 

1650 

71 

23  Apr 

87 

99 

REV  3 

Valve,  &  Hose  Assembly,  Vent  &  Test  Hydraulic  Service  (Metric)  . . 

l 

Mll-V-24695 

4810 

SH 

28  Oct 

87 

SH 

Valve,  Air  Relief,  low  PRESSURE8(ASG) . 

L 

MIL-V-8712A 

4820 

AS 

08  Ocl 

65 

AS 

Valve,  Air  Venting,  Steam,  Thermostalic  . . . . . . 

A-A-244 

4520 

J 

12  Apr 

80 

Valve,  Air  Venting  Steam. . . . . . . . 

MIL-V-18499E 

4520 

YD 

04  Ocl 

85 

YD 

99 

Valve,  Air,  Dual,  Pyrotechnic  Actuated  FZU-43/B . ...» . . . . . 

i 

MIL-V-85402 

1336 

AS 

14  Nov 

80 

AS 

Volve,  Air,  high  Pressure  Charging,  6000  PSI  . . . . . . . 

MS-288891 

1650 

71 

27  Nov 

87 

AV 

AS 

99 

Voive,  Aircraft  Hydraulic  Flow  Regulator . . . . . . . . 

MS-28886C 

4820 

AS 

25  Aug 

87 

MO 

AS 

99 

NOTICE  1 

Valve,  Aircraft  Hydraulic  Flow  Regulator . . . . . . . . . . 

Q 

Mll-V-85648  (1) 

•1650 

71 

17  Nov 

86 

AV 

AS 

99 

Volve,  Aircraft  Power  Broke, . . . . . . . . . . 

MII-V-5525C  (1) 

1630 

AS 

21  Jen 

74 

AV 

AS 

Valve,  Aircroft  Hydroulic  Shuttle  . . . . . . . . . 

Q 

MII-V-5530C  (1) 

*1650 

71 

07  Ocl 

85 

AV 

AS 

99 

Volve,  Aircroft,  Hydraulic  Thermo!  Expansion  Relief  (Supersedes  AN-V-28). . 

Q 

MIL-V-5527A 

1650 

AS 

25  Aug 

87 

AS 

99 

NOTICE  T 

Valve,  Aircroft,  Hydraulic  Pressure  Relief,  Type  II  Systems  (Asg)  ............. . . . . 

O 

Mll-V-8813  (2) 

•4820 

AS 

30  Jul 

81 

AV 

AS 

99 

Valve,  Aircraft,  Air,  Hiah-pressure  . . . . . . . . . 

MII-V-6J64D 

1650 

71 

21  Dec 

87 

AS 

99 

Valve,  Angle  Relief,  For  liquid  Service  (Navof  Shipboard  . . . . 

L 

Mll-V-24332  (2) 

4820 

SH 

06  Feb 

74 

SH 

Valve,  Angle,  Pressure  Relief,  Novol  Shipboord,  For  Steam  Service. . . . . . . 

L 

MIL-V-20065D  (3) 

4820 

SH 

14  Mar 

72 

SH 

Valve,  Angle,  Relief,  For  Gas  And  Oxygen  Service  (Sizes  2  Inches  lPS  And  Below), 

L 

MII-V-22549D  (1) 

4820 

SH 

13  Apr 

77 

SH 

Naval  Shipboord 

Valve,  Angle,  Shut-off,  Packed,  Receiver,  REFRIGERANT-12  . . . 

MS-I7243C 

4130 

Gl 

13  Apr 

78 

Gl 

YD 

99 

Volve,  Angle,  Shut-off;  Packed,  Receiver,  REFRIGERANT- 12  . . . 

Mll-V-228548 

4810 

GL 

31  Oct 

86 

Gl 

YD 

99 

Valve,  Anti  £ock  Draft,  Protective  Shelter,  Mi . . . . . . . . . . 

MII-V-3293A 

5680 

EA 

10  Dec 

56 

EA 

Volve,  Anliback  Draft,  Protective  Shelter,  M2 . . . . . . . . 

Mll-V-50010 

4240 

EA 

22  May 

59 

EA 

99 

Valve,  Antiback  Draft,  Protective  Shelter,  M2  (Use  In  lieu  Of  MIL-V-50010)  . 

L 

MII-V-0050010A  (I) 

4240 

EA 

12  Jun 

87 

EA 

Valve,  Astern  (For  Shipboord  Use) . . . .......................................... . . 

i 

MIL-V-22682A  (2) 

4820 

SH 

15  Aug 

63 

SH 

Valve,  Automatic  Pressure  Regulating,  Anli-g  Suit ................................. . . 

MS-24350J 

1660 

AS 

15  Dec 

87 

AS 

11 

NOTICE  1 


775 


ALPHABETICAL  LISTING 


TITLE 


Valve,  Automatic  Shut  Off,  For  Goj  Service  (Sizej  1/4  To  2  Inches  Ips) . . 

Valve,  Automatic,  Pressure  Regulating,  Anti-g  Suit.,... . . . . . . . . 

Valve,  Boll  . . . . . . . . . . . . 

Valve,  Botl  (Single  Line) . . . . . . . . . . . . . . . 

Valve,  Boll,  Naval  Shipboard,  For  Air,  Nitrogen,  Helium  Or  Hydraulic  Service  (Size 
2  1/2  Inches  IPS  And  Below) 

Valve,  Boiler  Blow,  Shipboard  Use . . . . . . 

Valve,  Bronze  Gate,  Globe,  Angle  &  Check  -  1979................ . . . . . . . 

Valve,  Butterfly,  Wafer  &  Lug  Style,  Shipboard  Service.................. . . . . 

Valve,  Butterfly,  Rubber  Seated  -  24  Jan  80  . . . . . . . . . 

Valve,  Butterfly  (Threaded  Ends)  Brass  Or  Bronze . . . . 

Valve,  Charging  . . . . . . . . 

Valve,  Check  Swing,  Cast-iron  And  Steel..... . . . . . . . . . . 

Valve,  Check,  Aircraft  Low  Pressure  Oxygen  5y stems  Army.. . . . . . . 

Valve,  Check,  Aircraft  Fuel  System...... . . . . . . . . . . . 

Valve,  Check,  Aircraft  Low  Pressure  Oxygen  Systems  . . . . 

Valve,  Check,  Bronze  (Navy) . . . . . . . 

Valve,  Check,  Controllable,  Plunger-type,  Hydraulic,  3,000  Psi,  Type  li  Systems  (Asg) 

Valve,  Check,  Controllable,  Rotary-action,  Hydraulic,  3,000  Psi,  Type  li  Systems 
(Asg) 

Valve,  Check,  For  300  PSI  Liquid  Oxygen  Converter  Systems,  Type  MH*1  . 

Valve,  Check,  Fuel  And  Air,  Poppet  Type,  Zero,  leok  . . . . . . . . . . . 

Valve,  Check,  Hydraulic,  Internal  Ports,  3,000  Psi,  Type  li  Systems . . . . . 

Valve,  Check,  Hydraulic,  Aircraft,  Type  I  Systems  (Asg)  . . 

Valve,  Check,  Hydraulic,  Flared,  3,000  Psi,  Type  li  Systems  (Asg) . . . 

Valve,  Check,  Inlet,  One-man  Life  Raft,  Type  1  . . . . . . 

Valve,  Check,  Low  Pressure,  Internal  Threads  (Asg) . . . 

Volve,  Check,  Miniature,  Hydraulic,  Aircroft  And  Missile . 

Valve,  Check,  Miniature  Hydraulic,  Aircroft  And  Missile,  Minus  65  Deg.  F.  To  Plus 
450  Oeg.  F.,  3,000  Psi,  Flared  Tube 

Valve,  Check,  Miniature  Hydraulic,  Aircroft  And  Missile,  Minus  65  Deg.  F  To  Plus 
450  Deg.  F,  3,000  Psi,  Flareless  Tube 

Valve,  Check,  Oxygen  Mask,  Inlet . . . . . . . 

Volve,  Check,  Oxygen,  High  Pressure,  Filler  Connection . . . 

Volve,  Check,  Oxygen  Charging . . . . . . . . . 

Valve,  Check,  Oxygen  Mask,  Inlet  . . . . . . 

Valve,  Check,  Pressure  Gage  Lines  Bleeder  And  Filler  (Asg)  . . . 

Valve,  Check,  REFRIGERANM2  . 

Valve,  Check,  REFRIGERANT-12  . . . . . 

Valve,  Check,  Vacuum  And  Pressure  System . 

Valve,  Clyinder,  Gas,  Nitrous  Oxide  Outlet  911  (Pin  Index  Medical)  . . . . . 

Valve,  Clyinder,  Gas,  Carbon  Dioxide  Outlet  941  (Pin  Index  Medical . . . . . . 

Valve,  Clyinder,  Gas  Oxygen  Helium  Mixture  (Helium  Not  Over  80  Percent  Outlet 
(Pin  Index  Medical) 

Valve,  Combined  Vent  Check  For  Submarine  M*bt  Blow  Lines  (Sizes  1-1/2  To 
2*1/2  Inches) 

Volve,  Compressor  Service,  REFRIGERANT-12 . . . . . 

Valve,  Compressor  Service,  Refrigerant  12 . . . . . 

Volve,  Control  . . . . . . . . . 

Valve,  Control,  Air  Diophrogm  Operated  (Complete  With  Instrumentation  . . 

Volve,  Counterbolonce-RELIEF. . . . . . . . . 

Valve,  Cylinder  Gas,  Phosgene,  3/4  Inch  Inlet  Connection,  1-TON  Container,  Type 
11-641*1,  500  PSI  Service  Pressure 

Valve,  Cylinder,  Gas,  Propane,  3/4  Inch  Inlet  Correction,  Type  08-511*18  300  PSI 
Service  Pressure 

Valve,  Cylinder,  Gos,  Corbon  Dioxide  Fire  Extinguisher.... . . . 

Valve,  Cylinder,  Gas.  Sulfur  Hexafluoride  Outlet  591  . . . . . . . 

Volve,  Cylinder,  Gas,  Air  For  Humon  Respiration,  Outlet  951  (Pin-index  Medical)  .... 

Volve,  Cylinder,  Gas.  Air  For  Human  Respiration,  Outlet  1341  (Medical) . . . . 

Valve,  Cylinder,  Gas,  Cyclopropane,  Outlet  921  (Pin  Index  Medical) . . . . 

Valvr*  Cylinder,  Gas,  Methyl  Bromide,  Outlet  621,...,,....... . . . . 

Cylinder,  Gus,  High' Pressure 'Gases,  6000  PSI,  Cut'el  67U  ............................ 

Volve,  Cylinder,  Gas,  Carbon  Monoxide,  Outlet  351 . . . . . . . . 

Valve,  Cylinder,  Gas,  Hydrogen  Outlet  351 . . . . . . . . . . . 

Valve,  Cylinder,  Gas,  Nitrous  Oxide,  Outlet  1321  (Medical) . . . . 

Valve,  Cylinder,  Gas.  Carbon  Dioxide,  Outlet,  321  . . . . 

Valve,  Cylinder,  Gas,  Carbon  Dioxide,  Outlet  321  (Medicol) . . . 

Valve,  Cylinder,  Gas,  Chlorine  Outlet  661 . . . . . . . . . . . . . 

Valve,  Cylinder,  Gas,  Chlorine  (Ton  Container)  Outlet  661 . . . 

Valve,  Cylinder,  Gas,  Dichlorodifiuoromethane,  Monochlorodifluoromethane, 
Dichtorotelrafluoroethane,  Methyl  Chloride,  Sulfur  Dioxde,  Bromochloromethane, 
And  Bromotriffyoromethone  Outlet  621 

Valve,  Cylinder,  Gas,  Ethyl  Chloride  Outlet  301  . . . 

Valve,  Cylinder,  Gas,  Ethylene  Oxide  Outlet  511  . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

Mll-V-24394  (1) 

4820 

SH 

28  Mar 

78 

SH 

Q 

MIL-V-9370D  (1) 

1660 

AS 

05  Mo, 

72 

AS 

11 

WW-V-35C 

4820 

/YD 

31  Jul 

85 

YD 

A-A-2377 

4210 

/ 

28  Aug 

85 

Q  l 

MIL-V-22687C 

4820 

SH 

29  M  or 

88 

SH 

l 

MIL-V-17737F  (1) 

4820 

SH 

28  Jon 

83 

SH 

AWS  SP-79 

4820 

YD 

18  Feb 

83 

ME 

YD 

99 

O  L 

MIL-V-24624  (1) 

4820 

SH 

13  Feb 

84 

SH 

AWWA  C504-80 
NOTICE  1 

4820 

YD 

21  Mo, 

87 

ME 

YD 

99 

WW-V-1967 

INT  AMD  (1) 

4820 

/CS 

09  Jul 

76 

ME 

l 

MIL-V-85033A 

1055 

AS 

03  Feb 

81 

AS 

L 

MIL-V-10386D 

4820 

ME 

19  Apr 

77 

ME 

MS-212118 

NOTICE  1 

4820 

71 

27  Nov 

86 

AV 

AS 

99 

Q 

MIL-V-7899C 

4820 

82 

30  Apr 

79 

AV 

AS 

99 

MIL-V-7908C  (2) 

4820 

7) 

05  Feb 

88 

AV 

AS 

99 

l 

MIL-V-17547A 

4820 

SH 

09  Nov 

88 

SH 

MS-28768A 

NOTICE  1 

1650 

AS 

25  Aug 

87 

AS 

99 

MS-28764A 

4820 

AS 

30  Apr 

57 

AS 

99 

L 

MIL-V-25513E 

4820 

71 

05  Mo/ 

86 

99 

NOTICE  1 

MS-21430A 

4820 

82 

06  Dec 

77 

AV 

AS 

99 

MS-28765C 

4820 

AS 

01  Moy 

86 

AS 

99 

Q 

MIL-V-5524B  (2) 
NOTICE  1 

1650 

AS 

25  Aug 

67 

AS 

99 

MS-2877  IB 

NOTICE  1 

1650 

AS 

25  Aug 

8/ 

AS 

MS-29599 

4220 

AS 

10  Jun 

65 

ME 

AS 

99 

MS-28050 

4820 

AS 

01  Sep 

55 

AS 

99 

Q 

MIL-V-25675B  (4) 

4820 

71 

02  Mo/ 

72 

AV 

AS 

99 

MS-24593D 

1650 

71 

14  Feb 

86 

AV 

AS 

99 

MS-24423B 

1650 

71 

13  Mo/ 

68 

AV 

AS 

99 

Q 

Mll-V-217018  (2) 

4820 

AS 

21  Jul 

77 

AV 

AS 

MS-220358 

NOTICE  1 

4820 

AS 

30  Sep 

87 

AV 

AS 

99 

MS-22066C 

4820 

71 

06  Jun 

86 

AS 

99 

MS -220568 

4870 

AS 

19  Moy 

70 

AV 

AS 

MS-280528 

4820 

AS 

29  Nov 

56 

AS 

99 

MII-V-23221B 

4130 

Gl 

18  May 

77 

Gl 

99 

MS-17810A 

4130 

Gl 

22  Aug 

67 

Gl 

YD 

99 

MIL-V-6129A 

4820 

AS 

15  Jun 

64 

AS 

99 

MIL-V-2/38C 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/17C 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/28B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Q  L 

MII-V-23953B 

4820 

SH 

14  Feb 

80 

SH 

MS-1724BC 

4130 

GL 

21  Dec 

77 

GL 

99 

MIL-V-22862C 

NOTICE  1 

4820 

Gl 

30  Oct 

86 

Gl 

99 

l 

MIL-V-23254C  (1) 

1055 

AS 

14  Moy 

87 

AS 

l 

MIL-V-18030D 

4820 

SH 

27  Dec 

76 

SH 

MIL-V-47307 

4820 

Ml 

08  Jul 

87 

MIL-V-2/438 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/44B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

O 

MIL-V-17360E 

4210 

SH 

19  Mor 

87 

ME 

SH 

99 

MIL-V-2/468 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Mll-V-2747 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/48 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/49 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Mll-V-2/50 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Mil-V-2/51 

8120 

ME 

G9  Sep 

70 

ME 

YD 

68 

MII-V-2/18B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/298 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Mll-V-2/378 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/158 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/16B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MIL-V-2/20B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

Mll-V-2/218 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

MII-V-2/22C 

8120 

ME 

28  Aug 

73 

ME 

SH 

68 

MIL-V-2/23B 

8120 

ME 

02  Sep 

70 

ME 

SH 

68 

MIL-V-2/24B 

8120 

ME 

09  Sep 

70 

ME 

SH 

68 

776 


ALPHABETICAL  LISTING 


TITLE 


Volve,  Cylinder,  Gas,  Helium  And  Nitrogen,  (Inert-oil  To  leront)  Outlet  591 . . 

Valve,  Cylinder,  Gas,  Oxygen  Helium  Mixtures  (Helium  Not  Over  80  Percent), 

Outlet  281  (Medicol) 

Volve,  Cylinder,  Gas,  Oxygen  Outlet  541  . . . . . . . . 

Valve,  Cylinder,  Gas,  Oxygen,  3/4  Inch  Inlet  Connection,  450*,  750*,  1,  150*8 
1,560  Gallon  Capacity  Medical  Cylinders,  Type  01-541*4,  2,200  PSI  Service 
Pressure 

Valve,  Cylinder,  Go*r Oxygen,  1/2-INCH  Inlet  Connection,  Type  01-871*5,  2500-PSI 
Service  Pressure,  80,  95  And  165  Gallon  Copocity  Medical  Cylinders 
Valve,  Cylinder,  Gas.  Argon,  Helium,  Nitrogen,  Neon  And  Xenon,  (Inert-oil  Free), 
Outlet  581 

Valve,  Cylinder,  Gas,  Butane,  Propone,  Butane-propane  Mixtures  And  Mapp  Gas 
(Maximum  100  Pound  Nominal  Copocity  Cylinder)  Outlet  511 

Valve,  Cylinder,  Gas.  Air  For  Humon  Respiration  Outlet  1341 . . . 

Volve,  Cylinder,  Gas,  Air  Industrial,  Outlet  591 . . . . 

Volve,  Cylinder,  Gas,  Anhydrous  Ammonia  (Dished-heod  Cylinder)  Outlet  241,  Inlet 
3/4  Inch 

Valve,  Cylinder,  Gas,  Anhydrous  Ammonia  (Convex  Head  Cylinder)  Outlet  241,  Inlet 
3/4  Inch 

Valve,  Cylinder,  Gas.  Anhydrous  Amonia  (Dished-head  Cylinder)  Outlet  241,  Inlet  1 
Inch 

Valve,  Cylinder,  Gas  (For  Compressed  Or  liquified  Gases),  General  Specification 
For 

Volve,  Cylinder,  Gas,  Acetylene,  Outlet  510,  Inlet  3/4  Inch . 

Valve,  Cylinder,  Gas,  Acetylene,  Outlet  510,  Inlet  l  Inch . . . 

Valve,  Cylinder,  Gas.  Acetylene,  Outlet  201  . . . . . . 

Valve,  Cyliner,  Gas,  Aerosol  Insecticide,  Outlet  621  . . . . . 

Volve,  Cyliner,  Gas,  Anhydrous  Ammonia  (Convex-head  Cylinder)  Outlet  241,  Inlet 
1  Inch 

Valve,  Distilling  Plant,  Steam  Pressure  Reducing,  Quiet  Design,  For  Submarine 
Systems 

Valve,  Drip,  Adjustable  Feed  . . . . . . . . 

Volve,  Exholation,  Oxygen  Mask,  Pressure  Compensating,  With  Safety  Relief . 

Volve,  Expansion,  Thermostatic,  REFRIGERANT-12  And  REFRIGERANT-22  . . 

Valve,  Expansion,  Thermostatic,  Refrigerant  12 . . . . 

Valve,  Female  Filler,  Liquid  Nitrogen  NRU-2/E . . . . . . . 

Valve,  Fill-buildup-vent,  liquid  Oxygen  Converter,  CRU-50/A  . . . . 

Valve,  Filler  Low  Pressure  Oxygen . . . . . . . 

Valve,  Filler,  Liquid  Oxygen,  Aircraft  Ty>e . . . 

Valve,  Filler,  Liquid  Oxygen  Female  CRU-59/E . . . . . . . 

Valve,  Fittings,  Flanges  &  Unions,  Stondard  Marking  System  For  •  178  (Reapproved 
1983) 

Valve,  Fittings,  And  Flanges  (Except  For  Systems  Indicated  Herein),  Packaging  Of.... 
Valve,  Flonged,  Ball  And  Lubricated  Plug  For  Combined  Sewage  And  Sea  Water 
Service 

Valve,  Flanges,  &  Pipe  Fittings,  Gray  Iron  Castings  •  31  Aug  84 . 

Valve,  Float,  Rod,  Tank  Float,  And  Float,  Volve  (Water  Closet),  (Land  Use).... . . 

Valve,  Fluid  Injection,  Solenoid  Operated  . . . . 

Valve,  Flush  (Flushometer),  Water  Closet,  Urinal,  And  Service  Sink . . . . 

Valve,  Flush  (Shipboard)  . . . . . . . . . 

Valve,  Foot,  Brass  And  Polyvinyl  Chloride  (For  light  Oil  And  Water) . . 

Valve,  Foot,  low  Pressure,  Cast  Iron  (For  Water . . . . . 

Volve,  Four-way,  Hydraulic,  Manual . 

Valve,  Fuel  Check,  Low  Pressure,  Gasket  Seol  Straight  Thread  Connection . 

Volve,  Fuel  Check,  Low  Pressure,  Flared  Tube  Connection,  Type  A  . . . . 

Valve,  Fuel  Drain . . . . . . . . . . . 

Volve,  Fuel  Drain,  Self-locking  . . . . 

Valve,  Fuel  Interlock . . . . 

Vatve,  Fuel  Selector .  . . . . 

Valve,  Fuel  Shutoff  Solenoid  Operated,  28-VOLT  Dc  60-PSI  Operating  Pressure........ 

Valve,  Fuel  Shutoff,  Electric  Motor  Operated . . . . . 

Valve,  Fuel  Shut  Off. . . . 

Vclve,  Fuel  Shutoff  Solenoid  Operated,  28  Volt,  DC  (ASG) . . . 

Volve,  Fuel  System  Pressurization  And  Vent . . . 

Volve,  Gas  Inlet,  Nonmagnetic . . . . . . . . . . . . 

Volve,  Gate,  Bronze,  Lever  Operated,  Quick  Opening,  125  PSI  And  150  PSI............ 

Valve,  Gate,  Bronze . . . . . . . . . 

Valve,  Gate,  Cast  Or  Forged  Steel,  And  Alloy  Steel,  Outside  Screw  And  Yoke 
(Sizes  2*1/2  Inches  And  Larger) 

Valve,  Gate,  Double  Disc,  Cast  Iron  Or  Steel . . . 

Valve,  Gate,  Quick-opening,  Class  125,  Cost  Iron,  With  Position  Lock  . . 

Valve,  Gate,  Rising  Stem,  Double  Acting  Aluminum . . . . . . 

Valve,  Globe,  Angle,  Quick  Change  Cartridge  Trim,  High  Pressure  (H*p.)  Hydraulic 
And  Pneumatic  (Sizes  1/8-  1  1/4  Inches) 

Volve,  Globe,  Hydraulically  Operated,  Piston  And  Diophram  Type,  Magazine  And 
Hangar  Deck  Sprinkling 

Volve,  Globe,  Pressure  Instrument,  Stem  Test  Connection,  Union  End  . . . . 

Volve,  High  Pressure  Oxygen  Check,  Flareless  Ends . . . . . . . 

Valve,  High  Pressure  Oxygen  Line  . . . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Valve,  Cylinder,  Gai,  Helium  And  Nitrogen,  (Inert-oil  To  lerant)  Outlet  591..... . . 

Volve,  Cylinder,  Gas,  Oxygen  Helium  Mixtures  (Helium  Not  Over  80  Percent), 

Outlet  281  (Medical) 

Volve,  Cylinder,  Gas,  Oxygen  Outlet  541  . . . . .. . . . 

Volve,  Cylinder,  Gas,  Oxygen,  3/4  Inch  Inlet  Connection,  450-,  750*,  1,  150-8 
1,560  Gallon  Copacity  Medical  Cylinders,  Type  01*541*4,  2,200  P5I  Service 
Pressure 

Valve,  Cylinder,  Gas,  Oxygen,  1 /2-INCH  Inlet  Connection,  Type  01*871*5,  2500-PSI 
Service  Pressure,  80,  95  And  165  Gallon  Capacity  Medical  Cylinders 
Volve,  Cylinder,  Gas.  Argon,  Helium,  Nitrogen,  Neon  And  Xenon,  (Inert-oil  Free), 
Outlet  581 

Volve,  Cylinder,  Gas,  Butane,  Propane,  Butane-propane  Mixtures  And  Mopp  Gas 
(Maximum  100  Pound  Nominal  Capacity  Cylinder)  Outlet  511 

Volve,  Cylinder,  Gas.  Air  For  Human  Respiration  Outlet  1341 . . . 

Valve,  Cylinder,  Gas,  Air  Industrial,  Outlet  591 . . . . 

Volve,  Cylinder,  Gas,  Anhydrous  Ammonia  (Dished-head  Cylinder)  Outlet  241,  Inlet 
3/4  Inch 

Volve,  Cylinder,  Gas,  Anhydrous  Ammonia  (Convex  Head  Cylinder)  Outlet  241,  Inlet 
3/4  Inch 

Valve,  Cylinder,  Gas.  Anhydrous  Amonia  (Dished-head  Cylinder)  Outlet  241,  Inlet  1 
Inch 

Valve,  Cylinder,  Gas  (For  Compressed  Or  Liquified  Gases),  General  Specification 
For 

Volve,  Cylinder,  Gas,  Acetylene,  Outlet  510,  Inlet  3/4  Inch . 

Valve,  Cylinder,  Gas,  Acetylene,  Outlet  510,  Inlet  1  Inch . 

Valve,  Cylinder,  Gas.  Acetylene,  Outlet  201  . . . . . . . 

Valve,  Cyliner,  Gas,  Aerosol  Insecticide,  Outlet  621  . . . . . 

Valve,  Cyliner,  Gas,  Anhydrous  Ammonio  (Convex-head  Cylinder)  Outlet  241,  Inlet 
1  Inch 

Valve,  Distilling  Plant,  Steom  Pressure  Reducing,  Quiet  Design,  For  Submarine 
Systems 

Volve,  Drip,  Adjustable  Feed . . . 

Valve,  Exholation,  Oxygen  Mask,  Pressure  Compensating,  With  Safety  Relief... . 

Volve,  Expansion,  Thermostatic,  REFRIGERANT-12  And  REFRIGERANT-22  . . 

Valve,  Expansion,  Thermostatic,  Refrigerant  12 . 

Valve,  Female  Filler,  Liquid  Nitrogen  NRU-2/E . 

Valve,  Fill-buildup-vent,  liquid  Oxygen  Converter,  CRU-50/A  . . . . . . . 

Valve,  Filler  low  Pressure  Oxygen . . . . . 

Valve,  Filler,  liquid  Oxygen,  Aircraft  Tyse . . . . . 

Volve,  Filler,  Liquid  Oxygen  Female  CRU-59/E . 

Volve,  Fittings,  Flanges  &  Unions,  Standard  Marking  System  For  •  178  (Reapproved 
1983) 

Volve,  Fittings,  And  Flanges  (Except  For  Systems  Indicated  Herein),  Packaging  Of .... 
Volve,  Flanged,  Ball  And  lubricated  Plug  For  Combined  Sewage  And  Sea  Water 
Service 

Volve,  Flanges,  &  Pipe  Fittings,  Gray  Iron  Castings  -  31  Aug  84., . . . 

Valve,  Float,  Rod,  Tank  Float,  And  Float,  Valve  (Water  Closet),  (Land  Use) . 

Volve,  Fluid  Injection,  Solenoid  Operated  . . . . 

Valve,  Flush  (Flushometer),  Water  Closet,  Urinal,  And  Service  Sink . . 

Valve,  Flush  (Shipboard)  . . . . . . . . 

Valve,  Foot,  Bross  And  Polyvinyl  Chloride  (For  Light  Oil  And  Water) . . . . . 

Valve,  Foot,  Low  Pressure,  Cast  Iron  (For  Water . . . . . 

Valve,  Four*way,  Hydraulic,  Manual . . . . . . . . . . . 

Volve,  Fuel  Check,  Low  Pressure,  Gasket  Seol  Straight  Thread  Connection . . . . 

Valve,  Fuel  Check,  Low  Pressure,  Flared  Tube  Connection,  Type  A  . . . . . 

Valve,  Fuel  Drain  . . . . 

Valve,  Fuel  Drain,  Self-locking . . . 

Valve,  Fuel  Interlock . . . . . 

Valve,  Fuel  Selector .  . . .  . , . . . 

Valve,  Fuel  Shutoff  Solenoid  Operated,  28-VOLT  Dc  60-PSI  Operating  Pressure . 

Valve,  Fuel  Shutoff,  Electric  Motor  Operated . . . . . . 

Valve,  Fuel  Shut  Off . . . . . . 

Valve,  Fuel  Shutoff  Solenoid  Operated,  28  Volt,  DC  (ASG) . 

Volve,  Fuel  System  Pressurization  And  Vent . . . 

Volve,  Gas  Inlet,  Nonmagnetic . . . . . 

Valve,  Gate,  Bronze,  Lever  Operated,  Quick  Opening,  125  PS1  And  150  PSI . .... 

Volvo,  Gale,  Bronze . . . . . . . . . . . . . . 

Valve,  Gate,  Cast  Or  Fogged  Steel,  And  Alloy  Steel,  Outside  Screw  And  Yoke 
(Sizes  2-1/2  Inches  And  Larger) 

Volve,  Gate,  Double  Disc,  Cost  Iron  Or  Steel . . . 

Volve,  Gate,  Quick-opening,  Class  125,  Cast  Iron,  With  Position  Lock  . . 

Valve,  Gate,  Rising  Stem,  Double  Acting  Aluminum . . . . . . . 

Volve,  Globe,  Angle,  Quick  Change  Cartridge  Trim,  High  Pressure  (H-p.)  Hydraulic 
And  Pneumatic  (Sizes  1/8*  1  1/4  Inches) 

Volve,  Globe,  Hydraulically  Operated,  Piston  And  Diaphram  Type,  Magazine  And 
Hangar  Deck  Sprinkling 

Volve,  Globe,  Pressure  Instrument,  Stem  Test  Connection,  Union  End  . . . 

Volve,  High  Pressure  Oxygen  Check,  Flareless  Ends . . . 

Volve,  High  Pressure  Oxygen  Line . . . . . . . . . . . . . . 
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ME 
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Q  l 

MIL-V-24109A 
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SH 
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SH 
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SH 
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SH 
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SH 
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ALPHABETICAL  LISTING 


TITLE 


Valve,  Relief,  Cylindrical,  Type  ti  System  . . . . . . 

Valve,  Relief,  Hydraulic  Pressure................ . . . . . 

Valve,  Relief;  Hydraulic,  High  Response,  Type  li  Systems,  General  Specification  For.. 

Valve,  Relief,  Hydraulic,  High  Response,  Inline . . . . 

Valve,  Relief,  Hydraulic  High  Response,  Cartridge  Type . . . . . . . 

Valve,  Remote  Control,  Oiophrom  Actuated  (Fluid  Systems,  150  And  250  P.S.I  W.P. 
140  Deg.  F.  Maximum) 

Valve,  Safety  Relief . . . . . . 

Valve,  Safety  Relief,  Angle,  Brass  Or  Bronze,  Extra-heavy,  For  Gasoline  Service . 

Valve,  Safety,  Cabin  Air,  General  Specification  For  . 

Valve,  Safety,  Relief,  And  Safety-relief  . . . . . 

Valve,  Sofety:  Boiler  (Shipboard  Use)  Inactive  For  New  Design  . . . ...... 

Valve,  Sampling  And  Bleed,  Hydraulic,  Type  li  Systems . . 

Valve,  Sampling  And  Bleed,  Hydraulic,  Type  li  Systems . 

Volve,  Sampling  And  Bleed,  Hydraulic,  Type  li  Systems  NPTF  Fitting  . . 

Valve,  Sampling  And  Bleed,  Hydraulic,  Type  li  Systems  37  Deg.  Flare  Fitting . 

Valve,  Selector . . . . . . . 

Volve,  Selector,  General  Specification  For.................... . . . 

Valve,  Selector,  Hydraulic  Dump  . . . . . . 

Valve,  Selector,  Manually  Operated......... . . . . 

Volve,  Selector,  Three-way  Pilot  Operated . . . . . 

Valve,  Selector,  Manualy  Operated,  Stowable  Handle. . . . 

Volve,  Selector,  Based,  Mounted  . . . . . . . . . . . . . . . . 

Valve,  Selector,  Solenoid  Operated . . . . . . . . 

Volve,  Selector,  Boll . . . . . . . . 

Valve,  Selector,  Solenoid  Operated . . . . . . . . . 

Valve,  Servo,  Hydraulic  Flow  Control . . . . . 

Valve,  Shutoff,  Hydrocarbon  Fuel  Service  100  P$1  And  150  P5I  Working  Pressure  .... 

Valve,  Shuttle,  Hydraulic,  Direct  Mounting,  3,000  Psi,  Type  li  Systems  (Asg) . . 

Volve,  Shuttle,  Hydraulic,  Internol-threod,  Tube  Fitting  Outlet,  3,000  Psi,  Type  li 
Systems  (Asg) 

Valve,  Shuttle,  Hydraulic,  Aircraft,  Type  li  Systems . 

VaKe,  Solenoid  Operated  . . . . . 

Valve,  Solenoid  REFRIGERANT-12 . 

Valve,  Solenoid  . . . . . . . . . . . . . . . 

Valve,  Solenoid  . . . . . . . . . . . . . 

Valve,  Solenoid,  Three-WAY  Bypass  (Naval  Shipboard  Use) . 

Volve,  Solenoid,  REFRIGERANT-12 . 

Volve,  Started  Control,  Aircraft  Engine,  For  F404  Engine/A6,  F-18  Aircraft . . 

Volve,  Starter  Control,  Aircraft  Engine,  For  T700  Engine . . . . . 

Volve,  Starter  Control,  Pneumatic,  Aircraft  Engine  General  Specification  For . 

Valve,  Storie*  Control,  Aircraft  Engine,  General  Specification  For.. . 

Volve,  Starter  Control,  Aircraft  Engine,  For  T56  Engine...... . 

Valve,  Starter  Control  Aircraft  Engine,  For  TF30  Engine  . . . 

Volve,  Starter  Control,  Aircraft  Engine,  For  J52  Engine . . . . . 

Valve,  Starter  Control,  Aircraft  Engine,  For  TF34  Engine . . . . 

Volve,  Storfer  Control,  Aircraft  Engine,  For  T56  ENGINE/C-2  Aire  Raft. . ..... 

Valve,  Static  Pressure  Selector  (Asg) . . . . . . . . . 

Volve,  Steam  Pressure  Reducing,  Quiet  Design  . . . . 

Volve,  Stop  And  Stop  Check,  Globe,  Angle,  And  Y  Pattern,  Cast  Or  Forged  Corbon 
Or  Alloy  Steel,  Outside  Screw  And  Yoke  (Sizes  2*1/2  U  ehes  And  larger) 

Volve,  Stop  Check,  Purge,  Monifold  Pressure  Gage  line . . . . . . 

Valve,  Stop  lift  Check . . . . . . . . . . . 

Valve,  Surgieol  Droin,  Chest  Heimlich  Disposable . . . . . . . . 

Volve,  Tank  Float,  Angle  And  Globe  Pottern  . . . . . . 

Valve,  Temperoture-regulating  (Thermostatically  Controlled), . . . . 

Valve,  Temperature  Regulating  Automatic,  Naval  Shipboard  . . . . . 

Volve,  Temperature  Regulating  Ventilation  Heater,  Steam  Control,  Novol  Shipboord 
Use 

Volv*,  Thr#»  Poiitiort,  Foijr-Woy,  HydcoiJ*^ 

Volve,  Three  Woy,  Mixing,  Chilled  Water,  Quiet  Design . . . . . . 

Volye,  Vacuum  Breaking . . . . . . . . 

Volve,  Vacuum  Breaking . . . . . . . . 

Yolve,  Vent  &  Test  Hydraulic  Service  (Metric...................... . . . . . . 

Volve,  2  Inch  NPS,  Auxiliary  Turbine  Overspeed-Trip,  Solenoid  Activated... . . 

Volve,  3,000  Psi  Hydraulic  Check,  Flarcless,  Type  H  Systems  (Asg) . . . . 

Valve,  3000  Psi  Hydraulic  Check  . . . . . . . . . 

Valve, cylinder,  Gos,  Nitrogen,  Recoil  Mechanisms,  Outlet  000  . .......... 

Valves  And  Volve  Spuds  Cops  And  Cores,  Pneumatic  Tire. . . . . . 
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ALPHABETICAL  LISTING 


TITLE 


Valvej  Flonged  &  Threoded  Ends,  Cost  Iron  Globe  An  Angle,  Stondard  Practice  For 
.  1985 

Valves  Flanged  &  Buttwelding  *  81  (W/errata  5/83)............,...... . . 

Valves,  Bolter  8low  Service,  Monel,  Shipboard  Use . . . . . . . . 

Valves,  Bronze  Gate,  Globe,  Angle  &  Check,  1979  Edition..... . . . . 

Valves,  Butterfly,  Standard  Practice  For  ♦  1983  . . . . . . . . 

Volves,  Cast  Iron  Plug,  Flonged  &  Threaded  Ends,  Standard  Practice  For  •  1987 . . 

Volves,  Cast  Iron  Gate,  Flanged  And  Threaded  Ends  1984  Edition  . . . . . . 

Volves,  Check,  Bronze,  Cast  Iron,  And  Steel  Body . . . . 

Volves,  Check,  Controllable,  Hydraulic,  Aircraft,  Type  li  Systems. . 

Valves,  Check,  Hydraulic,  Aircraft,  Type  II  Systems  . . . . . 

Valves,  Check,  In-line,  For  Hydraulic  Fluid  And  Lubricating  Oil  Fluid  . . . 

Valves,  Check,  In-line,  Non-reversible  Installation  For  Hydraulic  Fluid  And  Lubricating 
Oil  Fluid 

Valves,  Check,  In-line,  For  Hydraulic  Fluid  And  Lubricating  Oil  Fluid . . . 

Valves,  Check,  Oxgen,  High  Pressure . . . . . . . . . . . 

Valves,  Diaphragm  Type,  Stondard  Practice  For  *  1983. . . . . . 

Volves,  Flanged  Knife  Gate,  Stainless  Steel,  Bonnetless,  Stondard  Practice  For  • 

1981,  Reapproved  1986 

Valves,  Gate  Cast  Iron,  Flanged  &  Threaded  Ends  •  1984 . . . . . . . 

Volves,  Pressure,  Anti*G  Suit,  MXU -804/A  And  MXU-805/A.. . 

Valves,  Radiator,  Heating,  Packless  Bonnet,  25  PSIG.............. . 

Valves,  Regulating  Fluid  Pressure  . . . . . . 

Valves,  Steel  Gate,  Flanged  &  Buttwelding  Ends,  Standard  For  •  Eighth  Edition 
(1/81)  With  Errata  Dtd  1/84 

Valves, bronze  Gate,  G  Lobe,  Angle  And  Check  •  1987 . . . . . 

Van,  Recruiling/exFblt,  Forward  Control,  4  By  2  . . . 

Vanadium  In  Navy  Special  Fuel  Oil  -  28  Nov  83 . 

Vanadium  Pentoxide,  Analyzed  Reagent . . . . . 

Vanadium  Pentoxide  (For  Use  In  Ammunition) . . . . . . . . 

Vancomycin  MCL,  Sterile,  USP . . . . 

Vanity,  Wood,  Or  Wood  And  Steel . . . . . 

Vapor  Barrier  Under  Concrete  Slabs  &  AS  Ground  Cover  *  13  Sep  68 . 

Vapor  Degreasing  Handbook  Of,  •  Apr  76 . 

Vapor  Suppressing  •  Fire  Extinguishing  Agent,  Foam  Concentrates  For  Use  On 
Hypergolic  Propellants 

Vapor-degreasing  Grade  &  General  Solvent  Grade  1,  1,  1,  •  Trichloroethone  -  25 
May  1984 

Varnish  (Mixing,  Phenolic)  (Metric)  . . . . 

Varnish  Phenolic,  Baking . . . . . 

Vornlsh,  Asphalt . . . . . . . . . 

Varnish,  Aspholt . . . . . . . . . . 

Varnish,  Electrically  Insulative,  Moisture-,  Fungus*,  And  High  Temperature  Resistant  .. 

Varnish,  Finishing,  Baking  For  Roller  Coat  Application . . . . . . 

Vornlsh,  Impregnating,  Electrical-insulating  (For  Fire  Control  Instruments). . . 

Varnish,  Interior,  Floor  And  Trim  . . . . . . . . 

Varnish,  Interior,  Atkyd-resin . . . . . 

Varnish,  Mixing,  For  Aluminum  Paint . . . . . . . 

Varnish,  Moistureproof . 

Varnish,  Moisture  And  Fungus  Resistant  (For  Treatment  Of  Communications, 
Electronic,  And  Associated  Equipment 

Varnish,  Oil,  Low  Sheen,  Brush  Or  Sproy  Application . . . . . . . . 

Varnish,  Oil,  Rubbing  (For  Metal  And  Wood  Furniture) . . . 

Vornish,  Spar,  Phenolic-resin  . . . . . 

Varnish,  Spar,  Woler  Resisting.. . . . . . . . . . 

Varnish,  Waterproofing,  Electrical,  Ignition  . . . . . . . . . . . 

Varnishes,  Non  Volatile  Content  Of  -  31  Oct  73  (Reopproved  1981) . . . 

Vascular  Graft,  Prostheses,  Stondard  For  •  7JUL  86 . . . . . 

Vase,  Chapel,  Altar  . . . . . . 

Vase,  Ecclesiastical . . . . . . . . . . . 

Veol  Cutlets,  Boneless,  Breaded,  Frozen..... . . . . . . . . 

Veol  Steak,  Frozen,  Flaked,  Formed,  Breaded  . . . . . . . . . 

Vecuronium  Bromide  For  Injection  . . . . . . . 

Vegetable  Cutting  And  Slicing  Machines,  (Electric),  And  Table,  (Food  Preparation)  .. 
Vegetable  Peeling  Machine,  Electric . . . . . . 

Vegetable  Purees,  Canned . . . . . . . . . . . . 

Vegetable,  Mixed,  Thermostobilized,  Tray  Pack  . . . . . 

Vegetable,  Mixed,  Dehydrated,  Compressed  . . . . . . . . . . 

Vegetables,  Fresh,  Table  Ready  (Ready-to-use)  (General  Specification) . 

Vegetables,  Mixed,  Canned . . . . . . 

Vegetables,  Mixed,  Thermostobilized,  Troy  Pock  . . . . 

Vegetation  Control  Agent.  Blue  . . . . . . . . . 

Vehicle,  Armored  Combat  Eorthmover,  M9  Ace . . . . . . . . . . 

Vehicle,  Combot  Engineer,  Full  Tracked,  165  MM  Gun,  M728... . . . . 

Vehicle,  Combot  Engineer,  Full  Tracked,  165MM  Gun,  M728,  Processing  For 
Storage  And  Shipment  Of 

Vehicle,  Combat,  Anti  Tank,  Improved  Jow  Vehicle  (ITV)  (Less  Tow  Weapon),  M90I 
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MIL-V.83148 

NOTICE  1 

8010 

20 

24  Aug 

70 

20 

L 

MIL-V-21064A 

8010 

OS 

31  Jul 

74 

OS 

L 

MII-V-13497A 

5970 

AR 

2  Mar 

62 

AR 

TT-V-71H 

8010 

% 

31  Jan 

79 

TT-V-109C 

8010 

-ME 

30  Jon 

78 

ME 

SH 

99 

TT-V-81G 

8010 

•ME 

07  Mor 

78 

YD 

99 

l 

MII-V-16399A 

8010 

OS 

16  Sep 

71 

OS 

MIL-V-I73C  (2) 
NOTICE  1 

8010 

ER 

07  Jul 

87 

ER 

YD 

TT-V-85C  (2) 

INT  AMD  2 

8010 

J 

18  Jan 

83 

TT-V-86C  (1) 

8010 

t 

06  Ocl 

78 

TT-V-119D  (2) 

8010 

t 

23  Jun 

77 

TT-V-121H 

8010 

•ME 

05  Jon 

78 

ME 

99 

Q 

MIL-V-13811D 

8010 

AR 

27  Sep 

76 

AR 

YD 

99 

ASTM  DI644-75 

8010 

MR 

04  Dec 

75 

MR 

SH 

99 

AAMIV  P20-88 

6515 

MB 

07  Jul 

86 

MD 

MS 

03 

A-A-50149 

9925 

Gl 

21  Jon 

88 

Gl 

PE 

28 

MIL-V-43535  (1) 

9925 

GL 

04  Jun 

70 

GL 

PE 

28 

MIL-V-43947A 

8905 

GL 

02  Mor 

78 

GL 

SA 

50 

MIL-V-44125A 

8905 

Gl 

30  Mar 

87 

GL 

SA 

50 

A-A-0053307 

6505 

MB 

29  Jon 

88 

MD 

MS 

03 

OO-V-205H  (1) 

7320 

/GL 

28  Jun 

79 

GL 

YD 

99 

00-V-185F 

INT  AMEND  1  (G 

7320 

/GL 

14  Jun 

83 

GL 

YD 

99 

A-A-20050A 

8940 

t 

03  Apr 

85 

HHH-V-002178 

8915 

/GL 

31  Mor 

83 

GL 

Mll-V-44145 

8915 

Gl 

24  Sep 

84 

GL 

SA 

50 

HHH-V-1867  (1) 

8915 

•Gl 

24  Ocl 

74 

GL 

SA 

50 

A-A-20120 

8915 

t 

26  Jul 

84 

MIL-V-4426IA 

8915 

GL 

02  Moy 

88 

GL 

SA 

50 

MIL-V-60733A 

1365 

EA 

27  Ocl 

69 

EA 

AS 

99 

L 

MIL-V-62468C  (1) 

2350 

AT 

03  Feb 

86 

AT 

L 

MII-V-62008B  (1) 

2350 

AT 

15  Dec 

83 

AT 

L 

Mll-V-620608  (1) 

2350 

AT 

22  Jun 

87 

AT 

L 

Mll-V-62347 

2320 

AT 

31  Mor 

82 

AT 

780 


ALPHABETICAL  LISTING 


TITLE 


Vehicle,  Fighting,  Cavolry  M3  With  Tow  And  Externally  Powered  Weopon. . . 

Vehicle,  Fighting,  Cavolry  M3A1  With  Tow  And  Externally  Powered  Weapon............ 

Vehicle,  Fighting,  Infantry  M2  With  Tow  &  Externally  Powered  Weapon . 

Vehicle,  Fire  Support  Team,  M981  (FISTV)  . . . . 

Vehicle,  Wheeled,  Preparation  For  Shipment  And  Storage  Of . . . . 

Vehicles  Unit  load  Heights  For  Pallatized  Loads,  American  National  Standard  For 
Surface  *  1  Apr  83 

Vehicles,  Advanced  Marine  Surface,  Hydraulic  System  Design  Criteria  For  -  Jul  84.... 

Vehicles,  Marine,  Generol  Environmental  Considerations  For  •  Sep  79 . . . 

Vehicles,  Marine,  Hydraulic  Fluids  For  -  May  72  (Revised  Apr  79)  . 

Vehicles,  Marine,  Noise  Control  In  Fluid  Power  Systems  Of  . . . . . 

Vehicles,  Submersible,  Design  Guide  For  Hydraulic  Systems  For  -  Sept  1985  . 

Vehicles,  Submersible,  Hydraulic  Systems  For,  Design  Guide  For  -  Sep  85  . . 

Vendor  Substantiation  For  Aerospace  Propulsion  System  Items  . . . . 


Veneer,  Paper  Overlaid,  Container  Grade . . . . . 

Venetian  Blinds . . . . . 

Venetian  Blinds... . . . . . . . . . 

Vent  &  Test  Volve  Hose  Assembly  Hydraulic  Service  (Metric) . 

Verapamil  Hydrochloride  Injection . . . . . . . 

Verapamil  Hydrochloride  Tablets  . . . . . . . . 

Verification  Testing  Of  Parachute  Textile  Materiols . . . 

Vermicelli  With  Meat  &  Sauce,  Cooked,  Dehydrated  (Operational  Ration 
Component) 

Vermiculite  Loose  Fill  Thermal  Insulation  -  31  Oct  80....... . . . 

Vertical  Aerie!  Cartographic,  Photogrophy  (Based  On  NATO  Stanag  2216)  (A6CA 
547)  (Rel  To  Other  Than  DOD  Act  Req  PrI  Appr  Of  CNM,  Mot  09B21,  Wash, 

D.c.  20360 

Vertical  Aeriol  Cartographic  Photography  (Edition  No.  3)  (W/omendments  1  And  2) 
Vertical  Replenishment  (Vertrep)  Operating  Area  Marking,  Clearances  And  Lighting 
(Edition  3) 

Vertical  Scole  Flight  Instruments . . . . . . . . . 

Vertical  Tube  Furnace  At  750  Degrees  C,  Behavior  Of  Materiols  In  A  -  26  Nov  82  .. 

Vertrep  Equipment  &  Procedures  (Edition  No.  1) . . . . . 

Vest  Assembly,  Traction  Appartus  . . . . . 

Vest,  Ammunition  Carrying,  For  M79  And  M203  Launchers . 

Vest,  Conditioning  Mic . . . . . . . . . 

Vest,  Man  S  Dress,  White  (Officer  S) . . . 

Vest,  Mon  S,  Scarlet,  Dress  (Generol  Officer  S) . . . . . . . . . 

Vest,  Survivol  Equipment,  Type  SV-2A . . . . 

Vest,  Survivol,  Mesh  Net,  SRU*21/P . . . . . 

Vest,  Tactical  Load  Bearing . 

Vest,  Women  S,  Scorlet,  Dress  (Generol  Officer  S) . . . . . . . 

Vial,  level. . . . . . . . 

Vial,  Level  Circular,  Type  Ca . . . . . . . . . 

Viol,  Level  Cylindrical,  Type  Da . . . . . 

Viol,  Level  Cylindrical,  Type  Db  . . . . . . 

Viol,  Level  Cylindrical,  Type  Dc  . . . . . . . . 

Viol,  Level  Cylindrical,  Type  Dr . . . . . . . . . 

Vibration  Domping  Materiols,  Procedures  For  Installation,  Ma''’  ice,  And  Repairs 
Vibration  Exposure  limits  (Rel  To  Other  Thon  DOD  Act  Req  (  ^»pr  Of  CNM, 

MAT  09821) 

Vibrator  Pock  PP-68  (  )/U . 

Vibrator,  Aircraft  Engine  Storting,  Rodio&interference  Suppressed  . . 

Vibraror,Co"c^ef*,Oajo,'n?-en5'.ne*driren . . . . . . . 

Vibrator/ Concrete,  Electric  Motor  Driven  . . . . . . . . . 

Vibrator,  Concrete,  Pneumatic . . . . . . . 

Vibrator,  Dental  Molding . . . . . . . . . 

Vibrator,  Ignition  Coil,  Aircraft  Engine  Storting,  Type  AN4181 . . . . . 

Video  lex/teletext  Presentation  Level  Protocol  Syntax  (North  American  PLPS)  With 
ANSI  X3.1 10-1983 

View  Box,  Rh  Blood  Typing,  115  Volt,  Ac-dc . . . . . . 

Viewer/printer,  Microfiche  (24X  And  48X)  . . . . 

Viewer,  Dental  Radiographic  Film,  1 10  Volt,  Ac-dc . . . . . 

Viewer,  Dental  Radiographic  Film.... . . . . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

L 

MS-52267 

2350 

AT 

18  Feb 

86 

AT 

L 

MS-52274 

2350 

AT 

20  Mor 

87 

AT 

L 

MS-52258 

2350 

AT 

13  Jon 

86 

AT 

L 

Mll-V-62475 

2350 

AT 

24  Jon 

85 

AT 

MIL-V-62038E 

PACK 

AT 

01  Mor 

88 

AT 

ANSI  MH10.6M-83 

PACK 

SM 

02  Jol 

84 

SM 

OS 

69  DH 

SAE  HIR1496A-84 

1990 

SH 

01  Apr 

85 

ME 

SH 

SAE  HIR 1063A-79 

ENVR 

SH 

05  Apr 

85 

ME 

SH 

SAE  HIR1149A-72 

9150 

SH 

17  Jon 

85 

ME 

SH 

68 

SAEHI  R1622A-86 

HFAC 

SH 

14  Mor 

88 

ME 

SH 

SAEHIR  1415A-85 

9150 

ME 

24  Jon 

86 

ME 

SH 

SAEH  IR1415A-85 

9150 

SH 

24  Jon 

86 

ME 

SH 

L 

MIL-STD-1529 

NOTICE  1 

28  FEB  1973 

2840 

11 

30  Sep 

88 

AV 

11 

PPP-V-205C 

5530 

/Gl 

13  Oct 

69 

Gl 

SA 

99 

AA-V-200A 

( 

AA-V-00200B 

7230 

•/. 

06  Nov 

65 

7230 

t 

05  Jon 

73 

L 

MIL-V-24695/2 

4810 

SH 

28  Oct 

87 

SH 

A-A-51559 

6505 

/MB 

16  Jol 

86 

MD 

MS 

03 

A-A-53163 

6505 

MB 

27  Aog 

87 

MD 

03 

l 

MIL-STD-1525A 
NOTICE  1 

8  JUL  1980 

1670 

82 

08  Jot 

80 

99 

L 

MIL-V-44139 

8940 

Gl 

27  Mor 

85 

GL 

ASTM  C51&-80E) 

5640 

YD 

20  Jan 

84 

YD 

99 

QSTD-547 

ISDA 

AM 

18  Jon 

84 

NAT-STD-2216  (7) 

ISDF 

06 

01  Aug 

88 

NAT-STD-1162  (3) 

ISDN 

NM 

09  Oct 

86 

AIR-STD-10/57A 

ISDF 

06 

03  Apr 

79 

ASTM  E136-82 

FACR 

YD 

14  Jon 

85 

ME 

YD 

NAT-STD-1277 

ISDN 

NM 

12  Aug 

85 

A-A-53690 

6515 

/MB 

15  Sep 

88 

MD  MS 

03 

MIL-V-43707B 

8415 

GL 

25  Jan 

88 

GL 

NU 

NOTICE  1 
MII-V-44132A 

8415 

GL 

26  Jun 

85 

Gl 

L 

Mll-V-28936 

NOTICE  1 

8405 

MC 

23  Oct 

87 

MC 

L 

Mll-V-29389 

8405 

MC 

17  Nov 

80 

MC 

L 

MIL-V-81523A  (2) 
NOTICE  1 

8475 

AS 

23  Jun 

87 

AS 

L 

MII-V-83271A 

8415 

82 

01  Nov 

85 

AS 

99 

L 

MII-V-44323A  (1) 

8415 

Gl 

31  Jan 

89 

GL 

L 

Mll-V-29384 

8410 

MC 

23  Oct 

87 

MC 

NOTICE  1 

MII-V-3144B 

1290 

AR 

06  Feb 

67 

AR 

OS 

INT  AMD  2  (MU) 
MS-35106B 

1290 

AR 

18  Apr 

88 

AR 

OS 

99 

NOTICE  1 

MS-351028 

NOTICE  1 

1290 

AR 

18  Apr 

88 

AR 

OS 

MS-35103C 

NOTICE  1 

1290 

AR 

18  Apr 

88 

AR 

OS 

MS-35104B 

NOTICE  1 

1290 

AR 

18  Apr 

88 

AR 

OS 

MS-35I05B 

NOTICE  1 

1290 

AR 

18  Apr 

88 

AR 

OS 

99 

L 

Mll-STD-2148 

93GP 

SH 

12  Aug 

83 

AIR-STD-6I/17A 

ISDF 

06 

18  Aug 

82 

L 

MIL-V-11671A 

6130 

ER 

01  Apr 

70 

ER 

AN4181 

REV  4 

2925 

82 

29  Jul 

59 

AV 

AS 

99 

MIL-V-233I93 

3395 

YD 

29  Jun 

04 

YD 

M1L-V-21731D 

3895 

YD 

22  Jun 

84 

ME 

YD 

MII-V-3083C 

3895 

ME 

08  Sep 

72 

ME 

99 

A-A-50891 

6520 

MB 

22  Aug 

85 

MD 

MS 

03 

MIL-V-5635A  (1) 
NOTICE  1 

2925 

82 

21  Aug 

86 

AV 

AS 

99 

FIPS-121 

IPSC 

02 

06  May 

86 

AD 

OM  02  DC 

MII-V-36590A 

6630 

DM 

19  May 

75 

MD  MS 

03 

MII-V-80241A  (3) 

INT  AMD  4 

6730 

GS 

15  Jon 

87 

ER 

SA 

99 

GG-V-350 

6525 

•DM 

9  Aug 

60 

MD  MS 

03 

A-A-51010 

6525 

/MB 

10  Oct 

85 

MD  MS 

03 

781 


ALPHABETICAL  LISTING 


TITLE 

Viewer,  Driver  S,  Night  Vision,  AN/VVS-2  . . . . . 

Viewer,  Infrared  AN/PAS-7  . . . . 

Viewer,  Microfiche . . . . . . 

Viewer,  Still  Picture  AR-12 . . . . . . . . . . . . 

Viewer,  X-ray  Film,  Industrial,  Wo!i  Mounted 

Viewing  Stand,  Illuminated,  Negative  Film . . . . . 

Vincristine  Sulfate  Injection  . . . . . . . 

Vinegar............... . . . .  . .  . . . 

Vinegar,  Dry,  Synthetic  . . . . . . . . . . . 

Vinyl  Alcohol  -  Acetate  Resin  Solution  (Vaar)  {For  Use  In  Ammunition).. . . 

Vinyl  Chloride  Polymers  &  Copolymers  (  Closed-  Cell  Foam),  Flexible  Cellular 
Materials  *  24  Sept  1976 

Vinyllde.'rU  Chloride  Molding  Compounds  -  28  Nov  83, . . . . . . . . 

Viscometer,  Capillary  Type . . . . . . . . . . . 

Viscometer,  Capillary  Type,  Cannon-fensFe  Reverse  Flow . . 

Viscometer,  Rotational  (Brookfield),  Rheological  Properties  Of  Non-newtonlan 
Materials  By,  Standard  Test  Method  For  *  29  Aug  1986 

Viscometers,  Glass  Capillary  Kinematic  •  30  Aug  74  . . . . . . . 

Viscosimeter  Tube,  Universal . . . . . . . . . . 

Viscosimeter,  Cup  Type  . . . . . . . 

Viscosimeter,  Saybolt.  Without  Viscosity  Tubes . . . . . . . 

Viscosity,  Saybolt  Universal  Or  To  Saybolt  Furol  Viscosity,  Conversion  Of  Kinematic 
Viscosity  Of  •  27  Aug  82 

Viscosity,  Saybolt,  Standard  Test  Method  For  -  24  April  1981  . . . 

Viscous  Materials,  Refractive  Index  Of,  Standard  Test  Method  For  -28  Sep  62 . . 

Vise,  Bench,  Clamp  Base,  Sheet  Metal  Worker  S,  Bench  And  Pipe,  Jeweler  S, 
Machinist  S  And  Multiposition 

Vise,  Hand,  Pin,  Wire  Rope  Splicing,  And  Square  End  Sawing,  Tube  . . ... 

Vise,  Pipe . . . . . . . . 

Vise,  Woodworker  S  And  Patternmaker  S . . . . . . . . 

Vises,  Mochine  Table  Bench  &  Machine  Table  . . . . . . . . . 

Visor,  Flying  Helmet,  Polycarbonate . . . . . 

Visor,  Neodymium  Laser,  Protective  For  Alrcrewman  S  Helmet  . . . . . 

Visor,  Shatter  Resistant  . . . . . . . . . . . . 

Visual  Acceptance  Criteria  For  Inspection  Of  Aluminum  Alloy  Welds . . . . 

Visual  Examination  Of  Mask  Blanks...., . . . . . . 

Visual  Glide  Slope  Indicator  Systems  -  Chg.  1  Dio  14  Aug  86  (  Req  For  Issue  Other 
Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058) 
Visual  Inspection  Guide  For  Elastomeric  O-rings  . . . . . . . 

Visual  Inspection  Guide  For  Installed  Hose  Assemblies  -  1  Mar  82  . . . . 

Visual  Inspection  Standards  For  Cups  And  Disks  Used  In  Smoll  Arms  Ammunition 
Manufacture 

Visual  Inspection  Standards  For  Terne  Plate  Cans  And  Steel  Boxes  Used  In  Smoll 
Arms  Ammunition  Packaging 

Visual  Inspection  Guide  For  Pneumatic  Tires  (Non  Aircraft)....... . . 


Visual  Inspection  Guide  For  Rubber  Molded  Items . . . 

Visual  Inspection  Guide  For  Cellular  Rubber  Items . . . . . . . 

Visuol  Inspection  Standards  For  20MM  Ammunition  And  Components. 
Visuol  Inspection  Guide  For  Rubber  V-belts . . . 


Visuol  Inspection  Guide  For  Rubber  Footwear . . . . . . . . . . 

Visuol  Inspection  Guide  For  Rubber  Sheet  Material, . . . . . . . . . . 

Visuol  Inspection  Guide  For- All-rubber  Gloves  Except  Surgical  . . . . . 

Visual  Inspection  Guide  For  Rubber  Extruded  Goods................... . . . . 

Visuol  Inspection  Standards  For  Noiled  Wood  Boxes  And  Wirebound  Wood  Boxes 
Used  In  Smoll.Arms  Ammunition  Packing. 

Visual  Inspection  Standards  For  Small  Arms  Ammunition  Through  Caliber  .50............ 

Visual  Inspection  Standards  And  Inspection  Procedures  For  Inspection  Of  Packaging, 
Packing  And  Marking  Of  Small  Arms  Ammunition 

Vitamin  A  And  Vitamin  D  Ointment... . . . . . . . . 

Vitamin  B  Complex  And  Ascorbic  Acid  Capsules  . . . 

Vitamin  B  Complex  &  Ascorbic  Acid  Toblefs  . . . 

Vitamin  E  Capsules,  USP  . . . . . . . . . . 

Vitamin  E  Solution,  Water-miscible......... . . . . . . . . . . 

Vitamin  E  Tablets . . . . . . . . . . . 

VoiVemitter  Outlet  Valve  Assembly,  Chemical  Biological  Mask,  C29R5...,.,...,...,.. . 

Voicemitter  Outlet  Valve  Assembly...,,,.,....,, . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

l 

MIL-V-49082B  (1) 
NOTICE  1 

5855 

CR 

26  Apr 

86 

CR 

l 

MIL-V-49074 

5855 

CR 

12  Apr 

76 

CR 

MIL-V-80240B  (1) 

INT  AMD.3 

6730 

GS 

23  Jan 

79 

ER 

SA 

99 

L 

MII-V.1I815B 

6730 

CR 

02  No. 

84 

CR 

L 

MIL-V-52837A 

6635 

ME 

12  May 

81 

ME 

L 

MIL-V.52830A 

6760 

ME 

22  May 

80 

ME 

A-A-51080 

6505 

/MB 

21  Nov 

85 

MD  MS 

03 

Z-V-401G  (1) 

NOTICE  1 

8950 

-GL 

01  Ocl 

87 

GL 

SA 

50 

MIL-V-35017F 

8950 

GL 

10  Dec 

84 

Gl 

SA 

50 

L 

Mll-V-50433 

1376 

AR 

03  Jul 

69 

AR 

ASTM  D1667-76R86E1 

9320 

YD 

23  M  or 

87 

CE 

YD 

99 

ASTM  D729-83 

9330 

MR 

18  Sep 

84 

MR 

A-A-53289 

6630 

MB 

30  Nov 

87 

MD  MS 

03 

A-A’51711 

6630 

/MB 

16  Oct 

86 

MD 

MS 

03 

ASTM  02196-86 

8010 

MR 

24  Feb 

88 

MR 

SH 

84 

ASTM  0446-74R79E) 

6630 

ME 

07  Nov 

83 

ME 

MIL-V.36402 

6630 

DM 

05  Mar 

65 

MD 

MS 

03 

MS-51445 

6630 

EA 

25  May 

83 

EA 

MS 

99 

MIL-V.36845 

6630 

DM 

02  Jun 

72 

MD  MS 

03 

INT  AMD  1  (DM) 

ASTM  D2161-82 

91GP 

ME 

06  Apr 

83 

ME 

SH 

11 

ASTM  D88-81 

6810 

SH 

14  Nov 

85 

EA 

SH 

20 

ASTM  DI747-62R78 

9150 

AS 

21  May 

84 

AS 

GGG-V-4T0A 

INT  AMD  (3) 

5120 

t 

26  Mo y 

66 

GGG-V-412A 

5120 

•GL 

29  Jun 

66 

GL 

SH 

99 

(IA-1)  (NOM) 
GGG-V.415A 

5120 

* 

04  Apr 

67 

INT  AMD  1 
GGG-V-445A 

5120 

% 

03  Aug 

66 

A.A-51123A 

3460 

/IP 

27  Jan 

88 

AL 

99 

MIL-V-43511B  (2) 

8415 

GL 

10  Jun 

82 

GL 

99 

Q  L 

MIL-V-22272D  (1) 

8475 

AS 

10  Dec 

82 

AS 

L 

MIL-V’85374  (1) 

8475 

AS 

09  Jon 

81 

AS 

MIL-STD-370 

NDTI 

MR 

26  Mo y 

88 

Mll-STD-1349 

1660 

AS 

3!  Jul 

69 

AV 

AS 

AIR.STD-65/7A 

ISDF 

06 

02  Ocl 

84 

MII-STD-413C 

NOTICE  1 

5330 

SH 

19  Jun 

87 

Ml 

SH 

99 

ARP  1658-82 

4720 

82 

04  Jan 

84 

AS 

99 

L 

MIL-STD-1232 

NOTICE  1 

1305 

AR 

20  Apr 

61 

AR 

MIL-STD-406 

8140 

AR 

1  Feb 

57 

AR 

AS 

Mll-STD-1224 

NOTICED 

23  FEB  1961 

2610 

AT 

23  Feb 

61 

AT 

YD 

99 

MIL-STD-407 

93GP 

SH 

15  Feb 

57 

SH 

20 

Mlt-STD-293 

NOTICE'  1 

•93GP 

SH 

16  Jun 

88 

SH 

20 

Mll’STD-65! 

1305 

AR 

27  Feb 

70 

AR 

OS 

99 

NOTICE  1 

NOTICE  2 

Mll’STD’294A 

NOTICE  1 

3030 

SH 

13  May 

70 

ME 

SH 

99 

13  MAY- 1970 
M1L-STD-284A 

84GP 

GL 

20  Sep 

63 

GL 

99 
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78 
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EA 
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EA 
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ALPHABETICAL  LISTING 


TITLE 

Voicemitter&outlot  Valve  Assembly,  C29R1  . . . . . . 

Voicemitter-outkt  Valve  Assembly,  C29R1  . . . . 

Volcemitter-outlet  Valve,  C29R1,  Components  For . . . . . 

Voicemitter-outlet  Valve,  C29R1  Components  For  . . . . „ . . . . 

Volatile  Content  Of  Coating  Stondord  Test  Method  . . . . . . . . 

Volt-ammeter,  Dual  Pointer,  Direct  Current  . . . . . 

Volt-ammeter,  Dual  Pointer  Direct  Current . . . . . . . . . . . 

Voltage  Regulator  Subassembly,  10525760  . . . . . . . 

Voltage  Regulator  Group,  For  Multiplex  Projectors  . . . . 

Voltage  Regulator  Assembly  Dl  2540850  (For  Guidance  Control  Test  Set  Mk  443 
Mod  0  And  Mod  1) 

Voltmeter,  Ac . . . . . . 

Voltmeter,  Battery  Generator,  28  Volt  Dc  . . . . . . 

Voltmeter,  DC,  Switchboard,  8*3/4  Inch,  250  Degree  Scale  . . . 

Voltmeter,  Electronic . . . . . . . 

Voltmeter,  Expanded  Scale  Switchboard  Type  (Naval  Shipboard  Use)  . . 

Voltmeter,  Militarized,  Solid  State,  Dc  Differential,  General  Specification  For  . 

Voltmeter,  0  To  150  Volt,  300  To  1200  Cycle  Alternating  Current  . . . . . 

Voltmeter,  0*150  Volt,  330  To  1,200  Cycle,  Alternating  Current  . . . . 

Voluntary  Specification  For  Aluminum  Insulating  Storm  Products  For  Window  i. 

Sliding  Glass  Doors  -  3  Jan  83 

Vulcanized  Rubber  Obturator.. . . . . . «... 

Vulcanizer,  Hot  Patch  And  Plate,  Inner  Tube . . . . . 

Vulcanizing  Equipment,  Including  Related  Items,  Tire  And  Tube,  Rebuild  And  Repair, 
Preparation  For  Delivery  Of 

Vulnerability  Assessment  Of  Chemlcol  And  Biological  Hazards,  Release  To  Other 
Than  Dod  Agencies  Must' Be  Approved  By  Hq  Darcom  (Drcird) 

W  Shapes  (H  Beam),  Structural  Steel,  Carbon,  Medium . . 

Wadding,  Cotton . . . . . . . . . 

Wadding,  Cotton,  Surgical . . . . . . . 

Wadding,  Cotton,  (Sheetform) . . . . . . . . . . . 

Waffle  Iron,  Electric . . . . . 

Woffle  Iron,  Electric . . . . . . . . 

Walker,  Invalid . . . . . . . . . 

Walkway  Compound,  Nonslfp  And  Walkway  Matting,  Nonslip . . . . . 

Walkway,  Coating  And  Matting,  Nonslip,  Aircroft,  Application  Of  (Asg) . . 

Wall  Covering,  Acoustical  (NCR/80) . . . . . . . 

Wall  Covering,  Acoustical  (NRC/60) . . . . . 

Woll  Covering,  Vinyl  Coated . . . . . 

Wollbose,  Rubber,  And  Vinyl  Plastic  (Notice  (1)( . . . 

Wollboord,  Gypsum  . . . . . . . . . 

Watlboard,  Gypsum,  Standard  Specificotion  For  «  27  Sep  85 . . . . . . . 

Wallboord,  Packaging  Of . . . . . . . . . . . . . 

Walnuts,  English,  Shelled,  Fresh . . . . . . . 

Wardrobe  And  Jonitor  S  Closet,  Wood,  -Steel  Frame . . . . 

Wardrobe  With  Accessory  Pieces,  Wood,  Steel  Frame . . . . . . 

Wardrobe,  Clothing,  Composite  Wood  And  Metal . . . . . . . 

Warehouse,  Refrigerated,  Prefabricated,  Mefol  . . . . . . 

Warhead  Body  Assembly  For  Warhead  Section,  GM,  HE,  M253 . 

Warhead  GM,  HE,  M248  Looding,  Assembly  &  Packing . 

Warhead  Gm,  He,  M248  Inert  Parts  For- . . . . . 

Warhead  Metal  Ports  Assembly  XM251  Ports  And  Assembling  . . . 

Warhead  Section  Subassembly,  Atonic,  MI5 . . . . . . . 

Warhead  Section  Assembly  Nike  Hercules  Trainer  M-74  . . . . . . 

Warhead  Section,  Guided  Missile,  Practice,  M231  . . . . . . 

Warhead  Section,  Training.  M74,  Pocking  And  Handling.................. . . . . 

Warhead  Section,  Guided  Missile,  Practice,  M220,  Assembling  And  Packing . 

Warhead  Section,  Gm,  He:  M251,  M251A1  &  M251  (Mod)  With  live  Fisc  &  Inert 
Bombs,  Dummy  Loading,  Assembling  &  Pocking 

Warhead  Section,  Guided  Missile  HE,  M207‘tess  $  And  A  Device  Ports  For . . 

Warhead  Section,  Gm,  Practice,  Lightweight,  M252  Ports  And  Assembling . . 

Warhead  Section,  GM,  HE,  XM251  Spore  Parts  For,... . . . . . . . 

Warhead  Section,  Gm,  Practice,  lightweight,  M252E1  Parts  And  Assembling . . 

Warhead-Section,  Atomic,  Training  Type  X,  XM213 . . . . 

Warhead  Section,  762  Millimeter  Rocket,  Empty,  C4 . . . . . . 

Warhead  Section,  762 -MILLIMETER  Rocket,  Chemical  Agent,  M190,  Without  Fuze.... 
Warhead  Section,  Gm,  Practice  Lightweight,  M252  And  Shipping  And  Storage 
Container,  XM612,  Spare  Ports  For 

Warhead  Section,  762MM  Rocket,  HE,  M6A1  loading.  Assembling  &  Pocking . 

Warhead  Section,  762MM  Rocket,  Training,  M42 . . . . . . 

Warhead  Section,  762MM  Rocket,  HE,  M186  loading.  Assembling  &  Packing . . 

Warhead  Section,  Guided  Missile,  He,  M225  Assembling  And  Packing . . . . 

Warhead  Section,  762MM  Rocket,  Practice,  M38  loading,  Assembling  And  Packing 
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ALPHABETICAL  LISTING 


TITLE 

Warhead  Section,  Atomic,  Training.  M240  (Type  X) . . . . . . 

Warhead  Sections,  Guided  Missile,  H.e.  M258E6  Loading,  Assemblingand  Packing.... 
Warheod  2.75  Inch  Rocket,  HE,  M229  With  Or  Without  Fuze  Loading,  Assembly  & 
Packing 

Warhead,  For  Demolition  Kit,  M180  Parts  &  Loading  Assembly  . . . 

Warhead,  For  Demolition  Kit,  M180  Metal  Parts  For.......... . 

Warhead,  Guided  Missile,  H.E.  Ml 55  tooding,  Assembling  And  Packing . . . 

Warhead,  Guided  Missile,  HE,  M207E1  Body  And  8oattail  Bushing  For . . . . 

Warhead,  Guided  Missile,  HE,  M224  Parts  For . . . . . . . . 

Warhead,  Guided  Missile,  HE,  M207E1  Liner  For  . . . . . . . . 

Warhead,  Guided  Mistile,  Training,  XM237E1,  loading,  Assembling  And  Packing . 

Warhead,  Guided  Missile,  HE,  M250  Loading,  Assembly  &  Packing  . . . 

Warhead,  Guided  Missile  HE,  XM155E1,  And  Warhead/Guided  Missile  Training, 
XM237E1,  Ports  For 

Warhead,  Guided  Missile,  HE,  M250  Inert  Parts  For..... . . . . . . . . 

Warheod,  Guided  Missile,  He,  M17AI  Loading,  Assembling  And  Packing . 

Warhead,  Guided  Missile,  Empty,  E6 . . . . . . . 

Warhead,  Guided  Missile,  He  M17A1  Parts  For  . . 

Warhead,  Guided  Missile,  Chemical  Agent,  1500  Lb,  E9. . . 

Warhead,  Guided  Missile,  He,  .XM5E5  loading.  Assembling  And  Packing . . 

Warhead,  Guided  Missile,  HE,  M207E2  Liner  For . . . 

Warhead,  Guided  Missile,  HE,  M207E2  Body  &  Boattail  Bushing  For . . . . 

Warhead,  Guided  Missile,  He,  M250  Fragments  For . . . . . . . . 

Warheod,  Guided  Missile,  Chemical  Agent  Smoke,  MK  69  MOD  0  WP  Filling . . 

Warhead,  HE,  M18,  Parts  For . . . . . . . . . . . . 

Warhead,  He,  M18A1  loading  And  Assembly . . . . . . . 

Warhead,  He,  M18A1  Parts  For. . . . . . . . . . 

Warhead,  Illuminating,  M257,  W/M442  Fuze  (2.75  Inch  Rocket  Illuminating  Flare).... 
Warhead,  Inert,  For  Demolition  Kit,  Training,  XM270  Loading  Assembly . . . 

Warhead,  S  Inch  Rocket,  Gas,  Gb,  Mk  40  Mod  0,  Filing  Assembly.... . 

Warhead,  155MM,  M549A1  Bonding  Assembly . . . . . . . . . 

Warhead,  2.75  Inch  Rocket  XM229,  (Two  Piece)  Ports  For . . 

Warhead,  2.75  Inch  Rocket,  M151  Parts  For . . . 

Warheod,  2.75  Inch  Rocket,  XM229,  (Inert  Filling  Out),  Parts  For . 

Warheod,  2.75  Inch  Rocket,  Flechette,  WDU-4A/A,  WDU-13/A,  Ports  For . 

Warhead,  2.75  Inch  Rocket,  Flechette,  With  Fuze  WDU*4A/A,  WDU-13/A  Loading, 
Assembling  And  Pocking 

Warhead,  2.75  Inch  Rocket,  Test,  PXR6369,  With  Smoke  For  Tests  Fuze,  Rocket, 
M433 

Warheod,  2.75  Inch  Rocket,  Test,  Empty,  Modified,  PXR6358  With  Flash,  Ports  & 
Assembly 

Worheod,  2.75  Inch  Rocket,  H.E.,M261 . . . 

Worhead,  2.75  Inch  Rocket,  Practice,  M267  . . . . . 

Warhead,  2.75  Inch  Rocket,  M261  &  M267,  Parts  For  . . 

Warheod,  2.75  Inch  Rocket,  Practices  XM274  . . . . 

Worhead,  2.75  Inch  Rocket,  Smoke,  WP,  M156  (With  Burster  . &  Fuze) . 

W'arhead,  2.75  Inch  Rocket,  HE,  Dual  Purpose,  XM247,  Ports  For. . 

Worheod,  2.75  Inch  Rocket,  Proctice  XM230,  With  Or  Without  Fuze  Loading, 
Assembling  &  Packing 

Warhead,  2.75  Inch  Rocket,  Smoke,  M156,  WP  Filling  . . . . 

Warhead,  2.75  Inch  Rocket,  Smoke,  WP,  M156  (Metal  Ports)  . . . 

Warhead,  2.75  Inch  Rocket,  Smoke,  Wp  MI56  (Metol  Ports)  . . 

V/uiheud,  2.75  Inch  Rocket,  HE,  Dvo!  Purpose  X»V«247-\VitirOr~  Without  Fuze, 
Loading 

Worheod,  2.75  Inch  Rocket,  Flechette,  XM255  With  And-Without  Fuze,  Loading, 
Assembling  And  Packing 

Warhead,  2.75  Inch  Rocket,  HE,  M151  With  Fuze  Or  Without  Fuze,  Loading, 
Assembling  &  Packing 

Warhead,  2.75  Inch  Rocket,  Practice  WTU-l/B . . . . . . . . . 

Warhead,  2.75  Inch  Rocket,  M229  Parts  For...... . . . 

Warhead,  5  Inch  Rocket,  Smoke,  WP,  MK  39,  Mod  O,  Filling  Assembly . 

Warmer,  Food,  Portoble,  Infrored. ......... . . . . . . . . . . 

Warmer,  Plastic  Spectacle  Frame . . . . . . . . 

Warning  Device,  Highway,  Trongular,  Reflective  . . . . 
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MIL-W-50504A 
NOTICE  1 
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AR 
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MIL- W- 14979 

NOTICE  1 
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MIL-W-50549A 
NOTICE  1 
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NOTICE  1 

1340 
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MIL-W-63441A  (4) 

1340 

AR 

21  Moy 

85 

AR 

L 

MIL-W-64044  (5) 

1340 

AR 

10  Oct 

85 

AR 

L 

MIL-W-70467 

1340 

AR 

15  May 

86 

AR 

L 

MIL-W-60305A  (2) 

1340 

EA 

04  Mor 

76 

EA 

. 

L 

MIL-W-50985A 
NOTICE  1 

1340 

AR 

22  Apr 

88 

AR 

L 

MIL-W-60425 

NOTICE  1 

1340 

AR 

01  Apr 

87 

AR 

MIL-W-60306A 

1340 

EA 

03  Mar 

87 

EA 

99 

NOTICE  1 
MIL-W-60307C 

1340 

EA 

20  Mar 

87 

EA 

99 

L 

MIL-W-0060307B 

1340 

EA 

18  Jun 

73 

EA 

,H!L-\V-5C?3SA 

1340 

AR 

29  Ost 

32 

AR 

l 

MIL-W-48299 

1340 

AR 

04  Jul 

77 

AR 

l 

Mll-W-50987 

NOTICE  1 

1340 

AR 

10  Apr 

87 

AR 

L 

Mll-W-48347  (1) 
NOTICE  1 

1340 

AR 

22  Apr 

88 

AR 

L 

MIL-W-48230 

1340 

AR 

07  Dec 

73 

AR 

MIL-W-14586A 

1340 

EA 

12  Oct 

60 

EA 

OS 

A-A-50043 

7310 

GL 

22  Feb 

83 

GL 

YD 

99 

MIL-W-36401A 

6540 

OM 

11  Nov 

74 

MD 

MS 

03 

RR-W-1817A 

9905 

•GL 

30  Jul 

75 

GL 

YD 

99 

784 


ALPHABETICAL  LISTING 


DOCUMENT 


hue 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Wartime  Air  Movement  Priorities  Syitem  (Re!  To  Other  Than  DOD  Act  Req  Pr  Appr 

AIR-STD-44/33B 

ISDF 

06 

25  Sep 

84 

Of  CNM,  MAT  09B21  Wash  D.c.  20360) 

Wartime  Air  Movement  Priority  System  For  Nato  Countries  (Ed  2)  (Rel  To  Other 

NAT-STD-3631  (4) 

ISDF 

06 

24  Oct 

88 

Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

NAT 

Wash  Bottle,  Laboratory  Plastic,  Squeeze  Type. . . . 

MS-36070B 

6640 

EA 

07  Dec 

83 

EA 

MS 

99 

Wash  Bottles,  Laboratory . . . . . . 

NNN-W-25B 

6640 

/DM 

29  Jun 

76 

MD 

MS 

99 

Washcloth  (Disposoble) . . . . . . . . 

DDD-W-90A 

7210 

t 

01  Dec 

76 

Washcloth,  Hospital  Patient,  Disposable . . . . . . . 

MtL-W-36241C 

NOTICE  1 

7210 

MB 

13  Dec 

88 

MD 

MS 

03 

Washcloth,  Terry,  Colton . . . . . . . 

DDD-W-80E 

7210 

/GL 

29  Jun 

87 

Gl 

NU 

99 

L 

MIL-W-48105 

5310 

AR 

23  Jun 

72 

AR 

L 

MS-75045A 

6140 

ER 

2  Apr 

62 

ER 

Washer  &  Flat,  Electrical  . . . . . . . . . . 

AN961 

REV  2 

5310 

82 

10  Aug 

67 

AR 

AS 

99 

Washer  &  Toper  Pin.......... . . . . . . . 

AN975 

REV  3 

5310 

AS 

29  Dec 

72 

AS 

99 

Washer  -  Extractors,  Laundry,  Commercial......... . . . 

MII-W-43001F 

3510 

Gl 

30  Sep 

87 

Gl 

YD 

84 

Washer  *  Extractor  Machine,  Laundry,  Commercial  (Naval  Shipboard)  . 

L 

MIL-W-19044D 

3510 

SH 

27  Oct 

86 

SH 

Washer  -  Lock,  Spring  . . . . . . . . . . . . 

MS-122026A 
-  122075 

5310 

82 

17  Jun 

57 

AS 

99 

Washer  •  7075  Aluminumalloy  Flat  -  7  Dec  19  84  . . . . 

NAS  1252-84 

REV  2 

5310 

AS 

29  May 

86 

AS 

11 

Wosher  Extractor,  Laundry  (Shipboard) . . . 

L 

MU-W-23554C 

3510 

SH 

16  Mor 

84 

uH 

Washer  Preferred  For  Design,  Listing  Of . . 

Mtl-STD-1764 

NOTICE  1 

5310 

AR 

31  Jon 

80 

AR 

Washer  Screw,  Socket  Head . 

L 

MIL-W-50964A 

NUORAR 

05  May 

72 

AR 

Washer  Sealing  •  Jul  74  W/DOD  Exceptions  . . 

E 

NAS  1598-74 

REV  1 

5310 

AS 

15  Sep 

78 

AV 

AS 

11 

Washer  Sterilizer,  Surgical  Instrument  . . . . 

GG-S-I341A 

6530 

•DM 

26  Nov 

75 

Washer-for  Use  With  Aircraft  Aluminum  Terminals......... . . . 

MS-25440C 

5310 

AS 

15  Apr 

74 

ER 

AS 

11 

Washer,  Aircraft  Hydraulic  Packing  Back-up....... . . . 

O 

Mll-W-55218  (1) 

5310 

82 

07  Feb 

83 

AV 

99 

Wosher,  Back-up,  37  Deg.  Flared  And  Flareless  Type,  Hydraulic . . . . . 

MS-5188? 

NOTICE  1 

4730 

AR 

12  Feb 

87 

AR 

99 

Washer,  Bedpan  And  Urinol . . . . . . . 

GG-W-1018 

6530 

t 

25  Sep 

57 

Washer,  Bedpan  And  Urinal . . . . . . . . . . . . . 

GG-W-00101C 

6530 

t 

21  Feb 

65 

Washer,  Concave  &  Wosher  Convex  (Spherical  Set),  Steel,  Metric . 

DOD-W-63546/8 

5310 

AR 

16  Mor 

87 

AR 

OS 

Waiher,  Concave,  Steel,  Alloy . 

Mll-W-45595/7 

5310 

AR 

16  Aug 

85 

AR 

99 

Washer,  Convex,  Steel, olloy . 

Mll-W-45595/6 

5310 

AR 

16  Aug 

85 

AR 

99 

Wosher,  Countersunk  &  Plain,  For  Use  With  Bolts  &  Nuts  Up  To  &  Including  220 

MS-14183B 

5310 

AS 

30  Jan 

89 

AV 

AS 

9? 

KSI  Flu 

Washer,  Countersunk  And  Plain  For  Use  With  Bolts  And  Nuts  Up  To  And  Including 

Flu 

Wosher,  Countersunk  And  Plain,  High  Strength . 

MS-21299 

5310 

AS 

28  Jon 

72 

AV 

AS 

99 

MS-20002E 

5310 

AS 

29  Dec 

72 

AR 

AS 

99 

Washer,  Countersunk  And  Plain,  For  Use  With  Bolts  And  Nuts  Up  To  And  Including 

MS-21206 

5310 

AS 

28  Jon 

72 

AV 

AS 

99 

220  Kti  Ftu 

Washer,  Coupling,  Flexible,  Varioble  Cavity,  Threaded,  Ferrule  Type  Tube  Ends  •  1 

AS  1715A-84 

4730 

82 

28  Oct 

88 

AV 

AS 

99 

Jan  1984 

Wosher,  Cup,  Lock  •  Cres  Ams  5510  (INACTIVE  Use  MS-9880) . 

MS-9684A 

5310 

AS 

15  May 

68 

AS 

11 

Wosher,  Cup,  Lock-spanner  Nut  Cres,  Ams  5646 . 

MS-9952A 

5310 

AS 

13  Aug 

71 

AS 

99 

Washer,  Cup,  Lock  •  Cres  Ams  5510 . 

MS-9880 

5310 

AS 

21  May 

68 

AS 

11 

Washer,  Dimpled,  100  Deg  -  15  Jun  83  W/DOD  Exceptions . 

E 

NAS  1169-83 

REV  4 

5310 

AS 

30  Jan 

84 

AS 

11 

Washer,  Dimpled,  100  Deg.,  Metric  -  June  1981.. . . . . . . . 

NA  0140THRU0144-81 

5310 

IS 

23  May 

86 

AR 

11  IS 

Washer,  Finishing&countersunk. . . . . . . . . 

MS-27129C 

5310 

AR 

18  Aug 

87 

AR 

99 

Washer,  Flat . . . . . . . . . . . . . 

AN970 

REV  6 

5310 

82 

04  Dec 

84 

AR 

SA 

99 

Washer,  Flat..,. . . . . . . . . . . 

MS-18173A 

5935 

EC 

20  May 

70 

CR 

EC 

85 

Washer,  Flat.,,.......,.,.. . . . . . 

AN960 

REV  20 

5310 

AS 

01  Apr 

86 

AS 

99 

Wosher,  Plot  (Plain) . . . . . . . . . . . 

FF-W-92B 

5310 

/AR 

09  May 

74 

AR 

OS 

99 

Washer,  Fiat  (Round),  Cres  . . . . . . . . . . . 

l 

MS-171888 

5310 

AR 

31  Aug 

87 

99 

Washer,  Flat  &  Ams  5510  (Asg)  . . . . . . . . . . . 

l 

MS-9321 

5310 

AS 

06  Feb 

63 

AS 

Washer,  Flat  -  Ams  5510 . . . . . . . 

t 

MS-9549 

5310 

AS 

19  Apr 

65 

AS 

Wosher,  Flat  -  Reduced  Outside  Diameter  •  30  Jun  81  W/DOD  Exceptions . ..... 

E 

NAS  620  81 

REV  3 

5310 

AS 

30  Jan 

84 

Washer,  Flat  *  Round,  Steel,  Generol  Purpose . . . . . . 

MS-51412A 

5310 

AR 

28  Feb 

83 

AR 

SH 

99 

Washer,  Flat  •  Steel  Ams  6437  Or  Ams  6485,  Diffused  Nickel-cadmium  Plated, 

MS-9482 

5310 

AS 

15  Nov 

65 

AS 

11 

Countersunk 

Wosher,  Flot  -ams  6350, . . . . . . . 

MS-9320A 

5310 

AS 

05  Aug 

64 

AV 

AS 

Washer,  Flot  (Burr)  . . . . . . . . * . . . . . . . . . 

MS-51936B 

5310 

AR 

31  Dec 

87 

AR 

VD 

V/uvIiei,  flu't  (nwwnd).. . . . . . . . . . 

l 

MS-213065 

5310 

ER 

20  Aug 

o 7 

ER 

99 

Wosher,  Flot  (Square) . . . . . . . . . . . . . 

MS-21307A 

5310 

ER 

19  Nov 

69 

ER 

YD 

V/osher,  Flat  Cres  AMS  5525  Or  AMS  5737,  Countersunk  . . . . 

MS-97688 

5310 

AS 

05  Jon 

83 

AS 

11 

Wosher,  Flat  Metol,  Round,  General  Purpose  (In./mm) . . . . . 

MS-15795G 

5310 

AR 

10  Jul 

86 

AR 

AS 

99 

V/asher,  Flat  Plastic  Nylon . . . . . . . . . . . . . 

MS-518598 

5310 

AR 

20  May 

87 

AR 

99 

Washer,  Flat-narrow  Series  . . . . . . . . . 

M5-51496B 

5310 

AR 

07  Ocl 

86 

AR 

99 

Washer,  Flct-round,  Steel,  Cadmium  Plated,  General  Purpose . . . . . 

MS-27 183E 

5310 

AR 

25  Apr 

86 

AR 

OS 

82 

Wosher,  Flat,  Aircraft  Hydraulic  Backup..................... . . . . . . . . . 

MS-28777C 

5830 

82 

16  Moy 

84 

AV 

AS 

99 

Washer,  Flat,  For  Oversize  Fasteners  &  Fastener  Sfeeve  . . . . . 

MS-14226 

5310 

AS 

24  Sep 

82 

AV 

AS 

11 

Wosher,  Flat,  Metric  General  Specification  For . . . . . . . . 

Mll-W-70342 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

Wosher,  Flot,  Metal,  Round,  Medium  Series,  Nonmagnetic . 

L 

MS-162128 

5310 

SH 

08  Mor 

67 

SH 

Washer,  Flat,  Narrow  Series  (Type  II),  Carbon  Steel,  Metric................. . . . 

Mll-W-70342/3 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

Washer,  Flat,  Port  Of  Rf  Coaxial  Connectors.,.,. . . . . 

MS-91 124A 

5935 

CR 

13  Mor 

63 

CR 

EC 

85 

785 


ALPHABETICAL  LISTING 


TITLE 


Washer,  Flat,  Plain  •  Metric  •  1981  (W/errala  7/83) . 

Washer,  Flat,  Regular  Series  (Type'l),  Carbon  Steel,  Metric  . . . 

Washer,  Flat,  Regular  Series  (Type  l),  CRES,  Metric ................................... 

Washer,  Flat,  Round,  Corrosion  Resisting  Steel  (For  Electrical  Applications 

Washer,  Flat,  Wide  Series  (Type  lii).  High  Strength,  Alloy  Steel,  Metric.... 

Washer,  Flat,  Wide  Series  (Type  Hi),  Corbonsteel,  Metric . . . 

Washer,  Half,  Part  Of  Series  C  Connectors . . . 

Washer,  Insulating,  For  Split  Knob  Type  Electrical  Insulator . . . 

Washer,  Key . . . . . . . . . . 

Washer,  Key  •  Cres,  AMS  5510,  90  DEG,  Locking  . . . . . . . 

Washer,  Key  *  Single,  Bearing  Retaining,  Ams  8350  (Asg)  . . . . 

Washer,  Key  •  Single,  Ams  6350  (Asg) . . 


Washer,  Key,  External,  Brass,  Metric  . . . . . . 

Washer,  Key,  Flat,  General  Purpose . . . . . 

Washer,  Key,  Flat,  long,  Steel,  Metric . . . . . . . . . . 

Washer,  Key,  Flat,  Long,  Brass,  Metric . . . . . . . . . . . . . 

Washer,  Key,  Flat,  long  8.  Short,  Steel,  Metric . . . . . . . . 

Washer,  Key,  Flat,  Long  &  Short,  Brass,  Metric..................... . . . 

Washer,  Key,  Internal,  Steel,  Metric . . . . . . . 

Washer,  Key,  Metric  General  Specification  For...... . . . 

Washer,  Key,  Retaining  Boll  And  Roller  Bearings . . . 

Washer,  Key,  Retaining,  Boll  And  Roller  Bearing,  light  Series . . . . 

Washer,  Key,  Retaining,  Wheel  Bearing . . . . . 

Washer,  Lock  •  Helical  Spring,  Regular  (Medium)  Series  . . . . . 

Washer,  lock  *  Helical  Spring,  Heavy  Duty . . . . . . . 

Washer,  Lock  •  72  (Reapproved  83)  . 

Washer,  Lock  (Spring) . . . . . 

Washer,  lock  (Tooth) . . . . . . . . . . . 

Washer,  Lock  Countersunk,  80  DEG.-82  Deg.,  External  Tooth  (IN./MM) . . 

Washer,  Lock  Countersunk,  100  Deg.,  External  Tooth  (IN./MM) . 

Washer,  Lock  Flat,  Internal  Tooth  (Metric) . . . 

Washer,  Loek-helicol  Spring,  Hi-collar . . . 

Washer,  Lock-ipring,  Helical,  Regular  (Medium)  Series . . . . . 

Washer,  Lock*spring,  Helical,  Extra  Duty  (Extra  Heavy)_Series  . . . 

Washer,  Lock,  Flat,  External  Tooth  (Metric)... . . . . . 

Washer,  Lock,  Flat  Internol  Tooth . . . . . ...» . . . . . . . . 

Washer,  Lock,  Flat,  Heavy,  Internol  Tooth  . . . . . . 

Washer,  lock,  Flat-external  Tooth  (In./mm) . . . . . . . . 

Washer,  Lock,  Flat,  External  Tooth,  Nonmagnetic  . . . . . . 

Washer,  lock.  Flat  *  Internal  Tooth  Type . . . . . . . . . . . . . . 

Washer,  Lock,  Flot  External  Tooth . . . . . . 

Washer,  Lockf  Internol  And  Externa!  Tooth  . . . . . . . 

Washer,  Metol,  Flat,  Plain,  Rectongular . . . . . 

Washer,  Nonmetallic,  Insulating  Electrical  *  15  Sep  69  W/dOD  Exceptions . . 

Washer,  Pipe!,  Automatic,  Adams  Type . . . . . . . . . . . 

Washer,  Pipe!,  Automotic,  Siphon  Tube  Type  . . . . . . . . 

Washer,  Pipe!,  Automatic....... . . . . . . . . . . . 

Washer,  Plain  •  20  SEP65 . . . . . 

Washer,  Piom  And  Countersunk  I20U  Deg  -  Sep  /J  W/UUD  Exceptions. . 

Washer,  Radius  •  7  Nov  80  W/DOD  Exceptions . . . . . . . . 

Washer,  Recessed,  Saddle  And  Shouldered-metal................................................. . 

Washer,  Recessed  Countersunk  Two  Surfaces,  For  Use  With  Wheel  Bolts  And  Nut* 
Up  To  And  Including  180  Ksi  Ftu 

Washer,  Recessed,  Aluminum  Alloy  ................ . . . . . . . 

Washer,  Recessed  Countersunk  Two  Surfaces  For  Use  With  Wheel  Bolts  And  Nuts 
Up  To  And  Including  220KS1  Ftu 

Washer,  Rod  End  Locking  -  Dec  61  W/dod  Exceptions......................... . . . . 

Washer,  Saddle  Square,  Curved  (Pole  line)....................................... . . 

Washer,  Saddle,  Steel,  Carbon  . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

ANSI  B18.22M-81 

5310 

AR 

05  Apr 

32 

AR 

SH 

99 

MIL-W-70342/1 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

MIL-W-70342/2 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

MS-14151 

5310 

AS 

16  Jul 

73 

AV 

AS 

99 

NOTICE  1 

MIL-W-70342/4 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

Mlt-W-70342/5 

5310 

AR 

04  Nov 

88 

AR 

AS 

99 

MS-90221 A 

5935 

EC 

25  Nov 

53 

CR 

EC 

85 

MIL-W-52815 

5970 

ME 

12  Jun 

74 

ME 

MS-2508  IJ 

5310 

82 

16  Aug 

77 

AS 

99 

MS-95818 

5310 

82 

12  Jon 

73 

AV 

AS 

99 

MS-172201 

5310 

82 

07  Sep 

62 

AS 

99 

MS172235  REV  2 

MS-172271 

5310 

82 

07  Sep 

62 

AS 

99 

MS172320  REV  2 

MA  4039-87 

5310 

IS 

25  Aug 

88 

AR 

99  IS 

MS-9274B 

5310 

AS 

26  Oct 

72 

AS 

11 

MS-19070A 

3110 

OS 

07  Od 

87 

AT 

OS 

11 

MA  4037-87 

53)0 

IS 

17  Oct 

88 

AV 

99  IS 

MS-9582B 

53)0 

AS 

12  Jon 

73 

AV 

AS 

99 

MS-9276B 

5310 

AS 

12  Jan 

73 

AV 

AS 

11 

MS-90818 

5310 

AS 

26  Oct 

72 

AS 

11 

MS-17 184A 

5310 

AS 

09  Apr 

65 

AS 

NAS  1636  63 

5310 

AS 

14  Jun 

74 

:V 

AS 

N 

DOD-W-63546/5 

5310 

AR 

05  May 

88 

AR 

11 

NOTICE  1 

DOD-W-63546/6 

5310 

AR 

05  May 

88 

AR 

11 

NOTICE  1 

MS-27I11A 

5310 

AR 

01  Aug 

68 

AR 

99 

DOD-W63546/1 

5310 

AR 

05  May 

88 

AR 

11 

NOTICE  1 

OOD-W-63546/2 

5310 

AR 

05  Mo y 

8C 

AR 

11 

NOTICE  1 

DOD-V/-63546/3 

5310 

AR 

05  Moy 

88 

AR 

1) 

NOTICE  1 

DOD-W-63546/4 

5310 

AR 

05  May 

88 

AR 

11 

NOTICE  1 

DOD-W-63546/7 

5310 

AR 

02  Apr 

84 

AR 

1) 

OOD-W-63546A 

5310 

AR 

05  Nov 

82 

AR 

99 

SUPP  1A 

MH-W-21338A 

5310 

AT 

15  Jan 

70 

AT 

OS 

99 

MS-19069 

3110 

OS 

07  Jun 

61 

AT 

OS 

11 

MS-21258A 

53)0 

82 

28  Dec 

84 

82 

MS-51415B 

5310 

AR 

20  Aug 

87 

AR 

SH 

MS-51416 

5310 

AR 

18  Oct 

82 

AR 

SH 

ANSI  BI8.21.1-72 

5310 

AR 

20  Nov 

72 

AR 

AS 

99 

PF-W-84A  (3) 

53)0 

/AR 

07  Mar 

80 

AR 

99 

FF-W-100C  (1) 

5310 

/AR 

01  Oct 

80 

AR 

AS 

99 

MS-35336D 

5310 

AR 

30  Mor 

70 

AR 

99 

MS-35790E 

53)0 

AR 

20  Mor 

72 

AR 

99 

DOD-W-70336/3 

5310 

AR 

08  Jon 

88 

AR 

OS 

99 

MS-5I848B 

5310 

AR 

01  Jun 

88 

AR 

AS 

99 

NOTICE  1 

MS-35338H 

5310 

AR 

29  Nov 

83 

AR 

AS 

99 

MS-353400 

5310 

AR 

20  Mor 

74 

AR 

AS 

99 

DOD-W-70336/4 

5310 

AR 

08  Jan 

88 

AR 

OS 

99 

MS-35333J 

5310 

AR 

09  Feb 

81 

AR 

AS 

99 

MS-35334D 

5310 

AR 

06  Feb 

74 

AR 

99 

MS-35335E 

5310 

AR 

20  Mor 

72 

AR 

99 

MS-I6213B 

5310 

SH 

02  Dec 

68 

SH 

MS-51413A 

53)0 

AR 

17  Mor 

36 

AR 

SH 

99  . 

MS-51414A 

5310 

AR 

17  Mor 

86 

AR 

SH 

99 

MS-459048 

5310 

AR 

06  Feb 

74 

AR 

OS 

99 

MS-51867A 

5310 

AR 

31  Dec 

87 

AR 

YD 

NAS  549-69 

5310 

AS 

17  Oct 

84 

AS 

11 

REVO 

MS-36591 

6640 

EA 

08  Nov 

83 

EA 

MS 

99 

MIIAV-36986A 

6640 

DM 

20  Sep 

78 

MD 

MS 

03 

MS-36592A 

6640 

EA 

08  Nov 

83 

EA 

MS 

99 

ANSI  BI8.22.1-65R81 

5310 

AR 

20  Nov 

81 

AR 

SH 

99 

NAS  168/  /J 

53 IU 

AS 

\t>  6e^ 

/8 

AV 

Ab 

II 

NAS  1401-80 

5310 

AS 

30  Jan 

84 

AS 

N 

REV  1 

MIL-W-45595D 

5310 

AR 

16  Aug 

85 

AR 

YD 

SUPl  1 

MS-14155 

5310 

AS 

13  Sep 

74 

AS 

99 

Mll-W-45595/3 

5310 

AR 

16  Aug 

85 

AR 

99 

MS-14I77A 

5310 

AS 

21  Sep 

77 

AV 

AS 

99 

NAS  513-6) 

5310 

AS 

14  Jurv 

74 

AV 

AS 

11 

MS-21308C 

53)0 

ER 

09  Sep 

67 

ER 

YD 

99 

MIL-W-45595/4 

5310 

AR 

16  Aug 

85 

AR 

99 

Washer,  Key  -  270  Deg.  Locking  Cres,  AMS  5510,  Metric  *  Aug  87. . . . . . 

Washer,  Key  Double,  Bearing  Retaining,  Ams  5510  (Inactive  10-2672)  . . . 

Washer,  Key  Retaining,  Ball  And  Roller  Bearing,  Regular  Series  . . . . 

Washer,  Key  90  Deg  Locking  Cres,  AMS  5510,  Metric  Aug  87  . . . . . 

Washer,  Key  Cres,  AMS  5510,  270  DEG.  Locking . . . . . . . 

Washer,  Key-cres,  Ams  5510,  180  Deg.  Locking  . . . . . . 

Washer,  Key-double,  Hearing  Retaing,  Ams  6350  Inactive  For  Design  26  Oct  1972 


Washer,  Key-drive  (5ynchro) . . . . . . . . . . . . . .  L 

Washer,  Key,  Dual  Tab  •  Jun  63  W/dod  Exceptions . . . .  E 

Washer,  Key,  External,  Steel,  Metric  . . . . . 
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ALPHABETICAL  LISTING 


TITLE 

Washer,  Saddle,  Aluminum  Alloy . . . . . . . - . 

Washer,  Shouldered,  Phenolic  . . . . . . 

Washer,  Shouldered  (Bolt  Assembly,  Clamp) . . . . 

Washer.  Shouldered,  Polyamide  (Nylon)  . . . . . . . . . . 

Washer,  Shouldered,  Polytetrafluoroethylene . 

Washer,  Special . . . . . . . . . 

Washer,  Special . . . . . . . . . . . . . . . . 

Washer,  Split,  Part  Of  Series  C  Connectors . . . . . . . . . . 

Washer,  Spring  Tension,  Curved,  Spring  Steel............ . . . . . 

Washer,  Spring  Tension  (Bolt  Assembly,  Clomp) . 

Washer,  Spring  Tension  General  Specification  For  . . . 

Washer,  Spring  Tension,  Series,  Lc  Connectors  . . . . . . . . . 

Washer,  Spring  Tension,  Belleville  Spring,  Spring  Steel . . . . . 

Washer,  Spring  Tension,  Serrated  (Ribbed)  (Belleville  Spring),  Metric . . . . 

Washer,  Spring  Tensionbelleville  Spring,  Corrosion  Resistant  Steel  . . 

Washer,  Spring  Tension,  Series  Lc  Connectors..... . . . 

Washer,  Spring  Tension,  Wave,  Copper-beryllium  . . 

Washer,  Spring  Tension  Cylindrically  Curved  And  Waved,  Metric  . . 

Washer,  Spring  Tension,  Wave,  Cres  302  . . . . . . . . . 

Washer,  Spring  Tension,  (Belleville  Spring)  Metric................. . . . 

Washer,  Spring  Tension,  Curved,  Spring  Steel . . . 

Washer,  Spring  Tension,  Cylindrically  Curved  &  Waved  General  Specification  For, 
Metric 

Washer,  Spring  Tension,  Wave,  Spring  Steel . . . 

Washer,  Spring  Tension,  Finger  Type,  Steel . . . . . . . . . . 

Washer,  Spring  Tension,  Curved,  CRES,  302  . . . . . 

Washer,  Spring  Tension,  Curved,  Copper,  Beryllium . . . 

Washer,  Spring,  Port  Of  Rf  Coaxial  Connectors  . . . . 

Washer,  Steel,  Plain  (Flat),  Unhardened  For  General  Use  -  28  Oct  83 . 

Washer,  Thrust,  Steel . . . . . . 

Washer,  Tooth  Lock  (Inactive) . . . . . . . . . 

Washer,  5052  Aluminum  Alloy  *  20  Nov  78  W/DOD  Exceptions  . . . 

Washers  •  Plastic  And  Synthetic  Rubber  •  15  Jun  83 . 

Washers  Hardened  Steel,  Standard  Specification  For  •  25  Mar  83  . . . . 

Washers,  Lock,  (Metric) . . . . . . . . . . . . . 

Washing  &  Screening  Plant,  Aggregate  B.  Sand,  Electric  Motor  Driven,  Trailer 
Mounted,  150  Tons  Per  Hour 

Washing  And  Screening  Unit,  Aggregate,  Electric  Motor  Driven,  75  Ton  Per  Hour 
Capacity 

Washing  Machine  And  Drying  Tumblers,  House  Hold  laundry.  Power  Operated  And 
laundry  Ommercial  (Self-service) 

Washing  Machine,  Glassware  . 

Washing  Machine,  laundry.  Open  End  Type,  Trailer  Mounted . . . 

Washing  Machines,  Pot  And  Pan,  Commercial  (Including  Accessory  Equipment)  . 

Waste  Container,  Plastic,  2  Wheeled,  45  Gallon,  With  Lid  . . . . . 

Waste  Disposol  Methods  For  Military  Packaging  Materials . 

Waste  Receptacles,  Plastic . . . 

Waste  Receptacle,  Swinging  Doors . . . 

Waste  Receptacle,  Plastic,  With  Interchangeable  Tops,  lid.  Or  Cover  And  liner . 

Waste  Receptacle,  Wall  Or  Post  Mounted.... . . . . . . . . . . 

Waste  Receptacle,  Plastic,  With  Lid . . . . . . . 

Waste  Receptacle,  Step  On  Type  . . . . . . . 

Waste  Receptacle,  Funnel  Top,  Plostic . 

Waste  Receptacle,  Funnel  Top,  Plastic  . . . . . 

Waste  Receptacle,  Mobile,  Plastic,  With  lid  . . . ... 

Waste  Receptacle,  Step  On,  Plostic,  With  liner... . . . 

Waste  Receptacle,  Wall  Or  Post  Mounted............. . . . . 

Waste  Receptacle,  Plostic . . . . . . . . . . . 

Waste  Receptacle,  Mobile,  Plastic . . . . . . . . 

Waste  Receptode,  Swing  Top,  Plostic . . . . . . . . 

Waste  Receptacle,  Plastic,  With  Square  Top,  With  Swinging  Doors  And  Liner  .......... 

Waste  Receptacle,  Dome  Top,  With  Swinging  Door,  Plastic  With  Liner. . . 

Waste  Receptacle,  Mobile,  Plostic  . . . . . . . . . . . 

Waste,  Matted  Yarns . . . . . . . . . . . 

Watch  Gloss,  Laboratory  . . . . . . . 

Watch  Gloss,  Laboratory . . . . . . . . 

Watch,  Wrist,  Digital . . . . . . . 

Watch,  Wrist,  Genera*.  Purpose  . . . . . . . . . 

Wotch,  Wrist,  Submersible  (400-FOOT),  Non-mognetic . . . 

Water  &  Sediment  In  Crude  Oils  -  73  (Reapproved  84)  . . . . . . ......... 

Water  Both,  Electric,  Circulating.............. . . . . . . . . . . 

Water  Bath,  Electric,  Serological,  115  Volt,  50/60  Hz,  Ac  . . . 

Water  Both,  Electric,  120/230  Volt,  50/60  HzaC . . . . . ... 

Water  Bath,  Electric,  Serological,  6  Rock,  1 15  Voir,  50-60  Hz,  Ac . . . . . 

Water  Bath,  Electric  -  Hustologicol . . . . . . 

Water  Bath,  Electric,  Precision,  6  Rock,  115  Volt,  50-60  Hz,  Ac . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-W-45595/5 

5310 

AR 

16  Aug 

85 

AR 

99 

Mll-W-45595/8 

5310 

AR 

12  Nov 

85 

AR 

99 

MIL-W-70332/4 

5310 

AR 

25  May 

84 

AR 

AS 

99 

MIL-W-45595/1 

5310 

AR 

16  Aug 

85 

AR 

99 

MIL-W-45595/2 

5310 

AR 

16  Aug 

85 

AR 

99 

MS-3351 

6615 

AS 

10  Jon 

69 

AS 

MS-3353 

6615 

AS 

10  Jan 

69 

AS 

MS-91820 

5310 

ER 

25  Nov 

53 

ER 

SH 

99 

MIL-W-12135/5 

5310 

AR 

30  Jul 

84 

AR 

OS 

99 

Mll-W-70332/5 

5310 

AR 

25  May 

84 

AR 

AS 

99 

MII-W-12133C 

5310 

AR 

24  Apr 

86 

AR 

OS 

99 

SUPL  1 

MS-91611 

5310 

EC 

21  Sep 

54 

ER 

EC 

99 

MIL-W-12133/1B 

5310 

AR 

25  Apr 

86 

AR 

OS 

99 

DOD-W-63474/3 

5310 

AR 

28  May 

86 

AR 

OS 

99 

MIL-W-12133/2A 

5310 

AR 

18  Apr 

86 

AR 

OS 

99 

MS-91612 

5310 

EC 

21  Sep 

54 

CR 

SH 

99 

M1L-W-12133/3 

5310 

AR 

30  Jul 

84 

AR 

OS 

99 

DOD-W -63474/1 A 

5310 

AR 

14  Feb 

89 

AR 

SH 

NOTICE  1 

MIL-W-12133A/4A 

5310 

AR 

28  Feb 

86 

AR 

OS 

99 

DOD-W-63474/2A 

5310 

AR 

18  Apr 

86 

AR 

OS 

MIL-W-12133/5 

5310 

AR 

28  Apr 

86 

AR 

OS 

99 

DOD-W-63474A 

5310 

AR 

15  May 

84 

AR 

SH 

MIL-W-12133/6 

5310 

AR 

24  Apr 

86 

AR 

OS 

99 

MIL-W-12133/7 

5310 

AR 

18  Apr 

86 

AR 

OS 

99 

MIL-W-12133/8 

5310 

AR 

18  Jun 

87 

AR 

OS 

99 

MIL-W-12133/9 

5310 

AR 

09  Oct 

87 

AR 

OS 

99 

MS-90217A 

5310 

ER 

25  Nov 

53 

ER 

SH 

99 

ASTM  E 844 -83 

5310 

AR 

01  Aug 

86 

AR 

SH 

99 

MS-17811 

3120 

OS 

16  Mar 

62 

AT 

OS 

11 

AN936 

5310 

AS 

28  Sep 

70 

AV 

AS 

90 

REV  7 

NAS  1197-78 

5310 

AS 

30  Jan 

84 

AS 

11 

REV  2 

NAS  1515-83 

5310 

AV 

20  May 

83 

AV 

AS 

11 

REV  3 

ASTM  F436-83B 

5310 

AR 

16  Apr 

84 

AR 

YD 

99 

DOD-W-70336 

5310 

AR 

31  Dec 

87 

AR 

OS 

99 

MIL-W-23455D 

3820 

YD 

04  Jan 

89 

ME 

YD 

MIL-W-52125B 

3820 

ME 

19  Jul 

68 

ME 

99 

OO-W-860D  (1) 

3510 

•GL 

27  Moy 

s 

rs 

GL 

YD 

99 

NOTICE  (1) 

MS-51435 

6640 

EA 

29  Jun 

83 

EA 

MS 

99 

MIL-W-44167A 

3510 

Gl 

22  Dec 

86 

GL 

OO-W-1307B 

7320 

/YD 

12  Apr 

85 

GL 

YD 

99 

A-A-322A 

7240 

X 

24  Jan 

80 

MIL-HDBK  742 

81GP 

GL 

27  Feb 

87 

GL 

SA 

69 

NOTICE  1 

MIL-W-43531A  (2) 

7240 

GL 

22  Sep 

78 

GL 

99 

RR-W-llOlA 

7240 

% 

31  Oct 

72 

A-A-324 

7240 

t 

05  Oct 

79 

RR-W-001588 

7240 

X 

20  Mar 

70 

A-A-235 

7240 

l 

30  Sep 

79 

A-A-51058B 

7240 

/MB 

26  Jun 

87 

MD 

MS 

03 

A-A-325 

7240 

X 

03  Oct 

79 

A-A-1070 

7240 

X 

24  Jon 

80 

A-A-295 

7240 

X 

30  Sep 

79 

A-A-1495 

7240 

t 

18  Jul 

80 

A-A-281 

7240 

X 

21  Sep 

79 

L-W-25D  (1) 

7240 

•GL 

05  Mar 

74 

GL 

YD 

99 

l-W-1653  (1) 

7240 

t 

27  Dec 

76 

A-A-326A 

7240 

X 

15  May 

80 

A-A-327 

7240 

X 

05  Oct 

79 

A-A-328 

7240 

X 

05  Oct 

79 

l-W-001653 

7240 

X 

21  May 

71 

DDD-W-101C  (2) 

8305 

•Gl 

27  Apr 

70 

Gl 

NU 

99 

DD-W-131C 

6640 

/DM 

10  Nov 

58 

MD 

MS 

03 

MS-36000B 

6640 

EA 

04  Oct 

83 

EA 

MS 

99 

MIL-W-87967 

6645 

82 

15  Dec 

88 

AR 

SH 

99 

NOTICE  1 

MIL-W-46374D  (1) 

6645 

AR 

11  Oec 

86 

AR 

SH 

99 

MIL-W-22176A  (4) 

6645 

SH 

22  Jul 

87 

SH 

99 

ASTM  D96-73 

91GP 

ME 

20  Dec 

74 

ME 

SH 

11 

MS-36002 

6640 

EA 

16  Jan 

84 

EA 

MS 

99 

MII-W-37060A 

6640 

DM 

31  Mar 

76 

MD 

MS 

03 

MIL-W-42062 

6640 

MB 

15  Aug 

88 

MD 

MS 

03 

MIL-W-37045 

6640 

DM 

20  Mar 

74 

MD 

MS 

03 

MS-36348A 

6640 

EA 

16  Jan 

84 

EA 

MS 

99 

MIL-W-37090 

6640 

DM 

24  Sep 

74 

MD 

MS 

03 
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ALPHABETICAL  LISTING 


TITLE 

Water  Bath,  Electric  Serological . . . . . . . . . . . 

Water  Bath,  Electric,  Serological . . . . . . . . 

Water  Bath,  Electric,  Serological  . . . . . . 

Woter  Chiller,  Small,  Mobile . . . . . . . . . . . 

Water  Cooling  Of  Shipboard  Electronic  Equipment,  General  Specification  For . . 

Water  Displacing  Compound  (With  Corrosion  Inhibitor)  . . . . . 

Water  For  Injection,  Sterile, u*sp  . . . . . . . . . . 

Water  For  Irrigation,  Sterile,  U.s.p . . . . . . . . . . . 

Water  For  Irrigation,  Sterile  USP. . . . . . . 

Water  Hammer  Arresters  . . . . . . . . . . . . 

Water  In  Engine  Coolant  Concentrate  By  The  Iodine  Reagent  Method  -  27  Jul  79  .... 

Water  In  Insulating  Liquids  (Karl  Fischer  Reaction  Method)  -  29  Apr  83 . . . 

Water  In  Volatile  Solvents  (Fischer  Reagent  Titration  Method)  . . 

Water  Indicating  Paste,  Metric . . . . . . . . . 

Water  Mains,  Disinfecting,  AWWA  Standard  For  -  26  Jan  86  . . . . . . 

Water  Mains,  Ductile  Iron,  &  Their  Appurtenances,  Installation  Of  -  1  Feb  82 . . 

Water  Miscibility  Of  Water  Soluble  Solvents. . . . . . 

Water  Paint,  Powder  (Cementitious,  White  &  Colors) . . . . . . . . . 

Water  Penetration  Of  Exterior  Windows,  Curtain  Walls,  &  Doors  By  Uniform  Static 
Air  Pressure  Difference  •  25  July  1986 

Water  Penetration  And  Leakage  Through  Masonry,  Standard  For  •  3  Oct  86..... . 

Water  Pretreatment  Decontamination  Set,  CB  Agents,  Packaging  Of  . . . 

Water  Proof  Electricol  Connectors  (Edition  1) . . . . . . . . . 

Water  Purification  Compounds . . . . . . . . . . 

Water  Purification  Unit,  Frame  Mounted  Dintomite  Type,  25  G.P.M.... . . 

Water  Purification  Unit,  &  Water  Purification  Equipment  Set,  600  GPH,  Packaging 
Of 

Water  Purification  Unit  Cargo  Body  Mounted,  Electric  Motor  Driven,  Erdlator  Type 
Clarifier,  Dlatomite  Type  Filter,  600  Gph,  Type  li  (ABCA-237) 

Water  Purification  Unit,  &  Waterpurification  Equipment  Set,  420  GPH,  Packaging 
Of 

Water  Purification  Tablet,  Iodine  . . . . . . . . . . 

Water  Purification  Unit,  Electric  Motor  Driven,  Erdlator  Type  Clarifier,  Dlatomite 
Type  Filter,  420  Gallons  Per  Hour 

Water  Purification  Unit  Van  Body  Mounted,  Electric  Motor-driven,  Erdlator-type 
Clarifier,  Diatomite  Type  Filters,  1500  Gph  (ABCA-112) 

Water  Purification  Unit,  Reverse  Osmosis,  600  GPH . . . . . 

Water  Purification  Unit,  &  Water  Purification  Equipment  Sets,  3,000  GPH, 

Packaging  Of 

Water  Purification  Unit,  Electric  Motor  Driven,  Erdlator  Type  Clarifier,  Diatomite 
Type  Filter,  Von  Body  Mounted,  1,500  GPH 
Water  Purification  Plant,  Semi  Permanent,  Electric  Motor  Driven,  Erdlator  Type 
Clarifier,  Sand  Filters,  10,000  GPH 

Water  Purification  Units,  &  Water  Purification  Equipment  Sets,  1,500  GPH, 
Packaging  Of 

Water  Purification  Unit,  Electric  Motor  Driven,  Erdlator  Type  Clarifier,  Diatomite 
Type  Filter,  Base  Mounted,  3,000  GPH 

Water  Purification  Unit,  Electric  Motor  Driven,  Erdlator  Type  Clarifier,  Diatomite 
Type  Filter,  Van  Body  Mounted,  3,000  GPH 

Water  Quality  Anolysis  Set,  Engineer  . . . . . 

Water  Quality  Analysis  Set,  Preventive  Medicine.... . . . . . 

Water  Quolity  Control  Set . . . . . . . . . 

Water  Repellent  Kit,  Window  And  Windshield,  Glass  And  Plastic . . . 

Water  Repellent,  Colorless,  Silicone  Resin  Base  . . . . . . . . 

Woter  Resistance  Of  Paper,  Paperboard,  &  Other  Sheet  Materials  By  The  Dry 
Indicator  Method  -  27  Aug  73 

Water  Set  (Plastic) . . . . . . . 

Water  Softener  Unit,  Lime-soda  Type  . . . . . 

Water  Stondard  Definitions  Of  Terms  Relating  To  •  22  Mor  78  . . 

Water  Supply  Kit,  Pump-filter,  Type  FM-176A . . . . . . . 

Water  Supply  System,  A.'tomotlc . . . . . . . . . . 

Water  Test  Device,  Anti  Exposure  Coverall . 

Water  Testing  Kit,  Bacteriological . . . . . . . . 

Water  Testing  Kit,  Chemical  Agents,  M272  . . . ........ 

Water  Testing  Outfit,  Boiler . . . . . . . . . . . . 

Woter  Using  Karl  Fischer  Reagent  •  25  Apr  75  (Reapproved  81)  . . . . 

Water  Vapor  Transmission  Of  Materials  In  Sheet  Form-.20  Sep  66  . . , 

Water-  Borne  Adhesives,  Test  Method  For  Determining  Grit,  Lumps,  Or  Undissolved 
Matter  In  In  ■  26  July  1985 

Water-repellent  Compound,  Textile  Finish . . . . . . . .. 

Water-resistant  Gummed  Tape . . . . . . . . . . . 

Water-storage  Facilities,  Disinfection  Of,  AWWA  Standard  For  •  26  Jon  1986  . . 

Water-testing  Chemicals,  Boiler,  Shipboard  Use . . . . . 

Water,  Ammonia  Nitrogen  In  -  29  Jan  79. . . . . . 

Water,  Beta  Particle  Radioactivity  Of,  Standard  Test  Method  For  -  30  Oct  81. . 

Water,  Cadmium  In  •  28  Jul  78  . . . . . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

MS-36357C 

6640 

ea 

16  Jan 

84 

EA 

MS 

99 

A-A-50801A 

6640 

/MB 

16  Mar 

87 

MD 

MS 

03 

A-A-50856 

6640 

•MB 

29  Oct 

82 

MD 

MS 

03 

L 

MIL-W-53047  (3) 

6)30 

ME 

24  Sep 

86 

ME 

MIL-W-2I965D 

4420 

SH 

05  Feb 

88 

SH 

0-W-1284B 

6850 

V. 

25  Feb 

77 

A-A-0053156 

6505 

• 

11  Aug 

87 

MD 

MS 

03 

MIL-W-37540A 

6505 

DM 

25  May 

77 

MD 

MS 

03  DM 

A-A-0053376 

6505 

MB 

01  Mor 

88 

MD 

MS 

03 

DPI  WH201-77 

4510 

VO 

15  Apr 

83 

ME 

YD 

99 

ASTM  D1 123-79 

6850 

AS 

04  Dec 

80 

EA 

AS 

11 

ASTM  D1533-83 

6810 

EA 

31  Mo  y 

84 

EA 

68 

ASTM  D 1364-87 

8010 

MR 

20  Sep 

88 

MR 

11 

MIL-W-83779B 

6850 

68 

17  Jon 

85 

SH 

68 

AWWA  C651-86 

6840 

YD 

31  Jul 

87 

YD 

AWWA  C 600-82 

4710 

YD 

25  Jun 

82 

CE 

YD 

99 

ASTM  D1722-86 

6810 

EA 

20  Sep 

88 

EA 

A-A-1555 

8010 

t 

14  Apr 

81 

ASTM  E331-86 

5680 

YO 

05  Jun 

87 

YD 

99 

ASTM  E514-86 

5620 

YD 

03  Nov 

87 

ME 

YD 

99 

l 

MIL-W-52663A 

4610 

ME 

07  Ocl 

75 

ME 

NAT-STD-4040  (1) 

ISDN 

NM 

04  Sep 

69 

MIL-STD-1215B 

6850 

EA 

25  May 

88 

EA 

YD 

68 

L 

MIL-W-16676E 

NOTICE  1 

4610 

YO 

18  Aug 

86 

YD 

l 

MIL-W-52624B 

PACK 

84 

24  Aug 

88 

99 

Q-STD-237 

ISDA 

AM 

08  Apr 

71 

l 

MIL-W-5257IB 

4610 

ME 

21  Mor 

74 

ME 

Mtl.-W.2B3H 

6850 

GL 

25  Jun 

87 

Gl 

MS 

68 

MIL-W-52572D 

4610 

ME 

07  Aug 

78 

ME 

99 

Q-STD-112 

ISDA 

AM 

25  Sep 

73 

L 

M1L-W-52960A 

INT  AMD  2(ME) 

4610 

ME 

12  Dec 

84 

ME 

l 

Mil-W-526198 

4610 

ME 

09  Ocl 

75 

ME 

M1L-W-52482D 

INT  AMD  1 

4610 

ME 

01  Aug 

78 

ME 

MS 

99 

MII-W-52187C 

4610 

ME 

28  Moy 

75 

ME 

99 

l 

MIL-W-52604A 

4610 

ME 

06  Nov 

75 

ME 

MIL-W-52492D 

4610 

ME 

01  Moy 

80 

ME 

YD 

99 

MIL-W-52500C 

4610 

ME 

01  Aug 

78 

ME 

99 

l 

MIL-W.52874B 

6630 

ME 

10  Mor 

88 

ME 

l 

MIL-W-52875B  (1) 

6630 

ME 

13  Feb 

86 

ME 

MS-36557A 

NOTICE  1 

6630 

EA 

29  Jon 

88 

EA 

MS 

99 

Qt 

MIL-W-6882F  (1) 

6850 

AS 

13  Mor 

84 

EA 

AS 

20 

SS-W-110C 
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J 

16  Jun 

72 

ASTM  D779-73 

9310 

AS 

30  Sep 

81 

SM 

AS 

69 

A-A-30035A 

7350 

t 

10  Dec 

82 

l 

MIL-W-17122C 

4610 

YO 
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81 

YD 

ASTM  D1129-78A 
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68 

03  Nov 
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EA 

SH 

68 

MIL-W-83891  (1) 
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AS 
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AS 
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EA 
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EA 
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MIL-W-16642D  (1) 
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SH 
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82 

SH 

ASTM  E203-75 

9150 

ME 

28  Doc 

78 

ME 

SH 

11 

ASTM  E96-80 

PACK 

AS 

30  Sep 

81 

SM 

AS 

69 

ASTM  04500-85 

8040 

MR 

11  Jun 

87 
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SH 

20 

TT-W-1568  (2) 
NOTICE  1 

8030 
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GL 
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82 
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l 

MII-W-15000K 

6810 

SH 

24  Jul 

87 

SH 

ASTM  0)426-79 
NOTICE  1 

6810 

EA 

06  Mor 

87 

EA 

68 

ASTM  DI890-8I 

6810 

EA 

27  Sep 

84 

EA 

ASTM  03557-78 

6810 

68 

20  Jul 

81 

EA 

SH 

68 
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ALPHABETICAL  LISTING 


TITLE 


Water,  Calcium  &  Magnesium  In,  Standard  Test  Methods  For  ■  11  Sep  84. . . 

Water,  Chemical  Oxygen  Demand  (Dichromote  Oxygen  Demand)  Of,  Standard  Test 
Method  For  -  30  Dec  1983 

Water,  Chromium  In  *  3  Jul  80 . . . . . . . . . 

Water,  Cobalt  In  •  18  Feb  77  . . . . . . . . . . . . . 

Water,  Dissolved  Oxygen  In  Water,  Standard  Test  Methods  For  •  28  Feb  86............ 

Water,  Drinking,  Emergency,  Flexibly  Packaged . . . . 

Water,  Drinking,  Canned,  Emergency. . . . . . . . . . 

Woler,  Drinking,  Nonmagnetic  Canned,  Emergency . . . . 

Water,  Electrical  Conductivity  &  Resistivity  Of  •  28  Jon  77 . . . . . 

Water,  Fluoride  Ion  In  •  3  Jul  80 . . . . . . . . . . . 

Water,  Hardness  In  -  8  Sep  67  . . . . . . . 

Water,  Industrial,  &  Steam,  Equipment  For  Sampling  •  2  Oct  70  . . . . . 

Water,  Iron  In,  Standard  Test  Methods  For  •  27  Jan  84 . 

Water,  Molybdenum  In  •  3  Jul  80  . . . . . . . . 

Water,  Nickel  In  •  28  Jan  77, . 

Water,  Organochlorine  Pesticides  In  •  30  NOV79 . . . . . . . . . . . 

Water,  PH  Of  -  26  Oct  1984 . 

Water,  Phenolic  Compounds  In  -  3  Jul  80 . . . . . . . . 

Water,  Phosphors  In  •  28  Jul  72  . . . . . . . . . 

Water,  Repellency,  Of  Pressure  Treated  Wood, standard  Method  Of  1978  . . 

Water,  Reporting  Results  Of  Anolysis  Of  •  3  Oct  69. . . . . . 

Water,  Sampling  •  27  Aug  76  . . . . . . . . . 

Water,  Silica  In  •  31  Dec  80 . . . . . 

Water,  Standard  Test  Methods  For  Iodide  &  Bromide  In  •  29  Oct  82 . . . 

Water,  Standard  Test  Methods  For  Acidity  Or  Alkalinity  Of  -  25  Jun  82 . . . 

Water,  Standard  Test  Methods  For  Cyanides  In  •  27  Aug  82  . . . . . 

Water,  Standard  Test  Method  For  Alpha  Particle  Radioactivity  Of  •  30  Oct  81 . 

Water,  Sulfite  Ion  In  •  27  Jan  1984 . . . . . . . 

Water,  Total  Mercury  In  •  31  Oct  80. . . . . . . . . . . . . 

Water,  Turbidity  Of,  Standard  Test  Methods  For  •  18  Dec  81  . . . 

Water,  Vanadium  In,  Standard  Test  Methods  For  •  29  Jun  84 . . . 

Water.molybdenum  In,  Standard  Test  Method  For  •  30  Moy  86  . . 

Water, total  &  Organic  Carbon  In  -  27  Jon  78 . . . . . 

Watertightness  Of  Aircraft,  General  Speification  For  . . . . . . 

Watertightness  Of  Aircraft,  Testing . . . . . . . . . . . 

Wattmeter,  Seitchboard  Type,  4*1/2  Inch  . . . . 

Wattmeter,  TS-118/AP  . 

Waveguide  Assemblies,  Rigid  And  Flexible,  Selection  Of . . . . . 

Waveguide  Assemblies,  General  Specification  For. . 

Waveguide  Assemblies,  Rigid,  General  Specification  For. . . . 

Waveguide  Assemblies  (3.5  To  8.2  Ghz) . . . . . 

Waveguide  Assemblies,  Rigid,  90-DEGREE  E-plane  Bend . 

Waveguide  Assemblies,  Rigid,  45-DEGREE  E-plane  Mitered  Corner . 

Waveguide  Assemblies,  Rigid,  60-DEGREE  E-plane  Mitered  Corner . 

Waveguide  Assemblies,  Rigid,  90-DEGREE  E-plane  Mitered  Corner . . . 

Waveguide  Assemblies,  Rigid,  45-DEGREE  H-pIane  Bend . . . . . 

Waveguide  Assemblies,  Rigid,  60-DEGREE  H-plane  Bend . . . . . . 

Waveguide  Assemblies,  Rigid,  90-DEGREE  H-plane  Bend . . . 

Waveguide  Assemblies,  Rigid,  45-DEGREE  H-plane  Mitered  Corner . . . 

Waveguide  Assemblies,  Rigid,  60-DEGREE  H-plone  Mitered  Corner . 

Waveguide  Assemblies,  Rigid,  90-DEGREE,  H-plane,  Mitered  Corner . . 

Waveguide  Assemblies,  Rigid,  Straight  45  Degree  Twist . . . 

Woveguide  Assemblies,  Rigid,  30-DEGREE  E-plane  Bend.. . . . 

Waveguide  Assemblies,  Rigid,  30-DEGREE  H-plane  Bend . . . . . . . 

Waveguide  Assembly,  Rigid,  40  Degree  H-plone  Bend . . . . . . . . . 

Waveguide  Assemblies,  Rigid,  Cast,  45-DEGREE  E-plane  Bend,  Full  Corral  And  Self 
Jigging 

Woveguide  Assemblies,  Rigid,  Cast,  90-DEGREE  E-plane  Bend,  Full  Corral . 

Woveguide  Assembly,  Rigid,  Cast, -90  Degree  E-plane  Bend,  Miter  And  Radius  Back 
Miter,  Full  Corral 

Waveguide  Assembly,  Rigid,  Coast,  45  Degree  E-plone  Bend,  Reduced  Height,  Full 
Corral 

Waveguide  Assembly,  Rigid,  Cost,  90  Degree  E-plone  Bend,  Reduced  Height,  Radius 
Back  Miter,  Full  Corrol 

Waveguide  Assemblies,  Rigid,  Cost, -45-DEGREE  H-plane  Bend,  Full  Corral  And 
Self-|igging 

Waveguide  Assembly,  Rigid,  Cast,  60  Degree  H-plane  Bend,  Full  Corral . 

Waveguide  Assembly,  Rigid,  Cost,  90-DEGREE  H-plane  Bend,  Full  Corral ...» . . 

Woveguide  Assemblies,  Rigid,  Straighl,-90-DEGREE  Twist... . . . . . . 

Woveguide  Assembly,  Rigid,  Cast,  90  Oegree  H-plone  Bend,  Miter  And  Radius  Bade 
Miter,  full  Corrol 

Waveguide  Assembly,  Rigid,  Cost,  45  Degree  H-plane  Bend,  Reduced  Height,  Full 
Corrol 

Waveguide  Assembly,  Rigid,  Cast,-90  Degree  H-plane  Bend,  Reduced  Height,  Full 
Corral 

Woveguide  Assemblies,  Rigid,  90-DEGREE  Step  Twist  CG-1130/U  And  CG0131/U 
Waveguide  Assemblies,  Rigid,  90-DEGREE  Step  Twist,  CG-1128/U,  CG-1129/U, 
CG-1132/U,  And  CG-1133/U 
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FSC 

PREP 
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ASTM  0511*84 

6810 

EA 

18  Jun 
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EA 

ASTM  D1252-83 
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85 
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ASTM  D  1687*80 
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68 
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EA 

SH 
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Gl 
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GL 

SA 

50 

MIL*W.15117F 
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GL 
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87 
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68 
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ASTM  DU25.77E 

6810 

SH 
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81 
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SH 

68 
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EA 
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81 

EA 

SH 
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SH 

05  Moy 

81 

EA 

SH 
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6810 
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80 

EA 

SH 
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85 

EA 

68 

ASTM  D3372-80 
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EA 
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EA 
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ASTM  01886*77 

6810 

68 
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ASTM  D3086-79 
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SH 
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SH 
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ASTM  D  1783*80 

6810 

EA 
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EA 

SH 
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ASTM  0515-78E 

6810 

SH 
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EA 

SH 

AWPA  M18-78 
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SH 
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ASTM  D596-69R74 
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SH 
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ASTM  D3370-76 
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SH 
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EA 
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ALPHABETICAL  LISTING 


TITLE 

Waveguide  Assemblies  Rigid,  90-DEGREE  Siep  Twist,  CG-1134/U  Through 
CG-1147/U 

Waveguide  Assemblies,  Rigid,  45-DEGREE  E-plane  Bend.................... . . . 

Waveguide  Assemblies,  Rigid,  60-DEGREE  E-plane  Bend . . . . . 

Waveguide  Assembly,  Flexible,  Twistable,  &  Non  Twistoble,  General  Specification 
For 

Waveguide  Assembly,  Flexible,  Twistable,  Class  1 . . . 

Waveguide  Assembly,  Flexible,  Non-twistoble,  Class  2 . 

Waveguide  Assembly,  Extra  Flexible,  Twistable,  Class  3  . . . . . 

Waveguide  Assembly,  Flexible,  Twistable,  Class  5  . . . . 

Waveguide  Assembly,  Flexible,  Non-twhtable,  Class  7 . . . . . 

Waveguide  Assembly,  Millimeter  Flexible,  Non-twistoble,  Class  8  . . 

Waveguide,  Double  Ridged  (Bandwidth  Ratio  2.4.1)......,............,.. . 

Waveguide,  Double  Ridged  (Bandwidth  RATIO  3.6.1). . . . . 

Waveguide,  Ridged  Assemblies,  Flexible  And  Rigid  General  Specification  For . 

Waveguide,  Rigid,  Rectangular,  General  Specification  For . . . 

Waveguide,  Rigid,  Rectangular . . . . . 

Waveguide,  Rigid,  Rectangular  (Heavy  Wall) . . 

Waveguide,  Rigid,  Rectongular  (Millimeter  Wavelength)  . . . . . 

Waveguide,  Rigid,  Rectangular,  Reduced  Height  . . . . . . . . . 

Waveguide,  Single  Ridged  (Bondwidth  RATIO  2.4.1)......,..,.. . . . 

Waveguide,  Single  Ridge  And  Double  Ridge,  General  Specification  For . 

Waveguide,  Single  Ridged  (Bandwith  Ratio  3.6.1) . . . . . . . . . 

Waveguides,  Elliptical  General  Specification  For . . . . . . 

Waveguides,  Elliptical,  Semirigid . . . . . . . . . 

Waveguides,  Rectangular,  Ridge  And  Circu'ar,  Selection  Of . . . . . . . 

Waveguides,  Rigid,  Circular . . . . . . . . . 

Wax  (Candelilla) . . . . . . . . . 

Wax  Emulsion  (Rust  Inhibiting) . . . . . 

Wax,  Automobile,  Paste . . . . . 

Wax,  Base-plate,  Dental . . . . . . . 

Wax,  Bone . . . . . . . . . . . 

Wax,  Casting,  Dental . . . . . . . . . . . 

Wax,  Dental  (Boxing)  . . . . . . . . 

Wax,  Dental  (Boxing)  . . . . . . . . 

Wax,  Dental  (Disclosing) . . . . . . . 

Wax,  Dental  (Inlay) . . . . . . . 

Wax,  Dental  (Periphery)  . . . . 

Wax,  Dental  (Sticky) . 

Wax,  Dental  (Utility) . . . . . . . 

Wax,  Dental  Inlay  Casting  -  23  Sep  83 . . . 

Wax,  Dental  Occlusal  Indicator . . . . . . . 

Wax,  Dental  Utility  (Refer  To  A-A-51291) . . . 

Wax,  Dental,  (Casting)  . . . . . . . . . 

Wax,  Dentol,  Costing. . . . . . 

Wax,  Desensitizing . . . 

Wax,  Floor,  Water-emulsion . . . . . 

Wax,  Gasket-sealing  . . . . . . . . . . . 

Wax,  Generol  Purpose,  Solvent  Type... . . . . . . . 

Wax,  Generol  Purpose,  Solvent  Type........ . . . 

Wax,  Hydrocarbon  (For  Ordnance  Use)... . . . . . 

Wax,  Impregnating,  Waterproofing,  For  lominoled  Poper  Tubes  For  Small  Arms 
Ammunition 

Wax,  Machine  S’itching. .......... . . . . . . . 

Wax,  Machine  Stitching . . . . . . . . . . 

Wax,  Macrocrystalline  (Metric) . . . . . . 

Wax,  Microcrystalling,  Electrical,  Insulating  . . . 

Wax,  Microcrystalline,  Impregnating . . . 

Wax,  Paraffin,  Corbon>2ob!e  Subs  In  -  15  Sep  45  (Reopproved  83) . . . . 

Wax,  Paraffin,  Technical  . . . . . . . . . . . . 

Wax,  Petroleum  (Metric) . . . . . . . . . . . . 

Waxing  &  Cleaning  Compound,  Ironer . . . . 

Weapon  Access  Delay  Systems,  Interior  Barrier . . . . . . . 

Weapon  Access  Delay  Systems,  Kit,  Cage . . . . . . 

Weapon  Caliber  And  Ammunition,  Metric  System  For  Identification  Of . . . . 

Weapon  Danger  Areas  For  Hand-held  Weapons  For  Use  By  Nato  Forces  Operating 
In  A  Ground  Role  (Request  Other  Thon  Dod  Refer  To  U.s.  Army  Security  Affairs 
Command,  Attm  Amsac-mc/s,  5001  Eisenhower  Ave,  Alexandria,  Va  22333-0001) 
Ed-  1 

Weopon  Requirement,  Polletizing  Fleet  Issue  Unit  Load  Fin  Assembly,  Bomb,  MK  15 
&  MODS  (Snckeye)  In  Pallet  Adopter  ADU-383/E 


DOCUMENT 
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Mll-W-3970/4 
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EC 
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EC 
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ER 

EC 
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NOTICE  1 
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EC 
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87 
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EC 
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EC 

27  Oct 

87 

ER 

EC 

85 

NOTICE  1 
MIL-W-23351/4B 

5985 

EC 

20  Oct 

77 

ER 

EC 

85 

MIL-W-23351/28 

5985 

EC 

20  Oct 

77 

ER 

EC 

85 
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MIL-W-25913 

5985 

85 

30  Jon 

87 

85 

NOTICE  1 

MIL-W-85G 

INI  AMD  1  (CR) 

5985 

EC 

20  Apr 

76 

ER 

EC 

85 

MIL-W-85/1E 

NOTICE  1 

5985 

EC 

27  Oct 

87 

ER 

EC 

85 

MIL-W-85/2C 

5985 

EC 

13  May 

77 

ER 

EC 

85 

MIL-W-85/3A 

5985 

EC 

02  Jul 

74 

ER 

EC 

85 

MIL-W-85/4C 

5985 

EC 

23  Dec 

81 

ER 

EC 

85 

MIL-W-23351/3B 

5985 

EC 

20  Oct 

77 

ER 

EC 

85 

MIL-W-23351A 

5985 

EC 

20  Oct 

77 

ER 

EC 

85 

MIL-W-23351/1B 

5985 

EC 

20  Oct 

77 

ER 

EC 

85 

MIL-W-28839 

5985 

EC 

13  Mar 

78 

ER 

EC 

85 

M1L-W-28839/1 

5985 

EC 

13  Mar 

78 

ER 

EC 

85 

MIL-STD-1358B 

5985 

EC 

06  Mar 

78 

ER 

EC 

85 

MIL-W-23068 

5985 

ER 

31  Oct 

61 

ER 

EC 

85 

L 

JAN-W-181A 

9160 

OS 

18  Aug 

75 

OS 

MU-W-3688C 

8030 

MR 

23  Dec 

87 

MR 

YD 

99 

P-W-120C 

7930 

V. 

22  Apr 

75 

U-W035B 

6520 

/DM 

15  Jon 

76 

MD  MS 

03 

MIL-W-36795  (2) 

6515 

DM 

01  Nov 

73 

MD  MS 

03 

U-W-140 

6520 

/DM 

16  Mor 

53 

MD  MS 

03 

AA-  -51296 

6520 

MB 

18  Dec 

85 

MD  MS 

03 

A-A-51296 

6520 

/MB 

18  Dec 

85 

MD  MS 

03  DM 

A-A-53544 

6520 

/MB 

18  Jul 

88 

MD  MS 

03 

A-A-51889 

6520 

MB 

06  Apr 

87 

MD  MS 

03 

A-A-51495 

6520 

/MB 

21  Jul 

86 

MD 

MS  03 

A-A-53639 

6520 

/MB 

06  Sep 

88 

MD  MS 

03 

A-A-51291 

6520 

/MB 

23  Dec 

85 

MD 

MS 

03 

ANSI/ADA  4 

6520 

MB 

23  Sep 

83 

MD  MS 

03 

A-A-53397 

6520 

/MB 

07  Mor 

88 

MD  MS 

03 

U-W-156 

6520 

/MB 

17  Aug 

48 

MD  MS 

03 

A-A-53714 

6520 

MB 

23  Sep 

88 

MD  MS 

03 

U-W-00140A 

6520 

/DM 

14  Jun 

67 

MD 

MS 

03 

Q  l 

MIL-W-20553D  (1) 

9160 

AR 

03  Sep 

87 

AR 

O 

P-W-155C 

INT  AMD  (1) 

7930 

J 

22  Feb 

78 

l 

MIL-W-I84I8B 

9160 

OS 

02  Aug 

74 

OS 

P-W-158E 

7930 

% 

30  Apr 

77 

A-A-1550 

7930 

t 

22  Mar 

85 

l 

MIL-W-13945D 

9160 

Gl 

14  Dec 

77 

GL 

MIL-W-10885B  (1) 

9160 

AR 

22  Jon 

62 

AR 

OS 

MIL-W-43061B 

NOTICE  1 

9160 

GL 

12  Feb 

88 

GL 

68 

A-A-50178 

9160 

Gl 

23  Sep 

88 

GL 

SH 

68 

l 

MIL-V/-10842A 

9160 

EA 

09  Mor 

89 

EA 

MIL-W-12465C  (2) 

9160 

GL 

11  Jun 

75 

GL 

68 

l 

Mll-W-12598  (1) 

9160 

AR 

03.Oct 

61 

AR 

ASTM  D612-45 

91GP 

ME 

20  Jun 

68 

ME 

SH 

11 

VV-W-95B 

9160 

/YD 

10  Jon 

84 

EA 

YD 

l 

MII-W-12062A 

9160 

EA 

20  Jun 

85 

EA 

A-A-532 

7930 

» 

26  Sep 

79 

l 

Mll-W-53056 

6350 

ME 

21  Oct 

85 

ME 

l 

Mll-W-53060 

6350 

ME 

21  Oct 

85 

ME 

DOD-STD-396 

1395 

AR 

08  Dec 

77 

AR 

OS 

99 

NATO-STD-2896 

ISDA 

AM 

21  Sep 

87 

Mll-STD-1323/242 

8140 

OS 

19  Sep 

86 

OS 

790 


ALPHABETICAL  LISTING 


TITLE 

Weapon,  Biological  And  Chemical.  General  Design  Specification  For  . . . 

Weapon,  Small  Arms  And  Aircraft  Armament  Subsystems,  General  Specification  For 

Weapons  And  Support  Materiel  Standard  Quality  Assurance  Provisions  For . 

Weapons  Delivery  Computer  For  The  Bombing  Set,  Angle  Rate  AN/A$B«19(V) . . 

Weapons  Handling..................... . . . . . . . . . . . . . 

Weapons  Requirement,  Polletiiing  Fleet  Issueunit  Load  Dispenser  &  Bomb,  Aircraft 
CBU-MK  20  &  Mods  (Rockeye  II)  &  CBU-78/B  (Gator)  In  Container,  CNU-238/6 
Wear  Layer  Thickness  Of  Resilient  Floor  Coverings  By  Optical  Measurement, 
Standard  Test  Method  For  28  Aug  87 

Webbing  Assembly,  General  Specification  For............ . . . . . . . 

Webbing,  Low  Modulus  Aramid,  1  (25)  Wide,  9,000  (40,000)  Breaking  Strength, 
Special  Weave  *  1  Oct  83 

Webbing,  Low  Modulus  Aramid  *  1  Oct  1983 . . . . . . . . . 

Webbing,  low  Modulus  Aramid,  9/16  (14)  Wide,  500  (2,225)  Breaking, rtrength. 
Herringbone  Twill,  Resin  Treated  •  1  Oct  83 
Webbing,  Low  Modulus  Aramid,  1  (25)  Wide,  600  (2.670)  Breaking  Si.ength, 
Herringbone  Twill  *  1  Oct  1983 

Webbing,  Low  Modulus  Aramid,  1-23/32  (44)  Wide,  6,500  (28,900)  Breaking 
Strength,  Herringbone  Twill,  Resin  Treated  -  1  Oct  1983 
Webbing,  low  Modulus  Aramid,  3/4  (19)  Wide,  600  (2,670)  Breaking  Strength, 
Herringbone  Twill  •  1  Oct  1983 

Webbing,  Low  Modulus  Aromid,  1-23/32  (44)  Wide,  5,500  (24,465)  Breaking 
Strength,  Double  Plain  Weave  With  Binder  •  1  Oct  1983 
Webbing,  Low  Modulus  Aromid,  1-23/32  (44)  Wide,  3,600  (16,000)  Breoking 
Strength,  Herelngbone  Twill,  Resin  Treated  *  1  Oct  1983 
Webbing,  low  Modulus  Aramid,  3-1/32  (77)  Wide,  9.000  (40,000)  Breaking 
Strength  Double  Plain  Weave  With  Binder  -  1  Oct  1983 
Webbing,  Low  Modulus  Aramid,  1-23/32  (44)  Wide,  8,700  (38,700)  Breaking 
Strength,  Double  Plain  Weave  With  Binder  •  1  Oct  1983 
Webbing,  low  Modulus  Aramid,  1-23/32  (44)  Wide,  1,200  (5,340)  Breoking 
Strength,  Herringbone  Twill  -  1  Oct  1983 
Webbing,  low  Modulus  Aramid,  1  (25)  Wide,  6,000  (26,700)  Breaking  Strength, 
Herringbone  Twill  -  1  Oct  1983 

Webbing,  low  Modulus  Aramid,  1-3/4  (44)  Wide,  10,000  (44,500)  Breaking 
Strength,  Herringbone  Twill  •  1  Oct  1983 
Webbing,  low  Modulus  Aramid,  1  (25)  Wide,  9000  (40,000)  Breoking  Strength, 
Speclol  Weave  *  1  Oct  83 

Webbing,  Low  Modulus  Aramid,  1-23/32  (44)  Wide,  7,300  (32,500)  Breaking 
STRENGTH-1  OCT83 

Webbing,  Low  Modulus  Aramid,  1-1/4  (32)  Wide,  800  (3,560)  Breaking  Strength, 
Herringbono  Twill  •  1  Oct  83 

Webbing,  low  Modulus  Aramid,  1  (25)  Wide,  2,500  (11,100)  Breoking  Strength, 
Herringbone  Twill  -  1  Oct  83 

Webbing,  low  Modulus  Aramid,  1-1/2  (38)  Wide,  1,700  (7,550)  Breaking  Strength, 
Special  Weave  *  1  Oct  83 

Webbing,  Nyl<*  ,  Integral  locking  Slot  -  1  Oct  83 . . . 

Webbing,  Nylon,  Slotted  . . . . . . . . . 

Webbing,  Nylon,  Integral  locking  Slot  5/8  (16)  Wide,  1000  (4,450)  Breoking 
Strength  -  1  Oct  83 

Webbing,  Nylon,  Integral  Locking  Slot  5/8  (16)  Wide,  2,000  (8,895)  Breoking 
Strength  »  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1  (25)  Wide,  3,000  (13,345)  Breaking 
Strength  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1  (25)  Wide,  4,000  (17,790)  Breoking 
Strength  •  1  Oct  1983 

Webbing,  Nylon,  Integral  Locking  Slot,  1  (25)  Wide,  5,000  (22,000)  Breaking 
Strength  -  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1*1/16  (27),  Wide,  6,000  (26,690)  Breaking 
Strength  -  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1-1/16  (27)  Wide,  7,000  (31,135)  Breoking 
Strength  *  1  Oct  83 

Webbing,  Nylon,  Integral  Locking  Slot,  1-1/16  (27)  Wide,  8,000  (35,585)  Breaking 
Strength  •  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1-1/8  (28)  Wide,  9,000  (40,030)  Breaking 
Strength  -  1  Oct  1983 

Webbing,  Nylon,  Integral  locking  Slot,  1-1/8  (28)  Wide,  10,000  (44,480)  Breaking 
Strength  •  1  Oct  1983 

Webbing,  Nylon,  Integral  Locking  Slot,  1-1/8  (28)  Wide,  11,000  (48,930)  Breoking 
Strength  -  I  Oct  1983 

Webbing,  Nylon,  IntegroMocking  Slot,  1-1/8(28)  Wide,  12,000  (53  ,380)  Breaking 
Strength  *  1  Oct  1983 

Webbing,  Tape,  Textile,  Aramid  fiber  . . . 

Webbing,  Textile,  Bulked  Nylon  . . . . . . . . . . . 

Webbing,  Textile,  (Cotton,  Elastic) . . . . . . . . . . . . 

Webbing,  Textile,  Woven,  For  Tent  Framing  . . .  . . . 

Webbing,  Textile,  fntegrol  Locking  loop.  Nylon...... . . 

Webbing,  Textile,  Cotton,  Splint  . . . . . . . . 

Webbing,  Textile,  Polyamide,  High  Temperature  Resistant,  loop 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Mll-W-81560 

13GP 

AS 

12  Sep 

67 

AS 

MIL-W-13855D  (2) 

INT  AMD  4  (AR) 

1005 

AR 

28  May 

87 

AR 

OS 

99 

Mll.W.63150  (3) 

10GP 

AR 

09  Sep 

88 

AR 

Mll-W-85057 

NOTICE  1 

1280 

AS 

15  Apr 

87 

AS 

DOD-STD-1399/703 

1990 

SH 

05  Sep 

78 

SH 

MIL-STD-1323/268 

8140 

OS 

11  Jon 

88 

OS 

ASTM  F410-87 

7220 

YD 

19  Feb 

89 

Gl 

YD 

99 

MII-W-43342E  (2) 

1670 

Gl 

28  Jon 

84 

Gl 

AS 

99 

AMS  3792/12-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/1-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/2-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/9-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/3-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/4-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/5-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/6-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/7-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/8-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/10-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/11-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/12-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/13-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/14-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/15-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3798/16-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

MII-W-23223B 

8305 

SH 

08  Jan 

88 

SH 

AMS  3797/1 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/2-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/3-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/4-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/5-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/6  83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797 '7 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/8-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/9-83 

8305 

AS 

28  Sep 

04 

MR 

AS 

20 

AMS  3797/10  83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/11-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

AMS  3797/ 12-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

MIL-W-43685A 

8305 

Gl 

27  Feb 

87 

Gl 

NOTICE  1 
MII-W-43663C 

8305 

Gl 

21  Nov 

88 

Gl 

AS 

99 

JJ-W-155G  (1) 

8305 

/Gl 

21  Dec 

84 

GL 

NU 

99 

MIL-W-43633A 

8305 

Gl 

19  Feb 

74 

Gl 

NU 

20 

M11-W-9049C  (1) 

1670 

11 

20  Jon 

e9 

AS 

n 

NOTICE  1 
MIL-W-43378A 

8305 

Gl 

27  Feb 

87 

GL 

SA 

n 

NOTICE  1 
MIL-W-811163  (1) 

8305 

AS 

29  Mor 

74 

AS 

99 

791 


ALPHABETICAL  LISTING 


DOCUMENT 


TIUE 

NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

Webbing,  Textile,  Woven  Nylon . . . . . . . . . 

MIL-W-17337E 

8305 

NU 

09  Nov 

82 

GL 

NU 

Webbing,  Textile,  Woven  Nylon,  Rolled  Selvoge  . . . . 

i 

MIL-W-83144A  (3) 
NOTICE  1 

8305 

20 

08  Jun 

88 

20 

Webbing,  Textile,  Cotton,  General  Purpose,  Natural  Or  In  Colors . . . 

MII-W.530H 

8305 

Gl 

29  Apr 

88 

GL 

NU 

99 

Webbing,  Textile,  Woven  Nylon........ . . . . . . . 

MIL-W-4088K 

8305 

Gl 

21  Nov 

88 

Gl 

AS 

99 

Webbing,  Textile  &  Tape,  Textile,  Polyropy'ene,  General  Purpose,  Natural  Or  In 

Mll-W-44049  (1) 

8305 

Gl 

28  Oct 

83 

GL 

NU 

n 

Colors 

Webbing,  Textile,  Woven  Nylon,  Impregnated . . . . . 

MIL-W-27265D  (1) 

8305 

GL 

29.  Jun 

82 

GL 

AS 

99 

Webbing,  Textile,  Polyester,  Low  Elongation  . . . . . . . 

MIL-W-25361D 

8305 

GL 

13  Apr 

79 

GL 

99 

Webbing,  Textile,  Nylon-pneumatic  life  Preserver  . . . . 

L 

MIL-W-21733A 

8305 

AS 

24  Jan 

71 

AS 

Webbing,  Textile,  Nylon,  Tubular . . . . . . . 

MIL-W-5625J 

8305 

82 

29  Mor 

84 

GL 

AS 

99 

Webbing,  Textile,  Elastic,  Cotton . . . . . . . . . . 

MIL-W-5664D 

8305 

AS 

12  Jon 

87 

GL 

AS 

99 

Webbing,  Textile,  Cotton  Warp . . . . . . 

MIL-W-5665K 

8305 

GL 

04  Sep 

87 

GL 

AS 

99 

Webbing,  Tubular,  Low  Modulus  Aramid,  9/16  (14)  Wide,  1400  (6225N)  Breaking 

AMS  3799/1-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

Strength  -  1  Oct  83 

Webbing,  Tubular,  Low  Modulus  Aramid,  3/4  (19)  Wide,  2300  (10,230N)  Breaking 

AMS  3799/2-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

Strength  •  1  Oct  83 

Webbing,  Tubular,  Low  Modulus  Aramid,  1  (25)  Wide,  4,000  (17, SOON)  Breoking 

AMS  3799/3-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

Strength  •  1  Oct  83 

Webbing,  Tubular,  Low  Modulus  Aramid,  3  3/16  (80)  Wide,  2250  (10.000) 

AMS  3799/4-83 

6305 

AS 

28  Sep 

84 

MR 

AS 

20 

Breoking  Strength  •  1  Oct  83 

Webbing,  Tubuler,  Low  Modulus  ARAMID-54  -  1  Oct  83  . . 

AMS  3799-83 

8305 

AS 

28  Sep 

84 

MR 

AS 

20 

Wedge  And  Wedge  Set,  Dental  (Wood).. . . . . . 

A-A-51207 

6520 

/MB 

12  Dec 

85 

MD  MS  03 

Wedge  Kit,  Ramp  Bundle  Delivery  System,  C130  Aircraft.......... . . . . . 

MIL-W-44027 

1670 

Gl 

18  Jun 

80 

Gl 

99 

Wedge  Set,  Dental,  (Wood)  . . . . . . . . . . . . 

A-A-51286 

6520 

/MB 

18  Dec 

85 

MD  MS 

03 

Wedge,  Metal,  Jointing  And  Breaking  . . . . . . 

GGG-W-201A  (1) 

5120 

•GL 

18  Sep 

62 

GL 

SH 

99 

Wedge,  Steel  (Sow). . . . . . . . . 

A-A-335 

5120 

08  Oct 

79 

Wedge,  Steel  (Splitting)... . . . . . . . . . . . . . . . 

A-A-336 

5120 

t 

05  Dec 

79 

Wedge,  Tool  Handle  . . . . . . . . . . 

GGG-W-181A  (2) 

5120 

•Gl 

23  Nov 

62 

Gl 

SH 

99 

Wedgee,  Steel  (Felling)  . . . . . . . . . . . . 

A-A-316A 

5120 

t 

05  Jan 

88 

GL 

99 

Wedges,  Metal  (Magnesium) . . . . . . . . . . . . 

GGG-W-171 

5120 

* 

16  Jun 

52 

Weel  Solid  Elastomer  Tired  For  Track  loying  Vehicle. . . . . . . 

l 

MIL-W-3100E/E 

2630 

AT 

05  Feb 

88 

AT 

Weighing  Kit,  Electronic,  Aircraft  And  Missile  A/s  37M-1  And  A/s  37M-2 . . . 

MIL-W-7327C 

6670 

82 

19  Dec 

68 

AV 

99 

Weight  And  Balance  Data  Reporting  Forms  For  Aircroft  (Including  Rotorcrofl) . . 

MIL-STD-1374A 

15GP 

AS 

30  Sep 

77 

AV 

AS 

99 

Weight  And  Balonce  Control  System  (For  Aircraft  And  Rotorcrofl . . . . 

l 

MIL-W-25140B 

1500 

AS 

31  Oct 

77 

AV 

AS 

ii 

Weight  And  Bnlance  Control  System  For  Guided  Missiles  And  Space  Launch 

Mlt-W-39478 

1410 

AS 

03  Oct 

69 

Ml 

AS 

Vehicles 

Weight  And  Balonce  System,  Aircraft,  Integral,  A/o  32H-8 . 

l 

MIL-W-38387B 
NOTICE  1 

1680 

82 

10  Aug 

88 

99 

Weight  Set,  Commerclalscole  Testing,  10  Pounds  Maxium . . 

l 

A-A-50085 

6670 

GL 

03  Nov 

86 

GL 

Weight  Set,  Wrist  &  Ankle  . . . . . . . . . . 

A-A-53223 

6530 

MB 

29  Sep 

87 

MD 

MS 

03 

Weight  Sell,  Balance . . . . . . . 

AAA-W-200A  (1) 
NOTICE  1 

6670 

/GL 

21  Jol 

75 

GL 

99 

Weight,  Ballast . . . 

MIL-W-20096D 

2040 

SH 

06  ,ul 

87 

ME 

SH 

Weight,  Blood  Bag,  Water  Both  (Lead) . . . . . . . 

A-A-51963 

6640 

MB 

11  May 

87 

MD  MS 

03 

Weight,  Commercial  Scale  Testing,  50  Pounds . . . . . . . 

l 

A-A-50087 

6670 

/GL 

24  Nov 

86 

Gl 

Weight,  Heaving  line . . . . . . . . . . . . . 

L 

MS-167108 

4030 

SH 

29  Aug 

86 

SH 

Weight,  Parachute  Packing . . . . . 

MII-W-27888B 

1670 

GL 

17  Nov 

77 

GL 

AS 

99 

Weight,  Sounding . . . . . . . . . 

L 

MII-W-3717B 

6605 

SH 

25  Aug 

76 

SH 

Weld  Discontinuities,  Radiographic  Stondord  For  Classification  Of  Fusion  *  30  Jun 

72 

Weld,  Mechanical  Testing.... . . . . . 

NAS  1514-72 

3439 

AS 

22  Apr 

85 

MR 

AS 

20 

AWS  B4.0-77 

THJM 

SH 

22  Oct 

79 

MR 

SH 

n 

Welded  &  Seamless  Steel  Pipe  Piles  •  30  Ju)  82  . . . . . . 

ASTM  A252-82 
NOTICE  1 

4710 

YD 

12  Jun 

b 

ME 

YD 

99 

Welded  Joint  Design . . . . . 

MIL-STD-22D 

NOTICE  2 

THJM 

SH 

31  Jon 

84 

MR 

SH 

11 

W'.-lded  Joints,  Inspection  Of....... . . . . . . . . . . . 

L 

MIL-STD-1890 

NDTI 

AT 

17  Jun 

85 

AT 

V/e!ded-(oint  Designs,  Armored-tank  Type  . . . . . . 

MII-STD-2IA 

NOTICE  2 

9  MAY  1979 

DRPR 

AT 

09  Mo y 

79 

AT 

SH 

Welder  Control  Stations  For  Multi-operator  Systems . . . 

MIL-W-80042C 

3438 

IP 

23  Feb 

88 

Al 

SH 

99 

Welding  &  Nondestructive  Testing,  Symbols  For  •  31  Atg  78  . . . . . . 

AWS  A2.4-79 

DRPR 

SH 

05  Feb 

80 

AR 

SH 

11 

Welding  And  Brazing  Procedure  And  Performance  Qualification  . . 

MIL-STD-248D 

THJM 

SH 

10  Mar 

89 

MR 

SH 

Welding  And  Casting  Stondord . . . . . . . . . 

L 

MIL-STD-278F 

THJM 

SH 

26  Jan 

87 

SH 

Welding  And  Soldering  Equipment,  Supplies  And  Accessories,  Packaging  Of . 

MIL-W-45562B 

PACK 

Al 

21  Feb 

84 

Al 

SH 

99 

Welding  Coated  Low  Carbon  Steels,  Resistance*  Recommended  Practices  For  *  1970 

AWS  Cl.3-70 

THJM 

MR 

10  Jul 

85 

MR 

AS 

20 

Welding  Code,  Structural  *  Steel  8  Feb  85  . . . . . 

AWS  Dl.1-85 

FACR 

YD 

02  Mo i 

85 

YD 

99 

Welding  Code,  Structural  ■  Aluminum,  Standard  Specification  For  -  7  Mar  83  . . . 

AWS  Dl.2-83 

MISC 

YD 

14  Oct 

85 

Cc 

YD 

04 

Welding  Code,  Structural  >  Sheet  Steel  •  14  Aug  81 . . . . . . 

AWS  Dl.3-81 

MISC 

YD 

21  Oct 

85 

CE 

YD 

04 

Welding  Electrodes,  Nickel  &  Nickfe  Alloy  Covered  *  30  Mor  83 . . . 

AWS  A5.11-83 

3439 

YD 

13  Feb 

85 

Al 

YD 

99 

Y/eJdlng’EiscfrodflS,  Copper  And  Copper  Ai‘oy  Arc  -  2  i  Sept  1953  . . 

AWS  A5.6-84 

3439 

YD 

19  Feb 

85 

AL 

YD 

99 

Welding  Electrodes,  Nickel  And  Nickel  Alloy  Covered  -  30  Mor  1983 . . . 

AWS  A5.11-83 

3439 

YD 

13  Feb 

85 

Al 

YD 

99 

Welding  Electrodes,  Covered  Copper  &  Copper  Alloy  Arc  -  21  Sep  83...., . . 

AWS  A5.6-84 

3439 

YD 

19  Feb 

85 

AL 

YD 

99 

Welding  Electrodes  &  Welding  Rods,  Corrosion  Resisting  Chromium  &  Chromium 

AWS  A5.9-81 

3439 

YD 

31  May 

83 

YD 

99 

Nickel  Steel  Bore  &  Composite  Metal  Cored  &  Stranded  •  7  Oct  81 

Welding  Equipment,  Arc,  Dc,  Pipe,  Automatic . . . . . . . 

MII-W-80103C 

3431 

IP 

24  Jul 

86 

ME 

SH 

99 

Welding  Equipment  Standards,  Resistance  *  30  Jun  84  . . . 

RWMA  16-84 

3432 

IP 

14  Aug 

84 

AL 

SH 

9V 

Welding  Fittings,  Seamless  &  Welded  Unalloyed  Titanium  8.  Titanium  Alloy  *  30  Dec 

83 

Welding  Head,  Arc,  Automatic,  Consumable  Wire  Electrode  . . . . . 

ASTM  B363-83 

4730 

MR 

05  Od 

84 

MR 

SH 

MII-W-80164A 

3431 

IP 

26  Jul 

83 

SH 

99 

Welding  Machine  (Microwelder),  Resistance,  Single  Phase,  Bench  Mounted  . . 

MIL-W-80124C 

3432 

IP 

28  Sep 

87 

Al 

SH 

99 

Welding  Machine  (Microwelder),  Resistance,  Stored  Energy,  Constant  Voltage,  Low 

MIL-W-802118 

3432 

IP 

19  Sep 

85 

AL 

SH 

99  GS 

Impedance  Source,  Bench  Mounted 
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ALPHABETICAL  LISTING 


TITLE 

Welding  Machine,  ARC,  Direct  Current,  300  Ampere,  Vorioble  Voltoge,  Transformer 
Rectifier  Type,  Damage  Control,  Light  Weight,  Portable  (Metric) 

Welding  Machine,  Arc,  Dc,  Transforn.er-rectifier,  Constant  Voltoge,  Con'.tont  Current 

Welding  Machine,  Electrical  Resistance,  Spot,  Press  Type,  Three  Phase . 

Welding  Machine,  Resistance,  Spot  And  Seom,  Metal  Foil,  Single  Phose,  Portable .... 
Welding  Machine,  Arc,  Direct-current,  Variable  Voltage,  Portoble,  (Shipboord  Use) .. 

Welding  Machine,  Arc,  Dc,  Transformer-rectifier,  Pulsating  Current . . 

Welding  Machine,  Arc,  Ac/dc,  Transformer-rectifier,  Constant  Current,  Programmed.. 
Welding  Machine,  Electric  Resistance,  Spot,  Press  Type,  Air  Operated,  Single  Phase, 
Alternating  Current  (Ac) 

Welding  Machine,  Ultrasonic,  Spot  . . . . . . 

Welding  Machine,  Electrical,  Resistance,  Spot,  Press  Type,  Single  Phase,  Bench  Or 
Floor  Mounted 

Welding  Machine,  Arc,  Dc,  Transformer-rectifier,  Constant  Current,  Programmed  .... 

Welding  Machine,  Electron  Beam,  Vacuum  Type  . . . . 

Welding  Machine,  ARC, DC,  Generator,  Constant  Current,  Constant  Voltage,  Internal 
Combustion  Engine  Driven 

Welding  Machine,  Ultrasonic  Bonding,  Miniature  Wire  . . . . 

Welding  Machine,  Arc,  Dc,  Transformer-rectifier,  Constant  Current . . 

Welding  Machine,  Arc,  Ac/dc,  Transformer-rectifier,  Constant  Current  . . 

Welding  Machine,  Arc,  Dc,  Constant  Current,  Internal  Combustion  Engine  Driven . . 

Welding  Machine,  Electrical  Resistance,  Roll  Spot,  And  Seom,  Press  Type,  Three 
Phase 

Welding  Machine,  Electrical  Resistance,  Spot,  Rocker  Arm  Air  Operated,  Three 
Phase 

Welding  Machine,  Electrical,  Resistance,  Spot,  Rocker  Arm,  Single  Phase . 

Welding  Mochine,  Arc,  Dc,  Transformer-rectifier,  Adjustable  Constant  Voltoge . 

Welding  Machine,  Arc,  Ac,  Transformer,  Constant  Current  . 

Welding  Machine,  A.c,  Direct  Current,  Constant  Current,  Electrical  Motor  Driven . 

Welding  Machine,  Arc,  Dc,  Transformer-rectifier  Constant  Current,  Eight  Operator.... 

Welding  Machine,  Resistance,  Spot&type  Portoble,  (Automotive  Repair) . 

Welding  Machine,  Arc,  Direct  Current  (Dc),  Constant  Current  (Cc),  Constant 
Voltage  (Cv),  350  Ampere,  Diesel  Engine  Driven  (Ded),  Base  Mounted 

Welding  Machines,  ARC,  DC,  Variable  Voltage  Transformer  Rectifier  Type. . 

Welding  Machines,  Arc,aC/DC,  Generator,  Constant  Current,  Internol  Combustion 
Engine  Driven 

Welding  Machines,  Friction,  Continuous  Drive  And  Inertia  Types . . . 

Welding  Machines,  Resistance,  Stored  Energy,  Capacitor  Discharge,  Dual  Range . 

Welding  Machines,  Arc,  Dc,  Tronsformer-rectifler,  Constant  Voltoge,  Fo' 
Multi-operator  Systems 

Welding  Machines,  Electrical,  Resistance,  Spot,  Press  Type,  Air  Operated,  Single 
Phase,  Direct  Current  (Dc) 

Welding  Machings,  Resistance,  Spot,  Portable  Type,  Single  Phose  . . . 

Welding  Of  Aluminum  Alloy  Armor . . . 

Welding  Of  Armor,  Metol  Arc,  Manual,  With  Austenitic  Electrodes,  For  Aircraft  . 

Welding  Of  Electronic  Circuitry,  Process  For  . . . . . . . . 

Welding  Of  Mogneslum  Alloys,  Gas  And  Arc,  Manuol  And  Machine  Processes  For.... 

Welding  Power  Source,  Stud . . . . . . . . . . . 

Welding  Repair  Of  Steel  Castings  (Other  Than  Armor)  Metal-arc,  Manuol . 

Welding  Rod  &  Electrode  Aluminum  6»  Aluminum  Bare  •  7  Jul  80  (Use  Instead  Of 
MIL-EM6053L) 

Welding  Rods  &  Bore  Electrodes,  Magnesium  Alloy  -  25  Jul  80 . 

Welding  Rods  &:  Electrode's,  Packaging  Of . . . . . . . 

Welding  Rods  &  Electrodes,  Nickle  &  Nickle  Alloy  Bore  •  30  Mar  83 . . . 

Welding  Set,  Arc,Gos  Shielded,  Consumable  Electrode  . . . 

Welding  Set,  Arc,  Ac/dc,  Mobile  Multiprocess,  Diesel  Engine  Driven  . . . 

Welding  Set,  Arc,  Inert  Gas  Shielded  Packaging  Of . . . . . . . . 

Welding  Set,  Arc,  Stud  . . . . . . . . . . . . 

Welding  Set,  Inert  Gas  Shielded  Arc,  Consumable  Metol  Electrode . . . 

Welding  Set,  Submerged  Arc . . . . . . 

Welding  Shop,  Trailer  Mounted . . . . . . . . . 

Welding  Symbols  (ABCA-323)  (With  Amendment  !) . . . . . . 

Welding  System,  Metal,  Plasma  Arc . . . . . . . . 

Welding  Terms  &  Definitions,  Standard  •  15  May  84  . . . . . . 

Welding  Terms  And  Definitions  (ABCA-324)  (With  Amendment  1)  . . 

Welding  Torch  Sets,  Arc,  Gos  Shielded  Tungsten  Electrode . . 

Welding  Wire  Aluminum  AIIoy_4.6CU-0.35MN-0.25MG-0.22TI  For  Welding  206 
Type  Alloys  •  1  Jan  1987 

Welding  Wire,  Color  Code  System,  Identification  *  1  Oct  84 . . . . 

Welding  Wire,  Line  Code  System  -  1  Oct  84........................ . . . . 

Welding  Wire,  Titanium,  Commerically  Pure  -  1  Oct  84 . . . . . . 

Welding,  Arc  And  Oxyfuel  Gas,  Process  And  Requirements  For  . . . . 

Welding,  Arc  And  Gas,  For  Fabricating  Ground  Equipment  For  Rockets  And  Guided 
Missiles 

Welding,  Arc,  Electrode,  Aluminum  &  Aluminum  Alloy  Covered  •  22  May  80  ............ 

Welding,  Carbon  Steel  Filler  Metals  For  Gas  Shielded  Arc  *  15  Jan  79  . . 

Welding,  Electric  Arc,  Apparatus  *71  . . 

Welding,  Electron  Beam,  For  Fotique  Critical  Applications  •  1  Apr  81, . . 


DOCUMENT 


NUMBER 

ESC 

PREP 

DATE 

CUSTODIAN 

DOD-W-24644 

3431 

SH 

11  Sep 

84 

SH 

MIL-W-80191B 

3431 

IP 

08  May 

87 

ME 

SH 

99 

MIL-W-7973F 

3432 

IP 

30  May 

86 

Al 

SH 

99 

MIL-W-80192C 

3432 

IP 

10  Feb 

89 

A 

SH 

99 

L 

MIL-W-24150  (1) 

3431 

SH 

23  May 

84 

SH 

MII-W-80214B 

3431 

IP 

22  Mor 

85 

ME 

SH 

99  IP 

MIL-W-8 02328 

3431 

IP 

26  Feb 

87 

AL 

SH 

99 

MIL-W-80235B 

3432 

IP 

02  Dec 

85 

SH 

99 

MIL-W-80227 

3438 

IP 

25  Aug 

71 

AR 

SH 

99 

MIL-W-80253A 

3432 

IP 

11  Feb 

85 

Al 

SH 

99 

MII-W-80243B 

3431 

IP 

31  Dec 

87 

Al 

YD 

99 

M1L.W-80119A 

3438 

IP 

28  Sep 

71 

AL 

99 

MIL-W-80165B 

3431 

IP 

16  Mar 

88 

Al 

SH 

99 

MIL-W-80187A 

3438 

IP 

22  May 

85 

99  IP 

MIL-W-80043C 

3431 

IP 

28  Jon 

81 

ME 

SH 

99 

MIL-W-80027D  (2) 

3431 

IP 

08  Sep 

86 

Al 

SH 

99 

MIL-W-80037C  (1) 

3431 

IP 

10  Nov 

88 

ME 

YD 

99 

MII-W-80183B 

3432 

IP 

29  Jun 

84 

AL 

SH 

99 

MIL-W-80087C 

3432 

IP 

11  Jul 

86 

Al 

SH 

99 

MIL-W-80070D 

3432 

IP 

20  Feb 

87 

99 

MIL-W-80064C 

3431 

IP 

01  Apr 

85 

Al 

SH 

99 

MIL-W-80024D 

3431 

IP 

18  D.c 

85 

ME 

SH 

99 

MIL-W-800198  (1) 

3431 

IP 

04  Dec 

85 

SH 

99 

MII-W.80075B 

3431 

IP 

31  Jan 

77 

AL 

SH 

99 

L 

MIL-W-45844D 

3432 

Al 

30  Dec 

87 

Al 

L 

MIL-W.4J992A 

3431 

AL 

24  Nov 

86 

Al 

L 

MIL-W-19285A  (2) 

3431 

SH 

23  May 

84 

SH 

MIL-W-80080C 

3431 

IP 

30  Nov 

84 

Al 

SH 

99 

NOTICE  1 

MIL-W-80244A 

3438 

IP 

06  Dec 

79 

Al 

SH 

99 

MIL-W-80046C 

3432 

IP 

25  Oct 

85 

Al 

99 

MII-W-80040D 

3431 

IP 

25  Aug 

83 

ME 

99 

MII-W-80256A 

3432 

IP 

25  Aug 

87 

Al 

99 

MIL-W-80121B 

3432 

IP 

24  Nov 

87 

AL 

99 

MIL-STD-1946 

THJM 

MR 

02  Mar 

88 

MR 

NOTICE  2 

MII-W-41B  (1) 

THJM 

AS 

14  Nov 

55 

MR 

AS 

20 

l 

Mll-W-46870 

THJM 

Ml 

21  Moy 

73 

Ml 

MII-W-18326A 

THJM 

AS 

14  Jun 

56 

AS 

20 

MIL-W-80110B 

3431 

IP 

31  Mar 

83 

ME 

SH 

99 

Mll-STD-1943 

THJM 

MR 

05  Feb 

85 

MR 

AWS  A5. 10-80 

3439 

SH 

07  Jun 

82 

AR 

SH 

20 

AWS  A5.19-80 

3439 

MR 

23  Feb 

88 

MR 

20 

NOTICE  2 

MIL-W-10430C  (1) 

PACK 

SH 

05  Jul 

85 

AR 

SH 

99 

IN  AMD  2(SH) 

AWS  A5.I4-83 

3439 

YD 

15  Feb 

85 

Al 

YD 

99 

MIL-W-80102C 

3431 

IP 

21  Jon 

86 

SH 

99 

L 

MII-W-29383A 

3431 

MC 

28  Jun 

82 

MC 

L 

MII-W-52686B 

PACK 

AL 

26  Moy 

83 

Al 

MII-W-23680D 

3431 

IP 

04  Mor 

83 

ME 

SH 

99 

l 

MII-W-52161C  (1) 

3431 

Al 

13  Feb 

86 

Al 

MtL-W-80117B 

3431 

IP 

22  Nov 

85 

Al 

99 

L 

Mll-W-45991 

3431 

AL 

25  Jun 

84 

AL 

Q-STD-323  (3) 

ISDA 

AM 

29  Apr 

80 

Mll-W-80198 

3438 

IP 

27  Feb 

70 

AR 

SH 

99 

AWS  A3.0-85 

THJM 

MR 

31  Oct 

85 

MR 

SH 

20 

Q-STD-324  (3) 

ISDA 

AM 

25  Aug 

80 

MII-W-80105C  (2) 

3431 

IP 

03  Apr 

86 

Al 

99 

AMS  4244-87 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  2816R-84 

3439 

MR 

08  Mar 

85 

MR 

AS 

20 

AMS  2815T-84 

3439 

MR 

08  Mor 

85 

MR 

AS 

20 

AMS  4951E-84 

3439 

AS 

02  Oct 

85 

MR 

AS 

20 

L 

Mll-STD-1892 

THJM 

AT 

18  Jun 

85 

AT 

L 

MIL-W-47091 

THJM 

Ml 

28  Mar 

86 

Ml 

NOTICE  1 

AWS  A5.3-80 

3439 

MR 

19  Moy 

86 

MR 

YD 

99 

NOTICE  1 

AWS  A5.18-79R80 

3439 

MR 

25  Feb 

88 

MR 

20 

NOTICE  2 

NEMA  EW1-7I 

3431 

84 

19  Feb 

74 

AR 

SH 

99 

AMS  2680-81 

THJM 

MR 

09  Nov 

81 

MR 

AS 

11 
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ALPHABETICAL  LISTING 


TITLE 


Welding,  Electron  Beam  •  1  Oct  82 . . . . . . . . 

Welding,  Flash,  Standard  low  Carbon  Steel  . . . . . . . . 

Welding,  Flash,  Carbon  And  Alio/  Steel  . . . . . . 

Welding,  Flash,  Standard  Low  Carbon  Steel  . . . . . . 

Welding,  Fusion,  Aluminum  Alloys,  Processing  &  Performance  Of  . . . 

Welding,  Fusion,  Electron  Beam,  Process  For  (See  Am s  2680  Or  Ams  2681)  . . . 

Welding,  Gas  Shielded  Arc,  low  Alloy  Steel  Filler  Metals  For  -  15  Jon  79 . . . 

Welding,  Gas,  Steels,  Constructional,  Readily  Weldable,  For  low  Stressed  Joints . 

Welding,  High  Hardness  Armor  . . . . 

Welding,  Metal  Arc  And  Gas,  Steels,  And  Corrosion  And  Heat  Resistant  Alloys, 
Process  For 

Welding,  Oxyfuel  Gas,  Copper  &  Copper  Alloy  Rods  For,  Specification  For  »  4  Mor 
85 

Welding,  Resistance,  Spot,  Weldable  Aluminum  Alloys  . . 

Welding,  Resistance,  Spot  And  Seam. . . . 

Welding,  Resistance,  Spot  And  Projection  For  Fabricating  Assemblies  Of  Corbon 
Steel  Sheets 

Welding,  Resistance  •  Recommended  Practices  For  *  1966 . . . 

Welding,  Resistance,  Spot,  Seam,  And  Prjection,  For  Fabricating  Assemblies  Of 
low-carbon  Steel 

Welding,  Resistance,  Electronic  Circuit  Modules  (ASG) . . . 

Welding,  Spot,  Hordenable  Steels  . . . . . . . . . . 

Welding,  Stud,  Aluminum.. . . . . . . . . 

Welding,  Underwater,  Specification  For.... . . . . . . . . . 

Weldment,  Aluminum  And  Aluminum  Atloy . . . . 

Weldment,  Steel,  Corbon  And  low  Alloy  (Yield  Strength-30,000  *  60,000  PS1, . . 

Weldments,  Ultrasonic  Contact  Examination  Of  *  27  Mor  81 . . . 

Well,  Hot  Food  Storage,  Electric  . . . . . . . . . . 

Welting,  leather.  Shoe.... . . . . . . . . . . . . . 

Wet  Bulb-globe  Temperature  Kit  . - . . . 

Wet  Globe  Temperature  Kit  (  Oial  Thermome‘er  Type,  Mechanical)  . . . 

Wet  Suit,  Neoprene . . . . . . . . . 

Wetting  Agent . - . . . . . 

Wetting  Agent,  Liquid,  Photographic  Grade  . 

Wheat  Base . . . . . 

Wheel  *  Cushion  Tread  (Semi-pneumatic)  For  Mobile  Ground  Support  Equipment  .... 

Wheel  And  Broke  Assemblies,oircroft . . . . . 

Wheel  And  Corbon  Broke  Assembly,  F-14A  Generol  Specification  For  . . 

Wheel  And  Hub  Assemblies . . . . . . . 

Wheel  And  Tire  Assemblies,  Foam  Inflated  low  Speed,  Highway  And  Off-rood 

Wheel  Assembly  6.00-6,  Type  lii . . . . . . . 

Wheel  Chair,  Folding . . . . . . . . . 

Wheel  For  6.00-9  Tire . 

Wheel  For  7.50-10  And  9.00-10  Tires . 

Wheel  Set,  Abrasive,  Rubber  Points . . . . . 

Wheel  Set,  Abrasive  (Rubber,  Straight  Handpiece . . . . . . . . 

Wheel  Set,  Abrasive,  Aluminum  Oxide,  Mandrel  Mounted,  Dentol.... . . . 

Wheel,  Abrasive  (Silicon  Carbide,  Non-heatingd  . . . . . . 

Wheel,  Abrasive  (Aluminum  Oxide) . . . . . . . . 

Wheel,  Abrasive,  Silicon  Carbide,  Mounted,  Dental . . . . . . . 

Wheel,  Abrasive,  Non-woven  Nylon,  Resin  Reinforced . . . . . . 

Wheel,  Abrasive,  Aluminum  Oxide . . . . . . . 

Wheel,  Abrasive,  (Aluminum  Oxide,  Mandrel  Mounted . . . . . . . 

Wheel,  Abrasive,  Impregnated  Rubber,  Pumice . . . . . . . 

Wheel,  Abrasive,  Silicon  Carbide,  Dental  Model  Trimming.......... . 

Wheel,  Abrasive,  (Dentol)  . . . . . . . . . 

Wheel,  Abrasive,  Snagging  . . . . . . . . . . 

Wheel,  Abrasive,  (Silicon  Carbide,  Dentol  Model  Triming . 

Wheel,  Abrasive,  (Silicon  Carbide,  Impregnated  Rubber,_Course,  Square  Edge)  ........ 

Wheel,  Buffing  (Buffs),  Full  Disc,  Cloth  Type . . . . . . . 

Wheel,  Buffing  And  Polishing . . . . . . . 

Wheel,  Buffing,  Cloth,  Dental..... . . . . 

Wheel,  Buffing,  Cloth,  Dentol  (Replaced  By  A-A-53021)...... . 

Wheel,  Exponsing. . . . . . . . . . . . . . . . 

Wheel,  lathe  Railway,  Dual  End  Drive . . . . . 

Wheel,  lathe,  Silicon  Corbide,  Dental . . . . . . . . 

Wheel,  Peening,  Rotary  Flop . . . . . . . . 

Wheel,  Plotter  S . . . . . . . . . . . . . . 

Wheel,  Pneumatic  Tire,  3.50-6 . . . . . . . . . 

Wheel,  Pneumatic  Tire,  4.00-8 . . . . . . . 

Wheel,  Pneumatic  Tire  Disk  Type,  With  Ring,  For  Tactical  Wheeled  Vehicles  . . 

Wheel,  Resilient  (For  Abrasive-coated  Cloth  Belts  Or  Bands)... . . . . 

Wheelbarrow . . . . . . 

Wheelbarrow,  Contractors . . . . . . . . . . . 

Wheelbarrow,  Generol  Utility.......................... . . . . . . . 

Wheelchair,  Folding . . . . . . . . . . . 
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87 
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03 
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ALPHABETICAL  LISTING 


TITLE 

Wheels  And  Hubs,  For  Industrial  Pneumatic  Tires . . . . . . 

Wheels/  Rims*  Trucks-  Test  Procedures  &  Performance  Requirements . . . 

Wheels,  Abrasive  (Depressed  Center . . . 

Wheels,  Abrasive  (Aluminum  Oxide,  Straight  Handpiece  . . . . . 

Whistle,  Ball,  Plastic . . . . . . 

Whiting  . . . . . . . . . . . . . . . . 

Wildcat,  Ship  Anchor  Chain  -  30  Apr  82. . . . . . . . . . 

Winch  Drum,  Power  Operated  (Highline  Winch  Type  19,  5-HI-1D,  Spanwire  Winch 
Types  15,  SW-1D,  15,  SW-2D,  8,  O-iW-lD  And  8.0-SW-2D 

Winch,  Aircraft  Mounted  HCU-9/A . . . . . . . 

Winch,  Diesel  Driven,  2  Drum,  5.9  Ton  Pull,  With  Boom  Swinger . . 

Winch,  Drum,  Engine  Or  Turret  Hoist,  Type  A-l  . . . . 

Winch,  Drum,  Power  Operated,  Triple  Drum,  Diesel  Engine  Driven,  Nonreversible 
Drive 

Winch,  Drum,  Power  Operated  AF/E24H-1, CARGO  Loading,  4000  Pound  Capacity, 
Variable  Speed,  28V  DC  Portable 

Winch,  Drum,  Power  Operated,  1  Ton  Pull,  Pneumatic...... . . . 

Winch,  Drum,  Power  Operated  (Saddle  Winch  Types  5.0-S-1D  And  5.0-S-2D . 

Winch,  Drum,  Power  Operated,  Electric........ . . . . . . . 

Winch,  Drum,  Power  Operated  (Inhaul  Winch  Type  8.0-LH-2D  And  Outhaul  Winch 
Type  8.0-OH-2D 

Winch,  Drum,  Power  Operated  (General  WINCHES.9.0-G-1D,  And  Type  7.4-G-1D) 
Winch,  Drum,  Power  Operated,  (Saddle  Winch,  Independently  Operated  Drums, 

Type  5.0-S -2 ID) 

Winch,  Drum,  Power  Operated  With  Seperate  Gypsy  Drive  (Spanwire  Winch,  Type 

15.5- SW-1D/6.0-2G) 

Winch,  Drum,  Power  Operated  (Spanwire  Winch,  Automatic  Tension  Control,  Type 

8.5- SW)AT(*1D  And  8.5-SW)AT(-1D/6.0-2G) 

Winch,  Drum,  Power  Operated  (Types  11.0-B  And  S.W)AT(.2D  And  11.0-B  And 
S.W.)AT(*2D/6.0-2G) 

Winch,  Drum,  Power  Operated  (Electrical  Hydraulic,  Variable  Speed)  General 
Specification  For 

Winch,  Drum,  Vehicle,  Mounting  Basic,  Mechonlcolly  Driven,  10,000  Lbs  Capacity  .... 

Winch,  Drum,  Vehicle  Mounting . . . . . . . . . . . . 

Winch,  Drum,  Vehicle  Mounting&basic,  Mechanically  Driven,  20,000  Pounds 
Capacity 

Winch,  Drum,  Vehicle  Mounting&basic,  Mechanically  Driven,  45,000  Pounds 
Capacity 

Winch,  Drums,  Power  Operated,  Diesel  Or  Gasoline  Engine  Driven  . 

Winches,  Drum,  Hand  Operated  Safety  Type,  For  Pontoon  Barges . 

Winches,  Drum,  Hand  Operated;  Spur  Gear,  2  Or  3  Purchase  . . . . 

Winches,  Drum,  Power  Operated,  Bathythermograph  (Inactive  For  New  Design) . 

Winches,  Rating  Of  -  Apr  70  (Reapproved  Oct  83  . . . . 

Wind  Corrector,  Sound  Ranging,  M1A1 . . . . . 

Wind  Direction  And  Wind  Speed  Indicating  Equipment,  Type  B  . . . . . 

Wind  Direction  And  Wind  Speed  Indicating  Equipment,  Type  F  . . . 

Wind  Measuring  Set  AN/PMQ-6  (Units  Of) . . . . . . . . . . 

Wind  Measuring  Set  AN/GMQ-11  (Units  Of) . . . . . 

Wind  Measuring  Set  AN/PMQ*3(  )  (Inactive... . . . . . 

Wind  Measuring  Set  AN/UMQ-5  (Compoments  Of) . . . . . . . . 

Wind  Resistance  Of  Prepored  Roof  Covering  Materials  •  Fourth  Edition  •  1  July 
1981,  Reaffirmed  21  Nov  1985  As  Revised  To  28  Apr  1986 

Windlass,  Anchor,  Electric-hydraulic,  Vertical  And  Navy  Type,  Navol  Shipboard . 

Window,  Curtain  Wall,  8.  Doors,  Rote  Of  Air  Leakage  Through  Exterior,  Standard 
Test  Method  For  •  27  Jul  84 

Window,  Lighting  Fixture,  Incondescent,  Plastic,  Disc  Shaped  . . . . . 

Window,  Observation,  Acrylic  Base,  Antielectrostotic,  Transparent  (For  Indicating 
Instrument) 

Window,  Observation  . . . . . . . . . 

Windows,  Aluminum  Prime,  Voluntary  Specification  For  *  11  May  77 . 

Windows,  Exterior,  Curtain  Walls,  And  Doors  By  Uniform  Static  Air  Pressure 
Difference,  Stondard  Test  Method  For  Structural  Performance  Of 

Windows,  Non-icing,  Laminated  Flat  Gloss,  Electrically  Heated,  With  Controls  . . . 

Windows,  Optical  Sensor . . . . 

Windows,  Storm,  Replacement  Windows,  Multi-glazing,  Storm  Doors,  And 
Replacement- Doors,  Installation  Of  -  24  Feb  1984 

Windshield  Wiper  Systems,  Possenger  Cor  •  Nov  73  (Reapproved  Oct  83).. . . 

Windshield  Wiper  Systems,  Trucks,  Buses,  &  Multipurpose  Vehicles  •  Jon  71  ............ 

Windshielded  System,  Fixed  Wing  Aircraft  -  Generot  Specification  For...,..„.. . . 

Wing  And  Rolleron  Assembly,  AIM-9 . . . . . . 

Winterization  Kit,  Facepiece,  Chemical  Biological  Mask,  Tank,  M3  . . . . . . ... 

Winterization  Kit,  Chemical  Biological  Mask,  M4 . . . . . . 

Winterizing  Kit,  Protective  Mask,  Ml . . . . . . . . 

Wiper  Assembly.  10549760,  10538530  And  10538600 . . . ......... 

Wiper,  Window,  Electric  (Marine  Service,  Heavy  Duty) . ............................... 

Wire  &  Cable  (Port  10) . . . . . . . 

Wire  &  Coble  For  Thermoplastic-insulted  For  The  Transmission  &  Distribution  Of 
Efectricol  Energy  (Rev  13)  •  Jul  87 
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ALPHABETICAL  LISTING 


TITLE 


Wire  &  Cable,  Aibeitoj,  Asbestos  Varnished  Cloth  And  Asbestos  Thermoplastic 
Insulated  •  1963 

Wire  &  Cable,  Covered,  Weather  Resistant  Polyolefin,  Standard  Specification  For  • 

5  Sep  75 

Wire  &  Cobles,  Rubber  Insulated  •  Twelfth  Edition  •  29  Aug  83  (Chg  Not  2  Dtd  29 
Aug  86) 

Wire  &  Rods,  Aluminum  &  Aluminum  Alloy  Rivet  3.  Cold  Heading  (Metric)  *  26  Apr 
85 

Wire  *  Steel,  Corrosion  And  Heat  Resistant,  Safety,  1800  Deg.  F  (Asg)..,. . 

Wire  And  Coble,  Hookup,  Electrical,  Insulated . . . . . 

Wire  And  Cable,  Electricol,  Single  Conductor,  Twisted  Pairs  And  Multiconductor 
Shielded  And  Jacketed,  High  Temperature 
Wire  And  Coble,  Polyimide  Insulated,  Electricol,  Nuclear  Weapons . . . . 

Wire  And  Rods,  Aluminum  And  Aluminum-alloy  Rivet  And  Cold  Heading  *  26  Apr 
1985 

Wire  And  Wire  Rods,  Stainless  And  Heat-resisting  Steel,  General  Requirements  For 

•  28  Aug  87 

Wire  Connectors  For  Use  With  Aluminum  Conductors,  Standard  For,  Second  Edition 

•  13  Apr  82  •  Chg  Notice  1  Dtd  1  Nov  85 

Wire  Cutter,  Ear  (Guilford-wright) . . . . . . . . 

Wire  Dispenser  (MX-306  A/g)  (ABCA-62) . 

Wire  Fabric  (Insect  Screening) . . . . . . . . . . 

Wire  Fabric  (Splint,  Wire  Mesh)  . . . . . . . . . . 

Wire  Fabric  (For  Surgical  Use) . . . . . . . . . . . 

Wire  Fabric  (Insect  Screening) . . . . . . . 

Wire  Fabric,  Industrial  . . . . . . . . . . . . 

Wire  Fabric,  Industrial  . . . . . . . . 

Wire  Fabric,  Steel . . . 

Wire  Fabric,  Steel,  Welded . . . . . . . 

Wire  Fabric,  Steel,  Hot-dipped  Galvanized . . . . . . 

Wire  Fabric,  Steel  Welded,  Plain,  For  Concrete  Reinforcement,  Standard 
Specification  For  •  30  Aug  85 

Wire  Fabric,  Steel  Welded,  Deformed,  For  Concrete  Reinforcement,  Standard 
Specification  For  •  31  Jan  86 

Wire  For  Electricol  Purposes,  lead  Coated  &  Lead-olloy-cooted  Soft  Copper  -  28 
Dec  81 

Wire  For  Prestressed  Concrete,  Uncoated  Stress  Relieved  -  1  Aug  80 . . . . . 

Wire  Insulation,  Hookup,  Standard  Methods  Of  Testing  •  26  Nov  80  . . . 

Wire  Retriever,  Antenna  (Asg) . . . . . . . 

Wire  Rods  &  Coarse  Round  Wire,  Carbon  Steel  (Metric),  Generol  Requirement!  For 

•  30  Jul  82 

Wire  Rope  And  Strand . . . . . . . . . . 

Wire  Rope  And  Wire  Rope  Assemblies;  Single  Leg-corrosion  Resisting  Steel, 
Minesweeping 

Wire  Rope  Assemblies,  Single  Leg,  For  Medium  Coblewc/  . . . . . 

Wire  Rope  Assembly,  Mooring,  Mork  1  Mod  1 . . . . . . . . 

Wire  Rope  Assemblies,  Single  leg,  Grapnel  And  Buoy  Typo . . . . . . . . 

Wire  Rope  Assembly,  Single  Leg . . . . . . . . . . . . . 

Wire  Rope  Assembly,  Single  leg,  Oxygen  Breathing  Apparatus  Safety  Line  .............. 

Wire  Rope,  Flexible,  Type  I,  Composition  A  . . . . . . . 

Wire  Rope,  Flexible,  Type  I,  Composition  B . . . . . . . . . 

Wire  Rope,  Flexible,  Type  li  (Jacketed),  Composition  A  . . . . 

Wire  Rope,  flexible,  Type  li  (Jacketed),  Composition  B  . . . . » . . . 

Wire  Rope,  Steel,  Bore  And  Nylon  Covered-corrosion  Resisting,, Flexible,  Preformed, 
Oceonogrophic  And  Bothyfhermogrophic 
Wire  Rope,  Steel,  (Stainless  Steel)  Preformed,  Nonrotofing,  For  A*fCr°f*  Rescue 
Hoist  And  Cargo  Handling  (Winching) 

Wire  Rope,  Steel,  6  X  19,  High-strength  (For  Aircraft  Launching  And. Arresting) 

(Asg) 

Wire  Rope,  Steel  1-3/8  Inch  Diameter,  6  By  30,  Type  G,  long  lay  Flattened 
Strond,  Fiber  Core,  High  Strength  (For  Aircraft  Arresting 

Wire  Snore,  No.  24  Stubs  Wire  Gage,  Carbon  Steel . . . . . . . . . . 

Wire  Stand,  Steel  (Wires  WS-3/U,  W5-4/U,  W-90,  W-115  And  W-116)... . . 

Wire  Steel,  Corrosion  Resistant  18CR  •  9.0NI  Cryogenlcolly  Produced,  High  Tensile 
Strength  (SAE  30302)  -  1  Jul  82 

Wire  Steel,  Welding,  Corrosion  &  Moderate  Heal  Resistant  13CR  -  2NI  -3W  •  15 
Oct  80 

Wire  Strand,  Nonflexible,  For  Aircraft  Control . . . . . . * 

Wire  Strond,  Steel  (Corrosion  Resistont)  Preformed  (Aircraft  Applications).... . 

Wire  Strand,  Zinc  Coated  Steel  -  31  Mar  78  (Reapproved  1984) . . . . 

Wire  Strike  Protection  System  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09821) 

Wire  Tie, . . . . . . . . . . 

Wire  Twister  Plier  (With  Side  Cutter)  . . . . . . . 

Wire  W-106  And  W-106-A . . . . . 

Wire  Welding  Steel,  0.75SI  -  0.62CR  -  0.20MO  -  0.10ZR  (0.10  -  0.17C)  -  15  Dec 
74 

Wire  Welding  Steel,  18.5NI  -  8.5CO  -  5.25MO  -  0.72TI  -  0.10A1  Vacuum  Melted, 
Environment  Controlled  •  1  Jun  74 

Wire  5.0MG  *  0.12MN  -  0.12CR  (5056-0)  Annealed,  Aluminum  Alloy  *  1  Jul  81  . . 
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ALPHABETICAL  LISTING 


TITLE 


Wire,  Alloy  Welding,  Corrosion  &  Heat  Resistant  54Ni  *  19CR  •  11CO  *  10MO  • 
3.2TI  -  1.5 A 1  *  0.006B  Vacuum  Melted  -  15  Oct  79 
Wire,  Alloy  Welding,  Corrosion  And  Heat  Resistant  70NI  -  2.4MN  *  15.5CR  -  3.0TI 
•  7.0FE  •  1  Oct  87 

Wire,  Alloy,  Corrosion  &  Heat  Resistant  73NI  »  15.5CR  -  8.0FE  Anneoled  *  1  Apr 
83 

Wire,  Alloy,  Welding,  Corrosion  &  Heat  Resistant  54CO  -  25.5CR  -  10.5NI  •  7.5W 
-  1  Jul  81 

Wire,  Aluminum  Alloy,  5.0  Mg  *  0.12  Mn  *  0.12  Cr  (5055-0)  Annealed  ■  16  July 
1981 

Wire,  Aluminum  1350  Round,  Annealed  &  Intermediate  Tempers,  For  Electrical 
Purposes  •  25  Oct  85 

Wire,  Armature  Bonding..., . . . . . . 

Wire,  Brass,  *17  Aug  88 . . . . . . . . . . 

Wire,  Corbon  Steel,  Aluminum  Coated  (Aluminized)  -  25  Mar  83 . 

Wire,  Carbon  Steel  0.60  •  0.75  Valve  Spring  Quality  •  15  Jan  77  . . 

Wire,  Carbon  Steel,  Zinc  Cooted  (Galvanized)  •  27  Aug  82  . . . . . . . 

Wire,  Cold  Drawn,  Age-hardenable  Nickel-chromium-iron  Alloy  (Req  For  Issue  Must 
Be  Sent  Via  The  Preparing  Activity,  Naval  Sea  Sys  Comd.  Sea  55Z3 
Wire,  Copper  Alloy,  High  Strength,  High  Conductivity,  For  Electronic  Application  • 

27  May  77 

Wire,  Copper  Alloy . . . . . . . . . . . . . . 

Wire,  Copper  Beryllium  Alloy  -  28  Nov  83  . . . . . . . 

Wire,  Copper  Cadmium  Alloy . . . . . . . . . . . 

Wire,  Copper  Silicon  Alloy,  For  General  Purposes  -  31  Jan  86 . . . 

Wire,  Copper-nickel-silicon  Alloy  •  28  Feb  86  . . . . . . . 

Wire,  Copper-silicon  Alloy  For  General  Purpose  -  28  November  1986  , . . . . 

Wire,  Copper,  And  Wire,  Steel,  Copperdad  W*154  And  WS-24/U . . . 

Wire,  Copper,  Silver-coated  Soft  Or  Anneoled  -27  March  87.,., . . . 

Wire,  Copper,  Soft  Or  Annealed  -  23  Jan  74 . . . . . . . 

Wire,  Copper,  Tinned  Hard  Drawn  &  Medium  Hord  Drawn,  For  Electricol  Purposes  - 
31  Aug  64 

Wire,  Coppered  Carbon  Steel,  Standard  Specification  For  -26  Feb  1988  . 

Wire,  Elctrical,  Chromel  And  Alumel,  T  Hermocouple . . . . . . 

Wire,  Electric,  600  Volt,  Aluminum,  Aircraft  (Inactiv  10-4-62) . . . . . 

Wire,  Electric,  Polylmide-insulated,  Copper  And  Copper  Alloy.. . . . 


Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Copper  Or  Copper  Alloy . 

Wire,  Electric,  Crojslinked  Polyalkene,  Crosslinked  Alkane-imide  Polymer,  Or 
Polyarylene  Insulated,  Copper  Or  Copper  Alloy 
Wire,  Electric,  Crosslinked  Polyalkene  Insulated,  Silver  Coated  Copper,  Normal 
Weight,  600  Volt,  150  Deg.  C  (Inactive) 

Wire,  Electric,  600-VOLT,  Aluminum,  Aircraft,  Genera)  Specification  For  (Asg) . 

Wire,  Electric,  Crosslinked  Polyalkene  Insulated,  Tin-coated  Copper,  Normal  Weight, 
600  Volt,  150  Deg  C 

Wire,.  Electric,  Crosslinked  Polyalkene  Insulated,  Silver  Coated  High  Strength  Copper 
Alloy,  Normol  Weight,  600  Volt,  150  Deg.  C 
Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Nylon  Jacket,  Tin  Coated  Copper 
Conductor,  3000  Volt,  105  Deg.  C  (See  Qpl  5086-27) 

Wire,;EIedric,  Crosslinked  Polyolkene  Insulated,  Silver  Coated  Copper,  Medium 
Weight,  600  Volt,  150  Deg.  C.(fnaclive) 

Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Tin  Coated  Copper,  Medium 
Weight,  600  Volt,  150  Deg.  C 

Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Polyvinylidene  Fluoride  Jacket, 

Tin-coated  Copper  Conductor,  600-VOLT,  110  Degrees  C 
Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Silyer-Cooted  High  Strength  Copper 
Alloy,  Medium  Weight,  600  Volt,  150  Deg.C 
Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Nylon  Jocket,  Tin-coated. Copper 
Conductor,  600-VOLT,  105  Degrees  C 

Wire,  Electric,  Fluorocorbon/polyimide  lnsuJoted,.light  Weight,  Silver  Coated 
Copper  Conductor,  600  Volts,  Nominal  5.8  Mil  Wall 
Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Pvc  Glass  Nylon,  Tin  Coated  Copper 
Conductor,  600  Volt,  105  Deg.  CfSee  QPL-5086-27) 

Wire,  Electric^Fiuorocorbon/polyimide  lnsuJated,.L!ght  Weight,  Nickel  Cooted 
Copper  Conductor,  600  Volts,  Nominal  5.8  Mil  V/oll 
Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Pvc-gloss-pvc  Nylon,  Tin-coated  Copper 
Conductor,  600-VOLT,  105  Degrees  C 

Wire,  Electric,  Fluorocarbon/polymide  Insuloted,  Light  Weight,  Silver  Coated  High 
Strength  Copper  Alloy  Conductor,  600  Volts,  200  Degrees  C,  Nominol  5,8  M*il 
Wall 

Wire,  Electric,  Fluoropolymer-insulated,  Crosslinked  Modified  Etfe,  lightweight, 
Nickel-coated  Copper,  200  Deg.  C,  600  Volt 
Wire,  Electric,  Fluorocorbon/polyimide  Insulated,  light  Weight,  Nickel  Cooted  High 
Strength  Copper  Alloy  Conductor,  600  Volts,  Nominol  5.8  Mil  Wall 
Wire,  Electric,  Fluoropolymer  Insuloted,  Copper  Or  Copper  Alloy . . . 

Wire,  Electric,  Crosslinked  Polyalkene  Insulated,  Silver  Coated  Copper,  light  Weight, 
600  Volt,  150  Deg.  C  (Inactive  For  New  Design) 
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ALPHABETICAL  LISTING 


TITLE 


Wire,  Electric,  Fluoropolymer  Insulated,  TFE  And  TFE  Cooted  Glass,  Silver  Coated 
Copper  Conductor,  600  Volt 

Wire,  Electric,  CrosslinVed  Polyalkene  Insulated,  Tin  Coated  Copper,  Light  Weight, 
600  Volt,  150  Deg.  C 

Wire,  Electric,  Fluoropolymer  Insulated,  TFE  And  TFE  Coated  Glass,  Nickle  Cooted 
Copper  Conductor,  600  Volt 

Wire,  Electric,  Crosslinked  Polyotkene  Insulated,  Silver  Coated  High  Strength  Copper 
Alloy,  Light  Weight,  600  Volt,  150  Deg.  C 
Wire,  Electric,  Fluorocarbon  Insulated,  TFE  Glass  TFE,  Medium  Weight,  Nickle 
Coaled  Copper,  600  Volt 

Wire,  Electric,  Fluorocarbon/polyimide  Insulated,  Medium  Weight,  Silver  Coated 
Copper  Conductor,  600  Volts,  Nominal  8,  4  Or  15.4  Mil  Wall 
Wire,  Electric,  Fluoropolymer-insulated,  TFE-GLASS-FEP,  Medium  Weight, 
Silver-coated  Copper  Conductor,  600-VOLT 
Wire,  Electric,  Fluorocarbon/polyimide  Insulated,  Medium  Weight,  Nickel  Coated 
Copper  Conductor,  600  Volts,  Nominal  8.4  Or  15.4  Mil  Wall 
Wire,  Electric,  Fluoropolymer  Insulated,  Abrasion  Resistant,  Extruded  TFE,  Silver 
Coated  Copper  Conductor,  600  Volt 

Wire,  Electric,  Fluorocarbon/polyimide  Insulated  Light  Weight,  Silver  Coated 
Copper,  600  Volts,  Nominal  4.6  Mil  Wall 
Wire,  Electric,  Fluorocarbon  Insulated,  Abrasion  Resistant,  Extruded  TFE,  Nickle 
Coated  Copper  Conductor,  600  Volt 

Wire,  Electric,  Fluorocarbon/polymide  Insulated,  Medium  Weight,  Silver  Coated 
High  Strength  Copper  Alloy  Conductor,  600  Volts,  Nominal  8.4  Mil  Wall 
Wire,  Electric,  Fluoropolymer  Insulated,  Abrasion  Resistant,  Extruded  TFE,  Medium 
Weight,  Silver  Coated  Conductor,  600  Volt 
Wire,  Electric,  Fluorocarbon/polyimide  Insulated,  Medium  Weight,  Nickel  Cooted 
High  Strength  Copper  Alloy  Conductor,  600  Volts,  Nominal  8.4  Mil  Wall 
Wire,  Electric,  Fluorocarbon  Insulated,  Abrasion  Resistant,  Extruded  TFE,  Medium 
Weight,  Nickel  Coated  Copper  Conductor,  600  Volt 
Wire,  Electric,  Fluorocarbon/polyimide  Insulated  Light  Weight,  Nickel  Coated 
Copper,  600  Volts  Nominal  4.6  Mil  Wall 
Wire,  Electric,  Fluoropolymer-insulofed,  Extruded  TFE,  Nickel-coated  Copper 
Conductor,  600-VOLT 

Wire,  Electric,  Fluorocarbon/polyimide  Insulated  Light  Weight,  Silver  Coated  High 
Strength  Copper  Alloy,  600  Volts,  Nomina!  4.6  Mil  Wall 
Wire,  Electric,  Fluorocarbon  Insulated,  FEP-PVF2  Medium  Weight,  Tin  Coated 
Copper,  600  Volt 

Wire,  Electric,  Fluorocarbon/polyimide  Insulated  light  Weight  Nickel  Cooted  High 
Strength  Copper  Alloy,  600  Volts,  Nominol  4.6  Mil  Wall 
Wire,  Electric,  Fluorocarbon-insulated,  FEP-PVF2,  Lightweight,  Tin-coated  Copper, 
600  Volt 

Wire,  Electric,  Fluorocarbon/polyimide  Insuloted,  light  Weight,  Tin  Cooted  Copper 
Conductor,  600  Volts,  150  Degrees  C,  Nominal  5.8  MIL  Woll 
Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Silver  Cooted  Copper 
Conductor,  1000  Volt 

Wire,  Electric,  Fluorocarbon/polymide  Insuloted,  Medium  Weight,  Tin  Coated 
Copper  Conductor,  600  Volts,  150  Degrees  C  Nominal  8.4  Or  15.4  Mil  Wall 
Wire,  Electric,  Fluorocarbon  Insulated,  Extruded  TFE,  Nickle  Coated  Copper 
Conductor,  1000  Volt 

Wire,  Electric,  Fluorocorbon  Insuloted,  Extruded  TFE,  Silver  Coated  Copper 
Conductor,  600  Volt 

Wire,  Electric,  Fluorocorbon  •  Insulated,  F6P-PVF2  lightweight,  Silver  Plated  High 
Strength  Copper  Alloy,  600  Volt 

Wire,  Electric,  Fluoropolymer  Insuloted,  Extruded  ESTFE,  Medium  Weight,  Tin 
Coated  Copper  Conductor,  600  Volt,  150  Deg  C 
Wire,  Electric,  Fluoropolymer-insuloted,  Extruded  ETFE,  Medium  Weight, 
Silver-cooted  High  Strength  Copper  Alloy  Conductor,  600  Volt,  150  Deg.  C 
Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  ESTFE,  Light  Weight,  Tin. Coated 
Copper  Conductor,  600  Volt,  150  Deg.  C 
Wire,  Electric,  Fluoropolymer-insulated,  Extruded  ETFE,  light  Weight,  Silver-coated 
High  Strength  Copper  Alloy  Conductor,  600  Volt,  150  Deg  C 
Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Silver  Coated  High  Strength 
Copper  Alloy  Conductor,  1000  Volt 

Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Nickle  Cooted  High  Strength 
Copper  Alloy  Conductor,  1000  Volt 

Wire,  Electric,  Fluoropolymer  Insuloted,  Extruded  TFE  Nickle  Coated  High.Strength 
Copper  Alloy  Conductor,  600  Volt 

W/re,.EIectric,  Fluoropolymer  Insulated,  Extruded  Tf#>  Cooffd  High  Strength 
Copper  Alloy  Conductor,  600  Volt 

Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Polyimide  Coated,  Silver 
Coated  Conductor,  600  Volf 

Wire,  Electric,  Fluoropolymer-insulofed,  Extruded  TFE,  Polyimide  Coated, 
Nickel-coated  Copper  Conductor,  600-VOLT 
Wire,  Electric,  Fluoropolymer  Insuloted,  Extruded  TFE,  Polyimide  Coated,  Silver 
Cooled  High  Strength  Copper  Alloy  Conductor,  600  Volt 
Wire,  Electric,  Fluoropolymer  Insuloted,  Extruded  TFE,  Polyimide  Cooted, 
Nickel-cooled  High  Strength  Copper  Alloy  Conductor,  600-VOLT 
Wire,  Electric,  Fluoropolymer  Insulated,  Crosslfnked  Modified  ETFE,  Normal  Weight, 
Nickle  Coaled  Copper,  200  Deg  C,  600  Volt 
Wire,  Electric,  Fluoropolymer  Insulated,  Crosslinked  Modified  ETFE,  Normal  Weight, 
Nickel  Cooted  High  Strength  Copper  Alloy,  200  Deg.  C,  600  Volt 
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ALPHABETICAL  LISTING 


TITLE 


Wire,  Electric,  Fluoropolymer  Insulated,  Crossiinked  Modified  Etfe,  Normal  Weight, 
Tin  Coated  Copper,  150  Degree  C,  600  Volt 
Wire,  Electrical-silicone-insulated,  Copper,  600  Volt,  200  Deg.  C,  Polyester  Jacket..,, 
Wire,  Electrical,  Solderless  Wrap,  Insulated  And  Uninsulated,  General  Specification 
For 

Wire,  Electrical,  Fluoropoymer  Insulated,  Crosstinked  Modified  Etee,  Normol  Weight, 
Silver  Coated,  High  Strength  Copper  Alloy,  200  Degree  C,  600  Volt 
Wire,  Electrical  -  Silicone  Insulated,  Capper,  600  Volt,  200  Deg.  C.  Fep 
JACKE300661T  (Asg) 

Wire,  Electrical,  Solderless  Wrap,  Extruded  Polytetrafluoroethylene  (Ptfe)  Insulation, 
Silver  Coated  Solid  Conductor 

Wire,  Electrical,  Polyvinyl  Chloride  Insulated,  Polyvinylidene  Fluoride  Jacket,  Silver 
Coated  Copper  Alloy  Conductor,  600  Volt,  110  Deg.  C 
Wire,  Electrical,  Solderless  Wrap,  Polyethylene  Terephthalate  -  Polyester  Laminated 
Tape  Insulation,  Silver  Coated  Solid  Conductor 
Wire,  Electrical,  Solderless  Wrap,  Polyamide  Jacket  Over  Extruded  Polyvinyl 
Chloride  (Pvc)  Insulation,  Tin  Coated  Solid  Conductor 
Wire,  Electrical,  Polyvinyl  Chloride  Insulated,  Nylon  Jacket,  Tin  Coated  Copper 
Conductor,  Medium  Weight,  600  Volt,  105  Deg  C 
Wire,  Electrical,  Solderless  Wrap,  Polyamide  Jacket  Over  Extruded  Fluorinated 
Ethylene  Propylene  (Fep)  Insulation,  Silver  Coated  Solid  Conductor 

Wire,  Electrical,  Copper  (Uninsuloted) . . . 

Wire,  Electrical,  Solderless  Wrap,  Uninsulated,  Silver  Coated  Solid  Conductor . 

Wire,  Electrical,  Fluoropolymer  Insulated,  Crossiinked  Modified  Etfe,  Lightweight, 
Tin-coated  Copper,  150  Degre  C,  600  Volt 

Wire,  Electrical,  Solderless  Wrap,  Uninsulated,  Gold  Coated  Solid  Conductor . 

Wire,  Electrical,  Steel,  Copper-covered . . . . . . . . 

Wire,  Electrical,  Solderless  Wrap,  Uninsulated,  Tin  Coated  Solid  Conductor . 

Wire,  Electricol  (Tinsel)  . . . . . . . . . . 

Wire,  Electricol,  Solderless  Wrop,  Extruded  Ethylene-tetrafluoroethylene  (Etfe) 
Insulation,  Silver  Coated  Solid  Conductor 
Wire,  Electricol,  Fluoropolymer  Insulated,  Crossiinked  Modified  Etfe,  lightweight, 
Silver  Coated,  High  Strength  Copper  Alloy,  200  Degree  C,  600  Volt 
Wire,  Electrical,  Solderless  Wrap,  Extruded  Ethylene-chlorotrifluoroethylene  (Ectfe) 
Insulation,  Silver  Coated  Solid  Conductor 

Wire,  Electricol,  Antenna  (Wire  WS-12/U  And  Wire  WS-13/U) . . . . 

Wife,  Electricol,  Solderless  Wrop<  Extruded  Polyvinyidene  Fluoride  (Pvdf)  Insulation, 
Silver  Coated  Solid  Conductor 

Wire,  Electricol,  Antenna  (Wire,  W-120) . . . . 

Wire,  Electrical,  Solderless  Wrop,  Polyimide  Coating  Over  Extruded 
Polytetrafluoroethylene  (Ptfe)  Insulation,  Silver  Coated  Solid  Conductor 
Wire,  Electricol  (For  Instrument  Test  Leads) . . . 

Wire,  Electrical,  Solderless  Wrap,  Fluorocarbon  Polyimide  Tope  And 
Polytetrofluoroelhylene  (Ptfe)  Insulation,  Silver  Coated  Solid  Conductor 
Wire,  Electrical,  Floropolymer  Insulated,  Crossiinked  Modified  Etfe,  lightweight, 
Nickel  Coated  High  Strength  Copper  Alloy,  200  Degree  C,  600  Volt 
Wire,  Electricol,  Fluoropolymer  Insulated,  Crossiinked  Modified  ETFE,  Normal 
Weight,  Silver  Coated  Copper,  200  Deg.  C,  600  Volt 
Wire,  Electricol,  Fluoropolymer-insulated,  Crossiinked  Modified  ETFE,  lightweight, 
Silver-coated  Copper,  200DEGREE  C,  600  Volt 

Wire,  Electrical  (Wire  W-27  And  Wire  WS-19)(/U)  . . 

Wire,_Electricol,  High  Temperature  &  Fire  Resistant,  General  Specification  For . 

Wire,  Electricol,  Antenna,  High  Frequency  (Wire  W-146)  . . . 

Wire,  Electricol- (Wire  W- 124,  WO 25  And  W028).... . 

Wire,:  Electricol,  Antenna,  (Wire  W-28) . . . . . . . 

Wire,  Electricol,  High  Temperature  And  Fire  Resistonl,  Normal  Weight. . . . 

Wire,  Electrical,  High  Temperoture  &  Fire  Resistant,  light  Weight . . . 

Wire,  Electricol,  Insulated,  Antenna  . . . . . . 

Wire,  Electrical,  Hightemperature  And  Fire  Resistant,  light  Weightsmall  Diameter...... 

Wire,  Electricol,  Rodio  Antenna,  7/)2,  7/14,  7/16,  7/18,  7/20,  7/22 . 

Wire,  Electrical,  Iron  And  Constqntan,  Thermocouple . . . . . . . 

Wire,  Electrical,  Copper  And  Constonton,  Thermocouple . . . 

Wire,  Electrical,  Insulated,  General  Specification  For... . . . . . . 

Wire,  biectncdf,  Silicone  Insulated,  Copper,  600  Volt,  200  Deg.  C . . . 

Wire,  Electricol,  Polyvinyl  Chloride  (PVC)  Insulated,  105  Deg.  C,  600  Volts 
Polyamide  Jacket 

Wire,:  Electricol,  Polyvinyl  Chloride  (PVC)  Insulated,  105  Deg.  C,  1000  Volts, 
Polyamide  Jacket 

Wire,  Electrical,  Polyvinyl  Chloride  (PUV)  Insulated,  105  Deg.  C,  3000  Volts, 
Polyamide  Covering 

Wire,  E!ecfricol,  Type  8,  105  Degrees  C.,  600  Volts,  (Insulated,  High  Temperoture) 
(Navy) 

Wire,  Electrical,  Polyvinyl  Chloride  (PVC)  Insulated,  105  Deg  C,  1000  Volts . . . . 

Wire,  Electricol,  Type  D,  105  Degrees  C,  3000  Volts,  (Insulated,  High  Temperature) 
(Navy) 

Wire,  Electrical,  Polytetrafluoroethylene  (PTFE  Insulated,  200  Deg  C,  600  Volts, 
Extruded  Insulation 
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Wire,  Electricol,  Polytelrafluoroethylene  (PTFE)  insulated,  200  Deg.  C,  1000  Volts, 
Extruded  Insulation 

Wire,  Electrical,  Type  ET,  200  Degrees  C.  And  260  Degrees  C.,  250  Volts, 

(Insulated,  High  Temperature)  (Navy) 

Wire,  Electrical,  Silicone  Rubber  Insulated,  200  Deg.  C,  600  Volts  . . . . . ...» 

Wire,  Electrical,  Silicone  Rubber  Insulated,  200  Deg.  C,  1000  Volts  . . . 

Wire,  Electricol,  Polyethylene  Insulated,  75  Oeg.  C,  600  Volts . . . 

Wire,  Electrical,  Ffuorinated  Ethylene  Propylene  (FEP)  Insulated,  200  Deg.  C,  600 
Volts 

Wire,  Electrical,  Type  KK,  200  Degrees  C,  1000  Volts,  (Insulated,  High  Temperature) 
(Navy) 

Wire,  Electrical,  Type  KT,  200  Degrees  C,  250  Volts  (Insulated,  High  Temperature) 
(Navy) 

Wire,  Electricol,  Crosslinked  Modified  Polyethylene  (XIPE)  Insulated,  125  Deg.  C, 

600  Volts 

Wire,  Electricol,  Crosslinked,  Modified  Polyethylene  (XLPE)  Insulated,  125  Deg.  C, 
1000  Volts 

Wire,  Electrical,  Crosslinked,  Modified  Polyethylene  (XLPE)  Insulated,  125  Deg  C, 
3000  Volts 

Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insulated,  200  Deg.  C,  250  Volts, 
Wropped  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  200  Deg.  C.,  600  Volts, 
Wrapped  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  200  Deg  C,  1000  Volts, 
Wrapped  Insulation 

Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C.,  250  Volts, 
Extruded  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C,  250  Volts, 
Wrapped  Insulation 

Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C.,  600  Volts, 
Extruded  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C,  600  Volts, 
Wrapped  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C.,  1000  Volts, 
Extruded  Insulation 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C,  1000  Volts, 
Wrapped  Insulation 

Wire,  Electrical,  Silicone  Rubber  Insulated,  150  Deg.  C,  600  Volts  . 

Wire,  Electrical,  Silicone  Rubber  Insulated,  150  Deg.  C,  1000  Volts  . 

Wire,  Electricol,  Silicone  Rubber  Insulated,  150  Deg.  C,  1000  Volts,  Gloss  Braid 
Covering,  Abrasion  Resistant 

Wire,  Electrical,  Silicone  Rubber  Insulated,  200  Deg.  C,  1000  Volts,  Glass  Braid 
Covering,  Abrasion  Resistant 

Wire,  Electrical,  Polyethylene  Insulated,  750C,  600  Volts,  Polyamide  Covering, 
Abrasion  Resistant 

Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insulated,  200  Deg.  C,  1000  Volts, 
Double  Wrapped  Insulation 

Wire,  Electricol,  Polytetrafluoroethylene  (PTFE)  Insulated,  260  Deg.  C,  1000  Volts, 
Double  Wrapped  Insulation 

Wire,  Electrode,  Patient . . . 

Wire,  Fobric,  Steel,  Welded,  (For  Reinforced  Concrete) . . . . . 

Wire,  Fixture,  And  Flexible  Cord,  Standard  For  'fourteenth  Edition,  As  Revised  To 
March  6,  1987 

Wire,  Flot,  Nonelectrical,  Tool  Steel,  Type  01 . . . . . 

Wire,  Hexagon,  Nonelectrical,  Tool  Steel,  Type  W1  . . . . . . 

Wire,  Hexagonol,  Nonelectrical  Aluminum  Alloy  2024 . . . 

Wire,  Hexagonal,  Nonelectrical  Aluminum  Alloy  6061 . . . . . . 

Wire,  Hexagonol,  Nonelctrical  Aluminum  Alloy  7075 . . . . . . . 

Wire,  Insulated,  Hord  Drawn  Copper . . . . . . . 

Wire,  Insulated,  Hord  Drawn  Alloy  Of  Copper*codmium,  No.  23  Awg  . . . 

Wire,  Iron  Or  Steel,  Gotvonized  . . . . . . 

Wire,  Magnet,  Electrical . . . . . . . . . . . 

Wire,  Mognet,  Electrical,  Class  130,  Type  UN,  Pdyurethone*nylon.coated,  Round . 

Wire,  Magnet,  Electricol,  Class  105,  Type  E  OleoresinouS'enomel-coated,  Round  . 

Wire,  Mognet,  Electricol,  Class  105,  Type  Su,  Solderable  Polyurethane  Coated, 
Round 

Wire,  Mognet,  Electricol,  Class  105,  Type  SN,  Solderoble  Polyamide  Coated,  Round 

Wire,  Mognet^  glee  tricot,  OcSJ  155,  Typ o  l ,  Pc h/c :  fc r*co c  fc d,  Ro un d  . . . . 

Wire,  Mognet,  Electrical,  Closs  155,  Type  IN,  Polyester  Or  Polyester*imide 
Overcoaled  With  Polyamide,  Round 
Wire,  Magnet,  Electricol,  Closs  180,  Type  H,  Polyester-imide  Or 
Polyester*amrde'imide'Cooted/  Round 

Wire,  Mognet,  Electricol,  Closs  200,  Type  K,  Polyester,  Polyester.Jmide  Or 
Polyester*omide*imide  Overcoated  With  Polyamide -imide.  Rectangular 
Wire,  Magnet,  Electrical,  Closs  200,  Type  K,  Polyester,  Polester'imide  Or 
Polyester.omide-imide  Overcoated  With  Polyomide-imide,  Round 

Wire,  Mognet,  Electricol,  Closs  220,  Type  M,  Aromatic  Polylmide  Coated,  Round. . 

Wire,  Magnet,  Electrical,  Class  105,  Type  T,  Polyvinyl  Formal  Coated,  Rectongulor  .. 

Wire,  Magnet,  Electrical,  Class  220,  Type  M.polyfmide-cooted,  Rectangular . . 

Wire,  Magnet,  Electrical,  Class  155,  Type  Gv,  Glass -fiber-covered.  Round  . . . 

Wire,  Mognet,  Electricol,  Class  155,  Type  DGV  Polyester-glass-fiber-covered,  Round 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

T" 

MIL-W-16878/5B  (1) 

6145 

SH 

21  Aug 

84 

SH 

L 

Mll-W-16878/68 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/7A  0) 

6145 

SH 

21  Aug 

84 

SH 

l 

MH.-W-16878/8A  (1) 

6145 

SH 

21  Aug 

84 

SH 

l 

MIL-W-16878/10C 

6145 

SH 

10  Aug 

81 

SH 

MIL-W-16878/11A  (1) 

6145 

SH 

21  Aug 

84 

SH 

L 

MIL-W-16878/12C 

6145 

SH 

10  Aug 

81 

SH 

MII-W-16878/13A 

6145 

SH 

10  Aug 

81 

SH 

85 

l 

MIL-W-16878/14  (1) 

6145 

SH 

21  Aug 

84 

SH 

L 

MIL-W-16878/15  (1) 

6145 

SH 

21  Aug 

84 

SH 

L 

MIL-W-16878/16A 

6145 

SH 

21  Aug 

84 

SH 

l 

MIL-W-16878/20 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/2) 

6145 

SH 

10  Aug 

81 

SH 

l 

M IL-W-16878/22 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/23 

6145 

SH 

10  Aug 

81 

SH 

L 

MIL-W-16878/24 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/25 

6145 

SH 

10  Aug 

81 

SH 

l 

Mll-W-16878/26 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W.16878/27 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-1687B/2B 

6145 

SH 

10  Aug 

81 

SH 

t 

MIL-W-16878/29  (1) 

6145 

SH 

21  Aug 

84 

SH 

l 

MIL-W-16878/30 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/31 

6145 

SH 

10  Aug 

81 

SH 

l 

MIL-W-16878/32  (1) 

6145 

SH 

21  Aug 

84 

SH 

l 

MIL-W-1687B/33 

6145 

SH 

10  Aug 

81 

l 

MIL-W-16878/34  (1) 

6145 

SH 

21  Aug 

84 

SH 

L 

MIL-W-16878/35 

6145 

SH 

25  Jun 

82 

SH 

A-A-51390A 

6515 

/MB 

22  Aug 

86 

MD  MS 

03 

RR-W-375A  (1) 

5335 

t 

06  Jon 

72 

UL  62-83 

6145 

YD 

06  Nov 

87 

YD 

85 

MS-52051 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52056 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-14278 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-14279 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-14280 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

l 

Mll-W.191506 

6145 

OS 

11  Feb 

77 

OS 

l 

MIL-W-82599 

6145 

OS 

07  Sep 

88 

OS 

NOTICE  1 

MII-W-3314A 

6145 

CR 

29  Mar 

65 

CR 

$5 

J-W-l  177B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

SUPL  1 

J-W-l  177/9B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/1A 

6145 

/SH 

27  Sep 

76 

CR 

SH 

85 

J-W-l  177/28 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/38 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/108 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/1 18 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-1177/128 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/13B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/14B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/158 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/16B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/188 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/19A 

6145 

/SH 

27  Sep 

76 

CR 

SH 

85 

J-W-l  177/20B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

800 
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PREP 
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CUSTODIAN 

Wire,  Mognet,  Electrical,  Clats  200,  Type  Gk,  Glau-fiber-covered.silicone  Treated, 

J-W-1177/21B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Round 

Wire,  Magnet,  Electrical,  Clow  155,  Type  Gv,  Glajj-fiber-eovered,  Rectangular . 

J-W-l  177/228 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Wire,  Magnet,  Electrical,  Clost  200,  Type  Gk,  Gla»s*fiber*coYered,jilicone  Treated, 

J.W.1177/23B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Rectangular 

Wire,  Magnet,  Electrical,  Class  180,  Type  Dgh,  Polycster-glass-fiber-covered, 

J-W-l  177/24B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

S{i;«>ne(rfated,  Round 

Wir*.  Magnet, ’Electrical,  Class  155,  Typo  DGV,  Polyester-glass-fiber-covered, 

J-W-l  177/25B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Rectangulor 

Wire,  Mognet,  Electrical,  Class  180,  Type  DGH,  Polyester-gloss-fiber-covered, 

J-W-l  177/26B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Rectangular 

Wire,  Magnet,  Electrical,  Class  220,  Type  M2DGGM,  Polyester-glass-fiber-covered, 

J.W-1177/27B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Rectangular 

Wire,  Magnet,  Electrical,  Class  105,  Type  T,  Polyvlnyl-formol-coated,  Round . . . 

J-W-l  177/4B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Wire,  Magnet,  Electrical,  Class  105,  Type  TN,  Polyvinyl  Formal  Overcoated  With 

J-W-l  177/5B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Polyamide,  Round 

Wire,  Magnet,  Electrical,  Class  105,  Type  TB,  Polyvinyl-formal-coated,  Self-bonding, 

J-W-l  177/6B 

6145 

/SH 

10  Jun 

88 

CR 

SH 

85 

Round 

Wire,  Magnet,  Electrical,  Class  105,  Type  Sa,  Solderable-ocrylic-coated,  Round  ........ 

J-W-1I77/7A 

6145 

/SH 

27  Sep 

76 

CR 

SH 

85 

Wire,  Magnet,  Electrical,  Class  105,  Type  San,  Solderoble  Acrylic  Nylon  Coated, 

J-W-l  177/8A 

6145 

/SH 

27  Sep 

76 

CR 

SH 

85 

Sound 

Wire,  Metal,  Round,  Nonelectric,  Too!  Steel,  Type  T1 . . . . . . 

MS-500123 

9505 

MR 

23  Jun 

87 

MR 

SH 

11 

Wire,  Metallizing . . . . . . . . . . 

MIL-W-6712C  (1) 

3439 

MR 

21  May 

87 

MR 

SH 

20 

Wire,  Molybdenum,  Platinum  Clad . . . 

1 

MlL-W-47087 

9525 

Ml 

10  May 

74 

Ml 

Wire,  Nickel  Base  Alloy,  Age  Hardenable . . . . . 

l 

MIL-W-19487A 

9525 

os 

24  Jun 

75 

OS 

Wire,  Nickel-chromium-iron  Alloy . . . . . . . 

QQ-W-390C 

9525 

/MR 

25  Feb 

70 

MR 

AS 

20 

Wire,  Non-electricol,  Hexagon,  Copper  Base  Alloy  464 . . . . . 

MS-500143 

9525 

MR 

27  Oct 

87 

MR 

SH 

69 

Wire,  Non-electricol,  Square,  Copper  Bose  Alloy  464  . . . . 

MS-500144 

9525 

MR 

27  Oct 

87 

MR 

SH 

69 

Wire,  Non-electrical,  Half  Oval,  Copper  Base  Alloy  464 . . . 

MS-500145 

9525 

MR 

27  Oct 

87 

MR 

SH 

69 

Wire,  Nonelectrical,  Hexogon,  Corrosion  Resistant  Steel,  Type  303 . . . . . 

MS-500118 

9505 

MR 

21  Apr 

87 

20 

Wire,  Nonelectrical,  Square,  Corrosion  Resistant  Steel,  Type  303 . 

MS-500119 

9505 

MR 

21  Apr 

87 

20 

Wire,  Nonelectrical,  Squore,  Copper  Base  Alloy  360.... . . . . . . . 

MS -52001 

9525 

MR 

25  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant  Steel,  Type  303  SE . . . 

MS-500120 

9505 

MR 

21  Apr 

87 

20 

Wire,  Nonelectrical,  Flat,  Copper  Base  Alloy  360  . . . . 

MS-52002 

9525 

MR 

24  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant  Steel,  Type  416 . . . 

MS-500121 

9505 

MR 

2)  Apr 

87 

20 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant  Steel,  Type  430  F . . 

MS-500122 

9505 

MR 

21  Apr 

87 

20 

Wire,  Nonelectrical,  Hexogon,  Copper  Base  Alloy  360  . . . 

MS-52003 

9525 

MR 

24  Oct 

34 

MR 

SH 

99 

Wire,  Nonelectrical,  Round,  Copper  Base  Alloy  268  . . . 

MS-52004 

9525 

MR 

24  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectric,  Round,' Copper  Bose  Alloy  360 . 

MS-52005 

9525 

MR 

25  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectrical,  Square,  Copper  Base  Alloy  260 . 

MS-52006 

9525 

MR 

25  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectrical  (Chromium-cobalt  Alloy) . . . . 

A-A-53235 

6520 

MB 

29  Sep 

87 

MD^MS  03 

Wire,  Nonelectncol,  Flat,  Copper  Base  Alloy  260  . 

MS-52007 

9525 

MR 

25  Oct 

84 

MR 

SH 

99 

Wire,  Nonelectrical,  Round,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft 

MS-14291 

9505 

AS 

09  Oct 

84 

MR 

AS 

99 

Quality) 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  301  . . . 

MS-14395 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Square,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft 

MS-14292 

9505 

AS 

09  Oct 

84 

MR 

AS 

Quolity) 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  302 . . . . . 

MS-14396 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical  (Corrosion-resisting  Steel) . . . . 

A-A-51297 

6520 

MB 

18  Dec 

85 

MD  MS 

03 

Wire,  Nonelectrical,  Round,  Alloy  Steel  E4340  . . . 

MS-14526 

9505 

AS 

31  Dec 

87 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  304 . . . 

MS-14397 

9505 

AS 

28  Feb 

85 

MR 

A5 

99 

Wire,  Nonelectric,  Hexagon,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft 

MS-14293 

9505 

AS 

09  Oct 

84 

MR 

AS 

99 

Quolity) 

Wire,  Nonelectric  (Corrosion-resisting  Steel,  Soft, . . . . . 

A-A-53822 

6520 

MB 

28  Feb 

89 

MD 

MS 

03 

Wire,  Nonelec tricol.  Round,  Corrosion  Resistant,  Type  310 . . 

MS-14398 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wise,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  316 . . . . . 

MS-14399 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  321 . . . 

MS-14400 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  347  . . . . . . 

MS-U401 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  410 . . 

MS-14402 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  416 . . . . 

MS-14403 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  NonelectricoT,  Round,  Corrosion  Resistont,  Type  420 . 

MS-14404 

9505 

AS 

25  Jan 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  430 . . . 

MS-14405 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  440C . . . 

MS- 14406 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Hexogon,  Corrosion  Resistant,  Type  347  . 

MS-14407 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectrical,  Hexogon,  Corrosion  Resistant,  Type  410 . 

MS-14408 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nonelectric,  Square,  Corrosion  Resistont,  Type  316....... . 

MS-14409 

9505 

AS 

28  Feb 

85 

MR 

AS 

99 

Wire,  Nut  Retaining,  Designed  For  Adopter,  Hose  To  Tube,  Reusable,  Hydraulic, 

MS-27238 

4730 

82 

06  Aug 

64 

AS 

99 

Fuel  And  Oil  lines 

Wire,  Octagon,  Non  Electrical,  Tool  Steel,  Type  W1 . . . . . . 

MS-52057 

9505 

MR 

31  Jul 

85 

MR 

99 

Wire,  Phosphor  Bronze  *  31  Jan  86.......... . . . . . . 

AS7M  Si5r-86 

9525 

HO 

07  .‘.‘.sr/ 

86 

MR 

SH 

Wire,  Phosphor  Wire  (Metric)  *  28  Nov  1987 . . . . 

ASTM  B159M-86A 

9525 

MR 

24  Jul 

87 

MR 

SH 

Wire,  Platinum  Alloy  (Ffatinum  Ruthenium,  Platinum  Iridium. . . . . . . . 

MII-W-3662B 

9545 

MB 

21  Jul 

86 

MD  MS 

03 

Wire,  Platinum  Alloy  (Platinum  •  Ruthenuim,  Platinum  -  Uruduim). . . . 

MH-W-003662A 

9545 

DM 

21  “Mar 

68 

MD  MS 

03 

Wire,  Primer,  Electrical................. . . . . . . . 

MIL-W-438B 

6145 

AR 

06  May 

65 

AR 

OS 

85 

Wire,  Resistance,  Enomeled  . . . . . . . . . 

i 

M1L-W-14593A 

6145 

AR 

24  Jun 

65 

AR 

Wire,  Retainer . . . . . . . . . . . . . . . 

i 

MS-27625 

4730 

82 

17  Mar 

71 

99 

Wire,  Retainer . . . . . . . . . . . . . 

MS-27072C 

4730 

82 

30  Jun 

72 

AV 

AS 

99 

Wire,  Retainer  . . . . . . . . . . . 

t 

MS-27074B 

4730 

82 

02  Moy 

66 

99 

Wire,  Retainer  Tube  Coupling  Nut  -  Mar  83  . . . . . . . . . . . 

AS  1791-83 

4730 

AS 

25  Oct 

84 

AV 

AS 

99 

Wire,  Retaining,  Swivel  Nut  Ams  5637  . . . . . . . . . . . 

i 

MS-18083 

4730 

AS 

26  Apr 

65 

AS 

Wire,  Rope,  Ffcxibte,  For  Aircraft  Control . . . . . . . 

Q 

MIL-W-83420D  (2) 

4010 

82 

18  Jan 

85 

AV 

AS 

99 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  W1  . . . . 

MS-52052 

9505 

MR 

31  Jul 

85 

MR 

99 

Wire,  Round,  Nonelectrical  Tool  Steel,  Type  W2 . . . . . . 

MS-52053 

9505 

MR 

31  Jul 

85 

MR 

99 

601 


ALPHABETICAL  LISTING 


TITLE 


Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  A2 . . . . 

Wire,  Round,  Nonelectrical  Tool  Steel,  Type  H21  . . . . . . 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  01  . . . . . . 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  02  . . . . . . 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  S5  . . . . . 

Wire,  Round,  Nonelectrical  Aluminum  Alloy  7075  . . . . . . . . . . 

Wire,  Round,  Nonelectrical  Aluminum  Alloy  2024  . . . . 

Wire,  Round,  Nonelectrical  Aluminum  Alloy  6051  . . . . . . . . 

Wire,  Safety  Or  Lock . . . . . . . . . . 

Wire,  Silver*a!loy  . . . . . . . . . . . . . . 

Wire,  Snare  (Spring  Steel,  Medical)  . . . . . . . 

Wire,  Square,  Nonelectrical  Aluminum  Alloy  6061.... . . . . . 

Wire,  Square,  Nonelectrical  Aluminum  Alloy  7075. . . . 

Wire,  Squore,  Nonelectrical,  Too!  Steel,  Type  S5  . . . . 

Wire,  Squore,  Nonelectrical  Aluminum  Alloy  2024............ . . . . 

Wire,  Squore,  Nonelectrical,  Tool  Steel,  Type  W1 . . . 

Wire,  Square,  Nonelectrical,  Too!  Steel,  Type  W2 . . . . . . . 

Wire,  Steel  Oil  Tempered  For  Mechanical  Springs  •  29  Jul  83  . . . 

Wire,  Steel  Welding  1.05CR  -  0.55MO  -  0.07V  (0.34  •  0.40C),  Vacuum  Melted, 
Environment-controlled  Packaged  *  15  Oct  80 
Wire,  Steel  Welding  1.05CR  •  0.55NI  -  1.0  Mo-  0.07V  (C.34 . 0.40C)VACUUM 
Melted,  Environment-controlled  Packaging  *  1  Oct  87 
Wire,  Steel  Welding,  Corrosion  And  Moderate  Heat  Resistant  16.5CR  •  4.5N1  • 
2.9MO  -0.1  ON  -  1  Oct  87 

Wire,  Steel  Welding,  Corrosion  And  Heat  Resistant  19CR  •  12.5NI  •  2.50MO  •  1 
Apr  88 

Wire,  Steel  Welding,  Corrosion  &  Heat  Resistant  29CR  •  9.5NI  •  15  Jan  81  . 

Wire,  Steel  Welding,  Corrosion  &  Moderate  Heat  Resistant  15.5CR  •  4.5  Ni  * 

2.9MO  •  0.1  ON  Anneoled  -  1  Jan  86 

Wire,  Steel  Welding,  Corrosion  And  Moderate  Heal  Resistant  12.5CR  (Soe  51410) 

.  1  Oct  87 

Wire,  Steel  Welding,  Corrosion  And  Heat  Resistant  18.5CR  ■  1  INI  •  0.40  (Cb  &  Ta) 
(Sae  30347)  1  Apr  88 

Wire,  Steel  Welding,  Corrosion  Resistant  12  Cr  (SAE  51410  Modified)  Ferrite 
Control  Grade  -  15  Oct  80 

Wire,  Steel  Welding,  Corrosion  &  Moderate  Heat  Resistant,  14.5CR  -  7.1NI  - 
2.4MO  -  l.OAl  -  15  Oct  80 

Wire,  Steel  Welding,  Corrosion  And  Moderate  Heat  Resistant  13CR  -  8.9NI  - 
2.3MO  -  1.1A1  Vacuum  Melted  •  16  July  1979 

Wire,  Steel,  Carbon . . . . . . . . . . 

Wire,  Steel,  Carbon  High  Strength . . . . . . . . 

Wire,  Steel,  Carbon,  Bookbinder . . . . . 

Wire,  Steel,  Carbon,  Cold  Heading  Quality,  For  Mochine  Screws  •  30  Jul  82. . 

Wire,  Steel,  Carbon  (High  Carbon,  Round,  For  Mechanical  Springs,  Generol 
Purpose) 

Wire,  Steel,  Carbon  (High  Carbon,  Round,  For  Mechanical  Springs,  General 
Purpose 

Wire,  Steel,  Carbon,  Round,  Bore  And  Coated  . . . . 

Wire,  Steel,  Corrosion-resistant,  High  Strength  (AM  355) . . . . . 

Wire,  Steel,  Corrosion  Resistant  17CR  -  7.1NI  •  1.1A1  Precipitation  Hordenobfe, 
Spring  Temper  *  1  Jul  82 

Wire,  Steel,  Deformed,  For  Concrete  Reinforcement  •  26  Jul  85  . . . . 

Wire,  Steel,  High  Corbon,  Squore, .Uncoated,  For  Mechanical  Springs  (Gen2ro! 
Purpose) 

Wire,  Steel,  Medium  High  Corbon,  Cold  Heading  Quolity  For  Hexagon  Head  Bolts  - 
30  Jul  82 

Wire,  Steel,  Mus;c  Spring  Quality  *  29  Jul  83 . . . . . . . . . 

Wire,  Steel,  Stainless  &  Heat  Resisting  •  29  Jul  83 . . . 

Wire,  Thermocouple,  Identification  Marking  And  Color  Coding  Of . . 

Wire,  Thermoplastylc-insulofed,  And  Coble  For  The  Transmission  And  Distribution  Of 
Electrical  Energy  -  17  Jul  73 

Wire,  Tinned  Soft  Or  Annecled  Copper,  For  Electrical  Purposes  28  Dec  81 . . . 

Wire,  Tinned  Soft  Or  Anneoled  Copper  For  Electrical  Purposes  -  28  Dec  1981, ......... 

Wire,  Tungsten,  For  Electron  Devices  &  Lamps  *  30  Oct  81. . . . . 

Wire,  Welding  •  2.0CR  10NI  8.0CO  1.0MO  0.02A1  0.06V  Vocuum  Melted  •  15  Sep 
75 

Wire,  Welding  Alumlnumolloy,  5.0S1-1.2CU-0.50MG  For  Welding  355  Type  Alloys 
-  1  October  1986 

Wire,  Welding  Standard  Method,  Packaging  Of  •  15  Apr  80  . . . . 

Wire,  Welding,  Aluminum  Alloy. 7.0 SI-0.52MG-1  OCT  86  . . . . . . . . ......... 

Wire,  Welding,  Aluminum  Alloy,  4.6  CU-0.35MN-0.25MG-0.22TI(A206.0)  -  15  Oct 
79 

Wire,  Welding,  Aluminum  Alloy,  ^.0  Si  -1.2CU-  0.50MG(C355.0)  -  150CT  79 . 

Wire,  Welding,  Aluminum  Alloy,  7.0  Si  -0.30  Mg(A356.0)  *  15  Oct  79)..........,. . 

Wire,  Welding,  Aluminum  Alloy  -  15  Oct  79 . . . . . . . . 

Wire,  Welding,  Aluminum  Alloy  5.2  Si  (4043)  •  15  Jul  78.,.. . . . . 

Wire,  Welding,  Aluminum  Alloy,  4.5CU-0.70AG-0.30MN-0.25MG-0.25TI  For 
Welding  201  Type  Alloys  *  1  Oct  86 
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PREP 

DATE 

CUSTODIAN 

MS-52045 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52045 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52047 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52048 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52049 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-14275 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-14276 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-14277 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-20995E 

9505 

84 

17  Sep 

74 

AR 

AS 

99 

MIL-W-81235  (3) 

9545 

OS 

16  Nov 

66 

OS 

GG-W-331 

6520 

/DM 

2  Nov 

51 

MD 

MS 

03 

MS-1428) 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-14282 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-52050 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-14283 

9525 

AS 

29  Feb 

84 

MR 

AS 

99 

MS-52054 

9505 

MR 

31  Jul 

85 

MR 

99 

MS-52055 

9505 

MR 

31  Jul 

85 

MR 

99 

ASTM  A229/A229M-83 

9505 

MR 

28  Dee 

83 

MR 

OS 

99 

NOTICE  2 

AMS  5028A-80 

3439 

11 

25  Nov 

88 

MR 

AS 

11 

NOTICE  1 

AMS  50288-87 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5774C-87 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5692A-88 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5784A-81 

3439 

20 

01  Oct 

82 

MR 

AS 

20 

AMS  57808-86 

9505 

20 

01  Aug 

86 

MR 

AS 

20 

AMS  5776C-87 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  5680F-88 

3439 

11 

17  Mor 

89 

MR 

AS 

11 

AMS  582 IB -80 

3439 

20 

30  Oct 

81 

MR 

AS 

20 

AMS  5813B-80 

3439 

11 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 

AMS  5840A-79 

*«39 

11 

15  Mor 

88 

MR 

AS 

11 

NOTICE  1 

A-A-1007 

9505 

t 

17  Sep 

80 

MII-W-8957A 

9505 

AR 

13  May 

66 

AR 

20 

QQ-W-414B 

9505 

/AR 

09  Jun 

67 

AR 

99 

ASTM  A545-82 

9505 

MR 

21  Mor 

88 

MR 

SH 

NOTICE  2 

QQN-00428A 

9505 

t 

16  Sep 

70 

QQ-W-428B 

9505 

t 

01  Oct 

71 

QQ-W-461H 

9505 

t 

27  Nov 

78 

MIL-W-8958 

9505 

20 

15  M oy 

67 

AS 

20 

AMS  5673D-82 

9505 

20 

01  Oel 

82 

MR 

AS 

20 

ASTM  A496-85 

5680 

YD 

14  Mor 

86 

ME 

YD 

99 

MII-W-21425B 

9505 

OS 

30  Mo y 

75 

MR 

OS 

99 

ASTM  A546-82 

9505 

MR 

21  Mcr 

88 

MR 

SH 

NOTICE  2 

ASTM  A228/A228M-83 

9505 

MR 

28  Dec 

83 

MR 

99 

NOTICE  2 

ASTM  A580-83 

9505 

MR 

23  Nov 

83 

YD 

99 

MIL-STD-687A 

6145 

CR 

10  Jul 

73 

CR 

85 

NEMAW  C5-73R86 

6145 

YD 

10  Nov 

87 

CR 

YD 

85 

ASTM  033-81 

6145 

YD 

16  Aug 

85 

CR 

YD 

85 

ASTM  B33-81 

6145 

YD 

16  Aug 

85 

CR 

YD 

85 

ASTM  1-288-81 

6145 

MR 

11  Oct 

88 

MR 

NOTICE  2 

AMS  6465-75 

3439 

20 

25  Mor 

77 

MR 

AS 

20 

AMS  4245-86 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  28I3D-80 

3439 

MR 

23  Dec 

80 

MR 

AS 

20 

NOTICE  1 

AMS  4246-86 

3439 

AS 

29  Apr 

88 

MR 

AS 

11 

AMS  4188/2-79 

3439 

AS 

26  Sep 

83 

MR 

AS 

20 

AMS  4188/3-79 

3439 

AS 

28  Sep 

83 

MR 

AS 

20 

AMS  4188/4-79 

3439 

AS 

28  Sep 

83 

MR 

AS 

20 

AMS  4188-79 

9525 

AS 

13  Aug 

82 

MR 

AS 

20 

AMS  4190C-78 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

AMS  4233-86 

3439 

AS 

29  Apr 

88 

MR 

AS 

1) 

802 


ALPHABETICAL  LISTING 


TITLE 

Wire,  Welding,  Alloy,  Corrosion  &  Heat  Resistant  80NI  *  20CR  •  1  Apr  83 . 

Wire,  Welding,  Identification,  Line  Code  System  -  1  Apr  1986 . . 

Wire,  Welding,  Indentiication,*  Color  Code  System  •  1  Apr  1986 . . . . 

Wire,  Welding,  Magnesium  Alloy,  9.0A1-2.0  Zn  (AZ92A  *  1  Apr  81 . 

Wire,  Welding,  Premium  Quality,  Packaging  Of  •  15  Apr  80  . . . . 

Wire,  Wrought  Copper-olloy  (Metric)  General  Requirements  For  *  27  Feb  1987... . 

Wired  Equipment,  Classification  Of  Visual  And  Mechanical  Defects . 

Wires  &  Cob!es,thermo  Plastic  -  Insulated,  Standard  For  -  Ninth  Edition  *  Chg 
Notice  2  Dtd  15  Feb  1987 

Wires  And  Cable,  Cross  Linked  Thermosetting  Polyethylene  Insulated  Wire  And 
Cable  *  Mar  72 

Wireware,  Kitchen  And  Bakeshop,  Pol  Cleaner,  Potato  Masher,  Skimmer  And 
Eggwhip 

Wireways,  Auxiliary  Gutters,  And  Associated  Fittings  *  Fifth  Deition  17  Jun  85 ........ 

Wiring  &  Wiring  Devices  For  Combat  &  Tactical  Vehicles,  Selection  8  Installation  .... 

Wiring  Data  And  System  Schematic  Diagrams  Preparation  Of . . 


Wiring  Devices,  General  Purpose  •  74 . . . . . 

Wiring  Devices,  Specific  Purpose  •  72 . . . . . . . 

Wiring  Diagram  &  Sensitive  Instrument  System  With  Separate  Amplifier,  26  Volts, 
400  Cycles,  Schematic  (Supersedes  AND  10483) 

Wiring  Diagram  •  External  Power  Receptacle,  28  Volt  D.c.,  Common  Bus  System . 

Wiring  Diagram  Landing  Gear  Indicator  And  Warning  System,  Schematic  . 

Wiring  Diagram  Two  Pole  Tachometer  Generator  And  Percent  Rpm  Tachometer . . 

Wiring  Harness&external  Power,  115  Volt  Ac,  Single  Phase  (  Supersedes  Usof  Dwg 
50B6B36) 

Wiring  Harness,  Ignition,  low&tension,  Rewireable,  Aircraft  Reciprocating  Engines, 
General  Specification  For 

Wiring  Harness,  Reloy  Assembly,  Training,  For  M109E1  . 

Wiring  Harness,  Space  Vehicle,  Design  And  Testing,  General  Specification  For  . 

Wiring  Harness,  Reloy  Assembly,  M75 . . . 

Wiring,  Aerospace  Vehicle . . . . . . . 

Wiring,  Electric,  Flexible  Nonmetallic  Tubing  For,  Standard  For  -eight  Edition  •  25 
Jan  80 

Wiring,  Guided  Missile,  Installation  Of,  Genera!  Specification  For . 

Wiring,  Low  Tension  &  Cable  Terminals  &  Splice  Clips  -  1  Jan  74  . . 

Witness  (Breaking)  Wire  For  Aircraft  Emergency  Controls  8«  Equipment  (Ed  1)  Other 
Than  Dod  Refer  To  Hq  Usaf/xoxx(iso),  Wash,  Dc  20330*5058 

Wood  Blank  For  Small  Arms  . . . . . . 

Wood  Block  Flooring  For  Interior  Use,  Creosoted  End*  Grain  -  10  Sept  1959. . 

Wood  Blocks  For  Floors  And  Platforms  •  Preservative  Treatment  By  Pressure 
Processes  (1980) 

Wood  For  Commercial-residentioi  Construction  .preservative  Treatment  By  Pressure 
Processes  (1987) 

Wood  For  Highwoy  Construction  Preservation  Treatment  By  Pressure  Processes 
(1986) 

Wood  lominote.  Oak  (For  Ship  And  Boat  Lite . . . . . . . 

Wood  laminates,  Southern  Pine  (For  Ship  And  Boat  Use) . . . . 

Wood  Lominates,  Douglas  Fir  (For  Ship  And  Boat  Use)  . . . . . 

Wood  Parts  And  Wood  Substitutes,  Fabricated:  For  Transport  Vehicle  Bodies  , . 

Wood  Poles,  Specifications  &  Dimensions  For  *  10  Jul  79 . 

Wood  Preservation,  Treating  Practices . . . . . 

Wood  Preservation.  Treating  Practice  . . . . . . 

Wood  Preservative,  Tetrachlorophenol  And  Pentachlorophenol,  Surface  Sealing 
Compound 

Wood  Preservative:  Water*repellenl.......... . . . . . . . . . . 

Wood  Preservative  Solutions,  Oil  Soluble,  Ship  And  Boot  Use  . . . 

Wood  Preservative,  Fluor  Chrome  Arsenate  Phenol  Mixture..... . . . . 

Wood  Preservative,  Add  Copper  Chromate  Mixture  . . . . . . . . 

Wood  Preservative,  Ammoniacol  Copper  Arsenite  Mixture..,, . . . . . 

Wood-Preservative,  Chromated  Copper  Arsenate  Mixture . . . . 

Wood  Preservative,  Chromated  Zinc  Chloride  Mixture . . . 

Wood  Preservatives  Evaluating  By  Field  Tests  With  Stokes  Standard  Method  Of . . 

Wood  Preservatives  Testing  By  Laboratory  Soil  Block  Cultures  Standard  Method  Of 

Wood  Preservatives,  Standard  Methods  For  •  1980, . . . . . . . . 

Wood  Preservatives  Glossary  Of  Terms  Used  In  . . . . . . 

Wood  Preservatives  Determining  The  Leochibility  Of  Standard  Methodof . . 

Wood  Preserving  Plontsstantard  Quality  Control  Procedures  For . . . 

Wood  Products,  Compressed,  Swelling  &  Recovery  Of,  Duo  To  Moisture  Absorption 
-  2 -Jul  76 

Wood  Products,  Moisture  Absorption  Of  Comprised  *  2  Jul  76 . . . 

Wood  Products,  Preservative,  The  Core  Of,  Standard  For  *  1984  . . . . 

Wood  Used  On  Farms .  Preservative  Treatment  By  Pressure  Processes  (1986)  . . 


DOCUMENT 

NUMBER  FSC  PREP  DATE  CUSTODIAN 


AMS  5676B-83 

3439 

11 

14  Nov 

88 

MR 

AS 

11 

NOTICE  1 

AMS  28150-86 

3439 

MR 

27  Apr 

87 

MR 

AS 

20 

AMS  2816S-86 

3439 

MR 

27  Apr 

87 

MR 

AS 

20 

AMS  4395081 

3439 

AS 

08  Nov 

82 

MR 

AS 

20 

AMS  2814D-80 

3439 

MR 

23  D.c 

80 

MR 

AS 

11 

NOTICE  1 

ASTM  8250  87 

9525 

•MR 

02  Jun 

87 

MR 

SH 

20 

MIL-STD-252B 

QCIC 

ER 

19  Jon 

70 

ER 

UL  83-83 

6145 

YD 

27  Feb 

84 

CR 

YD 

85 

NOTICE  2 

NEMA  WC7-71 

6145 

85 

27  Apr 

87 

CR 

85 

NOTICE  1 

RR.W-456D 

7330 

•GL 

18  Dec 

68 

Gl 

SA 

99 

UL  870-85 

5975 

YD 

14  Apr 

87 

ER 

YD 

85 

MIL.STD-33? 

6150 

AT 

07  Dec 

87 

AT 

DOD-STD-863B 

DRPR 

16 

17  Mar 

81 

AV 

16 

NOTICE  2 

17  MAR  1981 

NEMA  WD1-74 

5935 

85 

11  Aug 

86 

CR 

85 

NOTICE  1 

NEMA  WD5-72 

5935 

85 

15  May 

88 

CR 

85 

NOTICE  1 

MS-33741 

6620 

AS 

8  Jun 

60 

AS 

11 

MS-244428 

6110 

11 

26  Feb 

88 

AV 

AS 

11 

NOTICE  1 

MS -24453 A 

1630 

11 

12  Nov 

87 

11 

MS-33632 

6680 

AS 

02  Dec 

60 

MO  AS 

99 

MS-24122C 

6150 

85 

28  Jul 

86 

85 

MII-W-9880A  (1) 

2925 

82 

22  Apr 

71 

99 

M1L-W-40843 

1135 

AR 

08  Apr 

87 

AR 

NOTICE  1 

DOD-W-83575A 

1810 

19 

22  Dec 

77 

19 

MIL-W-48816 

1135 

AR 

09  Jun 

75 

AR 

MIL-W-5088K 

GDRQAS 

24  Dec 

84 

CR 

AS 

85 

INT  AMD  1 

UL  3-84 

5975 

ME 

25  Jun 

85 

ME 

85 

MIL-W-8160D  (1) 

1420 

Ml 

24  Dec 

63 

Ml 

SAE  J163-74 

5940 

AT 

30  Sep 

81 

AT 

99 

NAT-STD-3752  (5) 

ISDF 

06 

06  Apr 

88 

MIL-W-13871B  (1) 

5510 

AR 

09  Sep 

68 

AR 

OS 

ASTM  D1031-59R86E1 

5510 

YD 

15  May 

87 

ME 

YD 

AWPA  Cl  1-80 

5510 

cs 

31  Mar 

88 

ME 

SH 

99 

AWPA  05-87 

5510 

cs 

31  Mar 

88 

ME 

99 

AWPA  04-86 

5510 

cs 

31  Mar 

88 

ME 

SH 

99 

,  MIL-W-15154E 

5510 

SH 

01  Dec 

65 

SH 

Mll-W-24126  (1) 

5510 

SH 

01  Dec 

65 

SH 

MII-W-2038C  (2) 

5510 

SH 

01  Dec 

65 

SH 

MIL-W-3912E 

2510 

AT 

24  Apr 

87 

AT 

YD 

99 

ANSI  05.1-7.' 

5510 

ME 

21  May 

81 

ME 

YD 

99 

TT-W-5711  (2) 

5510 

•ME 

03  Oct 

72 

ME 

84 

TT-W-00571J 

5510 

•ME 

31  Oct 

74 

ME 

SH 

84 

MIL-W-13518C  (1) 

8030 

ME 

21  Mar 

69 

ME 

99 

TT-W-5728  (1) 

8030 

t 

13  Apr 

72 

MIL-W-18142B  (3) 

8030 

SH 

00  Sep 

65 

MO  SH 

TT-W-535C 

8030 

•MR 

10  Feb 

87 

MR 

NOTICE  1 

TT-W-546D 

8030 

•ME 

28  Nov 

75 

ME 

SH 

TT-W-549D 

8030 

•ME 

24  Nov 

75 

ME 

99 

INT  AMD  (1) 

TT-W-550G 

8030 

t 

22  Apr 

76 

TT-W-551F 

8030 

•/. 

15  Apr 

76 

AWPA  M7-83 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

CS 

AWPA  Ml 0-77 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

CS 

AWPA  A4-80 

8030 

MR 

09  Dee 

87 

MR 

99 

AWAP  M5-78 

5510 

CS 

31  Mar 

88 

ME 

SH 

99 

CS 

AWAP  Ml  1-87 

5510 

CS 

31  Mor 

88 

ME 

SH 

99 

CS 

AWAP  M3-81 

5510 

cs 

31  Mor 

88 

ME 

SH 

99 

CS 

ASTM  D3503-76 

PACK 

AS 

01  Oct 

82 

SM 

AS 

69 

ASTM  D3502-76 

PACK 

AS 

01  Oct 

82 

$M 

AS 

69 

AWPA  M4-84 

8030 

YD 

16  Oct 

86 

ME 

YD 

99 

AWPA  06-86 

5510 

CS 

31  Mor 

88 

ME 

SH 

99 

803 


ALPHABETICAL  LISTING 


TITLE 

Wood-preservative,  Creosote-petroleum  Solution . . . . . . . "/ 

Wood,  Moisture  Content  Of  *  29  Apr  74  . . . . . . . . . 

Wood,  Oil-type  Preservatives  &  Water  In,  Method  For  The  Determination  Of  *  1983 
Wood,  Preparing,  For  Chemical  Analysis,  Standord  Wet  Ashing  Procedure  For  • 

1975 

Wood,  Treated,  &  Treating  Solutions  By  X-ray  Spectroscopy,  Standard  Method  For 
Analysis  Of  •  1986 

Wool  And  Gauze,  Metallic.. . . . . . . . 

Wool,  Metallic  (Copper  And  Aluminum) . . . . . . . 

Worcestershire  Sauce . . . . . . . . . . 

Work  Box,  Dental  Laboratory  . . . . . . . . . . . 

Work  Box,  Dental  Laboratory  . . . . . . . . . . . . 

Work  Breakdown  Structures  For  Defense  Material  Items . . . . . . 

Work  Measurement . . . . . . . 

Work  Station,  Laminar  Flow . . . .  . . . . . . . 

Work  Unit  Codes  For  Aeronautical  Equipment,  Uniform  «  lumbering  System.. . . 

Woven  Cloth  From  High  Modulus  Organic  Fiber  •  30  ..on  76  . . 

Wrapper,  Coin . . . . . . . . . . . . . . 

Wrapper,  Stencil  Filing . . . . . . . . . . . 

Wrapper,  Sterilize  .Ion  'Bonded  Wood  Pulp) . . . . . . . . . 

Wrapper,  Sterilization,  Paper,  Brown,  Disposable,  25  Inches  Square,  500S  . . 

Wrapper,  Sterilization . . . . . . . . . . . . 

Wrapper,  Sterilization  . . . . . . . . . 

Wrapper,  Sterilization  (Cellulose  With  Reinforced  Polyester  Fibers . . . 

Wrapper,  Sterilization,  Cotton  Cloth,  Green . . . . . . . 

Wrapper,  Sterilization  (Heavy  Duty) . . . . . . . . 

Wrapper,  Sterilization . . . . . . . 

Wrappers,  Sterilization  (Creped  Paper) . . . . . . . 

Wrapping  Machine,  Meat  And  Produce,  Automatic,  Shrink  Film . . . . 

Wrapping  Machine,  Meatand  Produce,  Monual . . . . . . 

Wrapping  Tool,  Wire,.. . . . . . . . . . . . . . 

Wrapping,  Conveying,  Weighing  And  Labeling  Systems,  Meat  And  Produce, 
Automatic,  Shrink  Film  And  Stretch  Film 
Wrench  And  1-2  Inch  Square  Drive  Adjustable  Spanner  (3.5  To  6  Inches  Dia) 
(Inactive  Use  MS8516  For  Design) 

Wrench  Pads,  Fluid  Fitting,  Alternate  Machined  Shapes  Of,  Design  Std  For  (This  Is 
A  Design  Std,  Not  To  Be  Used  As  A  Part  No.-dec  85 

Wrench  Set,  Socket,  Power,  3/4  Inch  Drive... . . . . . . . . 

Wrench  Set,  Socket,  Hand... . . . . . . . . . 

Wrench  1/2  Inch  Square  Drive  Ad|ustoble  Spanner  (3.5  To  6  Inches  DIA) . . . . 

Wrench,  (Box,  Open  End,  And  Combination) . . . . 

Wrench,  Adjustable,  Open-end,  Auto  And  Monkey . . . . . . 

Wrench,  Angle,  Double  Head,  Open  End,  15  Deg  &  60  Deg.  Heads . 

Wrench,  Arming  M22.. . . . . . . . . . . 

Wrench,  Auto,  Adjustable. . . . . . . . 

V/rench,  Box  (Ratcheting)...... . . . . . . . 

Wrench,  Box,  Double  Head  15  Deg.  Offset  Each  End,  Regular  Length . . . . 

Wrench,  8ox,  Double  Head  15  Deg  Offset  Eoch  End,  Short  Length . 

Wrench,  Box,  Double  Offset  Eoch  End  (Deep  Or  Modified),  Regular  Length . . 

Wrench,  Box,  Double  Offset  Each  End  (Deep  Or  Modified),  Short  Length  . 

Wrench,  Box,  Double  Head,  12  Point,  Half  Moon . . . . . 

Wrench,  Box,  Ratcheting,  Splined,  High  Strength,  Thin  Wall . . . . . 

Wrench,  Box,  Splined,  High  Strength,  Thin- Wall . . . . . . . . 

Wrench,  Box,  Stub  End  Type,  Offset  Handle . . . . . . . 

Wrench,  Box,  Stub  End  Type,  Straight  Hondle . . . . 

Wrench,  Bung,  (Nonsporking  And  Non  Magnetic) . . . 

Wrench,  Bung,  And  Wrench,  Drain  Plug . . . . . . . . 

Wrench,  Combination,  Open  End  And  15  Deg.  Offset  Box  Opening . 

Wrench,  Combination  Box  &  Open  End,  High  Strength,  Thin  Wall  . . . . . . 

Wrench,  Coupling,  Medium  Cableway  . . . . . . . . 

Wrench,  Crowfoot,  Special  . . . . . . . . . . . . 

Wrench,  Engineer  S,  Single  Heod,  Open  End,  15  Deg.  Head . . . . . 

Wrench,  Engineer  SA  Double -H?od^ Op?"  E«d,  15  Deg,  Head  . . . 

Wrench,  Flare  Nut,  Single  Head,  Modified  12  Point  . . . . . . . . 

Wrench,  Fuzing,  Anti-personnel  Mine,  M25  . . . . . . 

Wrench,  Hand  Twelve  Point  High  Strength,  Thin  Wall  •  1  Feb  1988  . . . 

Wrench,  Ignition,  Double  Head,  Open  End,  15  Deg.  And  60  Deg.  Heads . . 

Wrench,  Impact,  Pneumatic  . . . . . . . . . 

Wrench,  Impact,  Pneumatic,  Portable . . . . . . . . 

Wrench,  Impact,  Electric. . . . . . . . . . . . . 

Wrench,  Impact,  Electric,  Double  insulated . . . . . . 

Wrench,  Lineman  S  . . . . . . . . . . 

Wrench,  Monkey . . . . . . 


DOCUMENT 


NUMBER 

FSC 

PREP 

DATE 

CUSTODIAN 

TT-W-568E 

8030 

•/. 

06  Jun 

75 

ASTM  020)6-74 

5510 

AS 

30  Sep 

81 

SM  AS 

69 

AWPA  A6-83 

8030 

MR 

09  Dec 

87 

MR 

99 

AWPA  A7-75 

8030 

MR 

09  Dee 

87 

MR 

99 

AWPA  A9-86 

8030 

MR 

09  Dec 

87 

MR 

99 

FF-W.182JA 

5350 

•MR 

04  Oct 

76 

MR 

99 

A-A-I044 

5350 

t 

04  Sep 

80 

A-A-20099A 

8950 

/Gl 

10  Aug 

88 

GL  SA 

50 

MIL-W-36453B 

6520 

DM 

16  Sep 

76 

MD  MS 

03 

MIL-W-42059 

6520 

MB 

11  Jul 

88 

MD  MS 

03 

MIL-STD-881A 

MISC 

10 

25  Apr 

75 

Ml  SH 

10 

MIL-STD-1567A 

MISC 

10 

30  Jnn 

87 

Ml  AS 

10 

PDL-2' 

A-A-50782 

3694 

/84 

02  Feb 

83 

AS 

99 

MIL-STD-780F 

MISC 

AS 

18  Jul 

84 

AS 

ASTM  03318-76 

8305 

MR 

28  Nov 

79 

MR  SA 

99 

A-A-2098A 

8135 

t 

26  Jul 

84 

UU-W-1231 

7530 

t 

28  Aug 

72 

INT  AMO  (2) 

MIL-A-W-A53228 

6530 

/MB 

29  Jul 

88 

MD  MS 

03 

MIL-W-36849 

6530 

DM 

25  May 

72 

MD  MS 

03 

A-A-63587 

6520 

/MB 

29  Jul 

88 

MD  MS 

03 

UU-P-1144A 

6530 

ft 

07  Apr 

69 

Gl  MS 

69 

NOTICE  1 

A-A-53226 

6530 

/MB 

29  Jul 

88 

MD  MS 

03 

DDD-W-631D 

6530 

/DM 

19  Oct 

76 

MD  MS 

03 

INT  AMD  1  (DM) 

A-A-53227A 

6530 

/MB 

17  M  ay 

88 

MD  MS 

03 

A-A-0053227 

6530 

MB 

25  Sep 

87 

MD  MS 

03 

A-A-30062 

6530 

/DP 

12  Jan 

83 

MD  MS 

MIL-W-40614C 

3540 

GL 

30  Jun 

76 

Gl  SA 

A-A-50100 

3540 

/GL 

19  Mo r 

87 

GL 

A-A-2349 

5130 

t 

0>  Nov 

84 

MIL-W-43644A 

3540 

GL 

06  Jon 

77 

GL 

AN8516A 

5120 

84 

29  Jul 

75 

AV 

99 

AS  1376B-85 

4730 

82 

17  Jon 

86 

ME  AS 

99 

A-A-399A 

5130 

t 

25  Oct 

79 

A-A-634A 

5120 

t 

18  Nov 

83 

MS-8516A 

5120 

84 

04  Aug 

81 

99 

GGG-W-636E 

5120 

» 

13  Jan 

75 

GGG-W-631B 

5120 

•GL 

09  Mor 

76 

GL  SH 

99 

INT  AMD  (5) 

A-A-1359 

5120 

J 

08  Moy 

80 

MII-W-48238A 

1345 

AR 

23  Apr 

87 

AR 

NOTICE  1 

A-A-2346 

5120 

t 

26  Ocl 

84 

GGG-W-001406  (1) 

5120 

t 

04  Mor 

68 

A-A-1342 

5120 

* 

14  Jon 

CO 

A-A-1343 

5120 

t 

14  Jon 

80 

A-A-1344 

5120 

t 

14  Ion 

80 

A-A-1345 

5)20 

t 

27  Feb 

80 

A-A-1346 

5120 

t 

14  Jon 

80 

MIL-W-8982/4 

5120 

AS 

06  Jun 

86 

AV  AS 

11 

Mll-W-8982/2 

5120 

AS 

28  Aug 

86 

AV  AS 

11 

A-A-1340 

5120 

t 

14  Jon 

80 

A-A-1341 

5120 

t 

14  Jan 

80 

GGG-W-6428 

5120 

/SH 

08  Aug 

68 

Gl  SH 

99 

GGG-W-00647 

5)20 

t 

11  Oct 

66 

A-A-135R 

5120 

t 

15  Jon 

80 

MIL-W-8982/6 

5120 

AS 

06  Jun 

86 

AV  AS 

11 

MIL-W-52319A 

542C 

ME 

03  Moy 

71 

ME 

MIL-W-40145B  (1) 

5)20 

Gl 

20  Mor 

75 

GL 

99 

A-A-1357 

5120 

l 

09  Moy 

80 

A-A  1256 

5120 

♦ 

14  J  SB 

80 

A-A-1350 

5120 

t 

14  Jon 

80 

MIL-W-48763 

1345 

AR 

21  Moy 

75 

AR 

NOTICE  1 

AS  954D-88 

5120 

AV 

31  Moy 

88 

AV 

A-A-13S5 

5120 

t 

14  Jen 

80 

A-A-524 

5130 

t 

09  Oct 

79 

00-W-891E  (1) 

5130 

/GL 

16  Ocl 

67 

GL  SH 

99 

INT  AMD  7 

W-W-650C 

5130 

% 

22  Jun 

70 

GL 

99 

INT  AMD  (3) 

A-A-438 

5130 

t 

08  Nov 

79 

GGG-W-648A 

5120 

-YD 

25  Nov 

66 

GL  YD 

99 

A-A-2347 

5)20 

< 

26  Ocl 

84 

804 


ALPHABETICAL  LISTING 


Tine 


DOCUMENT 

NUMBER  F$C  PREP  DATE  CUSTODIAN 


Wrench,  Open  End,  And  Wrench  Assembly,  Stamped  Steel . . . . . 

Wrench,  Open  End,  Adjustable  . . . . . . . . . 

Wrench,  Open  Er.d  Box  (And  Box  Combination,  Crowfoot,  Ratchet,  And  Ratchet 
Crowfoot) 

Wrench,  Open  End,  Thin  Double  Head.............. . . . 

Wrench,  Open  End,  Rotchet  (Toe  Pattern),  For  Tube  Fitting*,  Electric  Coble 
Terminal*  And  Stuffing  Tube  Gland  Nuts 

Wrench,  Open  End,  Single  Thin  Head,  Straight . . . . 

Wrench,  Open  End,  Single  Thin  Head,  30  Deg.  Head  . . . . . . 

Wrench,  Open  End,  Single  Thin  Head,  15  Deg.  Head  . . . . . . . . 

Wrench,  Pinion  (Straight)........ . . . . . . 

Wrench,  Pinion,  90  Deg . . . . . . . . . 

Wrench,  Pipe  Wrench  And  Batin  Wrench . . . . . . . 

Wrench,  Pipe  Wrench  And  Batin  Wrench..... . . . . . . 

Wrench,  Pipe,  Internahgripping  . . . . . 

Wrench,  Piter,  Clamp,  Plier,  And  Plier,  Tubing  Pinch  . . . . 

Wrench,  Plug,  Electrolyte  Accett  Hole,  Cell,  Aircraft  Alkaline  Storage  Battery. . 

Wrench,  Ratchet,  Reversible . . . . . . . . . . . . . 

Wrench,  Ratcheting,  Pneumatic . . . . . 

Wrench,  Slugging,  Box,  12  Point . . . . . 

Wrench,  Socket . . . . . . . . 

Wrench,  Socket  (Spin  Type,  Screwdriver  Grip) . . . . 

Wrench,  Socket  (Rim  Nut) . . . . . 

Wrench,  Socket  (And  Sockets,  Handles,  And  Attachments  For  Socket  Wrenches, 
Hand) 

Wrench,  Socket,  Conventional  Size . . . . . . 

Wrench,  Socket,  Pocket . . . . . . . . 

Wrench,  Socket,  Stubby . . . . . . . . . 

Wrench,  Spanner . . . . 

Wrench,  Sponner.  H-4194A  . . . . . . . . 

Wrench,  Splined,  Socke.,  Square  Drive,  High  Strength,  Thin  Wall . . . . 

Wrench,  Striking,  Box  1?  Point . . . . . . . 

Wrench,  Structural,  Bridge . . . . . . . 

Wrench,  Tap  And  Reamer,  Adjustable . . . . . . . 

Wrench,  Tappet,  Double  Spearhead,  Open  End,  15  Deg.  Head . 

Wrench,  Torque . . . . . 

Wrench,  Torque  Adapter,  Splined,  Square  Drive,  High  Strength,  Thin  Woll . 

Wrench,  Torque,  Deflecting  Beam  . . . . . . . . . . . . 

Wrench,  Torque,  Screwdriver  Type . 

Wrench,  Track,  Gasoline  Or  Diesel  Engine,  Portoble . . . 

Wrench,  Universal  Socket,  Splined,  Square  Drive,  High  Strength,  Thin  Wall . . 

Wrench,  Vo!ve>removing,  Ml  And  M2  . . 

Wrenches,  Adjustable . . . . . . . . . . 

Wrenches,  Adjustable  >  2  Apr  1964...., . . . 

Wrenches,  Adjustable . . . . . . . 

Wrenches,  Sockets,  Hand  (Inch  Series)  -  8  Nov  1978  Reaffirmed  1985...... . 

Wrenches,  Socket,  Wheel  Stud  Nut,  Double  End,  And  Handles,  Bar . . . 

Wrenches,  Scckdl,  Power  Drive  (Impoct)  (Inch  Series  *  1  Jan  1975  Reaffirmed  1985 

Wrenches,  Sponner  &  Hydrant  (S/s  By  GGG*W»665) . . . . . 

Wrenches,  Splined,  High  Strength.  Thin  Woll, . . . . . . 

Wrenching  Configuration,  Double  Hexagon  (12  Point),  For  Threaded  Fasteners  •  15 
May  74 

Wrenching  Element,  External  Spline,  Dimensions  For . . . . 

Wrenching  Element,  External  Hexagon,  For  Thread  Fasteners.......... . . . 

Wrenching  Features  For  Cylindrical  Nuts,  Design  Standard  For . . . . . . 

Wright  S  Stain................. . . . . . . . . . . . 

Wright  S  Stain..... . . . . . . . . . . . . 

Wright  S  Staining  Solution  . . . . . . . . . . 

Wringer,  Mop  . . . . . . . . . . . . . . . 

Wringer,  Mop  . . . . . . . . . . . 

Write  Amplifier,  10526585 . . . . . . . . . . . . 

Write  Switch,  10526581  . . . 

Writing  Desk . . . . . . . . . . . 

Writing  Desk  Components  . . . . . . 

X*  Roy  Apparatus,  Dentol,  Wall  Mounted,  15  Ma,  90  Pkv,  100*130  Volt,  50-60  Hz, 
A.c, 

X'  Ray  Assembly,  light  Weight  Assembling  And  Packing  . . . . . . . 

X*  Ray  System  . . . . . . . . . . . 

X-ray  Apparatus  Set,  Radiographic  And  Fluoroscopic,  Medical . . . . . 

X-ray  film  Format,  Cassettes,  Screens  And  Hangers  (Release  To  Other  Than  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Xylene,  Standard  Specification  For  Ten  Degree  •  30  Mar  84,,......,, . . . . 

Xyiomefozoltne  Hydrochloride  Solution,  N.f.  . . . . . . 

Y  Branches,  45  Deg.,  Straight  &  Reducing,  Cast  Iron  Threaded  Drainage  . . 


MIL.W-10698(  (1) 

NOTICE  1 

5120 

GL 

20  May 

87 

GL 

YD 

99 

A-A-2345 

5120 

t 

26  Oct 

84 

GGG-W-00645B  (1) 

5120 

t 

12  Sep 

68 

(GSA&FSS) 

A-A-1351 

5120 

1 

14  Jan 

80 

GGG-W-646  (3) 

(INT.  AMD.  4) 

5120 

•GL 

15  Jan 

62 

GL 

SH 

99 

A-A-1352 

5120 

t 

14  Jan 

80 

A-A-1353 

5120 

1 

26  Feb 

80 

A-A-1354 

5120 

t 

14  Jan 

80 

MS-90393 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

MS-90394 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

GGG-W-651C  (4) 

(INT.  AMD.  S) 

5120 

•GL 

20  Aug 

62 

GL 

SH 

99 

GGG-W-00651D  (1) 

5120 

t 

09  Dec 

71 

GGG-W-6438 

5120 

t 

03  Apr 

63 

INT  AMD  (1) 
GGG-W-00649 

5120 

» 

11  Jan 

66 

l 

MS-90489B 

6140 

AS 

02  Jun 

71 

AS 

GGG-W-653B 

5120 

•GL 

12  Mar 

64 

GL 

SH 

99 

A-A-522 

5130 

t 

12  Oct 

79 

A-A-1349 

5120 

t 

26  Feb 

80 

MS-90395 

5990 

AS 

06  Jun 

67 

AR 

AS 

85 

GGG-W-657C 

5120 

% 

12  Feb 

76 

GGG-W-644B 

5120 

•YD 

02  Nov 

67 

YD 

GGG-W-641E 

5120 

1 

16  Jan 

75 

■ 

A-A-2382 

5120 

» 

09  Aug 

85 

A-A-2383 

5120 

t 

09  Aug 

85 

A-A-2385 

5120 

t 

09  Aug 

85 

GGG-W-665B 

INT  AMD  l(GSA) 

5120 

* 

30  Oct 

63 

l 

MIL-W-50222  (2) 

NOTICE  1 

1190 

AR 

30  Jon 

87 

AR 

MIL-W.8982/1 

5120 

AS 

06  Jun 

86 

AV 

AS 

11 

A-A-1360 

5120 

} 

14  Jan 

80 

l 

MII-W-52799A 

5420 

ME 

16  Aug 

82 

ME 

GGG-W-680A  (2) 

5120 

•GL 

18  Jul 

73 

GL 

99 

A-A-1348 

5120 

t 

09  May 

80 

GGG-W-686D 

5120 

•84 

26  Mar 

88 

GL 

SH 

99 

MIL-W-8982/3 

5120 

AS 

06  Jun 

86 

AV 

AS 

1) 

A-A.1274A 

5)20 

» 

26  May 

87 

GL 

YD 

99 

MIL-W-26497C 

5120 

GL 

09  Nov 

77 

GL 

AS 

99 

l 

MII-W-3357C  (1) 

2230 

ME 

03  Nov 

78 

ME 

MIL-W-8982/5 

5120 

AS 

06  Jun 

86 

AV 

AS 

11 

L 

MIL-W-12307C 

5120 

EA 

16  Jun 

87 

EA 

AA-22344A 

5120 

» 

14  May 

85 

AN5KASME  B)107.8M-84 

5120 

AR 

28  Aug 

87 

AR 

SH 

84 

A-A-2344A 

5120 

* 

14  May 

85 

ANSI  B107.1-78R85 

5120 

AR 

28  Aug 

87 

AR 

SH 

99 

MII-W-43105B  (1) 

NOTICE  1 

5120 

GL 

23  Oct 

87 

GL 

SH 

99 

ANSI  B107-2-78R85 

5120 

AR 

28  Aug 

87 

AR 

SH 

99 

Mll-W-10442 

5120 

CE 

26  Jan 

84 

CE 

MII-W-8982C 

5120 

AS 

06  Jun 

86 

AV 

AS 

11 

AS  870-74 

53GP 

11 

30  Aug 

77 

AV 

AS 

11 

MS-33787D 

53GP 

AS 

■*8  Apr 

84 

AV 

AS 

99 

MS-21>32A 

53GP 

AS 

25  Mar 

87 

AV 

AS 

11 

MS-33784 

5310 

AS 

22  Dec 

66 

AV 

AS 

99 

L 

MIL-W-37604 

6505 

DM 

30  Aug 

76 

A-A-51240 

6505 

/MB 

29  Nov 

85 

MD 

MS 

03 

Mll-W-37724 

6505 

DM 

24  Feb 

77 

MD  MS 

03 

A-A-261A 

7920 

t 

24  Sep 

80 

RR-W-670D 

7920 

% 

17  Oct 

72 

l 

Mll-W-60197  (4) 

1220 

AR 

28  Jul 

69 

AR 

L 

MIL-W-60179  (6) 

1220 

AR 

07  Oct 

70 

AR 

l 

MS-141308 

NOTICE  1 

5975 

AS 

15  Mar 

88 

AS 

l 

MS-14131C 

5975 

AS 

15  Mar 

88 

AS 

NOTICE  1 

MII-X-36386A 

6525 

DM 

06  Sep 

73 

MD 

MS 

03 

l 

Mil,  *”-48399 

6635 

AR 

12  Dec 

74 

AR 

l 

MIL-X-50282 

1195 

AR 

10  Mar 

86 

AR 

GG-X-635D 

6525 

/DM 

13  Aug 

68 

MD 

MS 

03 

NAT-STD-2357 

ESDA 

AM 

15  Oct 

76 

ASTM  0846-84 

6810 

MR 

25  Jun 

84 

MR 

SH 

68 

Mll-X-37393 

6505 

DM 

28  Jun 

76 

MD  MS 

03 

MS-90525A 

NOTICE  1 

4730 

YD 

20  Aug 

87 

ME 

YD 

805 


ALPHABETICAL  LISTING 


TITLE 


Y-branch,  Tucker  And  Roof  Connection*,  Cost-Iron  Threaded  Drainage  ... . . . . 

Y-bronches,  90  Deg.  Reducing,  Cast  Iron  Threaded  Drainage . . . 

Y*connection,  Quick  Disconnect,  Cam-locking  Type,  Flange,  Type  Xx. . . . . 

Yardstick  (Wood  &  Aluminum  . . . . . . . . . . . 

Yarn  And  Roving,  Orgonlc  Fiber  (Pora-oramid,  High  Modulas »  1  Jan  1985  . ........ 

Yarn,  Cord,  Sleeving,  Cloth,  And  Tape-  Glass  . . . . . . 

Yarn,  Cotton . . . . . . . . . . . . . . 

Yarn,  Extractable  Matter  In  -  1  Aug  80 . . . . . . . . . . 

Yarn,  Graphite  Non  Structural  •  2  Ply  720  Filaments  -  1  May  70  . . . . . . 

Yarn,  Graphite,  1000/3000  Filaments  . . . . . . . 

Yarn,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  (2690)TENSI16 
Strength,  18,000,000  (125)  Tensile  Modulus,  195  Denier,  0.6%  Finish  •  1  Jan 
1985 

Yorn,  Organic  Fiber  (Parc*oramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  16,5000,000  (115)  Tensile  Modulus,  1140  Denier,  1.2  O/o  Finish  *  1 
Jon  85 

Yorn,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  16,500,000  (115)  Tensile  Modulus,  1420  Denier,  1.2  O/o  Finish  •  1  Jan 
85 

Yarn,  Organic  Fiber  (Para-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  16,500,000  (115)  Tensile  Modulus,  2130  Denier,  1.2  O/o  Finish  -1  Jon 
85 

Yarn,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  (2690)  1  ensile 
Strength,  17,500,000  (120)  Tensile  Modulus,  380  Denier,  0.6%  Finish  •  1  Jan 
1985 

Yarn,  Organic  Fiber  (Paro-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  16,500,000  (115)  Tensile  Modulus,  1140  Denier,  0.6%  Finish  *  1  Jon 
1985 

Yarn,  Organic  Fiber  (P..  j-oramid),  High  Modulus  OY  390,000,000  (2690)  Tensile 
Strength,  16,500,000  (115)  Tensile  Modulus,  1420  Denier,  0.6%  Finish  -  1  J  An 
1985 

Yarn,  Organic  Fiber  (Pora-oramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  16,500,000  (115)  Tensile  Modulus,  2130  Denier,  0.6%  Finish  -  1  Jon 
1985 

Yarn,  Organic  Fiber  'Pora-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  18,000,000  (125)  Tensile  Modulus,  195  Denier,  1.2%  Finish  -  1  Jon 
1985 

Yarn,  Organic  Fiber  (Paro-aramia),  High  Modulus  OY  390,000  (2690)  Tensile 
Strength,  17,500,000  (120)  Tensile  Modulus,  380  Denier,  1.20/0  Finish  -1  Jon 
85 

Yarn,  Resistance  To  Slippage  In  Woven  Fabrics  Using  A  Standard  Seam  -  30  Jun 
1975 

Yarn,  Roving,  And  Cloth.  High  Modulus,  Organic  Fiber . . . . . . 

Yarn,  Wool..... . . . . . . . . . . . . . 

Yarns,  Grophlte,  High  Modulus,  Continuous  Filament . . . ... . . . . . 

Yarns,  Strands,  Roving;  &  Tows,  Standard  Test  Methods  For  Tensile  Properties  Of 
Continuous  Filament  Corbon  A  Graphite  -  26  Jun  81 

Yeast  Autolysate,  Dried,  Technical . . . . . . . 

Yeast  Food,  Mineral . . . . . . . . . . . 

Yeast,  Autolysate,  Paste,... . . . . . . . . . . . . 

Yeast,  Baker's  (Active  Dry)  . . . 

Yoke . . . . . . . . . . . 

Yoke  Stud  . . . . . . . . . . 

Yoke-adapter,  Compressed  Gas  Cylinder,  Oxygen . . . . . . . 

Yoke,  Towing  And  Lifting,  For  Drums,  Fabric,  Collapsible  . . . . . 

Zee  >  Equol  leg  Extruded . . . . . . . . . . . . 

Zee  -  Unequal  Leg  Extruded . . . . . . . . 

Zee  Aluminum  Alloy  7178 . . . . . . . . . . 

Zee,  Style  1  Aluminum  Alloy  2024  . . . . . 

Zee,  Style  i  Aluminum  Alloy  7075  . . . . . .  . . . 

Zee,  Style  li  Aluminum  Alloy  7075 . . . . . . . . . 

Zee,  Style  li  Aluminum  Alloy  2024 . . . . . . . . . . ..... 

Zee,  Style  Hi  Aluminum  Alloy  2024 . . . . . . . . 

Zee,  Style  lii  Aluminum  Alloy  7075 . . . . . . . . . , 

Zidovudine  Capsules . . . . «... . . . . 

Zinc  (Hot  Dip  Galvanized)  Coatings  On  Iron  &  Steel  Products,  Standard 
Specification  For  *  28  Dec  84 

Zinc  (Slob  Zinc)  «  10  Nov  77 . . . . . . . . . . . . 

Zinc  *  Dust  (For  Use  In  Pyrotechnics) . . . . . . . . . 

Zinc  Alloy  Die  Costings  -  26  Feb  88. . . . . . . . . 

Zinc  Alloy  Ingots  (For  Sheet  Metol  Forming  Dies) . . . . . . ... 
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ALPHABETICAL  LISTING 


TITLE 


Zinc  Aluminum  Superplastic  Alloys  For  Thermo  Forming,  Deep  Drawing  &  Stretch 
Forming 

Zinc  Bacitracin,  Hydrocortisone,  Neomycin  Sulfate,  And  Polymyxin  B  Sulfate 
Ointment 

Zinc  Base  Alloy,  Die  Castings. . . . . . 

Zinc  Borate,  Technical  (Metric) . . . . . . . . 

Zinc  Carbonate,  Analyzed  Reagent . . . . . . . . 

Zinc  Carbonate,  Basic,  Technical... . . . . . . . 

Zinc  Coating  (Hot  Dip)  On  Iron  &  Steel  Hardware  *  27  Aug  82  . . . . 

Zinc  On  Iron  &  Steel,  Electrodeposited  Coatings  Of  -  31  Mar  78 . . . . . . 

Zinc  Oxide . . . . . . . . . . . . . . 

Zinc  Oxide  Ointment,  Usp  . . . . . . . . . . 

Zinc  Oxide,  Technical . . . . . . . . 

Zinc-coated  (Galvanized)  Steel  Woven  Wire  Ferce  Fabric  •  27  Feb  87 . . 

Zinc,  Rolled  -  31  Mar  66  . . . . . . . . 

Zirconium  (Granular  And  Powered)  ...  . . . . . . . . 

Zirconium  &  Zirconium  Alloys,  Chemical  Analysis  Of  -  28  Oct  83 . . . . . 

Zirconium  Carbide,  Powered,  Technical....................................... . . . . . 

Zirconium  Carbide  . . . . . . . . . . . . . . . 

Zirconium  Hydride  . . . . . . . . . . . 

Zirconium  Oxide,  Line-stabilized,  Powe  R  And  Rod,  For  Flome  Spraying . . 

Zirconium  Sponge.................. . . . . . . . . . 

Zirconium  Used  In  Gasless  Mixtures . . . . . . . . . ...» 

Zirconium-  Nickel  Alloy,  Powdered.. . . . . . . . . . . 

Zirconyl  Nitrate,  Dihydrate,  Analyzed  Reagent...,,. . . . . . . . . . 

1*  Nitro  -2-  Propanol  (Npl) . . . . . . . . . . . 

1,2-  Oichloroethane,  Technical  . . . . . . . . . . . . 

1BUPROFEN  Toblets . . . . . 

16  Bit  Computer  Instruction  Set  Architecture(cdition  1)  Request  For  Issue  Other 
Than  Dodmust  Be  Sent  Via:  Hq  Usaf/xoxx-iso  Washington,  Dc  20330-5058 
16  MM  film  Cores  Edition  1  (Ret  To  Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM, 
MAT  09821,  Wash  D.c.  20360) 

16  Mm  And  35  Mm  Roll  Film  For  Airborne  Cameras  (Edition  No.  5)  . . . . 

16-24  UNF-3A  Thread,  Control  Rod  &  Tube  Assembly,  5/  -  Jon  64  . . 

2-NITR0DIPHENYLAMIN6 . 

2-3/8  Square  Instrument  Case  Standard  Dimensions  For . . . . . . 

2,2’  -methylenebis  (4-METHYL-6-TERT  Bulyfphenol) . 

20  Mm  X139  Ammunition  For  Ground/air  Defence  Weapons  . 

25  MM  X  137  Ammunition., . . . . . . . . . . . . . 

27  Mm  X  145  Ammunition  And  links  For  Aircroft  Guns  (Edition  1)  Reqwcst  Other 
Than  Dod  Refer  To  Hq  USAF/XOXX-ISO  Washington,  Dc  20330-5058 

3  And  6  Hp  Air  Cooled  Gasoline  Engines  (Edition  No.  2)  (ABCA-102)..... . . . 

35MM  Aperture  (Carrier  And  Associated  Cords  (Rel  To  Olher  Than  Dod  Act  Req  Pr 
Appr  Of  CNM,  MAT  09B21  Wash,  D.c.  20360) 

360  Deg  Emcrgency  Warning  lomp  -  May. 72  (Reopproved  Oct  83).................... . 

4,4)  .methylenebis  (2,6-DJTERTBUTYLPHENOL) . . . 

5.56 MM  Ammunition  (ABCA-351) . . . . . . . . . . 

70  Mm  Film  Cores  (Ed  1  W/omd  1)  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso) 
Wash,  Dc  20330 
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